
NUREG-0540 
Vol. 7, No. 6 




Mad© Publicly Available 


Juno 1-30, 1985 



Office of yXdmInistration 

U.S. Muoloar Regulatory Commission 



Available from 


Superintendent of Documents 
U.S. Government Printing Office 
Post Office Box 37082 
Washington. D,C. 20013-7082 

A year's subscription consists of 12 issues for 
this publication. 

Single copies of this publication 
are available from National Technical 
Information Service, Springfield, VA 22161 


NUREG-0540 
Vol. 1 , No. 6 


Title List of 

Documents Made Publicly Available 


June 1“30, 1985 


Date Published: July 1985 


Division of Technical Information and Document Control 
Office of Administration 
U.S. Muclear Regulatory Commission 
Washington, D.C. 20556 





CONTENTS 


Preface v 

Arrangement of Items by Docket Number ix 

Alphabetic Arrangement of Docket Items by Facility Name xv 

Docketed Items 1 

Low Level RadwUvSte Disposal Sites ~ Docket 27 1 

Domestic Licensing of Source Material — Docket 40 1 

Domestic Licensing of Production and Utilization Facilities Docket 50 10 

Domestic Licensing of Special Nuclear Matciial — Docket 70 305 

Packaging of Radioactive Material for Transport and Transportation of 

Radioactive Material Under Certain Conditions — • Docket 71 311 

Licensing of Independent Spent Fuel Storage — Docket 72 317 

Nondocketed Items 319 

10 CFR — Commission Meeting Records 319 

ACRS “ Advisory Committee on Reactor Safeguards 320 

ADVCM — NRC Advisory Committee 321 

COMMISSION - NRC Commissioners 321 

CONTRACT — NRC Contracts and Modifications 322 

FOIA — Freedom of Information Act Requests and Releases 326 

GEN TECH IS — Generic Technical Issues 409 

I&E — Inspection and Enforcement 410 

MISC — Public Document Room Miscellaneous 412 

NUREG — NUREG Reports and Related Correspondence 412 

ORG — Correspondence with Other Organizations 423 

PR — Proposed Rule 425 

PRM — Petition for Rulemaking 430 

PROJ — Projects - Predocket Licensing 430 

PT21 — Noncompliance Reports and Related Correspondence 430 

QA999 — • Quality Assurance Inspections 431 

REGGD — Regulatory Guides 433 

REVIEW GROUP - NRC Research Review Groups 435 

SECY ■— Position Papers Before the Commission 435 

STATE PROG — State Programs 436 

TOPREP — Vendor Reports and Related Correspondence 440 

WASTE MGT — Nuclear Waste Management 445 

WASH — Regulatory Publications — PRE — NUREG Series 445 

WASTE RES — Waste Management Research Reports 452 

XPORTLIC — Export and Import Licenses 455 

Personal Author Index 457 

Corporate Source Index 491 

Report Number Index 519 

Cross Reference of Enclosures to Principal Documents 521 

Appendix A — Definitions of Docket 50 Categories A- 1 

Appendix B — Definitions of Nondocketed Categories B-1 


ill 





PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. U tility Environmental Repor t ( ER) , amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I . Financial i n formation 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V . Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-leveJ wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report 

The principal elements of the entries in the list are: 

(1^ P. Operating license stage documents & coirespondcnce 

© ® 

8411270362 Submits icnewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
cmences prior to issuing full power OL, 

@ SUGARMAN, R.J. © Sugarman, Denworth & Hellegers © 84/11/21 

@ Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 

27628:356:27628:357 

d) © (u) d) 

1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no peisonal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation 

10. The three-digit portion of this entry is the number of the frame on which this document staits. 

1 1. The five-digit portion of this entry is the number of the frame on which this document ends, 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W,, Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NT1S“: or 
“Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5, 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT — NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Reque.sts and Relea.scs 
GEN TECH IS — Generic Technical Issues 
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Inspection and Enforcement 
MISC— Public Document Room Miscellaneous 
NUREG— NUREG Reports and Related Correspondence 
ORG— Coirespondence with Othci Organizations 
PR— Proposed Rule 
PRM— Petition for Rulemaking 
PROJ— Pi ojects— Predocket Licensing 
PT21— Noncompliance Reports and Related Coirespondence 
QA999— Quality Assurance Inspections 
REGGD— Regulatoiy Guides 
RES— Research and Technical Assistance Repoits 
REVIEW GRP— NRC Research Review Gioups 
RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Piograms 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatoiy Publications— Pre-NUREG Scries 
WASTE MGT— Nuclear Wa.ste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the repoit. 


The principal elements of the nondocketed items are: 

(T) NUREG— NUREG Reports and Related Conespondence 

© © 


'8203090207' hjuREO/CR- 1672 VOi' 


© 


I: 


RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
k.NUREG/CR-1608. 

CD STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicItfionsT^Inc. 

Q FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^nalysis. 

123p, Available at NRC.t $6.00.1 12176:217: I2r" 


^ ^ © ^( 2 ) ^ ^ 



1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal aiithor(s). An asterisk in this position indicates that thetc is no personal author. 

6. Corporate, agency or other non individual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator, 

9. Date of document described. 

10. NRC organizational recipient. 

1 1. Pages in document. 

12. All NUREG-series doucuments are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation 

15. This three-digit portion of this entry is the number of the frame on which this document starts 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is; 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents, GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order, 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C, 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274, When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: (1) paper to paper is $0,05 per page except for oversized 
documents and engineering drawings which vary from $0.05 to $1.00 per square foot; (2) microform 
to paper is $0.05 a page for pages on microfiche and is $0.20 a square foot for a full-size print or 
$0.25 for a reduced-size print (18" x 24") of a drawing on an aperture card; and (3) microform to 
microform is $0,10 per microfiche and $0.20 per aperture card. Orders completed for mailing or for 
a special delivery service will have an additional fee for the actual mailing, shipping, or delivery 
service rate. Unless a user requests special packing materials, there is no additional charge by the 
contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Literature Research Company. An account may be 
established with the Literature Research Company by calling (703) 941-8018, 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD, IL, U.S. ECOLOGY. INC. 1 

27-047 BARNWELL, SC. CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA. U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material • 

Docket 40 

40-0299 UNION CARBIDE CORP., GRAND 1 

JUNCTION, CO 

40-1162 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY. 1 

CHATTANOOGA, TN 

40-1366 KERR-MCGEE OIL INDUSTRIES, INC,, 2 

OKLAHOMA CITY, OK 

40-1478 KERR-MCGEE OIL INDUSTRIES, INC,, 2 

OKLAHOMA CITY, OK 

40-1668 KERR-MCGEE CORP., OKLAHOMA CITY, 2 

OK 

40-1917 KERR-MCGEE OIL INDUSTRIES, INC., 2 

OKLAHOMA CITY, OK 

40-2061 KERR-MCGEE CHEMICAL CORP., 2 

OKUHOMA CITY, OK 

40-3392 ALLIED CHEMICAL CORP., 3 

MORRISTOWN, NJ 

40-3453 ATLAS MINERALS, INC., DENVER, CO 3 

40-4492 FEDERAL-AMERICAN PARTNERS, 3 

RIVERTON, WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN, WY 

40-6659 GETTY OIL CO. - PETROTOMICS CO., 3 

SHIRLEY BASIN. WY 

40-7236 KERMAC NUCLEAR FUELS CORP., 3 

OKLAHOMA CITY. OK 

40-7308 KERR-MCGEE CORP., OKLAHOMA CITY, 3 

OK 

40-7455 WHITTAKER METALS, LOS ANGELES, 6 

CA 

40-8006 KERR-MCGEE CORP., OKLAHOMA CITY, 6 

OK 

40-8027 KERR-MCGEE NUCLEAR CORP., 6 

OKUHOMA CITY, OK 

40-8084 RIO ALQOM CORP., MOAB, UT 6 

40-8102 EXXON CO., USA. HOUSTON. TX 6 

40-8380 ROCKY MOUNTAIN ENERGY CO., 6 

BROOMFIELD, CO 

40-8447 GENERAL ELECTRIC CO., SAN JOSE, CA 6 

40-8452 BEAR CREEK URANIUM CO., CASPER, 6 

WY 


Docket 

Name 

Page 

40-8502 

WYOMING MINERAL CORP., 

LAKEWOOD, CO 

6 

40-8506 

MCKEESPORT HOSP., MCKEESPORT, 

PA 

7 

40-8566 

CLEVELAND-CLIFFS IRON CO., CASPER. 
WY 

7 

40-8584 

MINERALS EXPLORATION CO., LOS 
ANGELES, CA 

7 

40-8586 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

7 

40-8631 

ARMY. DEPT. OF, ROCK ISLAND. IL 

8 

40-8647 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

8 

40-8663 

NUCLEAR DYNAMICS. INC., PHOENIX, 

AZ 

8 

40-8674 

PUTEAU RESOURCES, LTD., GRAND 
JUNCTION, CO 

8 

40-8675 

ENERGY FUELS NUCLEAR, INC,, 

DENVER, CO 

8 

40-8681 

ENERGY FUELS NUCLEAR, INC., 

DENVER, CO 

8 

40-8697 

ROCKY MOUNTAIN ENERGY CO., 
DENVER, CO 

8 

40-8698 

PLATEAU RESOURCES, LTD., GRAND 
JUNCTION, CO 

9 

40-8714 

CLEVEUND-CLIFFS IRON CO., 
CLEVELAND, OH 

9 

40-8727 

KERR-MCGEE NUCLEAR CORP., 
OKUHOMA CITY, OK 

9 

40-8728 

TETON EXPLORATION DRILLING CO., 

INC. CASPER, WY 

9 

40-8768 

KERR-MCGEE NUCLEAR CORP., 
OKUHOMA CITY, OK 

g 

40-8783 

URANERZ USA, INC., CASPER, WY 

9 

40-8786 

URANIUM RESOURCES. INC., 
RICHARDSON, TX 

9 

40-8794 

MOLYCORP, INC., LOS ANGELES, CA 

9 

40-8829 

WYOMING FUEL CO., LAKEWOOD, CO 

9 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 


50-2 

FORD NUCLEAR REACTOR 

10 

50-3 

INDIAN POINT STATION, UNIT 1 

10 

50-5 

PENNSYLVANIA STATE UNIV. 

RESEARCH REACTOR 

10 

50-10 

DRESDEN NUCLEAR POWER STATION, 
UNIT1 

10 

50-20 

MASSACHUSEHS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

12 

50-27 

WASHINGTON STATE UNIV. RESEARCH 

12 


REACTOR (TRIQA) 
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Name 

Page 

Docket 

Name 

Page 

50*29 

YANKEE-ROWE NUCLEAR POWER 

12 

50-244 

ROBERT EMMET GINNA NUCLEAR 

32 


STATION 



PLANT, UNIT 1 


50-57 

BUFFALO MATERIALS RESEARCH 

13 

50-245 

MILLSTONE NUCLEAR POWER 

33 


CENTER 



STATION, UNIT 1 


50-89 

GENERAL ATOMIC CO. 

13 

50-247 

INDIAN POINT STATION, UNIT 2 

35 

50-99 

BABCOCK & WILCOX TEST REACTOR 

13 

50-249 

DRESDEN NUCLEAR POWER STATION, 

36 





UNIT 3 


50-123 

' UNIV. OF MISSOURI RESEARCH 

14 





REACTOR 


50-250 

TURKEY POINT PLANT, UNIT 3 

39 

50-130 

PATHFINDER ATOMIC PLANT 

14 

50-251 

TURKEY POINT PLANT, UNIT 4 

41 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

15 

50-252 

UNIV. OF NEW MEXICO RESEARCH 

43 




REACTOR 


50-142 

UCLA TRAINING REACTOR 

16 

50-254 

QUAD CITIES STATION. UNIT 1 

43 

50-151 

UNIV. OF ILLINOIS RESEARCH 

16 



REACTOR 


50-255 

PALISADES NUCLEAR PLANT 

44 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

16 

60-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

46 

50-156 

UNIV. OF WISCONSIN RESEARCH 

18 




REACTOR 


50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

49 

50-163 

GA TECHNOLOGIES 

18 

60-261 

51 

H. B. ROBINSON PLANT, UNIT 2 

50-170 

ARMED FORCES RADI08IOLOGY 

18 



RESEARCH INSTITUTE 

50-263 

MONTICELLO NUCLEAR GENERATING 

52 





PLANT 

50-171 

PEACH BOTTOM ATOMIC POWER 

19 





STATION, UNIT 1 

50-264 

DOW CHEMICAL CO. 

54 

50-172 

RADIATION EFFECTS REACTOR 

19 

50-265 

QUAD CITIES STATION. UNIT 2 

54 

50-184 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

19 

50-266 

POINT BEACH NUCLEAR PLANT. UNIT 1 

56 



50-267 

FORT ST. VRAIN NUCLEAR 

57 

50-106 

UNIV, OF MISSOURI RESEARCH 

REACTOR 

19 


GENERATING STATION 



50-269 

OCONEE NUCLEAR STATION, UNIT 1 

59 

50-108 

KANSAS STATE UNIV. RESEARCH 

19 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 



REACTOR 

61 

50-191 

BABCOCK & WILCOX COMPANY 

19 

50-271 

VERMONT YANKEE NUCLEAR POWER 

63 


CRITICAL FACILITY 


STATION 


50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

19 

50-272 

SALEM NUCLEAR GENERATING 

STATION, UNIT 1 

65 

50-193 

RHODE ISLAND & PROVIDENCE 

20 

50-275 



PLANTATIONS AEG 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 1 

67 



50-200 

B&W TEST REACTOR 

20 

50-277 



PEACH BOTTOM ATOMIC POWER 

71 

50-201 

WEST VALLEY REPROCESSING PLANT 

20 


STATION, UNIT 2 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

20 

50-278 

PEACH BOTTOM ATOMIC POWER 

73 


1 


STATION. UNIT 3 


50-207 

50-213 

UNITED NUCLEAR CORP. CRITICAL 
EXPERIMENT 

HADDAM NECK PLANT 

24 

24 

50-280 

50-281 

50-282 

SURRY POWER STATION, UNIT 1 

SURRY POWER STATION, UNIT 2 

75 

77 

50-219 

PRAIRIE ISLAND NUCLEAR STATION, 

80 

OYSTER CREEK NUCLEAR POWER 

PLANT 

26 


UNIT 1 


50-220 


60-285 

FORT CALHOUN STATION, UNIT 1 

81 

NINE MILE POINT NUCLEAR STATION, 
UNIT 1 

28 

50-286 

INDIAN POINT STATION. UNIT 3 

83 

50-223 

UNIV. OF LOWELL RESEARCH 

29 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

85 


REACTOR 

50-288 

REED COLLEGE RESEARCH REACTOR 

86 

60-224 

UNIV, OF CALIFORNIA RESEARCH 
REACTOR 

29 

50-289 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 1 

87 

50-237 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

29 

50-293 

PILGRIM NUCLEAR POWER STATION, 

UNIT 1 

92 

50-243 

OREGON STATE UNIV. RESEARCH 
REACTOR 

32 

50-294 

MICHIGAN STATE UNIV. RESEARCH 
REACTOR 

95 
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Page 

Docket 
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Page 

50-295 

ZION NUCLEAR POWER STATION, UNIT 

95 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

160 


1 



UNIT 2 


50-296 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

97 

50-344 

TROJAN NUCLEAR PLANT 

162 



50-346 

DAVIS-BESSE NUCLEAR POWER 

164 

50-298 

COOPER NUCLEAR STATION 

99 


STATION, UNIT 1 


50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

101 

50-348 

JOSEPH M FARLEY NUCLEAR PLANT, 

166 

50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

102 


UNIT 1 



3 


50-352 

LIMERICK GENERATING STATION, UNIT 

1 

168 

50-304 

ZION NUCLEAR POWER STATION, UNIT 

104 




2 


50-353 

LIMERICK GENERATING STATION, UNIT 

172 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

106 


2 


50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

107 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

176 


UNIT 2 




50-309 

MAINE YANKEE ATOMIC POWER PLANT 

109 

50-356 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

177 

60-31 1 

SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

111 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

STATION. UNIT 1 

177 

50-312 

RANCHO SECO NUCLEAR GENERATING 
STATION 

113 

50-359 

WILLIAM H. ZIMMER NUCLEAR 

STATION. UNIT 2 

179 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

115 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

179 

50-315 

DONALD C. COOK NUCLEAR POWER 

116 


2 



PLANT, UNIT 1 


50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

181 

50-316 

DONALD C. COOK NUCLEAR POWER 

118 


3 



PLANT, UNIT 2 


50-364 

JOSEPH M. FARLEY NUCLEAR PLANT. 

183 

50-317 

CALVERT CLIFFS NUCLEAR POWER 

120 


UNIT 2 



PLANT, UNIT 1 


50-366 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 

185 

50-318 

CALVERT CLIFFS NUCLEAR POWER 

122 


2 



PLANT, UNIT 2 


50-367 

BAILLY GENERATING STATION 

186 

50-320 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

124 

50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

187 

50-321 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 

1 

126 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 1 

188 

50-322 

SHOREHAM NUCLEAR POWER STATION 

128 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 2 

190 

50-323 

DIABLO CANYON NUCLEAR POWER 
PLANT. UNIT 2 

134 

50-373 

LASALLE COUNTY STATION, UNIT 1 

192 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

138 

50-374 

LASALLE COUNTY STATION, UNIT 2 

194 


UNIT 2 


50-382 

WATERFORD GENERATING STATION, 

196 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 

140 


UNITS 



UNIT 1 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

204 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

142 


STATION, UNIT 1 


50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

144 

50-388 

SUSQUEHANNA STEAM ELECTRIC 

207 



STATION, UNIT 2 


50-329 

60-330 

MIDLAND PLANT. UNIT 1 

MIDLAND PLANT, UNIT 2 

146 

147 

50-389 

ST. LUCIE PLANT, UNIT 2 

WATTS BAR NUCLEAR PLANT, UNIT 1 

209 

211 

50-390 

50-331 

50-332 

DUANE ARNOLD ENERGY CENTER 

BARNWELL REPROCESSING PLANT 

148 

150 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

VIRGIL C. SUMMER NUCLEAR STATION, 

213 

214 

50-395 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

POWER PLANT 

150 

50-397 

UNIT1 

WPPSS NUCLEAR PROJECT, UNIT 2 

216 

50-334 

BEAVER VALLEY POWER STATION, 

UNIT 1 

152 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT. UNIT 1 

218 

50-336 

ST. LUCIE PLANT. UNIT 1 

154 
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TUSKEGEE INSTITUTE RESEARCH 

50-338 
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REACTOR 
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NORTH ANNA POWER STATION, UNIT 2 

158 

50-409 

LA CROSSE BOILING WATER REACTOR 
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50-410 NINE MILE POINT NUCLEAR STATION. 222 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION, 224 

UNIT 2 

60-413 CATAWBA NUCLEAR STATION. UNIT 1 226 

50-414 CATAWBA NUCLEAR STATION. UNIT 2 228 

50-416 GRAND GULF NUCLEAR STATION. UNIT 229 

1 

50-417 GRAND GULF NUCLEAR STATION. UNIT 233 

2 

50-423 MILLSTONE NUCLEAR POWER 235 

STATION. UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT. 238 

UNIT 1 

60-425 ALVIN W. VOGTLE NUCLEAR PUNT, 240 

UNIT 2 

50-426 ALVIN W. VOGTLE NUCLEAR PUNT, 243 

UNIT 3 

50-427 ALVIN W. VOGTLE NUCLEAR PUNT. 243 

UNIT 4 

50-433 UNIV. OF CALIFORNIA AT SANTA 243 

BARBARA RESEARCH REACTOR 

STN-50- FLOATING NUCLEAR PLANT 244 

437 

50-438 BELLEFONTE NUCLEAR PUNT. UNIT 1 244 

50-439 BELLEFONTE NUCLEAR PUNT. UNIT 2 245 

50-440 PERRY NUCLEAR POWER PUNT, UNIT 246 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 250 

2 

50-443 SEABROOK NUCLEAR STATION, UNIT 1 253 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 265 

50-445 COMANCHE PEAK STEAM ELECTRIC 266 

STATION 

60-446 COMANCHE PEAK STEAM ELECTRIC 260 

STATION 

263 


264 

266 
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STN-50- 

482 

WOLF CREEK GENERATING STATION 

280 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

284 

STN-50- 

498 

SOUTH TEXAS PROJECT. UNIT 1 

285 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

290 

STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

295 

STN-50- 

509 

WPPSS NUCLEAR PROJECT, UNIT 5 

295 

50-513 

WPPSS NUCLEAR PROJECT. UNIT 4 

295 

STN-50- 

518 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

295 

STN-50- 

519 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

296 

STN-50- 

620 

HARTSVILLE NUCLEAR PLANT. UNIT 3 

296 

STN-50- 

521 

HARTSVILLE NUCLEAR PUNT. UNIT 4 

296 

60-522 

SKAGIT NUCLEAR POWER PROJECT. 
UNIT1 

296 

50-523 

SKAGIT NUCLEAR POWER PROJECT, 
UNIT 2 

296 

STN-60- 

528 

PALO VERDE NUCLEAR STATION. UNIT 

1 

296 

STN-60- 

529 

PALO VERDE NUCLEAR STATION. UNIT 

2 

299 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

302 

STN-50- 

535 

GASSAR-6 

304 

50-638 

MEMPHIS STATE UNIV. RESEARCH 
REACTOR 

304 

STN-50- 

546 

MARBLE HILL NUCLEAR STATION. UNIT 

1 

304 

STN-60- 

547 

MARBLE HILL NUCLEAR STATION. UNIT 

2 

304 

STN-60- 

653 

PHIPPS BEND NUCLEAR STATION, UNIT 

1 

304 

STN-60- 

554 

PHIPPS BEND NUCLEAR STATION, UNIT 

2 
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70-0027 BABCOCK & WILCOX CO., LYNCHBURG, 305 

VA 

70-0036 COMBUSTION ENGINEERING, INC., 305 

WINDSOR, CT 

70-0113 PENNSYLVANIA STATE UNIV., 305 

UNIVERSITY PARK, PA 

70-0135 BABCOCK & WILCOX CO., APOLLO, PA 305 

70-0143 NUCLEAR FUEL SERVICES, INC., 306 

ERWIN, TN 

70-0364 BABCOCK & WILCOX CO., APOLLO, PA 306 

70-0371 UNC NAVAL PRODUCTS, INC., 306 
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70-0398 COMMERCE, DEPT. OF, WASHINGTON, 306 

DC 

70-0687 UNION CARBIDE CORP., TUXEDO, NY 306 

70-0690 WESTINGHOUSE ELECTRIC CORP., 306 

PITTSBURGH, PA 

70-0712 KERR-MCGEE NUCLEAR CORP., 306 

OKLAHOMA CITY, OK 

70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, 306 

CA 

70-0820 UNITED NUCLEAR CORP., WOOD RIVER 307 
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70-0920 RENSSELAER POLYTECHNIC 307 

INSTITUTE, TROY, NY 

70-0925 KERR-MCGEE NUCLEAR CORP,, 307 

OKLAHOMA CITY, OK 

70-0938 MASSACHUSETTS INSTITUTE OF 308 

TECHNOLOGY, CAMBRIDGE, MA 

70-1068 FLORIDA, UNIV. OF, GAINESVILLE, FL 308 

70-1100 COMBUSTION ENGINEERING, INC., 308 

WINDSOR, CT 

70-1 1 1 3 GENERAL ELECTRIC CO., WILMINGTON, 308 

NC 

70-1 1 43 WESTINGHOUSE ELECTRIC CORP., 308 

PITTSBURGH, PA 

70-1151 WESTINGHOUSE ELECTRIC CORP., 308 

PITTSBURGH, PA 

70-1 1 93 KERR-MCGEE NUCLEAR CORP., 300 

OKLAHOMA CITY, OK 

70-1201 BABCOCK & WILCOX CO., LYNCHBURG, 309 

VA 

70-1257 EXXON NUCLEAR CO., INC., RICHUND, 309 

WA 

70-1308 GENERAL ELECTRIC CO„ SAN JOSE, CA 310 

70-1359 IRT CORP., SAN DIEGO, CA 310 

70-1366 HEALTH & HUMAN SERVICES, DEPT. 310 

OF, BETHESDA, MD 

70-1703 EASTMAN KODAK CO., ROCHESTER. NY 310 

70-1795 GEORGE WASHINGTON UNIV., 310 

WASHINGTON, DC 

70-1966 TENNESSEE VALLEY AUTHORITY, 310 

CHATTANOOGA, TN 

70-2199 VETERANS ADMIN. MEDICAL CENTER, 310 

WASHINGTON, DC 
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70-2838 

CINCINNATI GAS & ELECTRIC CO„ 
CINCINNATI, OH 

310 

70-2894 

DELAWARE VALLEY MEDICAL CENTER. 
BRISTOL, PA 

310 

70-2910 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

310 

70-2928 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

310 

70-2968 

CLEVELAND ELECTRIC ILLUMINATING 
CO.. CLEVELAND, OH 

311 

70-3020 

NUCLEAR ASSURANCE CORP., 
NORCROSS, GA 

311 

Packaging of Radioactive Material for 
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71-0004 

GENERAL ELECTRIC CO. 

311 

71-0009 

ISOMEDIX, INC. 

311 

71-0096 

PAN AMERICAN WORLD AIRWAYS, INC. 

311 

71-0097 

NONDESTRUCTIVE TESTING SERVICE 

311 

71-0149 

MIDWEST INSPECTION SERVICE 

311 

71-0165 

NAVY, DEPT. OF 

311 

71-0166 

NEW YORK TESTING LABORATORIES, 
INC. 

311 

71-0226 

NEW YORK. STATE UNIV. OF 

311 

71-0260 

TRANSNUCLEAR, INC. 

311 

71-0268 

U.S. ECOLOGY, INC, ’ 

311 

71-0259 

WESTINGHOUSE ELECTRIC CORP. 

311 

71-0316 

RADIOGRAPHY INSPECTION, INC. 

311 

71-0330 

METILS, INC. 

311 

71-0348 

UNIV. OF MICHIGAN 

312 

71-0367 

NAVY, DEPT. OF 

312 

71-0368 

BRANCH RADIOGRAPHIC 

LABORATORIES, INC. 

312 

71-0376 

UNITED STATES PIPE & FOUNDRY CO. 

312 

71-0378 

WISCONSIN ELECTRIC POWER CO. 

312 

71-0379 

HITTMAN MATERIALS & MEDICAL CO. 

312 

71-0380 

GENERAL ELECTRIC CO. 

312 

71-0622 

UNIV. OF CALIFORNIA, LOS ANGELES 

312 

71-0538 

WALASHEK ENTERPRISES, INC. 

312 

71-0542 

MATTINGLY & O’REILLY 

312 

71-4986 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

312 

71-5086 

MODEL; UNC-2600, UNITED NUCLEAR 
CORP. 

312 

71-5364 

MODEL: NPI-67-0442, NEUTRON 
PRODUCTS, INC. 

312 

71-5796 

MODEL: 181375, 181361, ADVANCED 
MEDICAL SYSTEMS, INC. 

312 

71-5874 

MODEL: WAPD-40, ENERGY, DEPT. OF 

312 
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CO. 

MODEL BMM, BATTELLE COLUMBUS 
LABORATORY 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

MODEL, 6272, U.S ECOLOGY, INC 

MODEL; FSV-I, GA TECHNOLOGIES. 
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MODEL- 60, BATTELLE MEM. INST., 
PACIFIC NORTHWEST LAB 

MODEL. LL-60-150, TENNESSEE VALLEY 
AUTHORITY 

MODEL. CNS 8-120, CHEM-NUCLEAR 
SYSTEMS, INC. 

MODEL; MH-1A, ENERGY, DEPT. OF 

MODEL NFS-4, NUCLEAR FUEL 
SERVICES, INC. 

MODEL: RG-1, GA TECHNOLOGIES, INC. 

MODEL: 671 7-B, GAMMA INDUSTRIES 

MODEL; BS-33-180, TENNESSEE 
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MODEL. SN-1. METROPOLITAN EDISON 
CO. 

MODEL: IF-300, GENERAL ELECTRIC 
CO, 

MODEL: NLI-1/2, NL INDUSTRIES, INC. 

MODEL: TN-8, -8L, VIRGINIA ELECTRIC & 
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MODEL: 650, TECH/OPS. INC. 

MODEL: 660 & 60OE, TECH/OPS, INC. 

MODEL: 715, TECH OPS, INC. 

MODEL: GE-1600. GENERAL ELECTRIC 
CO. 

MODEL: 683, TECHNICAL OPERATIONS, 
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MODEL; SPEC 2-T, SOURCE 
PRODUCTION & EQUIPMENT CO„ 

MODEL: OH-142 SERIES & NUS 10-135, 
NUCLEAR PACKAGING 
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MODEL: AP-100, ANEFCO, INC. 
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313 

71-9079 

MODEL: HN-IOO, SERIES 2 & 2A, 

HITTMAN NUCLEAR 

315 

313 

71-9080 

MODEL: HN-600, NUPAC 7-100 & CNS 7- 
100, HITTMAN NUCLEAR 

315 

313 

71-9086 

MODEL: HN-100, SERIES 1. HITTMAN 
NUCLEAR 

315 

313 

71-9089 

MODEL: HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

315 

313 

71 -9094 

MODEL. CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS, INC 

315 

313 

71-9096 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS. INC. 

315 

313 

71-9105 

MODEL. RAD-WASTE CR.I, CHEM- 
NUCLEAR SYSTEMS. INC. 

315 

313 

71-9108 

MODEL' CNS 6-75. CHEM-NUCLEAR 
SYSTEMS. INC. 

315 

313 

71-9111 

MODEL: CNS 6-80-2 & CNS 6-aO-2A. 
CHEM-NUCLEAR SYS, INC. 

315 

313 

313 

71-9135 

MODEL’ CENTURY S & SA. CEN. UNIV. S 
& SA, GAMMA IND 

315 


71-9139 

MODEL: 589, GENERAL ELECTRIC CO. 

316 

313 

313 

71-9145 

MODEL. NUPAC 50-1. 6L, -2.5L, -3.0L & - 
4.0L, ARKANSAS 

316 

313 

71-9151 

MODEL: HN-100 SERIES 3, HITTMAN 
NUCLEAR 

316 

314 

71-9156 

MODEL: IR-50, INDUSTRIAL NUCLEAR 

CO. 

316 

314 

71-9159 

MODEL: NUPAC 14/1 90L, /190M & / 

190H, NUCLEAR PKG., INC, 

316 

314 

71-9175 

MODEL: CNS6-80B. NUCLEAR 

PACKAGING, INC. 

316 

314 

71-9176 

MODEL; NUPAC 14/210L & 14/21 OH, 
NUCLEAR PACKAGING. INC. 

316 

314 

71-9177 

MODEL: NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

316 

314 

314 

71-9178 

MODEL: NUPAC 7/100, NUCLEAR 
PACKAGING, INC. 

316 

314 

71-9179 

MODEL: NUPAC 6/100L & 6/100H. 
NUCLEAR PACKAGING, INC. 

316 

314 

71-9181 

MODEL: PAS-2, NUCLEAR PACKAGING, 
INC. 

316 

314 

71-9192 

MODEL- AP-300, ANEFCO, (NC. 

317 

314 

71-9195 

MODEL: 2000, GENERAL ELECTRIC CO. 

317 

314 

314 

314 

71-9196 

71-9851 

MODEL: UX-30, NUCLEAR PACKAGING. 
INC. 

MODEL; LITHIUM HYDROXIDE FIRE/ 
IMPACT SHIELD, ENERGY. 

317 

317 

315 
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72-0003 
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BARNWELL, SC, CHEM-NUCLEAR 

SYSTEMS, INC. 

27-047 

1 

RICHLAND, WA, U.S. ECOLOGY, INC. 

27-048 

1 

SHEFFIELD, IL. U.S, ECOLOGY, INC. 

27-039 

1 

Domestic Licensing of Source Material - 
Docket 40 



ALLIED CHEMICAL CORP., MORRISTOWN, 

NJ 

40-3392 

3 

ARMY, DEPT, OF, ROCK ISLAND, IL 

40-8631 

8 

ATLAS MINERALS, INC , DENVER, CO 

40-3453 

3 

BEAR CREEK URANIUM CO , CASPER, WY 

40-8452 

6 

CLEVELAND-CLIFFS IRON CO„ CASPER, WY 

40-8566 

7 

CLEVELAND-CLIFFS IRON CO , CLEVELAND, 
OH 

40-8714 

9 

ENERGY FUELS NUCLEAR, INC., DENVER. 

CO 

40-8681 

8 

ENERGY FUELS NUCLEAR, INC., DENVER, 

CO 

40-8675 

8 

EXXON CO., USA. HOUSTON, TX 

40-8102 

6 

FEDERAL-AMERICAN PARTNERS, 

RIVERTON, WY 

40-4492 

3 

GENERAL ELECTRIC CO.. SAN JOSE, CA 

40-8447 

6 

GETTY OIL CO. - PETROTOMICS CO., 

SHIRLEY BASIN, WY 

40-6659 

3 

KERMAC NUCLEAR FUELS CORP., 
OKLAHOMA CITY, OK 

40-7236 

3 

KERR-MCGEE CHEMICAL CORP., 

OKLAHOMA CITY, OK 

40-2061 

2 

KERR-MCGEE CORP., OKLAHOMA CITY, OK 

40-1668 

2 

KERR-MCGEE CORP., OKLAHOMA CITY. OK 

40-8006 

6 

KERR-MCGEE CORP., OKLAHOMA CITY, OK 

40-7308 

3 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

40-8768 

9 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

40-8647 

8 

KERR-MCGEE NUCLEAR CORP.. 

OKLAHOMA CITY. OK 

40-8027 

6 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

40-8586 

7 

KERR-MCGEE NUCLEAR CORP.. 

OKLAHOMA CITY, OK 

40-8727 

9 

KERR-MCGEE OIL INDUSTRIES. INC., 
OKLAHOMA CITY. OK 

40-1478 

2 

KERR-MCGEE OIL INDUSTRIES, INC., 
OKLAHOMA CITY. OK 

40-1917 

2 

KERR-MCGEE OIL INDUSTRIES. INC., 
OKLAHOMA CITY, OK 

40-1366 

2 

MCKEESPORT HOSP., MCKEESPORT, PA 

40-8506 
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MINERALS EXPLORATION CO , LOS 

ANGELES, CA 

40-8584 

7 

MOLYCORP, INC., LOS ANGELES, CA 

40-8794 

9 

NUCLEAR DYNAMICS, INC., PHOENIX, AZ 

40-8663 

8 

PATHFINDER MINES CORP., SHIRLEY 

BASIN. WY 

40-6622 

3 

PLATEAU RESOURCES, LTD., GRAND 
JUNCTION. CO 

40-8698 

9 

PLATEAU RESOURCES, LTD , GRAND 
JUNCTION, CO 

40-8674 

8 

RIO ALGOM CORP., MOAB, UT 

40-8084 

6 

ROCKY MOUNTAIN ENERGY CO., 
BROOMFIELD, CO 

40-8380 

6 

ROCKY MOUNTAIN ENERGY CO , DENVER. 
CO 

40-8697 

e 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

40-1341 

1 

TETON EXPLORATION DRILLING CO., INC., 
CASPER, WY 

40-8728 

g 

UNION CARBIDE CORP.. GRAND JUNCTION. 
CO 

40-0299 

1 

URANERZ USA, INC, CASPER, WY 

40-8783 

g 

URANIUM RESOURCES, INC., RICHARDSON, 
TX 

40-8786 

g 

WESTERN NUCLEAR. INC., JEFFREY CITY. 
WY 

40-1162 

1 

WHITTAKER METALS, LOS ANGELES, CA 

40-7455 

5 

WYOMING FUEL CO., LAKEWOOD. CO 

40-8829 

9 

WYOMING MINERAL CORP., LAKEWOOD. 

CO 

40-8502 

6 
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ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 1 

50-424 

238 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 

50-425 

240 

ALVIN W, VOGTLE NUCLEAR PLANT, UNIT 3 

50-426 

243 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 4 

50-427 

243 

ARKANSAS NUCLEAR ONE, UNIT 1 

50-313 

115 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-368 

187 

ARMED FORCES RADIOBIOLOQY 

RESEARCH INSTITUTE 

50-170 

18 

B&W TEST REACTOR 

50-200 

20 

BABCOCK & WILCOX COMPANY CRITICAL 
FACILITY 

50-191 

19 

BABCOCK & WILCOX TEST REACTOR 

50-99 

13 

BAILLY GENERATING STATION 

50-367 

186 

BARNWELL REPROCESSING PLANT 

50-332 

150 

BEAVER VALLEY POWER STATION, UNIT 1 

60-334 

152 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

224 
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BELLEFONTE NUCLEAR PLANT, UNIT 1 

50-438 

BELLEFONTE NUCLEAR PLANT. UNIT 2 

50-439 

BIG ROCK POINT NUCLEAR PLANT 

50-155 

BLACK FOX STATION. UNIT 1 

STN-50-556 

BLACK FOX STATION, UNIT 2 

STN-50-567 

BRAIDWOOD STATION, UNIT 1 

STN-50.456 

BRAIDWOOD STATION, UNIT 2 

STN-50-457 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50-296 

BRUNSWICK STEAM ELECTRIC PLANT. 
UNIT 1 

60-326 

BRUNSWICK STEAM ELECTRIC PLANT. 
UNIT 2 

50-324 

BUFFALO MATERIALS RESEARCH CENTER 

I 50-57 

BYRON STATION, UNIT 1 

STN-50-454 

BYRON STATION, UNIT 2 

STN-50-455 

CALLAWAY PLANT, UNIT 1 

STN-50-483 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-317 
UNIT1 

CALVERT CLIFFS NUCLEAR POWER PLANT, 60-318 

UNIT 2 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

CESSAR SYSTEM 80 

STN-50-47Q 

CLINTON POWER STATION. UNIT 1 

60-461 

CLINTON POWER STATION, UNIT 2 

50-462 

COMANCHE PEAK STEAM ELECTRIC 
STATION 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION 

50-446 

COOPER NUCLEAR STATION 

50-298 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT1 

50-346 

DIABLO CANYON NUCLEAR POWER PLANT. 50-275 
UNIT 1 

DIABLO CANYON NUCLEAR POWER PLANT, 60-323 
UNIT 2 

DONALD C, COOK NUCLEAR POWER 
PLANT, UNIT 1 

50-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

60-316 

DOW CHEMICAL CO, 

50-264 

DRESDEN NUCLEAR POWER STATION, 
UNIT 1 

50-10 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

60-237 


244 
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16 
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305 

267 

270 

46 

49 
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140 

13B 

13 

264 

266 

284 
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122 

226 

228 

260 

278 

280 

256 

260 
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164 

67 

134 

116 

118 

54 
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DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

50-249 

36 

DUANE ARNOLD ENERGY CENTER 

50-331 

148 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 1 

50-321 

126 

EDWIN I. HATCH NUCLEAR PLANT. UNIT 2 

50-366 

185 

ENRICO FERMI ATOMIC POWER PLANT, 
UNIT 2 

50-341 

160 

FLOATING NUCLEAR PLANT 

STN-50-437 

244 

FORD NUCLEAR REACTOR 

50-2 

10 

FORT CALHOUN STATION, UNIT 1 

50-285 

81 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

57 

GA TECHNOLOGIES 

50-163 

18 

GASSAR-6 

STN-50-535 

304 

GENERAL ATOMIC CO. 

50-89 

13 

GESSAR-238 

STN-50-447 

263 

GRAND GULF NUCLEAR STATION, UNIT 1 

60-416 

229 

GRAND GULF NUCLEAR STATION. UNIT 2 

50-417 

233 

H, B. ROBINSON PLANT, UNIT 2 

50-261 

51 

HADDAM NECK PUNT 

50-213 

24 

HARTSVILLE NUCLEAR PLANT. UNIT 1 

STN-50.518 

296 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50.519 

296 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-50-520 

296 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

STN-50-521 

296 

HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

175 

HUMBOLDT BAY POWER PUNT. UNIT 3 

50-133 

IS 

INDIAN POINT STATION, UNIT 1 

50-3 

10 

INDIAN POINT STATION, UNIT 2 

60-247 

35 

INDIAN POINT STATION. UNIT 3 

50-286 

83 

JAMES A, FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

160 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 60-348 

1 

166 

JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 50-364 

2 

183 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

50-188 

19 

KEWAUNEE NUCLEAR POWER PLANT 

60-305 

106 

LA CROSSE BOILING WATER REACTOR 

60-409 

221 

LASALLE COUNTY STATION. UNIT 1 

60-373 

192 

USALLE COUNTY STATION, UNIT 2 

50-374 

194 

LIMERICK GENERATING STATION, UNIT 1 

60-352 

168 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

172 

MAINE YANKEE ATOMIC POWER PLANT 

60-309 

109 

MARBLE HILL NUCLEAR STATION, UNIT 1 

STN-50-646 

304 

MARBLE HILL NUCLEAR STATION. UNIT 2 

STN-50-S47 

304 

MASSACHUSETTS INSTITUTE OF 

50-20 

12 


TECHNOLOGY RESEARCH REACTOR 
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MEMPHIS STATE UNIV. RESEARCH 

REACTOR 

50-538 

304 

MICHIGAN STATE UNIV. RESEARCH 

REACTOR 

50-294 

95 

MIDLAND PLANT, UNIT 1 

50-329 

146 

MIDLAND PLANT, UNIT 2 

50-330 

147 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 1 

50-245 

33 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 2 

50-336 

155 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

235 

MONTICELLO NUCLEAR GENERATING 

PLANT 

50-263 

52 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

50-184 

19 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

28 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

222 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

157 

NORTH ANNA POWER STATION. UNIT 2 

50-339 

158 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

59 

OCONEE NUCLEAR STATION. UNIT 2 

50-270 

61 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

85 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

32 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

26 

PALISADES NUCLEAR PLANT 

60-255 

44 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

296 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-629 

299 

PALO VERDE NUCLEAR STATION. UNIT 3 STN-50-530 

302 

PATHFINDER ATOMIC PLANT 

50-130 

14 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT1 

50-171 

19 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

71 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

73 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

10 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

246 

PERRY NUCLEAR POWER PLANT, UNIT 2 

60-441 

250 

PHIPPS BEND NUCLEAR STATION. UNIT 1 STN-50-553 

304 

PHIPPS BEND NUCLEAR STATION, UNIT 2 STN-50-554 

305 

PILGRIM NUCLEAR POWER STATION. UNIT 

1 

60-293 

92 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

56 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

101 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

60-282 

80 


1 
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PRAIRIE ISLAND NUCLEAR STATION, UNIT 
2 

50-306 

107 

QUAD CITIES STATION, UNIT 1 

50-254 

43 

QUAD CITIES STATION, UNIT 2 

50-265 

54 

RADIATION EFFECTS REACTOR 

50-1 72 

19 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

113 

REED COLLEGE RESEARCH REACTOR 

50-288 

06 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

20 

RIVER BEND STATION. UNIT 1 

50-458 

273 

RIVER BEND STATION. UNIT 2 

50-459 

277 

ROBERT EMMET QINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

32 

SALEM NUCLEAR GENERATING STATION. 
UNIT 1 

50-272 

65 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

50-31 1 

111 

SAN ONOFRE NUCLEAR STATION. UNIT 1 

50-206 

20 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

179 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

181 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

263 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

255 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

142 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

144 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

218 

SHEARON HARRIS NUCLEAR POWER 
PLANT. UNIT 2 

50-401 

221 

SHOREHAM NUCLEAR POWER STATION 

50-322 

128 

SKAGIT NUCLEAR POWER PROJECT, UNIT 
1 

50-522 

296 

SKAGIT NUCLEAR POWER PROJECT. UNIT 
2 

50-523 

286 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

285 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

290 

ST. LUCIE PLANT, UNIT 1 

50-335 

154 

ST. LUCIE PLANT, UNIT 2 

50-389 

209 

SURRY POWER STATION, UNIT 1 

50-280 

75 

SURRY POWER STATION, UNIT 2 

50-281 

77 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

204 

SUSQUEHANNA STEAM ELECTRIC 
STATION. UNIT 2 

60-388 

207 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

87 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

124 

TROJAN NUCLEAR PLANT 

60-344 

182 

TURKEY POINT PLANT, UNIT 3 

60-250 

39 
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TURKEY POINT PLANT, UNIT 4 

50-251 

41 

TUSKEGEE INSTITUTE RESEARCH 

REACTOR 

50-406 

221 

UCLA TRAINING REACTOR 

50-142 

16 

UNITED NUCLEAR CORP CRITICAL 
EXPERIMENT 

50-207 

24 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

243 

UNIV, OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

29 

UNIV, OF ILLINOIS RESEARCH REACTOR 

50-151 

16 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

177 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

29 

UNIV, OF MISSOURI RESEARCH REACTOR 

50-186 

19 

UNIV. OF MISSOURI RESEARCH REACTOR 

50-123 

14 

UNIV. OF NEW MEXICO RESEARCH 

REACTOR 

50-262 

43 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

19 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

305 

UNIV, OF WISCONSIN RESEARCH 

REACTOR 

50-156 

18 

VERMONT YANKEE NUCLEAR POWER 
STATION 

60-271 

63 

VIRGIL C, SUMMER NUCLEAR STATION, 

UNIT 1 

50-395 

214 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

12 

WATERFORD GENERATING STATION, UNIT 

3 

50-302 

195 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

211 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

213 

WEST VALLEY REPROCESSING PLANT 

50-201 

20 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

188 

WILLIAM 8. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

190 

WILLIAM H. ZIMMER NUCLEAR STATION, 

50-358 

177 


UNIT1 


Name 

Docket 

Page 
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Material • Docket 70 



BABCOCK & WILCOX CO„ APOLLO, PA 

70-0364 

306 

BABCOCK & WILCOX CO,. APOLLO, PA 

70-0135 

305 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-1201 

309 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0027 

305 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

70-0008 

305 

CINCINNATI GAS & ELECTRIC CO., 
CINCINNATI. OH 

70-2838 

310 

CLEVELAND ELECTRIC ILLUMINATING CO.. 
CLEVELAND, OH 

70-2968 

311 

COMBUSTION ENGINEERING, INC., 

WINDSOR. CT 

70-0036 

305 

COMBUSTION ENGINEERING, INC,, 

WINDSOR, CT 

70-1100 

308 

COMMERCE, DEPT. OF, WASHINGTON, DC 

70-0398 

306 

DELAWARE VALLEY MEDICAL CENTER, 
BRISTOL, PA 

70-2894 

310 

EASTMAN KODAK CO„ ROCHESTER, NY 

70-1703 

310 

EXXON NUCLEAR CO., INC., RICHLAND, WA 

70-1257 

309 

FLORIDA. UNIV. OF, GAINESVILLE, FL 

70-1068 

308 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

306 

GENERAL ELECTRIC CO., SAN JOSE, CA 

70-1308 

310 

GENERAL ELECTRIC CO., WILMINGTON. NO 

70-1113 

308 

GEORGE WASHINGTON UNIV., 

WASHINGTON, DC 

70-1795 

310 

HEALTH & HUMAN SERVICES, DEPT. OF, 
BETHESDA, MD 

70-1366 

310 

IRT CORP., SAN DIEGO, CA 

70-1359 

310 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-1193 

306 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0712 

306 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0926 

307 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

70-0938 

308 

NUCLEAR ASSURANCE CORP., NORCROSS, 

70-3020 

311 



Name 

Docket 

Page 

UNC NAVAL PRODUCTS. INC., UNCASVILLE, 
CT 

70-0371 

306 

UNION CARBIDE CORP . TUXEDO, NY 

70-0687 

306 

UNITED NUCLEAR CORP , WOOD RIVER 
JUNCTION, Rl 

70-0820 

307 

VETERANS ADMIN. MEDICAL CENTER, 
WASHINGTON, DC 

70-2199 

310 

WESTIN6H0USE ELECTRIC CORP . 
PITTSBURGH. PA 

70-0698 

306 

WESTINGHOUSE ELECTRIC CORP . 
PITTSBURGH. PA 

70-1143 

308 

WESTINGHOUSE ELECTRIC CORP , 
PITTSBURGH. PA 

70-1151 

308 

Packaging of Radioactive Material for 
Transport and Transportation of 

Radioactive Material Under Certain 

Conditions - Docket 71 



BRANCH RADIOGRAPHIC LABORATORIES. 
INC. 

71-0368 

312 

GENERAL ELECTRIC CO. 

71-0004 

311 

GENERAL ELECTRIC CO 

71-0380 

312 

HITTMAN MATERIALS & MEDICAL CO. 

71-0379 

312 

ISOMEDIX, INC. 

71-0009 

311 

MATTINGLY & O’REILLY 

71-0542 

312 

METILS, INC. 

71-0338 

311 

MIDWEST INSPECTION SERVICE 

71-0149 

311 

MODEL: 181375, 181361, ADVANCED 

MEDICAL SYSTEMS, INC. 

71-5796 

312 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9195 

317 

MODEL: 589, GENERAL ELECTRIC CO. 

71-9139 

316 

MODEL: 60, BATTELLE MEM. INST., PACIFIC 
NORTHWEST LAB 

71-6387 

313 

MODEL: 6272, U.S. ECOLOGY. INC. 

71-6272 

313 

MODEL: 650, TECH/OPS, INC. 

71-9032 

314 

MODEL: 660 & 660E, TECH/OPS. INC. 

71-9033 

314 

MODEL: 671 7-B, GAMMA INDUSTRIES 

71-6717 

313 

MODEL: 683. TECHNICAL OPERATIONS, 

INC. 

71-9053 

314 

MODEL: 715, TECH OPS. INC. 

71-9039 

314 

MODEL- 750, TECH/OPS, INC. 

71-9021 

314 

MODEL: 927A1 8 ^ 927C1, COMBUSTION 
ENGINEERING, INC. 

71-6078 

313 

MODEL: AP-100, ANEFCO, INC. 

71-9074 

316 

MODEL: AP-300, ANEFCO, INC. 

71-9192 

317 

MODEL: BMI-1, BATTELLE COLUMBUS 
LABORATORY 

71-5957 

313 

MODEL: BS-33-180. TENNESSEE VALLEY 
AUTHORITY 

71-6722 

313 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

314 

MODEL: CENTURY S & SA, CEN. UNIV S & 

71-9135 

315 


SA, GAMMA IND. 
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MODEL: CNS 14-195-H. CHEM-NUCLEAR 
SYSTEMS. INC 

71-9094 

316 

MODEL CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

315 

MODEL CNS 6-75. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9108 

315 

MODEL: CNS 6-80-2 & CNS 6-80-2A, CHEM- 
NUCLEAR SYS, INC. 

71-9111 

315 

MODEL CNS 8-120, CHEM-NUCLEAR 
SYSTEMS, INC 

71-6601 

313 

MODEL: CNS6-80B. NUCLEAR PACKAGING, 
INC. 

71-9175 

316 

MODEL: FSV-1. GA TECHNOLOGIES, INC. 

71-6346 

313 

MODEL: GE-100. GENERAL ELECTRIC CO. 

71-5926 

312 

MODEL: GE-1500. GENERAL ELECTRIC CO. 

71-5939 

313 

MODEL: GE-1600. GENERAL ELECTRIC CO, 

71-9044 

314 

MODEL: QE-700, GENERAL ELECTRIC CO. 

71-5942 

313 

MODEL; HN-100 SERIES 3, HITTMAN 
NUCLEAR 

71-9151 

316 

MODEL HN-100, SERIES 1, HITTMAN 
NUCLEAR 

71-9086 

315 

MODEL: HN-100, SERIES 2 & 2A, HITTMAN 
NUCLEAR 

71-9079 

315 

MODEL: HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

315 

MODEL: HN-600, NUPAC 7-100 & CNS 7-100, 
HITTMAN NUCLEAR 

71-9080 

315 

MODEL: IF-300. GENERAL ELECTRIC CO. 

71-9001 

314 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

316 

MODEL: LITHIUM HYDROXIDE FIRE/IMPACT 
SHIELD, ENERGY, 

71-9851 

317 

MODEL: LL-60-150, TENNESSEE VALLEY 
AUTHORITY 

71-6568 

313 

MODEL: MH-1A, ENERGY, DEPT. OF 

71-6639 

313 

MODEL: NFS-4, NUCLEAR FUEL SERVICES. 
INC. 

71-6698 

313 

MODEL: NLI-1/2, NL INDUSTRIES, INC. 

71-9010 

314 

MODEL; NLI-10/24, NUCLEAR ASSURANCE 
CORP. 

71-9023 

314 

MODEL: NPI-67-0442, NEUTRON 

PRODUCTS. INC. 

71-5364 

312 

MODEL: NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

71-9177 

316 

MODEL: NUPAC 14/190L, /190M & /190H. 
NUCLEAR PKG., INC. 

71-9159 

316 

MODEL: NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC. 

71-9176 

316 

MODEL: NUPAC 60-1. 5L, -2.5L, -S.OL a -4.0L. 
ARKANSAS 

71-9145 

316 

MODEL: NUPAC 6/1 OOL a 6/100H, 

NUCLEAR PACKAGING, INC. 

71-9179 

316 

MODEL: NUPAC 7/100, NUCLEAR 

71-9178 

316 


PACKAGING, INC. 
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MODEL: OH-142 SERIES & NUS 10-135, 
NUCLEAR PACKAGING 

71-9073 

315 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

71-9181 

316 

MODEL; RA-2, RA-3, RA-J, GENERAL 

ELECTRIC CO. 

71-4986 

312 

MODEL; RAD-WASTE CR.I, CHEM-NLTCLEAR 
SYSTEMS, INC, 

71-9105 

315 

MODEL* RG-1, GA TECHNOLOGIES, INC. 

71-6703 

313 

MODEL: SL-IO-I, NO USERS 

71-9020 

314 

MODEL; SN-1, METROPOLITAN EDISON CO, 

71-6771 

314 

MODEL: SPEC 2-T, SOURCE PRODUCTION 

A EQUIPMENT CO„ 

71-9056 

315 

MODEL: TN-8, -8L, VIRGINIA ELECTRIC & 
POWER CO. 

71-9015 

314 

MODEL* TN-9, COMMONWEALTH EDISON 

CO 

71-9016 

314 

MODEL* UNC-2600. UNITED NUCLEAR 

CORP, 

71-5086 

312 

MODEL: UX-30, NUCLEAR PACKAGING, INC. 

71-9196 

317 

MODEL; WAPD-40, ENERGY, DEPT. OF 

71-5874 

312 

NAVY, DEPT. OF 

71-0165 

311 
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NAVY, DEPT. OF 

71-0367 

312 

NEW YORK TESTING LABORATORIES, INC. 

71-0166 

311 

NEW YORK, STATE UNIV. OF 

71-0226 

311 

NONDESTRUCTIVE TESTING SERVICE 

71-0097 

311 

PAN AMERICAN WORLD AIRWAYS, INC, 

71-0096 

311 

RADIOGRAPHY INSPECTION, INC, 

71-0315 

311 

TRANSNUCLEAR, INC, 

71-0250 

311 

U,S, ECOLOGY, INC. 

71-0258 

311 

UNITED STATES PIPE & FOUNDRY CO. 

71-0376 

312 

UNIV. OF CALIFORNIA, LOS ANGELES 

71-0522 

312 

UNIV. OF MICHIGAN 

71-0348 

312 

WALASHEK ENTERPRISES, INC, 

71-0538 

312 

WESTINGHOUSE ELECTRIC CORP. 

71-0259 

311 

WISCONSIN ELECTRIC POWER CO. 

71-0378 

312 

Licensing of Independent Spent Fuel 
Storage • Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

317 

VIRGINIA ELECTRIC & POWER CO, 

72-0002 

317 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S, ECOLOGY, INC. 


8502270663 Forwards summary of quarterly monitoring dala of piezometers & wells in 
vicinity of Trench 18 & Trench 18 sumps for Ocl-Dec 1984,38 covered in 790423 Hr of 
agreement 

BOWEN, MA US. Ecology, Inc (formerly Nuclear Engineering, Inc) 85/01/10 
SHAFFNER.J Division of Fuel Cycle & Material Safely 3pp 29134,099-29134,101 

8506030439 Memorandum & order requiring parties to repi Jointly on status of settle- 
ment negotiations by BS0720 Served on 650531, 

COTTER.B P , KLINE, J R , LUEBKE.E A Atomic Safety and Licensing Board Panel 
#285 206. 85/05/29. Office of the Executive Legal Director. 2pp, 30678 068- 
30678 069 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC, 


8S0606069S Provides info re three types of wastes not accepted by facility, Including Pu- 
Be sealed sources, sealed sources containing Am-241 In quantities above Class C limi- 
tations & waste containing radium in forms unacceptable at facility. 

WIOMAYER,0 A Low-Level Waste & Uranium Recovery Projects Branch 05/05/00 
HYAN.M.T, Chem Nuclear Systems, Inc Ip 30786,1 26-30705-1 26, 

8506100799 Trip ropt of 650513-15 visit to Columbia, SC & Barnwell, SC low level waste 
disposal facilities to collect samples under Resources Conservation & Recovery Act 
Applicability Project 

STARMER.RJ, WIDMAYER,DA Low-Level Waste & Uranium Recovery Projects 
Branch, QOODE,D,J, Geotechnical Branch (Post 831001) 05/05/28, 

HIGGINBOTHAM, L Low-Level Waste & Uranium Recovery Projects Branch 
KNAPP,M.H. Gootachnica) Branch (Post 031001) 4pp 30024'003-30824-006. 

8506120121 Forwards trip rept summarizing NRC visit lo low level waste disposal laclllty 
In Barnwell, SC to colled groundwater samples Results oi analyses perlormed on sam- 
ples will be sent by ORNL.W/o end, 

WIDMAYER.D A low Level Waste & Uranium Recovery Projects Branch, 86/06/03 
8HEALY.H, South Carolina, State ol 1p 30841 •341-3064 1-341. 


DOCKET 27-048 RICHLAND, WA, U,8, ECOLOGY, INC. 


8606060485 "Environ TLD Results Monthly," lor Apr 1985.W/650617 Hr. 

MARTINEZ, E D U,S Ecology, Inc, (formerly Nuclear Engineering, Inc), 05/04/30 
QRONEMYER.L Washington, State of 2pp, 30765' 145-30705, 146 

8508050663 Forwards monthly SNM receipt & burial rept for Apr 1066 W/o end, 
WRIGHT, S,V. U,S, Ecology, Inc, ((ormorly Nuclear Engineering, Inc). 85/05/14. 
BROWNING, 8 Low Level Waste Licensing Branch, 1p, 30740;1 55-30740; 165. 

8506250006 Forwards changes to facility operations manual, per NRC 860424 
request ^roval per Condition 2 ol Amend 4 lo Llcenso 16-19204-01 requested. 
MARTINEZ, E.D. U.S. Ecology, Inc. (lormerly Nuclear Engineering, Inc) 65/05/31. 
HIGGINBOTHAM, L, Low-Level Waste & Uranium Recovery Projects Branch 14pp 
31212.282-31212-206 

8500260256 Submits update re supervisory personnel at US Ecology, Inc Richland, WA 
low level radwaste dl^osal faclllly, 

WRIQHT,S,V. U.S, Ecology, Inc. (formerly Nuclear Engineering, Inc) 66/06/06 
BROWNING, R E. Low Levef Waste Licensing Branch Ip 31 226-107-31 2^:107. 

8508250292 Forwards monthly SNM receipt & burial rept for May 1966, per Condition 6 
of License 16-10204 01. Rept ol Isotopic activity also encl.W/o ends. 
RITTENBERQ.R.B, U.S. Ecology. Ino. (lormerly Nuclear Engineering, Inc), 85/06/10, 
BROWNING, R.E. Low Level Waste Licensing Branch. Ip, 31211.130*31211:130. 

8606210304 Forwards Waste Packaging Insp Rept 16000046/85-02 on 850530. Viola- 
tion noted. 

MONTGOMERY, J.L, Region 6, Office of Director. 86/06/17. QRELLA,A. Director’s 
Oflice, Office of Inspection end Enforcement. 1p. 31035:1 26-31035:134. 

-8608210306 Waste Pacitaging Insp Rept 16000040/85-02 on 650530 Violation 
notedishlpment of radwaste mail sent lo commercial low level radwaste disposal site 
w/hole in drum & Inadequately packaged. 

BIDSTRUP.R , THOMAS, R.D, Floglon 6, Office ol Director, 86/06/17, 8pp 31036,127- 
31035:134 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP., GRAND JUNCTION, CO 


6608070077 Errata lo ''A-9 Collection Drip Sys Quarterly Rept for FIrat Quarter 1965." 
W/860507 Itr. 

LYONS, P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.) 85/03/31. 
GARLAND, W.L Wyoming, Slate of. 18pp. 30798:343-30700:360. 

8608200069 Concludes that no changes In land use re UMETCO 1984 annual land use 
survey for Gas Hills Mill occurred lo warrant any licensing action. 

SHOPENN,N.M., PEHENQILL.H.J, Uranium Recovery Field Oflice. 86/05/31 Urani- 
um Recovery Field Office, Ip, 31043:110-31043:110. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

6506060278 Comments re Western Nuclear, Inc request for reduction in Split Rock Milt 
groundwater monitoring program Static water level prior to sampling should not bo re 
ported w/each water quality analysis for each well 

OQLE.K.M. Wyoming, Slate ol 85/05/06. SMITH, D Uranium Recovery Field Office 
2pp, 30783 177-30783 178 

8506240156 Concludes that Western Nudear,lnc enhanced evoporallon sys as de- 
signed & installed has merit & represents wise water mgt Compislo water balance will 
be performed when future expansion ol evaporative sys complete 
KONWINSKI.Q R , PETTENQILL.H J Uranium Recovery Field Olfice 85/06/06 Uranl 
urn Recovery Field Office 2pp 31 157 295-31167.296. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8504050121 Forwards info re actions taken to drain perched water at disposal site & 
role that approved clay curtain liner will play In effectively preventing natural ground- 
water recharge into disposal basin Perched water will be eliminated. 

HUFHAM.JW Tennessee Valley Authority 85/03/05. SMITH, R D Uranium Recovery 
Field Olfico. 7pp 29674 344 29674 350. 

8506070043 Forwards util QC program (or decommissioning project Program will bo 
available on site Util commilmeni to const using best mgt praclicee reaffirmed 
HUFHAM.JW Tennessee Valley Authority, 85/05/13 SMITH,R D, Uranium Recovery 
Field Office, 4pp 30799.024-30799 027 

8506040387 Forwards draft rept "Licensing Assiatanco/Geotechnical & Hydrological 
Evaluallons/U Recovery Field 0(c,Revlew of Seltlamsnl Measurement Proposal." 
VASQUEZ,RJ Qoodson & Associates, Inc NRC RQ4-83 673 85/05/20 

QARCIA,PJ Uranium Recovery Field Olfice, 1p 30724-205 30724.210 

-8506040391 Draft "Licensing Asslstance/Geotechnical & Hydrological Evaluallons/U 
Recovery Field Ole, Review of Settlemonl Measurement Proposal " 

‘ Goodson & Associates, Inc. 85/05/20 NRC - No Detailed AIMiation Given 6pp. 
30724,206 30724-210 

8508060196 Confirms 650514 telcon between RF Brloh.NRC & WM Batvin.TVA, re 
650529 enforcement conference In Qoldon,CO Enforcement conleronco agenda & 
notice of significant licensee meeting on 650529 onforcemont conference encT 
SMITH,R,D, Uranium Recovery Field Oflice, 05/05/22, HUFHAM,J.W, Tennessee 
Volley Authority. 3pp. 30760.358-30780,360. 

8506200107 Discussos util operation a I, radiological safety & environ QC programs re Ed- 
gemont decommissioning proJoct.ProJecI QC program sulliciently addresses NRC 
concern8.Addl clarification requested lor listed areas 

BRtCH.R F„ HAWKINS, E F, Uranium Recovery Field Office 86/05/31 Uranium Re- 
covery Field Olfice 4pp. 31043 070-31043 073 

8606200163 Requests written assurance that Silver King Minos, Inc Inspector aware ot 
independence & Immunity to employer reprisals if Inspector rep Is inadequate const 
prQcllco8 

HAWKINS,E,F. Uranium Recovery Field Oflice. 86/06/31 HUFHAM.JW Tonnossoe 
Valley Authority 2pp 31023-381 31023:362 

8606210381 Requests submittal of riprap gradation QC program for review A 
approval Review of 050423 QC program for riprap concluded In place rock sizing QC 

K m adequate but Insufficient to ensure riprap gradation meets design specs. 

INS,EF. Uranium Recovery Field Olfico 86/05/31. HUFHAM,J.W. Tonnossoe 
Valley Authority. Ip, 31048.134-31048:137, 

-8606210367 Recommends that TVA bo notified that 850423 response to NRC 850322 
Itr re riprap QC program unacceptable Method to ensure rocK meets sizing design 
spec InsufliclonI.RocR sizing QA program should be submitted for review. 

BRICH.R F , HAWKINS.E F. Uranium Recoveiy Field Office, 85/06/31. Uranium Re- 
covery Field Office 3pp, 31040-136-31048-137 

8606200508 Requests frost depth estimate for Edgemont area for review & approval, per 
review of "Reduction In Final Cover on Edgemont Decommissioning Disposal Site," 
dtd 850306 Proposed thickness deemed Insufficient to attenuate radon 
HAWKINS, E.F, Uranium Recovery Field Oflice. 65/06/04. HUFHAM,J W, Tennessee 
Valley Authority 2pp 31023-337-31023:346 

-850620051 1 Discusses review ol "Reduction In Final Cover on Edgemont Decommle- 
slonfng Disposal Site," per TVA 850306 submittal. Design deemed Inedequale.FInal 
design of frost depth estimate requested before further review work done. 

BRICH.R.F . HAWKINS,E F, Uranium Recovery Field Olfice, 85/06/04. Uranium Re- 
covery Field Oflice. Spp. 31023 339-31023:346. 

8506130324 Inspector Report 40-1341/85 Ot.Violations noled.two contractor employees 
failed to adhere (o special work permit requiring use of prolecifve clothing before en- 
tering & working In conlemlnaled area on 840614. 

SHOPENN.N.M,. BRICH.R.F, Uranium Recovery Field Otfice, 85/08/06. 7pp. 
30B69;063-30850;069. 

8506140494 Forwards Insp Rapt 40-1 341/86-01 on 850416-17 & 25-28,no1lce of viola- 
tion & Enforcement Conference Rept 40*1341/86 01 on B50S20. 

HAWKINS.E.F. Uranium Recovery Field Olfice, 86/06/00. HUFHAM,J,W. Tennessee 
Valley Authority. 3pp. 30900.068-30900.088. 

-8506140497 Notice of violation from Insp on 850416-17 & 26 26. 

HAWKINS.E F, Uranium flacovery Field Olfice 05/06/06, 3pp. 30900.071-30900:073, 

-8506140502 Insp Rept 40-1341/85-01 on 850416-17 & 26-26. Violations noted -falluire 
to wear required protective clolhing.lo maintain legible caution signs & lo submit land/ 
water use repts. 

SHOPENN.N M., BRICH.R.F,, HAWKINS.E.F, Uranium Recoveiy Field Office. 85/06/ 
06. 16pp 30900.074-30900.088. 
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-8508140556 Enrorcemenl Conference Hept 40-1341/85-01 on B50S29 Four violations 
discussed Licensee presented no into to allow delation of violations 
HAWKINS.EF Uranium Recovery Fiofd Office 65/06/06 2pp 30900 089 30900 090, 

8506200402 tnsp Rapt 40-1341 /85-01 on 660416 26 Violations noted failure of employ- 
ees to use protective clotfiing,incornple(eryi trained employee, failure to maintain se 
cured facility, semiannual repts not submitted & Inadequate posting 
SHOPENN.NM, BRICH,n F , HAWKfNS,E F Uranium Recovery Field Olfice 85/06/ 
06 7pp 31020 260 31020 274. 


DOCKET 40-1366 KERR-MCOEE OIL INDUSTRIES, INC , OKUHOMA CITY, OK 

8506190065 Responds W appeal re denial ol FD)A request tor waiver o1 fees concern- 
ing pending & future FOIA requests related to Kerr McGee Corp Appeal denied 
DIRCKS.VVJ Olfice ol ftie Executive Director tor Operations, 85/01 /2B BARNES, C 
Unlversl^ Dally Kansan, Lawrence, KS 2pp 31014 164 31014 193 

-8506190091 FOIA request for seven categories of dixumenis re Licenses SLIA616 & 
SllAS17No1ifica1lon of status of request wilfirn 10 days of receipt of Hr rocmesled 
BARNES,C University Dally Kansan, Lawrence, KS 84/10/24 FELTON,J M Division 
of Rules and Retrords 3pp 31014 167-31014 193 


DOCKET 40-1478 KEHR-MCGEE OIL INDUSTRIES, INC,, OKUHOMA CITY, OK 

8506190115 Responds to FOIA request for alf ducumenls re Licenses SMA826 {Dec 
1964 - Dec 1974),SUA-1330 (Jan 1S77 - Jan 1995) & SUC-793 (Jan 1964 - Doc 
1985) Forwards documenls re Licenses SMA 826 S SLIA-1330. 

FELTON,J,M Division of Rules and Records 85/03/20. SHAFER,S Affiliation Not Aa- 
signed Ip. 31009 017-31010 152 

-8506190173 Notifies that per 651209 request, Item I of Licenses SNM-695. SNM- 
92B,SWB 664 & SMA-826 amended to reflect name change to Kerr McGee Corp 
NUSSBAUMER.DA Atomic Energy Commission 66/01/20 LAMBERTUS.H Korr- 
McGeeCorp Ip 31009 051-31009 051 


DOCKET 40-1668 KERR-MCQEE CORP,, OKUHOMA CITY, OK 

8508190065 Responds to appeal re denial of FOIA requost for waiver ol fees concern- 
ing pending & fulure FOIA requests related Id Kerr-McQea Corp Appeal denied 
DIRCKS.W J OHica of the Executive Director for Oparatfons 86/01 /26 8ARNES,C 
University Dally Kansan, Lawrence, KS. 2pp. 31014.164-31014 193 

-8506190091 FOIA requesi for severr categories of documents re Licenses SUA-618 & 
SUA 61 7 Notification of status ol request within 10 days of receipt el Itr requested 
BARNES.C University Daily Kansan, Lawrence, KS 84/10/24. FELTON, j.M Division 
ol Rules and Records 3pp 31014 107-31014,193. 


DOCKET 40-1917 KEBR-MCQEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK 

8606190065 Responds lo appeal re denial ot FOIA request lor waiver of foes concern 
Ing ponding & future FOIA requests related to Kerr-McGee Corp Appeal denied 
OiRCKSiWJ. Olfice of the Execuliva Director for Oporalions. 85/01/28, 0AflNES,C 
University Daily Kansan, Lawrence, KS 2pp 31014,164-31014 103 

”8506190107 FOIA roqueal tor two categories of doouitienis re Licenses SUA'016 & 
SUB 1010 Notification of elalus of requost within 10 days of recoipl of ftr requested 
BARNES,C University Dally Kansan, Lawrence, KS. 64/10/29 FELTON, JW Division 
ol Rules and Records 2pp 3t014.1B2-31014;198. 

8606190116 Responds to FOIA request for all documents re LIconses SMA-B26 (Doc 
1964 • Dec 1974),SIIA-1330 fJan 1677 • Jan 1985) & SUC7fl3 Uan 1984 - Dec 
1906) Forwards documents re Licenses SMA-826 & SUA-1330. 

FELT0N,J M. Division of Rules and Heco/ds, 06/03/20 SHAFER.S, Alliliallon Mot As- 
signed. Ip 31 009,0 17-31 01 OT 52, 

-8606190145 Requests transfer of License SUB-1010,SNM-1174,SNM'92e & SUA 616 
to Kerr McGee Nuclear Corp as of 731 101. Formation of now corporation will not 
alfecl assignment of personnel 

SHELLEY,W.J, Kerr McGee Corp 73/10/12, NUSSBAUMER.DA Atomic Energy 
Commission, Directorate ol Licensing 8pp 31009:1 16-3 1009:123 

”8506190188 Requests that transfer of licenses to Kerr-MoQeo Nuclear Corp be made 
ollectiVB 740101 Instead of 731101. 

SHELLEY. W,J Kerr-McGee Corp, 73/10/18, NUSSBAUMER.DA Atomic Energy 
Commission, Directorate of Licensing, Ip 31009,124-31 009T 24 

”8606190204 Responds lo AEG 730626 Hr.Bilfing addresses lor license fees end, 
SHELLEY, WJ. Kerr-McQee Corp 73/11/09 Atomic Energy Commissior) 2pp, 
31006 125 31009.126. 

”8506190220 Notiffes that Licenses SUB-1(>10,SMA 826,SUA61d,SNM 926 & SNM- 
1174 transferred to Kerr-McQee Nuclear Corp, Specific amends to licenses 
listed Roquasis Commissicrr be nolifletf when subslqiary lormallied 
ROUSE, L,C. Alomio Energy Commission, Directorate of Licensing 74/01/02 
SHELLEY,W,J. Kerr-McGee (jorn Pnn unnn 137.3^009.120 


-8506260168 Forwards 830506 order granting NRC motion (0 defer argument an barw 
on mill tailings regulations 

SLAGGIE.EL NRC • No Detailed Affiliation Given 03/05/10 PALLADINO, GILINSKY, 
AHEARNE CommissToners 2pp 31223 097-31223 098 

-8506260210 Forwards "Respondent NRC Rept on Recent Developments" re Ke/t 
McGee Nuclear (Torp.et al vs NHC.et al (80-2043) to be filed Requests that end Hr be 
stamped w/li(lng date at earliest convenience 

TRU§ATCH,SL NRC - No Detailed Affiliation Given 83/10/05 PHILLIPS.H K US 
Court of Appeals, 10th Circuit. 5pp 31223.106 31223 110 

-8506269374 Advises that EPA final environ stds lor U mill tailings promulgated by etst- 
utory deadline Ctommlsslon will Initiate rulemaKIng proceeding lo conform NRC U null 
licensing requirements w/final environ stds Related Info end 
TRU BATCH, S L Ollico Of the General Counsel 83/12/05. PHILLIPS.H K U S Courl 
ol Appeals, lOlh Cifcull. 19pp 31223 179-31223 197 


DOCKET 40-2081 KERR-MCGEE CHEMICAL CORP., OKUHOMA CITY, OK 


8506190065 Rosponids to appeal re denial of FOIA request for waiver of lees concern 
Ing pending a future FOIA requests related to Kerr-McGoe Corp Appeal denied 
CiRCKS.W J Office of the Executive Director for Operations 85/01/28 BARNES.C 
University Dally Kansan, Lawrence, KS 2pp 31014,164-31014 193 

3506190115 Responds lo FOIA request for all documents re Licenses SMA-B26 (Dec 
1964 - Dec 1974),SUA-1330 (Jan 1977 - Jan 1985) & SUC-793 (Jan 1964 - Dec 
1985) Forwards documents re Licenses SMA-826 & SUA-1330 
FELTON.JM Division of Rules and Records 85/03/20, SHAFER.S Affiliation Not As- 
signed 1p 31009 017-31009 051 

”8506190204 Responds to AEG 730626 )lr Billing addresses for license foes end 
SHELLEY.WJ Kerr-McGee Corp. 73/11/00, Atomic Energy Commission 2pp 
31009 12531009126 


8506030427 Supplemental responses lo State of IL third sot of interragelorles & request 
for documents Certdlcate ot Sve end Related correspondence 
RAINEY ,Jl Kerr-McGee Chemical Corp (subs of Korr-McGoo Corp) 

MESERVE,RA Covington a Burling #265 208 85/05/28 Illinois, Stole ol lipp 
30676,057-30678 067. 


8506030408 Supplemental response lo Kerr-McGee firsi discovery request, Including (n 
terrogalorles 4,5,16 & 24 Proof of Sve end Related corrospondence 
RAPKIN.A Illinois, Slata ol #285 210 65/05/20 Kerr McGee Chemical Corp (subs 
of Korr-McGee Corp). 6pp 3D679'032-3067e:037 

8506030414 Advises of death of J RompeRempe recently Issued subpoona by 
ASLB Wilhdrawal of subpoena assumed Related correspondence 
MESERVE.R A Covington & Burling MESERVE.R A. Korr-McGoo Chemical Corp 
(subs ol Kerr-McGee Corp ) #285 235 85/06/20. RAPKIN.A Illinois, Slate of 2pp 
30676T 03-30676.104 

8 S 06030502 Forwards NRC supplemental responses to Kerr-McGee Chemical Core tJrsI 
request for answers lo Into rrog atones as to admitted contonlions.per 850417 
request.CertiDcale o) Sve enc).R elated correspondence 

LEW)S.S,H. Hearing Branch 2. #285 219, 86/05/30 MESERVE.R A Covington & 
Butlitifl, 2pp. 30676 Q37-3O676'O50 

”8506030509 Supplemenlal responses lo 8504 17 first request for answers to Interroga- 
torJes 0,20,22 A 24 as to admitted conlentions Affidavits of DA Cool.WA NIxon.PW 
Frame, MG Schumacher, RL Fonner.SG Burns & SH Lewis end Related correspond 
once, 

LEWIS,SH, WRIGHT.NA, Hearing Branch 2 #285 210, 65/05/30. Korr-McGeo 
Chemroal Corp (subs ot Karr-McGoo Corp), 20pp. 30676 039-30676.050 

8508060323 Comments on Kerr-McGee Corp 850516 memorandum re NRC allerr>afive 
assessment In supplemenlal EIS.Bolh NRC & Kerr-McGee must abide by Criterion 1 
re siting (ealures optimization In mill tailings dlapassLProof of Svo onol. 

RAPKIN,A Illinois. Stale ol #285 263 65/06/03. Atomic Safely and Licensing Board 
Pane) 9pp 30727.229-30727.237 

8606070671 Forwards errala to 850520 responses lo Kerr-McGee second discovery re- 
quest, 'TL EPA Waste Mgl Fadlilies Design Criteria" & Proof of Svo end Related cor- 
taspondorree. 

RAPKIN.A. Illinois. Slate ol. #285 327. 85/06/03 Kerf-McQee Chemical Corp, (subs 
of Kerr-McQee Corp.). 66pp 3O785-285-3O705'327 

85051170486 Forwards executed allrdavlts of Frame & Schumacher Indicated In 850520 
supplemenlal responses to Kierr-McGee Chemical Corp first request lor answers by 
NRC to inlerrogalorles re admitted conlentlons.Related correspondence 
LEWIS, S.H. Hearing Branch 2. #285 311 85/06/04. MESERVE.R, A Covington & 
Burling 4pp, 30753 -331 -30763:334. 

fViyt.llnn Ij^ /ijjaeh /xr 4/s tfithn/vckno 
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“0506110418 Motion to quash or, in alternative, to modify subpoena of JR 
Grant Subpoena inappropriate since JR Grant, Kerr-McGoe consultant for 
proceedinj W/Certificate of Svc Related correspondence 

MESERVE,R A Kerr-McGee Chemical Com (subs of Kerr-McGoe Corp ) 
MESERVE.R A Covington & Burling 85/06/07 Atomic Safety and Licensing Board 
Panel tOpp 30817 118 30817127 

8506170370 Responds to 850604 Ur commenting that documents reviewed at ANL on 
850531 were from S Tsai liles Documents from files of other ANL personnel available 
on 050531 for review Related correspondence 

LEWIS, SH Hearing Branch 2 )if285 440 85/06/10 RAPKIN.A Illinois, State of 2pp 
30968 130-30058 131 

6506180192 Documents NRC 050612 motion on behalf of all parties, revising schedule 
for filing motions to compel, per Chairman oral request Agreed schedule for deposi- 
tions could be filed at appropriate date alter 050731 Related correspondence 
LEWiS,S H Hearing Branch 2 #285 466 05/06/13 FRYE.J H , CARPENTER, J H , 
MORRIS,PA Atomic Safety and Licensing Board Panel 2pp 30075 163-30975 164 

8506210519 Answer denying 650606 & 07 motions to quash or modify subpeona to 
Catalytic, Inc & JR Grant to allow production & addi tlmo.Englneering sves agreement 
& svc list end Related correspondence 

* Illinois, Slate ol #285 535 85/06/21 Atomic Safety and Licensing Board Panel 
150pp 31054 226-31055 015 

8506240714 Forwards motion to compel answers to interrogatories & request for pro- 
duction ot documonts.Rolated correspondence, 

MESERVE.R A Covington & Burling MESERVE.R A Kerr-McGeo Chemical Corp 
(subs of Kerr-McGee Corp ) #205 557 05/06/21 Docketing & Services Branch. Ip 
31161 059-31161 249. 

"8506240728 Motion to compel answers to 850315 second sol of Interrogatories & re- 
quest tor production ol documents State of IL response Incomplolo & inadoqualo.W/ 
Cortificale of Svc Related correspondence 

MESERVE.R A Kerr-McGee Chemical Corp (subs ol Kerr-McGee Corp ) 
MESERVE.R A Covington & Burling 85/06/21 Atomic Safely and Licensing Board 
Panel 190pp 31161,060-31161 249 

8506280062 Forwards motion for leave to file reply to Stole of IL consolidated answer 
to motion to quash or, In alternative, to modify subpoena to Catalytic & subpoena to JL 
Grant & reply to state consolidated answer to motions to quash 
MESERVE.R A Covington & Burling MESERVE.R A Kerr-McGee Chemical Corp 
(subs, of Kerr-McGoe Corp), #265 603. 85/06/27 Docketing & Services Branch Ip 
31254 206-31254 222 

"8506280067 Motion for leave to file reply to State ol IL consolidated answer to motion 
to quash or,ln allernatlvo.to modify subpoena to Catalytic or JL Grant 
MESERVE.R A Covington & Burling MESERVE.R A Kerr-McGee Chemical Corp 
(subs of Kerr-McGee Corp) BB/06/27 Atomic Safely and Licensing Board Panel Ip 
31 254 ’207-31 2S4'207 

"8606280076 Reply to Stale of IL consolidated answer to motions to quash.or In 
alternative, to modify subpoenas to JL Grant & Catalytic Certificate ol Svc end 
MESERVE.R A Covington & Burling, MESERVE.R A Korr-McGee Chemical Corp 
(subs of Kerr-MoQoo Corp) 05/06/27 Atomic Safety and Licensing Board Panel, 
16pp. 31254,200 31254 222. 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 

8506060233 Forwards renewed License SUB 526 & SER supporting renewal Condition 
12 requires that personnel w/appropriate health physics training be present at plant 
during all operations Involving sourcs mall 

CROW.WT Uranium Fuel Licensing Branch. 85/05/28. CIPOLLA.A.J. Allied Chemical 
Corp Ip 30780’278-30780 339 

"8606060256 Renewed License SUB-526 (or Allied Chemlcel Corp, authorizing use of 68 
million kg natural U & 300 mCl Cs-137 

CROW.W.T Division of Fuel Cycle & Material Safely, 86/05/20, Spp, 30780,270- 
30780.287, 

"0506060267 Safety evaluation supporting renewal ol License SUB 526 
COOL, D, A , CROW.W.T. Uranium Fuel Licensing Branch 05/05/28 52pp. 30780.200- 
30780 339 


DOCKET 40-3463 ATLAS MINERALS, INC., DENVER, CO 

8506280106 Appllcallon for amend to License SUA-017,a)lowlng security (unctions nor- 
mally performed by main security guard house to be performed by employees from 
main ofc & relocating alpha survey meter to main olo.Feo paid. 

BLUBAUQH.R.E AlLas Minerals, Inc, 85/08/05. PEHENQILUH J Uranium Recovery 
Field Office, 26pp, 31226'223-31226 247 


DOCKET 40-4492 FEDERAL-AMERICAN PARTNERS, RIVERTON, WY 

8503250475 Lists comments re American Nuclear Corp tellings reclamation plans for 
Permit 3S2,Reclplenl should commit to testing tailings cover matt for vegetative suit- 
ability per Guideline 1 stds.Rev should be approved 

ENQELMANN.R. Alllllatlon Not Assigned. 85/02/06. Affiliation Not Assigned. Ip. 
29499.2e0-2B4g9'260, 

6506050443 Forwards Land Quality Dtv Receipt 2310 ack Custody Receipt 1270 UT S 
for US Treasury Bill CUSIP 9127944S6 as replacement bonding Instrument to Permit 
352 

BRYAN, VJ Wyoming, Stale of. 86/05/16, FERQUSON.J.C. American Nuclear Corp, 
3pp 30740, 360-30740:362, 


DOCKET 40-6822 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8506050682 Provides position & assistance in reviewing listed projects Comments of- 
fered to promote continuing cooperallve efforts In addressing L) sites 
GARLAND, W.L Wyoming. Slate of, 85/06/08 KONWINSKI.Q.R,, JIERREE.C.C, Ura- 
nium Recovery Field Office. Spp 30740:1 38-30740’ 140, 


8506210097 Supports 850424 licensee request (or amend lo License SUA-442, changing 
organizational structure to mgt preferred reporting sys Recommends that License Con 
ditTon 1 1 be revised per licensee 041102 submittal & Amend 1 
KONWINSKI.GR, PETTENGILL.HJ Uranium Recovery Field Office 85/05/31 Urani 
urn Recovery Field Office 2pp 31048 015 31048 024 

"8506210101 Amend 4 to License SUA-442 lor Pathfinder Minos Corp, fodecllng 
changes to organizational structure 

SMITH.RD Uranium Recovery Field Office 85/06/31 Opp 31048.017-31048 024 

0506210450 Advises of Issuance of Amend 4 lo LIconse SUA 442,revl9lng Condition 
11 W/o oncl. 

SMITH, R D Uranium Recovery Field Office 65/05/31 SIMCHUK.G. Pafhlinder Mines 
Corp 2pp 31044 318-31044 319 


DOCKET 40-8659 GETTY OIL CO. ■ PETROTOMICS CO., SHIRLEY BASIN, WY 

8506190065 Responds lo appeal re denial of FOIA request for waiver ol fees concern 
Ing pending & future FOIA requests related to Kerr-McGee Corp Appeal denied 
DfRCKS,Vl/J Ollico ol the Executive Director for Oporallons 85/01/26 BARNES.C 
University Daily Kansan, Lawrence, KS 2pp 31014 164 31014 193 

8506260102 Application to amend License SUA 551, changing License Conditions 46 & 
31 to allow Immediate disposal of malls & equipment In ladings Impoundment to pre- 
pare (or decommissioning Fee paid 

PFAFF.S J Potrotomics Co , (formerly Getty/Petrotomlcs Co ) 85/05/23 

PETTENGILL,H J Uranium Recovery Field Ofllce. 2pp. 31224 003-31224 004 

8506240003 Forwards Amend 5 to License SUA-551 .revising License Condition 34 ra 
submiltal of detailed reclamation plan by 851203, Including stabilization plan detailing 
mothods lo prevent blowing, ponding & recharge of tailings 

SMITH.R D Uranium Rocovery Fiord Office 05/05/31 WHITMAN, J Petrolomics Co., 
(formerly Getty/Petrotomics Co ) 2pp 31157,230 31157 243. 

"0506240089 Amend 6 lo License SUA-551 for Polrolomlcs Co, authorizing unlimited 
possession ol U at milling laclllllos in Carbon County, WY 
SMITH.RD Uranium Recovery Field Office 85/05/31, lOpp 31157,232-31157 241 

"8506240099 Recommends mod to decommissioning ptan.Subsoc lions F & G to ensure 
conformanco to Subpart D ol 40CFR192 for radon omissions A long term erosion 
control.Llconse Condition 34 should bo revised as stated 

KONWINSKI.G R„ PETTENQILL.H J Uranium Recovery Field Oftice, 85/05/31, Urani 
urn Recovery Field Oilice 2pp 31157 242-31157 243. 

8506280481 Forwards application (or amend to LIconse SUA-551, authorizing docom- 
mlsDionlng of Polrolomlcs Co mill Feo paid 

PFAFF.S J Potrotomics Co, (formerly Getly/Potrolomios Co.) 85/06/04 
PETTENGILL,H J Uranium Recovery Field Office 2pp 31221'134-3122i 169 

--8S06260486 Application (or amend (o LIconse SUA 551 .authorizing & regulating only 
decommissioning reclamation activltlos following cessation of U milling activities W/ 
one ovorsizo diagram Aporture card available in POR 

* Potrotomics Co, (formerly Qelly/Petrotomlcs Co), 85/06/04 4pp 31221 '130 
31221 169 


DOCKET 40-7236 KERMAC NUCLEAR FUELS CORP., OKLAHOMA CITY, OK 

6506190066 Responds to appeal re denial ol FOIA request lor waiver ol foes concern- 
ing ponding & future FOIA requests related to Korr-McGoo Corp Appeal denied 
DIRCKS.WJ Office of the Executive Director for Oporallons, 65/01/26. BARNES.C. 
University Dally Kansan, Lawrence, KS. 2pp 31014 164 31014 193 

8506199090 FOIA request lor all documents re Liconses SMA 026 (Deo 1964 - Doc 
1074),SUA-1330 (Jan 1977 - Jan 1085) & SUC-793 (Jan 1984 - Deo 1905), 

SHAFER, S, Alllllatlon Not Assigned, 05/02/15, Offioe of Adminisiralion Opp 
31009.009-31009 016 

8506190116 Responds lo FOIA request for all documents re Licenses SMA-826 (Doc 
1964 - Dec 1G74).SUA-1330 (Jan 1977 ■ Jan 1005) & SUC.793 (Jan 1984 - Dec 
1 98^, Forwards documents re Liconses SMA 626 & SIJA-1330 
FELTON.J M Division of Rulos and Records 05/03/20 SHAFER.S, Affiliallon Nol As- 
signed. Ip, 31009,017-31009 051, 


DOCKET 40-7308 KERR-MCGEE CORP., OKLAHOMA CITY, OK 

8506190090 FOIA request for all documents re Licenses SMA 826 (Deo 1964 - Doc 
1974),SUA-1330 (Jan 1977 • Jon 1905) & SUC-793 (Jan 1964 • Dec 1986) 

SHAFER.S Affiliation Not Assigned 05/02/15 Office of Administration. Spp. 
31009,009-31009,016 

6506190116 Responds to FOIA request for all documents re Liconses SMA 828 (Dec 
1964 - Deo 1974),SUA-1330 (Jan 1977 • Jan 10651 & SUC-793 (Jan 1964 - Dac 
1965) Forwards documents re Licenses SMA-826 & SOA-1330, 

FELTON, J.M. Division of Rulos and Records, 85/03/20. SHAFER.S, Affiliation Not As- 
signed, Ip, 31009:017-31009:051. 

-6606190101 Notifies.per License Condition 2, that effective 700201, respiratory protec- 
tion program InItlatod.Allowanco (or use ol respiratory protective equipment delermlnig 
employee exposures shall comply w/AEC specs, 

WULLER.Q E Kerr-McGee Corp, 70/03/02 QRIER.B H Atomic Energy Commission. 
Ip, 31000:106 31009:106. 

"8506190119 Notifies that License SMA-826 expires on 730430, Appllcatlort for renewal 
should be (lied at least 30 days before expiration of existing HcenBe.RequesIs comple- 
tion of end certification of stalus If renewal not desired. 

MALARO,J.C. Atomic Energy Commission, Directorate ol Licensing. 73/02/13, 
WULLER.G E. Kerr-McGee Corp Ip, 31009’10B-31009:10B, 

"8606190123 Forwards appllcallon for renewal of License SMA'826, 

SHELLEY, W.J, Kerr-McGee Corp, 73/03/14, MALARO.J.C, Atomic Energy Commis- 
sion, Directorate ol Licensing, Ip. 31009,109-31009:109. 
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-06061917127 Appficaliod (or renawaJ o( L/caoso SWA- 826 
SHBLLEY.W J Kerr-McGee Corp 73/03/14. 3pp 31009 110 31009 1 12 

-0506190132 Licensa SMA-826 for Kerr-McGee Corp^a/nsndmg license in enllfety 
HOUSE, LC, Alomic Energ/ ComrTiJssion, Dlreclorale 0-f Licensing 73/06/04. 2pp. 
31009 113-31003' 114 


-0506190140 Fowards License SMA-826, renewed (n enlirely AuinorizaDons conlaIntHi 
in Amend 1 1690917) & Amend Z (891027) to License SMABS6 not IncMed In re 
newed version, Ann ex B conditions identioai 1o tiiosa fn License SNM-1 174, 

HOUSE.LC AlOJnio Enargv Connmissioa Direclorale el Licensing 73/06/04 
SHELLEY,WI Kerr-McGee Corp Ip 31009.115 31009 115 

-0506190145 Requosis iransfer of License SLIB-10I0,SNM I174,SNM-920 & SUA-6I6 
1o Kerr-McQae Nuclear Corp as of 731101,Foritiallpn of now corporalion wiii pel 
affect assignmenl of personner 

SHELLEy',WJ Kerr-McGee Corp 73/10/12 NUSSBAUMER.D.A Atomic Energy 
Commission, Directorate of Licensppg Bpp 31009.116 3I0D9'123 

-0506190149 Forwards application for source mall license & drawings NPP-182 & NPD 
222 Drawings withheld (rei tOCFRSJm 

LAMBERTUS.H Kerr-McQae Corp. 65/02/16 WUSSBAUMEB.D A Atomic Energy 
Commission Ip, 31009 018-31009 013 

-0606190163 Application for Ilcen'SO to receive, possess, use, transfer, deliver or import 
into the US unTimlt^ amount of normal & depleted U & thorium 
LAW8ERTUS,H Kerr McGee Corp 65/02/17. 17pp 31000 01931009 035, 


-G506190166 Requests addi Info fn supporl of 650216 application for ticense.including 
topographical map of plani locallen, quali/jcalions of individual administering radiation 
safety program & radiation safely program, 

NUSSBAUMER.DA Alonvic Energy Commission 65/03/19, LAMBERTUS.H, Kwr- 
WcQeaCorp Bpp 31009036-31009 041 


-8506T9O238 Reo^jests bfo on nature 61 scope of re organize I Ion of vendor as It related 
to organfzallonai structure outlined in application for source & special nuclear n>atl$ 
licenses Requests resume of FIM Fryer re experience w/nucloar malts 
NUSSBAUMER.DA Atomfe Energy Commission 66/09/12 FRYAR.RM Kerr McGee 
Corp. ip 31009057-31009,057 

-0506100247 Informs that formation of Kerr-McGee Nuclear Corp became ollectve 
740101 

SHELLY.W.J Kerr-McQeo Nucfeor Corp. 74/01/24. ROUSE.LC, Atomic Energy Com- 
mission. Directorate ol Licensing. Ip 31009.157-31009 157. 

-6506T90240 Responds to NRG 660912 Hr ro vendor organizational changes, Structur- 
ing wilhin nuclear products dept unafloctod by reorganlzallon Brief resume of HU 
Fryai provided 

FRYAR.R M. Keit McGee Corp. 66/09/21 NUSSBAUMER,D A Atomic Energy Com- 
misaton. 2pp. 31009 056-31009 059 

-8506190265 Forwards Insp Repts 40 7308/74 01,70 1193/74 01 & 70 0925/74 01 on 
74021 1-1 6,Viola1ions rioted corrected before conclusion of Irisp 
KEPPLER.J.G Region 3, Chfcogo. Office of tho Director. 74/04/08 SHELLEY.WJ, 
Kerr-McQoo Nuclear Corp 2pp 31009158-31000 150. 

-8806190260 fnsp Ropls 40-7308/74 01,70-1103/74 01 & 70 0926/74-01 on 740211 
T6 Violations noted employees exposed lo airborne conconiratlofis of Pu 1 2 to 1 6 
times epociffad fimlla from 731028 to 740216 (SNM 1074] 

RIDGWAV.K.R , FINN.J A., FIORELLI.G Region 3. Ctilcago, Ofl/co of the DIroclor 74/ 
04/08 22pp. 31009:160-31000 181. 

-8506100205 Ack receipt of 660921 Mr re reorganization of vendor 
NUSSBAUMER,0,A, Atomic Energy Commission, 66/09/29 FRYAR.R M Kerr-McGoii 
Corp, Ip. 3 1 OO0>(}6O-3 1009,060. 


-0506190169 Responds lo 650319 requosl for Info fn support ol application for 
license Drawing NPO 225 submitted Quallfica lions of Individual administering radiation 
safety program discussed along w/aafsty problems 

LAM8EflnjS,H, Kerr-McGee Corp 65/M/29 NUSSBAUMER.DA Atomic Energy 
Commission 6pp 3fO09 042-31009 046, 

-0606190162 Forwards License SWA-826,Suggesl8 incorporallon of contamlnallon 
chacKs & surveys during periodio Insps 

NUSSBAUMER.DA Afomfc Energy Commission. 65/04/12, UMaERTUS,H. Kerr- 
McGee Corp, ip 31 009'047-3 1009,047. 


-8506190291 Forwards Insp Repis 40 7300/74-02,70-1 103/74 05 & 70 0925/74-03 oti 
740520-24.V)olation8 noted. 

KEPPLER,J.G, Region 3, Chtcago, OKIco of the Diroclor, 74/06/20, SHELLEY.WJ 
Kerr-McGee Nucleer Corp, Zpp 91009 182-3 1009; 183. 

-0506190293 Advises of issuance of Amends 3 & 12 to Licenses SMA-82e & SNM 
928, respocttvely .changing Item 11 re posling of signs on all plant entrances warning 
that any area or room may contain radioactive mall. 

HARMON, 0,F. Atomic Energy Commission 68/11/02, WULLER.GE. Korr-McGaa 
Corp. Ip, 31000.061-31009,061. 


-8506190164 License SMA 826 for Kerr-McGee Corp.sulhofizing use of unlimited quan- 
tllies ol nalurat U.naturai thorium & depieled U 

NUSSBAUMER.D.A. Atomic Energy Commission, 65/09/04 Ip. 31008.04fl- 
3IOOB049 

-8508190167 tnsp Findings & Licensee AcX on 851216 of Ltcense SMA 626. Insp 
iirKflngs no noncompllanco round 

* Atomic Energy Commission 65/12/16, 1p 31009,050 31009 050 

-8508190173 Noliflos thal per 661209 requost.llani I of Uconsos SNM 695, SNM 
020.SM8 664 A SMA 826 amended lo reflect narae cfiange to Karr-McQao Cetp 
NUSSBAUMER.DA, Atomic Energy Commission 66/01/20, LAMBERTUS.H: Kerr- 
McGee Corp. 1p 31009.051-31009 051, 

-0596190166 Requests that transfer of licenses lo Kerr McGee Nuclear Corp bo made 
effective 740101 Instead of 731T01. 

SHELLEY.WJ, Kerr McGee Corp 73/10/fS NUSSBAUMEH.DA. Atomic Energy 
CommSsston, Dlraclorate of Uconsing Ip, 31009:124-31009 1 24, 

—0506100192 Requests withholding of drawings NED 229,NPD-222 (Rev 1-8), NPD- 
102,NPD1.5OWD-1 511,NPD-1-51D.NPO2-5i01 (Rov 1). NPO-2-a01 & !^PD-2- 
602 per lOCFRa.780 

MCSRIDE.JA, Atomic Eriergy Commission 66/03/21. LAWBERTUS.H. Karr-McQeo 
Coip. Ip, 31009‘05a-31009'052 

-6506190203 Appficallon for amend to Ucenso SMA-020 to provide adcfl aulhonzalion 
tor possession of up lo 2,000 lb ef source mall for dlspfay purposes. 

WLfl.LEn,Q,E. KemMcQee Corp. 68/03/23. NUSSBAUMER.D A Atomic Energy Com- 
mission 2pp,3f009.053-31000.053. 

—8606190204 Responds to A EC 73062B l(r.BJI(tng addresses for license fees encf. 
SHELLEY.WJ. Kerr-McGee Corp 73/fl/09. Afomlo Energy Commission. 2pp 
3 1009; 126-31 000:1 26 

-8506190209 Advises ol Issuance of Amend 2 lo License SMA 629. authorizIUB posses- 
sion of up lo 2,000 lb of source mail for display purposes 

HAHMON,D.F. Alomic Energy Commission, 66/04/04. WULLER.GE, Kerr McGee 
Corp, Ip. 31O09.OS4-31OO9.054. 


"6608190301 fnsp Reels 40-7308/74 02,70-1193/74 05 & 70 0925/74-03 on 740520- 
24.Vlolallens noted Filler Bank 33 not tested onnually,KENO used In safely one^sis 
for vault sforaga 4 nuclaat saJely analysos hofora 1073 unvetiliod (SNM-tt745. 
RIDGEWAY, KR,. FIORELLI.G Region 3. Chicago. Office of the biroclor. 74/00/19 
12pp 3 1009' 184-31009' 195. 

-8006190307 Ack rocelpl of 740702 A 15 lirs.fnforming ol elepa taken to correct isola- 
tions cited In AEC 740620 Hr, Corrections will be oxonanod during subsoquonl Insp 
KEPPLER,J.G, Region 3, Cblcano, Offlce ol (ho Director 74/09/12 SHELLEY, W.J 
Kerr McGee Nuclear Corp Ip. 31009; 196-3 1009' 106 

-8506190326 Forwards Invoallgallon Reels 4O-7aO0/74-O3,7O-11O3/74-O5, 70.0026/74- 
10 & 70-1 193/74-00 All repts complete except App P of 74 09 If no nogatfvo com- 
menis received by 750103, repts will bo discussed w/ vendor & union on 7oOl06.W/o 
end 

KNUTH,D,F Alomic Energy Commission, Directorate ol Rogulalory Oporatlons. 74/ 
12/31. RAY. ANDERS. KRIEGSMAN Alomic Energy Commission. Ip. 31009203 

31008.203. 

-0506190329 Informa thal 660526 application lor oxemptlon from IlconsIng (or Irensfor 
ot smell U02 pe))e1 specimena denied.Pe))ol specimens could bo IranMorrod under 
general ticonso Issued by 10CFR40,22, Amend to regulations may bo sought, 
MCBRIDE, J A, Atomic Energy Commission. 66/11/07. WULLER.G.E Korr-McGoa 
Corp, Ip, 31009 002 31009:002 

-6506190331 Forwards Investigalton Repis 40-730a/74'03,70 1103/74-10, 70-0925/74- 
05 & 70 1 1 93/74-09 Repl 74-D8 to be discussed w/ union & Dconsoo on 
760 106 Other repts lo be discussed w/ union & vendor on 750107 Repis to bo made 
public 760106 07, 

DAVIS. J G. Atomic Energy CommlesTon, Direolorale ol Reauleiory Operailons. 76/01/ 
06. MURPHY, G. Congress, Joint Committee on Atomic Energy Ip. 31009.204- 

31009.204. 

-8606190332 fnsp Findings A Licensee Ack on 670201-02 ol License SMA 826 Insp 
hndlrigs.no noncompliance found 

HYDtH,J.E, Atomic Energy Commission. 67/02/01. Ip, 31000.063 31009,063, 


-06O019O216 Bequests exempUon lo Llcen-sa SMA 529 in order to divert A iransler 
max of 5 Kg depleted U contained Jn smell D02 pellet specimens, DlstrfbulJon not to 
include general public, Urgant approval desired 

WULLER.G.E. KemMcQee Corp. 68/06/26. NUSS0AUWER,D,A, Afomto Energy Com- 
ralssron. Ip, 31009.055-31000.055, 


—8500190334 Confirms that no Items of noncompllanco or health A saloty problems 
noted during Insp on e70201-02.fleinsp due In Feb 1986 

HYDER.J.E. Atomic Energy Commlosion. 67/04/07, Alomlo Energy Commission. Ip 
31009:064-3 1009.064. 


-6506190220 Nolllles that Licenses $UB-1010,SMA-a2e,SUA.6ie.SNM-92a A SNM- 
1174 transferred lo Ksrr-McQee Nuclear Corp.Speciflo amends (o licenses 
hsted, Requests Commission be notified when subsfdiaiy lormafized. 

ROUSE.LC Alomlo Energy Commlasioo, Dfredorate ol Licensing, 74/01/02, 
SHELLEY.W-J. Kerr-McGee Corp, 2pp, 31O09;127-31OO9;I28. 


-6506190336 Discusses special Investigation of allegations made by oil, Chemical A 
Atomic Workers Inl) Union re unsafe working condillona A meeting w/vendor 
750107.Violatlons noted. 

KePPLER,J,G. Region 3, Chicago, Office of Ihe DIreclof. 76/01/10. MCQEE.DA 
Kerr-McGee Corp. 2pp. 31D09'20S-3 1009:206. 


-8606^230 Informs that communfcatior)9 re managerfaf matters should bo addressed 
(0 RM Fryar.GE Wuller wifl continue lo administer routine matters re 
llcensinareguiatlon A compliance. 

LAMBEflTlJS,H, Kerr-McGw Corp, 66/08/12. MCBRIDE.J.A. Alomte Enefoy Commls- 
skm. ip. 31069,056 31009.056 


—8506190344 Discusses 670524 chemical explosion at vendor facility No apparent radi- 
ological hiazard Field Invesllgalfon planned. Slate of OK Health Dept notified A Invited 
to parllclpale In Investigation. 

WALKEB.D.I. Alomlo Energy Commission 67/05/26. DUBINSKI.L. Atomic Energy 
Commission, tp 31009.065-31009:065. 


-8506190234 Describes orranlzalional changes Involved In cbanging rjamo of licensee 
lo Kerr-McGee Nuclear Corp, Also discusses change8,due to termination ol severaf 
pereorinel, n revised sections of License SNM 1 174,Provlslon for Keno It added. 
SHELLEY, W.J.Kerr-McQeo Corp. 73/12/31, ROUSE.LC. Atomfo Energy Commission, 
Diredorale of Licensing 20pp 31009:129-31009,166, 


-8606190350 Nollllea that AEC Informed on 670524 by licensee radiation safely officer 
of chemical explosion In Ion exchange co[umn.Exploslon mall was depleted U.No 
fnlurfes, health physJcs problems or crnfcalfjy considerations resulted 
LOW,L.D, AtorjiJc Energy Commisston, 67/06/25. PRICE.H,L Kerr-McQee Corp. Ip. 
31009.066-31 009.065, 
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-8608190353 InvBStIgation Repts 40-7308/74-03,70-1193/74-10 & 70 0925/74-05 on 
740521-22 Noncompliance noted'incldenl Involving licensed mall not reported wilhln 
24 h,5ale operating limit of glove box sys exceeded & Pu metal used 
WARD.J J , RIDGWAY.K R . PAAS,H J Region 3, Chicago, Office of the Director 74/ 
12/13. 21pp 31009.207-31009 227 


"8506190428 Application for amend to License SMA-B26 to include Cimarron Pu Plant 
as authorized place of use of depleted U malls Malts needed for shakedown & leallng 
of Pu plant equipment Requests approval by 691104 

WULLER.QE Kerr-McQee Corp 69/10/22 NUSSBAUMER.O A Atomic Energy Com 
mission 1p 31009 099-31009 099 


-8508190360 Summarizes two phone calls re 670524 chemical explosion In ion ex- 
change column Explosion mall involved depleted U only No injuries Damage eslimat- 
ed not lo exceed $18,000 Part of operation closed 7 days AEG to Investigate 
ROEDER.J R Atomic Energy Commission. 67/05/25 Atomic Energy Commission Ip 
31009.067-31009 067 


-8508190369 Forwards compliance investigation ropi of chemical explosion No delinite 
cause determined Two pOBsibilllles exist metal acid reaction A breakdown of resin In 
reaction w/nitric acid No Items of noncompliance Involved 

WARD.J J Atomic Energy Commission. 67/06/27 HANDLER, R, Atomic Energy Com- 
mission. 2pp. 31009 068-31009,069 

-8506190377 Requests veriticalion that former vendor employee received 740910 
notice of record of exposure upon termination Special radiation survey repi on K Silk- 
wood & TLD reader calibr end 

WARD,J J Region 4, Dallas, Ottice of the Director. 74/11/25 Affillallon Not Assigned 
3pp 31 009.228-3 1009’230 

-8506 190378 Compliance Investigation ropt on 670526 No noncompliance noted Major 
areas inspected. low enrichment area of plant whore 670524 chemical explosion oc- 
curred In ion exchange column. Employee 4 mgl Interviews conducled, 

WARD,J,J., BROWHQ D Atomic Energy Commission, 67/06/27. 7pp 31009,070- 
31000,076, 

-8806190382 Confirms 670525 lelcon w/Dl Walker. Noll lies of possible RO Involving do 
piBtod U.RapId chemical reaction occurred 670524 in Ion exchange column during 
resin regeneratlon.No Injuries reported. Insignificant release of radioactive mail 
WULLER.G.E, Kerr-McGee Corp 67/05/25, WALKER,D I Atomic Energy Commis- 
sion 1p. 31000,077-31009.077, 

-8606190364 Ack receipt of 750121 Itr inlormlng of steps taken lo correct Items of non- 
compliance noted In 7601 1 0 Itr Corrections will be examined during subsequent Insp. 
HIND, J A Region 3, Chicago, Office ol the Director 76/01/30, SHELLEY, wJ Kerr- 
McQee Nuclear Corp 1p 31 009:231 -3 1009:231, 

-8600190386 Forwards Items re 670524 rupture of Ion exchange column requested In 
AEG 670531 Hr Items marked "Kerr-McGee Confidenllal " W/o end, 

WULLER.G.E, Kerr-McGee Corp 67/06/15. WALKER,D,1. Atomic Energy Commis- 
sion Ip 31009:078-31009.076. 

-8806190391 Documents 670626 telcon w/Q Wuller of Kerr-McGee Corp re lime exten 
slon to submit 30 day rept of 670524 incident re explosion In Ion exchange column 
containing depleted LI. Delay tor submission granted, 

HANDLER.R. Atomic Energy Commission 67/08/28, Atomic Energy Commission, Ip, 
31009 083-31009083. 

-8608190394 Nonroutlne 30-day rapt on 670524 re rapid chemical reaction in Ion ex- 
change column during resin regeneration Caused by malfunction of nitric add water 
BQuipment.Baloh makeup ot nilrio acid, pressure relief sys & temp checks planned. 
WULLER, G E Kerr McGee Corp 67/06/29 LOW,L,D Atomic Energy Commission 
2pp. 31009.084-31009 085 

-8506190402 Confirms that AEG does not plan lo correspond w/vendor re investigation 
ot chemical explosion Involving small quantity ol xlepleted U.No entorcemenl action 
appears appropriate. No Items of noncompliance found. 

HANDLER.B. Atomic Energy Commission. 67/07/12 Atomic Energy Commission. Ip, 
31009:086-31009.086. 


-8506190404 Ack receipt of 670629 ltr,lntormlng of rupture of Ion exchange column 
containing depleted U, 

LOW.L.D Atomic Energy Commission. 67/07/14, WULLER, Q.E Kerr-McQee Corp, 
Ip. 31009 087-31 009'087. 


-8508190407 Notifies that License SMA 826 expires 880430, Application tor renewal ol 
license should be tiled 30 days before expiration of existing Ilcense.RequesIs that end 
certificate ot status be completed if ronewal not desired. 

NUSSBAUMER.D.A, Atomic Energy Commission 68/02/28. FRYAR,R,M. Kerr-McQee 
Corp. Ip. 31000.088-31009:088. 


-8508190409 Forwards application tor renewal of License SMA-826, 

WULLER, Q.E. Kerr-McQse Corp 68/03/26. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. Ip. 31 009:060-31 009:089. 

-8506190413 Application for renewal ol License SMA-826 as amended by Amend 3 
IvULLeI^'.Q.E. Kerr-McQee Corp. 66/03/25. 3pp. 3 1009:090-3 1009:092. 


-8506190415 Forwards renewed License SMA-826. 
NUSSBAUMER,D,A, Atomic Energy Commission 
McGee Corp. Ip. 31 009,093-31 000-093. 


68/04/29. WULLER.QE. Kerr- 


-8608190418 Renewed License SMA-B26 lor Kerr-McQee Corp, authorizing possession 
ot up to 2.000 lbs of natural U, natural thorium & depleted U lor display purposes 
NU8SBAUMEn.D.A Atomic Energy Commission. 68/04/29, 2pp. 31009.094- 
31009.095. 


-8508100421 Application for amend to License SMA-026 to Include possession of up lo 
150 lb source mail as depleted U dioxide pellets lor use in work w/pellet unpackaging 
equipment. Amend should be effective for 6 months ^ ^ ^ _ 

\WLLER,Q.E. Kerr-McQee Corp. 69/09/16. NUSSBAUMER.D.A. Atomic Energy Com- 
mission Ip 31009,006-31009.096 


-8508190423 Furnishes addi Info per 690916 telcon In support ol 69091 B TWX for 
amend of License SMA-82e.Document8 plans for control & physical custody of li- 
censed mat! while at Dwyer Mfg of OhIo.Radlation surveys to be conducted alter 

WlluER.Q.e. Kerr-McGee Corp. 69/09/16 NUSSBAUMER.D.A. Atomic Energy Com- 
mission. ip. 31006:097-31009:097. 


-8508190425 Notifies of Issuance of Amend 1 lo License SMA'B26, authorizing use of 
^to 150 lb of U as depleted U dioxide pellets In testing program at Dwyer Mfg of 

NUSSBAUMEn,D.A. Atomic Energy Commission. 69/09/17. WULLER, Q.E. Kerr- 
McQee Corp. 1p. 31009:096-31009,098, 


-8606190430 Notifies ol Issuance of Amend 2 to License SMA-8a6, re vising Item 8 lo 
include date of 691022 & Item 9 amended ro authorized place of use, 
NUSSBAUMER.O A Atomic Energy Commission, 69710/27 WULLER.QE Kerr- 
McGee Corp 1p. 31009100-31000 100 

-8606190432 Advises of issuance ol Amends 18 & 3 to License SNM-92B & SMA- 
826,fe8pBCtively,aulhorizlng use of respirators to determine employee exposures 
NUSSBAUMER.DA Atomic Energy Commission. 69/12/16 WULLER.G E. Kerr- 
McQee Corp 5pp 31009 101-31009’105 

-8506190442 Forwards response to NRC 7501 10 Hr citing Invesllgallon Repts 40-7300/ 
74-03,70-0925/74 05 & 70 1193/74-10 re allegations ol unsafe working condilions 
MCGEE, DA Kerr-McGee Corp 75/01/21. KEPPLER.JG Region 3. Chicago. Ottice 
of the Director 3pp 31009 232-31000 234 

-8506190445 Requests that communication ro licensed activity ol vendor be directed to 
WJ Shelley 

MOORE, P,M Kerr-McGee Nuclear Corp 77/06/20 SMITH.C V Ollica of Nuclear Ma- 
terial Safety & Safe guards, Dire cl or, 2pp. 31009 235 31009,236, 

-8606190449 Forwards Insp Repts 40-7300/77 01,70 1193/77-02 & 70 0926/77-03 on 
770607-1 0.Noncompllance noted 

ALLAN.J.M, Region 3, Chicago, Office ot the Director 77/07/21. BROWN.BE Kerr- 
McQee Nuclear Corp, 2pp. di009‘237-3t009 238. 


-8606100462 Notice ot violation from insp on 770607-10 
• Region 3, Chicago, Office of the Director 77/07/21 ip. 31009 239-3 1009 '23 9. 

-6506190464 Insp Repts 40 7308/77 01,70-1193/77-02 & 70 0925/77-03 on 770607- 
10 Noncompliance noled’lnventory ot enriched U containing more than 1 kg of U-235 
(License SNM-928] 

HEUTER.LJ., FISHER.WL Region 3, Chicago. Olfice of the Director. 77/07/07 
10pp. 3 1009'240-31 009,249 

-8606190467 Ack receipt ot 770725 Hr informing of steps taken lo correct noncomplf- 
anoe Identified In NRC 770721 Hr. Corrective action will bo examined during future 

AlEaN,J M Fuel Facllillas & Materials Branch 77/08/03. BROWN.B E. Kerr-McQee 
Nuclear Corp. 1p 31 009’250'31 009,250, 

-8506100463 Application for amend to License SNM-920 to Include possession 6 use 
of source mall as natural U or depleted U In quantity not exceeding 2,000 kg 
U.Termlnalion of License SMA-026,whlch expires 700430,roquoslod 
SHELLEY, WJ. Kerr-McGee Nuclear Core. 78/01/23, ROUSE.LC Fuel Process S 
Fab Branch (Pre 790727). Ip 31009:262-31009.252. 

-8506100467 Certificate of disposition ol matl8:lhorlum mails translorred to Kerr McGee 
Chemical Corp, natural U blended w/ enriched U to produce U02 fuel at Kerr McGee 
Cimarron & remaining U transferred to Kerr-McQee Soquoyah, 

SHELLEY ,W.J. Kerr-McQee Nuclear Corp. 76/05/31, Ip. 31009 263-31 009'253. 

8506260113 Further response lo FOIA request lor nine categories of documents ro U 
mill tailings regulations App L documonls end & available In PDR Portions of App M 
documents & complete App N documents withhold (ref FOIA Exemption 6), 

FELTON, J.M Division of Rules and Records, 65/04/18. BERICK.D Environmental 
Policy Institute. 9pp. 31222.206 31223’16S 

-8606260186 Forwards 830506 order granting NRC motion lo defsr argument en banc 

SL^gIeIe.!! NI?C **No*Detalled Alfillallon Given, 83/05/10, PALLADINO, QILINSKY, 
AHEARNE Commlsaloners, 2pp. 31223.097-31223 090, 

-8606260218 Fonvards "Respondent NRC Rept on Recent Dovolopmenls" re Kerr- 
McGoe Nuclear Corp,ot al vs NRC, el al (80 2043) to be flled.Roquests that end Itr be 
stamped w/flling date at earliest convenience, n c 

TRUBATCH.S.lT NRC - No Detailed Affiliation Given 83/10/05. PHILLIPS.H.K. US, 
Court of Appeals, 10th Circuit, 6pp 31223:106-31 223:1 10, 

-8506260374 Advises that EPA final environ slda lor U milt tailings promulgated by atat- 
utory deadlino.Commlsslon will Initiate rulemaking proceeding To conform NRC U mill 
licensing requirements w/final environ 8ld8.Relal0d info end. ^ 

TRUBATCH.S L, Olfice of the General Counsel. 63/12/06. PHILLIPS.H.K. U.S. Court 
ol Appeals, lOlh Circuit, 19pp. 31223:176-31223;197. 


DOCKET 40-7466 WHITTAKER METALS, LOS ANGELES, CA 


6506240165 Forwards Amend 3 to License SMA-1018,SER In support of ^end.find^g 
ot po slonlflcanl impact & environ assessment. Amend deletes area of Qreen^lle,PA 
site dos^nated as '‘Greenville Metals.lnc" on 850520 plat. ....... - 

CROWiW.T. Uranium Fuel Licensing Branch 85/06/13. SP|LLER,S,L, Whittaker Corp. 
2pp. 31167:270-31167:292, 


-8506240193 Amend 3 to License SMA-1018,for Whittaker Corp, authorizing possession 
of U & thortum for decontaminating site lor unrestricted use & effecting ulllmale dispo- 
sition of source mails present. 

CROW.W.T Uranium Fuel Licensing Branch. 86/00/13, 2pp 31 167;272-31 167:273. 


-8606240203 Safety evaluation supporting Amend 3 to License SMA-1018, authorizing 
release ol QfoenvIlle.PA property lor unrestricted uae. ^ 

C(WL,DA., CROW.W.T, Uranium Fuel Licensing Branch. 66/00/13, Bpp, 31167,274- 

1<;7.9AA 


-8506240209 Notice of finding of no significant Impact re Amend 3 to License SMA- 
101B.EIS unwarranted. 

CROW.W.T, Uranium Fuel Licensing Branch, 86/00/04, 2pp. 31 167:267-31 167'208 
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'8506240216 Asserts that release of Greenville, PA site for unresiricled use will nol 
rosull in any adverse environ impacts Finding of no signilicanl impact considered ap- 
propnata for proposed amend to License 5MA-I0ie 

WYNGAP0EN,S D , CROW,W T Uranium Fuel Licensing Branch 85/06/04 Uranium 
FueJ Licensing Branch 4pp 31157 289 31157 292 


DOCKET 40-9008 KERR-MCGEE CORP., OKUHOMA CITY, OK 

6506190065 Responds lo appeal re denial of FOJA request for waiver o( fees concern 
ino pending & future FOIA requests relalad lo Kerr McGee Corp Appeal denied 
DlHCKS.Vv J Office o1 the Executive Direcfor for Opera irons 85/01/26 BARNES, C 
University Daily Kansan, Lawrence, KS 2pp 31014-164-31014 193 

8506190115 Responds to FOIA request for all documents ro Licenses SMA-826 fOoc 
1964 - Dec ig74},SUA-1330 fJan 1977 - Jan 1985} & SUC 793 (Jan 1964 ■ Dec 
1985) Forwards documents re Licenses SMA 826 & SLfA-13aO, 

FELTON,JM Division Of Rules and Records 66/03/20 SHAFERS Affiliation Nol As 
signed Ip, 31009017-31009.051 

-6506190204 Responds to AEG 730626 llrailling addresses for license loos end 
SHELLEY.WJ Kerr-McGea Corp 73/11/09 Atomic Energy Commission 2pp 
31009125 31009 126 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP,, OKUHOMA CITY, OK 

8508190095 Responds (o appeal re denial of FOIA request for waiver of lees concern 
mg pending A future FOIA reqiresls related to Kerr McGee Corp Appeal denied 
DwCKS,Vv J Office of the Executive Direcfor lor Operations 65/01/26 BARNES,C 
University Daily Kansan, Lawrence, KS. 2pp, 31 01 4-1 64-3 101 4 193 

-BBOOIOOIO? FOIA requesl for two categories of docirmonts r'O Licenses SUA 616 & 
SUB-IOfONotilicaUon of status of requesl wilhjn 10 days of recelp! of Hr requested 
BARNES,C University Daily Kansan, Lawrence, KS 84/10/29 FeLTON,J M Division 
of Rules and Records 2pp 31014 192-31014-106 

8506 1501 IS Responds to FOIA requesl for aK documents re Licenses SMA-82e (Dec 
1964 - Deo 1S74J.SUA-1330 (Jan 1077 - Jan 1S85) & SUC.793 (Jan 1964 - Doc 
1965) Forwards documents re Licenses SMA-826 & sOA- 1330 
FEL70N,JM, Division of Rules and Records 85/03/20, SHAFER, S Affiliation Nol As- 
signed 1 p, 31 009 01 7-3 1 009.051 

-8506190146 Requests transfer of Lfcensa SUB 1010,SKM-1174.SNM 92C & SUA-616 
to Kerr McGee Nuclear Corp as of 731101 Formallon of new corporation will nol 
effect assignment ol personnel 

SHELLEY.WJ Kerr-McQee Corp. 73/10/12 NUSSBAUMER.D A. Atomic Energy 
Cem mission, Directorate of Licensing. 6pp, 31005.116-31009 123 

-8506190186 Requests that transfer of licenses to Kerr McGee Nuclear Corp be made 
effective 74D101 Instead ol 731101 

SHELLEY.WJ Kerr-McGeo Corp. 73/10/16, NUSSBAUMER.D A Atomic Energy 
Commission, Directorate of Licensing ip. 31009 124-31009 124, 

-65 06190204 Responds to AEC 730626 Hr Billing addresses for license foes end 
SHELLEY.WJ Korr-MoGee Corp, 73/11/09 Atomic Energy Commission 2pp. 
31009 125-31009 126. 

-6506190220 Nelifles that Licenses SUB 10f0,SMA 826,SUA 616,SNM 926 & SNM- 
1174 Iransforred to Kerr McGee Nuclear Corp.Specillo amends lo licenses 
listed Requests Commission be notified when subsldiaty lormaltrod 
ROUSE.LC Atomic Energy Commission, Directorate of Licensing 74/01/02, 
SHELLEY.WJ Kerr McGee Corp, 2pp, 31009,127-31009.128 

-8606150234 Descnbes organizational changes Involved In changing name ol licensee 
10 Kerr- McGee Nuclear Corp Also discusses changes .due to forminaiten of several 
personnel, In revised secllons ol License SNM-1 174. Provision for Keno II added 
SHELLEY.WJ Kerr-McQae Corp. 73/12/31. ROUSE, L C Atomic Energy Commission, 
Directorale ol Licensing. 28pp 31009'129 3 1009' 166 

-8506190247 Informs that formallon of Korr-McGee Nuclear Corp became efiecliva 
740101. 

SHELLY, W.J Kerr-McQeo Nuclear Corp. 74/01/24. ROUSE,L.C Atomic Energy Com- 
mission, Directorate of Licensing. Ip 31009.157-31009157. 

-8506190445 Requasis that communication rs llcensad activity of vendor be directed lo 
WJ Shelley. 

MOORE, P M. Kerr-McGee Nuclear Corp. 77/06/26 SMITH, C.V. Olllce of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp. 31009.235-31009 236. 

6506250426 Responds lo FOIA request for applications fifed by Aerqlel, 
Allied, Honeywell, Kerr McGee & Nuclear Metals to mtg ‘gr^^n sail*’ Only Kerr-McGee 
filed appilcellot>.App docemenis ayallabfe In PDR. 

FELTON.JM. Divtslon ol Rules and Records, 85/04/05, FARLEY.S. Reich & Tang, 
Ino. 2pp. 31209 346-31209,347. 

8506030462 Requests publlo hearlrig on proposed permit amend by Karr McGee to en 
large Sequoyah Fuels plani near (aore.OK, 

D EER fN WATER. J. Native Americans for a Clean EnvIronmanI Client Council #286 
205. 65/05/13. Commissioners. Ip. 30678 028 -3(3678: 028. 

8506060081 Foiwards list of environ questions fo complete review of 650422 environ 
lnfD,suppartlng 850124 application to amend license SU3-1 010 Response requested 
by860625. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/05/28 STAUTER,J.C Kerr-McGee 
Corp 3pp, 30782,018-30782,020. 

6508140163 Requests public hearing ol record be held re proposed expansion ol Kerr- 
McGee Sequoyah Fuels pfant.Served on 850613. 

BURfllS,J. Cherokee Nalfon #286 423. 85/08/12 CHILK,S J, Office ol the Secretary 
of the Commission. Ip. 30893:068-30663.068. 

8508240411 Submits Items ol Interest On 850603 07, staff & DOE visited sila re potential 
Impacts of UF6 A UF4 conversion fad lily. NRC 4 ANL met w/State ol IL re geologic 
Inlo 8 VO to be used In locating areas tor low level waste disposal. 

CROW.W.T. Uranium F.uel Licensing Branch, 85/06/13. DAVIS.JQ. Office of Nuclear 
Material Safety 4 Safe>guar(fs,DIreclor, 3pp. 31 164' 361 -31 164-363. 


6506260379 Requests submittal of allernale area lo replace 160 acre plot consistent w/ 
requirements ol license Amends 1? 4 26 by 850715 

CROW.WT Uranium Fuel Licensing Branch 85/06/17 STAUTER.JC Sequoyah 
Fuels Corp (subs of Kerr-McGee Nuclear Corp ) Ip 31225 341-31225 341 

8506270397 Provides addi info re request for public hearing on application lor amend to 
License SUB-IOIOServed on 850626 

DEERINWATER.J Native Americans for a Clean Environment Chant Council #285 
592 85/06/21 CHILK.SJ Office of the Secretary of the Commission 3pp 
31236 233 31236 235 


DOCKET 40-8064 RIO ALQCM CORP., MOAB, UT 


8500200396 Submits review accepting actions taken by Rio Algom Mining Corp as 
result ol dam insp by consultant Corrective actions completed on 850325 ro elimina- 
tion ol rodent activity along strike of embankment. Annual extermination planned. 
SHOPENN.N M , PETTENQILL.H J Uranium Recovery Field Oflice, 65/05/31 Urani- 
urn Recovery Field Office 2pp 31042 236 31042 237 


DOCKET 40-8102 EXXON CO., USA, HOUSTON. TX 


0606050082 Provides position 4 assistance In reviewing listed projects Comments of 
tered to premoie continuing cooperative elforls In addressing U sites 
GARLAND, WL Wyoming, State o I 85/05/08 KONWINSKI.Q R , JIERREE.CC. Ura 
nmm Recovery Field Office 3pp 30740 138-30740 140 


DOCKET 40-83<t0 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD, CO 

8506210062 "Nine Mile Lake Quarterly Rept, Third Quarter,! 684," per Llcenso Condition 
36 

SPIELES.P Rocky Mountain Energy Co 84/10/31 SMITH, R D Uranium Recovoty 
FieldOlfice, lipp 31048 205-31048 215. 

8506050341 "Environ Surveillance at Nine Mile Lake, First Quarter 1985 " 

SPIELES.P Rocky Mountain Energy Co 85/05/14 SMITH, R D Uranium Recoveiy 
FleldOflics lipp 30742 049-30742059 

0500210407 Issues Amend 6 lo License SUA-122Q adding License Condition 42 re Im 
plementatlon of decommissioning plan submitted on 641020 & modified by License 
Condilon 40, 

SMITH.R.D Uranium Recovery Field Ollico 85/06/06 NEUMANN, M R Rocky Moun 
talnEnergyCo Ip 31048 115-31048117, 

-9506210411 Recommends that Llcenso SUA-1228 bo amended to allow implements 
lion ol modlliod decommissioning plan by addition of License Condition 42. 

BHtCH,R F , HAWKINS.E F Uranium Recovery Field Office. 05/06/06. Uranium Ro 
covery Field Office 2pp, 31048 116-31040 1 17 


DOCKET 40-6447 GENERAL ELECTRIC CO., SAN JOSE, CA 


8506196115 Responds to FOIA requesl for all documents re Licenses SMA 026 (Dec 
1964 - Dec 1974),SUA-I330 (Jan 1077 • Jan 1005) & SUC-793 (Jan 1984 • Deo 
19851 Petwards documents re Licenses SMA-826 & SUA- 1330, 

FELTON, JM Division Of Rules and Records 85/03/20 SHAFER.S, Affiliation Not As 
signed Ip. 31009 017-31009,051. 

-8606190340 Noliflos thal Recovery Field Ofc officially opened on 621004. Provides 
field ofc addresses lor future correspondence & bulk snlpmonls ro vendor U recovery 
facility 

SMITH.R D Uranium Recovery Field Office. 83/06/23 SHELLEY, W.J Korr-McGoe 
Nuclear Corp, 3pp, 31010:143-31010'145, 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

8606060607 Forwards Amend 6 to License SUA-1310,addlng License Condition 47 ro 

B 'wafer detection monitoring program 

.R.D Uranium Recovery Field Office. 85/05/07 Boar Creek Uranium Co 3pp 
30782194-30702,214. 

-8606060612 Amend 6 to License SUA-1310 for Bear Crook U Co.revising License 
CondtVton 47 re gtoundwaler datoofion monllorino prooiam. 

SMITH.R.D. Uranium Recovery Field Office 85/06/07. 9pp, 30782.197-30782.205 

-8606060619 Recommends adding License Condition 47 to License SUA'1310 re 
groundwater detecllon monitoring program.Oata collected at wells In detection moni- 
toring program should be reviewed 

KONWINSKI.Q R., PEnENQILL.H.J, Uranium Recovery Field Olllce 65/05/07 UrenI 
urn Recovery Field Olllce 9pp 30762'206 30782:214. 

8506050662 Provides position & assistance In reviewing listed projects. Comments of- 
fered to promoto continuing cooperative elforts In addressing U sites 
GARLAND.WL. Wyoming. State of. 85/06/08 KONWINSKT.Q R , JIERREE.CC Ura- 
nium Recovery Field Olfice. 3pp. 30740' 138-30740.1 40 


DOCKET 40-8502 WYOMING MIINERAL CORP,, LAKEWOOD, CO 

8506200403 "Irigaray Mine - Quarterly Rept,Jul-Sept 1904 " W/641023 Itr, 

FAUBER.J.R, Wastinghouse Eleolrlo Corp. 84/09/30. CHANCELLOR, R. Wyoming, 
State of. 146pp. 3 1041. 146-31 04 1-200, 

65062100S4 "Trigazay Mine Quarterly Repl,Ocl<Deo 1984," per License Condition 
160.W/a50122rtr. 

FAUBER.JR, Weatinghouse Electric Corp. 84/12/31, SMITH.R D. Uranium Recovery 
Field Office. CHANCELLOR.R New York, State of, 235pp 31047;012-31047!246. 
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8506050673 Forwards Issues requiring clarification & solution re restoration 
criteria, monitoring requirements & operational constraints 

COLLINS, R Western Nuclear, Inc (subs of Phelps Dodge Gorp ) BECK.M Malapai 
Resources Co 85/01/11 SMITH,D NRC - No Detailed Affiliation Given RANDEN,L 
Wyoming. State of 14pp. 30740 141-30740 164 

8508060478 Commenls on points presented at 850111 meeting w/Western 
Nuclear, Malapai Resources & Wostingnouse In Cheyenno.WY re Irfoaray Mine Issues 
MO0NEY,G Wyoming, Slate of 85/04/04 BOGDEN,G Western Nuclear. Inc (subs 
of Phelps Dodge Corp ) BECK.M K Malapai Resources Co. RUTLEDQE.C Westing- 
house Eloctrtc Gorp lOpp 30740*343 30740 352 

8S060S0436 Requests addi Info on comment In Table 3 In Irinaray Mine Quarterly Rent 
for Jan Mar 1985 did 850402 re water over portion of underTiner Insp tube lor Pond c 
MOONEY.G Wyoming, State of. 85/04/05 FAU8ER.J R Westingliouse Electric Corp 
Ip 3074 1 339-30741 339 

6506050492 Responds to 850405 Ur re water reported In Pond C Insp tube In Westing- 
house Irigoray Mine quarterly rspi.Table 3, for Jan-Mar 1605 No reason to believe 
pond leaking No holes found In pond liner since Third Quarter 1904 
RUTLEOQCc. Weslingfiouso Electric Corp 05/04/24 MOONEY.G Wyoming. Slate 
ol. 3pp 30740 353-30740.355. 

8506040333 Responds to 850424 request for info re replacomenl of ln|aclion Wells El- 
48 & El 55 at Irigaray Mine site Wells designed for & Installed as operating wells for In 
situ solution U minIng.No license amend needed 

RUTLEDGE.C Westmghouse Electric Corp 85/05/02 SMITH.R D , 

HILOENaRAND.P. Uranium Recoveiy Field Office 2pp. 30719 218'30719 219 

8506200373 Repts establishment of Wolf S17'NM2 as replacement for Wolf 617-M2,per 
840920 Ur & 840424 & 0526 telcons w/P Hildenbrand Woll SI7-M2 plugged a aban 
doned on 841203 Listed action lovels recommended for Well 5I7-NM2 
RUTLEDGE.C General Electric Co 85/05/08 SMITH.R D . HILDENBRAND.P Urani- 
um Recovery Field Ollico 3pp 31041 294 31041 296 

8806060501 Responds to 850509 telcon request re Info on high radon values not In- 
cluded In semiannual activity & monitoring ropt lor 1984 Incident described 
RUTLEDGE.C Weslinghouso Electric Corp 85/05/15 SMITH.R 0. 

HILDENBRAND.P Uranium Recovery Field Ollico. 2pp 30784 •256'3O704-257 

8606050430 Submits review of Weslinghouso 1983 a 84 semiannual activity a monitor- 
ing repts tor Irigaray In Sllu Leach Project.por 030803,040217 a 050210 
suomlttals Actual data a exposure records will be reviewed during iorthcoming insp. 
HILDENBRAND.P . HAWKINS.E.F. Uranium Recovery Field Of lice 85/05/23. Uranium 
Recovery Field Otiice 3pp 30741 •350-3074 1 360. 

8606200264 Informs ol 850603-07 onsite insp ol WostinghouBe Irigory In Situ facility In- 
house Insp of licensing fllos.conductod on 0S0529,included all documonis for 840822- 
850331 Addl Into end. 

WASTLER.SL, HAWKINS, EF Uranium Recovery Field Ollico 65/05/30. Uranium 
Recovery Field Oilice. 5pp 31043-251-31043 255. 

8606210416 Issues Amend 9 to License SUA-1341,fovf8ing License Conditions 22(a) a 
(b) re demonstration of restoration ol Wolllleld E In mannor consistent w/procoduros 
outlined In Wastinghouse 831 1 16 submittal a Mods 22A-F. 

SMITH.R.D. Uranium Recovery Flold Olfice. 85/06/04 RUTLEDGE.C Weslinghouso 
Electric Corp 2pp. 3 1 040. 1 1 1 -3 1 048- 1 1 4 

-8606210418 Recommends Issuance of Amend 9 to License SUA-1341 revising Condi- 
tions 22(a) a (b) re demonstration ot restoration ol Wotiflold E In mannor conalslent 
w/proceduro8 outllnod In Wostingirouse 031116 submittal & Mods 22A F 
HILDENBRAND.P.. HAWKINS.EP Uranium Recovery Flold Ollico. 05/06/04 Wes- 
tinghouso Electric Corp. 2pp. 31O4O.113-31O40-114. 


DOCKET 40-8508 MCKEESPORT H08P„ MCKEESPORT, PA 

8506190115 Responds to FOIA roquosi lor all documonts ro Licenses SMA826 (Dec 
1964 • Dec 1074).8UA-133O (Jan 1977 - Jan 1986) & SUC-793 (Jan 1084 - Doc 
1905).Forward5 documonis ro Licenses SMA 826 & SUA-1330 
FELTON.JM Division ol Rules and Records 65/03/20. SHAFER.S Alllltatlon No! As- 
signed. Ip. 31009.017-31009:061. 

-8508190254 Confirms Cowerstoln/Warner 771017 telcon re license appticollon to 
conduct In situ U ieaching.Requests review ol add! submittal a comment on adequacy 
of data In application Also requeala suggestions re environ Impact, 

ROUSE.L.C. Fuel Process. & Fab. Branch (Pre 790727). 77/10/20 WARNER.DL. 
DonL Warner. Inc Ip 31010:131-31010.131. 


DOCKET 40-8668 CLEVEUAND-CLIFFS IRON CO., CASPER, WY 

8506190115 Responds to FOIA request for all documents re Licenses SMA-026 (Dec 
1084 - Dso 1074),8UA-1330 (Jan 1977 - Jan 1985) & SUC-763 (Jan 1964 • Doc 
1906) Forwards documents re Licenses SMA-826 a SUA-1330 
FELTON,J.M. Division ol Rules and Records. 85/03/20. SHAFER, S Alltllallon Not As- 
signed. Ip 31009'017-31009.061. 

-0506190217 Confirms Cooperstein/Warner 770112 telcon re Cleveland Clflls Iron Co 
a Kerr-McQee Nuclear Corp applications to conduct In sllu leaching studies to extract 
U Into submittals end lor review.Requests suggestions. 

ROUSE.LC. Fuel Process, a Fab. Branch (Pre 790727) 77/01/18. WARNER.DL, 
Don L Warner. Inc Ip 31010 H6.31010.116, 


DOCKET 40-8586 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8506190090 FOIA request lor all documents re Licerises SMA-826 (Dec 1964 • Dec 
1974).SUA-1330 (Jan 1977 - Jan 1965) A SUC-793 (Jan 1964 - Dec 1985) 

SHAFER.S Affiliation Not Assigned 85/02/15 Office of Administration 8pp 
31009 009-31009 016 

8506190116 Responds to FOIA request for all documents re Licenses SMA-826 (Dec 
1964 - Dec 1974).SUA-1330 (Jsn 1977 • Jan 1985) a SUC 793 (Jan 1964 - Dec 
1985) Forwards documonts re Licenses SMA 826 a SUA-1330 
FELTON.J M. Division ol Rules and Records 85/03/20 SHAFER.S Afllliation Not As- 
signed ip 31009 017-31009 051 

"8506190179 Notifies that lee required for 761115 application lor licenso lor in situ U 
solution mining Application will bo processed upon receipt of lee 
CABELL, AS License Foe Management Branch 76/12/01 SHELLEY.WJ Karr- 
McGoe Nuclear Corp Ip 31010.106 31010106 

"8506190183 Forwards payment (or application lor liconse lor in situ U solution 
mining.per 761201 request 

SHELIeY.WJ Korr-McGoo Nuclear Corp 76/12/07 CA0ELL.AS License Fee Man- 
agement Branch Ip 31010107-31010107 

-6506190196 Ack receipt ol license application to conduct in situ U leaching 
project Requests addl inlo ro potential environ Impacl.including subsurface geological 
maps, vertical sequence of aquifiers & water quality analyses 
COOPERSTEIN.R Fuel Process. & Fab Branch (Pre 790727) 77/04/08 

SHELLEY.WJ Kerr-McGee Nucloar Corp 5pp 31010108-31010112 

-8606190207 Responds to NRC 770118 Itr Environ ropt adequate to support proposed 
lest Suggestions include locating & plugging existing boreholes, discussing water qual- 
ity analyses In detail & listing nearby supply wells 

WARNER.DL Don L Warner, Inc 77/02/23 ROUSE.LC Fuel Process & Fab 
Branch (Pro 700727) 3pp 31010113 31010115 

-8506100217 Confirms Cooperstein/Warner 770112 telcon ro Cleveland CIKts Iron Co 
& Kerr-McQoe Nuclear Corp applications to conduct in situ leaching studios to extract 
U Inlo submittals onci for review.Requeats suggestions 

ROUSE.LC. Fuel Process & Fab Branch (Pro 700727) 77/01/18 WARNER.DL 
DonL Warner. Inc Ip 31010.116-31010116 

-8506190228 Responds to NRC 770408 Hr ro license application for U solution 
mining Rotated mails end 

SHELLEY.WJ Kerr-McGee Nucloar Corp 77/00/24 ROUSE.L.C. Fuel Process & 
Fab Branch (Pre 780727) tOpp 31010.117 31010 126 

-8506190236 Informs that Itoms submitted per license application to cover U solution 
mining will ho placed in POR Request lor withholding inlo lolled to comply w/ 
10CFH2 790(W(1) 

ROUSE.LC. Fuel Process & Fab. Branch (Pro 790727) 77/09/22. SHELLEY.WJ. 
Kerr-McQeo Nuclear Corp. 2pp 31010 127-31010 128. 

-8506190248 Withdraws roquosi lor wiHitiolding of Inlo contained In 770024 Hr from 
public disclosuro 

SHELLEY.WJ Kerr-McQoe Nucloar Corp 77/00/30 ROUSE.LC. Fuel Process. & 
Fab. Branch (Pro 700727). 2pp. 31010120-31010.130. 

-8606190270 Responds to NRC 771020 Hr ro rovlow of into por llcanso roqueal to con- 
duct U loachlng.Vondor should obtain more baselino groundwater quality data & keep 
injoctlon heads below hoods in uncontined oquifior 

WARNER.O.L Don L. Warner. Inc 77/11/04. ROUSE.LC Fuel Process. & Fab 
Branch (Pro 790727). 4pp. 31010 132-31010 136 

"8506190288 Forwards Liconse SUA-1330, authorizing possession & use ot sourco mail 
re U solution mining test prociram.Ltcenso limits program to use of sodium blcarbon- 
ato carbonate leacnani sys Notlllea that some liconse conditions changed In (mat 
form 

ROUSE.LC Fuel Process & Fab Branch (Pro 700727). 76/04/10. SHELLEY.WJ 
Korr-McGoa Nucloar Corp. 2pp 31010'136 31010'137. 


DOCKET 40-8684 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8506200364 Advises that const of solution spray sys on tailings della In tailings cell in 
progress Sys intended to stabilize tailings & enhance evaporation ol free liquid from 
cell. Water spraying active from early spring until late fall. 

KLEIN, T.J. Union 76 Minerals ExploraUon Co, 86/04/29. PEnENQILL,H Uranium 
Recovery Flold Office. Ip. 31041:207-31041.297. 


8506200020 Concludes that Inflationary increase In Minerals Exploration Co reciamation 
performance bond submitted on 850118 in compiiance w/Llcense Condition 16 to Li- 
cense SUA-13S0 not required. Bonding amount estimated for previous yr adequate. 
KONWINSKI.Q.R., PETfENQILL,H.J. Uranium Recovery Field Office 86/06/06, UranI 
um Recovery Field Office. 2pp. 31043:123-31043:124. 
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~850«1 90471 Applicebon for llcertso to raceive.possess.usa or transfer up to 10,000 lb 
ammonium diurenato as wat slurry contalnrng £0% water & 35% U Fee paid 
SHELLEY, WJ Kerr-McQee Nuclear Corp 76/11/15, 4pp 31009 258 31009340 


DOCKET 40'B531 ARMY, DEPT. OF, ROCK ISLAND, IL 

6506170434 FOIA request lor ell documenlatlen re racfwaste storage at Weldon Springs 
Chemical Plant In Weldon Springs, MO, specifically, info re types ol Isotopes in 
storage.amount of radwaste In storago & method ol storage 
HAMMlTr,H A FOI Services 85/02/05 FELTON, J M Division ol Rules and Records 
Ip 30989 001-30808 001 

6S06170439 Responds lo FOIA request for all documentation re radwaste storage at 
Waldon Springs Chemical Plant Forwards Apps A & C documenlsApps A,B & C oocu- 
ments available In PORApp C documents partially wilhhald (rel FOIA Exemption 6) 
FELTON.JM Division of Rules and Records 95/03/20 HAMMIH.H FOI Services 
8pp 30988 002-30989 294 

-860617045(1 Notilication ol 761111 meelfng w/DOD in aethesda,MD to discuss de- 
commissioning of Weldor Springs CliemicaT Plant & program lor assessing levels of 
source mall contamination Related Info end, 

HENRY.JJ Transportation & Product Standards Branch 76/10/2S BARKER,R.F 
Transporlalion & Product Standards Branch 11pp 30986,01 1-30996 021 

-8506170456 Insp RepI 40 8631/79 01 on 701113-14 Noncompliance noted, residual 
Ihorium contamination found In Bldg 103. 

NICHOLSON,N , GRANTS , PAPERIELLO.C.J Region 3, Chicago, Offrco of the Direc- 
tor 79/11/23. 17pp. 30988 022-30SB8 038 

“8506170462 Summary of 7611T1 mealing w/DOD in Betliesda.MD ra plans for as- 
sessing contamination at Weldon Springs Chemical Plant. 

LONBRQAN.6T Region 3, Chicago. Office of the Direolor. 76/11/12 ALLAN.JM 
Region 3, Chicago, Fuel Facility S Matanals Safety Branch. 3pp. 30906 039, 
30989 041 

-6506170530 Forwards resumes lor project manager lor chemical 
demltllarizallon, installation restoration health physicist & onsite engineer, per telcon w/ 
QruccI 

TARAS, D N Army, Dept of 77 /OS/13 WRIGHT, E. Radioisotopes Licensing Branch 
(Pre 790501) 6pp 30968 042-30888:047 

-8 599 170602 Forwards re suite ol 81 0308-11 water sample analyses at Weldon Springs 
Chemical Plant, for Info 

SMITH,L E. Army, Dept, ol 01/09/28. NICHOLSON.N. rndfependent Measurements & 
Environmental Prolecilon Section. 4pp 30988'316 3099S'319 

-8606160003 Forwards results ol 810830 & 0901 water sample analyses at Weldon 
Springs Chemical Plant, for Info 

SMITH, LE Army, Dept of 81/10/21. NICHOLSON, N. Independent Measurements & 
Environmental Prolecilon Section. 4pp 30903 320 30988:323. 

-9506180995 Forwards results ol 811216 water sample analyses at Weldon Springs 
Chemical PlanUor info 

SMITH, Le. Army. Dept ol. 82/02/16 NICHOLSON.N Region 3, Office of Director 
4pp 30988 324 3098a327 

-8506180009 Fonvards results ol 820310 11 water sample analyses at Weldon Springs 
Chemical Plant, lor Info. 

SMITH.LE Army, Dept ol. M/OS/IO NICHOLSON.N Region 3, Office of Director 
4pp, 30988328^0993.331 

-8509160006 Fotwards results of 820526-27 water sample analyses at Weldon Springs 
Chemical Plant, for Info. 

SMITHLE. Army, Dept ol. 62/0B/Q9 NICHOLSON.N Reglen 3, Office of Director 
5pp. 30988:332 30999336 

-6596180009 Trip repl of 820809 a 10 visit to St LouIs.MO to discuss Activities associ- 
ated w/lisled contaminated sites, 

MENCZER.WB Region 3, Office of Director. 62/08/13, HINO,J A Region 3, OlMco of 
Director, 4pp, 309B8’337-309fl6:340 

-8509160010 Advises that, unless response to 620810 request for eddi Info re 820508 
applicalion for license received wllhin 30 days, application will be considered 
abandoned. Related Into end 

BAGGETT, SI. Office of Nuclear Material Safety & Safeguards, Director. 82/09/10, 
MOTHERSBAUQH.L. Army. OepI ol. 3pp. 30988.341-30989 006 . 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-6647 KERR.MCQEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8S0618011S Responds to FOIA request for all documents re Licenses SMA-626 (Dec 
1984 . Dec 1974).SUA-1330 (Jan 1977 - Jan 1985) & SUC.703 (Jan 1984 • Dec 
1885) Forwards documents re Licenses SMA.826 & SUA.1330 
FELTON,J M Division of Rules and Records 85/03/20 SHAFER.S Aflillatlon Not As- 
signed ip 31009017 31009051. 


DOCKET 40.8663 NUCLEAR DYNAMICS, INC., PHOENIX, AZ 

8606240255 Forwards Vols 1 & 2 ol "Final Decommissioning Rept for Nubeth RAD Sa 
lution Mining Project ” 

STOICK,AF NO Resources, Inc 65/03/28 SMITH.RD Uranium Recovery Field 
Olfice ip 31154 001-31 1S4'351 

-6508240280 Vols 1 & 2 of “Final Decommissioning Rept for Nubeth R&D Solution 
Mining Project " W/sIx oversize drawings Aperture cards available In PDR 
STOICK.AF, CONROY, BW ND Rosourcos, Inc 85/03/31 349pp 31154003 
31164-351 

8606200249 Advises ol termination ol License SUA-1331 for ND Resources, Inc RF 
Brich 650605 review of decommissioning rept end 

SMITH,R D Uranium Recovery Field Olflce 85/06/06 ROBERTS ND Resources, Inc 
Ip 31043.256 31043-258 

-8506200263 Comments on 850328 decommissioning rept Succosslul decommission i 
reclamation ol site affirmed Termination ol License sUA.1331 rocommondod 
BRICH, R F , HAWKINS, E F. Uranium Recovety Field Ollico 85/06/05 Uranium Re 
covery Field Office 2pp 31043.267 31043-268 


DOCKET 40-8674 PUTEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8608200514 Forwards revised organizational chart & FW Gerdman resume. Approval of 
changes In reporting structure requested, per 850128 submittal 
6ERDGMAN,FW. Plateau flosources. Ltd. 85/03/22 Uranium Recovery Field Olliee 
3pp, 3102333031023.332 

8500200405 Forwards revised organizational chart showing "dotted lino" reporting re- 
sponsibillty ol environ & radiological health supen/fsor to mill suponntendont re leili 
ation safely Health supervisor has direct access to general manager 
QERDEMAN,FW Plateau Resources, Ltd 65/04/12 SMITH.R.D Uranium Rocoveiy 
Field Oifice 2pp. 31042 262-3 1 042 263 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC,, DENVER, CO 

8606040315 Expresses appreciation lor NRC assistance In auccessful decommissioning 
ol facility 

ROBERTS, HR. Energy Fuels Nuclear, Inc. 86/05/20 SMITH, D R Uranium Recovery 
Field Office. Ip 30710 231.30710-231. 

8506200200 Submits review of 850410 environ monitoring ropt lor Jul Doc 1084 Data 
acceptable No elevated trends noted, 

BRItjH,R.F., HAWKINS, EF, Uranium Recovery Field Oflico 05/05/31 Urarjlum Re- 
covsry Field Olfico. 2pp. 31043 294-31 043-2S5. 


DOCKET 40-6681 ENERGY FUELS NUCLEAR, INC,, DENVER, CO 

86060S0767 Fonwards Info requested In order to perform radiological assossmanl tor fa 
cittW. 

SPARLINBiD K. UMETCO Minerals Corp, (subs, of Union Carbide Corp.). 85/06/03 
JIERREE,CC. Uranium Recovery Field Office 19pp. 30733-321 -SOySS.SSB. 

8506060490 Forwards Slearna & Rogers metallurgical data tor last yr mill operated w/ 
slablliw classes Indicated 

SCHIERMAN.S.L. UMETCO Minerals Corp (subs ol Union Carbide Corp.) 86/05/06 
JIERREE,CC Uranium Recovery Field Olllce lOpp 30764'243-30764-262. 



DOCKETED ITEMS 


9 


DOCKET 40.0698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

SS06050407 Foiwards revised organizational chart .superseding 850322 chart.Rev shows 
"dotted line" reporting responsibility ol environ & radiological health supervisor to mill 
superintendent tor Involving radiation safety 

QERDEMAN.FW Plateau Resources, Ltd 85/04/12, SMITH, RD. Uranium Recovery 
Field OHice 2pp 30733 294-30733 295 

-6506060761 Facility organization chart 

• Plateau Resources, Ltd 05/04/11, Ip. 30733 295-30733'295 

8506170513 Foiwards rev to 850322 organizational chart.showing responsibility of envl 
ron & radiological health supervisor to mill superintendent supervisor has direct 
access to onsite manager due to decommissioning 

QERDEMAN.FW Plateau Resources, Ltd 85/04/12 SMITH.R D Uranium Recovery 
Field Office 2pp 30981 345-30981,346. 

8606260113 Further response to FOIA request for nino categories of documents re U 
mill tailings regulations App L documents end & available In PDR.Portions of App M 
documents & complete App N documents withheld (rot FOIA Exemption 5) 

FELTON, J.M, Division of Rules and Records 65/04/16 BERICK.O Environmental 
Policy Institute 9pp, 31222,206 31223 190 

-6506260180 "Radiological Analysis of Mill Tailings Control Requirements " Marked-up 
License SUA-1371 for Plateau Resources Limited did 840930 end 

* Office of Nuclear Material Safely & Safeguards, Director 83/05/31 107pp 

31222357-31223,096. 


DOCKET 40-8714 CLEVEUND-CLIFFS IRON CO, CLEVELAND, OH 

8506060022 Issues Amend 6 lo License SUA- 1352, extending expiration date until 
860630, adding License Conditions 36 & 37 & modifying address 
SMITH.R D, Lfranium Recovery Field Office 85/05/14, LOUDERBACK.T.E Cleveland- 
Cliffs Iron Co 2pp 30781,316-30781,317 

8506210291 Summary of 850425 meeting w/Stato of WY Oepl of Environ Quality re 
status ol restoration at Cleveland Cliffs Iron Co Collins Draw In Situ Leach facility List 
ol attendees end 

BRICH.R.F , HAWKINS.E.F, Uranium Recovery Field Office. 85/06/30, Uranium Re- 
covery Field Office, 2pp 31048 035-31048 037. 

8606200087 Summary ol 050522 meeting w/Clevoland Cliffs Iron Co.Qotty, Texas East- 
ern & Pioneer Nuclear at U Recovery Field Ole re restoration & stabillzallon of Collins 
Draw Slle.Llst of meeting attendees & agreements reached end 
WASTLER.SL, HAWKINS.EF. Uranium Recovery Field Office 85/06/03, Uranium 
RecoveryFialdOffice.Spp 31043'091-31043'093 

6506210431 Outlines concerns re restoration & stabilization ol Collins Draw Slte.per 
850522 commitment Basis for concerns over possible exlstonce of "halo" of lixivlant 
pushed outward from well fields due lo method ol mining discussed In end 
SMITH.R.D. Uranium Recovery Field Olllce. 85/06/03, LOUDERBACH.T E Cleveland- 
Chlfa Iron Co 2pp 31O48.O6O-31O48,O70. 

-8506210437 Discusses restoration of Well Fields A-1 & B at Collins Draw 
Site.Resloratlon methods not properly ulilized & injection ol outside water pushed 
contaminated water to fields, Plan for addi restoration requested 
WASTLER.S.L., HAWKINS.E.F. Uranium Recovery Field Olllce. 85/06/03, Uranium 
Recovery Field Oflico 7pp, 31046.070-31048.076, 


DOCKET 40-8727 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8506190116 Responds to FOIA request lor oil documonis re Licenses SMA826 (Dec 
1964 - Deo 1974),SUA-1330 (Jan 1977 - Jan 1986) & SUC.793 (Jan 1964 - Dec 
1986),Forward8 documents re Licenses SMA-826 & SUA-1330 
FELTON, J.M, Division ol Rules and Records 85/03/20 SHAFER.S. Alllliatfon Not As 
signed, tp, 31009017-31009 051 

-8506190346 Notilies that Recovery Field Ofo oKidally opened on e21004.Provlde8 
field ofo addresses for future correspondence & bulk shipments re vendor U recovery 
laclllly 

SMITH.R.D. Uranium Recovery Field Olllce. 83/05/23 SHELLEY, W.J. Kerr-McQeo 
NuclearCorp 3pp 31010'143-31010;146, 

8606260113 Further response to FOIA request lor nine calegorlos of documenis re U 
mill tailings regulallons.App L documenis end & available In PDR.Portions of App M 
documanls & complete App N documents withheld (ref FOIA Exemption 5), 
FELTON,J.M, Division of Rules and Records. 86/04/16. BERICK.O Environmental 
Policy Inslllute. 9pp. 31 222’206-3 1222.341. 


-8506260188 Forwards 830506 order granting NRC motion lo defer argument en banc 

on mill tailings regulations , 

SLAQQIE.E.l, NRC - No Detailed Allillation Given. 83/06/10 PALLADINO Commls 
slonera. 2pp. 31223 097-31223:098 


•8506260218 Fomvards "Respondent NRC Rept on Recent Developments" re Kerr- 
McGee Nuclear Corp.et al vs NRC.et al (60-2043) to be llled.Requesls lhat end Hr be 

stamped w/llling date al earliest convenience, 

TRUBATCH.S.L, NRC • No Detailed Affiliation Given. 03/10/05, PHILLIPS, HK US 
Court of Appeals, lOth Circuit 6pp. 3 1223:1 06-3 1223:1 10, 


-8606260374 Advises that EPA final environ sids for U mill tailings promulgated by stat- 
utory deadl(no.Commls8lon will Initiate rulemaking proceeding to conform NRC II mill 

licensing requirements w/llnal environ stds Related Info end, ^ 

TRUBATCH.S.L Office ol the General Counsel, 83/12/05 PHILLIPS, H K, U S Court 
of Appeals. 10th Circuit 19pp 31223.179-31223:197, 


-8506110153 "Decommissioning & Reclamation Plan.Leuenborger In Situ U Mine 
Site.Converse County, WY " 

APPEL, RR Appel, RR, 85/05/01 49pp 30836 256-30836 304 

8506060700 Issues Amend 10 to License SUA-1 373, approving 850430 decommission- 
ing plan w/listed mods 

SMITH.R D Uranium Recovery Field Office 86/05/13 VELASQUEZ, J R United Nu 
clear Corp (subs of UNC Resources, Inc) 2pp 30704 162-30784 170 

-8606060709 Recommends Issuance ol Amend 10 to License SUA-1 373, approving 
650430 decommissioning plan for facility w/listed mods 

WASTLER.SL. HAWKINS.EF Uranium Recovery Field Office 85/05/13 Uranium 
Recovery Field Office 7pp. 30704,164-30784 170 

6506240144 Submits Teton Exploration first quarterly ropl for 1985 lor Leuenberger 
R&D site.No followup actions necessary 

WASTLER.S L , HAWKINS, E F Uranium Recovery Field Oltico 85/06/07 Uranium 
Recovery Field Office 2pp 31157 299 31157 300 


DOCKET 40-6768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8506190115 Responds to FOIA request for all documents re Licenses SMA-028 (Doc 
1064 ■ Dec 1974),SUA-1330 (Jan 1977 - Jan 1985) & SUC.793 (Jan 1964 - Dec 
1965) Forwards documents re Licenses SMA-826 & SUA-1330 
FELTON.J M Division of Rules and Records 85/03/20, SHAFER.S Affiliation Not As 
signed tp 31009 017-31009.051. 

-6606190346 Notifies that Recovery Field Ofc officially opened on 821004 Provides 
Held ofc addresses for future correspondence & bulk shipments re vendor U recovery 
facility 

SMITH.R D, Uranium Recovery Field OHice 83/05/23 SHELLEY, WJ Kerr McGee 
Nuclear Corp. 3pp 31010 143 31010,145, 

6506030358 Submits comments ol former Sequoyah Fuels Corp employee re NPDES 
discharge sys & O-Sand preopera tional soil sampling program No violation ol license 
condition or applicable regulation found 

HILDENBRAND.P , HAWKINS.E F. Uranium Recovery Field Office 85/05/09 Uranium 
Recovery Field OHice 3pp 3 068 7 '3 2 6-30607 328 

86060B0610 Submits hnal repi re leak in west coll of evaporation pond Liner tested to 
water level of 6 It & portion of water level tested w/water spray ays, No addI leaks 
found or Indicated Cell returned to normal sve, 

FREEMAN, MO Sequoyah Fuels Corp (subs ol Kerr-McGee Nuclear Corp) 85/05/ 
10 HAWKINS.E,, HILDENBRAND.P Uranium Recovery Field Olllce Ip, 30783:360 
30783-360, 


8506060741 Submits review of Sequoyah Fuels Core Fourth Quarter 1984 rept lor Q & 
0-Sands R&D In situ loach project lor Ocl-Doc 1 904 No problems or significant trends 
Idenlllled Reported data within applicable limits 

HILDENBRAND.P,, HAWKINS.E F Uranium Recovery Field Olllce. 85/05/21 Uranium 
Recovery Field Office 3pp 30740,067-30740,069 


8606260707 Informs lhat onsite insp of Sequoyah Fuel Corp 0 sand/Q-sand In Situ fa- 
cility scheduled for 850603 07,Results end from 860516-17 In-house insp of docu- 
monis from 840627-850331, 

WASTLER.S.L, HAWKINS.EF, Uranium Recovery Field OHice 05/05/30 Uranium 
Recovery Field Olllce, 4pp. 31 227-290-3 1227.293. 


DOCKET 40-8783 URANERZ USA, INC., CASPER, WY 

8606050466 Forwards throe Slate of WY Dept of Environ Quallly (WOEQ) memos eval- 
uating Uronerz.USA.Ino.Ruth In Situ Loach site NRC & WOEQ should agree on base- 
line & quality of use classification for groundwater 

OGLE, K M. Wyoming, State ol. 85/06/16 SMITH, D, Uranium Recovery Field OHice 
Opp 30741 210-30741 ;226 


DOCKET 40-8786 URANIUM RESOURCES, INC., RICHARDSON, TX 

8506040368 Submits clarification re 1986 operating plan activities concerning sampling 
& analytical program, 

PELIZZA.MS. Universlly Research Corp. 85/05/17 SMITH.R 0 Uranium Recovery 
Field Olllce. GARLAND, B„ RANDEN.LD Wyoming, Stale of. 2pp, 30719:166- 
30719-167 

-8606040376 Forwards water level plots lor monitor wells during plant operation & 
restoration, In response lo 860603 requeat.Waler levels below oasellne at various 
extremes, making fluid flow lo monitor wells from well Held impossible, 

PELIZZA.M S University Research Corp, 85/05/17. WASTLER.S, NRC • No Dotal lad 
AHiliatlon Given PUECEL.P., SPEARS, R, Wyoming, Stale of 8pp. 30719:160- 
30710,167. 


DOCKET 40-8794 MOLYCORP, INC., LOS ANGELES, CA 


8606240616 Forwards "Aerial Radiological Survey of Molycorp.Inc Facility & Surround 


KI?JNEMAN,J,D, Region 1, OHice of Director, 85/06/19. DOUGLAS, S Molycorp, Inc 
(subs, ol Union Oil of California), Ip, 8 1066:3 10-31 066-329, 


■6606240622 "Aerial Radiological Survey ol Molycorp.Inc Facility & Surrounding Area," 
from JuM 984 survey. 

FEIMSTER,E.L„ TIPTON, W.J., STOBIE.G.P, EQ&Q, Inc, NRC 8412. 84/10/31 NRC - 
No Detailed AlHllatlon Given. 20pp. 31066.31 1*31066-329. 


DOCKET 40-8829 WYOMING FUEL CO., UKEWOOD, CO 

8606030223 Appllcallon for administrative amend to License SUA-1 441, restating Li- 
cense Conaliion 10 re use of word "will" In statement concerning monitor 
wells Revised process flowsheet, Figure 3.1-10 & revised site layout end. 
COLLINQS.S.P, Wyoming Fuel Co. 85/04/02 WASTLER.S. Uranium Recovery Field 
OHice. Opp. 30706-340.36706-348 



10 DOCKETED ITEMS 


8506200393 Subnuls proposed locations tor survey ol airborne natural U S radon or 
radon progency at Crow Butte Project In-plan1 monitoring station tor U located be 
tween U precipitation laiiilt & slurry storage tank 

CO LUNGS ,S P. Wyoming Fuol Co B5«4/0<1 SMITH, R P Uranium Recovery Field 
OlliCB 3pp 31041. 291-31041 293. 

8506060594 Requests payment o( fee lor 850402 application for adminisirativo changes 
to License SUA 1441 

WEISS, D License Foe Management Branch 85/05/06 CALLINGS, SP. Wyoming 
Fuol CO. Ip 30737’17e-30737 176 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD HUCLEAR REACTOR 


F. Sscurlly, medical, emergency & lire protection plans 

8506190171 Forwards fnsp Repl 50 002/85 02 orv 850529 30 No noncomplianca noted 
PAPERIELLO.C J Region 3, Office of Direclor 86/05/12, KERR.W Mictiigan, Univ 
oL Ann Arbor. Ml Ip 30995029-30095033 

“8506190176 Insp Rept 60 002/85 02 on 850529 30 No noncompllance or devialtana 
noted Major areas Ir^specled onsite emergency preparedness program 
PATTERSON JP, WILLIAMSEN.N R , PHILLIPS.M P Region 3, Office of Director 
85/06/12 4pp 30905 030 30995 033, 


Q. Inspection reports, IE Bulls Ifns & correspondence 

8506100171 Forwards Insp Rept SO 002/65 02 on 850529 30 No noncompllance noted 
PAPERIlELLO,C J Region 3, Office of Director 85/06/12 KERR.W Michigan, Univ, 
of. Ann Arbor. Ml Ip 30995 020-30905033. 

“8506 1 901 76 Insp Repl 50 002/65 02 on 850529-30 No noncompllance or dovlalions 
noted.Major areas Inspacled onsilo omorgancy preparedness program 
PATTERSON JP, WLLIAMSEN.N R , PHILLIPS, M.P, Region 3, Otiico ol Direclor 
85/06/12 4pp. 30995 030-30995 033. 


DOCKET SO-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protecllon plans 

8506240187 Forwards revised Pagaa 1t-13 to Rev 3, to "Security Force Training & 
Qualification Plan, Indian Point Ifnlls 1 & 2." 

SELMANiM Consolidated Edison Co of Nsw York, Inc 65/05/26 MLIRLEY,T,E 
Region 1, Otfico of Director. Ip. 31203231 31203 234 

“8506240191 Revised Pages 11-13 to Rev 3, to "Security Force Training fi Quflliticotlon 
Plen, Indian Polnl Units 1 & 2 " 

• Conaolldated Edison Co of New York, Inc 65/04/01 3pp 31203 232-31203 234, 


J. Insurance & Indemnity Intormatlen 

8506170414 Forwards Endorsornant 145 to NEIIA Policy NF-100 & Endorsement 127 le 
MAELU Policy MF-29. 

O'TOOLE, J. ConsoJidated Edison Co of Now York, Inc 85/06/07 SALTZMAN,J. As 
slslant Director for State & Licensee Relations 5pp, 30956 067-30956.071 


P. Operating license stage documents & correspondence 

8506030390 Partial response to FOIA request for three categories of documents to be 
mode available at PDR re NSHCa,App A documents encl & placed In PDR Search 
contJnuing. 

FELTON, JM Division ol Rules and Records 64/11/06 ADATO.W. Union o[ Con 
earned Scientists 4pp, 30720 001-30723,064 

“6506040462 Notice of consideration of issuance el amend lo License DPR- 5 & pro- 
posed NSHC detormlnalion A opportunity lor hearing re 630201 request to implement 
radiological etlluenl Tech Specs. 

VARGA, S A, Operating Reactors Branch 1 84/01/26. 7pp 30723 003-30723 009 

8506240596 Forwards application lor amends to Licenses DPR-5 & DPR-26, revising 
Tech Specs to Incorporate administrative changes to lecility organization A change 
audit IfMuency of Unil 2 emergency preparedness program.ree paid 
O'TOOLE, JO ConsolidBlod Edison Co, of New York, Inc 85/06/16 VARQA.S.A Op- 
araling Reactors Branch 1. Ip 3 1066:263-3 1066 309, 

“8606240801 Appllcallon for amends lo Licenses DPR 5 A DPR-26, revising Tech Specs 
to Incorporate administrative changes to lecility organization A change audit frequency 
of Unit 2 emergency preparedness program Affidavit of Sve encl. 

OTOOLE.J,D. Consolidated Edison Co of New York, Inc. 85/06/18, 3pp 31066 284- 
31 066' 286 

“8506240807 Proposed Tech Specs Incorporating administrative changes to facility or- 
ganization A limiting Unit 2 overtime lor critical snifl Job positions 
' Consolidated Edison Co of New York, Inc. 85/06/30, 23pp. 31066'267-31066'309. 


0. Inspection reports, IE Bulletins A correspondence 

8505130027 Suppl 1 to IE Info Nolice 84-55, "Seal Table Leaks at PWRs," Sve list encl, 
JORDAN, E L, DMsIon of Emergency Preparedness A Engineering Responso (Post 
830103). 66/05/14, Consolidated Edison Co. of New YoiJi, Inc. I07pp. 31044:065- 
31044:171. 


8505130038 Suppl I to IE Info Notice 85 020, "Motor Operated Valve Failures Due to 
Hammeiing Efiecl " Sve list encl 

JORDAN, EL Division of Emergency Preparedness A Enginaering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc f07pp 31044 172- 
31044 278 

8505200500 IE Info Notice 05 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
630103) 85/05/22 Consolidated Edison Co of New York, Inc, 106pp 30037 258- 
30837 363 

8505200600 IE Info Notice 65 040, "Oeficlenclos in Equipment Qualification Tasting & 
Certification Process " Sve list encl 

JORDAN, EL Division of Emergency Preparedness A Engineering Responso (Post 
830103) 85/05/22 Consolidated Edison Co ol Now York, Inc f06pp 30848 166- 
30848 271 

8505280161 IE Info Notice 65 042, "Loose Phosphor in Panasonic 000 Senes Badge 
TLD Elements " Sve list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
630103) 85/05/29 Consolldalod Edison Co of New York, (nc 120pp 67916 339- 
67916 343 

85052B01B7 IE Info Notice 85-043, "Radiography Events at Power Reactors" Sve list 
encl 

JORDAN, E L Division ol Emergency Preparedness A Engineering Response (Post 
630103) 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30864 167- 
30064 287 

860 5280 195 IE Info Notice 65-044. "Emergency Communication Sys Monthly Test " Sve 
list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Posi 
830103) 85/05/30 Consolidated Edison Co of New York, Inc f21pp 30864 045 
3OB04 166 

0506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable tn- 
Core Ffux Mapping Sys Used In Wesling^houso Designed Planis " Sve list end. 
JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/06/06 Consotidatod Edison Co, of New York, Inc f79pp. 30064,228- 
30865 046 

8506060707 IE Info Notice 05 046, "Clan lie alien of Several Aspects of Removnbto Ro 
dioaclive Surface Conlaminallon Limits for Transport Packages " Sve fist end. 
JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/06/10 Consolidated Edison Co, of New York. Ino f24pp, 31043 301- 
31044 064 

8506140240 IE Info Notice 85 047, "Polonllal Elfect ol Line Induced Oporation on Cer- 
tain Target Rock Solenoid Operated Valvos " Sve list end. 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/06/18, Consolldalod Edison Co, of Now York, Inc f4Qpp. 31208:157- 
31268304 

6506140636 IE Info Notice 85 048, "Respirator Users Notice Dolocllvo Self Contained 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN, E L, Division of Emergency Preparedness A Engineering Response (Post 
830103). 05/06/19 Consolidated Edison Co. of Now York, Inc. 120pp 31376 064- 
31376.103, 


DOCKET 60-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency A fire protection plans 

8606280103 Forwards Insp Rept 60 005/65 01 on 860507-00 No violations 
noted, Requests submittal of analysis resulla of reactor bridge aroo radiation monitor 
performance .including a ecu racy, reliability A callbr procedure changes 
MARTIN, TT Region 1, OHIce of Diroclor. 86/06/24. CUNNINGHAM, R G. Pennsylva- 
nia Slafo Univ , University Park, PA, 2pp 31256 349-31256 357 

--8S062S()110 Insp Rept 50 005/85-01 on 850507-09 No violations Idenfifiad Unresolved 
Item ro calibr of area radiation monitors Idonllfled.Major aroas Inspected health phys- 
ics radiation protection programs 

WEADOCK,/i, TUCCINAHDI.T,, SHANBAKY.M Region 1, Office ol Director 65/06/ 
19 7pp 31266.351-31266.357. 


0. Inspection reports, IE Bulletins A correspondence 

8508280103 Fonvards Insp Repl SO 005/85-01 on 860507*09 No violations 
noted Requests submittal ol analysis results of reactor bridge area radiation monitor 
performance, Including accuracy, reliability A calibr procedure changes 
Marti N,T.T Region 1. Office ol Director. 66/06/24, CUNNINQHAM.R G. Pennsylva- 
nia State Univ,, University Park, PA 2pp. 31266.349-31268,367, 

-8606280 1 10 Insp Rapt 60-005/85 01 on 860507-09 No violations Idantifled Unresolved 
Item ra callbr ol area radiellon monitors Identified Major areea Inspocted’heallh phys- 
ics radiation protecllon programs, 

WEAOOCK,A., TUCCINARDI.T,, SHANBAKY.M Region 1, Olfice of Director. 05/06/ 
19.7pp 31266351 31256.367 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

S606 140093 Further response lo FOIA request for eight calegorles ol documents re nu- 
clear spent fuel Iransporlalion Forwards App C documenl8.App C A selected App D 
documerrts also available In PDR.App D Documents 6 A 8-12 for sale by NRG A GPO, 
FELTON, JM, DMsIon ol Rules and Records 85/01/20. MILLAR, F. Environmenfal 
Policy Institute. lOpp 30910 003-30919'043, 



DOCKETED ITEMS 11 


-8606140530 Nuclear Procedure 2-1, ‘'Safeguarding Dresden 1 SpenI Nuclear Fuel 
Shipments From West Valley Nuclear Svcs Clr to Dresden Station ” 

LEVEflENZ.KE Commonwealth Edison Co 83/10/31 7pp 30923 033-30923 039 

.•6506140583 Rev 0 to fecial Procedure SP 03-1 0-1 07, "Transportation Accident Re- 
sponse (or Spent Fuel uask TN-9 

* Commonwealth Edison Co 83/10/31 13pp 30923 093-30923 105 

8506040640 Ack receipt of 850422 Hr informing NRC of steps taken to correct noncom- 
liance noted In Insp Repts 50-010/85-03, 50-237/85-07 & 50-249/85 06 Seventy 
evel V violation re compensatory measures valid & appropriate 
AXELSON,WL Region 3, Olfico of Director 85/05/31 REED,C Commonwealth 
Edison Co 2pp 30698.017-30690 019. 

-8506040546 Forwards response to NRC 650326 Hr re noncompliance noted In Insp 
Repts 60 010/05 03,50-237/85-07 & 50-246/05-06 Second violation 

inappropriate Response withheld (ref fOCFR73 21) 

FARRAR,OL Commonwealth Edison Co 85/04/22 KEPPLER,JG, Region 3, Olttce 
of Director Ip 30690 019 30698 019 

BS06200466 Forwards population density maps for uso In emergency planning 
zones Maps prepared by ORNL by projection from 1980 census data & must be taken 
as estimates W/o ends. 

HIND.JA Region 3, Office of Director 85/05/31. REED,C Commonwealth Edison 
Co. Ip 31020191-31020 191 


P, Operating license stage documents & correspondence 

8506140093 Further response to FOIA request lor eight categories of documents re nu 
clear spent fuel transporlatlon. Forwards App C documents App C & selected App D 
documents also available In PDR App D Documents 6 & 0-12 for sale by NRC & GPO 
FELTON, J,M Division of Rules and Records, 85/01/29 MILLAR, F Environmental 
Policy Institute lOpp, 30919:003-30932.005 

-8506140130 Forwards updated summary of spent fuel shipments, Jul 1063 - Apr 1984 
GREGER.LR Region 3, Office Of Director 85/01/29 HIND,J A Division of Radiologi- 
cal 4 Materials Safety Programs 9pp 30919.013 30910 021, 

“8506140147 Forwards updated summary of spent fuel shipments, Jul 1983 ■ May 1984, 
QREGER.L.R. Region 3. Office of Director 04/06/07 HIND.J A Region 3, OKIco of 
Director. lOpp 30919 034-30910 043 

-8606140400 Forwards updated summary of spent fuel shipments made during Sept 
1984 

MILLER.D E Region 3, Office of Director. 04/10/1 1 HIND.J A Region 3, Olfico of Di- 
rector 2pp. 30922, 161-30922'1B2, 

-8506140417 Forwards updated summary of spent fuel shipments, Jul 1983 - Aug 1984, 
GREGER.L R. Region 3, Office of Director 04/09/07 HIND.J A Region 3, Olfico of 
Director. 13pp 30922.163 30922175 

-8506140430 Forwards updated summary of spent fuel Bhlpmont3,Ju) 1983 - Jul 1004 
QREGER.L.R Region 3, Office of Director 04/00/02, HtND.J A Region 3, Office of 
Director, 12pp 30922 176-30022'206 

-0508140443 Rev 0 to SOP 1-41, "Loading & Preparation lor Shipment of TN-9 Cask" 

* Commonweallh Edison Co 83/11/29, IBOpp 30022'207-30923,002, 

-8506140455 Dlscussoa roovaluatlon of West Valley spent fual shipping practices, per 
Greonman 040206 memo re changes in Region I fnspoclor covorago Snlpmonls con- 
tinue to bo Incident free Inspectors not dispatched for 040704 Shipment CECO-17 
GREENMAN.EG Region 1, Office of Director 04/07/16 STAROSTECKI.R , 
MARTIN, T.T Region 1, Office of Director 2pp, 30923 003 30923,004. 

-8506140524 Rev 0 to Procedure SP 03-11*120 re fuel movements In spent fuel pools. 

* Commonwealth Edison Co 83/11/30 20pp 30923,006 30923'032 

-8506140536 Rev 0 to Special Procedure SP-03>0 82, "Procedure for Replacing 0 Ring 
Gasketa," 

* Commonwealth Edison Co. ‘ Transnuclear, Inc. 03/00/24. 4pp 30923 040- 

30923:043. 

-8506140542 Rev 0 to Special Procedure SP 03-0 83, "Procedure for Installation & 
Torqulng of Bella & Threaded Plugs " 

* Commonwealth Edison Co * Transnuclear, Inc 83/08/24, 6pp. 30023 044- 

30923 049. 

-6506140546 Rev 0 to Special Procedure SP 83 8-04, "Humidity Test Procedure," 

‘ Commonwealth Edison Co. ‘ Transnuclear, Inc. 03/00/24 0pp. 30923:050 

30923:057 

-8506140663 Rev 0 to Special Procedure SP 03-8 07, "Fusible Plugs Loakago Tost 
Procedure." 

* Commonweallh Edison Co, ’ Transnuclear, Inc 83/08/25. Opp 30923 068- 

30923:066 

-8S061405S9 Rev 0 lo Special Procedure SP 03-8-8B, "puslble Plug Silicone Sealing 
Appllcallon Procedure " 

* Commonwealth Edison Co. * Transnuclear, Inc. 83/08/26. 3pp. 30923:067- 

30923.069. 

-8606140577 Rev 0 lo SMClal Procedure SP 03-10-105, '‘TN-0/9 Containment Sys 
Leakage Teal Procedure Periodic Verification." 

* Commonwealth Edison Co * Transnuclear, Inc, 83/10/21 14pp 30923.079- 
30623:092 

-8506140601 Rev 0 to Special Procedure SP 83-10-109, "Load Test Procedure lor TN- 
8/9 Lid Lilting Sys." 

‘ Commonweallh Edison Co. * Transnuclear, Inc. 83/10/28. 6pp. 30923 106- 

30923:111, 

-8506140507 Rev 0 lo Special Procedure SP-83-11-111, "Spent Fuel Receiving" 

* Commonwealth Edison Co. * Transnuclear, Inc. 63/11/04. Opp 30923*112- 

30923.120. 

-8506140601 Rev 0 to Special Procedure SP 83-10-110, "Test Procedure lor Verilica- 
Hon of TN-9 Packagings Shield Effectiveness.’’ 

* Commonweallh Edison Co. * Transnuclear, Inc. 83/11/01. Spp. 30923:121* 

30823:128. 


-8506140605 Rev 0 to Special Procedure SP-83 11-114, "Spent Fuel Shipping of Unit 1 
Fual From West Valley 

* Commonwealth Edison Co 83/11/09 5pp 30923129-30923 133 

"8506140808 Forwards updated summary of spent fuel shipments, Jul 1983 - Feb 1904 
GREGER.LR Region 1 Office of Director 84/03/13 HIND.JA Region 3, Olfice of 
Director 14pp 30923 134 30923.147, 

-8506140619 Forwards updated summary of spent fuel shipments, Jul 1983 - June 
1984 

GREGER.L R Region 3, Olfico of Director 04/07/05 HtND.J.A Region 3, Office of 
Director lipp 30923 148-30923 168 

-8506140625 Forwards rev to June 1984 updated summary of spent fuel shipments. 
GREGER.L R Region 3, Office of Director 84/07/10 HIND.J A Region 3. Olfice of 
Director 2pp 30923 159-30929 001 

-6506140567 Rev O'to Special Procedure SP 83-0 09," "Procedure lor Measuring & 
Adjusting TN 8/9 Lift Beam lor Proper Cask Fit " 

‘ Commonwealth Edison Co * Transnuclear. Inc 83/09/01 9pp 30923 070- 
30923 070 

8508170077 Responds to FOIA request for records re FIN B 0409, "Containment Leak 
Rate Testing Program” & Quadrex Corp/NRC contracts. Forwards documonls re FIN 
B 0489 Documonls also available in PDR No documents re Quadrex sub] to request 
FELTON.J M Division ot Rules and Records FIN B 0489. 85/03/25. 

REYTBLATT.Z.V. Warren Wilson College. Swannanoa, NC 7pp 30987 036- 
30907.070 

-8210120209 "Containmenl Leak Rato Testing Investigations." progress summary for 
Sept 1982 

NAUS.DJ Oak Ridge National Laboratory FIN B0489 82/10/05 ARNDT.G Me- 
chanical Engineering Branch Spp 30987. 112'30987'114 

-6212010006 Forwards list of plants lor which leak teat repts were selected lor review 
by ORNL Leak testing criteria will be prepared from review W/o end 
ARNDT.E Q Mochanical/Structural Engineering Branch 82/08/18 SHAPAKER.J. 
Containment Systems Branch 4pp 30987 118-30987 121. 

-8506170281 "Containment Leak Rale Testing Investigations," monthly progress repi 
for Nov 1982 

DOUG AN, J R Oak Ridge National Laboratory. FIN B 0489 62/12/07 ARNDT.G Me- 
chanical/Structural Engineering Branch Spp. 30987*11 6-30907.1 17 

-8506170416 "Conlainment Leak Rate Testing," monthly progress ropt lor Aug 1982. 
DOUGAN.J R. Oak Ridge National Laboratory. FIN B 0409 82/00/26 ARNOT.E G 
Division of Engineering Technology. 6pp. 3098/ 127-30987 132. 

8506050253 Ack receipt of 850410 submillel of Topical Rept CG-1-A,Rov 34 Review Will 
require more than 60 days to complete. 

SPESSARD.R.L Region 3, Office of Dlreclor 85/05/23 REED.C Commonwealth 
Edison Co 2pp 30725.330-30726:330 

8506060762 Notification of contract execution, Mod 3,lo "Dresden & Perry Simulator 
Leasing " Conlractof’GE 

PAGE.M Technical Assistance Conlracls Branch, NRG 05 84-1 59 05/05/23 
CORLEY, D Direclor’s Office, Olfico of Inspection and Enforcement RAGUN.KA 
NRC • No Detailed Affiliation GIvon 1p 30740.260 30740,268. 

-0506060762 Mod S.otianQi no project Officer, to "Dresden & Perry Simulator Leasing" 

* General Eleclrto Co EDGEWORTH, P,J Division of Conlraots NRC-05 04-1 B9 06/ 
05/23, Ip, 30740 269 30740'269, 

8506270066 Advises that Rove 33,34 & 35 lo QA Topical Rapt CE-1 A satisfy roqulro- 
menis ol App B to 10CFR5D.Changos lo Section 7 resolve questions re procurement 
activities 

SPESSARD.R.L. Region 3, Office of Director. 05/06/21 REED.C Commonweallh 
Edison Co, 2pp 31 235,287-31 236’280 


Q, Inspeotlon reports, IE Bulloilns & correspondence 

0506140093 Further rosponso lo TOIA request lor eight calagorlos ol documonls re nu- 
clear spent fuel transportation. Forwards App C documents App C & selected App D 
documents also available in PDR App D Documents 6 & 8-12 for sate by NRC & GPO 
FELTON.J M. Division of Rules artd Records 85/01/29 MILLAR, F, Environmental 
Policy Institute lOpp 30919.003 30919 043, 

-8506140455 Discusses reevaluatlon of West Valley spent fuel shipping practices, per 
Greonman 840206 memo re changes In Region 1 Inspector coverage.^lpmenls con 
tlnue to be Incident free Inspectors not dispatched for 840704 SnIpmonI CECO 17, 
GREENMAN.EG. Region 1. Office of Director. 84/07/18, STAROSTECKI.R Region 
1, Olfice of Director, 2pp 30923 003-30923.004 

8506100044 Responds to NRC 350228 Hr re violations nolod in Insp Repts 50 010/64- 
20,50-237/84-26 & 60-249/64-23 Corrective acllons: Action Item Records QP 16- 
51,QA commUmenls & open NRC noncompllonces will be added to commllrnenl list. 
FARRAR, D.L, Commonweallh Edison Co. 85/04/08. KEPPLER.J.G Region 3, Ofllce 
of Dlreclor. 3pp. 30791 ■305-30791:307 

8505130027 Supp1 1 to IE tnlo Notice 04-55, “Seal Table Leaks at PWRs " Svo list end 
JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14. Consolidated Edison Co. ol New York, Inc i07pp. 31044:065- 
31044'171 

8505130038 SuppI 1 lo IE Into Notice 65 020, "Mo tor- Operated Valve Failures Due lo 
Hammering Eflecl," Sve list end. 

JORDAN,fc.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/05/14 Consolidated Edison Co of New York, Inc. 107pp 31044:172- 
31044-278, 

8S0S2O0S00 IE Info NolIca BS 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/22 Consolidated Edison Co of New York, Inc. 106pp. 30837'2SB- 
30037-363. 



12 DOCKETED ITEMS 


6605200600 IE Irfo Notice 85-040, "Deficiencies In Equipmenl Ouahlicaton Tesllna & 
Certification Prcxjess ’’ Svc list onci 


JORDAN, EL Division of Emergency Preparetfness & Engmoermo Hesponso (Post 
63010^)^85/05/22. Consoildalad Edison Co of New YorR, Inc i06pp 30848 166 


6505260161 IE info Notice 65 042, "Loose Ptiosptior in Panasonic BOO Senes Badge 
TLO Eiemenls *’ Svc list enci 

JOnDAN,£L Division of Emergency Preparodnass & Engineanng Response {Post 
S30t03J 85/05/29 Consoiicfalad Edison Co of New York, inc l20pp 67916 339 

ATA-I tC. 


6505280167 IE Info Notice 85-043, "Radiography Events at Power Reactors " Svc list 
end. 

JORDAN, E L Division of Emergency Preparecfnass & Ertom earing Response (Post 
830103) 85/05/30 Consolidated Edison Co, of New York, Inc f20pp 30884.167- 
308B4 287 


F. Security, medical, emergency & lire protection plane 

6506140481 Forwards 1985 emergency response exercise plan, prepared for 850515 ex- 
ercise per App E to 10CFR50 & util 650225 Itr Withholding of plan requested until 
completion of exercise (ref 10CFR2 790) 

KAY.JA Yankee Atomic Electric Co 85/03/29 MURLEY,TE Region 1, Office of Di- 
rector 2pp 30896 291-30607 106. 

-8506140482 Forwards revised "1985 Yankee Nuclear Power Station Emergency Exor- 
cise a Evaluation Plan " Rev Incorporates C Gordon (Region I) comments Wilhnolding 
of plan requested until completion of exorcise (ref 10CFR2,790) 

KAY.JA Yankee Atomic Electric Co 85/05/07 MURLEY.TE Region 1, Office of Di- 
rector 177pp 30B96, 292-30807-106 

8506060357 Rev 2 to Emergency Plan Implementing Procedure OP 3340, "Emergency 
Plan Training " Rev 49 to table of conlenis end 
• Yankee Atomic Electric Co 85/05/31, 1 1pp 30720 268-30728 266 


8505280195 IE Info Nollce 85-044, "Emergency Communication Sys Monthly Tost" Svc 
list end 

JORDAN, E.t Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/30, Consolidated Edison Co of New Yoik, Inc i21pp 30864 045- 
30884.1 66, 

8506040S40 Ack receipt ot 650422 Itr Informing NRC of steps taken to correct non com- 
pliance noted (n Insp flepis 60-010/86-03, 60-237/86 07 & 50 249/35 06 Seventy 
Level V violation re compensatory measures valid & appropriate 
AXELSON.W.L Region 3, Office of Director 85/05/31, REEO.C Commonwealth 
Edison Co 2pp 3O690-O173O698(H9. 

-8506040546 Forwards response to NRC 850326 Itr re noncompliance noted In Inso 
Repis 60 010/85 03,50-237/05 07 & 60-249/85 06 Second vloration 

Inappropriate Response withheld (ref 10CFR73.21}, 

FARRAR, DL Cksmmonwealth Edison Co 85/04/22 KEPPLER.J.G, Region 3, Office 
of Diroctor, Ip 3069S'019-30696 019 


8606100448 Forwards Insp Rept 60 029/85 07 on 850321-0426 & notice of violation 
WENZINQER.EC Region 1, Office of Director 05/06/04 HEIDER,LH. Yankee 
Atomic Electric Co. 2pp 30794 219 30794.235 

-8506100480 Insp Rept 50-029/85 07 on 850321 0426 VIolalion noted failure lo pro 
vide adequate procedure lor conducting required surveillance of meteorological equip 
meni 

EICHENHOLZ.H., ELSASSER.T Region 1, Office of Director. 85/06/04. 14pp 
30794.222-30704 235 

8508130258 Revised emergency plan (mplemonling procedures, Including Rev 50 to 
table ot conlenis & Rev 3 lo OP-3330 re emergency radiation exposure control 
♦Yankee Atomic Electric Co 05/06/06. 27pp 30059.299-30859-325 

6506260041 Forwards Irisp Rept 50 029/85 08 on 850513-16 No violation noted 
MARTIN, TT Region 1, Office of Director 85/06/21 HEIDER.LH Yankee Atomic 
Electric Co 2pp 31257 091-31257.103, 


8506060677 IE Into Notice 65 045, "Potential Seismic Interaction Involving Movable In 
Core Flux ^Mapgni^ Sys Used in Weatln^house Designed Plants " Svc list end 


JORDAN.EL' DivTsioh of Emergency Preparedness & Engineering Response (Post 
630103). 85/08/06 Consolidated Edison Co, of New York, Inc i79pa. 30864-228 
30865 046 


8506060707 IE Info Notice 85 046, "Clanficatlon of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages ” Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103). 86/08/10. Consolidated Edison Co of New VorK, Inc 124pp. 31043 301- 
31044-064 


6S06140240 IE Info Nolioa 85 047, "Polenliat Effeci of Une-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svo list and. 

JORDAN,E,L. Divislori of Emergency Preparedness & Engineering Response (Post 
B30103J. 85/06/16 Consolidated Edison Co of New York, Inc. 140pp, 31268-167- 
31268 304, 


-8506260049 Insp Rept 50 029/65 08 on 850513-16, No violation noted Major areas 
Invaded annual omergency exercise performed on 850515 
GORDON, CZ, HAflPSTER.T.L Region 1, Office of Director. 85/06/11 lipp 
31257,093 31257-103 

8S062705S9 Advises that response to Queslions 5-10 in NRC 641217 evaluation re 
SPDS delayed until 850903 since manufacturer of SPDS components cannot supply 
info until mid Aug 1985 ^ 

PAPANIC.G Yankee Atomic Electric Co, 85/06/24 ZWOLINSKI.J.A. Operating Roao 
tors Branchs 1p 31 239- 130-3 1239- 130 


H. General correspondence 

8506 108358 Requests that all NRC licensing correspondQnce,lncludlng gonorfc ttr8,be 
nidllocl lo listou sdcfrossos 

PAPANIC.G, Yankee Atomic Eleolric Co, 85/06/03, 2WOLINSKI,J A. Oporaling Roac 
tors Branch 6, Ip 30791-187-30791-187 


8506140638 IE Info Notice 8S-04S, ‘'Respirator Users Notlca.Defectlva £el{ Contained 
Breathing Apparatus Air Cylinders " Svc list end. 

J0RDAN,E,L. Division of Emergency Preparedness 4 Enolneanng Response (Post 
B301O3). 85/06/19 Consolidated Edison Co. of New York, Inc, i20pp 31376064- 
31376,183. 


F. Periodic operating report! & related eorreipondence 

8506240967 Monthly operatlito repts for May 19B5.W/85O0O1 Hr. 

MAXWELL,O.C., SCOTT,D.J Commonwealth Edison C^. 65/05/31 tlBoo 
31204:027-31204:145. 


DOCKET 60-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
BEACTOfl 


V. Operator EKamlnattons 

8506270005 Confirms items discussed during Kwok/Dudley 850404 lelcon. Written & 
oral oxams rescheduled for 850930 at MIT, 

MCCABE,EC, Region 1, Office of Director 85/00/05. CLARK.L. Massachusetts Insll 
tule of Technology, Cambridge, MA 2pp 31251.305-31251:306. 


docket 50-27 WASHINGTON STATE UNIV, RESEARCH REACTOR (TRIQA) 


F. SecurHy^ medical, emergency 4 lire protection plans 


6606030173 Advises that listed sections of emergency plan Implementing procedures 
manual reorganized for ease of use during emergency, 

WILSONjW.E. Washington State Unlv„ Pullman, WA 85/05/21, THOMAS, C.O. Stand- 
ardizatlon & Special Projects Branch, 2pp 30673:264-30673:265, 


H. General correepondence 

8500970709 Notifies of change In facili^ orgenizallon Ourirtg Summer ISBSJ Neldiger & 
author only licensed IndMduals at lacl)ily.Facflity will be operated 3 days per wk. 
WILSON,w,E. Washington SUilo Univ„ Pullman, WA, 85/05/30, Office of Nuclear Re- 
actor Reflation, Director, 1p. 30795:192-39795-102, 


DOCKET SO-29 YANKEE-ROWE NUCLEAR POWER STATION 


P, Operating license stage documents 4 correspondence 

8506130045 Partial response lo FOIA request lor all documents re NRC procedures for 
detecllon 4 control of alcohol 4 illegal drug use by persons engaged (n bldg or const 
of nuclear reactors or facilities Forwards App A documents, 

FELTON, J.M, Division of Rules and Records 85/01/28, HEATH, SJ, Washington 
Legal Foundation 65pp. 30937:047-30937.157. 

-8506130366 Responds to query re release of porllons of Ole of Invesllgatlons root re 
drug/alcohol abuse to specific licensees Release not prohibited by FOIA or Prwacy 
Act. Concerns over precedent expre88od.SuTvey workahoels end. 

SHOMAKER.E.C. Operations 4 Adminisiralive Division 82/12/20 LIEBERMAN.J Re 
glonal Operations 4 Enforcement Division 193pp, 30937,358 30930:180, 

8506170077 Responds to FOIA request (or records re FIN B-0409, "Conlalnmonl Leak 
Rate Testing Program" 4 Quadrax Corp/NRC contracts Forwaras documents ro FIN 
B-0489 Documents also available In PDR No documents re Quadrox sub] lo requosl. 
FELTON.J.M. Division of Roles arrd Records. FIN B-0409. 86/03/25, 
REYTSLATT.ZV. Warren Wilson College, Swannanoo, NC 7pp. 30907,038- 
30907:076, 

-8506170281 "Conlainment Leak Rate Testing Invesllgatlons," monthly progress repi 
for Nov 1982 

DOUQAN,J,R. Oak Ridge National Laboratory, FIN 6-0480 02/12/07, ARNDT, Q, Me- 
ehan leal /Structural Engineering Branch. 3pp 30987:115-30007'117 

8506100401 Forwards status of all deadweight supports on Seismic Class 1 linos at 
facillty.Slatus ol supports result ol seismic reanalysls program outlined In 660409 
presentation. 

OLIVER, R.P, Yankee Atomic Electric Co 85/04/19. VARELLA,A. Region 1, Office of 
Director. 10pp. 30977.304-30977:313. 

8506100366 Forwards revised status list ol deadweight supports Including actual factors 
of safety for Hilti kwik-belts (or all nonsid base plates, in response lo request (or addi 
Info ra factors of safety lor custom designed base plates. 

OLIVER, R,P. Yankee Atomic Electric Co 86/04/23, VARELLA.A Region 1. Office ot 
CHrector. 13pp, 30977-289-30977'301, 

6506040191 Fonvards revised Figures 1-4,indioallng elfect of crediting high main cool- 
ant sys pressure trip previously submitted In 850509 response to NRC request for 
addI Info on Proposed Change 184 to Ucenso DPR-3, 

^Y,J A. Yankee Atomic Electric Co, 86/05/30. ZWOLINSKI,J,A. Operaling Reactors 
Branch 5 6pp, 30700:360-30701 -002, 

8606280112 Notifies that Generic Lira 86 02 4 85-07 not received until 860613.He- 
sponso within M days of Itr dale Impossible, Required response dale will be con^d- 
ered 88 850612, 

PAPANIC.G. Yankee Atomic Electric Co. 85/06/24. ZWOLINSK(,J.A. Operating Reac- 
loraBranchS, Ip, 31258:360-31268-358, 
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Q, Inspectton rei^orts, IE Bulletins & correspondence 

6505130027 SuppI 1 to IE Inlo Notice 04-55, "Sea! Table Leaks at PWRs " Svo list end 
JORDAN, E.L Division of Emergency Preparedness & Enoineoring Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New York, Inc i07pp 31044 065- 
31044 171 

8506130038 SuppI 1 to IE Info Notice 05 020, "Motor-Operated Valve Failures Due to 
Hammenng Etieot " Svc list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New York. Inc 107pp 31044,172- 
31044 278, 

8505200590 IE Info Nollce 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co of New Yorfi, Inc 106pp 30837.258- 
30837 363 

8605200600 IE Info Notice 85-040, "Deficiencies in Equipment Quallticallon Testing & 
Certification Process." Svc list end 

JORDAN,E L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22, Consolidated Edison Co of New York, Inc 106pp 30840.166- 
3O840'271 

8606030606 Forwards inservlce Insp rept lor Steam Generators 2,3 & 4, performed 
during Apr/May 1084, 

KAY,JA, Yankee Atomic Electric Co. 85/05/22 MURLeY,T,E. Region 1, Ofllce of Di- 
rector 1p 30677-1 77-30677' 191 

-8506030510 Inservlce Insp rept for Steam Generators 2,3 & 4 performed during Apr/ 
May 1984 

BASINEAU.G., HENDERSON,T K , ST LAURENT, N N Yankee Atomic Electric Co 85/ 
05/23 14pp 30677-178 30677,191. 

6506040136 Responds to NRC 850322 Itr re violation notod In Insp R^t 50 029/85- 
01 Corrective actions. Insps will be redesignated as OA surveillances & QC Insp will be 
performed by QC group Procedure AP-0209 will bo revised 

HEIDER.L H Yankee Atomic Electric Co 05/05/22 MURLEY.TE. Region 1, Oifice of 
Director 4pp. 30702 276-30702.279, 

8505280181 IE Info Notice 85 042, "Looso Phosphor in Panasonic eOO Series Badge 
TLD Elements " Svo list end 

JORDAN,E L Division of Emergency Proparodnoss & Engineering Response (Post 
030103). 85/05/20 Consolidated Edison Co of Now York, Inc 120pp 30052-245- 
30862-363 

6506140407 Provides supplemental response to IE Quilelln 83-07 re apparenlly fraudu- 
lent products sold by Ray Miller, Inc.No evidence found that any sub] mail provided 
directly or Indirectly to util 

HEIDER,L H, Yankee Atomic Electric Co. 85/05/29 MURELY.T.E, Region 1, Office of 
Dirador 2pp 30898:1 46-30808' 147 

8505260167 IE Inlo Notice 06-043, "Radiography Events at Power Reactors " Svo list 
end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/05/30, Consolidated Edison Co, ol Now York, Ino. t20pp 30864:167- 
30864,287. 

8505260196 IE Info Notice 85-044, "Emergency Communication Sys Monthly Tost " Svc 
list end. 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Post 
830103), 65/05/30, Consolidated Edison Co, o( Now York, Inc, 121pp 30864 045- 
30864 166 


8506200118 Forwards Insp Rept 50 029/85-09 on 850506-10 No violation noted 
MARTIN, TT Region 1, OKice of Director 85/06/17 HEIDER.L H Yankee Atomic 
Electric Co Ip 31008117-31008 127 

-6506200 135 Insp RepI 50-029/85 09 on 850506-10 No noncompliance noted. Major 
areas inspected radialion protection program, status ol previously Identified 
Items .dosimetry .control of work & rouline radiological surveys 
JANG.J . DRAGOUN.T , SHANBAKY.M. Region 1, OINce of Director. 85/06/13 lOpp 
31008118-31008-127 

8508140240 IE Inlo Notice 85 047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves ” Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/18 Consolidated Edison Co of New York, Inc i34pp 31268157- 
31268 304 

8508140636 IE Info Notice 85-048, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/06/19 Consolidated Edison Co ol Now York, Inc 123pp 31376 064- 
31376183 

8SOS260041 Forwards Insp Rept SO 029/85-00 on 850513-16 No violallon notod 
MARTIN, TT Region 1, Ollico ol Director 05/06/21 HEIDer.L.H Yankee Atomic 
Electric Co 2pp 31257 061-31257-103 

-6506280049 Insp Rept 50 029/65-08 on 850513-16 No violation noted Major areas 
injected annual emergency exorcise portormed on 850516 
GORDON.CZ., HARPSTER.TL Region 1, Oltice ol Director 85/06/11 lipp 
31257 093 31257 103 


R. Periodic operating reports & related correspondence 

8506070287 Monthly operating rept (or Mar 1985 W/850402 Itr. 

WHIPPLE.S,, HEIDER.LH Yankee Atomic Electric Co 85/03/31 6pp 30801 002- 
30801 007 


S. Reportable occurrences, LERs & related correspondence 
8506070383 Forwards LER 64-01 1-02. 

ST LAURENT, NN, Yankee Atomic Electric Co 85/05/06 MURLEY.TE, Region 1. 
Ofllce ol Director. Ip. 30801,054-30801.057 

8506260006 LER es-OOI-OO.on 850513, While operating at 100% power, deficiency In 
LOCA analysis discovored during review per NRC roque8t.More restrictive control rod 
limit Implemented. W/050614 Itr. 

MAY.E.L, ST LAURENT, N.N. Yankee Atomlo Electric Co, 85/06/12 4pp 31229 264- 
31229 267 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


8, Reportable occurrences, LERs & related correspondence 

8606250003 Incident rept.on 85050B,co!ncldont failures of experimental facility & ettlu 
ent radiation monitor necessitated reactor shutdown & conlalnment bldg 
evacuation All pumps secured & levels of stack exhaust sys vorltlod normal, 
HENRY.L.Q, New York, State Unlv of. Buffalo, NY. 85/05/30, MCCABE, E C Region 
1, Oifice of Director 9pp, 31200.230 31200.230. 


6506070026 Forwards SALP Rept 60-029/85-90 for Sept 1983 • Jan 1985 
MURLEY,T,E. Region 1, Office of Director. 05/05/31, HEIDER.L.H. Yankee Atomic 
Electric Co. 2pp. 30761 ;262-30761:3 16 

-8506070066 Final SALP Rept 60 029/85 90 for Sept 1003 • Jan 1086 

• Region i. OINce of Director, 86/05/31, 49pp, 30761.264-30761:315. 

-6506070058 Ack receipt of Region 1 SALP Board repl tor Sept 1903 ■ Jan 1985 
HEIDER.L.H, Yankee Atomic Electric Co. 05/05/m MURLEY.T E. Region 1. Office of 
Director Ip 30761 '31 6-30761 -3 16 

6606100448 Forwards Insp Rept 50 029/85 07 on 850321-0426 & notice ol violation 
WEN2INGER.E.C. Region 1i Oltice of Director, 85/06/04 HEIDER.L H Yankee 
Atomic Electric Co, 2pp, 30794-21 0-3O704'236 

-8506100473 Notice ol violation from Insp on 850321-0426, 

• Region 1, Otilce of Director, 85/06/04 Ip, 3O7e4:221-3O704;221 

-6506100480 Insp Repl 50 029/85-07 on 850321-0426 Violation noted- failure to pro- 
vide adequate procedure tor conducting required survelliance of meteorological oqulp- 
menl, 

EICHENHOLZ.H , ELSASSER.T. Region 1, Office of Director 86/06/04. 14pp. 
30794:222-30794:235, 

6506060677 IE Info Notice 86-045, "Potential Seismic Interaction Involving Movable In- 
Core Fiux Mapping Sys Used In Weslinghouse Designed Plants," Svc list end 
JORDAN, E,L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06. (Consolidated Edison Co ol New Yorfe, Ino. i22pp. 30864 28B- 
30865 046, 


V. Operator Examinations 

6506270341 Confirms items discussed In Orlosky/Dudley 850522 telcon. Written & oral 
exams scheduled lor wk of 660902 Rot mail lor operator licensing exams listed on 
enci required by 850700 

MCCABE.EC Region 1, Ofllce ot Director. 85/06/05, RENNIE, D.W, Now York, Slate 
Unlv. of, Buffalo, NY. 4pp. 31262-292-31262-295 


DOCKET 50-89 GENERAL ATOMIC CO. 


F. Security, medical, emergency & (Ira protection plans 

6506110547 Forwards Safeguards Insp Repls 60 089/65-01.50 163/85-01 & 70-0734/ 
85-08 on 050521-24 & notice ot violatloaEncIs withheld (ret 10CFR2,790). 
MONTGOMERY, J.L, Region 6. Office ot Director 85/00/06, COLANDREA.T.R, GA 
Technologies, Inc./General Atomic Co 2pp. 30816.036-30816 040. 


0. Inspection reports, IE Bulletins & correspondence 

6506110547 Forwards Safeguards Insp Reels 50 089/85-01,50-163/86-01 & 70 0734/ 
66 08 on 850521-24 & notice of violation tncls withhold (ref 10CFH2 790), 
MONTGOMERY, J.L Region 6, Oltice of Director. 85/06/05. COLANDREA.T.R. GA 
Technologies, Ino, /General Atomlo Co 2pp. 30816:039-30818.040. 


6506060707 IE Info Notice 85-046, "Clarillcallon of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages." Svo list end, 
JORDAN, E.L. Division ot Emergency Preparedness & Engineering Response (Post 
830103), 86/06/10, Cionsolidated Edison Co, ol New York, Inc, t24pp. 31043-301- 
31044:064 


DOCKET 50-99 BABCOCK & WILCOX TEST REACTOR 
Q. Inspection reports, IE Bulletins & correspondence 


8506180330 Ack receipt of 850522 Itr Informing NRC ot steps taken to correct violations 
noted in Insp Repl 60-029/85 01, Corrective actions adequately address Insp con- 
cerns & will be examined during tulure Insp. 

EBNETER,S.D, Region 1, Office ot Oireotor, 06/06/13, HEIDER.L.H, Yankee Atomic 
Electric Co. 2pp. 30978; 130-30978.1 36 


8605260196 IE Info Notice 86 044, "Emergency Communication Sys Monthly Test," Svc 
list end. 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
830103), 85/06/30, Consolidated Edison Co, of New York, Inc. f21pp. 30664-045- 
30064:166. 
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DOCKET 50-123 UNJV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plajis 

B50B140570 Forwards Physical Securrty Irsp Bept 50-123/85-03 on 05052Q-30 & nolrce 
o( violation 

AKELSOM.WL Region 3, Otiics of Direclor 85/06/12 WARNER, D Missoirri. Univ 
of, Rolla, MO 2pp 309S8 353-30998 357 

-'8506140575 Notice of vrolalion (rom insp on B50528-30 
AKELSON.W L Region 3, Office of Direclor 85/06/12 Ip 309 9B 355 30996 355 

-8506146643 Physicat Security Insp RepI 50 123/65 03 on 850528 30 Violation 
noted on two occasions, reactor bldg unoccupied S required level of security nol 
maintained Proprietary details wit fibs Id (ret 10CFR2 790) 

PIRTLE.GL, DROUIN,B, CREED.JR Region 3, Office of OIroctof 85/06/12 2pp 
3099B353 30696 367 


Q. Inspecllon reporta, IE Bulletins & correapondsnce 

8B06140570 Forwards Physical Security Insp Rept 50-123/85 03 on 850528-30 & notice 
of violation 

AXEt.SON,W,t. Region 3, Office of Oiroctof 85/06/12 WARNER, 0 Missouri, Uriiv 
of. Rolla, MO 2pp 30998 353 30998 35? 

-0506140575 Nolica of violation from insp on 650528-30 
AXELSON.WL Regfon 3, Olfice of Director 85/06/12 Ip 30998 355-300B8 355 

-86DB140643 Physical Security Insp RepI 50-123/85 03 on 850528-30 Violalion 
noted on two occasions, reader bldg unoccupied & required level of security not 
maintained Propri alary details withheld (ref 10CFR2 790) 

PIRTLE.GL, DROUIN.B, CREED.JR Region 3, Oriico □( Oiroctor- 85/06/12 2pp 
30993 356 30998357 

8506210345 Forwards Mall Control & Accountability Insp Rept 50 123/85-04 on 
850 528 0603 & notice of violation Insp repl & nolfco of violation withheld (ref 
)0CFR2 790). 

AXELSON.WL Region 3, Office of Director 85/06/14 WARNER, D Missouri, Unv 
of, Rolla, MO 2pp 3 1031, 1 0-2 31031 103 


DOCKET 50-130 PATHFINDER ATOMIC PLANT 


P. Operatfng license stage document a & correspondence 

8596120254 Further rosponse to FOIA request for seven categories of documents ra 
waste & storage disposal In South Dalcota End documenls respond to Item 1 of 
requesi Search Si review of remaining documents sub] to request continuing 
FELTON, J M Division of Rules and Records 85/02/14 PAY.D Technical Informatian 
Project 2pp 30862 271-30883.107 

"0506120262 Provisional Licanse PPR-1 1 for Northern Stales Power Co to operate 
Pathfinder Atomic Power Plant in Sioux Falls.SD 

LOWENSTEIN.R Atomic Energy Commission 64/93/12 66pp 30882 275-30862 360 

-0506120269 Notice of Issuance of provisional License DPR-11 to Northern States 
Power Co to opera to Pathfinder Atomic Power Plant In Sioux Falls.SD. 
LOWENSTEIN.R Atomic Energy Commisafoh 64/03/12 3pp 30882 361-30882 363 

"0506120276 Informs of Change 1 to L Icons e DPR- 11, changing range of stack gas 
monitor from 5 to 4 decades & toolnoting third sentence of Section 4 2 1 2,Pago 4 
4, Id fndicalo that value may bo exceeded during pump start up w/roador a1 1 MWl 
LOWENSTEIN.R Atomic Energy Commission 6^03/12 HILL.H Northern Stales 
Power Co 3pp 308B3 001-30BB3 001 

"8506120283 Hazards analysis supporting Change 1 to License DPR-1 1, aulhorizing 
change to range of slack gas monitor from 5 decades to 4 decades 
BRYAN, R H Atomic Energy Commission 64/03/12, 2pp 30803 002-30883 003 

"8506120289 Forwards Amend 1, Change 2 lo License DPR-11, authorizing 
rocaipt.possesslon & uso of 224 g Pu encapsulated as two 1-CI & two 6 Cl Pu/Ba 
neutron sources 

DOAN,R L Atomic Energy Commission 64/07/24. HILL.H Nodhern Slates Power Co 
2pp. 30683004.30863 005, 


"8506120348 Forwards Amend 2, Change 4,authonzing receipt, possession & use of 
32,000 Cl antimony to be used In four antimony beryllium neutron sources FR notice 
& hazards analysis end 

DOAN.HL Atomic Energy Commission 65/03/04 HILL.H Northern States Power Co 
2pp 30883 018 30083 019 

-8506120350 Informs of Change 5 to License DPR-1 1. increasing max reactivity addition 
rate during R&D testing program 

DOAN.RL Atomic Energy Commission 65/05/27 HILL.H. Northern Slates Power Co 
1p 30883 020-30883 020 

"8506120391 Safety evaluation supporting Change 5 to License DPR-11. authorizing in 
crease of max reaclivity addilion rale during R&D testing program 
aOYD.RS Atomic Energy Commission 65/05/27 2pp 30883 021-30003 022 

"8506120393 Forwards Amend 3, Change 6, authorizing operation at steady- stato power 
levels up lo max ot 190 MWt Safety evaluation end 

DOAN.RL Atomic Energy Commission 65/12/02 HILL.H Northern Slates Power Co 
2pp 30863 023 30883 024 

-85061 20395 Amend 3, Change 6, authorizing operation at steady stato power tovols up 
to max of 190 MWt 

DOAN.RL Atomic Energy Commission 65/12/02 Ip 30883 025-30883 025, 

-8506120396 Safety evaluation supporting Amend 3, Change 6 lo License OPR it.au- 
Ihonzlng operation at steady slate power levels up to max of 190 MWt 
BOYD.RS Atomic Energy Commission 65/09/29 lOpp 30883 026-30803 035 

-8506120398 Informs Of Change 7 to License DPR-1 1, permitting continued operation ol 
reactor at power levels up lo 1 MWt w/con1alnment loak rate nol to exceed 0 2% per 
day at test pressure of 78 psig. 

DOAN.H L Atomic Energy Commission 65/12/20 MCELROY.D F Northern Stales 
Power Co 2pp 30863 036-30883 037 

-8506120399 Safely evaluation supporting Change 7 to License DPR-11, aulhonzing 
conllnued operation ol reactor at power lovols up lo 1 MWt w/contalnment leak rsto 
nol to exceed 0 2% per day at lost pressure of 78 psig. 

BOYD.R S Atomic Energy Commission. 65/12/20, 2pp 30009'030-30003 039 

-8506120401 Informs of Change 10 to License DPR-1 1, changing min sensitivity of Intw 
mediate range channels from 10(-9) amps/ 75 kW lo 6 X 10(-11) amps/200 kVY.due 
to problems achieving required sensitivity during low power operation 
DOAN.R L Atomic Energy Commission, 66/04/28 MCELROY.D F. Northern Stales 
Power Co 2pp 30883 040 30883 041 

-8508120402 Safely evaluation supporting Change 10 to License OPR 11. cliang.iM 
min sensitivity ol intermediate range channels from 10(-0) amps/75 kW to 5 X 10(1111 
amps/200 kW 

BOVD.R S Atomic Energy Commission 66/04/28 2pp 30003 042-30003.043 

-65<] 61 20403 Informs of Change B lo License DPR-11, allowing reactor starlup w/ni.a 
startup channel neutron count rale of 1/3 counts per second under certain condilions 
BOYD.RS, Atomic Energy Commission 66/04/29 MCELROY.D, F Northern Stales 
Power Co 3pp, 30B03 044-30083 046 

-8S06 120406 Safety ovaluallon supporting Channel 0 to License DPR-11, allowing rcac 
tor startup w/min startup channel neutron count rato of f/3 counts per aocona under 
oertain conditions 

BOYD.R S Atomic Energy Commission 60/04/20. 4pp 30863 047-30003 050 

••8606120407 Informs of Change 1 1 to License DPB-11, permitting reactor cooling relcJ 
In excess ol 200 F/hr during fnillal reactor tests when reactor suporhealor drained 
DOAN.R L, Atomic Energy Commission 66/05/10 MCELROY.D F. Nortliorn Slatis 
Power Co 3pp, 30883 051-30883.053 

"8606120410 Informs of Change 9 to License DPR-11, allowing fncroaso In romp rcac 
livity addition rales under certain operating condition3,changlng shutdown margin veil 
flea non procedures & permitting other minor mods to reactor facility. 

DOAN.RL Atomic Energy Commission, 66/06/11, MCELROY.D F Northern Status 
Power Co 4pp 30883 054 30863 057 

"8608120411 Safety evaluation supporting Change 0 to Liconso DPR-ll, allowing m 
crease In ramp reactivity addition rates under certain operating condilions & changing 
shutdown margin verification procedures. 

Pr^Vn O Q PnAFnw /lr\mm]Qol/in fiA/nn/ii Ann 
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-8506120454 Informs of Change 16 to License DPR-11, authorizing removal of fuel from 
reactor & placement In fuel storage pool & postponement of next Class A contain 
ment leak rale test until Just prior to fuel reloading 

MORRIS, PA Atomic Energy Commission 66/08/12 MAYER, LO Northern Stales 
Power Co Ip 30803 060-30883 060 

"6506120460 Informs of Change 17 to License DPR-1l,au1hori2ing inslallalion of fossil- 
fueled boilers to supply steam to turbine & removal of off-gas holdup tanks from plant 
& storages on present site 

MORRIS,PA Atomic Energy Commission 68/10/02 MAYER,LO Northern States 
Power Co, 2pp 30883 081-30083 002 

-8506120465 Informs of Change 17 to License DPR-11, cutting & rerouting main steam 
line & feedwater l(ne,isolating feedwater heater, replacing another feedwater heater 
w/deaeraling healer & Installing new feedwater line 

MORRIS, PA Atomic Energy Commission 68/12/17 MAYER, LO Northern Stales 
Power Co 2pp. 30883.063-30683 084 

-6506120469 Forwards Amend 4 to License OPR-11, amending license In entirety 
MORRIS,PA Atomic Energy Commission 69/05/14 MAYER,LO. Northern Stales 
Power Co 2pp. 30603,085-30883 086 

■•6506120473 Amend 4 to License DPR-11,amonding license In entirely 
MORRIS.PA Atomic Energy Commission 69/05/14 6pp 30863 087-30883 091 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


Q. Ad|udlcatory correspondence 

8506120168 Responds to FOIA request, as modiliod in 850115 tolcon,for documents re 
util handling of nuclear fuel, spent fuel rods & nuclear luel rod storage tanks Fonvards 
Apps A & B documents 

fKT 0N,JM Division qI Rules and Records 05/02/14 SHAPLEN.P ABC, Inc /ABC 
News. 5pp 30885 199 30885 21 1 

••8506120176 Forwards (irst quarterly status repl ro plant oporatlonal status & util 
activities, per 820216 order 

CRANE.PA Pacific Gas & Electric Co 82/03/31 UZO.RM, SCHINK,DR, 

LINENBERGER.Q Atomic Safety and Licensing Board Panel 2pp 30805 214- 
30885 215 

”8508120182 *’PQ & E, Humboldt Bay Power Plant, Unit 3, Quarterly Status Ropt," for 
period ending 820401 

• Pacific Gas & Electric Co 82/04/01 3pp 30005 216 30085 210 

"BS0612010S Forwards second quarterly status rapt ro plant operational status & util 
activities, por 820216 order 

LOCKE,RF PacIlic Gas & Electric Co 82/07/01 LAZO,R M., SCHINK,DR, 

LINENBERQER.G Atomic Safety and Licensing Board Panel 12pp 30085 210- 
306B5’230, 

“8606120197 Submits hondwrillon info for uso In Roglon V rosponse to ASLB 811020 
order Item 6 Insp program discussed Util expocloa to maintain radiation proloclion 
plan appropriate to worx activity within rosirlolod area 

YUHAS,G. NRC • No Dolaltod AKilialion Qivon 81/11/02 WILLS rT,D NRC - No De- 
tailed Alfillatlon Given 2pp 30866' 231 -30885 232. 


H, General correspondence 

8506060464 Requests DES ro decommissioning of facility Public honrlng should bo hold 
alter DES completed & before FES (Inlshod 

WELLfSH.P. Aflillation Not Assigned 05/05/20 ERICKSON.P, NRC • No Dotailod Af- 
Hiatton Given 2pp 30732 069 30732 070 

0506200000 Responds to 650223 Itr expressing concerns ro docommissloning ol 
plant Decision to decommission will bo predicated on ulll taking adequate stops to 
protect public & environ DES expected by 050731 & FES by 851 031 
ZWOLINSKI,JA Operating Reactors Branch 5 65/06/10 GENELLY.RE Affiliation 
Not Assigned. 3pp 31043,145 31043'147 

6506200199 Responds to 050225 concerns ro decommissioning of plant Decision to 
decommission will be predicated on util faking adoquato steps to protect public & 
environ DES expected by 850731 & FES by 651031 

ZWOLINSKLJ A Operating Reactors Branch 5 85/06/10, LONGBEN.C, Allitiatlon Not 
Assigned 3pp 31043 296-31043 298. 

8506200208 Responds to 050206 concerns ro docommissloning ol plant Decision to 
decommission will be predicated on util taking adequate stops to protect public & 
environ. DES expected by 650731 & FES by 851031. 

ZWOLINSKI.JA Operating Reactors Branch 5 05/06/10 HAYDEN, K.A Allillation 
Not Assigned, 3pp, 31043 291-31043;203 

8506200214 Responds to 850126 concerns re decommissioning ol plant. Decision to 
decommission will be predicated on ulll taking adequate stops to protect public & 
environ DES expoctod by 850731 & FES by 051031 

ZWOLINSKI.JA Operating Roaclors Branch 5, 05/06/10 fllVER,J Affiliation Not As- 
signed, 3pp 31O43'286-3fO43.280 

8508200219 Responds to concerns ro decommissioning ol plant Decision to decommis- 
sion will be predicated on util taking adequate steps to protect public & environ DES 
expected by 860731 & FES by 850131, 

ZWOLINSKU A Operating Reactors Branch 5, 05/06/10 ANDERSON,S,M Affiliation 
Not Assigned 3pp 31043 283-31 043'285 

8506200228 Responds to 841216 concerns ro decommissioning of plant. Decision to 
decommission will be predicated on util taking adequate steps to protect public & 
environ.DES expected by 850731 & FES by 851031, 

ZWOLINSKI,J.A, Operating Reactors Branch 6, 85/06/10 PETERSON, W.V Allillation 
Not Assigned, 3pp. 31O43'20O.31O43 202, 

6506200232 Responds to 041207 concerns re decommissioning ol plant. Decision to 
decommmission will bo predicated on ulil taking adequate stops to protect public & 
environ DES expected by 050731 & FES by 851031 

ZWOLINSKI,J.A. Operating Reactors Branch 6 85/06/10. DUNE,J Allillation Not As- 
signed. 3pp, 31 043:277-3 1043-279. 


8506200244 Responds to 041205 Itr expressing concerns re decommissioning of 
plant Decision to decommission will be predicated on util taking adequate steps to 
protect public & environ DES expected by 850731 & FES by 051031 
ZWOLINSKLJ A Operating Reactors Branch 5 85/06/10 HAGLER.A L Environmen- 
tal Proloclion Inlormation Center, Inc 3pp 31043 264-31043 266 

8506200334 Advises that all Info re decommissioning of lacility, Including comments 
from citizens.considered by NRC before decisions made Correspondence available In 
Humboldt County Library FES aniicipated by 051031 

ZWOLINSKI.JA Operating Reactors Branch 5 85/06/10 LONGWATER.L Affiliation 
Not Assigned 3pp 31041 327-31041'329 

8506210374 Responds to 850223 concerns re decommissioning of facility. Decision to 
decommission will be predicated on util taking adequate steps to protect public & 
environ DES expected by 850731 & FES by 851031 

ZWOLINSKLJ A Ooeraling Reactors Branch 5 05/06/10 LANE, A Affilialion Not As- 
signed 3pp 31048 151-31040 153 

8506240139 Ack recelpl of 841210 comments on decommissioning of facility All info in- 
cluding comments from concerned citizens will be evaluated beloro NRC makes 
decision PES anticipated by 651031 

ZWOLINSKI.JA Operating Reactors Branch 5 85/06/10 WELLISH.P Affiliation Not 
Assigned 3pp. 31156361-31156.363 

8606260536 Responds to 841215 request lor DES ro decommissioning ol 
plant Extensive evaluation of all pertinent info will be made prior to NRC 
decision Target date for DES completion Is 850731 

ZWOLINSKI.JA Operating Reactors Branch 5 85/06/17 SARNA.J E Affiliation Not 
Assigned. 3pp. 31223 248-31223 250 

8506260540 Responds to request for DES ro plant docommissloning Target date for 
DES completion Is 050731 DES will be sent for Info & comments upon completion 
ZWOLINSKI.JA Operating Reactors Branch 5 05/06/17 CAVANAUGH, G Affiliation 
Not Assigned 4pp 31223.236 31223 241 

8506260540 Responds to 050415 request for DES ro plant decommlssloring Extensive 
evaluation of all perfinonl info will bo made prior to NRC decision Target date for DES 
completion is 850731 

ZWOLINSKLJ A Operating Reactors Branch 6 85/06/17 SAVAGE.J A Affiliation Not 
Assigned 3pp 31224 038-31224 040 

8506260670 Responds to 850125 request for DES ro decommissioning of 

planI.ExtensIvo evaluation of all pertinent Info will bo taken prior to NRC decision ro 
decommissioning Target dale for DES completion Is 850731 
ZWOLINSKI.JA. Opornling Roaclors Branch 5 05/06/17 BRISTOW, RS Afliliation 
Not Assigned 3pp 31239 318-31239 320 

0506280604 Responds to 850617 request lor DES re decommissioning of 

plant Extensive evaluation of ail pertinent Info will be taken prior to NRC decision ro 
decommissioning Target dato lor DES complellon Is 050731 
ZWOLINSKI.JA Operating Reactors Branch 5 06/06/17 INFUSINO.T Affilialion Not 
Assigned 2pp 31227 360 31227.362. 

8606260690 Responds to 65021 1 request for OES re docommissloning of 

plant Extensive evaluation of all porllnenl Info will be taken prior to NRC docision re 
docommissloning Target dato for DES completion is 050731 
ZWOLINSKLJ. A Oporating Reactors Branch 5 85/06/17 KREEL.C AKilialion Not 
Assigned 3pp 31227 357-31227 359 

8606260069 Ack rocoipt of 041210 Hr to P Erickson ro decommissioning ol 
facillly Transcript of 841204 environ scoping meeting provided, Draft EIS will bo provid 
ed when avallable.Procoss & status ol onviron review discussed 
ZWOLINSKLJ A Operating Reactors Branch 5. 05/05/10 ARCHIBALD, A Redwood 
Alliance 3pp 31224,045 31224 047 

8S00260S78 Ack receipt ol 850110 Itr expressing concern ro proposed long-term stor- 
age ol radioactive fuel rods at plant Extensive evaluation of pertinent info re decom 
missioning will bo undertaken boforo NRC decision made 

ZWOLINSKLJ A Oporating Reactors Branch 5 05/06/19 LUSTEH.T AllillBlion Not 
Assigned 3pp 31224 014-31224,016 

B60S260680 Advises that DES on decommissioning ol plant will bo sent upon 
availability, per 841210 request Process & status of review of decommissioning 
discussed Complollon of FES anticipated by 051031 

ZWOLINSKLJ. A. Operating Reactors Branch 5 85/06/19 CHAPLICK.J.M Affiliation 
Not Assigned 3pp 31239 300-31239 310, 

8506260702 Responds to 650125,0405 & 0500 requosls for DES for facility Complellon 
ol DES & FES targeted for 0507031 & 1031,respoclivelyOES will be forwarded whan 
available 

ZWOLINSKLJ A, Operating Reactors Branch 5 05/06/19 WILSON.M.T Affiliation Not 
Assigned 3pp. 31227 320 31227331 

8608260714 Responds to 641229 request for DES ro decommissioning of 
facility Document will be forwarded when available Completion of DES & FES target- 
ed tor 050731 & 1031, rospectivoiy 

ZWOLINSKLJ.A Oporating Reactors Branch 5, 85/06/10. KUMMER.D.M Affilialion 
Nol Assigned 3pp 31227.308-31227 310 


P. Operating license stage documents & correspondence 


8506120168 Responds to FOIA requesLas modified in 650115 telcon,for documents re 
util handling of nucloar (ueLspent fuel rods & nuclear luel rod storage lanks Forwards 
Apps A & B documents 

FELTON, J M Division ol Rules and Records 05/02/14 SHAPLEN.P. ABC, Inc /ABC 
News. 6pp 30885 199-30067 065 

-8112020790 Nolllles that as long as facility Is In cold shutdown, plant is In compliance 
w/regulallons on keeping releases ALARA 

WILL1S,C.A. Matoororogy & Effluent Treatment Branch 81/11/16 ROONEY.VL Op- 
erating Reactors Branch 2 Ip 30685 212-30885 212 
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-S506 120173 Discusses tilil 831006 request to deviate from 10CFR71,97 re advance 
notice of shipment of nuclear waste tor proposed B310t0 shipment Re Irxatlon not 
warranted Intent to deviate discouraged unless more valid argument presented 
YU HAS, G P. Region 5, Office of Director 63/10/06 MARTIN, J B Region 5, Oltice ol 
Director Ip 30885 213-30885 213 

'-B508120205 Summary of 840911 meeting w/utit re facility decommissioning plan & 
HRC schedute lor preparation of EIS ACRS commer>ts, biota monitoring, soil 
contamination, groundwater monitoring & fuel pellet unloading discussed 
SHERMAN,C Region 5, Office ol Director 64/09/24 Region 5. Oltice o( Director 
3pp 30835 233 30685 235 

-B50S12021B Forwards comments re Tech Specs lor possession only llconse Oppohu 
nlty lor further commenl prior to issuance ot license & Tech Specs requested Related 
documenisenci 

WENSLAWSKLF A Region 5, Office of Director 84/12/31 ZWOLINSKI.J A Operat- 
ing Reactors Branch S. 78pp 30886 052-30887 065 

8506170077 Responds to FOIA request for records ra FIN B 0489. "Containment Leak 
Rale Testing Program” 8 Ouadrex Corp/NRC contracts Forwards documents re TIN 
G 0489 Documents also available in FDR No documents re Ouadrex sub) to request 
FELTON, JM Division ol Rules and Records FIN B-0489 65/03/25 

REVTBLATT,ZV Warren Wilson College, Swan nano a, NC. 7pp 30987.036- 
30987,076 

-8506170281 "Conlalnmenl Leak Rate Testing tnvestlgalions," monthly progress repi 
fofNav19B2 

OOUSAN,J R. Oak Ridge National Laboratory, FIN B-0489. 82/12/07 ARNDT, Q Me 
chan ioal/Slru dural Engineering Sranch, 3pp 30987 115 30987 1 17. 


0. Inapecllon reporla, IE Bulletins & correspondence 

BS0612O15B Responds to FOIA request, as modified In 850115 telcon.for documents re 
util handling ol nuclear fuel, spent fuel rods 8 nuclear fuel rod storage tanks Forwards 
Apps A 8 B documonts 

F ELTON, J M. Division ol Rules and Records 65/02/14 SHAPLEN,P. ABC, Inc /ABC 
News 5pp. 30885.196-30887.085 

-8508120167 Proposes Inlerrm Insp program tor facility until conversion to possession 
only license List of program procedures end 

SHERMAN.C I Region 6, Olttco of Director 84/02/29. WENSLAWSKI.F A, Region 6, 
Office of Director 8pp 30665 2O4-S0085'21 1 

-8598120167 Submits handwritten Into for use In Region V response to ASLB 911020 
order Item 6 Insp program discussed. Util expected to malntalrt radiation protection 
elan appropriate to work activity within restricted area 

YUHAS.G NRC - No Dotallod Atrillalion Given 81/11/02 WILLETT, D, NRC - No De- 
tailed Affiliation Qlvsn 2pp. 30865,231-30085 232 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list end 
JORDAN, E.L. Division ol Emergency Proparetlnoss 8 Engineering Response (Post 
630103) 05/05/14, Consolidated Edison Co of New VorR, Inc 107pp 31044 065- 
31044:171. 

0505130038 SuppI 1 to IE Info Notlco 85 020, "Motor-Operated Valve Failures Due to 
Hammering El fact " Svo list and. 

JORDAN.EL Division of Emergency Preparodnoas & Engtneartng Response (Post 
630103) 05/05/14 Consolidated Edison Co, of New York, Ino (07pp, 31044 172- 
31044,276. 

B50S2005BO IE Into Notice 85-039, "Auditability of Eloctncal Equipment Qualification 
Records at Licensees Facilities." Svc list end 

JORDAN, E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103) 85/05/22. Consolldalod Edison Co of New York, tnc. I08pp, 30837:258- 
30837,363. 

6505200600 IE Info No lice 85 >040, ‘’Dallcloncles In Equip me nl Qualllicatlon Testing & 
Cerllllcatton Process " Svc list onci 

JORDAN, E.L Division ot Emergency Preparedness & Englneenng Resporhse (Post 
830103} 65/05/22, Consolidated Edison Co. of New YorR, Inc 106pp. 30a4e'l86- 
30848' 271. 

8505260161 IE Info Notice 65-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements ” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
B30103), 85/05/29. Consolidated Edison Co. of New York, Inc. f20pp, 30a5a'245- 
30852:363 

8506260187 IE Inie Notice 85-043. "Radiography Events at Power Reactors" Svc list 
end 

JORDAN, EL. Division of Emergency Preparedness 8. Engtneerlno Response {Post 
830103). 85/05/30 Consolidated Edison Co. of New York. Inc f20pp. 30864:167- 
30864:287. 

B5052B0195 IE Inlo Notice 85 044, "Emergency Communication Sys Monthly Test " Svc 
list and. 

JORDAN, E.L Division ol Emargenoy Preparedness & Engineaiing Response (Post 
830103). 05/06/30 Consolidated Edison Co. of New York, Inc I21pp. 30864.045- 
30864:166 

6506060677 IE Inlo Nolice 85 045, "Potential Seismic Interaction Involving Movable In 
Coie Flux Mapping Sys Used In Weslinghouse Designed Plants " Svc list end 
JORO/iN,E.L. DwTsion of Emergency Preparedness & Engineefing Response (Post 
830103), 85/08/06 Consolidated Edison Co of New YoiR, inc 122pp 30864:268- 
30865 048, 

6506060707 IE Into Notice 85 046, ‘’Clarification ol Several Aspects of Removable Ra- 
dioactive Surface Contamination Lfmlls for Transport Padtages." Svc fist end 
JORDAN.EL. Division of Emargancy Preparedness & Engineering Response (Post 
830103) 85/06/10. Consolidated Edison Co. of New York. Ino t24pp. 31043.301- 
31044.064. 

6506140240 IE Info NoUce 65-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 66/06/16. Consolidated Edison Co of Mew Yorf, Inc i34pp 31268-167- 
31268-304 


8S9S140036 IE Into Notice 65 048, "Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders " Svo list end 

JORDAN, E L Division Of Emergency Preparedness & Engineering Response (Post 
030103). 85/06/19 Consolidated Edison Co ol New York, Inc I23pp 31376 064- 
31376 183 


R. Periodic operating reports & related correspondence 


6506120168 Responds to FOIA request, as modilied In 850115 telcon.for documents re 
util handling of nuclear fuel, spent fuel rods & nuclear fuel rod storage tanks Forwards 
Apps A & B documents 

FELTON, JM Division Of Rules and Records 85/02/14 SHAPLEN.P ABC, Inc /ABC 
News 5pp 30885 199 30885211 

"6506120176 Forwards first quarterly status repl re plant operational status & util 
activities, per 820216 order 

CRANE, PA Pacific Gas & Eleotric Co 02/03/31. LAZO.R M . SCHINK,DR. 
LINENBERGER.Q Atomic Safety and Licensing Board Panel 2pp 30805 214 
30885 215 

•-8506120182 "PG & E, Humboldt Bay Power Plant, Unit 3, Quarterly Status Rept," (or 
period ending 820401 

* Pacific Gas & Electric Co, 82/04/01 3pp 30886 216-30885 216 

"6506 120185 Forwards second quarterly status repl re plant operational status & util 
Bctivitles.per 820216 order 

LOCKE,RF, Pacific Gas & Eleotric Co 82/07/01 LAZO.R M , SCHINK.OR. 
LINENBERGER.Q Atomic Safety and Licensing Board Pane), I 2 pp 30886 210- 
30685 230 

6506070253 Monthly operating rept lor Mar 1985W/850300 Itr 
KWOK.CC, WEEKS, ED Pacific Gas & Electric Co 85/03/31 5pp 30800 172- 
30800 170 


S. Reportable occurrences, LERs & related Correspondence 

6506240001 LER 85 003-00 on 85051 4,while decontamlnaling unirradiated fuel 
assemblies, mo re than one fuel assembly present within dismanlloment/doconlamina- 
tion work area Caused by lack ot attention to Tech Spec requlrement8.W/B50613 itr 
CHAFFEE.RS, SHIFFER.J D Pacific Gas & Elocirlo Co 85/06/13 3pp 31204'154- 
31204 156 


T. Hearing transcripts on non-anlltrust matters 

6506120156 Responds to FOtA requesl.as modified In 850116 telcon.for documents ro 
ulll handling of nuclear fueLspont fuel rods & nuclear fuel rod storago tanks Forwards 
Apps A & 5 documents. 

FELTON.JM Division ol Rules and Records 85/02/14 SHAPLEN.P. ABC, Inc /ABC 
News 5pp. 30885199-30885 211, 

-8506120212 Transcript of ACRS Subcommittees on Humboldt Bay PrQ|Gcl & Reactor 
Radiological Effects 840910 meeting in Eureka, CA re review ol ulll decommlssionlna 
plan.Pp 1-144, 

* ACRS - Advisory Committee on Reactor Safeguards 84/00/10 I76pp. 30805,236- 
30886 051 


X, Onsite Storage of Low Level Waste 

8506110186 Fonvards tee tor 850426 application to dispose of low level radwasto 
SHIPPER, J.D Pacific Gas & Electric Co 05/06/05. OENTON.H R , DIQQS.R M, Olllco 
Of Nuclear Reactor Regulation, Director, Ip 30807:011-30807 011, 


DOCKET 50-142 UCLA TRAINING REACTOR 


R, Periodic opersling reports & related correspondence 

8506270291 “Annual Rept 1984,Nuclear Energy Lab " w/850620 Hr 
WEQST.WF California, Univ. of, Los Angeles, CA. 64/12/31. 6pp. 312S2.166- 


DOCKET 60-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


aawiopvxr ack fsceipi oi 850418 & 0506 lira Informing NRC of stops taken to corfoct 
60-151/85 01 Deviations contained In 10CFfl2,App C 

Old oZOjCq 


NORELIUS.CE Region 3, Office of Director. 85/06/10. BECK,Q,P, Illinois, Univ. of, 
Urbana, IL 2pp.30978.13e-3097e'139. 


-8506180335 Responds to lelcon ro violation noted in safety Insp on 850226-28 Correc- 
irve actions, (^mm td conlaoled for (mnnedlale delivery o^ conllnuous air 
monitors Portabte air partlcutale monitor used In Inleflm, 

8ECK,G P, lllmois, Univ of, Urbana, IL 85/05/06. RIDGEWAY, K. Region 3. Office of 
Director. Ip 30978, 138-30978' 139, 


DOCKET 60-165 BIG ROCK POINT NUCLEAR PLANT 


F, Security, medical, emergency & fire protection plane 


a5Q0D709U4 Big Rock Point Manual, vol 9,Site Emergency Plan." 
Consumers Power Co 85/02/28, 260pp. 3O76O'330.36751 :230. 
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8503280028 Discusses review of changes to planned location of allernato shutdown sys 
described In 850124 ItrLocatlno equipment In now alternate shutdown bldg 
^proved Evaluation ongolng^of SEp open items re design criteria 
ZWOLINSKI.J.A Operating Reactors Branch 5 85/03/26 VANDEWALLE.D J Con- 
sumers Power Co 3pp 29552 333-20552 335 

8506040478 Advises of addi delay In conipleflon of Integrated plan Issue 5 re OCRDR 
due to personnel changes Revised DCRDR program scnodule end 
KUEMIN,J L Consumers Power Co 85/05/31 Office of Nuclear Reactor Regulation, 
Director 6pp 30697 265 30697.270 

8506140431 Forwards Insp Repl 50 165/85-04 on 050520-23.No noncompliance 
noted Discussion of exercise weaknesses also end 

PAPERIELLO.C J. Region 3, Olfico of Director 85/06/11. DEWITT.RB Consumers 
Power Co 3pp 30898.301-30888.310 

-8506140441 Insp Repl 60-155/85 04 on 850520-23 No nonconwiiance or deviation 
noted Mafor areas Inspected emergency preparedness exercise One weakness re li 
censee failure to demonstrate capability to assess olfslto radiological conditions 
noted. 

BROWN, G., SNELL, W., SMITH.M. Region 3, Otfico of Director. 85/06/11 7pp 
3089B304-3089D310 

8506190138 Provides results of evaluation of stack gas monitor, per 850315 
commitment Location of stack gas monitors no obstacle to operator performance 
during emergency condltions.Minor human engineering discrepancies will be assessed 
& resolved 

KLIEMlN,J.L Consumers Power Co 85/06/13 Office of Nuclear Reactor Regulation, 
Director. 6pp 30995 051 -30095 056 

8606260363 Notifies that Human Factors Engineering Branch staff plans In-progress 
audit for DCRDR on 650016-19 to clarity portions of review process & to confirm 
review being conducted appropriately per 850531 Ur 

ZWOLINSKr.J.A. Operating Reactors Branch 5 85/08/19 VANDEWALLE.D J Con- 
sumers Power Co Bpp. 31 198 046-31 198.063 


P. Operating llcenae stage documents & correspondence 

8506030390 Partial response to FOIA request for throe categories of documents to bo 
made available at PDR re NSHCs App A documents one! & placed In PDR Search 
continuing. 

FELTON, J.M Division of Rules and Records. 04/11/06 ADATO.M Union of Con- 
cerned Scientists 4pp. 30720.001-30720 005. 

-8606040423 Notice of consideration of issuance of amend to License DPR-6 & pro- 
posed NSHC determination & opportunity for hearing ro 811216 request to Incorporoto 
operating requirements lor stacx gas monitoring sys into Tech Specs. 
CRUTCHFIELo.D. Operating Reactors Branch 6 84/02/22. 24pp 30722'240- 
30722.282 

6606130046 Partial response to FOIA request lor all documents ro NRG procedures for 
detection & control of alcohol & Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or lacilllles.Forwards App A documents 

FELTON, JM. Division ol Rules and Records 85/01/28. HEATH.SJ. Washington 
Legal Foundation, espp, 30937.047-30037:157. 

-8608140153 Discussion w/CPC on 821105 ro policies on use of possession ol drugs 
on alcohol 

GIBSON, J. Office of Nuclear Reactor Regulation, Director. JORQENSEN.B., 
MILLER. J.H. NRC - No Detailed Affiliation Given. 82/11/05 3pp. 30938:302- 
30938.305 

8606170077 Responds to FOIA roquast for records ro FIN B-0488, ‘’Contalnmenl Leak 
Rale Testing Program” & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0489 Documents also available In POR.No documents re Quadrex subi to request 
FELTON. J.M Division of Rules and Records. FIN B-04B9. 86/03/25. 

REYTBLATr,Z.V. Warren Wilsot^ College, Swannanoa. NO. 7pp. 30987:036- 
3O0B7-O76. 

“8608170281 "Containment Leak Rate Testing Investigations," monthly progress rapt 
tor Nov 1982 

OOUQAN.J.fl. Oak Ridge National Laboratory. FIN B 0489 82/12/07. ARNDT.G. Me- 
chanlcal/SIruoloral Engineering Branch. 3pp. 30087:115 30987:117, 

8506040413 Informs that new schedules being developed for completion of Integrated 
Plan Issues 14,90 & 51 re seismic design considerations & classification of 
structures, sys & components due to other project commitments. 

KUEMIN.J.L. Consumers Power Co. 86/05/31 Office of Nuclear Reactor Regulation, 
Director. 2pp. 30899,080-30699.081 

8506110397 Submits correction to 860131 & 0201 Tech Spec change requests to Li- 
censes DPR-6 & DPR-20, revising offsite organization charts duo to title changes Irr 
Figure 6.2-1. Corrected Tech Spec Page 110 to License DPR-e end 
VANDEWALLE.D J. Consumers Power Co. 86/06/07. Office ol Nuclear Reactor Regu- 
lation. Director. 1p. 30817:177-30817:179. 

-8506110401 Proposed correollun to Tech Spec Page llO.addlng Section 6.6.2, 2,inad- 
vertently omitted from 850130 change request. 

• Consumers Power Co. 85/06/07. 2pp. 30817:178-30817:179. 

8606130211 Application for amend to License DPR-6, Incorporating reoulremonl to 
adhere to end “Plan for Big Rock Point Integrated Assessment." Fee paid, 
VANDEWALLE.D.J, Consumers Power Co. 86/06/07. Office of Nuclear Reactor Regu- 
lation, Dlreeiof, 70pp, 30869:131-30869:200. 

8506170183 Forwards Amend 74 to License OPH-6 & safety evaluation.Amend modifies 
V: ■ S.o: , '• ' ;i<> ii'oji'rd .tir:'* * i ‘ on , ‘ w ,in Ine Isolation valve In list of 

.-'2 . !• t.ih 'O'li't. •iiTira I. I > V ••■‘■•it 

ZA';. t.'-r.JA Ci-rv!' i,; Pna'i'.M '> 1,1 ‘ '• VANDEWALLE,D.J. Con- 

*1 *o«»i ■ C * /"ip o.**' C‘ 1 't j‘ *■" I* '' 

-8508170185 Amend 74 to License DPR-e, modifying Tech Specs to include modified 
reactor end treated wests line Isolation valve In list of local leak rate tested automatic 
containment isolation Valves. 

ZWOUNSKI,J.A Operating Reactors Branch S. 85/06/Q7. 4pp. 30958:178-30966.181, 


•‘8506170190 Safety evaluation supporting Amend 74 to License DPR 6 

* Office of Nuclear Reactor Regulation. Director 05/06/07 2pp 30966182- 
30956 1B3 

6506130340 Forwards Amend 75 to LIcerrse DPR 6 & safety evaluation. Amend Incorpo- 
rates description ot & operating requirements tor now stack gas monitoring sys 
ZWOLINSKI.JA Operating Reactors Branch 5 85/06/10. VANDEWALLE.D J Con 
sumera Power Co 2pp 30959 023-30859 032 

-8506130344 Amend 75 to License DPR 6,lncorporating description ol & operating re- 
quirements for new stack gas monitoring sys 

ZWOLINSKI.JA Operating Reactors Branch 5 85/06/10 6pp 30859 025-30859 030 

-8506130349 Safety evaluation supporting Amend 75 to License DPR 6 

* Office of Nuclear Reactor Regulation, Director 85/06/10 2pp 30859 031- 
30050 032 


8506140354 Discusses proposal to delete Tech Spec operability requirement for in core 
detectors Approach acceptable, per NUREG 0828, Section 5 3 13,provided that oper- 
ability requirements for Ilux wire sys Included. 

ZWOLINSKI.JA Operating Reactors Branch 6. 85/06/12 VANDEWALLE.D J Con 
sumers Power Co 2pp 30893 329 30893 330 

8506140500 Forwards SER re util 850116 proposed resolution of Integrated Plant 
Safely Assessment Repl (NUREQ 0028) Section 4 10 1 on organic malls Coalings 
adequately qualified Proposed insp program acceptable Issue resolved 
ZWOLINSKI.JA Operating Reactors Branch 5 85/06/13 VANDEWALLE.D J Con- 
sumers Power Co app 30897127-30697.131 

-8606140601 SER re integraiod Plar^l Safely Assessment Rept (NUREG-0828) Section 
4 19.1 on organic malls Environ qualiHcatlon ol coatings & visual insp program accept- 
able 

‘ NRC ■ No Detailed Alllliation Given 85/06/13. 2pp 30897-130-30897 131 

6606180024 Informs that Issue 14, SEP Topic 111-6, "Seismic Design Considerations" will 
be completed by Oct 1995 & Issue 00, SEP Topic lir-t, "Classiliealion of 
Struciures.Sys & Components" will be completed by Aor 1908 
KUEMIN.J L Consumers Power Co 85/06/14. Ofiico ot Nuclear Reactor Regulation, 
Director. Ip. 30976 210 30975 210. 

8606260144 Forwards response to Generic Llr 65.07 ro implemontatiort ol Intogratod 
llvliig schedute (ILS) ILS developed for Big Rock Point Proposed amend to License 
DPH'6, Incorporating ILS, currently Under NRC review 

BORDINE.T C Consumers Power Co 05/06/21, Ofiico of Nuclear Reactor Regula- 
tion, Director 6pp 31100 078 31100.063 


Q. Inspection reports, IE Bulletins & correspondence 


8S05130027 SuppI 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list one! 
JORDAN.EL Division of Emorgoncy Preparedness & Engineering Response (Post 
B30103) 85/05/14. Consolidated Edison Co of Now York, Inc I07pp 31044-065- 
31044-171. 

6505130036 SuppI 1 to IE Info Notice 05-020, ‘‘Motor-Operated Valve Failures Due to 
Hammering Erfoct " Svo list end. 

JORDAN.EL. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co ol New York, Inc. i07pp 31044.172- 
31044.276 

8505200590 IE Info Notice 85 030, “Auditability ol Etectdcol Equipment QualiHcatlon 
Records at Licensees FacHtffes “ Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
030103), 65/05/22. Consolidated Edlsorr {^. of Now York, Inc. f06pp. 30837.250- 
30837-363. 

8506200600 IE Info Notice 85 040, “Dalfcioncles In Equipment Qualification Testing & 
Certification Process " Sve list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co Of New York, Inc. i06pp 30848-168- 
30848-271 

8505260181 IE Info Notice 85-042, “Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements." Svo list end. 

J0RDAN,EL. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29. Consolidated Edison Co. of New York, Inc. i20pp. 30862-246- 
30852.363. 

85062BQ1B7 IE Info Notice 85 043, “Radiography Events at Power Reactors " Sve list 
end 

JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co. of New York, Inc. i20pp. 30884:167- 
30864:287, 

8505280105 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test." Sve 
list end 

JORDAN,E L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 65/05/30. Consolidated Edison Co. of New YorK, Ino. 121 pp 30864.045. 
30864:166. 

8606140511 Responds to noncompliance noted In Insp Rept 60-165/85-06, per 660521 
teicon.Correcllve actions radwaste shipment procedures will be revised to Include refs 
to 10<^FR61 65 A 66 A will Include OG assessment of compliance w/10CFR20,311. 
VANDEWALLE,D.J. Consumers Power Co. 85/05/31 KEPPLER.J.Q. Region 3, Office 
ol Director 2pp, 30807:1 46-30897-1 46. 

6608080677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants." Svo list end. 
JORDAN, E,L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/06/06, Corrsolldated Edison Co. of New York, Inc. 122pp. 30884.286- 
30665-046. 
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8506060707 IE Inlo Notice 85-046, "Clarification of Several Aspects of Romovablo Ra- 
dioactive Surface Conlamlnation Limils lor Transport Packages " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630t03) 65/06/10 Consolidated Edison Co ol New York, Inc I2<1pp 31043 301- 
31044 064 


8506140431 Forwards Insp Rept 50 166/86 04 on B50520-23NO noncomplianco 
noted Discussion of exercise weaknesses also end ^ 

PAPERIELLO.C J Region 3, Office ol Director 85/06/11 DEWITT, RB Consumers 
Power Co Opp 30898 301-30698 310 


•8S06140441 Insp Rept 60 165/65 04 on 050520-23 No noncompl ranee or deviation 
noted Major areas inspected emergency preparedness exorcise One weakness re li 
censee taiCure to demonstrate capability to assess oKsito radiological conditions 

BROWN, G, SNELL, W, SMITH, M Region 3, Oflice of Director. 86/06/11 7pp 
3O09B3O4 30898 310 


8S0619022S Forwaids Safely Insp Rept 50-155/85 08 on 860513 17 No noncomplianco 

PAP£RIELLO,C J Region 3, Office of Director 65/06/12 DEW(TT,RB Consumers 
Power Co 2pp 30995'261-30995,270 


-8506190231 Insp Rept 50-165/85 00 on 850513-17 No apparent violations 
rsotod Major areas Inspected radJalion & radwasto programs, including control of 
ma 1 l.lransporto 1 iDn, 50 litriadwa 8 lo, staffing & response lo IE Bullalln 84 03 
NICHOLSON,NA, GREGER.LR Region 3, Oflico ol Director. 85/06/12, 8pp 
30995 263-30095 270 


-8504226314 Responds to 850314 request tor review of licensee need lor approval lo 
dispose of contaminated soil onsite Licensee responsible lor account Ing for roleasos 
ol radionuclides to environ 

CONQEL.FJ Radiological Assessment Branch 85/04/11 PAPERIELLO,C J Region 
3, Olfica ol Director. 2pp 30995 271 309 95 ’272 


8506140500 Forwards SER re ulll Q50116 proposed resolulion of Integrated Plant 
Safety AssessmanI Rept (NUREQ0828) Section 4 19 1 on organic malls Coatings 
adequately qualilied Proposed Insp program accoptabla Issue resolvod 
ZWOLINSKI.J A, Operating Reactors D ranch 5, 85/06/13 VANDEWALLE,D J. Con 
sumors Power Co upp 30097:127 30897.131 


■8506140501 SER re Integrated Plant Safety AssessmanI Rapt (NUREG-032S) Section 
4,10 1 on organic malls Environ qualiticellon ol coatings & visual Insp program accept- 
able. 

* NHC • No Delallod Altiatlon Given 05/06/13, 2pp 30B97 130 30897 131 


8606210121 Advises that Rev 3 lo QA Topical Ropl CPC-2A continues to satlaly re- 
quiramenis ol 10CFR50,App B & accoplablo Rov 3 changes re responsibility & pro- 
gram conifol ol Inscrvico Insp satisfacloiy 

§PESSARD,R,L Region 3, Ollico ol Director. 35/06/14 DEWITT, R,B Consumers 
PowerCo Ip 3102<r270-31024,270. 


8506210202 Forwards Safety Insp Ropl 50-155/85 09 on 050520-23 No non compliance 
noted. 

PAPERIELLO.CJ Region 3, Office of Director. 85/06/14. DEWITT,R.B Consumers 
PowerCo 2pp 31026 330-31026‘347 


-8506210238 Insp Rept 50 155/85 09 on 850520-23 No violation or deviation 
noted Major arecs inspacled gaseous & liquid radioactive program,lncludlng eflluenl 
relaase3,recQrd8 & repts of ellluonl & ollluont control Instrumentation. 

HUETER.LJ, SCHUMACHER.M C, Region 3, Office o( Director. 85/06/14. 7pp, 
31026.341-31028.347. 


8606140240 IE Info Notice 85 047, "Polenllal Ellccl ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves,'’ Svo list end 

JORDAN, E.L. Division of Emergency Proparadness &. Enginootinn Response (Post 
830103) 06/06/18 Consolidated Edison Co, ol Now York, Inc, 134pp, 31268157- 
31268.304. 


6506140636 IE Into Notice 65 048, "Respirator Users NotIce.Defective Salf-Conlained 
Braalhlng Apparatus Air Cylinders.'' Svo Hat end. 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of Now York, Inc 123pp 31376,084- 
31376.183. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


H. General correspondence 

8506280076 Advisos of appointment of DJ Skutina & TJ Taulges as reactor operators 
MATUSEWIC.S M Wisconsin, Unlv. of, Madison, Wl 65/06/24 Standardization & 
Special Projects Branch, Ip 31253 361-31253 361 


Q. Inspection reports, IE Bulletins & correspondence 

8506270293 Forwards Exam Rept BO-1 56/OL-85 01 of exam administered on 850604 
06 

REYES.L A Region 3, Office ol Director 85/06/24 CASHWELL.R D Wisconsin, Univ 
o(, Madison, Wl 1p 31235 206-31235 247 

-B506270310 Exam Rept 50-156/OL-65 01 on 850604-06 Exam results throe candi 
dalos passed written exam & three passed oral exam 

BURDICK, T, MCMILLEN,J.J Region 3, Olfico of Director 85/06/24 41pp 
31235 207-31235 247 


V. Operator Examlnallona 

6506270293 Forwards Exam Rept 60-1 56/ OL- 85-01 ol exam administered on 850604- 
06 

REYES.L A, Region 3, Olfice ol Director 85/06/24 CASHWELL.R 0 Wisconsin, Univ, 
of, Madison, Wl Ip 31235 206 31235 247, 

-8506270310 Exam Rept 60-166/OL-85 01 on 050604 06 Exam results throe candi- 
dates passed written exam & three passed oral exam. 

BURDICK, T, MCMILLEN,J.J Region 3, Oflice of Director 85/06/24 41pp 
31235'207 31235 247 


DOCKET 60-163 QA TECHNOLOGIES 


F. Security, medical, emergency & fire protection plans 

85061 10547 Forwards Safeguards Insp Repts 60 069/85 01,50-163/85 01 & 70 0734/ 
05-08 on 850521-24 & notice of violation Ends withhold (ref 10CFn2 790), 
MONTGOMERY, J L Region 5, Olfice of Diroctor 85/06/05 COLANDRBA.T R QA 
Technologies, Inc./Qeneraf Atomic Co 2pp 30816 039 30816 040 


P. Operating license stage documents & correspondence 

8506100082 Application lo amend License H 67, revising Toch Spec Soolion 826 to 
perform callbr ot power channels by calorlmolric or hoat balanco mothods 
semlannually.Feo paid 

MOWRY.WR GA Technologies, Ino /General Atomic Co 85/06/04 THOMAS, CO 
Standardization & Special Projects Branch 3pp 30791 302-30791 304 


Q. Inapeotlon reports, IE Bullellna & correspondence 

8505260196 IE Info Notice 85-044, "Emergancy Communication Sys Monthly Tost " Svc 
list end, 

JORDAN.E L Division of Emergency Preparedness & Enginoering Rosponso (Post 
830103 , 85/05/30, Consolldaled Edison Co, ol Now York, Ino 121pp 30864.045 
30864-166 

8606110547 Forwards Safeguards Insp Repts 60 080/65 01,50-163/85 01 & 70 0734/ 
85 08 on 860521-24 4 notice ol violation Enola wllhhold (rot 1OCFn2,70O) 
MONTGOMERY.J,L. Region 5, Oflice of Director 85/06/05. COLANDREA,TR GA 
Technologies, Ino /General Atomic Co. 2pp. 3081 6,039-3001 6-040 


DOCKET 60-170 AHMED FORCES RADIOBIOLOQY RESEARCH INSTITUTE 


R. Parlodfo operating reporia & related correspondence 

8606070190 Monthly operating rept lor Mar 198S,W/850403 Hr. 

AMSTUTZ.S.R, HOFFMAN.DP, Consumers Power Co 85/03/31. 5pp 30800:213- 
30B00 217 


S. Reportable occurrenceei LERs 4 related correepondence 

8606170033 LER 85-004-00' on 850S25.whlle plant shut down lor short outage, upscale/ 
downscale reactor proleclion sys actuation occurred Caused by electrical noise at low 
neutron flux lavels.No control rod movement occurred.W/850a65 Itr 
ALEXANDER, RJ„ FRISCH, R.R. Consumers Power Co 86/06/05 3pp 30982 381- 
30982-363. 

8506240012 LER 85 004-01:on e50525,while shutdown for repairs.apurlous upscale/ 
downscale reactor protection sys Isolation occurred No control rod movement 
occu(red.Cau8Bd by electrical noise, W/850ei3 Hr 

ALEXANDER,R.J., FRISCH, R.R. Consumers Power Co. 65/06/13 3pp 31204:151- 
31204:153. 


Y. Dry Cask Independent Spent Fuel Storage Initallatlons 

6506140511 Responds to noncompl lance noted In Insp Rept 60-1 55/85-06, per 850521 
lslcon.Cortecltve actlonairadwasie shipment procedures wilt be revised to include refa 
to 10CFR61 55 & 56 & wllf Include QC assessment ol compliance W/10CFR20311. 
VANDEWALLE.D J, Consumers Power Co. 85/05/31, KEPPLER,J.Q, Region 3, Oflice 
ol Director. 2pp. 30697:145-30897:146. 


F. Security, medical, emergency 4 fire protection plana 

8506050650 Forwards Safeguards Insp Rept 60 170/85-02 on 860422.No violation 
noted. 

MARTIN, T,T. Region 1, Office ol Direolor 85/05/15. CONKLIN, J Armod Forces Ra- 
diobiological Research Institute. 2pp. 30726,021-30726,024. 

“8606050859 Physical Protection Insp Rept 60-1 70/85-02 on 850422 No violation 
noted.Major areas In speo led- physical protection measures lor protecting SNM ol low 
strategic significance. 

SWITH.Q.C, KEIMIG,RR, Region 1, Office of Direolor. 85/05/09, 2pp. 30726023- 
30726-024 


Q. Inspection reports, IE Bulletins 4 correspondence 


8606050650 Forwards Safeguards Insp Rept 60-1 70/86-02 on 8B0422.No violation 
noted. 

MARTIN.T.T. Region 1, Office of Direolor. 86/05/16 CONKLIN, J Armed Forces Ra- 
diobiological Research Institute. 2pp. 30725,021-30726:024, 

“Ssceosroso nhy’-.-' r-r'vt’n P--* on 850422,No vlolatiort 

'■ii ■ V, ' ' «• »' ' ' I I r ■ ■ 1.1 •!!' ' ■ . < ■ -lor protecling SNM ol low 

it I s I f i » r- 

M l i:,,; k-w: ■■|1 q -i ■ ■ <-,/05/O9 2pp 30726023- 

'-4 2 s ' J * 


8506060734 Forwards Ekam Rept 60-170/85 01 ol exam admlnialered on 860311. 
WENZ1NQER,E.C, Region 1, Office of Director. 85/06/23 CONKLIN, J,J. Defense. 
Dept, of. Defense Nuclear Agency. 2pp. d0768;07d-a0768;140 
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■8506060740 Exam Rapl 50-i70/BS-01 on 850311 Exam rosuHsone reactor operator & 
one senior reactor operator license Issued 

DUDLEV.NF, KELLER.R M., KISTER.H B. Region 1. OKice of Director 85/05/14 
66pp 30760 075-30766140 


V. Operator Examinations 


8506080734 Forwards Exam Ropt 50-170/65 01 of exam administered on 850311 
WENZINQER.E C Region 1, Office of Director 85/05/23 CONKLIN.JJ Defense. 
Dept of, Defense Nuclear Agency 2pp 30760 073 30760 140 

-8506060740 Exam Repl 50-170/05 01 on 850311 Exam results one reactor operator & 
one senior reactor operator license Issued 

DUDLEV.NF, KELLER.H.M, KISTER.H B Region 1, Office of Director 05/05/ 1 4 
66pp 30768 075 30768140 


DOCKET 60-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


850806D014 Forwards "Peach Bottom Atomic Power Station Unit 1 1984 Annual De- 
commission Rapl" & summary ol 1084-1085 insps of containment S exclusion areas 
ALDEN.WM Philadelphia Eloclric Co 06/05/31. STOLZ.J.F Operating Reactors 
Branch 4. 4pp. 30728 &37-30720-240 


R. Periodic operating reports & related correspondence 


8508060014 Forwards "Peach BoHom Atomic Power Station Unit 1 1984 Annual De- 
commission Repl” & summary of 1984-1985 Insps of containment & exclusion areas 
AUDEN.W.M Phltadelphta Electric Co. 86/05/31 STOLZ.J.F Oporatinn Reactors 
Branch 4. 4pp 30728 237-30728-240. 


W. Decommissioning Stage Documents & Correspondence 


8508130045 Partial response to FOIA requosi for all documents re NRC procedures for 
detection & control of alcohol & iltegal drug use by porsons engaged in bldg or const 
ot nuclear reactors or laclllties Forwards App A documents 
FELTON.JM Division of Rules and Records. 05/01/28. HEATH.SJ. Washington 
Legal Foundation 65pp. 30937 047-30037.1 67. 

-8506130366 Responds to query ro roloaso of portions ol Ofc ol Invostlgalions rept ro 
drug/alcohol abuse to specific llconseoa Release not prohibited by FOIA or Privacy 
Act Concerns over procedont expressed Survey workshoofs onci 
SHOMAKER.EC Oporallons & Admlnlstraltvo Division 02/12/20. LIEBERMAN.J. Re- 
gional Operations & Enforcemonl Division 193pp. 30937.356-30038 108. 


DOCKET 60-172 RADIATION EFFECTS REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8608060285 Further response to FOIA request for throe categories ol documents ro al- 
leged 1067 accident at Radiation Effects Lab or "hot coll" at Georgia Nuclear 
LaD,Daw3onville.QA.Forward3 App A documonts.Documenls also availabtoln PDR. 
FELTON. J M. Division ol Rules and Records 84/12/07 BREMAN.V.A Legal Environ- 
mental Assistance Foundation. 3pp. 30705;076-30706;140. 

-8506080352 Recommends that License R-86 bo terminated & concurrently placed 
under Stole of GA byproduct malls Ilconse.SoclIons 8 & D of Lockheed 710412 de- 
commissioning plan complete, por Insp Ropls 50-172/71-2 & 71-1. 

SEIDEL.W.C Atomic Energy Commission 71/07/16 KEPPLER.JQ. Atomic Energy 
Commission. 22pp. 30795.080-30795 109 


W, Dscommlsslonlng Stage Documents A Correspondence 


6506060285 Further response to FOIA requosi tor three categories ol documents re al- 
leged 1967 accident at Radiation Effects Lab or "hot coll” at Georgia Nuclear 
Lab.OawsonvIlle.GA Forwards App A documonts.Documenls also avallableTn POR. 
FELTON, J.M Division of Rules and Records 04/12/07 BREMAN.V A. Legal Environ- 
mental Assistance Foundation 3pp 30795 O76-3O705- 140. 

-8506060302 Discusses Lockheed Aircraft Corp 710412 application for authority to dis- 
pose ol reactor vessel internals & to decommission reactor Application adequate Plan 
execution will nol be inimfeaf (o ftealffi or safely. 

WOODRUFF, R.W. Atomic Energy Commission. 71/05/27. Atomic Energy Commis- 
sion Ip 30796:080-30795.080 

-8506060314 Application to amend License B-66,aulhorizing reactor decommissioning 
& disposal of reactor components Decommissioning plan end. 

POORE.H.L. Lockheed Aircraft Corp. 71/04/12. Atomic Energy Commission 2pp 
30795:081-30795.087 

-8508060342 Recommends termination of License R-88 & subsequent transfer of con- 
bol to Radiological Health Sve of Slate ol QA,Dept of Publlo Haalthjter decommis- 
sioning plan Results of 710714 insp will be reported, Region II 710715 TWX end. 
ENGeIkeN.R.H. Atomic Energy Commission. 71/07/19. SKOVHOUT.O.J. Atomic 
Energy Commission. 1p 3O796.O8?-3O795;O07. 

-8508060352 Recommends that License R-66 be terminated & conourrently placed 
under Slate ol QA byproduct matls Ilcenae.Seotions B & D of Lockheed 710412 de- 
commissioning plan Gomplete.per Insp Repts 50-172/71*2 & 71-1, 

SEIDEL, W.C. Atomic Energy Commission 71/07/16. KEPPLER,J.Q, Atomic Energy 
Commission. 22pp. 30795:088-30796.1 09, 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


F. Security, medical, emergency & tire protection plans 


8506050683 Forwards Safeguards Insp Rept 50 184/85 02 on 850423 No violation 
noted 

MARTIN.TT Region 1 , OUico of Director 85/05/16 CARTER. R S Commerce, Dept 
ol, National Bureau of Standards 2pp 30725 027-30725.030 

-8506060888 Physical Protection Insp Rept 50-164/85-02 on 850423 No violation 
noted Maior areas Inspected physical protection measures for protecting SNM of mod- 
erato strategic significance 

SMITH.GC, KEiMIG.RH Region 1. Ollico of Director 85/05/09 2pp 30725 029- 
30725 030 


Q Inspection reports, IE Bulletins & correspondence 

8508050683 Forwards Safeguards Insp Rept 50 184/85 02 on 050423 No viotalion 
noted 

MARTIN.TT Region 1 . Office ol Director 05/05/15 CARTER.RS Commorco. Dopt 
of. National Bureau of Standards 2pp 30725 027-30725 030 

-86060S06BB Physical Proleclion Insp Rapt 60 184/85 02 on B50423.No violation 
noted.Maior areas Inspected physlcal prolocUon measures for protecting SNM ol mod- 

SMITH.GC? KeIIiIG.RR Region 1. Olfico of Director 85/05/09 2pp 30725 020- 
30725 030 

6506200021 Ack receipt ol 850510 hr Informing NRC of steps taken to correct violations 
noted in Inw Repl 50-104/B5 01 

MARTIN.TT Region 1, Ollico ol Director 05/06712 CARTER.RS Commorco, Dopt 
of, National Bureau of Standards 2pp 31007 125-31007 127 


DOCKET 50-188 UN IV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & tire protection plans 

6508040266 Requests end safeguards Info bo withhold (ref 10CFn2 790 & 73 21) End 
wHbheld. 

HULTSCH.R.A Missouri. Univ. of, Columbia, MO. 05/06/30 THOMAS.CO Standardi- 
zation & Special Projects Branch Ip 30701 347-30701 347. 

65Q6240560 Advises that 850530 changes to pliysical socuiily plan consistent w/provi- 
slons of 10CFR50.64(p} & accoptablo 

AXELSON.W L. Region 3. Office ol Director 05/06/17 HULTSCH.H A Missouri, UnIv. 
Of. Rolla, MO. 3pp 31160 159 31160 161. 


S. Reportable occurrences, LERs & related correspondence 

6506100602 RO;on 85051 9, chain link on drive chain lor rogutaiing blade position Indica- 
tor (ailod Caused by brokon drive chain link Drive chmn link repaired & regulating 
blade driven tuff In for position indicallon reset. 

MEYER.WA, ALQER.DA Missouri, Univ. ol. Columbia. MO 06/05/31 
THOMAS.C O Standardization & Special Projocls Branch. 2pp. 30793 320-30793 330. 


DOCKET 60-180 KANSAS STATE UNIV. RESEARCH REACTOR 


S, Reportable occurrences, LERs 8i related correspondence 


8506060589 RO.on 650522,reactor operated w/o continuous sir monitor 
operatlrm Caused by monitor being manually swilcbod off before reactor 
siartup.Broaker reset. 

FAW,R E Kansas State Univ , Manhattan, KS 05/05/23. Region 4, Office of Director 
Ip 30768'21fi-3076B'219 


DOCKET 60-191 BABCOCK & WILCOX COMPANY CRITICAL FACILITY 


Q, Inspection reports, IE Bulletins & correspondence 

8506280195 IE Info Notice 85-044, "Emergency Communication Sye Monthly Test” Sve 
list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co. of New York, Inc. 12tpp. 30064:045- 
30864 186. 


DOCKET 50-192 UNIV, OF TEXAS RESEARCH REACTOR 


P. Operating license stage documents & correapondance 

8606040604 Notifies that financial Info submitted on 641109 w/ application for CP dem- 
onstrates reasonable assurance that funds necessary to cover estimated const costs 
can be obtained 

THOMAS, C.O, Standardization & Special Projects Branch 85/05/24. KLEIN, D.E 
Texas. Univ. ol. Austin, TX. tp, 30719:358-30719 360 

8508040704 Forwards notice of proposed issuance of orders authorizing disposition ol 
component parts & terminating License R-92 per 650503 application. 

THOMAS,CO. Standardization & Special Projects Branch. 65/05/24 KLEIN,DE. 
Texas. Univ. ol, Austin, TX. 4pp 307 19:31 4-3071 9'321. 
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~S50S0407<)8 Nolice of proposed issuance of orders aulhorizing disposition o( compo- 
nent parts a lerminalmg Licanso H-92 par 850603 applicafion „ , „ 

THOWAS.CO Standardizallon & Special PiTolecIs Branch 85/05/24 4pp 30719 318- 
30719321 


8508140663 Suppis response to violations noted in Insp Ropts 50-206/85-06,50-381/ 
85 06 & 50 362/85-06 Corrective actions request to revise physical security plan wilJ 
be submilled by 850607 

MEDFOHO.M O Southern California Edison Co 85/05/17 MARTIN. J B Region 5, 
Olhce ol Director Ip 30932,107-30932107 


DOCKET 50*193 RHODE IStAND & PROVilDENCE PLANTATIOMS AEC 
F. Security, medical, emergency & fire proleclfon plans 

8506130406 Fonvards sanillrod spent nuclear fuel route from Rhode Island Nuclear Scl 

I for approve! Notification roquiro- 

Liconsing Branch 65/06/04 
047-30865 064 


8506040110 Revised emergency plan implementing procedures, Including updated 
Index.Tomporary Change Notice (TCN) 1-1 to S0123-VIII 60 1 ro shift commander 
duties & TCN 1*2 to S0123-VIII-0 301 re communications cliecKs W/850529 Itr 
CROY.PA Sou thorn California Edison Co 65/05/29 MARTIN, JB Region 5, Olfico ol 
Director 250pp. 30701.052-30701 306 

6606110453 Forwards description of Rev 3 textual changes to physical security 
plan Rev withhold fret 10CFH73 21) 

HAYNES.JG Southern California Edison Co 85/05/31 MARTIN. J B Region 5. Oflico 
of Director Ip 30816167-30616.167 


ence Ctr to Savannah River, SC por 3505iu reques 
mente still apply par 10CFR73 37 8 73 72 
NUILSEN,CK Malerial Transfer Safeguards 
DJMEGLIO.A F Rhode Island, State of lapp 30865 


D. Inspection reports, fE Bulletins & correspondancs 


8508200164 Forwards Exam flopl 50-193/05-01 of exam administered during wk of 
850422 

WENZINQEH.E.C Region 1, OINco of Director 85/08/05 DIMEGLIO, A E Rhode 
Island. Stale ol 2pp 31021 295-31021 342 


-8608200167 Exam Repi SO 193/85 91 on 050424 Exam results one candidate passed 
DUOLEY.N. KELLER.RM, KISTEfl.H.B Region 1, Ofllce of Dlreclo/ 05/06/03 
40pp 31021,297-31021342 


V. Operator Examinations 


8596200164 Forwards Exam Ropl 60-193/85 01 of exam administered during wk of 

350422 , 

WENZINGER.E.C. Region 1, Office of Director. 85/00/05 DIMEQLIO,A.F Rhode 
Island. Slate of 2pp. 31021.295 3l02f 342 


-6508200167 Exam Ropl 50-193/85 Of on 859424 Exam rosullson® candidate passed 
DUDLEY.N, KELLER, fi.M.. KfSTER.HO Region I. Olfico of DIroclor. 85/06/03 
4epp 31021:297-31021-342 


DOCKET 60-200 B&W TEST REACTOR 


0506170278 "Review ol Emergency Diesel Generator Engine & Aoxlllaiy Modulo Wiring 
& Terminations," technical evaluation ropl 

LAITY ,WW. Baltello Memorial Institute, Pacific Northwest Laboratories FIN B2952 
PNL-9200 3 85/05/31 Division ol Llconslng 2tpp 30981 130-30081‘150 

8506139417 Forwards feedback memo re potentially generic problem w/widorango 
gaseous effluent monitor concerning detector posllionIng.Rovlew & resolution of prob 
tern requested 

BAER.R L Engineering & Generic Communications Branch 05/06/04. WINSO,J. QA 
Technologies, Inc./Gonoral Atomic Co 3pp. 30901.179 30901 107 

-8506130418 Discusses generic concern described in 830310 Itr re GA Co widorango 
gas monitor high range noble gas channel detector positioning Potential generic issuo 
significant due to use In evaluating effluent release In event of accident 
SCARANO.RA Region 5, Office of Director 85/03/19. JORDAN.EL. Oivisfon Of 
Emergency Preparedness & Engineering Response (Post 830103), 2pp. 30001.182 
3090 V183 

8606240328 Forwards Insp Repts 50 206/85 16.50 361/85-15 & 50-362/85-14 on 
850402-10 No vJolallon noted 

WENSLAWSKI.FA. Region 5. OKIce of Director 85/06/04 BASKIN.KP Southern 
California Edison Co 2pp. 31202 346 31202 358 

-8506240340 Insp Repts 50-206/85-1 6,60-361/65- IS & 50 362/85 14 on 850402- 
10 No noncompiiance noted Major areas inspected lab capability to perform chemical 
& radiochemical analyses & detailed review of sample data 
HAMADA.GH Region 5, Office of Director 85/06/03. 12pp 31202 347-31202 358 


Q. Inspflcllon reports, |E Bulletins & correspondence 

8505280195 IE Into Notice 05-044, "Emergency Communication Sys Monthly Test '* Sve 
‘'s' shcl . » , „ . 

JORDAN.EL. Division of Emargoncy Preparedness & Engineering Response (Post 
830103). 85/05/39. ^nsolldated Edison Co ol Now York, Inc. i21pp. 30684045- 
30864 166 


DOCKET 50-291 WEST VALLEY HEPROCESBINa PLANT 


P. Operating fleenss alsge documents & correspondonce 


8908050208 Furllior response to FOIA request re migration of radioactive kerosene at 
West Valley.NY burial ground Documonla listed In App B withhold (ref FOIA Exemption 
5 ). 

FELTON, JM. Division of Rules and Records 85/03/12. RESNIKOFF.M. Sierra Club. 
2pp 30742' 359 30742.361. 


8505060770 NoliUcalion ol contract execution, Mod S.lo "West Volley Waste Burial." 
ConIraclor.Slate Unlv of New York. , y,,., 

BUNION, 0 Divialen of Conlracls. FIN B 8350 66/06/30 FOREHAND.B Office of Nu- 
clear Regulatory Research. Director. NICHOLSON,!. NRC • No Detailed Allillatlon 
Given. Ip. 30770-337-30770 338. 


-8508080780 Hr contract NRC-04.79 205, Mod 6.doobl!gating balance, to "West Valley 
VVostd ButIftI ** 

7HOMPSON!r.D. Dwiston ol Cortlracls. FIN B-6360 85/02/20. DWIBGIUO,M. New 
York, Stale Univ. of, Albany, NY. Ip 30770'33B-30770.336 


8506129148 Application for emend to Licenses DPR-13,NPF 10 & NPF-16, consisting of 
proposed Rev 6 to Aug 1983 physical security plan re alarm annunciation 
requirements Rev withheld (ref 10CFR73 21) Foe paia 

MEDFORD, MO Southern Cstilornla Edison Co. 66/06/07 KNIGHTON, G.W. LIcenS 
Ing Branch 3 2pp 30050.355-30850 356. 

8506210128 Forwards Insp Repts 50-206/86-13,50 361/05-12 & 60-382/65-11 on 
650304-08 & 0401 05 8, 16-19 & notice ol violation. 

KIRSCH.D F Region 5. Olllce of Director 65/08/07. DASKIN.K P. Southern California 
Edison Co 2pp 31024 170 31024.185 

-8606210134 Insp Repts 50 206/85 13,50 361/85-12 & 60 362/86-1 1 on 850304 08 & 
0401 95 & 15-19 Violallon noted malnl orders Issued to roplaco studs w/o performing 
design analysis, constituting Improper design change. 

MARBUT.PP Raglon 6, Dflice of Director 85/06/06, 13pp 31024-173-31024.185 

8696170469 Advises that 850111 & 850531 Revs 3 a 3A to physical security plan con- 
sistent w/provf$lons of 10CFRSO 54(p) a accoplablo. 

SCHUSTEH.M 0 Region 5. Olfico orDIreclor 85/06/11. HAVNES.J Q. Southern Cali- 
fornia Edison Co 4pp 30056.090-30058 093. 

8506250333 Notification ol rescheduled 850626 meeling w/util in aethe8da,MD to dis 
cuss approach to meeling App R, Section III Q, 

OUOLEY,fl.F. Operating Reactors Branch 6 85/00/16. ZWOLINSKI,J.A. Operating 
Reactors Branch 5. 3pp. 31 160.251 -31 180 253. 

8506250463 Forwards Safeguards Insp Repts 60-206/85-19,50-361 /86-1 6 a 50-362/ 
85-17 on 850603-07 No violation noled.lnsp repts withheld (ref 10CFR2.700 a 73.21). 
MONTGOMERV.J L. Region 6, Office of Director. 85/08/20. BASKIN.K.P. Southern 
California Edison Co 2pp. 3110Oi3O6 31160.307 


DOCKET 60-206 SAM ONOFBE NUCLEAR STATION, UNIT 1 


Q. Adjudf calory correspondence 


F. Seourlly, medloal, emergency A fire prolectton plane 


8508120Q73 Final raspor^se to FOIA request for documents ra Commission meeting In 
Jono-Aufl 1984 re affecls of earthquakes on Planl emergency pr©paredn98S.Foiward8 
Apps C & E docum8nl3.AppB D & F documenls wfthheld (ref FOIA Exomptiw S> 
FEtTON,J-M Division ol Rules and Records. 85/02/07. BELL.N. Nuclear Jnformallon 
a Resource Service. 6pp. 30862.001-30862-041. 


8506220C01 Partial response to FOIA request for documents re rostarf of faclllty.App A 
documents available In FDR Search continuing, 

FELTON.J M. Division of Rules and Records 85/02/13 BELL.N. Nuclear Information 
& Resource Service 14pp. 31 182 001 -31 174:321 . 

-0506220086 Notice of appearance In proceedlng-Related documentation end. 
ZAELKE.D J , MCOONALD.J.E. Sierra Club, 84/^12/07. 5pp 31164:039-31 184 043. 


-8599120142 Sfalf requirements memo re draft Commission order on plant snmrgency 
planning Staff ahoota consider questions ra Inclusion of effects of very large earth- 

ShILkVj. Otflc**o1%e*^ecrBtary ol the Commission, 82/03/01, DIRCKS,W-J. Office 
oi the Executive Olreator for Operations. 2pp. 30862:029-30862 037. 


8506160165 Further response to FOIA request (or documents ro restart. Forwards App 
C documentaDocuments also available In FOR. App 8 documents available in 
PORi^p D documents withheld (ref FOIA Exemption 6), 

FELTON, JM. Divialon of Rules and Records. 8o/03/26. BELL,N. Nuclear Information 
& Resource Service 9pp 30980 075-30986 202. 


65M22<lQQt Partial response to FOIA request lor documents re restart of facifi1y,App A 
documents av^lable In PDR Search continuing- 

FELTON.J.M. DIvIston of Rules and Bocords, 85/02/13, BELL,N. Nuclear Informallon 
& Resource ^rvlce 14pp. 31162 001-31174:321. 


-8508180179 Memorandum discussing NRC authority to permit immediate restart.Order 
issued in Aug 1882 directing unit shutdown pending improvement of seismic safety 
prafectlons does not conslllute license amend Order within NRC jurisdiction. 

' Miller a Chevalier. 84/10/03. 21pp 30986, OB0-3O9BB;1 19. 


-8506220075 Forwards evatuallon of plant readiness for power operations Mods satls- 
feotorily completed a reglonaf fnsp prowam currant-Oulslsndlng items not significant 
anouah to preclude full power operatloniRelated correspondence end 
KI^H.aF. Region 6, Office of Director. 84/11/09, EIS£NHUT,P.Q. Division of Li- 
censing. 43pp. 31184:044-31164.203. 


8506180171 Paillal response to FOIA request for 12 categories of documents re 
facJiity.Fofwards Apps ABB documents App C documents already In PDR App D doc 
uments completely & parKeily ^Ihhetd (ref FOIA Exemption 5). 

FELTON.J.M. DMsIon of Rules artd Records. 85/04/01, ZAELKE,D. Sierra Club. 0pp 
30984:241-30886.144. 



DOCKETED ITEMS 21 


-6606180204 Discussion of authority of NRC to permit Immediate restart of facility, shut 
down tor 2 yrs while implementing program to strengthen seismic safety 
protections Commission should determine that Aug 1 962 order not license amend 
• Miller & Chevalier 84/10/03 18pp 30985 122.30985144 


J. Insurance A Indemnity Information 

8606210125 Notification of 850627 meeting w/utll in Bethesda,MO to discuss request 
for exemption from currently required amounis of properly damage Insurance. 

DUDLEY, RF Operating Reactors Branch 5 85/06/19. ZWOUNSKI,JA Operating 
Reactors Branch 5 3pp 31024 227-31024 220 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

8506260001 Transcripl of ACRS Subcommittee of SEP (San Onofro) 850619 meeting in 
Wa8hington.DC Pp 1-167.Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 05/08/19, 245pp 31219 008 
31219.252. 


P. Operating license stage documents 8i correspondence 

6606030390 Partial response to FOIA request lor three categories of documenis to bo 
made available at PDR re NSHCs App A documents onef & placed In PDR.Search 
continuing 

FELTON,JM Division ol Rules and Records 84/11/00 ADATO,M. Union of Con- 
cerned Scientists 4pp 30720.001-30720 005 

6506180147 FOIA request for documents re restart prior to 100% comptollon ol seismic 
upgrades 

Be1l,N Nuclear Information & Resource Servico 84/11/20. FELTON,J.M, Division of 
Rules and Records, 2pp 30986 073-30886 074, 

8506220001 Partial response to FOIA request for documents re restart of facility. App A 
documenis available In PDR Search continuing. 

FELTON, J.M. Division of Rules and Records, 05/02/13, BELL.N, Nuclear Information 
& Resource Service 14pp 31162:001-31 174'321 

"8206300203 “Auxiliary Feedwater Sys Automatic Initiation & Flow Indication (F*16,F- 
17), Southern CA Edison Co,San Onofre Unit 1," technical evaluation repl 
vdsaURY.F. Franklin Instilute/Franklin Research Center NRC-03-70-110 TER- 
05267-275 82/06/25 KENOALL.P NRC - No Detailed Affiliation Given 12pp 
31169:189-31 ie9’200 

-8208270466 Forwards trip rept ol 820728-30 review meeting re seismic 
re evaluation. End 1 summarizes status of open Items, Based on Bechtel review 
mefhods,re8ult8 appear reasonable, Questionnaire on structures & Hold erected tanks 
also end. 

LO,T.Y, Lawrence Livermore National Laboratory. 02/08/19. CHEN.P.Y, Systematic 
Evaluation Program Branch 10pp, 31 171:350-31 171.360. 

-8211060636 Summary of 020726-30 mooting w/ulil,Bechtel,LLL,NCT 
EngInserIng.WestInghouse & EQ&G In Los Angelos, CA to seismic reevaluaflon ol 
plant strucfuresisye & components, 

CHEN.P, Systematic Evaluation Program Branch, 82/10/16, RUSSELL, W.T, Systemat- 
ic Evaluation Program Branch, 4pp. 31171,340-31171:349. 

-8301260648 Forwards evaluation of feedwater feedring & thermal sleeve damage In 
Steam Generator B.Operatlon during balance of reactor cycle acceptable Inservice 
Insp of nozzles & feedring assembly required In event of water hammer, 

EISENHUT.DQ Division of Licensing. 83/01/21. CREWS.J.L Division ol 

ResIdenLReactor Pro|ect & Engineering Programs 3pp, 31165i00-31166!l97, 

-8401200079 Requests assistance In reviewing proposed Tech Spec rev re electrical 
supplies, Including SER.Work to ba done under TACs 10853 & 63332,due by 840301 
EISENHUT.D.Q, Division of Licensing. 84/01/12, BISHOP, TW. Division of 
Resident, Reactor Project & Engineering Programs, Ip, 31168.319-31168:321, 

-8402230100 Comments on steam generator Insp program & secondary side foreign 
mails & loose parts Insps (TIA 82-10) Reactor should be brought to cold shutdown lo 
perform Insp of steam generators within 6 EFPM from previous Insp, 

EISENHUT.D.G. Division of Licensing, 04/02/14. BiSHCjP.T Division of 

Resident, Reactor Project & Engineering Programs. Ip, 31168:322-31168.322, 

-8406170436 Forwards SER re util plans for disabling RHR sys lo perform sys 
main! Low level of decay heat In reactor can be adequately removed by natural con- 
vective losses lo environ. Proposed aollon approved 

EISENHUT.DQ. Division oT Licensing, 84/06/03, BISHOP.T.W Division of 

Resident, Reactor Project & Engineering Programs, Ip, 67323.292-67323:297. 

-8406260180 Requests assistance In review of end 840517 proposed rev to Tech 
Specs tor auxiliary feedwater sys.Safaty evaluation & mlnl-sALP Input should be 
Included.Satety evaluations ol TMI Action Items II E 1.1 & ll,E,1.2 also encl.W/o end, 
EISENHUT.DQ Division of Licensing. 84/06/18, BISHOP, TW. Division of 

Resident, Reactor Project & Engineering Programs. Ip, 31 169:1 13-31 169.188. 

-6411090162 Responds to 840921 memo re initialing Task Initiation Action 84-78 lo 
review Intake structure repairs Review completion prior to restart unnecessary. 
EISENHUT.D.G. Division of Licensing 84/10/30 KIRSCH.D.F. Region 6, Ollice of Di- 
rector. Ip. 31184:210-31164:210, 

-6606220002 Forwards repl on status of insp activities w/Olv of ResIdenl.Reactor 
Projects & Engineering Programs for First Quarter FY83,N6xl rept will be pro\dded by 
Apr 1903 

CREWS, J L Division of ResIdenl.Reactor Project & Engineering Programs. 83/01/18 
ENQELKEN.n.R Region 6, Office ol Director. 43pp. 31165:144-31165.189, 

-8606220003 Rev 0 to Project Procedures 2 22, ''Oft-Projeol Design Review (Design 
Control Chock List).'* 

* Bechtel Corp. 83/02/03. 6pp. 31166;198-31 165:202. 

-8606220006 Forwards SER supporting change to Tech Spec re deletion of existing 
limiting conditions for operation « related monitoring prenram from ETS. 

CREWS,J.L. Region 6, Office of Director. 83/02/08 MIRAQLIA,F.J, Assistant Director 
for Safety Assessment. 14pp 31165:203-31165:216. 


-8506220008 Temporary Instruction 2612/09, "Insp of Applicant Action Taken In Re- 
sponse to IE Bulletin 82 04 " 

‘ Director’s Otilce, Office of Inspection and Enforcement 63/02/28 3pp 31165 217- 
31165-240 

-8506220011 "Rept on Environ Qualification Assessment for Amphenol Low Voltage 
Power Penetration Assemblies " 

* Wyle Laboratories * Bechtel Corp. * Southern California Edison Co 81/02/15 
lOpp 31165 241-31165 260 

-8506220014 Rev 1 to Project Procedure 2 0. ‘'Project Organization.” 

•Bechtel Corp 64/03/30 157pp 31165 251-31166 047 

-8606220017 Rev 1 lo SOI -SPSU-O0 17/0, "Test Instruction 17 Sys Turnover.” 

* Soulhorn California Edison Co. 03/12/12 492pp 31166 048 31167-179 

-8506220019 Forwards request tor add) info ro 761020 & 831130 applications to revise 
facility Tech Specs 3 7 ro auxiliary electrical supply & 4,4 re emergency power sys 
testing 

BISHOP ,TW Region 6. Otltcc of Director 84/03/02. EISENHUT.DQ Division ot LI 
censing, 5pp 31162017-31162026 

-8506220026 Requests assumption of load responsibltlly lor evaluation & resolution of 
maint activities on common portion of RHR sys 

BISHOP.T.W, Region 6, Oltico ol Director 04/04/18, EISENHUT.DQ Division of Li- 
consing Ip 31162 026-31162 026 

-8606220032 Advises that program & schedule for ^grading operational radiallon mon- 
itoring sys will be provided on 83001 6 instead ol 030501 as previously expected 
RAY.H.B Southern California Edison Co. 83/05/03 MARTIN.J B, Region 6, Oltico of 
Director 4pp 31167-228-31167 231 

-8506220036 "Operational Radiation Monitoring Sys Upgrade Root " 

* Catalytic, Inc (subs ot Air Products & Chemicals, Inc) 03/05/16, 21pp 31167-232- 
31167-263 


■8606220047 Rev 0 1o Instrument & Tost Procedure S01-II-1 7 9, "Callbr Procedure for 
Operational Radiation Monitoring Sys Channel 1 220 (Oil Line Stack Perllculalo Moni- 
tor) " 

WILSON.B, KATZ.B Southern California Edison Co 83/06/01 22pp 31187 294- 
31167.315, 


-8600220052 Rev 0 to Instrument & Test Procedure SOI 11-1 7,6, "Callbr Procedure lor 
Oporallonal Radiallon Monitoring Sys Channel 1216 (Steam Generator Blowdown 
Monitor) ” 

WILSON.B., KATZ.B Southorn California Edison Co. 83/06/01, 23pp 31167316- 
31167-338 


-8606220054 Rev 2 to "Alternate Methods ot Post-Accident Parameter Sampling " 
MCWEY.B,, ROSENBLUM.R.M Southern California Edison Co, 04/05/21, 16pp, 
31162.089 31162-103 


-8606220067 Rev 0 to Instrument & Teal Procedure SO MI-1 7 7, "Callbr Procedure tof 
Operational Radiallon Monitoring Sys Channel 1210 (Radwasto EKIuonI Monitor)," 
WILSON.B, KATZ.B. Southern California Edison Co 83/06/01 24pp, 31167-339 
31167,302 

-8606220063 Rov 0 to Instrument & Test Procedure SOI -11 1.7,6, "Callbr Procedure for 
Operation Radiation Monitoring Sys Channel 1217 (Component Cooling Water MonI 
tor)," 

WILSON.B,, KATZ.B, Southern California Edison Co 83/06/01 26pp. 31168,001- 
31160:026. 


-8506220067 Rcv 0 to Instrument & Tost Procedure SOI -It 1 ,7 8, "Callbr Procedure tor 
Operation Radiation Monitoring Sys Channel 1219 (Oil Lino Stack Gas Monllor)," 
WLSON.B,, KATZ.B, Soulhorn California Edison Co 03/00/01. 23pp, 31168-026- 
31168,048. 


-0606220069 Rov 3 to Projocl Procedure 2.16, "Procurement 
• Bechtel Corp, 04/04/26 20pp, 31168 040-31160 077 


-8606220073 Advises that facility will remain shutdown ponding development & NRO 
approval ol Integrated plant mod upgrade schedule 

RAY.H.B, Southern Calllornla Edison Co, 83^6/16 MARTIN, J.8. Region 6, Oltice ot 
Director. 3pp 31168,078-31168080 


-8506220060 Requests NRR take lead responsiblllly In responding lo J Martens 
030622 request for Into re upgrading requirements 

BISHOP, TW. Division of ResIdent.Reaclor Pro oct & Engineering Programs. 83/09/ 
13 EISENHUT.D.G Division of Licensing, 1p. 31108 061-31106 081. 


re upgrading requirements for Unit 1, including statement 
upgrading requirements to ba cornpleled before startup. 
As^gned, 83/08/22. MARTIN.J.B, Region 6, Office of Dl- 
08-105 

-8506220112 Rev 0 to Specification 300-PD OOt, "Speo for Safety Rotated Pipe Sup- 
port Field Fabrication & Installation tor Southern California Edison Co." 

• Bechtel Corp, 02/08/03, 177pp, 31 168-141-31 168,317. 

-8606220116 Requests extension of completion date until Sept 1984 toe review ol pro- 
posed rev to Tech Specs tor Unit 1, based on complexity of action & need for add I 

BISHOP.T.W. Region 6, Office ol Director 04/02/10, EISENHUT.DQ. Division of Li- 
censing. Ip 31168-318-31168.310, 

-6506220160 Requests input lor repl to NRR re results of Region V evaluation of plant 
readiness for opratlon. Draft readiness rept format listing sub) & parson w/Fead or 
Input responsibinty end 

BfeHOP.T.W. Region 6, Office ot Dlreotor 84/10/12. KIR8CH.D,, JOHNSON, P , 
HAIST.D, Region 6, Office ol Director, 12pp, 31164:264-31 164:276. 

-8506220160 Forwards SER & SALP evaluallon re auxiliary feedwater sys. Draft license 
amend.revised Tech SpecB,page replacement instructions & transmittal Itr also 
encl.W/o SER. 

BISHOP.T.W, Region 6, Office ot Director 04/09/24, EISENHUT.DQ. Division of Li- 
censing. 29pp. 31164:276-31164 327. 


-0606220066 Recuests Into i 
Itemizing remaining seismic 
MERTENS.J. Alllliatlon Not 
rector 24pp, 31168:082-311 
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Requests add! into ra e<l07l7 applJcatJon lo revise Tech Specs 1o includo 
1 rises shoefd respond as soon as possible to complela 

to plan! restart Refaled correspondence end 

84/08/24 eiSENHUT.D G Drvision oJ Li 

censing 86pp 31164 328-31165 054 


lo‘‘Un)t 1 Return to Svc Outace Schedule," 

CASH.LO Southern California Edison Co B4/07/19 62pp 01165055 31165 113 


-8506280173 Flequeats comma nts & concurrence on draft Itr re disabling of component 
malm train oirlage Current request can be handled w/o 
apdi task inllFation action & safety evaluation 

BISHOP.TW Region 5, Olfica of Director 84/08/10 EfSENHUT.DG Division of Li- 
censing 3pp 31165114 31165116 


■8508220175 Safety evaluation supporting on ono-ijme only basis, proposed action to 
fomovB both trams of RHR from svc for cemmon t/ain marnLReactor trip breakers 
sriDuIcf be kept in open racked oui position dunn-g mamt 
Dwislon of Licensing, 84/05/03 23pp 31162 04B-31162 070 


‘C 5 06220178 Requests assistance in arranging site visit for J Dauzet, assist ant to mu- 
cfear attache at French EiTtbassy.on 640914 Related correspondence end 
FAULKNER, HJ Olfice o( Internahonat Programs, Director 84/09/16 MAHTiN.J B 
Reston 5. Offrce of Director 25pp 31165 117-31165 141 


•85OB220179 Forwards SER supporting licensing action TAD 48077 Dratt Itr to 
llcensee.d/aft amend packagB.draft FR nolrce A related Info also end 

^ Division of Resident, Reactor Project & Engineerling Programs 82/08/30 
EfSBNHUT.DG Division of Licensing 14lpp 31171 360-31172140 


'850622IH&1 Forwards appropriate pages from "Schedutaol Requested Mods” for WP 
83-037 & 84-020 W/o encl. 

SHORT.M P. Southern California Ediacm Co 84/07/23 SHERMAN.C Region 5. Office 
Of Director, 2pp 31165.142-31165-143. 


—6506220184 Requests NRR asstims load responsibility (or review of structural adequa- 
cy of intake' structure duo to chloride penetration Review should consider listed 
areas.includingadequacy ol repair method 

aiSHOP,r.W Region 5, Olfice of Director 84/09/21 EISENHUT,D G Division of Li 
censing 2pp 31164 211-31184 213, 

—3566220190 Forwards request for addl Inio ra 840517 applicabon lo revise Tech 
Specs re Bvixiliary ieedwaler sys Draft iranstrotlal lit shot 

BISHOP.TW Region 5, Oillce of Director 84/07/06 EfSENHUT.DQ Division Ot li- 
osnsvag 4pp. 31169 091 .3t 169 094 

"8506220192 Responds to 840816 request lor confirmation of 840824 requested target 
data for plani licensing aclJon ra auxiliary feedwater sys Requested target dale be 
itevad attainable Ralated correspondence encl. 

BISHOP.TW. Region 5, Office of Director. 84/07/02 EISENHUT.DG Division of Li- 
censing 9pp 31169 095-31169.103 


—8506220169 *'Spac lor Safaty-Rolaled Pipe Support Field Fabrication & Installation for 
SoiUhern Cafifornla Edison Co, San Oriofre Nuclear Generating Station, Unit 1 " 

• Bechtel Dorp 84/06/12 100pp 31169 201-31169 301 


-8506220201 Rev 0 lo Design Change Package 82-244 2BC, "Seismic Upgrade 
Program Localized Effeda of Pipe Support Loads - Containment Structures " 

' BecJhIo) Cofp. 84/06/08. 3Bpp 31172:141-31172-178 


—8506220202 Forwards compilation ot ficensing schedules & resource estimates tor 
plant Reviow of schedule & resource esltmales & Identilicalion of corrections 
roquQsted Related documents encl 

GRIMES.C. Systomalic Evaluation Program Branch 84/06/16 CHAFFEE,A., 
D’ANGELO, A NRC - No Detailed Affiliation Given 169pp 31 169 302-31170 108 


— 8606220208 Rev 0 lo Design Change Package 82-2S1-3BC, ‘'Seismic Upgrade 
Program Localized Effects of Prpo Support Loads - Turbine Bldg " 

» BechietCorp 84/06/13, 36pp. 31172:179 31172 215 


-8506220210 Rev 0 to Design Change Package 82-244-3SC, "Seismic Upgrade 
Program' Localized Elfects ot Pipe Support Loads - Conlainmenl Structure '' 

• BecJitelCorp 84/06/12. 23pp 31170'109-31 170 131. 


-,-0506290213 Rev 9 to General Procedure 19 1, "Work Plans & Procedures." W/148 
and Aperture cards available In PDR 
Corp 80/ 1 2/1 8 . 82 8pp. 31 172’aie-31174 321. 


-8506220261 Rev 10 to General Procedure 19 1, "Work Plan Procedure " 

' eecMciCorp 84/03/14 12pp 31171 238-31171 250 

8506180164 FOIA requesi for documents re 1982 order requiring 0 67g seismic design 
std & 1984 order allowing re start .including applications tor amends lo const 
permit OL PSAR & FSAR & facility seismic design deficiency repts 
ZAELKE.D Sierra Club 85/02/21 BRIGGS.W'H Office of the Genera) Counsel, 3pp 
30984 238-30984 240 

85Q6150Q41 Responds to FQlA requests for records re SSER (NUREG 0787) Forwards 
App 8 & C documents App A & B documents available in PDR Info In App C docu 
ments padially withheld (ref FOIA Exemptions 5,6 & 7) 

FELTON, J M Division of Rules and Records 85/03/01 GARDE, B P Government Ac- 
countability Project 2IOpp 31067 005 31067 292 

-8506150117 Responds to 840530 request re mot contacts for listed plants w/IntogreE 
ed licensing schedules, per E Chnstenbury 840530 telcon w/Eisonhul 
CUNNINGHAM, G H Office of the Executive Legal Director 84/06/07 DENTON.RR 
Office ol Nuclear Reactor Regulation, Director Ip 31067 292-31067 292 

8506180155 Further response to FOIA request for documents re restart Forwards App 
C documents Documents also available in PDR App B documents avaltaUe m 
POR App D documenis withheld (ref FOIA Exemplion 5) 

FELTON, J M Division of Rules and Records 85/03/26 BELL.N Nuclear tnformaliOil 
& Resource Service 9pp 30986 075-30986 202 

-8410230410 Summary of 641005 meeting w/util re restart before completion of Seis- 
mic upgrade 

ASSELSTINE,J K Commissioners 84/10/12 Commissioners 2pp 30966 122 
30986 137 

-8410230414 Summary of 841010 meeting w/ultl re legal issues associated w/restarl 
ASSELSTINE.J K Commissioners 84/10/12 Commissioners 12pp 30986,124- 
309B6 137 

-0411200212 Forwards SEP Branch dra(( SER of relurn-to-Svc plan Review for com 
ments Or concurrence requested by 841113 

CASE, EG Office of Nuclear Reactor Regulation, Director 84/11/09 EISENHUT.DG 
Division of Licensing 2pp, 30986'154 30986 155 

-8506180165 Forwards summary table identifying status of pipe supports (or one stress 
problem (FW-04) Similar tables initiated for other stress problems Related info end 
RAINS0ERRy,J NRC - No Deiailed Affiliation Given 84/06/19 GRIMES.C NRC - 
No Detailed Affiliation Given 14pp 30986 084-30986 097 

-8506180173 Discusses procedural requirements (or restart Licensee request for restart 
should be processed as license amend Forwards notation paper W/o paper Beilolod 
info end 

DENTON.HR Olfice ol Nuclear Reactor Regulation, Director, 84/08/28. DIRCKS.WO. 
Office of the Executive Director for Operations Ip 30986,098 30986 098. 

-8506180183 Requests m(o re DBE incorporated into license & license amend concern 
mg restart when 0 5g requirement not met tor safety sys 

ASSELST/NE.J K Commissioners 84/10/11 PLAINE.H Office of the General Coun 
sel Ip. 30986 120-30086 120 

-8506100189 Forwards JK Asselstme 841012 memo lo be placed In (aciJity- rotated 
file, per JK Asselstme request 

DAVIS, P Commissioners 84/10/12 SCATTOLINI.L Public Document Brandi 1p 
309S6 121-30986121 

-8506180210 Forwards J Austin 841022 memo to be placed in facility- rolatod 
files Original memo sent to document control sys 

AUSTIN, J Commissioners 84/10/22 SCATTOLINI.L Public Document Branch. Ip 
30966,136-30996 136 

-8506180215 Summary of 641019 meeting w/ulil re seismic design capability Related 
mfo end. 

ALISTIN,J Commissioners 84/10/22 Commissioners 15pp. 30986 139 - 30986,163 

-8506180241 Draft SER supporting return to svc 
* NRC - No Detailed Afliliation Given 84/11/30. 30pp 30996 156-30986 I9<|, 

-8506100250 Lists responses to questions re restart, Inc ludino options paper A 
recommendations Related Info encl 
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•■8305050434 Responds to 630426 note forwarding 030406 memo from investigator re 
discussion of seismic Issues on 630317 Statements made at meoling 
clarified Circulation of response requested 

CASE.E.G Office of Nuclear Reactor Regulation, Director 83/05/02 HAYES, B B. 
Office of Investigation 2pp 30984 294-30985 111 

"8506180194 Discusses enforcement of commitments made by util to NRC re 
facility Licensee reported no significant structural deficiencies on 600428 but notified 
NRC of large number of same on 620430 Info deleted Related info end 
FIT2GERAlO,J A Office of the General Counsel 83/10/19 HAYES, B B Office of In 
vostigalion 10pp. 30965.1 12-30985 121 

8S06250064 Further response to FOIA request for documents In three catogorios re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available In PDR Processing of documents continuing 

FELTON, JM Division of Rules and Records 65/04/10 HEATH.SJ Washington 
Legal Foundation lipp 31217 095 31216 106 

"8506260200 Discusses w/utll on 630214 In Rosomead.CA re policies on drug & alco 
hoi abuse by employees. 

• NRC • No Detailed Affiliation Given, 83/02/14 4pp, 31217 200 31217’203 

8506250185 Partial response to FOIA request for records re BNL investigation of EE 
Kent allegations. Forwards App A documents Documents also available In 
POR Remaining documenis will bo forwarded upon completion of NRC review 
FELTON ,J M Division of Rules anti Records 05/04/18 GARDE,B P Government Ac- 
countability Project 3pp 31216.093-31215 152 

"6606260321 Forwards BNL rept ro EE Kent allegations at Midland plant Inlo re San 
Onofre discovered In course of review. 

WBIL.CH Office of Invosligation 05/02/20 JOHNSON,A Office of Invesllgation, 
2pp 31215151-31215.152, 

8506030363 Forwards safotv evaluation ol TMI Action Item II K 3 30 tor Woslinghouse 
plants TMI item com plots, based on understanding that util member ol Westlnghouso 
Owners Group & use of NOTRUMP modol 

ZWOLINSKLJA Oporating Reactors Branch 5 85/05/30 BASKIN.KP Southern Cali- 
fornia Edison Co, 2pp. 30673 316-30673.323. 

8506060476 Forwards addi Info ro SEP Topic 111-6 concorning seismic design consider* 
allons & long-term solsmic criteria & molhodology.Including "Long-Term Sve Seismic 
Reevaluatlon Program Status Rept for All Action iloms Idenliflod . 

MEOFORD.M O. Southern California Edison Co 85/06/04 ZWOLINSKI.J A Operating 
Reactors Branchs, 2pp 30730 206-30731.164. 

"8606060462 "Long-Term Svo Solsmic Reevaluatlon ProgramiSlatua Ropt for All Action 
Items Idonttlled From NRC 850327 Ltr " 

• Southern California Edison Co. 65/05/31 4Qpp. 30730.208 30730.256. 

"8506080493 "Long-Term Sve Seismic floovaluallon ProgramTochnlcal Basis lor 
Piping Strain Limits & Development of Unoar.Elasllo Analysis Methodology " 

• Southern California Edison Co 85/05/31 46pp 30730 257-30730,302 

"8606060500 Rev 0 to "Long Term Sve Seismic Program Revised Test Problems " 

• Impoll Corp, 01 0310-1398 ROO, 85/05/31 200pp. 30730 303-30731 135 

"8608060606 "Ropt on Studies of Soil Modulus & Damping at San Onofre Site," 

• Southern California Edison Co, 85/06/04, 20pp 30731*136.30731 -164 

8506120306 Forwards Amend 80 to License DPR-IS & safely evaluation. Amend modi- 
fies License Condition 3.E, allowing steam generator Insp during refueling outage & re- 
quiring insp programs 46 days prior to shutdown. 

ZWOLINSKI.J A. Operating Reactors Branch 6 85/06/05 BASKIN, K P. Southern Call, 
fornia Edison Co 3pp. 30060,101.30860,1 13, 

"6606120313 Amend 89 to License DPR.13,modi(ying License Condllion 3.E to allow 
steam generator Insp to bo performed during refueling outage & requiring insp pro* 
grams 45 day prior to scheduled shuldown. 

ZWOLINSKI.J A Operating Reactors Branch 5 85/06/05 4pp. 30850.104.308501 107. 

"6506120319 Safely evaluation supporting Amend 89 to License DPfl-13 

• Office of Nuclear Reactor Regulation, Director. 85/06/05, 6pp 30850:108. 
30850:113 

8606120148 Application for amend to Licenses DPR.13,NPF.10 & NPF.16, consisting of 
proposed Rev 6 to Aug 1083 physical security plan re alarm annunciation 
requIram 0 nt 8 .Rev withheld (rot 10CFR73 21) Foe paid. 

MEDFORD.M.O, Southern California Edison Co 86/08/07 KNIGHTON, G W Licens- 
ing Branch 3 2pp. 30850.355.30850,366. 

8506210337 Trip ropt ol 850430 0501 meetings in Walnut Creek, CA to discuss criteria & 
methodology proposed by ulll for completion of SEP seismic evaluation of 
faclllty.Vlewgraphs end. 

GRIMES, Cr Syslemallc Evaluation Program Branch, 06/06/12 CRUTCHFIELD.D 
Assistant Director for Safety Assessment. 152pp 31032 198-3 1032*347, 

8606190323 Forwards request for addI Info ro recent Part 21 repla from TDl needed (o 
continue review of TOI engine reliability Issues.Rosponso requested wllhin 45 days of 
date of ltr. 

ZWOLINSKI.J A Operating Reactors Branch 6 66/06/17, BASKIN, K.P, Soulhern Cali- 
fornia Edison Co 4pp. 30995:3 18.30995.321. 

8506200325 Forwards revised schedule for posl-accident sampling sys completion, per 
NLIREQ.0737,TMI Item 11.8 S.Turnover to station personnel will be completed prior to 
Cycle IX refueling outage. 

MEDFORD.M.O, Soulhern California Edison Co, 86/06/18. ZWOLINSKI.J, A, Operating 
Reactors Branch 6. 3pp, 31007:266 31007:267. 

8506270224 Forwards response to Qenerlo Ltr 65.07 re Implementation of Integrated 
schedules tor plant mods.lntegraled living schedule implemented at Unit 1 per Wes- 
tinghouse analytical ranking process. 

mIdfoRD.M.6 . Southern Cfalilornia Edison Co, 86/06/25, THOMPSON.H.L. Division 
of Licensing. 5pp. 31236:228.31236:232. 

8508270402 Responds to NRC B50216 scope, methods & criteria for seismic analyses 
consistent w/original licensirig ba8ls.Oupllcallng original seismic analyses Impossible & 
irrelevant, "Pseudo Original Rant Design Criteria & Methodology.,," end. 

BASKIN, K.P. Soulhern California Edison Co 66/06/26 CBUTCHFIELD.O. Assistant 
Director for Safety Assessment, 23pp. 31 239:096-31 236:1 1 9. 


Q. Inspection reports, IE Bulletins & correspondence 


8506220001 Partial response to FOIA request for documents re restart ol facility App A 
documents available In PDR Seaich continuing 

FELTON, J.M Division of Rules and Records 05/02/13 BELL.N Nuclear Information 
& Resource Service 14pp 31162 001-31174 321 

"8506220060 Rev 1 to "Relnsp Program Plan " 

• Bechtel Corp 84/07/27 655pp 31162104-31164 038 

"8506220075 Forwards evaluation of plant readiness for power operations Mods satis 
factorily completed & regional Insp program current Outstanding items not significant 
enough to preclude full power oporailon. Related correspondence end 
KIRSCH,DF Region 5, Office of Director 84/11/09 EISENHUT,DG. Division of Li 
censing 43pp 31164.044-31164 203 

"8506220095 Summarizes Operational Readiness Review Panel 841105 meeting to 
consider plant status & readiness lor full power operation No significant deficiencies 
Identified within scope of residont Inspector min insp program 
KinsCH.D F Region 5, Office of Director 84/1 1/09 MARTIN, J B Region 6. Olllce of 
Director. 6pp. 31164 204-31164 209. 

"8508220105 Forwards Input forms detailing findings of Insp Ropts 50-206/04-16 & 50 
206/84-20 re Items 60,70 & 72 of 841012 memo on readiness Training of operators & 
nonllcensed technicians re effluent monitors completed 

WENSLAWSKI.F A. Region 6, Olfice ol Director 84/10/24 KIRSCH.D F Region 5, 
Office of Director 29pp 31ie4*214-31164 245 

"8506220126 Summary ol 840920 meeting w/utll In Walnut Creek, CA ro resolution of 
radiation protection matters described In Insp Repts 60-206/84.1 8, 50.381/84 22 & 
50 362/84.22. Related correspondence end 

YUHAS.QP Region 5, Office ol Director 84/10/18 Region 5, Office of Director 
18pp, 31164 246 31164*263 

"8506220185 Forwards insp plan lor 040716-24 plant team Insp Insp will address 
design changes, maint A performance of shift personnel, Related documentation end 
PATE,R J Region 5, Office ol Director. 84/07/11 BISHOP, TW Region 5, Office of 
Director 121pp 31160'332.31169;090 

"6506220264 Submits Insp plan lor 640716-27 Insp rept expected to bo completed by 
04081 7,Reglon V FY84 oporating plan one! 

CANTER, H Region 6, Office of Director 84/06/20 PATE.R, NRC - No Detailed Affili- 
ation Given 6pp, 31171 261-31171 256. 

8606050250 Forwards Insp Ropts 60 206/05.10.60-361/05.10 & 50 362/85 09 on 

850326.28.0401- 05 & 15-16, No violations noted 

WENSLAWSKI.F A Region 5, Olfice of Director, 05/05/13. BASKIN,KB. Southern 
California Edison Co 2pp 30726146-30726*160 

"8506050260 Insp Ropts 50-206/05-10,50 361/85-10 & 60-302/85 09 on 850326 

28.0401- 05 & 16-16 No violations or deviations notod Major areas Inspected licensee 
ropts, allegation followup, radiation protoctlon,chomlstfy & radwasle mgt controls 
NORTH.HS, YUHAS.QP Region 6, Olfice ol Director. 05/05/10 21pn, 30726.148- 
30726 168 

6505130027 Supp1 1 to IE Inlo Notice 84-55, "Seal Table Leaks at PWRs," Sve list end. 
JORDAN,E L, Division of Emergency Preparedness & Engineering Response {Post 
830103) 05/05/14 Consolidated Edison Co of Now Yoik, Inc f07pp 31044*005- 
31044 171. 

6506130038 SuppI 1 to IE Info Notioo 85-020, "Motor Operated Valve Failures Duo to 
Hammering EtIecI," Sve list end. 

JORDAN, t L, Division ol Emergency Proparodnoss & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of Now York, Inc, 107pp. 31044:172- 
31044.278. 

8506040684 Responds to NRC 650410 Hr re violations notod In Insp Ropt 50-206/05- 
09,Correolive aclion8.e8cape hatch repaired, properly tested & returnodl to sve & an- 
nunciator Installed to Indicate broach of containment Integrity, 

BASKIN,K P. Southern California Edison Co 86/05/17. MARTIN, J B Region 6. Olfice 
ol Director. 0pp. 3O7O8.265-3O7O0;262. 

8508140663 Suppis response to violations noted in Insp Ropts 50-206/65 06,60-361/ 
85 06 & 60-3o2/85 00 Corrective actions, request to revise physical security plan will 
bo submitted by 060607. 

MEOFORD.M (5 Southern California Edison Co, 85/06/17. MARTIN.J B. Region 6, 
Office of Director. Ip 30932,107-30032*107 

8606200690 IE Info Notice 85-039, "Auditability ol Electrical Equipment Qualification 
Records at Licensees Fecitilles " Sve list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 86/05/22 Consolidated Edison Co. of New York, Inc fOBpp 30837'260. 
30037:363 

8505200600 IE Info Notice 65 040, "Delicloncles in Equipment Qualiticallon Testing & 
Certification Process." Svo list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 65/05/22. Consolidated Edison Co of New York, Inc. fOBpp, 30846*168- 
30848:271. 

8606280161 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements " Svo list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/05/29, Consolidated Edison Co. of New York, Inc. i20pp, 30852*246- 
30062:363. 

8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors." Sve list 
end. 

JORDAN,E.L. Division of Emergency Preparedness A Engineering Response (Post 
030103). 65/05/30. Consolidated Edison Co. of New York, Ino. I20pp. 30864:1 67> 
30B64;287. 



24 DOCKETED ITEMS 


flSO£2A019S IE Info Nolice 85 Cl'14, “Emergency Com irunrca lion Sys Monihly Test " Svc 
list enel 

JORDAN, EL Division ol Emargoncy Preparedness 4 Enginacfing Flesponse (Post 
630105] 85/05/30 Cortsolidaled EaiSon Co of New VorR, Inc 12ipp 30854 045- 
30864,186 

8506130417 Forwards feedback memo re polentiolly genetic problem w/w(da range 
gaseous efiluent monitor concerning deieclor positioning Review A rosolullon of prol) 
iem req^uested 

BAER, PL Engineering & Generic Communlca lions Branch 85/06/04. WINSO.J GA 
Technologle9,Tnc/G0neralAlomlcCo 3pp, 30901 178-30901 197 

-9506130418 Discusses generic concern described In 0303 10 Hr ro GA Co wide range 
gas monitor high range noble gas channel detector posillonlng Polonllal generic issue 
significant doe to use In evaluating effluent release In even! ol accident 
SCARANO,RA Region 5. Office of Director 65/03/19 JORDAN,E L Division ol 
Ernorpncy Preparedness A Engineering Response (Post 830103) 3pp 30901 152- 

-0506139420 Discusses condillons bavmg polentlally genorrc impacl Identilrod in Insp 
Reel 50 361/63 OB. Vendor calibr data lor fow-range do lector Mparenlly In error. 
JORDAN, El Division of Engineering & Quality Assurance (pre 830103) 93/03/10 
BOOK.H E Regions, Olficaol Director 3pp. 30901:184-30901.186, 

-8606130421 Foiwards response Id 030505 memo re wide range gas monitor problems 
al plant Update requested re conlafnmont high-rango radiation monilor & post accf 
dent sampling Hems 

BAER.RL Englneorlng & Generic Communications Branch, 83/00/00 
KNIGHTON.GW. Licensing Branch 3 2pp 30901’l6730i)01’187 

-8606130422 Com manta on u III concerns re wide range gas morilcr sys Calibr w/NBS 
traceable source (ndicated monitor reading excessively nigh & beyona accuracy range 
WINSO.JH GATechnolOflfes, lnc7GoneralAlomIcCD 93/07/22 WIGGINTON.J Di 
rector’s Oil ice, Office ol Inspection and EnforcemenI 3pp 30901*1 00-30901 ‘197 

6606240326 Forwards Insp Repts 50-206/65-16,50-381/85-15 & 60-362/85-14 on 
850402- to No violation noted. 

WEN3UWSKI,F,A Region 5. Office ol Diroclor. 86/0S/04, BASKIN.K P Southern 
California Edison Co 2pp 31202,345-31202 358. 

-6506240340 Insp Repls 60 209/85-19,60 361/85 15 & 60 362/85 14 on 850402- 
10 No noncompiianco noted .Ms {or areas Inspected lab capability lo perform chemical 
& radlochomIcaJ analyses & detailed review ol eample data 

HAMADA.GH. YUHAS.G Region 5, Office of Direclor. 65/06/03. 12pp 31202:347- 
31202.359 

8506120305 Forwarda Amend 80 to License DPR-13 & safety ovafuailon Amend modi- 
fies License Condition S.E.alfowIng sloam goneralor Insp during refueling outage A re- 
quiring Insp programs 45 daya prior lo shutdown 

zWO[INSK),JA Opera ling Reaciors Branch 6 85/06/05 BASKIN.K P Southern Cafl- 
fernla Edison Co. 3pp 30650; 101 -30850. 113, 


n. Periodic operating reports & related correspondence 


8606100416 Monthly operating repi for Mar 1985 W/860411 Itr 
SIACOR,E R . HAYNES, J G Soulharn Calilomla Edison Co 85/03/31 7pp 
30826 314-30826 320 


S, Reportable occurrences, lERs & relsted correspondence 


8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Capa tor TDl 
DSRV-12,DSRV-16 4 DSRV-20 Diesel Engines " 

LAITY ,WW Ballolla Memorial Institute, Pacific Northwest Laboratories FIN 6-2952 
05/04/04. BERLINGER.C Division of Licensing Ip 29787 001-29787 017 

-8504120317 "Review of Engine Base & Bearing Caps for TDl DSRV- 12 . OSRV-18 A 
DSRV-20 Diesel Engines." 

^ Batlelle Memorial Inslitule, Pacific Northwest Laborale 
ries, FIN B-2952 PNL-5200-12 05/03/26 Division of Lfcansing i4pp 20787 002 
29787 017, 


8506030622 Special repl.on a50424.alack Wide range gaseous monilor R.1254 doclarod 
inoperable due to erratic reaponso ot mid range channol.Cauaod by faulty doleclor/ 
preamp assembly connector Assembly replaced 

HAYNES, J,G Southern California Edison Co. 85/05/00 MARTIN, J B. Region 5. Olfico 
of Director 2pp 30679 035-30879 036 


0508120666 Ler 05 009-00 on 850301 .vent noble gas activity monitor solpoint not 
reset during planned release Caused by personnel error.perinll formal will bo reorna. 
nized (0 direct operator to verily setpoint correct W/850528 Itr 
HAYNES.JG Southern California Edison Co 85/05/28 2pp 30858,087-30858 068 


6606170278 "Review ol Emergency Diesel Generafor Engine & Auxiliary Modulo WirFna 
& Terminations,' technical evaluation repI 

LAITY, WW , RICHMOND, W.D, fiallelle Memorial Institute, Pacific NorthwQSI Labomfo 
ries FIN B-2052 PNL-6200-3 86/05/31 BERLINGER.C H. Division of Licensing 
21pp 30981.130 30981:150 “ 


8508110272 PNO'V-86-034:on 850603, maint electrician (n)ured while working In ma. 
chine shop Oulalda of protected area Caused by piece ol matl penetrating electrician 
Shull during buffinn.Worker died, 

JOHNSON.P Region 6, Ollice of Direclor 05/08/06 Ip, 30807.213-30007.213. 

65062401 40 LER 85-010 OO.on 850508, past failure to make continuous 4 ti How ostl 
males on elfluent releases discovered. Procedures revised to require estimates of any 
flow through stack if (an flow Indicator R-1254 Inoperable W/050607 Itr, 

HAYNES, J.G Southern California Edison Co 85/06/07, 3pp. 31203 254-31203 256 


V. Operator Examinations 


-8606120313 Amend 89 lo License DPR-l 3, modifying License Condition 3 E to allow 
sloam psnoralor insp lo bo performed during reluoling outage & requiring fnsp pro 
grams 45 day prior to sclioriulod shutdown. 

2WOLINSKf,J A. Operating Reactors Branch 5 05/06/05 4pp, 30850. 104-30 060; 107 


SS06130499 Forwards PF Collins 850506 Itr re renewal of senior reactor operator 
licenses Quastiori ralsad ro "acDvely engaged" requirement Seeks to loin Nuclear Utils 
Mat & Human Resources Commll lee. Drug testing al facility discussed 
RAY.H.B Southern California Edison Co, 85/05/28. MARTIN. J B Region 5. Office of 
Director, 2pp. 308B1.133-a0891-137. 


-0506120319 Safely evaluation supporting Amend 60 to LIcanae DPR- 13, 

• Ollice ol Nuclear Reactor Regulallon, Director. 05/06/06, 0pp 
30B60 tta 


30850:103- 


860606M77 IE Info Nollco 85-045, " Potential Selsmio Interaction Involving Movable In 
Core Flux Mapping Sys Used In Weslfnahouse Designed Plants " Svc list onoL 
JORDAN, E.L DIvrslon of Emergency Preparedness & Engtneering Response (Post 
83010^. 05/06/06. Conaolldaled Edison Co. ol New Yorh, Inc. f22pp 30864,280- 
3DB65 046, 


-8S06130S07 States concerns re NRC Imposing requirements A guidance oonlalnod In 
draft proposed changes to 10CFR55 & Rag Guido 1 8 prior to analysis ol public 
comments Example described Requests that currently effective regolailons bo used 
COLLINS, P F. KMC, Ino, 05/05/06 DiRCKS.WJ Ollice ol the Executive Director for 
Operallons 3pp. 30891.135-30891 '137 


DOCKET 60-207 UNITED NUCLEAR COHP. CRITICAL EXPERIMENT 


8506210126 Forwards Insp Repls 60-009/85-13,60 361/85-12 & 50 362/85-11 on 
850304-08 & 0401-05 4 16-19 & notice of violation. 

KIRSCH.D.F. Region 6, Office ol Director. 05/O6/C7. BASKIN, K.P. Southern California 
Edison Co.2pp 31024:17031024.185. 

-6506210132 Nollco of Eolation from Insp on 680401-19, 

JOHNSON, P.H. Region 5, Otfleo ol Director. 85/06/07 ip 31024. 172*31024'17a, 

-8506210134 Insp Repls 60 206/65-13,60-361/68-12 4 60-362/86-11 on 860804-06 & 
0401-05 & l6-f9,Vlo1ation noted malnl orders Issued to repface studs w/e performing 
des^ analysis, conslituUng Improper design change. 

NARBUT.PP., WILLETT.D J., JOHNSON.P.H. Region 6. Office of Director. 85/06/06. 
13pp.31024'173-31024:ie5. 

8606060707 IE Info Notice 85-046, "Clarification of Severaf Aspects of Removable Ra- 
dioaclive Surface Contamlnadon Limits tor Transport Packages." Svc list and. 
JORDAN.E.L. Division ol Emergency Preparedness 4 Engineering Response (Post 
930103). 05/09/10. Censolldaled Edison Co. of New York, Jno f24pp, 31043'301- 
31044:064. 

8606140240 |E Info Notice 95-047, "Potential Effect ot Llne-Jnduced Operation on Cer- 
tain Target Rock Sofonofof-Operaied Vatves." Svc list one I 
JORDAN, E.L. Division Of Emergency Preparedness 4 Ertgineering Response (Post 
93011^]. 65/08/16 Consolidated Edison Co ot New York, Inc i34pp. 31269:157- 
31268:304. 


8506140638 |E Info Notice 65-048, "Respirator Users Notice iDefectIve Self-Contained 
Breathing Apparatus Air Cylln>der6 " Svc list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/09/19. Consolidated Edison Co. of New York, Inc 123pp. 31376;064- 
31376:183, 


8606250463 Forwards Safeguards Insp Repts S0-2a6/aS'1 9,50-361/85-1 6 & 50-362/ 
96-17 00 660603 07.No violation noled,lnsp repts wilhheW (rel 10CFR2.790 4 73.21). 
MONTQOMEaY.J,L. Region 6, Office ol Direotof, 85/06/20, BASKIN, K,P, feufharn 
California Edison Co. 2pp 31160:306-31180.307, 


Q, Inspection reports, IE Bulletfos 4 correspondence 


8605280196 IE Info Nolice 65-044, "Emergency Communication Sys Monihly Test." Svc 
list end. 



DOCKET 60-213 HADDAM NECK PUNT 


F. Security, medIcaL emergency & fire protection plans 


65MO3O3O0 Discusses extension of response to draft safely evaluation of Suppi 1 to 
NUREQ-0737 emergency operating procedures generation package Mod ol 0406)2 
order reOueseed.SubmItial of response by 650712 planned 
OPEKA.J.F. Connecticut Yankee Alomlo Power Co OPEKA,J,F. Northeast Utilities. 
85/05/24, 2WOLINSKI,J,A, Operating Reactors Branch 5, 2pp. 30673:280-30873 289 


6506060412 Advises foat portions ol 850126 Rev 11 to physical security plan consist enl 
w/provislons of 1 OCFR60,64(p) & accepiablo. Portions ot rev unacceptable as out- 
lined in encLSub i -!■ . *1 - 1 : *1 -t ■.(«, ,'»!■ , . ays. 

MARTHT.T. ';i '^i fv ■ .i = Connecticut Yankee 

Atomic Power Cr f 1 1 i i ; , J ■ ‘t i , , ■ 


8606140490' Fonvards "Exercise Assessment of Joint Slate 4 Local Radiological Emer- 
gency Response Exorcise for Haddam Nack Plant,” conducled on 84051 2.No Catego- 
.. A .''o'hn* ii'j ,j'lr^' 

n-* ‘MLiV I J * ;:■} . dj r A !''(.•• AI.A. Conneollcol 

A , foP.JWU IJ '''tl'.-V 


-6^06140492 rmit.ii :l S',iii .S'o ,- >,ii riEmergencyRe- 

, Fkir; su ':t Hi ..ri I III r, ir'i.!0 .'-t® / 

• 'r! ul I. rnj,vnr, Vii".i(,c"“fM* rr il Tt 1? *:297.30898 021, 
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dS0613031S Rev 1 to Emergency Plan Implemonling Procedure EPIP 1 5-30, "On-Shitt 
Chemistry Technician " W/850607 Hr 

OPEKA,jF. Connecticut Yankee Atomic Power Co 05/06/07 5pp 30B59 072- 
30059:076 

B6002103D0 Forwards Insp Rept 50-213/05-07 on 850307-0509 No violation 
noted Appointment of single point of contact at site to coordinate submittals request- 
ed 

WENZINQER.E.C Region 1, Office of Director 65/06/14 OPEKA.JF Connecticut 
Yankee Atomic Power Co 2pp 31035.113-31035 125 

••8508210300 Insp Rapt 50*213/05 07 on 850307-0509 No violation or deviation 
noted Maior areas inspected plant operations, radiation proteclion,phy5lcal security.fire 
protection, malnl,8un/elllance & followup on previous Insp Items 
SWETLANO,P D , MCCABE,EC Region 1. Office of Director 85/05/29 9pp 
31035,115 31035,125, 


P. Operating license stage documents & correspondence 


Q Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, “’Seal Table Leaks at PWRs '* Svc list end 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response <Post 
030103) 85/05/14 Consolidated Edison Co of New York, Inc f07pp 31044.065 
31044 171 

8505130030 SuppI 1 to IE Info Notice 85 020, "Motor-Oporatod Valve Failures Duo to 
Hammering Effect ” Svc list end 

JORDAN, EL. Division ot Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New York, Inc 107pp 31044 172 
31044 278 

8506040621 Forwards Insp Rept 50 213/85-08 on 850325-29 & notico ol 
violation Immediate & long term corrective actions committed to during exit Interview 
to correct recurring problem In signal transmission should be documented 
MARTIN.T.T Region 1, Oltice of Director, 85/06/20. OPEKA.J.F Connecticut Yankee 
Atomic Power Co 2pp 30709 030 30709 043 


8606170077 Responds to FOIA request for records re FIN B 0409, "Containment Leak 
Rato Testing Program" & Qundrex Corp/NflC conIracIs.Forwards documents re FIN 
B-0409 Documents also available in PDR.No documents re Quadrex subj to request 
FELTON.J,M Division of Rules and Records FIN B-0409 85/03/25 

REYTBLATT,ZV Warren Wilson College, Swannanoa, NC, 7pp 30987 036 
30987'076, 

"6506170281 “Containment Leak Rate Testing Investigations," monthly progress ropi 
lor Nov 1982 

OOUGAN.J.R. Oak Ridge Nalional Laboratory, FIN B-0409 02/12/07, ARNDT.G, Me 
chanlcal/SIructural Engineering Branch 3pp 30987 116-30987,117 

8606070287 Responds to 650402 request for addi Info re Integrated Safety Assessment 
Program (ISAP) revlew.Descrlptlon of all plant betterment projects & engineering stud 
les to be Included In ISAP review end 

OPEKA.J.F Connecticut Yankee Atomic Power Co OPEKA.J.F. Northeast Utilities 
65/05/17 QRIMES.CJ. Systematic Evaluation Program Branch 160pp 30750-163 
30760 320, 

8506030515 Advises that proposed Tech Spec revs re limiting overtime for persons per- 
forming safely related functions currently under review & approval Proposed changes 
will be submitted by 650630, 

OPEKA,J.F. Connecticut Yankee Atomic Power Co, OPEKA.J.F, Northeast Nuclear 
Energy Co (subs of Northeast IJtllKies), OPEKA,J F Northeast Utllitlos 05/05/24 
MILLER, J.R, Operating Reactors Branch 3, ZWOLINSKI,J,A, Operating Reactors 
Branchs. Ip 30679:023-30679 023. 

8500120335 Application for amends to Licenses DPR-61,DPR-21 & DPR-65, Incorporat- 
ing 10CFR60,App I requirements into saloly Tech Specs & eliminating need for sepa- 
rate App B to llcenses.Foe paid 

OPEKA,JF, Connecticut Yankee Atomic Power Co. OPEKA,J,F Northeast Nuclear 
Energy Co. (subs, of Northeast Ulllitiaa). OPEKA,J F Norlhoost Utilities 66/05/29 
ZWOLlNSKI,J.A. Operating Reactors Branch 6 MILLER.J.R. Operating Reactors 
Branch 3 3pp 30649 077-30860,100. 

"8506120365 Proposed Tech Specs eliminating App B to licenses by Incorporating 
10CFR50,App I requirements 

' Connecticut Yankee Atomic Power Co. 06/05/31. 381 pp, 30849,080-30850,100 

6606100633 Informs that NRC 840501 Ur mlslnlerpreted 641004 proposed resolution ol 
NUREG-0737,tlem II K 3 26 re loss of ac power on reactor coolant pump 8eals.Utll 
commllment was to evaluate change In Integrated safely asaossmont program 
OPEKA,J.F. Connecticut Yankee Atomic Power Co, 85/06/03. 2WOLlNSKI,J.A. Oper- 
ating Reactors Branch 6 2pp 30794-21 1-30794,212, 

8506210361 Forwards draft Rev 7 to OA program topical rept for review & 
epprovaLReason & basis (or changes also end, 

OPEKA,J.F., SEARS, C.F, Nonhoasl Utilities Service Co. (subs, ol NorlhoasI Utilities). 
OPEKA,J,F. Northeast Utilifles, 86/06/06 MURLEY.T.E, Region 1, Office of Director, 
5pp. 3 1055-21 7-31 066:357, 

"8506210368 Draft Rev 7 to QA program topical repl. 

* Northeast Utilities. 86/06/05. 136pp. 31056:222-31065 357. 

8506110252 "Corporate Organization Nuclear Incidents Procedure Manual," W/060606 

RODGER, R,, OPeKA,J,F, Northeast Nuclear Energy Co, (subs, of Northeast Utilities), 
OPEKAiJ.F Northeast Utilities 86/06/06. 22epp. 30807-227-30800 094 


-8506040623 Notice of violation from Insp on 650325 29 
• Region 1, Office of Director. 85/05/20. Ip 30709 032-30709 032, 

"8506040628 Insp Rept 50 213/65 08 on 650325 29 Violation noted failure of annual 
audils to Include entire scope required by ETS 

WEADOCK,A A, STRUCKMEYER.R , SHANBAKY.M M. Region 1. Office of DIrodor 
86/05/10. lipp 30709 033-30709-043 

8505200590 IE Info Notice 65 030, "Auditability of Electrical Equipment Ouatillcollon 
Records at Licensees Facilities " Svc list end. 

JOHDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co. of Now York, Inc 106pp. 30837 258 
30837 363, 

8505200800 IE Info Notice 65-040, "Deficiencies In Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Poal 
830103) 85/05/22 Consolidated Edison Co. of New York, Inc lOBpp 30846 160 
30848,271. 

8506030438 Suppis 850128 response to Insp Rept 60-213/84-28 & 841213 order modi, 
fylng license re failure of reader cavity seal rlng.PossIble misintorpretallon of 8501 28 
response re design changes deemed significani clarified 

OPEKA,J F , SEANS.C.F. Connedicul Yankee Atomic Power Co 85/0B/20 

TAYLOR.J M Director’s Office, Office of Inspection and Enforcement MURLEYJ.L 
Region 1, Office of Director. 4pp, 30670, 122-30678, 125. 

8606070429 Responds to NRC 850425 Ur re violations noted in Insp Rept 60-213/05> 
03, Corrective actions-calibr procedures revised, Procedure IC-P-2 implemented 4 plot 
developed, Indicating loop della P. 

OPEKA.J.F., SEARS,C.F Connecticut Yankee Atomic Power Co, 05/06/20 

MURLEY.T.E. Region 1. Office of Director, 4pp 30760:01 1-30750 014 

8606280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Berios Badge 
TLD Elemenls," Svc list end 

JORDAN, E.L Division ot Emergency Preparedness & Engineering Response (Pont 
630103) 85/05/29. Consolidated Edison Co. of New York, Inc 120pp 30852 '245* 
30852.363 

8506100427 Discusses intended applications of Drillco Maxi Bolt concrete onchors.lL 
Bulletin 70 02 factor ol safely useo to compensalo for uncertainty In load carrying cn* 
Debility due to friction between expansion anchor bolt wedge & concrete. 

OPEKAiJ F Connecticut Yankee Atomic Power Co. OPtKA,J.F Northeast Nudotir 
Energy Co. (subs ot Northeast Utilities), OPEKA.J F Northeast Ulllitles. 65/05/20. 
MURLEY.TE, Region 1, Ofllcoof Director 4pp 30791 ;146.3O7O1:140 

8506280187 IE Info Notice 85 043, "Radiography Events at Power Reactors.” Svo list 
end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (PoHl 
030103) 65/06/30. Consolidated Edison Co of Now YorK, Inc, i20pp 30864 '107* 
30864-287. 

8505280105 IE Info Notice 05-044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/30. Consolidated Edison Co. of New York, Ino, 121pp. 30664 -045* 
30864:166 


6606170346 Application (or amend to License DPR-61, revising Tech Spec 3 4 re com- 
bined hoatup.cooldown & pressure llmllallons to update prossure/lemp limit curves (or 
hydroslatlo & leak testing & for heatup & cooldown rate8.Fee paid, 

OPEKA,J.F., SEARS.C.F. Connecticut Yankee Atomic Power Co OPEKA,J,F. North- 
east UlilltleB, 65/06/11, 2WOLtNSKI,J,A. Operating Reactors Branch 6 6pp 
30956:056-30956 066 

"8508170354 Proposed Tech Speo 3.4,PageB 3-6 4 3-6, re combined heatup, cooldown 
& pressure Umitalions, updating preasure/temp limit curves (or hydroslatlo & leak test- 
ing & (or heatup & cooldown rates. 

* Connecllcui Yankee Atomic Power Co. 86/06/30. 6pp 30958 061 -30958:066 


8506060677 IE Info Notice 85 046, "Potential Seismio Interaction Involving Movable In* 
Core Flux Mapping Sys Used in Westinghouse Designed Plants," Svc list end, 
JORDAN, E.L. Division ol Emergency Preparedness 4 Engineering Response (Post 
830103) 86/06^6 Consolidated Edison Co. of New York, Inc I22pp. 30864:208* 
30865:046 

8508060707 IE Info Notice e5*046, "Clarification of Several Aspects of Removablo Ra* 
dioacllve Surface Contamination LImils for Transport Packages," Svo list end. 
JOROAN.E L, Division of Emergency Preparedness 4 Engineering Response (Post 
830103), 85/06/10. Consolidated Edison Co. of New York, Inc, 124pp, 31043.30 1 ■ 
31044.064, 


8506200367 Forwards notice of consideration of Issuance of amend to License DPR-61 
4 proposed NSHC determination 4 opportunity tor hearing re 850611 application to 
update pressure/lemp limit curves , . ^ 

2WOLINSKI,J.A, Operating Reactors Branch 6, 66/06/14, OPEKA.JF. Connecticut 
Yankee Atomic Power Co. 2pp, 31 007:083-3 1007-092. 

-8506200363 Notice of consideration of Issuance of amend to License DPH-61 4 pro- 
posed NSHC determination 4 opportunity for hearing re 85061 1 application to update 

pressure/temp limit curves. 

ZWOLINSKLiLA. Operating Reactors Branch 6, 66/06/14, 8pp. 31007,085-31007,092, 


8508260113 Forwards tabular summary of key results from regional survey of plant-spe- 
cific Info re potential tor uncontrolled radiation exposures in PWR caville8,per JQ Part- 
low B50315 requesl,No further generic action needed. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 85 / 06/18 
MURLEY.T.E. Region 1, 0«lco of Director. GRACE, J.N Region 2, Office of Director 
KEPPLER.J.Q. Region 3, Office Of Director. 9pp, 31211-322-31211:330 


6506120127 Forwards safety evaluation of util 640312 4 0626 requests for rollel from 
requirement to volumetrically examine pump casing welds.Rellef granted.AllornatO 
method ot exam acceptable. 

ZWOLINSKI,J.A Operating Reactors Branch 6 85/00/10 OPEKA,J,F. Connedicul 
Yankee Atomic Power Co 3pp. 30862:238-30852,244, 

-8506120130 Safety evaluation re ulll 840312 4 0626 requests (or relief from InservIce 
Insp requirements for exam of reactor coolant pump casing welds.Rellef granted. 

* Office of Nuclear Reactor Regulation, Director, 85/06/10 4pp. 30852-24 )• 
90852-244. 

8506210300 Forwards Insp Rept 60-213/85.07 on 850307-0509, No violation 
noted.Appolntmenl ol single point of contact at site to coordinate submittals requosi* 
ed. 

WENZINQER.E C, Region 1, Office of Direclor. 85/06/14. OPEKA,J,F. Connodicut 
Yankee Atomic Power Co. 2pp 31036:1 13.31035-126 
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-8506210308 (nsp Repi 50-213/05-07 on 850307 0500 Na violslion or doviation 
no tod Major aroas Inspocled plant oporattons, radiation prote(;lion.p}tysical secunty.firo 
protection, rnalnl.survoitlance & foltowup on previous insp ilems 
SWE7LANO.PD, MCCABE, EC Region I, Ollice of Director 65/05/29 9pp 
31035116-31035.125 


•8506210497 Insp Repi 50 219/85 13 on 850401 -0505. Violations noted, failure o1 mart 
& const & QA to follow procedures controlling quality deficiency responses & failure 0 
review & approve temporary procedure changes per Tech Specs 
BATEMAN.WH, WECHSELBERGER. URBAN.RJ Region 1, Otfico of Director 85/ 
06/03 20pp 31057 340-31058 009 


6506140240 IE Info Notice 85 047, "Poiential Effect of Line-lntfuced Operation on Cer- 
tain Target Rock Solenoid Operated Valves Svc list end 

JORDAN,E L Division oi Emergency Preparedness & Engineering Response (Post 
030103) 85/06/18 Consolidated Edison Co ol New Yorft, Inc 134pp 31260 157- 
31268 304 


8506170418 Forwards Physical Security Insp Rept 60 219/05-16 on 850514 & notice of 
violation Insp purpose involved review of clrcumstancos of 850116 loss ol pliolo klc-n- 
titication badge & Hoy card by legutai plant employee 

MARTIN, TT Region 1, Ollice of Director 05/06/10 FIEDLBn,Pa Gen oral Pulte 
Ulililies Corp - GPU Service Corp 2pp 30957 1 95 30957 204 


8506140636 IE Info Nolico 65 04B, "Respiralor Users Notice Dofective Solf-Conralned 
Brea Ihfng Apparatus Air Cylinders" Svc list oncl 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/19 Consolidated Edison Co of New York, Inc 123pp 31376064- 
31378 163 

8508280024 Responds to NRC 850520 Hr re violations noted in Insp Repi 50 213/05 
06 Corrective actions review ccriiducted to ensure environ review board audits subse- 
quent to 1983 comp tele 

OPEKA,J F Connecticut Yankee Atomic Powor Co 65/06/20 MARTIN.TT Region 1, 
Office Ol Director 2pp 31253 317-31253 31B 


-8606170421 Notice of violation from insp on 850514 Details withhold bei 
10CFR2 790,73 21 & 9 5) 

• Region 1, Office ol Director 85/06/10 2pp 30957 198 30957 199 


-8506170443 Physical Security Insp Rept 50-219/05-16 on 850514 Vlolaiton 
noted failure to follow procedures re personnel access requirements & to rept incidcil 
according to NRC reporting roquiroments Details withheld (ref 10CFH2 790,73 2( 8 

DUNLAP.JM, KEIMIG,RR Region 1. Office of Director 05/06/10 5pp 30 957 200 
30957 204 


6568260117 Forwards Insp Rept 50-213/65 09 on 850408-12 &. notice of violation 
MARTIN,TT Region 1 , Oflico of Oiioclor 05/06/24 OPEKAJF Connecticut Yankee 
Alomrc Powor Co 2pp 31257 00131257 018 

-8506280119 Notice of violation from insp on 850408-12 
* Region 1. Otfjco of Director 85/06/24 2pp 31257 003-31257 004. 


8606210228 Forwards summary ro 30 day Integrated gamma & beta doses to control 
room oporelors loltowing design basis LOCA Irom calculnlione pertormod by S&W prf 
TMI Item III O 3 4 Summary provides general methodology.assumnlions & oata 
WILSON, R F General Public Ulilitlos Corp - GPU Service Corp 05/06/17, 
2WOLINSKI.JA Operating Reactors Branch 5, 5pp 31024 268-31024 292, 


-6508S60122 Insp Repi 50-213/85 09 on 850408 12 Vielallon noted farlura to review & 
approve Procedure 55 008 ro radwasle salidillcatlon evaporator bottoms (Tech Spoc 
6 ^ prior to Implernentalion 

BICEHOUSE,H, CLEMONS.P, MYERS.L Rogro/i I. Olhce of Dtroctof 86/06/13 
14pp 31257 005 31257.010. 


8508240S82 Revised emergency plan (mplomenltng procodures.lncluding Rov 6 to EPIP 
2 ro emergency dIrecllon.Rov 8 to EPIP 3 re omorgoncy notification & Rov 5 to EPIP 
7 re olfsile medical assistance W/6S0618 Kr 

BARTON, JJ General Public Utilities Corp - GPU Service Corp 05/06/18 BBjip 
31160167 31160 264 y iv 


R. Parlodlc operating reports & related correspondence 

0506070248 Monthly opera ling rept for Mar 1085W/fl50415 Mr 
0BAN,CS , QRAVES,R,H. Conneclicul Yankee Atomic Power Co 85/03/31 lOpp 
30801 COB 30801 017 


S. Reponlable occurrences, LERs & related correspondence 

8506120112 LER 85-010 00 on 040824, during siirvolllanco teslmg.both motor operotod 
svc water euttot isolation valves failed to operatn when energized Caused by tnad- 
equale maint records Motor operators repaired & rolosied W/050520 Hr 
YANKOWSKI.R.S, QBAVES.ftH Cennocticut Yankoo Aloinlc Powor Co 85/05/20 
4pp 30857 102-30857 105 

8606240166 LER 65 011 00 on 650516,maniral trip followed d/op ol two control rods & 
inrtiation ol automatic load runback Cause not doto/mlnod Onsite Invosliflotlon by 
vendor underway W/fl506 14 Hr 

EVOLA.J.H, QRAVES,flH Connecticut Yankoo Atomic Power Co 85/06/14 4np 
31204 210-91204 213 

6508260729 LER 65 012-00.on 850520,Tecfi Spec survoillonca frequoncy roquiromont 
not met In porlofmanco o I Rev 2 (o Procedure SUR-5 5 26, "Porlodic Channel Func- 
tional Test of Reactor Coolant Pump Heat Detoclors " W/650619 Hr 
BRANSFIELD,T.3, GRAVES.BH Connecticut Yankee Atomic Power Co 85/06/19 
3pp 31226 344-31228 346 
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F. Soeurliy, madlcaf, emerganoy 8> lire protection plans 

6506170161 Forwards Amond 05 to DPR 16 A safely ovaluallon Amend rovises Tocf 
Spec re hro protoctlon.delotilng Sprinklor Sys 13 os lire dotocllon Instrument A spray/ 
sprinkler sys. 

WOLINSKUA Operating Reactors Branch 5 05/05/30 FIEDLER.P.B Genera 
Public Utilities Corp - GPU Service Corp 2pp 30972 154-30972 162 


J. Inauranco & Indemnity Information 


6506110546 Forwards Endorsements 01 & 103 to MAELU Policy MF 44 A NELIA Pol.cy 
NF-lBA.respoclivety 

HOGGE.SO Marsh A McLennan, Inc. 05/05/03 DINITZ.I Assistant Director lor S lata 
A License 0 Relations 3pp 30608 356 30808 358 

8S08I00601 Forwards Endorsements 82,17,75 A 76,104,38 A 19 A 20 to NELIA Policies 
NF.220,NF-260,NF-230,NF-164,NF-252 A NF-2ai A EndorsomonlS 70,9.60 4 
61.82.20 A 12 A 13 to MAELU Policies MF-73.MF-1 15.MF-90,MF-44.MF-10a A MF- 
1 12,rQSpoclively 

HOGQE.S D Marsh A McLennan. Inc 05/05/28 DINITZ.I Assistant Dlroclor tor Stale 
a Hcenseo Rolatlons t7pp 30793 312-30793 328 


P, Operating license stage documents A correspondence 


6606030390 Partial response to FOIA request for three catogorios ol documonis to be 
made available at PDR re NSHCsApp A documents enef A placed In PDRSoarcIi 
conlinuJng 

FELTON.JM Division ol Rules and Records 84/11/00 AOATO.M Union of Con 
cerniad Scientists, 4pp 30720 001-30720 005. 

-8402210139 Forwards update of Shelly statistics for 830506 040126 Two requests to 
hearing A one comment recoivoo Requests for hearing dismissed on two 
plaants Prehearing conference scheduled for Grand Gulf petition 
EISENHUT.DG Division ol Licensing, 04/02/07. OENTON.H R Ofheo ol Muctea' Ha 
actor Rogulalion, Director. 3pp 30720 016-30/20 010 

-8404020112 Forwards update of Sholly statistics covering 030505- 840224 EfevoMh 
monthly FR notice scheduled for publlcalion on 040321. 

EfSENHUT.D.G Division ol Licensing 84/03/13 DENTON.H.R Oflico ol Nuclear Re- 
actor Ragulation, Olteclot 3pp 30720 019-30720 021 

-8404260461 Forwards updated ‘'Sholly’’ statistics lor 030506-840322 Prehearing ten- 
feronco held on request for hearing received on TMM steam ooneralor 
repair.Conlenlions accepted by ASL6 

EfSENHUT.D G Division of Lfeensing. 84/04/13 DENTON.H R Ollfco ol Nuclear Rs- 
actor Ragulattwi, Diroctoi 3pp 30726 022-30720'024. 
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8S06170077 ResponcJs to FOIA request for records ro FIN B-0409, "Containment Leak 
Rate Testing Program” & Quacfrex Corp/NRC contracts Forwards documents ro FIN 
B 0489 Documents also available In POR No documents re Quadrex sub) to request 
FELTON, JM Division of Rules and Records FIN B 0489 05/03/25 

REYT0LATT.Z V Warren Wilson College, Swannanoa, NC. 7pp 30907 036- 
30907 076 

••0506170281 "Containment Leak Rato Testing Investigations,” monthly progress rept 
for Nov 1 002 

DOUQAN,J R Oak RIdno National Laboratory FIN B-0409 82/12/07 ARNDT,G Mo- 
chanical/Slructural Engmoering Branch 3pp 30987 115-30987 117, 

0506250064 Further response to FOIA request for documents In three categories re 
drug or alcohol abuse at nuclear facilllios Fonivards App A documents Documents 
also available In POR Processing of documents continuing 

FELTON, JM Division of Rules and Records 85/04/10 HEATH,SJ Washington 
Legat Foundation lipp 31217 095-31217 109 

-0508250102 Discussion w/GPU on 620302 in ParsIpanny.NJ re policies for dotoction 
& screening of employees for drug or alcohol abuse 

* NRC - No Detailed Affiliation Given 82/03/02, 4pp 31217 106-31217 109 

8506110399 Forwards Amend 83 to License DPR-1 6, safety evaluation & notice of denial 
of request lor amend to license & opportunity for hearing Amend changes Tech Spec 
Table 3-1 ro location of throe marina woodborer exposure panels 
ZWOLINSKLJA Operating Reactors Branch 5 85/05/30 FIEDLER,PB General 
Public Utilities Corp - GPU Soivico Corp 5pp 30817 163-30817 175 

"8506110404 Amend 03 to License DPR-1 6, changing Tech Spec Table 3-1 re location 
of three marine woodborer exposure panels, 

ZWOLINSKLJA Operating Reactors Branch 5 85/05/30 5pp 30017'167-30017 170 

"8506110410 Safely evaluation supporting Amend 83 to License DPR- 16 
' Office of Nuclear Reactor Regulation, Director 85/05/30 3pp 30817 171- 
30817 173 

"8506110415 Notice of denial of Issuance of request lor amend to License DPR-16 & 
opportunity for hearing re util request to change wording in Tech Spec Section 3 t 4 
on marine woodborer exposure panels,per 850530 Hr 

PAULSON,WA Operating Reactors Branch 5, 85/05/30 3pp 30817 174-30817 175 

8506140608 Forwards Amend 84 to LIconso OPR-te & safety evaluation Amend 
changes Tech Specs to reflect new 10CFR50 72 & 73 reporting requirements per Ge- 
neric Ltr 83-43 & rovisos table of contents 

ZWOLINSKI.J A Operating Reactors Branch 5 85/06/30 FIEDLER,P B Gonoral 
Public Utilities Corp - GPU Servlco Corp 3pp, 30932,045-30932 059 

"8506140609 Amend 84 to License DPR-16,adcling now 10CFR50 72 & 73 reporting re- 
quirements & revising Tech Spec table of contents 

ZWOLINSKLJA Operating Roaclors Branch 5 06/05/30 Opp 30932 048-30032 055 

"8506140690 Safely evaluation supporting Amend 04 to License DPR-16 
' Olfice of Nuclear Reactor Rogulallon, Director, 05/05/30. 4pp 30032 056 
30932 059 

0S06170151 Forwards Amend 85 to OPR-16 & saloty evaluation Amond rovisos Tech 
Spec ro lire protection, do loti ng Sprinkler Sys 13 as fire dotoction Instrument & spray/ 
sprinkler sys 

ZWOLINSK(,J A Operating Reactors Branch 6 85/05/30 FIEDLER,P,B General 
Public UlililloB Corp • GPU Service Corp 2pp 30972 154-30972 162 

••0608170169 Amond 85 to LIconso DPR-1 6,rovi8ing Toch Specs re fire 
protection, deleting Sprinkler Sys 13 as firo dctocllon Intrumontalion & spray/ sprinkler 

I'wOLINSKLJ.A Operating Reaclors Branch 6. 85/05/30 5pp 30972 156 30972 160 

-8506170164 Safely evaluallon supporting Amend 05 to LIconso DPR-16 
‘ Office of Nuclear Reactor Rogulallon, Dlroclor 05/05/30 2pp 30072,181 • 

30972 162 

0608170168 Summary of 050422 & 23 meetings w/utils at site & GPU Nuclear corpo- 
rate headquarters re status of post-accldoni sampling sys & status of station licensing 
actions & Issues listed In end agenda 

DONOHEW.J N Operating Reactors Branch 6 05/06/30 Operating Reactors Branch 
6, 20pp 30973 202-30973 221. 

••8606170162 Rev 2 to "Test Results lor Serial 8036-07, Post-Accident Sample Sys Mfg 
Acceptance Tost," 

TAYLOR,Q,E Gonoral Electric Co, C5474.T11 80/12/03 41pp 30973 222- 

30973 262 

6606120318 Forwards Amend 06 to License DPR>16 & safely evaluallon Amend re- 
vises Tech Specs re primary containment atmosphere oxygon conconiralion 
ZWOLINSKLJA Operating Reactors Branch 5 05/06/07 FIEDLER, PB General 
Public Utllllioa Corp - GPU Service Corp 2pp 30049 065-, 30049 076. 

-8506120326 Amond 86 to License DPR- 16, revising Tech Specs re primary contain 
mont atmosphere oxygen concentration 

ZWOLINSKLJ A. Operating Reactors Branch 5. 05/06/07. 7pp 30049,067-30849 073 

“8606120328 Safety evaluation supporting Amend 86 to License DPR-18 

* Office of Nuclear Reactor Regulation, Director. 85/06/07. Opp 30849 074- 
30849.076 

8506130270 Informs that current surveillance practice capable of monitoring baltery 
charging current w/sulllclonl accuracy to assure battery has low resistance connec- 
tion to bus, per B30622 Hr & SEP Topic VII-3 B ro dc power sys bus voltage. 

FIEDLER, PB General Public Utilities Corp • GPU Service Corp. 85/05/07 
ZWOLINSKLJ A Operating Reactors Branch 6, 2pp. 30059,328-30859,329 

8500130314 Responds to ouesllons raised during Feb 1065 lelcon ro SEP Topic 111-4 A 
concerning tornado missiles Evon given poslutaled tornado damage of extraordinary 
magnitudo.sale shutdown can bo awleved & maintained 

FIEDLER.PB General Public Utilities Corp. • GPU Service Corp 05/06/07 
ZWOLINSKLJ A Operating Reactors Branch 6, 4pp 30859 033-30069 036. 

8606120196 Notification of 850619 meeting w/ulll In Belhesda.MD to discuss status of 
licensing actions tor May 1985 Meeting originally scheduled on 860612 
OONOHEW,JN Operating Reactors Branch 6 85/06/11, ZWOLINSKLJA Operating 
Reaclors Branch 6 3pp 30850 352-30860 354. 


6506180252 Documents endorsement of info transmitted to NRC by SEP Owners Groiif) 
concerning cable tray/conduit tost promam conducted under SEP Topic III 6, "Sol'i 
mic Design Considerations Cable Tray/Conduil Test Program “ 

FIEDLER.PB General Public Utilities Corp • GPU Service Corp 05/06/ It 
ZWOLINSKLJ A Operating Reactors Branch 5 2pp 30975 257-30975 258 

8508190314 Forwards fee for 850422 application lor Amend 81 to License DPR 
16,changlng Tech Specs In support of post accident sampling sys 
FIEDLER.PB General Public Utilities Corp - GPU Service Corp 85/00/11 

DIGGS, RM License Fee Management Branch Ip 30995 092-30995 092 

8506140955 Approves extension to 851031 for submittal of surveillance capsule analy 
ses results.per 850321 request 

DENTON, HR Ollico of Nuclear Reactor Regulation, Director 06/05/ 1!> 
FIELDER.P B General Public Utilities Corp • GPU Service Corp 5pp 30894 2!>? 
30894 256 

8506180408 Responds to NRC 650405 request (or adcll Info re response to Qonoric I Ir 
G3-20,ltem 4 5 3GE 050131 NEDC 30844 ondorsed to substantiate that faclllly hiiii 
low reactor protection sys failure. 

FIEDLER.PB Gonoral Public Utilities Corp - GPU Service Corp 85/00/1:* 

ZWOLINSKLJA Operating Reactors Branch 5 2pp 30978 059 30978 060 

8606240635 Application for amend to License DPR tS.consistlng of Tech Spec CImnii" 
Request 134, Incorporating post-accident sampling program required by NURCG-0/3/ 
& Generic LIr 83 36 Cortiilcate of Sve & 050619 Hr end Fee paid 
FIEDLER.PB General Public Utilities Corp - GPU Service Corp 05/08/19 Ollicti ul 
Nuclear Reactor Regulation, Director 8pp 31413 106 31413 113 

8506250415 Forwards safety evaluation concluding (hat design of containmoni walci 
level mom tor, am ended by licensee 850403 Hr.satlsties requirements of NUIII (i 
0737,llem II F 1 5 & acceptable 

ZWOLINSKLJA Operating Reactors Branch 5 85/06/19 FIEDLER.PB Gonoral 
Public Utilities Corp - GPU Service Corp 7pp 31198 170 31100 103 


Q, Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Inlo Notice 04 55. "Seal Table Leaks at PWRs " Sve list oni.l 
JORDAN, EL Division of Emergency Preparedness & Engineering RespotiiiO (I'mH 
830103) 05/05/14 Consolidated Edison Co, of New York, Ino f07pp 31044 Ofllt 
31044,171 

8605130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Fallurua Oun In 
Hammering Elfecl " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (l’(t!il 
030103) 05/05/14 Consolidated Edison Co of Now York, Inc 107pp 31044 l/i* 
31044.278 

8605200590 IE Inlo Notice 85 039, "Auditability of Electrical Equipment Quallllinlliin 
Records at Licensees Facilities " Sve list onct 

JORDAN, E L Division o( Emergency Preparedness & Engineering Rosponso ^P(l■ll 
030103) 85/05/22 Consolidated Edison Co, of New York, Inc lOepp 30(i:)/2fill 
30037 363 

8505280600 IE Info Nolico 85 040, "Defidancios In Equipment Quntillcatlon To))lln|| A 
Corlificalion Process " Sve list end 

JORDAN, E.L Division of Emergency Preparodnoss & Engineering Rosponso (Pci'it 
030103). 05/05/22 Consolidated Edison Co of Now York, Inc i06pp 30046 KMl 
30048 271 

0S0S260181 IE Inlo Nolico 85 042, "Loose Phosphor in Panasonic 600 Sorloa L)iiil||ii 
TLD Elomonts." Sve list end 

JORDAN.E.L Division of Emergency Proparodness & Engineering Rosponso (I'ost 
030103) 05/05/29 ConsolldalocI Edison Co of Now York, Ino 120pp 30052 24ti 
30852 363 

8605260187 IE Info Notice 05 043, "Radiography Events at Power Reactors" Svo list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Rosponso (Posl 
030103) 05/05/30 Consolidated Edison Co of Now York, Ino, f20pp 30804,16/ 
30864.287 

0S06260196 IE Info Nolico 85 044, "Emergency Communicalion Sys Monthly Teal " Bvii 
list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering flesponso (Post 
830103) 85/05/30 Consolidated Edison Co, of New York, Inc. 121pp. 30DG4fl4'i 
30864’166 

8506070296 Responds lo NRC 850409 Hr re violations nolod In Insp Rept 50 219/115. 
OO.Correcttvo actions advance distribution ol Hold change requests expanded A 
deslgn/dratling personnel counseled ro accurate drowing checks 
FIEDLER.P.B, General Public Utilities Corp • GPU Service Corp 86/05/39 
KISTER.H B Region 1, Ofllce ol Director. 3pp 30751,346-30751 340 

8506070610 Forwards Safety Insp Rept 60-21 0/05-05 on 050204 00 No violation noHMl 
FIEDLER.P B Region 1, OKtce ol Director. 86/05/31 BELLAMY, R R. General Publii* 
Utilities Corp. • GPU Service Corp. 2pp 30753.007-30763 020 

"8506070615 Safety Insp Rapt 50 219/05-05 on 850204 00 No violation nolod Mnlor 
areas Inspectedemergency preparedness Insp, Including tralning.audil & status ol 
emergency response facilities. 

COHEN.I,. TERC.N, WOLTNER.E. Region 1, Olfice ol Director 05/05/00 ISpp 
30753.009-30753 020, 

6506100490 Ack receipt ol 850509 Hr informing NRC of steps taken to correct vlotallQn<i 
noted In Insp Rept 50 219/04-31 

EBNETEfl.S Redon 1, Office ol Director 85/05/31. FIEDLER.P.B Gonoral Pobttc 
Utilities Corp • GPU Service Corp 2pp 30795 057-30795 060 

8506240323 Forwards Exam Rept 50-219/85-12 administered during wk of 850408 
KISTER.H B Region 1, Olfice of Director 85/06/04 FIEDLER^B General PoblH! 
Utilities Corp • GPU Service Corp 2pp 31203’001-31203 0BO. 
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-B506240330 Exam Rapt 50-219/'aS-12on 650409 12 Exam results all eight raactor op- 
erator candldales & all three senior operator candidates passod 
LANGEDJ, BERRy.J A, KELLER, RM Region 1, Otflca of Director 65/06/03 78pp. 
31203003-31203 OSO 

6506060677 IE Info Notice 85-045, "Potential Seismic fnleractlon Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants " Svc list end 
JORDAN, EL bmsion of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/96, Consolidated Edison Co. of Now York, Inc f22pp 30864:200- 
30865048 

6596210492 Forwards Insp Rapt 50 210/85 13 on 850491 0505 & discusses apparent 
violations cited In App A Receipt of 850418 response to Violation 219/65-01-01 re 
containment spray Hx A Violation 219/65 01-02 re Tech Specs ack 
K1STER,HB. Region 1, Office of Director 85/06/07 FIEDLER.PB General Public 
Lfti titles Corp - GPU Service Corp 2pp 31057.338-31058 009. 

-6696210497 Insp Repl 50-219/85-13 on 850401 0505 Violations noted, failure of maint 
& consi & QA 1o follow procedures controlling quality deficiency responses & (allure to 
review & approve lemporery procedure changes per Tech Specs 
BATEMAN.WH, WECHSELBERGER, URBAN, fTj. Region 1, Office of Director. 85/ 
06/03 20pp 31057,340-31058009. 

6586069797 IE Info Notice 85 046, "Clanficatlon of Several Aspecta ol Removable Ra- 
dfoaclrve Surface Contamination Limils (or Transport Packages " Svo list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/06/10 Consolidated Edison Co of Now York, Inc i24pp. 31043 301- 
31044.964 

8506170416 Forwards Physical Security Insp Rapt 50-219/65-16 on 650514 &. notice of 
violallon.lnsp purpose Involved review ol clrcumstarvces of 8501 18 loss of photo Iden- 
IflJcallon badge & key card by regular plant employee 

MARTIN, r.T. Region 1, Office of Director C6/OW10 FIEDLER.PB. General Public 
Utilities Corp. • GPU Service Corp. 2pp, 30957:195-30957.204. 

-6506170421 Notice ol violation from insp on 550514.0ata!l3 withheld (ref 
10CFR2,7aO,73 21 &9 6) 

’ Region 1, Office Of Director 85/06/10 2pp 30957.198 30957.199 

-6506170443 Physical Security Insp Repl 50-219/85-16 on 850514 Violation 
noted failure to follow procedures re personnel access requirements & to repl Incident 
according to NRG reporting requlrement8.0etall3 withheld (rof 10CFR2.790,73 21 & 
9.5). 

DUNLAP.J M„ KEIMIG.R.R. Region 1, Oflice ol Director. 85/06/10. 5pp 30957:200- 
30957 204 

65Q6260791 Notificallon of SignllicanI Licensee Meeting 85 62 on 859613 w/util in King 
ol Prussia, PA 1o diacuss flnolngs ol Insp Rept 50-219/85-16, 

MILLER, M Region 1, Oflice ol Director 65/06/12 Region 1, Office of Director. 2pp 
31227.284-31227.295. 

)S06270IS2 Forwards updated Into re masonry block walls, per IE Bullelin 80 1 1 & relat- 
ed Info lor lev lo Topical Rept 019 duo 850601 Effects ol new wall mods & revised 
stress rasulls provided Revised out-of-plane flexural shear stresses verified 
FIEDLER.PB Qenoral Public Utilities Corp. - GPU Service Corp 65/06/14. 
ZWOLINSKU A. Operating Reactors Branch S. 23pp. 31 252:030-31 252 ’6S2 

)S06140240 IE Info Notice 85 047, "Polenllal Effect of Une-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103) 05/06/18 Consolidated Edison Co ol New York. Inc t34pp 31268.167- 
31286.304. 

>506250214 Forwards owners data rept lor inservice Insps^per 10CFR50.55a(g) & 
ASME Section XI.IWA-6000 Rept describes exams performed in conluncllon w/inserv- 
Ica Insp program during First Quarter 1985 

FIEDLER, P.B General Public Utilities Corp, - GPU Sendee Corp 65/08/18, 
^WOLINSKI,J A. Operating Reactors Branch 5, 4pp, 31180 032-31 1 80 035 

>506140836 IE Info Notice 85 048, "Respirator Users NotIce'Defective Self Contained 
Breathing Apparatus Air Cylinders." Svc list end. 

JORDAN.E.L Division o( EmergetJcy Preparedness & Enalneering Response (Post 
830103 . 86/06/10. Consolldaled Edison Co. of New York, Inc. 123pp. 31376 064- 
31378:183 


psriodio operating reports & related correspondence 

>506100223 Monthly operallng repl lor Mar 19es,W/05O41S ^ ^ „ 

BAR AN, R , FIEDIER.P.B, General Public Utilities Corp • GPU Service Corp, 85/03/ 
31. 11pp. 30826340 30826.350 


S, Reportable occurreneeSf LER* fc related correspandenee 

8506120059 LER 63-001/03L-1'on B3O123,ch0mlcal waste storage tank B overflowed 
Into aurroundlng concrete vault Caused by tevel inslfumenlaUon 
mBlfunctlon.Conlamlnated area cleanad.Vault level Instrumentation fnslalled.W/ 
aenepo 

C2AYA P.,' FIEDLER, P.B. General Public Utilities Corp. • GPU Servteo Corp 85/05/29. 
6pp. 30857.288-30657:293. 

SKOA 140216 Part 21 reot re Drocuremenl ol replacement parts from Dresser Industries 
for eleclrorriatlc feller vetves, Caused ^ lailure of suppfier to notiey util that Dash 3 
parts being supplied for Dash 2 modal Paris replaced 

FIEDLER P B oeneral Public Utilfitss Corp - GPU Service Corp, 85/06/07, 
DEYOUNG, HC, DIreclor’a Office, OHIce of InspaoUon and Enforcement, 1p. 
30893‘214-'30893214. 

8506170321 PNO l•8B•042;on e50612,during recovery process lollowfng reactor 
trio reactor bldo deluge lire prolecflon sya lniliatftd.Caused by smoko from hoi bliater- 
Ino oalnl on scram discharge vol pIpIng.Reactor currently In cold shutdown. 

CONNER E Re^on 1, Oflice ol fSreclor. 85/06/13. Ip, 30956 35-30956 135 
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V. Operator Examinations 

8506240323 Forwards Exam Rept 50 219/85-12 administered during wk of 85040B 
KISTER.HB Region 1, Ollice of Director 85/06/04 FIEDLERPB Qenoral Public 
Utilities Corp - GPU Sen/ice Corp 2pp 31203 001-31203 080 

-8506240330 Exam Rept 50 219/85-12 on 850409-12 Exam results all eight reactor op 
erator candidates & all three senior operator candidates passed 
LANQE.D J , BERRY, J A . KELLER, R M Region 1. OHico of Director 85/06/03 78pp 
31203.003-31203.080 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protecllon plans 

8506240197 Fonvards Amend 73 to License DPR 63 & safely evaluation Amend adds 
limiting conditions for operation & surveillance requirements for absorber fillers ol con 
trot room air treatment & emergency ventilation sys 

HERMANN, fl A Operating Reactors Branch 2 85/06/11 HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 31157 244-31167 269 

-*8506240205 Amend 73 to License DPR-63, adding limiting conditions for operation & 
surveillance requirements for absorber fillers ol control room air Irealmenl & emorgon- 
cy ventilation sys & changing testing frequencies for sys 

VASSALLO.DS Operating Reactors Branch 2. 85/06/11. 21pp 31167 246- 
31157 266 

-6506240210 Safety evaluation supporting Amond 73 to License OPR 63 
^ Office ol Nuclear Reactor Regulation, Director 85/06/11 3pp. 31167 267- 
31167 269 

B5062500S6 Requests addi Into re conformance lo Rov 2 lo Reg Guide 1 97 per util 
840402 submittal End Interim rept on "Conformance to Reg Guide l.gy.Nino Mile 
Point Nuclear Stallon.Unit 1 ," Identified Items requiring lustificallon 
VASSALLO.DB Operating Reaclora Branch 2 85/06/13 HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 21311 331-21311’355 

-8505160428 "Conlormance to Reg Guide 1,97, Nine Milo Point Nuclear Slalion,Unit I " 
UDY,AC EGSG Idaho, Inc (subs ol EG&Q, Inc), FIN A 6483, 86/02/28, NRC No 
Detailed Affiliation Given 23pp 31211 333-31211:355, 


P. Operating license stage documents & correspondence 


8508130045 Partial response to FOIA request for all documents re NRC procodutos lor 
detection & control of alcohol & Illegal drug use by persons ongagod in bldg or const 
ol nuclear reactors or facilities Forwards App A documents 
FELTON, JM Division ol Rules and Records 85/01/28 HEATH.SJ Washington 
Legal Foundation 55pp 30937047-30937 157. 

-8506130368 Responds to query re release ol portions ol Ole of Invostigalions repl ro 
drug/alcohol abuse to specific llcensees.Release not prohibited by FOIA or Pnvacy 
Act Concerns over precedent expressed Survey worksheets end. 

SHOMAKER.EC Operations & Administrative Division 02/12/20 LIEBERMAN,J, Ro 
glonal Operations & Entorcament Division 170pp, 30937 356 30930 108. 

850S1 70077 Responds lo FOIA request for records re FIN B 0489, "Containraont Leah 
Rate Testing Program" & Quadrox Corp/NRC contracts Forwards documents ro FIN 
0 0489 Documerrts also available In FDR No documents re Quadrex subi to request. 
FELTON, J M Division of Rules and Records FIN B 04B0 05/03/25 

REYTBLATT,Z.V Warren Wilson College, Swannanoa, NC, 7pp, 30987036 
30987-076 


-8506170281 "Containment Leak Rata Testing Investigations," monthly progress rept 
lor Nov 1982 

OOUGANJ.R. Oak Ridge National Laboratory, FIN 8-0409, 82/12/07, ARNDT.G Me- 
chanical /Structural Engineering Branch, 3pp 30967-1 15-30987:117. 

8506050592 Approves process control program (PCP) submitted In 850326 Ur ro waste 
aolidiltcalion process.PCP contains adequate provisions for waste soKdilicatlon proo 
088 & acceptable tor use as part of radlologfoal effluent Tech Specs, 

VASSALLO.DB, Operating Reactors Branch 2 85/05/16 HOOTEN.B.G Niagara 
Mohawk Power Corp 2pp, 30737-177-30737,178, 

aM6 170648 Informs that changes to bases lor Tech Spec 3, 4. 1/4, 4 1 re re actor bldg 
leak^e rate found acceptable Justification for requested changes presented 
yASSALLO.D8 Operating Reactors Branch 2. 85/05/16 HOOTEN.BG, Niagara 
Mohawk Power Corp 6pp. 30980 032-30980 036 

acceptability ol ulll 841205 response to Generic LIr 64-23 & 
NUREQ-0737,llem II F 2 Mods completed to reduce reactor water level Indication 
further mods necessary re analog level Iransmlttera 
yASSALLO.OB Operallng Reactors Branch 2, 85ft6/24. HOOTEN.B.Q, Niagara 
Mohawk Power Corp 3pp 30841 342-30841:344. 

85M060429 Notificallon of 850612 technical appeal meeting w/ulils & BWR Owners 
Uem fl g ^ ascertain if Line 3 and under can be excepted from TMI 

HERMANN, R A. Operating Reactors Branch 2, 65/06/26. VASSALLO.O.B. Operating 

Reactors Branch 4 2pp, 30785,164-30785:185 

8608170833 Forwards safety evaluation ol 840814 ulll submittal re potential effects of 
turbine tniss las GE reassessment ol Insp intervals & provision of (ong-torm schedule 
after evaluation of 1 982 insp results acceptable 

VASSALLOiDB. Operating Reactors Branch 2 85/05/29. HOOTEN.B.Q Niagara 
Mohawk Power Corp. 2pp 30980 039-30980 045. 

-8508170639 Safety evaluation supporting ulll evaluation of effects of potential turbine 
missl e 9®n9fatlon per Reg Guide 1.116, "Protection Against Low-Tragoctory Turbina 
Missiles," & SRP Sections 10,2,10,2,3 & 3 6.1 3, 

30^045°* ^‘'®’®®'^ Reactor Regulation, Director, 85/05/29 6pp. 30980:041- 
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8606160S01 Requests rernittance of lee for 050513 applicelion for emergency relief 
from certain ASME Code requirements 

OIGGS,RM License Fee Management Branch. 85/06/10 LEMPGES.TE Niagara 
Mohawk Power Corp ip. 30984 143-30984 143 

&S06240197 Forwards Amend 73 to License DPR-63 & safety evaluation Amend adds 
limiting conditions for operation & surveillance requirements for absorber filters of con- 
fro) room air trealmenl & emergency vanWalion sys 

HERMANN, R A Operating Reactors Branch 2 85/06/11. HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 31 167-244-31 167.269 

'•6506240205 Amend 73 to License DPR-63, adding limiting conditions for operation & 
sun/eillance requirements lor absorber filters of control room air treatment & emergen 
cy ventilation sys & changing testing frequencies for sys 

VASSALLO.DB. Operating Reactors Branch 2. 85/06/11. 21pp 31157.246- 
31157 266 

-6506240210 Safety evaluation supporting Amend 73 to License DPR-63 
* Office Of Nuclear Reactor Regulation, Director 85/06/11. 3pp 31157‘267- 
31157 260 

650619052$ Notification of change of time & place lor 850620 meoling w/ 
PEPCO, Boston Edison Co & Georgia Power Co In Bethesda.MO to discuss if Linos 3 
& under can be excepted from requirement for Isolailon of high radiation signal. 
HERMANN.RA Operating Reactors Branch 2. 65/06/12. vASSALLO.D.B Operating 
Reactors Branch 2. 2pp. 31013 329-31013 330 

6506270791 Requests payment of fee lor B5022Q application transmitting revised 
method for roverification of boron content In spent fuel storage rack 
DIGGS, RM License Fee Management Branch 85/06/21 LEMPGES.TE Niagara 
Mohawk Power Corp Ip. 3 1258 360 31 268 360. 


O. Inspection reports, IE Bulletins & correspondence 

6505130027 Suppi 1 to IE Inlo Notice 64 55, “Seal Table Leaks at PWRs " Svc list enci 
JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14 Consolidated Edison Co ol New Ywk, Inc. T07pp 31044,065 
31044.171 

6505130036 Suppi 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Duo to 
Hammering Effect " Svc list end 

JORDAN.EL Division Ol Emergency Preparedness & Engineering Response (Post 
630103). 85/05/14 Consolidated Edison Co. ol Now York, Inc i07pp 31044.172- 
31044.278. 

8505200590 IE Info Notice 65-038, "Auditability of Electrical Equipment Quallficotion 
Records at Licensees Facilities " Svo list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Rosponse (Post 
830103) 05/05/22. Consolidated Edison Co ol Now York, Inc lOBpp. 30037.258- 
30837-363 

6505200600 IE Inlo Notice 66-040, "Dollcionclos in Equlpmonl QualKIcallon Testing & 
CorlHicatlon Process " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Rosponse (Post 

S . 85/05/22. Consolidated Edison Co. of New York, Inc. 106pp 30846:166- 
71. 

8505280161 IE Inlo Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements.” Svo list end. 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Rospor^se (Posl 
830103). 85/05/29. Consolidated Edison Co. of New York, Inc 120pp. 30852.245- 
30852.363 

650S2B0187 IE Inlo Notice 65-043, “Radiography Events at Powor Reactors" Svc list 
and. 

JOHOAN.E.L Division ol Emergency Proparednesa & Engineering Rosponse (Posl 
830103) 85/05/30. Consolidated Edison Co ol New York, Inc. TaOpp. 30864,167- 
30664-287. 

8605280195 IE Inlo Nolice 85 044, "Emergency Communicalion Sys Monthly Tost " Svo 
list end. 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co. ol New York, Inc. l21pp 30864:045- 
30664-166. 

8508070344 Forwards Insp Repl 60 220/85 06 on 860424-2e.No violation noted 
E0NETER.SD. Region 1, Office of Director. 06/06/30 HOOTEN.B.Q Niagara 
Mohawk Power Corp. 2pp. 30749.312-30749-320. 

-8506070361 Insp Rept SO-220/BS-08 on 850424-26.No violation noted.Major areas 
Inspeoted'ilcensee actions re open items concerning safety-related piping & supports 
MANOLY,K.A. BETTENHAUSEN.L Region 1. Office of DIraolof. 85/05/28. 7pp. 
30749.314-30749:320. 

8506060677 IE Info Notice 85-046. "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westinghouse Designed Plants " Svc list end. 
JORDAN, E.L. Div»ton of Emergency Preparedness A Engineering Response (Posl 
830103), 85/06/06. Consolidated Edison Co. ol New York, Ino t22pp. 30864-288- 
30865.046 

8506060707 IE Info Notice 86-046. "Clarification of Several Aspects ol Removable Ra- 
dloactivs Surface Contamination Llmlta for Transport Packages,” Svc list end. 
JORDAN, E.L Division of Emorgenoy Preparedness & Engineering Response (Posl 
830103). 85/06/10. Consolidated Edison Co. o| New York. Ino I24pp. 31043-301- 
31044.064 

8506140240 IE Info Nolice 85 047, "Potenllal EKeot of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves." Svc list end. 

JORDAN, E.L. Division of Emergsnoy Preparedness & Engineering Response (Post 
630103), 85/06/18. Consolidated Edison Co, of New York, Ino. f34pp. 31268:167- 
31268:304 

8506140636 IE Info Nolice 85-048, "Respirator Users Notice.Deteotlve Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response JPosl 
830103). 05/06/19 Consoiidaled Eason Co, of New York, Inc. i23pp, 31376:064- 
31376:183 


R. Periodic operating reports & related correspondence 

8506070068 "Annual Radiological Environ Operating Repl, 1684 " W/e50430 Hr, 
LEMPGES.T E Niagara Mohawk Powor Corp 84/12/31 MURLEY.T E Region 1. 
Ofilce ol Director 120pp 30801 227-30801 355 

6508210470 Monthly operating rept tor May ig85W/050510 ttr 
ROMAN.TW. LEMPGES.TE Niagara Mohawk Powor Corp 85/05/31 5pp 
31057 240 31057.244 


S. Reportable occurrences, LERs & related correspondence 

8606030269 Summary ol operating reactors events 850515 mooting Dlv directors or rep- 
resentatives briefoa on events occurring since 850507 meeting Assignment of follow- 
up review responsibilities discussed Attendance list end 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/05/22 

THOMPSON, HL Division of Licensing lOpp 30708 021-30706 036 

8506040752 LGR 85-007 00 on 850424, automatic Initiation of reactor bldg emergency 
ventilation sys occurred Caused by technician shorting wire In cable connoctor to 
sensor for emergency condenser vonlitalion monitor 121 W/850524 Hr 
RANDALL, R , LEMpQES.T E. Niagara Mohawk Power Corp QS/05/24 3pp 
30708.111-30706-113. 

8506210409 Special Repl on 0S050B,ventilation duel fire penetration In reactor bldg 
track bey wall found unequipped w/fire damper, per Tech Spec 3 6 10 1 Hourly tiro 
watch patrols establfshed.Raovaluahng fire design 

LEMPGES.T E . RANDALL, fl Niagara Mohawk Power Corp. 06/06/05. MURLEY.T R 
Region I.Ofllco of Director 3pp 31055 191-31055.183 


DOCKET 60-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8608210038 Forwards responses to final questions lor safety ovatual’ 0.1 re ron~>val of 
License R-126.lnfo includes oflocliva delay neutron fraction, clean cold.core value, core 
outfet coolant temps & rod worths. 

PEREZ.P.B Lowell. Univ. of. Lowell, MA 85/06/10. THOM AS, CO Standardization & 
Special Projects Branch 17pp 31058 101-31056 1 17 

8506240380 Forwards Figure 4-10 to be included w/850610 writlen responses to final 
questions concerning safety evaluation for facility 

PEREZ.P.B Lowoll. Univ. of, Lowell. MA. 85/00/14 THOMAS.CO Standardization A 
Special Projects Branch 8pp 31202-208-31202 216. 


DOCKET 60-224 UNIV, OF CALIFORNIA RESEARCH REACTOR 


F. Security, medical, emergency A (Ire protection plans 

8606240132 Forwards Insp Rept 50-224/85-01 on 850520 No violation noted 
WENSLAWSKI.F.A Region 5. Olllco of Director. 85/00/04 PISTER,C. Catifornla, 
Univ. ol, Borkoley, CA Ip 31204:228-31204-233 

-6606240143 Insp Rept 60 224/85-01 on 050526.No violation or deviation nolod.Major 
areas Inspected actions taken to correct findings Identified In Insp Repl 50-224/84-01 
& reexam of radiation protection program & reactor operations program 
CILLIS.M, YUHAS,GP. Region 6. Office of Director 85/06/31. 6pp. 31204:229- 
31204:233. 


Q. Inspection reports, IE Bulletins & correspondence 

8506240132 Forwards Insp Rept 50-224/65 01 on 850620 No violation noted, 
WENSLAWSKI.F.A Region 5. Office Ol Director. 85/06/04. PISTER,C. California, 
Univ. of, Barkeloy. CA tp. 31204:228-31204-233. 

-6606240143 Insp Rept 60-224/85 01 on 8S0S28No Violation or deviation noted. Major 
areas Inspected.actlons taken to correct findings Idenlitled In Insp Repl 60-224/64-01 
& reexam ol radiation protection program & reactor operations program. 

CILLIS.M. YUHAS.G.P. Region B. Office ol Director. 85/05/31. 6pp. 31204-229- 
31204-233. 


DOCKET 60-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & tiro proteoilon plane 

8506140093 Further response to FOIA request for eight categories ol documents re nu- 
clear spent fuel transporlatlon.Forwards App C document8.App C & selactad App D 
documents also available In PDR.App D Documonis 6 & 8-12 lor sale by NRC & QPO. 
FELTON, J.M. Division of Rules and Records 65/01/29. MILLAR.F. Environmental 
Policy Institute. lOpp 30919 003-30919 043. 

-8506140563 Rev 0 lo fecial Procedure 8P 83-10-107, "Transportation Accident Re- 
sponse for Spent Fuel cask TN-fl. 

• Commonwealth Edison Co. 83/10/31. 13pp. 30923:093-30923:105. 

6506040540 Ack receipt ol 860422 Itr Informing NRC of steps taken lo correct noncom- 
pliance note?! in Insp Repts 60-010/65 03, 60-237/B5 07 & 60-249/85-06 Severity 
Level V violation re compensatory measures valid & appropriate. 

AXELSON.W.L. Region 3, Office of DIreofor. 86/05/31, REED.C. Commonwealth 
Edison Co. 2pp. 3069B 01 7-30688:019 

-6606040646 Forwards response to NRC 050326 Itr re noncompliance noted in Insp 
Repts 60-010/85-03.60-237/85-07 & 60-246/66-08. Second violation 

Inappropriate Response withheld (ref 10CFR73 21) 

FARRAH.D.L Commonwealth Edison Co. 65/04/22. KEPPLER,J.Q. Region 3, Office 
of Director. Ip 30608.019-30698,019. 


30 DOCKETED fTEMS 


850610059fl Advjses lhal lull operalion of SPOS 8 Iraiiung of operators currenlly sched 
uled (or Aeg 1985,tn responao to 6406 12 conlirmatory order re Suppl 1 (o NUREG 
0737 AddI hardware naeded 

RYBAK3 Commonwoallh Edison Co eS/OS/SI DENTON, HR Ot/ico ol Nuclear Re 
actor Regul all on, Director 1p 30763 307-30793‘307 

8506200466 Forwards populaHon density maps for use in emorgoncy planning 
zones Maps prepared by uHNL by projection from 1900 census data 8 must be taken 
as estimates W/o ends, 

H1ND,J a Region 3, Of/ica el Director 85705731 REED.C Commonwealth Edison 
Co ip 31020191-31020 f91, 

8506280013 Forwards Amends 90 8 83 to Licenses DPR-10 8 DPR-26, rospodiv'ely 8 
safety evaluation Amends add limiting condi Irons lor operation A survoillanco require- 
ments to tedi Specs (or mods required by Gonerre Lir 03-30 
ZWOUNSK1,J A Operating Reactors Branch 6 05706/24 FARHAR.D L Common 
wealth Edison Co app 31253 075 31253.137 


P. operalltiig license stage documonla A correspondence 

8S0S 140093 Further response to FOIA request (or eight categories o( documents re nu 
clear spent fool transporlatlon Forwards App C documents App C 8 selected App D 
documents also available rn POR App D Documents 6 8 0-12 for sale by NRG & QPO 
FELTON, JM. Division of Rules and Records 05/01/20 MILLAR, F, Environmontal 
Policy InsUtute lOpp 30919 003-31)932 005 

-6506140130 Forwards updated summary o I spent fuel ship men Is, Jul 1983 - Apr 1904 
GREQER,LR Renton 3. OKice Of Director 85/01/29 HIND.J A Division of Radiologi- 
cal 8 Maleiials Saiety Programs 0pp 30919 013 30919 021 

-8506140147Fewards updated summary of sport luol shipments, Jul 1983 - May 1904 
GHEGER,L R Region 2, Ofllce ol Director 04/06/07 HIND, J, A Region 3. Office of 
Director. lOpp 30919 034-30919043 

-8506140400 Forwards updated summary of spent fuel shipments made during Sepl 
1004 

MILLER, D E Region 3, Olljca ol Director 84/10/1 1, HIND,J A Region 3, Office of Di- 
rector 2pp. 30DS2 101 30922,162 

“8506140417 Forwards updated summary of spent luol shipmonIs.Jul 1903 - Aug 1084, 
GREGER.L R Region 3, OKIco of Director 84/09/07. HIND.J A Region 3. Ollico of 
Director, 13pp, 30022 163-30922 175 

-8506149430 Forwards updated summary of sport fuel shlpmonls,Ju1 1933 - Jul 1084 
GREGER.L R Region 3, Office of Oirectof 84700/02, HIND.J, A Region 3. Office of 
Olraclor 12pp 30922 176-30922 200 

--8SOS140443 Rov 0 to SOP 1-41, “'Loading 8 Preparation lor Shipment of TN-9 Cask.'* 
* Commonwealth Edison Co, 03/11/29 ISOpp 30922 207-30023 002 

••8509140465 Discusses reevaluallon of Wost Valley spent fuel shipping praclicos,per 
Greonman 840200 memo re changes In Region I mapoctor coverage shipments con- 
tinue to bo Incident Iroe, Inspectors not dispatched lor 640704 Shipment GECO 17 
GREENMAN.EQ Roglen 1, Ollico ol Olrocler. 84/07/16, STAROSTECKI.R,, 
MARTIN, T,T. Region 1 , Office ol Dlroclor, 2pp, 30923 003-30923'004 

“8509140524 RavO to Procedure SP 63 11-120 ro luol movements In spent fuel poots, 
•Commonwealth Edison Co. 03/11/30 20pp 30923 005-30923 032, 


“8506140606 Forwards updated summary of spent fuel shipmonIs.Jul 1983 • Fob 1SS4 
GREGER.L R Region 3, Office of Oiroclor 84/03/13, FIIND.JA Region 3, Offce of 
Director 14pp 30923 134 30923 147 

“8500140619 Forwards updated summary of spent fuel shlpments.JuI 1983 - June 
1984. 

GREGER.L R Region 3, Office ol Director 04/07/05 HIND.J A Region 3. Ofllce cl 
Diroclor. 1 1pp 30023 148-30923 158 

--850614G625 Forwards rev to June 1984 updated summary ot spent luol shlpmonts 
GREGER.L R. Region 3, Ollice of Director. 84/07/10 HIND.J A Region A. Oflice of 
Director 2pp 30923.159-30929 001 

8506170077 Responds to FOIA request for records re FIN B 0489, "Containment Leal 
Rale Testing Program" A Quadrox Corp/NRC contracts Forwards documents re FJN 
B Odao.Documonts also available In PDR No documents re Ouadrex sub) to request. 
FELTON.JM Division of Rules and Records FIN B-048G 85/0J/25 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp 30937 03£L 
30987.076 

“0210120209 "Conlainment Leak Rata Tesling Investigations," progress summary (or 
Sepl 1982 

NAUS.OJ Oak Rfdge National Laboraloiy. FIN B0480, 82/10/05. ARNDT.Q Ms 
chanical Engineering Branch 3pp 30987'1 12-30987*1 14 

“0212010000 Forwards fist ol plants for which leak lest repls were selected (or lovlarr 
by ORNL leak tesling criteria will be prepared (rom review W/o end 
ARNDT, EG Mechanical/ Structural Engineering Branch 02/08/10 SHAPAKCR.J 
Containment Systems Branch. 4pp 30987,110-30987 121 

“8 506 17 0281 "Conlainment Leak Rate Tesling Investigations," monthly progress topt 
for Nov 1902 

DDUGAN,J,R Oak Ridge National Laboratory. FIN B-0409. 82/12/07 ARNDT.Q Ms- 
chanlcal/Slructural Engineering Branch 3pp 30987:115 30907:117. 

“6506170416 "Containment Leak Rate Tasting," monthly progress repl (or Aug 1682 
DOUQAN.JR, Oak Ridge National Laboratory FIN 8-0409, 82/08/26 ARNDT.EG 
Division of Engineering Technology. 6pp 30907 127-30087'132 

8508050203 AcK receipt of 850410 submittal of Topical Ropt CE-1-A,Rev 34 Review wJI 
require more than 60 days to complete 

SPESSARD.R U Region 3, Office ol Director 05/05/23 REED.C. Commonwoatlh 
Edison Co 2pp. 30725,338-30725,339. 

0606060445 Provides Info to support use of drywall temp prollle curves assuming 30 
minute drywell spray Inllfatlon. Reasons for not objecting io use of 10 mlmrto Inlorval 
listed. 

RYBAK, B. Commonwealth Edison Co 85/05/23, DENTON, H.R. Office of Nuclaar Re 
actor Regulallon, Director 3pp 30710*055-30719 057. 

8506050752 Notification of contract executlon,Mod 3,lo "Dresden & Perry SImulatof 
Leasing" ConIractor.GE. 

PAGE.M Technical Assistance Conlracls Branch. NRC 05 04-169 05/05/23 
CORLEY.D Director's Ollice, Oflico of Inspection and Enlorcomont RAGIIN.K A 
NRC - No Detailed AHlIlation Given. Ip 30740*26a-30740'269. 

“8506050762 Mod 3,c ha nolng project oKicer.lo "Dresden A Perry Slmulalor Loosing" 
• General Eleolno Co EDGEWORTH, P.J Division of Conlracls NRC 05-04-159 85/ 
05/23. Ip 30740 269-30740 289 


-6500140536 RevO lo Spoeial Procedure SP-63-8-Q2, "Procoduro lor Replacing 0 Ring 
Gaskets" 

* Co mm on wealth Edison Co ' Trnnsnucloar, Inc 83/00/24 4pp 30923 040- 

30923.043. 

-8606140542 Rev 0 to Special Procodure SP 03-0-83, "Procedure for Install alien a 
Torquing ol Bolls & Threadod Plugs " 

‘ Commonweal Ih Edison Co ’ Trans nuclear, Inc 03/08/24 6pp, 30923*044- 

30923 049 

“8506140546 Rev 0 lo Spada! Procedure SP 83-0-04, "Humidity Teal Procedure," 

* Commonweal Ih Edison Co, • Transnuclear, Enc. 83/86/24 app 30923.0*50- 

30923,067 

“8608140553 Rev 0 to Special Procedure SP 03-8-87, "Fusible Plugs Leakage Teal 
Procodure " 

* Commonwealih Edison Co, * Transnuclear, Inc. 63/08/25 9pp 30923 068- 

30923,066. 

“8508140669 Rev 0 lo Special Procedure SP 93-8 88, "Fusible Plug Silicone Sealing 
Application Procodure " 

* Commonwealth Edison Co. • Transnuclear, Inc 83/08/25. 3pp. 30923.087- 
30923069 

“8506140567 Rev 0 to Special Procedure SP 83 6-89," "Procedure lor Measuring A 
Adlusling TN-B/0 Lilt Beam for Proper Cask Fit," 

* Commonwealth Edison Co * Transnuclear, Inc 83/09/01 9pp. 30923.070- 
80923.078 

“8600140577 Rov 0 to Special Procedure SP 83-10-105, "TN-B/9 Conlainment Sys 
Leakage Test Procedure Periodic Veritlcallon ’’ 

* Commonwealth Edison Co * Transnuclear, Inc. 83/10/21 14pp 30923.079- 
30923:092. 


0508140679 Forwards Amends 67 A 00 (o Licenses DPR-19 A DPR-25, rospocMvely 8 
safety evaluation .Amends revise Tech Specs lo Incorporate GE aid Nmila on dese 
equivalent 1-131 In primary coolant per SEP Topics VI-7.C,1 A XV-10 
ZW01INSKI,J.A, Operating Reaclofs Branch S. 86/06/30. FARRAR.OL Common 
wealth Edison Co. 4pp. 30932 060-30032*092 

“8506140683 Amende 67 A 60 to Licenses DPR-19 A DPR-25,respaGtlvoly, revising 
Tech Specs to Incorporate GE std limits on dose equivalent 1-131 In primary coolant 6 
action statemanls to survey limits per SEP Topics VI-7.C.1 A XV-16. 

ZWOLINSKI.J A, Operating Reactors Branch 6 85/05/30 27pp 30032.064 
30932:089. 

“8506140685 Safety evaluation supporting Amends 67 A 80 to LIconsos DPR 19 8 
DPR-25,r08p0ctively. 

‘ Ollice of Nuclear Reactor Regulation, Director 85/05/30. 3pp. 309*32090 
30932 092. 


8506170024 Forwards Amends 88 A 81 to Licenses DPR.19 A DPR 25, 
respectively .Amends revise Tech Spec Table 3.7.1 to redact Increase In total number 
of Inboard valves Irt reactor water cleanup sye from one to two. 

ZWOLINSKI.J.A Operaling Readers Branch 6. 65/06/30 FARRAR, DL Common- 
wealth Edison Co. 3pp 30982.343-30962.353. 


“8508170026 Amends 88 A 81 lo Licenses DPR-19 A DPR-26,raspecliv0lv, revlstrvg* 
Tech Spec Table 3.7.1 (o reflect increase In number of reactor water cleanup sys in 
board valves (rom one lo two, 

ZWOLINSKf.J.A. Operating Reactors Branch 6 85/06/30 7pp. 30982 340 30982353 


8506170118 Forwards Amends 89 A 82 to Licenses DPR-19 A DPR-26. respodivefy 8 
safety evaluatlon.Amends revise Tech Specs lo Impose more stringerit surveillanca re- 
quirements on use of economlo generation control sys. 

ZWOLINSKI,J.A. Operating Reactors Branch 6. 86/06/30, FARRAR, D L, Commoo- 
weallh Edison Co. 3pp 30974.043-30g74’06S. 


“8500140591 Rev 0 lo Special Procedure SP 83 10-109, "Load Teat Procedure (or TN- 
8/9 Ud Lifting Sra." 

* Commonwealth Edison Co. * Transnuclear, Inc 83/10/28, 6pp. 30923:106- 
30923:111. 

-8506140597 Rev 0 to Special Procedure SP-B3-11-111, "Spent Fuel Receiving " 

• Commonwealih Edison Co * Transnuclear, Inc 83/11/04, 9pp. 30923 112- 
30923:120 


“8608170123 Amends 09 A 82 to Licenses DPR-16 A DPR-26,respodivaly, Imposu^ 
stricler surveillance requirements on use of economic generation control sys. 
ZWOLINSKI,J.A Operating Readors Branch 6, 86/05/30 8pp. 30974:046 30974 053 ' 

“8508170133 Safety evalualion supporting Amends 89* A 82 to Licenses DPR-tB A : 
DPR‘25, respectively, 

• Offree of I Nuclear Reader Regulallon, Director. 86/05/30. 2pp. 30974 054 1 

30974.055. I 


“8508140801 Rev 0 lo Special Procedure SP 93-10-110, "Test Procedure for Verlffca- 
Hon of TN-9 Packagings Shield Elfsclivaness " 

* Commonwealth Edison Co. * Transnuclear, Inc. 03/11/01, app. 30923*121- 
30923:128. 
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DOCKETED ITEMS 31 


eS06l0Q161 Forwards request for addi info re Generic Ltr 8<1'09 cntorla on recombiner 
capabliity requirements of 10CFR90 4<t(c)(a)(li), based on review of B406S5 response 
to generic Hr Response requested within 45 days 

ZWOLiNSKI.JA Operating Reactors Branch 5, 85/06/04 FARHAR.OL. Common- 
wealth Edison Co 3pp 30791 267-30791 269 

B506 140044 Responds to requests for add! info re item 1 1 of Generic Ltr 63-28, Item 
1 1 re post-trip review.Extenslon granted by Bournia lor LaSalle County Station 
ALEXANDER.G Commonwealth Edison Co 05/06/05 DENTON.H.R Office of Nucte 
ar Reactor Regulation, Director 3pp 30894 116-30894 117. 

8506100684 Summary of 050522 meeting w/util, Gilbert Assoc & Bechtel/SERCH re 
placement of liquid propane tanks onsite for use w/proposod mobile vol reduction 
svs Attendees list end 

GILBERT, R A Operating Reactors Branch 5 85/06/07 Operating Reactors Branch 5 
5pp 30793 096-30703 100 

8506260739 Forwards satety evaluation on containment isolation dependability by dem 
onstratlon of containment purge & vent valve oporabllity Info submitted to date does 
not demonstrate ability of valves to close during lOCA 

THOMPSOM,HL Division of Licensing 05/06/17 FARRAR.DL Commonwealth 
Edison Co 4pp. 31227 273 31227 204 

-8506260748 Safety evaluation re demonstration of containment purge & vent 
operability Submillod Info falls to demonstrate Dial valves have ability to close against 
buildup of pressure In event of DBA/ LOCA from full open position 
• NRC- No Detailed Alfillalion Given 85/06/17 Opp 31227:277-31227.204 

8508260121 Advises that 840917,1219,0604 & 060603 responses to Generic Ltr 84-11 
ro IGSCC acceptable Piping insp & roptacomonl plan moot oeneric Hr guidelines. 
ZWOLiNSKI.JA Oporatino Reactors Branch 6 85/06/19 FAHRAR.D.L Common- 
wealth Edison Co 2pp. 31100 142-31 180 143 

8500270068 Advises that Revs 33,34 & 35 to QA Topical Ropt CE-1-A satisfy require- 
ments of App B to 10CFH50 Changes to Section 7 resolve questions ro procurement 
activities 

SPESSARO.RL Region 3. Ollico of Director. 85/06/21. REED.C Commonwealth 
Edison Co 2pp 31235 287-31235-208. 

8606280013 Fonwards Amorrds 90 & 83 to Licenses DPR-19 & DPR-26, rospoclivoly & 
safely ovalualion.Amends add limiting conditions lor operation & surveillance roquiro- 
menls to Tech Specs for mods required by Generic Ltr 83 36 
ZWOLINSKI.JA Operating Reactors Branch 5 05/08/24 FARRAR.DL Common 
wealth Edison Co 3pp. 31253;075-31953.137 

"8606280029 Amends 90 & 83 to Licenses DPH-19 & DPR-26.ro8poclively, adding limit- 
conditions lor operation & suivoiDanco roqulremonts to Tech Spocs for mods ro- 

S ed by Generic Ltr 83-36 

OLINSKI.J.A Operating Reactors Branch 5. 06/06/24. 61pp 31263 078- 
31263 134 

-8606260034 Saloty evaluation supporting Amends 90 & 83 to Liconsos OPR-IO & 
DPR 25,rOBpocUvo1y. 

* Olfico of Nuclear Reactor Regulation, Director 05/06/24. 3pp 31263'135- 
31263-137. 


Q. Inspection reporta, IE Builotins & correspondence 

BS06140093 Further response to FOIA roquoat lor eigtil categorloa of documents ro nu- 
clear spent fuel lransportallon.Foiwards App C documonis.App C & selected App D 
documents also available in PDR App D Documents 6 & 8-i2 for sale by NRC & QPO. 
FELTON, J.M Division of Rules and Records. 05/01/20 MILLAR, F. Environmental 
Policy (naiiiuto. 10pp. 30919.003-30910.043. 

-8508140466 Discusses roevalualion of West Valley spent fuel shipping practices, per 
Qroenman 040208 memo re changes in Region I inspector coverago.^ipmenis con 
tinue to be ioclclonl free Inspectors not dispatched lor 040704 Shipment CECO-17. 
QREENMAN.EQ. Region t. Ollice of Director 84/07/16 STAROSTECKI.R Region 
1, Office of Director. 2pp 30923 003-30923:004. 

8506100044 Responds to NRC 850226 Ur re violations noted In Insp Ropts 60-010/84- 
20,60 237/84-28 & 60-249/84 23 Corrective actions- Action Item Records QP 16- 
5l,QA commitments &. open NRC noncompliances will be added to commitment list. 
FARRAR.DL Commonwealth Edison Co. 85/04/08. KEPPLER.J.Q Region 3, Ofileo 
of Director 3pp. 30791 306-30791-307. 

6506130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs.” Sve list end. 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/14. Consolidated Edison Co. ot Now York, Inc T07pp 31044-.oe6' 
31044-171. 

8606130038 SuppI 1 lo IE Info Notice 86 020, "Motor-Operated Valve Failures Due to 
Hammering ElfecL" Sve list end 

JOHOAN.c.L. Division of Emergency PreparodnosB 4 Engineering Response (Post 
830103) 85/06/14. Consotldaled Edison Co 0l New York, Inc 107pp 31044:172- 
31044 278. 

8606040888 Responds to NRC 860418 ltr ro violations noted In Insp Rapts 60-237/85- 
10 a 50-249/85 OO.CorrecllVQ actions: affected HPCI valves In Unit 3 returned lo sve 
& SVC water supply valves lo HPCI room coolers locked open In Mar 1985 
FARRAR.O.L. Commonwealth Edison Co 85/05/20. KEPPLER,J.Q. Region 3. Office 
of Director. 7pp 3O7O0;266-3O7O8.272. 

8606200590 IE Info Notice 85-030, "Audilablllty of Electrical Equipment Qualiiicatlon 
Records at Licensees Facilities." Svo list end 

JORDAN,E.L. Division of Emergency Preparodooss & Engineering Response (Post 
830103j. 86/06/22. Consolidated Edison Co. of New York, Inc. f06pp. 30637:268- 
30837:363. 

BS06200600 IE Info Notice 86-040, "Deficiencies in Equipment Qualification Testing 4 
Certification Process " Svo list end. 

JORDAN,E,L. Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 65/06/22. Consolidated Edison Co. of New York, Ino. i06pp 3O648:160- 
30848.271. 


8506280181 IE Info Notice BS 042, "Loose Phosphor In Panasonic 800 Series Badgu 
TLD Elemenis ” Svo list end 

JORDAN, EL Division of Emergency Preparedness 4 Engineering Response (Pont 
830103) 85/05/29 Consolidated Edison Co of New York, Inc i20pp. 30862 245 
30852.363 

8605280 187 IE Info Notice 85 043, "Radiography Events at Power Reactors " Sve list 
end 

JORDAN, EL Division of Emergency Preparedness 4 Engineering Response (post 
830103). 85/05/30 Consolidated Edison Co of New York, tno 120pp 30064-10/ 
30064 287 

8606260195 IE Info Notice 05-044, "Emergency Communication Sys Monthly Tost " five 
list end 

JORDAN.E.L Division ol Emergency Preparedness 4 Engineering Response (Post 
030103) 85/05/30 Censolldated Edison Co. of New York, tnc 121pp 30064:045 
30864 166 

8506040540 Ack receipt ol 850422 ltr Informing NRC of steps taken lo correct noncoin 
tianco noted in Insp Repts 50-010/85 03, 50 237/85 07 4 50-249/85 00 Severity 
evel V violation re compensatory measures valid 4 appropriate 
AXELSON.W.L. Region 3, Olflce ot Director. 85/05/31 REED.C Commonwuollti 
Edison Co 2pp 30698 017-30698 019 

-850B040646 Forwards response to NRC 050326 Hr ro noncompliance noted In Inflii 
Repts 50-010/85 03.50 237/05-07 4 50 240/05 06. Second violation 

inappropriate Response withheld (ref 10CFR73 21). 

FARRAR.D L. Commonwealtli Edison Co 06/04/22. KEPPLER,J G Region 3, OlIK.tt 
oi Director. 1p 30698.019-30698 019. 

8506060677 IE Info Notice 85 046. "Potential Seismic Interaction Involving Movable In 
Coro Flux Mapplrvg Sys Used in Westinghouse Designed Plants." Sve list end. 
JORDAN, E L Division Of Emergency Preparedness 4 Engineering Response (I'u-ii 
830103). 05/06/06 Consolidated Edison Co. of Now York, Inc f22pp 30864 2118 
30865.046 

0608140244 Forwards Safety Insp Repts 60-237/04 27 S 50-249/85 13 on 041221 
050430 4 notice of violation 

HARRISON.J.J Region 3, Oftico of Director 85/06/06. REED.C Commonwonllh 
Edison Co 2pp 30894 081-30094.114 

-8506140249 Notice of violation from insp on 841221-850430 
HARRISON, JJ. Region 3, Office ot Director 05/06/06 2pp. 30894.083-30004 004 

"8606140267 Insp Rt^ts 50-237/04 27 4 60 249/65-13 on 841221 050430 Vlolnllomi 
noted inadequate od Insp ol modillod piping suspension sys 4 inadequate design nt' 
views performed by Nutech ol LPCI transient. 

YIN.IT, MUFFETT.J.W., DANIELSON.DH Region 3. Ollice of Director. 05/00/fHi 
23pp. 30694.085-30894:114. 

8606140610 Forwards Safety Insp Ropi 50 237/85-16 on 050411-0503 4 nollco ol vli» 
laflon. 

HARRISON.JJ. Region 3. Office ol Director 85/OB/OS REED.C Commonwonllh 
Edison Co 2pp. 30897 205 30897.216 

-8506140612 Notice ol violation from Insp on 850411-0503 
HARRISON.J J Region 3, Office ol Director 86/08/06 2pp. 30807-207-30097.?0f) 

-8606140516 Insp Ropt 60-237/85-16 on 850411-0603 Noncompllanco noted- fnlliifl) to 
follow procoduros lor normal startup, surveillanco, testing activltlos 4 QA 
RESCHESKE.P R , RING.M.A. Region 3, Office of Director. 86/06/00. Hpjt 
30097-200-30897.216. 

8506060707 IE Info Notice 85 046, "Clarification of Sovoral Aspects of Romovablu Mn 
dioactive Surface Conlaminalion Limits lor Transport Packages " Sve list end 
JORDAN.E L Division of Emergency Preparedness 4 Engineering Rosponso (Post 
830103) B6/06/10 Consolidalod Edison Co of New York, tnc. r24pp. 31043 301' 
31044.084 

8608180260 Forwards update on activities ro IE Bullolin 81-03, "Flow fllockogo ol CfltH 
Ing Water lo Safely Sys Components by Coibicula 4 Mylllus " All commitments snlin 
fled w/excepllon of vacuum dredging scnoduled for completion by 850701 
ALEXANDER.G Commonwealth Edison Co, 85/06/10 DENTON.HR Otiico ol Nude 
ar Reactor Regulation, Director 3pp. 30976 023-30976 026 

8S06210216 Ack receipt ol 650520 ltr Informing NRC of steps taken to correct narH.on 
formanco noted in Insp Rept 60-237/85 H.Plans lo relocate splices 4 corroctltm (it 
false statement in 860313 summary considered appropriate to resolve isauo 
HARRISON.JJ Region 3. Ollice ol Director 86/06/14 REED.C Commonwealtli 
Edison Co Ip 31026-348-31026 353 

-8606210266 Responds to NRC 850429 Hr re violations noted in Insp Ropt 60'237/t)5 
14. Corrective aciions-spedllo work instructions covering coble splicing 4 InalolloUoh 01 
mod Issued by maint staff engineer 

FARRAR.DL. Commonwealth Edison Co. 85/05/28 KEPPLER.JQ. Region 3, OlWco 
of Director. 6pp 31026-349-31026.353. 

8606240100 Forwards Insp Repts 60 237/85 21 4 60-249/85-17 on 850521-23 4 nottfa 
Ol violation. 

PAPERIELLO.C.J. Region 3, Oflice of Director 65/06/17. REED.C. CommonwOdHh 
Edison Co 2pp 31060:138 31060.147 

-8508240102 Notice ot violation from Insp on 850521-23. 

PAPERIELLO.C.J. Region 3, Ollice ol Director. 85/06/17. Ip. 31060:140 31000,140 

-8606240106 Insp Rents 60-237/65-21 4 60-240/85-17 on 850521-23,20 4 0605 Vida 
lion noted.failuro lo include quantities ol H-3, C-14,Tc-09 4 1-129 on mantfosta of tt»p 
ments to land disposal facilities 

ROZAK.S , HALTZMAN.R.B . SCHUMACHER, M.C. Region 3. Office of Diroclof 69^ 
06/17. 7pp. 31060:141-31060:147. 

8606140240 IE Info Notice 86 047, "Potenllal Effect of Line-Induced Operation Oh Car 
tain Target Rock Solenoid Operated Valves " Svo list end, 

JORDAN.E L. Division ol Emergency Preparedness 4 Engineering Response (Post 
830103) 86/06/18. Consolidaled Edison Co. ol New York, Inc. I34pp 31208 Wr 
31268:304 



32 DOCKETED ITEMS 


8-506140630 IE Into Notice 85 048, "Respiralof Users Nolice.Defective Sell Contained 
Breatitina Apparatus Air Cylinders” Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engirteering Response (Post 
830103). 85/06/19, Consolidated Edison Co of Now Yors, Inc 12300 31376064- 
31376 163 

8506250121 Advises that 840917,1219.0604 & 850603 responses fo Generic Ur 84-11 
re ItaSCC acceptable Piping Insp & replacement plan meet generic Hr guidelines 
ZWOLINSKUA Operating Reactors Branch 5. 85/06/19 RARRAR.DL Common 
wealth Edison Co 2pp 31160 142-31180.143. 


n. Perlodtc operating reports & related correepondence 


DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8506110391 Summary of 850514-17 meetings w/utll,LLL & ARD Corp in Ontarlo.NY re 
DCRDR in progress audit List of attendees & viewgraphs end 
MILLER.C Operating Reactors Branch 5 85/06/05 Operating Reactors Branch 5 
52pp 30817 182-30817 233 

8606210309 Revised emeigency Into plan W/850614 Hr 
KOBER,RW Rochester Gas & Electnc Corp 65/06/14 MURLEY.T.E Region 1. 
Office of Director 17pp 31035135 31035 151 


6S06240067 Monthly operating repls for May 1965 W/B50601 Itr 
MAXWELL.DC. SCOTT ,OJ. Commonweatth Edison Co 85/05/31 ll9pp 
31204.027-31204 145 


S. Reportable occurrences, LERs & related correspondence 

BS060400B8 Forwards written rept & safety evaluation lor listed occurrences.per Con- 
firmatory Action Ltr 85 04 re main steam line snubber monitoring sys 
SCOTT.OJ Commonwealth Edison Co 85/05/16, KEPPLER.JG Region 3, Office of 
Director 3pp. 30700 344-30700 346. 

8S06040O9Q LER 85 02? 00 On 650502,unit manually scrammed to avoid exposing con 
densate damlneralizers lo high temp Caused by H2 & 02 recombination upstream of 
offgas chamber W/e5051 7 Hr 

COEN.R, SCOTT.DJ Commonwealth Edison Co 85/05/17 3pp 30709 358- 
30709 360 


I. Financial Information 


8503210199 Advises that financial info for 1985,submllted w/850205 fir, satisfies re- 
quirements Of 10CFR140 21 re maintaining approved guarantee of payment of do 
fetred premiums lor each reactor over 100 Mwe 

SALTZMAN.J Assistant Director for State & Licensee Relations 85/03/08 
SULLIVAN.FA Rochester Gas & Electric Corp Ip 29480 O16-2048O O16 


P. Operating license stage documents A correspondence 

8506130046 Partial response lo F01A request (or all documenls re NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or (aalKies Forwards App A documents 
FELTON.JM Division of Rules and Records 85/01/28 HEATH.SJ. Washington 
Legal Fourjdaflon 5Spp 30937 047-30937 157 


6506040253 LER 85-020-00 on 650424, during HPCl steam line high How Isolation 
surveHlance.HPCl valve 2301 H feiled to close Caused by dirty breaker auxiliary 
contacts Contacts cleaned & later replaced 

WOJTUELEWICZ.J , SCOTT.OJ Commonwealth Edison Co 85/05/21 3pp 
30709 337-30709 339 


—8506130366 Responds to query re release of portions of Olo of Investigations rept re 
drug/alcohol abuse to specific licensees Release not prohibited by FOIA or Prwacy 
Act Concerns over precedent expressed Survey worksheets end 
SHOMAKER.EC Operations & Adminisirativo Division 82/12/20 LIEBERMAN.J Re 
gional Operations & Enforcement Division 170pp 30937 356-30938188 


8506070134 LER B5 021-00.on 850503,duriog shutdown.two reactor scrams occurred 
from Intermediate range monitors 13 & IS hi-hl condition Caused by spunous radio re- 
pealer signals. Relocation of radio repeaters initiated W/85QS2e Hr 
JACKSON.H. SCOTT.OJ Commonwealth Edison Co 85/05/26 3pp 30800.291- 
30BOO'293 


8506040273 Responds lo 850221 request for addi Into to complete safety evaluation re 
erformance testing ol safety & relief valves, per NURE6 0737,)lem It D LFeedllna 
reak analysis performed in 1973 using conservative assumptions 
KOBER.RW Rochester Gas & Electric Corp 85/05/24 2WOLINSKI,A Operating 
Reactors Branch 5 20pp 30703149 30703168. 


8S061 10097 LER 65 023 Q0:on 850502,rediation monitor scram & isolation tunctional 
lest performed & tull scram occurred when channel mdn steam line radiation monitor 
D tripped Caused by spurious top signal of channel monitor C.W/850530 Hr. 

MOY.M, SCOTT, D.J Commonwealth Edison Co. 65/05/29 3pp 30832176- 
30832 176 


860603Q416 Forwards revised Tech Spec pages & safety avaluatlon re application (or 
amend to License OPR-18 Amend deletes info re dofinition ol not channel 
factors Amend unnecessary 

ZWOUINSKI.JA Operating Reactors Branch 5. 85/05/30 KOBER.RW Rochester 
Gas & Electric Corp. 4pp 30678051-30678 056 


8606120117 LER 85 024 00 on 850505,APRM Channel 1 inoperable dunng gain 
change Caused by oersonnel error Mode switch placed fr) tun position to make APRM 
channel operable W/&50603 Hr 

WOJTULEWICZ,T , SCOTT.O.J. Commonwaallh Edison Co 85/06/03. 3pp 
30857-180.30857:ie2. 

8506170221 LER 85 026-0o.on 85051 e.whlle testing control valve CV-3. reactor scram 
occurred Caused by failure ot 10% open IlmiT swilch Switch & connecting rod 
replaced Citcuil tested operable W/6506O3 Hr 

UZALEK,JF., SCOTT.OJ. Commonwealth Edison Co 65/06/03. 3pp 30973147- 
30973.149, 

8506170265 LER 65-025 Ooon BSOSOS.drywell sump pumpdown nol performed Caused 
by failure of alarm due to computer software problems Pumpdown performed & pro 
gram reviaed W/850605 Hr. 

LEAHY, M.. SCOTT, D.J Commonwealth Edison Co 65/06/05. 3pp 30972-335 
30972.337. 

8S06280102 Discusses Confirmatory Action Ltr 85-04 re main steam line snubber moni- 
toring sys.Llsted occurrences Identified during reporting perlod.WnHen rept & safety 
evaluation for each occufrence end 

SCOTT.OJ. Commonwealth Edison Co. 85/06/12 KEPPLER,JG Region 3, Office Ol 
Director. 3pp 31256,334-31266 336 


-8506030421 Safety evaluation supporting amend to License DPR-tO 

• Office Ol Nuclear Reactor Regulation, Director 65/05/30, 2pp 30670 055 
30676056 

8506130222 Advises that 650313 proposed Tech Spec change unsupported by proper 
)ustification ol proposed alternatlvo to requirement ol having charcoal filter sys In op- 
eration while moving fuel In spent fuel pool Application denied. 

ZWOLINSKI.J A Operating Reactors Branch 5 85/05/30 KOQER.R W Rochester 
Gas 8 Electnc Corp 2pp 30866 313-30866,316 

-8506130229 Safety evaluation supporting denial ol appticatiDn lor deletion ol require 
ment tor operation ol charcoal lilter sys during handling of Irradiated fuel asaembllos 
in auxiliary bldg 

• Ofttce of Nuclear Reactor Regulation, Director 85/05/30 2pp. 30866-316 


-8506130233 Notice ot denial ol application for emend to License DPR-18 & opportuni- 
ty tor heating re request to delete requirement lor operation of charcoal tiller sys while 
fuel assemblies moved to auxiliary bldg. 

PAULSON.WA. Operating Reactors Branch 5 85/05/30. 2pp. 30806 317-30666.310 


8506240367 Forwards Rev 10 to QA program tor station operation, incorporating 
chawes to corporate 4 Engineering Dept organization charts duo to reostabllahmem 
Of cntQi position vico prosfdsm posIHoft 

ROSER.R.W. Rochester Gas & Elocliio Corp 85/06/05. MURLEY.TE Rooion 1 
Office of Director. 1p 31202 031-31202.092 ^ 
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-86061B0021 Proposed Tech Spec changes, re vising Section 3.11 3 & deleting Section 
3.11 6, re restriction on spent fuel shipping cask handling w/auxiltary bldg crane, to 
allow for storage of consolidated fuel 

* Rochester Qas & Electric Corp 86/06/10, 2pp 30976.210-30976 211 

&50e240199 Forwards response to Generic Ur 65-02 to resolve unresolved salaty 
Issues re steam generator lube inlegnty 

KOBER.RW. Rochester Gas & Electric Corp. 66/06/17 ZWOl.lN5KI,J A. Operating 
Reactors Brarrch 5 13pp 31060:105-31060.207, 

85062501 13 Forwards tabular summary of key results from regional survey of plant spa 
cific Into re potential for uncontrolled radiation exposures in PWR cavities, per JG Part- 
low 050316 reouest.No further generic action needed 

TAYLOR.J.M Director's Office, Office of Inspection and Enlotcement. 05/06/10 
MURLEY.T.E Region 1, Office of Director Opp 3121 1:322-3121 1’330 

S506240266 Forwards Amend 5 to License DPR-18 & safety evaluation Amend revises 
second 10 yr interval start dales o( Quality Groups A,B & C programs to Inservlce insp 
program, 

ZWOLINSKI.J.A. Operating Reactors Branch 6, 05/06/19 KOBER,R,W Rochester 
Gas & Electric Corp. 3pp 31061'161-3t061;160. 

-8606240271 Amend 5 to License DP R-1 6, re vising second 10-yr interval start dates ol 
Quality Groups A,B & C to inservlce Insp program. 

ZWOLlNSKI,J A Operating Reactors Branch 6, 85/06/19 5pp, 31061’184-31061,18B, 

-6606240277 Safety evaluation supporting Amend 5 to License DPR-18. 

* Ofllce ol Nuclear Reactor Regulation, Director. 85/06/19, 2pp. 31061.189- 
31O6V10O, 

8506260007 Forwards Amend 6 to License DPR-ie & safely evaluation Amend 
changes Tech Specs by relaxing restrictions on auxiliary bldg crane travel when non- 
heavy load transported 

2WOLINSKI,J A, Operating Reactors Branch 6 05/06/25 KOBER.RW. Rochester 
Gas & Electric Corp. 3pp 31266 109-31266.207 

-8506280012 Amend 6 to License DPR -18, Chang I no Tech Specs by relaxing restrictions 
on auxiliary bldg crane travel whan non heavy load transported, 

ZWOLINSKU.A. Operating Reactors Branch 5 85/06/25. 4pp. 31258:202-31266 205. 

-8606280016 Salety avaluation supporilng Amend 0 to License DPR-16 

* Oltice of Nuclear Reactor Regulation, Director. 65/06/26, 2pp 31256.206- 
3t2B6'297. 


Q. Inspection reporlS) IE Bulletlna & correspondence 

8605130027 Suppl 1 to IE Into Notice 84-65, “Seal Table Leaks at PWRs 8vc list end, 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co ol New York, Ino. 107pp. 31044:065- 
31044:171. 

6506130038 Suppl 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Etfocl." Svc list end, 

JORDAN, t.L. Division of Emergency Preparedness & Engineering Response (Post 
03O1O3J 85/06/14. ConsolfdafM Edison Co of New York, tne. 107pp. 3 1044’ 172- 
31044’276. 

8505200500 IE Info Notice 85-039, ''Auditability of Electrical Equipment Quatllloallon 
Records at Licensees Faculties “ Svo list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22. Consolidated Edison Co of New York, Inc. f06pp. 30637:258- 
30837:363, 

6505200600 IE Info Notice 06 040, ‘'Detlclenoles In Equipment Qualltioation Testing 4 
Certlftoatlon Process." Svo list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
530t03j. 65/05/22. Consolidated Edison Co of New York, (no, fOdpp, 30648.166- 
30848:271. 

8505280181 IE Into Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elemenla " Svo list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
030103). 66/05/29, Consolldalad Edison Co of New York, Ino, f20pp, 30B52'245- 
30852:383, 

8598280187 IE Into Notice 85-043, "Radiography Events at Power Reactors,'' Svo list 
and. 


8506200276 Ack receipt of 850510 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repl 50-244/65-05 Technical juslillcalion provided for accepting modi- 
fied ^enl fuel racks based on tests performed w/load cells acceptable 
EBNETER.SD Region 1, Office of Director 65/06/11 KOBER.RW. Rochester Qas 
& Electric Corp 2pp. 31008 092-31008 096 

8506140240 IE Info Notice 85 047, “Potential Effect ot Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end, 

JORDAN, E L Division Ol Emergency Preparedness & Engineering Response (Post 
030103) 8S/06/10 Consolidated Edison Co of New York, (nc, f34pp 31268 157- 
31268’304 

8506140638 IE Info Notice 65-048, "Respirator Users Notice Dofeclive Sell Contained 
Breathing Apparatus Air Cylinders “ Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103) 05/08/10 Consolldalad Edison Co ot New York, Inc t23pp, 31376’064- 
31370,183. 

8606240266 Forwards Amend 5 to License DPR-18 & salety evaluation Amend revises 
second lO-yr Interval start dales ol Quality Groups A,B & C programs to Inservico Insp 
program 

ZWOLINSKI.JA Operating Reactors Branch 6, 85/06/19 KOBER.RW. Rochester 
Gas & Electric Corp 3pp. 31061.181-31061 190 

-6506240271 Amend 5 to License DPR- 10, revising second 10-yr Interval start dales of 
OUBliiy Groups A, 8 A C to Inservico Insp program 

ZWOLINSKI.JA Operating Reactors Branch 5 05/06/19. 5pp 31061. 1B4-31061'ia8 

-6506240277 Safety evaluation supporting Amend 5 to License DPR-10 
* Office of Nuclear Reactor Regulation, Director 85/06/19. 2pp 31061 169 
31061 100. 


R, Periodic operating reports 4 releted correspondence 

8506070516 Forwards revised monthly operating repl for Mar 1905. 

MCNAMARA, A E. Rochester Qas & Electric Corp, 85/04/19 Office of Resource Man- 
agement, Director. Ip 30600,1 36-30800' 143 

-6506070520 Revised monthly operating repl tor Mar 1905. 

MCNAMARA.AE Rochester Gas & Eleolrlc Corp 85/03/31. 1p. 30000.137- 
30800.137. 

-6508Q70S22 Forwards monthly operating rept for Mar 1905 
SNOW.B.A. Rochester Qas & Electric Corp. 85/04/14. Ofllce of Resource Manage- 
ment, Director. 1p. 30000. 138-30Q00'1 43 

-6506070526 Monthly operating repl for Mar 1966. 

MCNAMARA, A, E Rochester Gas & Electric Corp 88/03/31 6pp, 3OOOO’130- 
30800:143. 


8, Raportabla occurrences, LERs & related correspondence 

8606240293 FOIA request for Repts WASH-1 620, WASH’740, 1084 update ol WASH- 
1260 & US-AEC-lDO-1 9-302 plus all records re 610103 accident at SL-1 reactor In 
Idaho & 1082 incident at facility involving lube leaking. 

MARKUS, A.C. Afllllatlon Not Assigned 85/03/16. NRC ■ No Detailed Alflllatlon Given. 
2pp. 31 167.334-31 167'335. 

8506240306 Responds to FOIA request for documents re 610103 accident at SL-1 re- 
actor In ldaho,10B2 event at facility ,W ASH-1 620, WA8H-740 & WA8H-1260 & US- 
AEC-IDO-1 9-302 rept.Docu monte available in PDR & US AEG IDO-10-302 available ot 
ORNL 

FELTON,J.M, Division ol Rules and Records. 06/04/01, MARKUS,A.C, Atliliallon Not 

<>nn 'inr 
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8506210369 Forwards Safety Insp Repts 50 245/85-10 & 50 336/85-13 on 850325 
0513 No ‘violation noted Receipt of util 850402,04 & 28 Itrs ra issues Identified dunng 
insps ack Add) followup will occur during routine insp 

WENZtNQEH.EC Region 1, Office of Director, 85/06/17 OPEKA.J F Northeast Nu- 
clear Energy Co (subs of Northooal Utllilies) 2pp 31031 263 31031 274 

-8506210376 Safety Insp Repts 50 245/85-10 & 50-336/85-13 on 850325 0513 No vio- 
lation noted Malor areas inspected plant operations, equipment alignment & 
readinessjadlatlon protection, physical security & fire protection. 

SHEDLOSKY,J T , MCBREARTY.R A , MCCABE,E C Region 1, Office of Director 85/ 
06/07 lOpp 31031 265 31031 274 


J. Insurance & Indemnity Intormatlon 

6506030527 Forwards Endorsement 94 to MAELU Policy MF-52 & Endorsement 105 to 
NELIA Policy NF-173, 

STERN, D Marsh & McLennan, Inc 65705/30 SALTZMAN,J Assistant Director for 
Stale & Licensee Relations 3pp 30676 284 30676 286 


8506140449 Responds to NRG 850417 request for submittal of plans for demonstrating 
adequacy of containment pressure/temp profiles used for electrical equipment environ 
qualification Adequacy already demonstrated .Re quests response by 650731 
OPEKA.J. F , SEARS.b F Northeast Nuclear Energy Co (subs Of Northeast Utilities) 
OPEKA,JF Northeast Utilities 85/06/11 ZWOLINSKI.J A, Operating Reactors 
Branchs 3pp 30898 329-30898 331. 

8506210243 Forwards seismic adeouacy evaluation ot gas lurbino control house electrt 
cal equipment anchorage committed in util 650322 Itr Mods to strip chart recorder In- 
strument rack will be installed by end ot 1985 refueling outage 
OPEKA,J F. Northeast Utilities OPEKA.J F Northeast Nuclear Energy Co (subs ol 
Northeast Utilities) 85/06/14 ZWOLINSKI.J A Operating Reactors Branch 5 14pp 
31024 033-31024 046 

6S06270471 Forwards summary ol initialing events 8, accident sequences Idenllliod In 
probabilistic salety study as ma(of contnbutors to core melt risk.in response to 050604 
request 

OPEKA.J F Northeast Nuclear Energy Co (subs ol Northeast UHIItles) OPEKA.J F 
Northeast Utilities, 85/06/20 GRIMES.CI Systematic Evaluation Program Branch 
12pp 31235 275-31235 266 


P. Operating license stage documents & correspondence 


Q Inspection reports, IE Bulletins & correspondence 


8506170077 Responds to FOIA request lor records re FIN B 0489, "Conlainmenl Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B-0409 Documents also available (n PDR No documenfs re Quadrex sub) fo request 
FELTON.J M Division of Rules and Records FIN B 0489 85/03/25 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987 076 

"8210120209 "Containment Leak Rate Testing Investigations," progress summary lor 
Sept 1932 

NAUS.DJ Oak Ridge Nalional Laboralcty FIN B0489 82/10/05 ARNDT ,G Me- 
chanical Engineering Branch 3pp 30987 112-30987 114 

“8212010006 Forwards list of plants lor which leak tost repts were selected for review 
b'y ORNL Leak testing cnteria will be prepared from revievr W/o end 
ARNDT.EG Mechanical /Structural Engineering Branch 82/08/16 SHAPAKER.J 
Containment Systems Branch 4pp 30937 118 30687 121 


8505130027 SuppI 1 to IE Info Nonce 84-55, "Seal Table Leaks at PWRs " Sve list and 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Consolidated Edison Co of New York, Inc 107pp. 31044‘065- 
31044171 

8505130036 SuppI 1 to IE Info Notice 65 020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New Yoik, Inc 107pp. 31044.172- 
31044 278 

850S2D0590 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list and 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Posl 
830103) 85/05/22 Consolidated Edison Co of New York, Inc lOBpp 30837 258- 
30B37 363 


“6506170261 "Containment Leak Rate Testing Investigations," monthly progress rept 
for Nov 1062 

DOUG AN, J R Oak Ridge National Laboratory FIN B 0489 82/12/07 ARNDT.G Me- 
chanital /Structural Engineering Branch 3pp 30987115 30987117 

"6506170416 "Containment Leak Rata Testing," monthly progress rept for Aug 1982. 
DOUGAN,J.R Oak Ridge National Laboratory F|N B-0489 82/08/26 ARNDT.EG 
Division of Engineenng Technology 6pp 30987 127-30987 132, 

6506070287 Responds to B5Q402 request for addi info re Integrated Salety Assessment 
Program (ISAP) review Description ol all plant betterment projects & engineering stud- 
ies To be Included in ISAP revtaw end 

OPEKA.J F, Connecticut Yankee Atomic Power Co. OPEKA.J F Northeast Utilities 
85/05/17 GRIMES.CJ Systematic Evaluation Program Branch 150pp, 30750163- 
30750 320 

850603 951 5 Advises that proposed Tech Spec revs re limiting overtime for persons per- 
forming safely-related functions currently under review & approval Proposed changes 
will be submitted by 850630 

OPEKA.J, F Connecticut Yankee Atomic Power Co, OPEKA.J F Northeast Nuclear 
Ener^ Co (subs of Northeast Utilities), OPEKA.J F Northeast Utilities 65/05/24 
MILLER.J R Operating Reactors Branch 3 ZWOLINSKI.J A Operating Reactors 
Branchs 1p. 36679023 30679 023. 


8505200600 IE Info Notice 85 040, “Deficiencies In Equipment Qualification Testing & 
Certilicalion Process " Sve list end 

JORDAN, E L Division ol Emergency Preparedness S Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc fQ6pp 30848:166- 
30840 271 

6505260181 IE Info Notice 65 042, "Loose Phosphor in Panasonic 600 Series Badge 
TLD Elements " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 86/05/29 Consolidated Edison Co of New York, Inc 120pp 30052‘245- 
30852 363 

8506100427 Discusses Intended applications of Dilllco Maxi-Bolt concrete anchors IE 
Bulletin 79-02 facior of safety used to compensate for uncertainty In load carrying ca- 
pability due to friction between expansion anchor bolt wedge & concrete 
OPEKA.J F Conneoliout Yankee Atomic Power Co OPEKA,J F Northeast Nuclear 
Energy Co (subs of Northeast Utilities) OPEKA.J F Northeast Utilitfos 05/05/20 
MURLEY.T E Region 1, Office of Director. 4pp 30791'1 45-30791 146 

6505280187 IE Info Notice 85 043, "Radiography Events at Power Reactors ” Sve list 
end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/05/30. Consolidated Edison Co. of New York, Inc. T20pp 30064 167- 
30864 287, 


9506120335 Applicafion lor amends to Licenses DPR 61,DPR-21 & DPR 65, Incorporat- 
ing 1OCFR50,App I lei^irements into safety Tech Specs & eliminating need tor sepa- 
rate App B lo licenses Fee paid, 

OPEKA.J F Connecticut Yankee Atomic Power Co, OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast UUIit!e|j OPEKA.J F Northeast Utilities 65/05/29 
ZWOLINSKI.J A. Operating Reactors Branch 5 MILLER.J R Operating Readers 
Branch 3 3pp 30B4S 077'3Q850'100. 

-•8S061203SS Proposed Tech Specs eliminating App B to licenses by incorporating 
10CFR5O,App I tequliemenls 

‘ Connecticut Yankee Atomic Power Co 85/05/31 3Blpp 30849 080-30850100 

8506110674 Forwards Amend 102 lo License DPR-21 & salety evaluation Amend per- 
mits reactor operation w/demerted reactor conlainmenl drywell for up lo 48 h lo per- 
form insp, equipment adjustments & maint. 

ZWOLINSKI.J A Operating Reactors Branch 5 85/06/05 OPEKA.J F Northeast Nu- 
clear Energy Co (subs ol Northeast Utilities) 3pp 30815 262-30B15 276 


8SO620O195 IE Info Notice 85 044, “Emergency Communication Sys Monthly Test " Sve 
/tst end 

JORDAN.E U Division of Emergency Preparedness & Engineering Response (post 
030103) 85/05/30, Consolidated Edison Co. ol New York, Inc. 121 pp, 30064 045- 
30B64’16e 

8506110574 Forwards Amend 102 to License DPR-21 & safely evaluation Amend por- 
mifs reader operation w/delnerted reactor containment drywell for up to 40 h to oer- 
form insp, equipment adjustments & maint, 

ZWOLINSKI,J A, Operating Reactors Branch 6 85/06/05 OPEKA.J.F. Northeast Nu- 
clear Energy Co (subs ol Northeast Utilities). 3pp 30815'262-30816'27fl 

“8506110576 Amend 102 to License DPH-21 .permuting reactor operation w/dolnorioct 
reaolor conlainmenl drywell for up to 48 h fo perform insp.oqutpmenl adluslmonla &. 
iTtslnl 

ZWOLINSKU A, Operating Reactors Branch 5 86/06/05, 7pp. 3081 6.265-3081 6*270 


“8509110576 Amend 102 to License DPR-21, permitting reactor operation w/delnerted 
reactor containment drywell (or up lo 48 h to perform Insp, equipment adjustments & 
maint 

ZWOLINSK1,JA Operating Reactors Branch 5. 65/06/05 7pp 30815'265-30B15 270 


Haueuouer/ it into Notice 8&-045, 


^memiai acismic interaction involvino Movaba n- 

Mapdrto Sya Used (n Westmghouse Designed Plants ” Sve list end 
JORDAN.E.L Owision of Emergency Preparedness & Enolneorma Resnonso rPoni 
Consolidated Edison ^Co, d Now Yorrinc ?2§fp,'^30B64 2aQ! 


-8S06110579 Safely evaluation supporting Amend 102 to License DPR 21 

* Office ol Nuclear Reactor RegulaMon, Dlrecloi 85/06/05 8pp 30815 271- 
30915*278. 

8506210361 Forwards draft Rev 7 to QA program topical rept for review & 
^roval.Reason & basis for changes also end 

C5PEKA,J F., SEARS.C,F. Northeast UfiliUes Service Co. (subs ol Northeast Utilities) 
OPEKA.J.F. Northeast UliHlies, 85/06/05. MURLEY.T E Region 1, Office of Director 
5pp 31056.217-31055.357. 

“95Q621036B Draft Rev 7 to QA program topical rept 

* Northeast Ulilitios, 85/06/05 136pp 31055,222-31055*357. 


^ Bethesda.MO re recircufa- 

b. 

9306080797 /E Into Nofico 85^46, "C(anffeatlon of Several Aspects of Removable Ra. 
'innn AM Contamination Limits for Transport Packages." Sve list end, 

Emergency Preparedness & Enolneerlno ReRr^nnsn (Pn«» 
31044 ^ 6 ^^^^^^^’ Edison Co. Of New Yor^, Inc. f24pp, ^31043 30|. 


6596110262 "Corporate Organization Nuclear Incidents Procedure Manual." W/650606 
Itr. 


RODGER.R., OPEKA,J.F. Northeast Nuclear Energy Co. (subs, ol Northeasl Utilllies) 
OPEKA.J.F. Northeast Utilities 86/06/06 2 2app. 30807; 227-30808:094 


fonvaras baiety insp Repts 50-245/85-10 & Bonifi/n*; in nemur: 
p513.No vtotation noted Receipt of util 850402.04 & 26 Itrs re Issues 
foMs ack Add( followup wIN occur during routine insp. ^ issues loenflfieo avnng 

WEN^NGERjEC Region 1, Office of Director. 85/06/17 OPEKA JF Mniih»aai 
clear Energy Co. (subs, of Northeast Utilities). 2pp 31031:263 31031 
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-9606210376 Safety Insp Repts 50-24&/8S-10 & 50-336/85-13 on 050325-0513 No vio- 
lation noted Major areas Inspected plant operations, equipment alignment & 
readmesa, radiation proteciton, physical security & (ire protection 
SHEDLOSKY.JT., MCBREARW.R A , MCCABE.E C. Region 1. Oftice ol Director 85/ 
06/07 lOpp 31031 265-31031 274 

8606140240 IE Info Notice 85-047, "Potential Effect Of Una-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN, EL Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/16 Consolidated Edison Co Of New York, Inc t34pp 31268157- 
31268 304 

6506210356 Forwards Safely Insp Repts 60-245/85-11 & 50.336/05-14 on 850415-19 
& notice of violation Insp of shipment of radwasto conducted on 85031 1 by State ol 
SC resultod In civil penalty & suspension of burial site privileges 
MUFlLEY,TE Region 1, Office ol Director. 85/06/16. OPEKA.JF. Northoasl Nuclear 
Energy Co. (subs ol Northeast Ulilllles) 3pp. 31033 004 31033 025 

"8506210357 Notice of vtolellon from insp on 850415 10 
* Region 1. Ollice of Director 85/06/18. 3pp 31033 007-31033 009. 

--850621035B Insp Repts 50-245/85-11 & 50 336/85 14 on 050415-10 Violation 
noted failure to lollow procedures (or receipt Insps 

SHANBAKY.M.M . CLEMONS.P . BICEHOUSE.H Region 1. Office of Director 85/06/ 
06 15pp 31033010-31033:025 

860B140636 IE Into Notice 65 048, "Respirator Users Notice Dofecilve Sett Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDANpEL Division of Emergency Preparedness & Englnooring Response (Post 
830103) 85/06/19 Consolidated Edison Co ol New Yoik, Inc. f23pp. 31376 064- 
31376183 


ft. Periodic operating reports & related correspondence 

8506070051 Monthly operating ropt for Mar 1065 W/050411 Itr 
NEWBURGHpG, MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.EJ Northeast Utilities 85/03/31 6pp 30800:316-30800 320 


S. Reportable occurrences, LERs & related correspondence 

8506130SS7 Amends 850523 Part 21 repl to Includo Loctito Grade 242 as accoptable 
matt Info Ur & Ur to util one! 

CUMMINS, B.R. Homy Pratt Co 85/05/30. KEPPLER.J G Roglon 3. Ottice of Director 
app 30891098 30691.105 

••8506130673 Part 21 ropt ro lack ol Loctito on Pratt nuclear modol valves w/Llmilorquo 
operators, per Bechtel 050507 Itr & Dotlcloncy Evaluation Ropt 84-101 Actuators 
should bo reinstalled In valves using LoclUe Qrouos AV,271 & 277. 

CUMMINS, B R. Henry Pratt Co, 85/05/23 KEPPLER.J G Region 3. Ollico of Diroctor 
6pp,30801-101-a080V106 


DOCKET 60-247 INDIAN POINT STATION, UNIT 2 


F. Security, modteal, emergency & fire protocUon plans 

85062S0408 Forwards “Indian Point Unit 2 1985 Annual Drill Scenario, ’* for onsUo emer- 
goncy exercise schedulod for 850605 

O'TOOLE. J.D Consolldatod Edison Co of Now York, Inc. 85/03/26. MURLEY.T E 
Region t, Olfico of Director. 8pp. 31 198.326.31 199 075 

--6506280411 "Indian Point Unit 2 1685 Annual Drill Scenario." 

‘ Consolidated Edison Co of Now York, Inc 65/03/25 103pp 31190.333-31199 075. 

8508240187 Forwards revised Pages 11-13 lo Rev 3,lo "Security Force Training & 
Qualification Plan, Indian Point Units 1 & 2 " 

SELMAN.M Consolidated Edison Co. ol Now York, Inc. 86/05/26 MURLEY.T.E 
Region 1, Olfice of Director, ip 31203.231-31203.234. 

--8608240191 Revised Pages 11-13 to Rev 3,lo "Security Force Training & Qualilication 
Plan, Indian Point Units T & 2." 

* Consolidated Edison Co. of New York, fnc 85/04/01. 3pp 31203 232-31203:234 

8606140854 Forwards Insp Repl 60 247/85-10 on 650401-0517 & notice of 
violation Commitment to revlow & revise appropriate emergency notltlcalion reporting 
procedures & provide operator iraining noleo. 

COLLINS, S.J Region 1, Office of Director. 85/06/11 SELMAN.M Consolidated 
Edison Co. of New York, Inc. 2pp. 30900.036-30900 066. 

8506180405 Forwards response lo unresolved Hems 1 & 6 re performance testing ol 
relief & safety valve8,per NUREQ-0737,ltam II.D.1 Hems 2-6 will be answered by 
850930 Rev 1 to "Background info tor V^esllnghouse Owners Group..." end 
OTOOLE.J D. Consolidated Edisorj Co of New York. Inc. 86/06/14. VARGA, S A Op- 
erating Reactors Branch 1. 6pp. 30978'214-30978'241. 

-8506180526 Rev 1 to “Background Inlo lor Westinghouse Owners Group Emergency 
Response Qoldeli/ie E-2, 'Faulted Steam OeneralorlBolaVon'." 

• Consolidated Edison (Do. ol New York, Inc. 83/09/01. 22pp 30976*220-30978:241. 

8506240696 Forwards application for amends lo Licenses DPfl-B & DPR-26, revising 
Tech Specs to Incorporate administrattvo changes to facility organization & change 
audit Irequency of Unit 2 emergenoy Preparedness program Fee paid 
O'TOOLE.J.D. Consolidated Edison Co of New York. Inc. 86/06/18. VARGA,S.A. Op- 
erating Reactors Branch 1. Ip. 31066:263.31066.309. 

-8506240601 Application for amends to Licenses DPR-5 & DPR-26, revising Tech Specs 
to Incorporate administrative changes to taclllw organization & change audit frequency 
of Unit 2 emergency preparedness program-Affldavlt of Svc end. 

O'TOOLE, J.O. Consolidated Edlaon Co ol New York, Inc. 86/06/18. 3pp. 31066:284- 
31066:286, 

-6506240607 Proposed Tech Specs Incorporating administrative changes to facility or- 
ganization & limiting Unit 2 overtime for critical snlft Job positiona. 

’ Consolidated Edison Co, of New York, Ino. 85/06/30. 23pp. 310e6;287-3106e.309, 


P. Operating license stage documents & correspondence 

8506030390 Partial response to FOIA request tor three categories ol documents to be 
made avallabto at PDR re NSHCs App A documents oncl & placed in PDR Search 
continuing 

FELTON, J.M Division of Rufes and Records 64/ft /08 ADATO.M. Union of Con- 
cerned Scientists 4pp 30720 001-30720 005 

"6506040471 Notice of consideration of issuance of amend to LIconse DPR-26 & pro- 
posed NSHC determination & opportunity for hearing re 770505 request to rovtso 
Tech Specs to reflect provisions consistent w/ASME Code.Seclion XI 
VARGA,SA Operating Reactors Branch 1 63/10/17 lOpp 30723 040-30723.054. 

8S0B 130045 Partial rosponso lo FOIA request for all documents ro NRC procoduros for 
dalecllon & control of atcohol & illegaf drug use by persons engaged In bldg or const 
of nucloar reactors or (acilitles Forwards App A documonta 

FELTON,J.M Divlsfon ol Rules and Records 05/01/20 HEATH.SJ Washington 
Legal Foundation 55pp 30937 047-30937 157. 

-6606130366 Responds to query re release of portions ol Ofc ol Investigations rept re 
drug/alcohot abuse to specific tIcensees.Retease not prohibited by FOIA or Privacy 
Act Concerns over precedont expressed Survey worksheets oncl 
SHOMAKER.EC Operations & /Administrative Division. 82/12/20 LIEBERMAN.J Re- 
gional Operations & Enforcomont Division 170pp 30937 356 30938* 168 

8503260346 Requests remission ol foe lor 841119 application requesting relief from 
certain ASME (jode requiromonts witliln 15 days ol receipt of Hr 
MILLER, WO LIconse Fee Management Branch. 05/03/14 O'TOOLE.J Common- 
wealth Edison Co Ip. 29500 232-29500*232 

8506170077 Responds to FOIA requesi for records re FIN B-0409, "Contalnmonl Leak 
Rato Testing Program" & Quadrex Coip/NRC conlracl9.Forward8 documents re FIN 
B 0469 Documonts also available in PDR No documents ro Ouadrex subj lo request. 
FELTON.J M Division of Rules and Records FIN B-04og 85/03/25. 
REYTBLATT.Z V WarfOn Wilson College, Swannanoa, NC. 7pp 30087 036- 
30987 076 

-6210120209 "Containment Leak Rate Testing Investigations," progress summary for 
Sopl 1902 

NAUS.D.J Oak Rldgo National Laboratory FIN B-0489 82/10/05. ARNDT, G Me- 
chanical Engineering Branch. 3pp 30987 1 12-30987:114 

-0212010006 Forwards list of plants lor which loak test repts woro selected for review 
by ORNL Leak testing criteria will be prepared from review.W/o oncl 
ARNDT, E.Q Mechanlcal/Struclural Ennlneerlng Branch 02/08/10 SHAPAKER.J 
Containment Systems Branch 4pp. 30967*1 18 30967 121. 

"8606170416 "Containment Leak Rata Testing,'' monthly progress repl lor Aug 1082 
OOUQAN.J R Oak Rldgo National Laboratory FIN B-0480 62/08/26 ARNDT.E.G 
Division ol Engineering Technology 6pp 30087 127-30987*132 

B506060024 Forwards sately ovalualion supporting Wostingliouso small break LOCA 
model NOTRUMP for use In sattslylng TMI liomllK 3 30 Generic Lir 83-35 provided 
proposod generic resolullon of TMI Item II.K.3 31 

VARGA, S.A Oporatinn Roaclors Branch 1 65/06/20. O'TOOLE, J.D Consolldatod 
Edison Co of New York, Inc lOpp 3O701*3O6-3O78V315 

8606260216 Responds to NRC 860422 SER on uiil 831104 submittal ro Qenoric Ltr 83- 
20, Item 1 1, "Post-Trip Revlow " Now Administrative Directive OAD 23. “Post-Trip 
Review & Evaluation Procedure," Incorporates NRC recommendations 
O'TOOLE.J D Consolldatod Edison Co ol Now York. Inc. 05/05/29 VARGA.S A. Op- 
oratlng Roaclors Branch 1. 5pp. 31219:260-31219*262. 

8606030536 Responds to Q50402 request to provide proposed Toch Spec changes lo 
Implement Item ILK 3.12 ot NUREG0737 re anticipatory reactor trip on turbine 
trIp.Resulls of analysis & proposed Toch Spec change expected by 850630. 
O'TOOLE.J D. Consolldatod Edison Co. of Now York, Ino 85/05/30. VARGA.S A Op- 
oraling Reactors Branch 1, Ip. 30870 142-30679*142. 

8S082103S0 Forwards SER re Generic ltr 83-28, Item 1 2 re post-trip revlow data & Into 
capabllity.Posl-trlp review data & Info capabilities acceptable 
VARGA.S A Operating Reactors Branch 1 B5/Q6/D6. O'TOOLE.J D Consolidated 
Edison Co ol New York, Inc. 3pp. 31040.138-31048.160. 

-8506210384 SER re Generic Ltr 6a-26.tlam 1 2 on post-trip review data & info 
capabftity.Post-frIp review data & Into capabVilles acceptable. 

‘ uperafing Reactors Branch 1. 85/06/08 10pp. 31046.141-31048*150 

8508190283 Forwards application for amend to License DPR-26, revising Toch Specs ro 
limiting conditions for operation ol containment cooling, Iodine removal sys & associat- 
ed containment Isolation provIslons.Fee paid. 

O’TOOLE.J D. Consolidated Edison Co. of New York. Inc 85/06/07. VARGA.S. A Op- 
erating Reactors Branch 1 3pp. 30995'096-30995.t2t, 

"8506100288 Application for amend to License DPR-26, revising Tech Specs re limiting 
conditions for operation ol containment cooling, iodine removal sys & associated con- 
tainment Isolation provisions. 

O'TOOLE.J.D Consolidated Edison Co. of New York, Inc. 65/06/07 2pp 30095-086- 
30995.100, 

-8606190290 Proposed Tech Specs re limiting condition lor operation ol contalnmonl 
cooIing.lodlne removal sys & associated conlalnmanl isolation provisions 
* Consolldatod Edison (jo, of New York, Inc. 85/06/07. 21 pp, 30996:101-30995.121. 

8606210472 Fonwards documentalton In support ol 850228 submittal requiring two reac- 
tor coolant pumps operating when RCS at hot shutdown & above 360 F.Summary pre- 
pared (or future inclusion into updated FSAR, 

O'TOOLE, J.D. Consolldatod Edison Co. ol New York, Ino. 85/06/07. VARGA, S.A Op 
eratlng Reactors Branch 1. tOpp. 31067;ie5-31067;176. 

8506240619 Forwards response to 650417 Generic Ltr 85 02 re stall recommended ac- 
tions stemming from NRC Integrated program for resolution of unresolved safely Issue 
re steam generator tube intoority. 

O'TOOLEJ.D. Ctonsolldated Edison Co. of New York, Ino, 86/06/17, THOMPSON.H.L. 
Division of Licensing. 10pp. 31 160*299-31 180:306. 
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8506270S01 Responds to 840507 request for clarification ol containment purge & vent 
Tech Specs, per NUREQ 0737, Item ll E.4 2 Limiting condition for operation ot purge & 
vent valves appears In containment Isolation valve Tech Specs 
VARGA ,S A Operating Reactors Branch 1. 85/06/17 O’TOOLE, JO, Consolidated 
Edison Co. ol New York, Inc 10pp 31258341-31258351 

8S06240596 Forwards application for amends to Licenses DPR-5 & OPR-26, revising 
Tech Specs to incorporate administrative charges to facility organization & change 
audit frequency of Unit 2 emergency preparedness program pee paid 
O'TO0LE,J D Consolidated Edison Co ol New York, Inc 65/06/18 VARGA, S A Op- 
erating Reactors Branch 1 Ip 31066,283-31066 309. 

-8506240601 Applicallon (or amends to Licenses DPR-5 & DPR-26, revising Tech Specs 
to incorporate administrative changes to facility organization & change audit frequency 
ol Unit 2 emergency preparedness program Affidavit of Sve end 
0'TOOLE.JO Consolidated Edison Co of New York, Inc 65/06/18 3pp 31066'284- 
31066 286. 

-8506240607 Proposed Tech Specs incorporating administrative changes to facility or- 
ganization & limiting Unit 2 overtime for cntlcal shift lob positions. 

* Consolidated Edison Co. ol New York, Inc 65^6/30 23pp 31066 287-31 068'309 

6S06260113 Forwards tabular summary of key results from regional survey of plant-spe 
cldc Info re potential for uncontrolled radiation exposures in PWR cavities, per JG Part- 
low 850315 request No further generic action needed. 

TAYLOR, J M Director's Office, Ofdce of Inspection and Enforcemant 85/06/18 
MURLEY.TE Region 1, Office of Director 9pp. 31211 322-31211 330 


0. Inspection reports, IE Bulletins & correspondence 


8506060677 IE Info Notice 85 045, ‘‘Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants ’’ Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc i22pp 30865001- 
30865 046 

8506060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removable Ha- 
dioaclivo Surface Contamination limits lor Transport Packages." Sve list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10 Consolidated Edison Co of New York, Inc f24pp 31043301- 
31044 064 

8508 140554 Forwards Insp flept 50-247/85-10 on 850401 0517 & notice cl 
violation Commitment to review & revise appropriate emergency notification repotting 
procedures & provide operator training noted 

COLLINS, SJ Region 1. Office ol Director. 85/06/11. SELMAN.M Consolidatod 
Edison Co ol New York, Inc 2pp 30900 035-30900 056 

-8506140561 Notice of violation from insp on 850401-0517. 

• Region 1, Office of Director. 85/06/1 1 Ip. 30900 037-30900 037 

-8506140566 Insp Rept 50-247/85-10 on 850401 -05 17,Violation noted operators not 
informed of change to Tech Specs per plant procedures 

LIMRATH.D, NORRHOLM.L Region 1. Olfice ol Director 85/06/06 19pp. 

30900 038-30900 056 

8S062405S6 Ack receipt of 650430 Itr informing NRC ol steps taken to correct viofatlona 
noted in Insp Rept 50-247/05-05 Corrective actions will be examined during future 
insp 

MARTIN, TT Region 1, Office ol Director 85/06/17 SELMAN.M Consolidatod 
Edison Co ol New York, Inc 2pp 31065 353-31065 356 


8606210359 Forwards "Steam Generator Exam Program & Results,! 984 Refueling & 
Maim Outage" for rei^ew Total ol 116 steam generator tubes Identified In ell four 
steam generators w/Indicatlons greater than 20% 

O'TOOLE, J D Consolidated Edison Co ol Now York, Ino 84/09/20 VARQA.S A Op- 
erating Reactors Branch 1 19pp 31055 353-31056.014 


8506140240 IE (n(o Notice 85 047, "Potential Effect ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Rosponse (Post 
630103) 85/08/16 Consolidated Edison Co o( New York, Ino. I34pp 31268:167- 
31288 304 


8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN,EL Otvislon ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 ConsolidatM Edison Co, of New York, Inc 107pp. 31044 065- 
31044171 

8505130038 SuppI 1 to IE Info Notice 65-020, "Motor Operated VaNe Failures Dus to 
Hammering Effect " Sve list end 

JORDAN, E L, Drvlsion of Emergency Preparedness & Engineering Response (Post 
830103) 85/05714 Consolidated Edison Co. of New York, Inc f07pp 31044.172- 
31044,278. 

8505200590 IE Info Notice 85-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end 

JORDAN, EL. Kvislon of Emergency Preparedness & Engineenng Response (Post 
630103) 85/05/22 Consolidated Edison Co of New York, Inc toepp 30837 258- 
30037-363 

6505200800 IE Info Notice 65-040, “Dendencies In Equipment Qualification Testing & 
Certification Process." Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineenng Response (Post 
630103). 65/05/22 Consolidated Edison Co. of New York, Inc i06pp 30846,166- 
30848-271. 

8506070046 Ack receipt of 65040S Itr Informing NRC ol steps taken to correct violations 
noted In Iny) Rapt 60 247/85 02, 

MARTIN,T.f Region 1, Office of Director 85/05/23. O'TOOLE.JD Consolidated 
Edison Co. of New York, Inc, 2pp, 30801 '174-30801-184, 


8506140636 IE Into Notice 85 048, "Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Ino i23pp 31376064- 
31376.183 


R, Periodic operating reports 8 related correspondence 

8506210359 Forwards "Steam Generator Exam Program & Results, 1084 Refueling & 
Main! Outage" for review Total of 116 steam generator tubes identified In all four 
steam generators w/indications greater than 20%. 

O'TOOLE.JD Consolidated Edison Co ol New York, Inc 84/09/20 VARGA.SA Op- 
erating Reactors Branch 1 19pp 31055-358 31056 014 

8506030633 Monthly operating rept for Apr 1985 W/650517 Itr 
BLATT.M, SELMAN,M Consolidated Edison Co of New York, Inc 05/04/30 
TAYLOR, J M Director's Office, Office ol Inspection and Enforcement 6pp. 

30686 243-30686 246. 

8506260088 Monthly operating rept for May 19B5.W/650614 Itr 
BLATT.M, 0'TOOLE,JD Consolidated Edison Co, of Now York, Inc 86/05/31. 
TAYLOR,J.M Director's Office. Office of Inspection and Enforcemant 8pp 

31229-319-31229 324 


8. Reportable occurrences, LERs & related correspondence 


-8506070056 Responds to NRC 8S0312 Itr re violations noted In Insp Rept 50-247/8S- 
02 Corrective actions procedure (or sampling RCS revised to include various gross ac- 
tivity concentrations up to a Including worst case accident. 

OTOOLE,J,0 ConsoHdaled Edison Co, ol New York, Inc 85/04/05 MARTIN,T T 
Region 1, Office of Director, 9pp, 30601 176-30601:184 

6505280151 IE Info Notice 85-042, "Loose Phosphor In Panasonic 600 Series Badge 
TLD Elements " Sve list end. 

JORDAN, EL Dwislon of Emergency Preparedness 8 Engineering Response (Post 
830103). B5/0S/29. Consolidated Edison Co of New Yotk, Inc, f20pp, 30852 245- 
30852:363 


8506040431 Pari 21 rept re resistance temp detector (RTO) callbr anomalies in RTDs 
mfg by RdF Co Safety margin assessments being performed (or operating plants (o 
evaluate potential effects on plant Tech Specs 

RAHEiE P Westinghouse Electric Corp 85/05/06 THOMAS.C 0. Division of Licens- 
ing 4pp. 30709.0M 30709.093. 

8506040027 LER 8S006 00:on 850416,loss of main boiler feedwater pump 22 initiated 
reactor trip on lo lo level signal (tom steam generator 24.Caused by reduction In auto- 
slop oil pressure, Pump oil sys overhauled. W/8S0S16 Hr 

ELLWANGER.J R., SELMAN.M. Consolidated Edison Co. of New York, Inc 86/05/18. 
5pp. 30710 257-30710'261 


8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors " Sve list 
end. 

JORDANiE L. Divis'on of Emergency Preparedness & Engineering Response (Post 
830103), 86/06/30. Consolidated Edison Co of New York, Inc I20pp 30884- 167- 
30864-287. 


DOCKET 80-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 
F. Security, medical, emergency & lire protection plans 


8805280195 IE Info NoUoa 85-044, "Emergency Communication Sys Monthly Test " Sve 
lisi 6ncl 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 66/05/30. Consolidated Edison Co. of New York, Inc. 121 pp. 30664-045- 
30864.166. 


8506140093 Further response lo FOIA request for eight categories ol documents ra nu- 
clear spent fuel (ransportation Forwards App C documents App C & selected App 0 
documents also available In PDR App D Documents 6 & 8-12 for sale by NRC A Qto 
FELTON, J M. Division of Rules and Records 85/01/29 MILLAR, F Environmental 
Policy Institute lOpp 30919.003-30919.043, 


8506070126 Responds lo NRC 850430 Itr re violations noted In Insp Rept 50-247/66- 
OS.Conectlve actions, procedure lo Implement calculations of offsite doses due to 
liquid & gaseous effluents will be Imptementad by 850701 
SELMAN.M. ConsoHdaled Edison Co. of New York, Inc. 85/05/30 MARTIN, TT, 
Region 1, Office ol Director. 2pp 307^ 064-30750 065. 

8508100853 Forwards Insp Rept S0-247/S5-O8 on 850326-29 No violaSon noted, 
EBNETER,S,D, Region 1, Office ol Director SS/06/05. OTOOLE.J D. Consolidaled 
Edison Co ol New York, Ino 2pp 30794:138-30794:162. 


-8508140583 Rev 0 to ^clal Procedure 8P 83-10-107, "Transportation Accident Re 
sponse (or Spent Fuel Cask TN-9, 

• Commonwealth Edison Co, 83/10/31 13pp. 30923,093-30923.106 


85(^40640 Ack receipt ol 850422 Itr informing NRC of steps taken to correct nonoom 
pllanca noted in Insp Repis 50-010/85-03. 60-237/85 07 & 50-249/85 06 Severity 
Level V violation re compensatory measures valid & appropriate 

85/05/31. REEO.C. commonwealth 

Edison Co. 2pp 30698.017-30698,019 


-8S061006S8 Insp Rept 50-247/85-09 on 8S0325-29.No violallon noted Major areas 
Inspected licensee actions re Generic Ltr 83-26 In areas ol equipment 
classificetlon,vendor Interlace, surveillance & posl-maint testing 
NAPUDA,Q. DEV,M, OUVEIRA.W. Region 1, Office ol Director 85/05/31. 13pp 
30794:140-30794:162, 


~8BM040549 Fowards resMnse 10 NRC 850326 Hr re noncompllance noted in Insp 
Repis 60-010/85-03,60-237/85 07 & 60-249/85-06. Second violation 

inappropriate, Response withheld (ref 10CFR73 21), 
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8606100599 Advises that lull operation ol SPOS & training of operators currently ached' 
uled for Aug 10B5,ln response to 640812 confirmatory order ro Suppl 1 to NUREG- 
0737 Addt hardware needed 

RYBAK, B Commonwealth Edison Co. 65/0S/3t. DENTON, H.R Office of Nuclear Re- 
actor Regulation, Director Ip, 30703 307-30793.307 

8606200466 Forwards population density maps for use In emeroency planning 
lones Maps prepared by ORNL by projactlon from 1980 census data & must be taken 
as estimates W/o ends 

HIND, J A Region 3, Office ol Director 65/0573 1 REED.C Commonwealth Edison 
Co ip 3 f020- 191-3 1020 191. 

8606260013 Fomvards Amends 90 & 83 to Licenses DPR-18 & DPR-25, respectively & 
safety evaluation Amends add limiting conditions for operation 6 surveillance require- 
ments to Tech Specs for nrods required by Generic Llr 63-36 
ZWOLINSKI.JA Operating Reactors Branch 6 85/06/24 FARRAR, D.L Common- 
wealth Edison Co 3pp 31253075-31253137 


P. Operating license stage documents & correspoitdence 

B606140QS3 Further response to FOIA request for eight categories of documents re nu- 
clear spent fuel Iransportation.Fonvards App C documents App C & selected App D 
documents also available In PDR App D Documents 6 & 8-12 for sale by NRC & GPO 
FELTON.JM Division of Rules and Records. 85/01/20. MILLAH.F. Environmental 
Policy Institute. 10pp. 30019-003-30910 043 

-8608140130 Folwards updated summary ol spent fuel 8hlpment8,Jul 1983 - Apr 1684 
GREGER.LR. Region 3. Ollice of Director 86/01/20. HIND.J A. Division of Radiologi- 
cal & Materials Safety Programs Opp, 30919’013-30916,021 

-6606140147 Forwards updated summary of spent fuel shipments, Jul 1983 • May 1984 
QREGER.L R, Region 3, Office ol Olreclor. B4/06/07. HIND.J A. Region 3, Ollice ol 
Ofroctor Iflpp 30919, 034-30919.043. 

-8606140400 Forwards updated summary of spent fuel shipments made during Sept 
1964. 

MILLER, D.E Region 3. Office of Director. 84/10/11. HIND,J A Region 3, Office of Di- 
rector. 2pp 30922:161-30922 162 

-8506140417 Forwards updated summary of spent fuel shlpmoni8,Jul 1083 - Aug 1984. 
GREGER.LR, Region i, Office of Direotor. 84/09/07. HIND.J.A. Region 3, Olfloe of 
Director, 13pp. 30922:163-30022.175. 

-8506140430 Forwards updated summary ol spent fuel shipments, Jul 1083 - Jul 1984 
GREGER,L.R, Region 3, Office ol Director 84/08/02. HIND,J.A. Region 3, Olllco of 
Director. 12pp 30922:1 78-30922-206 

-8606140443 Rev 0 to SOP 1-41, "Loading & Preparallon lor Shipment of TN-0 Cask.” 

• Commonwealth Edison Co. 83/11/29, 160pp. 9oe22-207-30923 002 

-8606140456 Discusses reevaluation ol West Valley spent fuel shipping practices, per 
Qreanman 640206 memo ra chartgos In Region I Inspector coverage Shipments con- 
tinue to be Incident free Inspectors not dispatched for 840704 Shipment CECO-17 
QREENMAN.E.Q. Region 1. Office ol Director. 84/07/16, STAROSTECKI.R. Region 
1, Office of Director 2pp 30923:003-30923 004, 

-8606140B24 Rev 0 to Procedure Sp 63-11-120 re fuel movements In spent fuel pools. 

* Commonwealth Edison Co 83/11/30. 28pp. 30923,006 30923:032. 


8506170077 Responds to FOlA request for records ro FIN B 0489. "Containment Leak 
Rata Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0469 Documents also available In PDR No documents re Quadrex subj to request 
FELTON,J.M Division of Rules and Records FIN Q-04B9 85/03/25 

REYTBLAIT.Z V Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987076. 

-8210120209 "Containment Leak Rate Testing Investigations," progress summary for 
Sept 1982 

NAUS.DJ Oak Ridge National Laboratory. FIN 8 0489 82/10/05 ARNDT.G Me- 
chanical Engineering Branch 3pp 30987 112-30887.114 

“8212010006 Forwards llsf of ptants for which foak tost repis were ssfacfed for review 
by ORNL Leak testing criteria will bo prepared from review W/o end 
ARNDT, E.G Mochanical/Slruciural Engineering Branch 62/08/16 SHAPAKER,J 
Containment Systems Branch 4pp. 30987-118-30967 121 

-8606170281 "Containment Leak Rate Testing Investigations," monthly progress rept 
for Nov 1982. 

OOUGAN.J R Oak Ridge National Laboratory. FIN B-0489 82/12/07. ARNDT.G. Me- 
chanical/Structural Engineering Branch 3pp. 30987-115-30987 117 

-8608170416 "Containment Leak Rato Testing." monthly progress rapt for Aug 1982 
OOUGAN,J.R Oak Ridge National Laboratory FIN B 0489 82/08/^6 ARNDT.E G 
Division of Engineering Technology epp 30987127-30987:132. 

8506060263 Aok receipt ol 850410 submittal ol Topical Rept CE-l-A,Rav 34.Reviow will 
require more than 60 days to complete 

SPESSARD.R.L Raolon 3, Office of Director. 85/05/23 REED.C Commonwealth 
Edison Co. 2pp. 30725.338-30726.3a0. 

8506050445 Provides Info to support use of diywell temp profile curves assuming 30- 
mlnute drywall spray Initialion.Reasons for not oblecting to use ol 10 minute Interval 
mod. 

RYBAK.B Commonwealth Edison Co 85/06/23. DENTON.H fl. Oftico of Nuclear Re 
actor Regulation, Director 3pp 30719.055-30719 057 

8506050762 Notification of coi\tract execution, Mod 3, to "Dresden & Parry Simulator 
Leasing." Contracfor-GE. 

PAQE.M Technical Assistance Contracts Branch. NRC-05 84-150 85/05/23, 
CORLEY.D Director's Ollice, Office ol Inspection and Enlorcemenl. Ip. 30740-268- 
30740.269 

-8606060762 Mod 3, changing project ollicer.to "Dresden & Perry Simulator Leasing." 

• General Electric Co. N&tl6 84-169 05/05/23 Ip. 30740:289-30740.269, 

8506050440 Application for amend to License DPR-25, deleting License Condition 3 F & 
changing Section 4 6,2 of Tech Specs to allow removal ol recirculation equalizer 
valves (airing upcoming outage, Foe paid. 

RYBAK.B. Commonwealth Edison Co. 85/06/30, DENTON.H R. Office of Nuclear Re- 
actor Regulation, Director 2pp 3O719;161-3O710-1B6 

-8506060447 Proposed Tech Spec changes.deloting License Condition 3 F & changing- 
Section 4.6 2, to allow removal of rocfrcufafion equalizer vafves during oufago sched- 
uled on 860901 .Util NSHC determination end. 

* Commonwealth Edison Co 85/06/30 4pp 30719:163-30719-156 


-9606140638 Rav 0 to Special Procedure 3P-B3 8-82, "Procedure lor Replacing 0-Ring 
Gaskets." 

* Commonwealth Edison Co. 83/08/24. 4pp. 30923 040.30923.043. 

-6606140542 Rev 0 to Special Procedure SP 83-0.83, “Proceduro lor Installation & 
Torqulflg ol Bolts & threaded Plugs." 

* Commonwealth Edison Co. 83/08/24, 6pp. 30923;044-30923:040. 

“8606140546 Rev 0 to Special Procedure SP 83-8 84, "Humidity Teat Procedure." 

* Commonwaallh Edison Co, 83/08/24. Opp, 30923 050-30923I057. 

-8508140563 Rev 0 to Special Procedure 8p 83-8 B7, "Fusible Plugs Leakage Test 
Procedure " 

* Commonwealth Edison Co, 83/08/26, 9pp, 30923-058-30923.066, 

-8609140569 Rev 0 to Special Procedure SP 83-B.86, "Fusible Plug Silicone Sealing 
Application Procedure." 

* Commonwealth Edison Co 83/08/26 3pp. 30923:067-30923 069 


-8508140587 Rav 0 to Spodal Procedure SP 83-8-89, “ "Procedure lor Measuring & 
Adjusting TN-B/9 LIU Beam for Proper Cask Fit." 

• Commonwealth Edison Co. 83/09/01. 9pp. 30923.070-30923:078 


-8506140577 Rev 0 to Special Procedure SP 83-10-106, "TN-8/9 Containment Sys 
Leakage Test Procedure Periodic Verlfloallon." 

• Commonwealth Edison Co. 83/10/21. 14pp. 30923:070-30923:092. 

-8605140691 Rev 0 to Special Procedure SP 83-10-109, "Load Test Procedure lor TN- 
6/9 Ud LIHIng Sys." 

* Commonwealth Edison Co. 83/10/28. 6pp. 30923:1 06 -SOSaS-l 11 

-8506140597 Rev 0 to Special Procedure SP-BS-ll-lll, "Spent Fuel Receiving." 

* Commonwealth Edison Co. 83/11/04 9pp 30923:112-30923.120. 

-8506140601 Rev 0 to Special Procedure Sp 83-1 0-1 10, "Test Procedure for Verifica- 
tion ol TN-0 Packagtogs Shield Effectiveness." 

• Commonwealth Mison Co, 83/11/01. 8pp. 3O923!l21-3O023:126. 

-8505140608 Forwards updated summary of spent fuel 8hIpmonlB,Jul 1983 • Feb 1964. 
QREQER.LR. Region Office of Direotor. 04/03/13. HIND,J.A. Region 3, Office ol 
Director. 14pp. 30923.134-30923:147, 

-8506140519 Forwards updated summary of spent fuel 8hlpments,Jul 1083 • June 
1954. 

QREQER,LR, Region 3, Office of Director, 84/07/06. HIND.J.A, Region 3, Ollice of 
Director, ilpp. 30923:146-30923:168. 

“8506140625 Forwards rev to June 1984 updated summary of spent fuel shipments 
QREQER.L.n. Region 3, Office ol Director. 84/07/10. HIND,J.A. Region 3, Office ol 
Director. 2pp. 30923:1 69-30929:001. 


8506140679 Forwards Amends 87 & 80 to Llcansea DPR-19 & DPR-25, rospoctivaly 8. 
safely evaluation-Amends revise Tech Specs to Incorporate GE std limits on dose 
equivalent 1-131 In primary coolant par SEP Topics VI-7.C 1 & XV-16. 

ZWOLINSKI,J./t Operating Re actors Branch 6. 85/06/30 FARR AR, D.L Common- 
wealth Edison Co, 4pp. 30932 060-30932.002. 

-6506140683 Amends 87 & 80 to Licenses DPR-19 & DPB-26.re8poollvoly, revising 
Tech Specs to Incorporate QE std limits on dose equivalent 1-131 In primary coolant a 
action atatomonte to survey Mmlfa per SEP Topics V)-7.C 1 S XV-16, 

ZWOUNSKI,J.A. Operating Reactors Branch 5. 05/06/30. 27pp 30932:064- 
30932:089. 


-8606140685 Sa 
DPR-26,fe8pec 


( 
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B&aSIOOIfil Forwards request for addi info re Generic Ur B4 09 criteria on recombiner 
capability requirements of 10CFR5044(c)(3)|ii), based orr review of 840625 response 
to genenc Itr Response (squested withiis 45 days 

ZWOllNSKU A. Operating Reactors Branch 5 85/06/04 FARRAR, D L Common- 
wealth Edison Co 3pp 30791 267-30781 269 

8606140044 Responds to requests for addI info re Item 1 1 of Generic Ur 83 28, Item 
1 1 re post-trip review Extension granted by Bournla for LaSalle County Station 
ALEXANDER,G Commonwealth Edison Co 85/06/05 OENTON,HR Office of Nucle- 
ar Reactor Regulation. Director 3pp 30894 115 30894 117. 

8603100584 Summaiy of B50522 meeting w/util, Gilbert Assoc & Bechtel/SERCH re 
placement of liquid propane tanks onsite for use w/proposed mobile vol reduction 
sys Attendees list end. 

GILBERT, R A Oparaling Reactors Branch S 85/06/07 Operating Reactors Branch S 
5pp 30793 096-30793100 

8506200222 Forwards pipe rralacemenl radiation protection program summary In re- 
sportse to Generic Ltr 84-07 Rept addresses procedures, shielding, equipment & per- 
sonnel training Estimated cumulative dose less than 2,000 person rem 
RYBAK,B Commonwealth Edison Co 85/06/13 DENTON.HR Otflce of Nuclear Re 
actor Regulation. Director 8pp 31008.128-31008136 

8505280739 Forwards safety evaluation on containment isolation dependability by dem- 
onstration of containment pu^rge & vent valve operability Into submitted to date does 
not demonstrate ability of valves to close during LOCA 

THOMPSON.HL Division of Licensing 85/06/17 FARRAR.DL Commonwealth 
Edison Co 4pp 31227 273-31227 284 

••8506260746 Safety evaluation re demonstration o( containment purge & vent 
operability Submitted Info fails to demonstrate that valves have ability to close against 
buildup of pressure in event of DBA/LOCA from full open position 
' NRC - No Detailed ACIlllalion Given 85/06/17 8pp 31227 277-31227 284 

8606270626 Advises that dept of nuclear safety reviewed proposed Tech Spec amend 
re deletion of recirculation equalizer valves & associated piping No adverse findings 
exist 

PARKEfl.M C Illinois, State of 85/06/17 DENTON.H R Olfice of Nuclear Reactor 
Regulation, Director Ip 312S0 235 31250235 

8506250121 Advises thal 840917,1219,0604 & B50603 msponses to Genenc Ltr 84-11 
re IGSCC acceptable Piping Insp & replacement plan meet generic Itr guidelines 
ZWOLINSKU A. Operating Reactors Branch 5 85/06/19 FARHAR,DL Common 
wealth Edison Co 2pp 31100142.31160143 

8506270066 Advises that Revs 33,34 8 35 to OA Topical Rept CE-1-A satisfy require 
menis of App B to 10CFR50 Changes to Section 7 resolve questions re procurement 
activities 

SPESSARD.R L Region 3, Office of Director 85/06/21 REED.C Commonwealth 
Edison Co 2pp 31235287.31235288 

8506280013 Forwards Amends SO & 83 to Licenses DPR-1S & DPR-25, respectively & 
safety evaluatlon.Amends add limiting conditions for operabon & surveillance require- 
ments to Tech Specs lor mods required by Generic Ltr 83.36 
ZWOLINSKI,JA Operating Reactors Branch 5 85/06/24 FARRAR.DL Common- 
weallh Edison Co 3pp 31253 075 31253 137 

••6508290029 Amends SO & 83 lo Licenses DPR-19 & DPR 25.r6spectively, adding limit- 
ing conditions for operailor> & surveillance requirements lo Teen Specs for mods re- 
quired by Generic Lir 83 36 

ZWOLINSKliJA Operating Reactors Branch 5 85/06/24 61pp 31253076 
31253:134. 

-8506280034 Safety avalualion supporting Amends 90 8 83 to Licenses DPR 19 & 
OPR-25.resp6ctively, 

* OlfiCB of Nuclear Reactor Regulation, Director. 85/08/24 3pp. 31253 135- 
31263.137 


860S2005S0 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities ’’ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc fOBpp 30837 260- 
30837 363. 

0505200600 IE Into Notice 85 040, "Deficiencies in Equipment Qualification Testing & 
Certification Process " Sve list and 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Poal 
830103) 85/05/22 Consolidated Edison Co of New York, Inc lOGpp 30846 166 
30848 271 

8505260181 IE Info Notice 86 042, “Loose Phosphor In Panasonic 800 Senes Badge 
TLD Elements " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of Now York, Inc f20pp 30952246- 
30852 363. 

85052B01B7 IE Info Notice 85 043, "Radiography Events at Power Reactors " Sve list 
end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co of New York, Inc 120pp 30864.167- 
30B64 287 

8506280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test " Sve 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New YorK, Inc. i21pp 30064 045- 
30864 166 

8506D40S40 Ack receipt of 850422 Hr informing NRC of steps taken to correct noncom- 
pllance noted in Insp Repls 50 010/05 03, 50-237/85-07 & 50-248/85-06 Severity 
Level V violation re compensatoiy measures valid & appropriate 
AXELSON.WL Region 3, Office of Director 85/05/31 REED.C Commonwealth 
Edison Co 2pp 30698 017-30698 019 

"8506040546 Forwards response to NRC 850326 Itr re noncompliance noted In In&p 
Repls 50 010/65-03,50-237/85 07 & 50-249/85 06 Second violaiion 

inappropriate Response withheld (ref 10CFR73 21) 

FARRAR.DL Commonwealth Edison Co 85/04/22 KEPPLER.JQ Region 3. Offico 
of Director 1 p 30698 0 1 9 30698 01 9 

8506100531 Folwards util plan to replace reactor recirculation sys & portions of olhor 
piping susceptible to IGSCC during Fall 1985 outage per 8403fs order & Generic Lir 
84-1 1 ALARA plan, per Generic Ltr 64-07, will be submitted at later date 
RYBAK, B Commonwealth Edison Co 85/06/03 DENTON,H R Ollico of Nudear Ro- 
aclor Regulation, Director 9pp 30793 202-30793 210 

8606080677 IE Info Notice 85 045, “Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants." Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/06 Consolidated Edison Co of New York, Inc f22pp 30885 001* 
30865046. 

8506140244 Forwards Safety Insp Repls 50 237/84-27 & 50-249/85-13 on 841821- 
850430 & notice of violation. 

HARRISON.JJ Region 3, Office of Director 85/06/06 REED.C Commonwealth 
Edison Co 2pp 30894 081-30894 114 

"B5Q8 140249 Notice of violation from Insp on 641221-650430 
HARRISON, JJ Region 3, Office of Director 85/06/06 2pp. 30894 083-30804 084. 

--8506 140267 Insp Repts 50 237/84-27 & 50-249/05 13 on 041221 850430 Violatlona 
noted Inadequate QC insp of modified piping suspension sys & Inadequate design ro- 
views performed^ Nutech of LPCI transient. 

YIN.IT, MUFFETf.JW., DANIELSON.DH Region 3, Office of Director. 05/00/05 
23pp 30894086 30894-114 


Q. Inspection reports, IE Bulletins & correspondence 

8506140093 Further response to FOIA request for eight categories of documents re nu 
clear spent fuel Iransportalion Forwards App C documents App C & saleotcd App D 
documents siso available in PDR App D Documents 6 & a-12 lor sale by NRC & 6P0 
FELTON,JM Division of Rules and Records 85/01/29. M|Llar,F Environmental 
Policy Institute 10pp. 30919 003-30919 043. 

-8506140455 Discusses reavaluation of West Valley spent fuel shipping practices, per 
Greenman 840206 memo re changes In Region I inspeofor coverage Shipments con- 
iHiue to be incident free Inspectors not dispatched for 640704 Shipment CECO-17 
GREENMAN.E.G. Region 1. Olfics of Director 84/07/16 STAROSTECKI,H. Region 
1 , Office of Director. 2pp. 30923 003-30923 004. 

8506100044 Responds to NRC 850228 Hr re vioiabons noted In Insp Repls SO 010/84- 
20,60-237/84-26 A 50 249/84-23 Correolwe actions. Action Item Records QP 16- 
51,QA commltmente 8 open NRC noncompliances wilt be added to commitmeni list 
FARRAR, 0 L Commonwealth Edison Co 85/04/06. KEPPLER.J.G Region 3. Ofifee 
of Director 3pp. 30791.305-90791-307. 

8505130027 Suppi 1 to IE Info Notice 84-55, ''Seal Table Leaks at PWRs " Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/05/14. Consolidaled Edison Co of New York, Inc f07pp 31044 085- 
31044:171. 


8506060707 IE Info Notice 85-046, '‘Clarification of Several Aspects of Removablo Ra- 
dioactive Surface Contamination Limits for Transport Packages " Sve lisi end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New YorK, Inc f24pp 31043.301- 
31044064. 


oBuoiouxbu r-orwaras upoaw on activities re ie Bullslln 81-03, "Flow Blookaqo of Cool- 
ing Water to Safety Sys Components by Corbicula & Mytllus " All commltrnents satis- 
fied w/exceptlon of vacuum dredging scheduled for completion by 850701. 
ALEXANDER.G. Commonwealth Edison Co 85/06/10. DENTON.H R Office of Nucto- 
ar Reactor Regulation, Director. 3pp, 30976.023-30976 025 


8508240100 Forwards Insp Repts 50 237/85-21 4 60-249/85-17 on 850621-23 & noflce 
Of viofatton. 


-8506240102 Notice of violation from Insp on 850521-23 
PAPERIELLO.CJ Region 3, Olftce of Director 85/06/17 Ip. 31060-140-31060.140 


oe/iftpp.sioSWbeofJ?”^ 


8505130038 Suppi 1 to IE fnfo Notice 85-020, "Motor-Operated Vatve Failures Due to 
Hammering EifecL" Sve- list end 

JORDAN, E.L. DMsien of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/14. Consolidated Edison Co. of New York, Inc. I07pp 31044-172- 
31044-278. 




8506040668 Responds to NRG 850418 Itr re violations noted In Insp Repts 60 237/85- 
10 & 50-249/85-09,Coff active aotlofta, affected HPCt valves In Unit 3 tetuined to svo 
& svo water supply valves to HPGI room coolers locked open in Mar 1985, 

FARRAR, D.L. Commonwealth Edison Co 85/05/20. KEPP1.ER,JG Region 3, Office 
of Director. 7pp 30706.266-30708,272 


h Division of Emergency Preparedness & Enalneerlna RnannnfiR rPne# 
Co. of Nev?Yorrinc ?33pp '^31378!^^^ 
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8506250121 Advises that 040917, 1219, 0604 & 850603 responses to Generic Ltr 04-11 
re IGSCC acceptable.Piping Insp & replacement plan meet generic ltr guidelines 
ZWOLINSKIJ A Operating Reactors Branch 5 85/06/19 FARRAR, DU Common- 
weallh Edison Co. 2pp 31180 142-31180 143 


R. Periodic operating reports & related correspondence 

8606240067 Monthly operating repts lor May 1985 W/B50601 ltr 
MAXWELL,DC, SCOTT, DJ Commonwealth Edison Co 85/05/31 119pp 

31204 027-31204 145 


S. Reportable occurrencea, UERs & related correspondence 

6506060684 LER 85 011 01 on 85041 6,high radiation signal Irom roluoting floor radi- 
ation monitors caused reactor bldg ventilation sys trip & Isolation w/ stand by gas treat- 
ment sys B automatically starling W/850520 ltr 

LIZALEK,J. SCOTT, DJ Commonwealth Edison Co 85/05/06 4pp 30746 308- 
30746 311 

8506040766 LER 85 012 DO on 850428, loedwator check valve 3-220 62A observed to 
leak 587 04 SCFH W/prevlous “as loft" leakage, lolal leakage exceeds Tech Spec 
limit Caused by worn prossuro seal ring Seal ting replaced W/850521 Hr 
MCCABE,B, SCOTT, DJ Commonwealth Edison Co 85/05/21 3pp. 30708 101- 
30708 103 

8506840740 LER 65 010 00 on 050427, (nil reactor scram initiated from low water level 
w/subsequenl Group II & III Isolation Cause undolormined Level sensors 263-58 A & 
8 to bo replaced w/anatog trip units W/8S0523 Hr 

JACKSON, R,. SCOTT, DJ Commonwealth Edison Co 05/05/23 3pp 30700130- 
30708 132 

8586210013 LER 85 013 00 on 85051 6, discovered that both channels of ARM 3 1705 
16 set to trip at 120 mr/h in excess Ol Tech Spec limit ol 100 mr/li Caused by per- 
sonnel arror Individual Instructed re usage ol DIP 2100 9 W/850610 Hr 
SYKES,K, SCOTT, DJ Commonwealili Edison Co 85/06/10, 3pp 31056 001- 
31056 083. 

8506270422 LER 04-007-OVon 840722, turbine bypass valve 1 operated 

erratically, causing Group 1 isolation Caused by failure of servovalve 

mechanism Servovalve roptacodW/050810 Hr 

LIZALEK,JF. SCOTT, DJ Commonwealth Edison Co 05/06/10, 4pp 31252 274- 
31252 277, 

6606270319 LER 85 014-00 on D50520, delay experienced in returning wet pipe sprrnkler 
sys to SVC loilowlng mod inrtlated to reroute wet pipe sprinkler sys piping & supply 
header Caused by testing delays W/8S0620 Hr. 

MERRITT, S. SCOTT, D.J. Commonwealth Edistjn Co 05/00/10 3pp 31251 336- 
31261-338 


V. Operator Examinations 

8506100699 Advises that lull operation of SPDS & training ol operators currently sched- 
uled lor Aug lOBS.In response to 840012 confirmatory order re Suppl 1 to NUREG- 
0737,Addl hardware needed 

RYBAK, B Commonwealth Edison Co 05/05/31, DENTON.H R Ollico of Nuclear Re- 
actor Regulation, Director Ip 30793 307-30793 307 
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F. Security, medical, emergency & fire protection plane 

6606250021 Advlsos that Rev 14 to radiological emergency plan conelslonl w/ 
10CFR50, 47(b) & lOCFRSO.App E roQuiromontS & acceptable 
BROWNLEE.!/ L Region 2. Olflce of Director 85/05/22, WILLIAMS, JW Florida 
Power & Light Co Ip 31200 276 31200 276 


P, Operating license stage documents & oorrospondenco 

6602220010 "B&W 177-Fu6l Assembly Reactor Vessel Belllino Weld Chemistry Study" 
MOORE.KE,, HELLER, AS Babcock & Wilcox Co. BAW-1790, 83/07/31 120pp, 
29038:21 1-29038-329. 

8508180031 F01A requast lor seven specified documonis & ends. 

GRABEH.L NUS Corp 04/10/29, Division of Rules and Records, 1p 30086,260- 
30986 268 

8506030390 Partial response to FOIA request lor three categories ol documents to bo 
made available at PDR re NSHCs.App A documents encf & placed In POR, Search 
continuing 

FELTON,JM Dlvialon of Rules and Records, 04/11/08, ADATO.M. Union ol Con 
cerned Sclentisls. 4pp. 30720:001 -30720.005. 

-8312230001 Fonvards update ol Sholly statistics covering 830506-1122, 

EISENHUT,D.Q. Division of Licensing 83/12/09 DENTON, H.R Ollice ol Nuclear Re- 
actor Regulation, Director 2pp 30720.012-30720 013. 

-8401160341 Forwards update to Sholly statistics lor 830506-1231 .Request for hearing 
received In response to notice ol Issuance ol Amend 10 Ninth monthly FR notice 
scheduled for publication on 840125 

EISENHUT,D.G. Division ol Licensing, 84/01/06. DENTON, H.R Office ol Nuclear Ro- 
actor Regulation, Director 6pp 30720 014-30720 016 

-8402210139 Fonvards update ol Sholly stalisllcs lor 830506 a40126.Two requests lor 
hearing & one comment received Requests lor hearing dismissed on two 
plaants Prehearing conference scheduled lor Grand Gulf petition. 

E1SENHUT,D G. Division of Licensing. 84/02/07. DENTON.H R. Ollice ol Nuclear Re- 
actor Regulation, Director, 3pp 30720,016-30720.018, 

-8404020112 Forwards update ol Sholly statistics covering B3050S- 840224 Eleventh 
monthly FR notice scheduled lor publication on 840321. 

EISENHUT.DG Division of Licensing. 04/03/13, DENTON.H R. Ollice of Nuclear Re- 
actor Regulation, Director. 3pp 30720-019-30720.021. 


-8404260461 Forwards updated "Sholly'' statistics (or 830505 040322 Prehearing con- 
ference hold on request for hearing received on TMI-1 steam generator 
repair Contentions accepted by ASLB 

EISENHUT.DG Division of Licensing 84/04/13 DENTON.H R Office ol Nuclear Re 
actor Regulation, Director 3pp 30720 022-30720 024 

-8405220511 Forwards update ol Sholly statistics covering period 830505- 040425 No 
addi comments or requests for hearing received 

EISENHUT.DG Division of Licensing 84/05/07 DENTON.H R Ollice of Nuclear Re 
actor Regulation, Director 3pp 30720 025 30720.027 

-8406280322 Forwards update of Sholly statistics for period 830506- 040523 ASLB 
issued decision lor Grand Gulf on 840423, admitting two contentions (or discovery. 
EISENHUT.D Q Division of Licensing 84/06/08 DENTON.H R Ollice of Nuclear Re 
actor Regulation, Director 3pp 30720 028-30720 030 

-84073000SO Forwards update of Sholly statistics covering 830506 640620 No addI 
comments or requests (or hearing received 

EISENHUT.DG Division of Licensing 04/07/06 DENTON.H R Ollice o( Nuclear Re- 
actor Regulatiotr, Director 4pp 30720 031-30720 034. 

-8408200009 Forwards updated Sholly statistics (or period 830508 840716 Statistics 
will bo updated loilowlng 840822 monthly publication ol FR notice 
EISENHUT.D Q, Division of Licensing 84/08/08. DENTON.H R Office ol Nuclear Re 
aclor Regulation, Director, 4pp 30720 035-30720 038 

-8410040278 Forwards update of Sholly slalistics covering 030506- 040022 Lists two 
"press release" type notices Issued during reporting period Next monthly FR notlco 
scheduled for publication on 840924 

EISENHUT.DG Division of Licensing 84/09/10. DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director, 24pp 30720 039-30720 062 

-8506040439 Notlco of consideration of issuance ol amends to Licenses DPR-31 & 
DPR-41 & proposed NSHC determination & opportunity (or heating re 830819 request 
concerning program to resolve pressurized thermal shock Issue 
VARQA.SA Operating Reactors Branch 1, 83/10/03 Opp 30722 292-30722.314 

“8600040446 Nolice ol consideration of Issuance of amends to Licenses DPR 31 & 
DPR-41 & proposed NSHC determination & opportunity lor hearing re 840314 request 
to allow spent fuel pool storage capacity expansion to 1,404 spaces. 

VARGA, S A Operating Reactors Branch 1 04/05/31 15pp 30722 31 6-30722'33C, 

8606060003 FOIA request lor lour categories ol documents Including Info re oxempllon 
ol snubbers Irom surveillance requlremonls & OL amends 

GRABER.L NUS Corp 04/12/18 Division of Rules and Records. Ip. 30745 020 
30745 020 

8606060006 Responds to FOIA request lor (our categories ol documents Forwards app 
documents Documents also placed In PDR 

FELTON, JM Division ot Rules and Records 85/01/30 GRABER.L. NUS Corp, 2pit, 
30745 030 30745 073 

-8606060016 Amends 105 & 09 to Licenses DPR-31 & DPR-41, rospectivoly, dolollrrg 
nonradlotoglcal environ Toch Specs re groundwater monitoring program & onvirort 
protection Umlts 

VARGA, S A Operating Reactors Branch 1 84/00/24 Opp 30745 051-30745 050 

-8606060019 Saloty evaluation supporting Amends 105 & 09 to Licenses DPR-3t A 
DPR-41, respoctivoly 

* OflicG ol Nuclear Reactor Regulation, Director 04/08/24. 6pp 30745 000 
3D745'073 

8506040327 Forwards response to NRC 850418 roquoel (or addi inlo ro methods S cri- 
lofla lor comparing post-trip review Inlo w/ known or expected plant behavior, per re- 
sponse to Qonarie Ltr 63 28 

WILUAMS.J.W Florida Power & Light Co 05/05/03 VARGA, S.A. Operating Roaclote 
Branch 1 18pp. 3O7O3’O60 30703.086 

8506040049 Forwards saloty eveluotlon accepting removal of Type C lasting rerpilrO' 
monts lor Valves MOV-750 & 751, Sub) valves will be tested as pressure Isolation 
valves, 

VARGA.SA Operating Reactors Branch 1. 05/05/21. WILLIAMS.JW. Florida Power 
& Light Co 2pp 3071 0,270-307 19'2aO. 

-B6060400S6 Gaiety evaluation accepting removal ol Type C testing requitomonta (or 
Valves MOV-760 & 761 & testing ol valves as pressure Isolation valves. 

• NRC - No Detailed AIIIIlQllon Given 05/05/21 1p. 30719,280-30719.200. 

8506200414 Forwards safety evaluation ol NUREG.0737,ltGm II K 3.30 ro small bronk 
LOG A model NOTRUMP Model approved Plant- sped lie analysis duo wHhln 1 yr ol re- 
ceipt ol Hr 

VARGA.S A Oporaling Roactora Branch 1 85/05/29 WILLIAMS, J.W Florida Power 
& Light Co 9pp 31042:253 31042,261. 

8606040068 Forwards lee lor supplomonlal saloty evaluation & License Amanda 00 & 
03 re 850416 Hr providing Into on reanalysls of ECCS performance using Westing 
house model, per 850513 request 

WILLIAMS, J W. Florida Power & Light Co. 86/06/30 DIQQS.R.M License Foe Mon- 
agoment Branch. 1p 30700.355-30700’365, 

8606040186 Forwards response to 850416 request lor addi Info on 850128 & 0302 ap- 
plications to amend Licenses DPR-31 & DPR-41, changing Tech Specs re conlnin- 
ment sys 

WILLIAMS.JW. Florida Power & Light Co 86/05/31, VARGA, S.A. Operating ReaclOra 
Branch 1 4pp 30703-342-30703-346 

8506040334 Advises that Valves MOV-7SO & MOV-761 would be “locked closad" 
dunng normal plant operation & following LOCA by locking breakers (or valves 
openprocedurea to be revised to require breaker lor Valve MO'V-751 to be locked 
open 

WILUAMS.J.W Florida Power & Light Co. 85/05/31 . VARGA.S A. Operating Reactors 
Branch 1, 1p. 30701,361-30701:351. 

8506140028 Forwards Rev 0 to "Topical OA Rept," Changes do not reduco commit- 
meals in program description previously accepted by NRC 
WILUAMS.J.W Florida Power & Light Co, 85/08/10, THOMPSON, H L Division ol LI 
censing. Ip. 30894 118-30894 251 
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-86061 40040 Rev 8 to "Topical QA Rapt *’ 

* Florida Power & Llgl^l Co 8S/06/10 133pp 30394119 30894 251 

6606170108 Revised application to amend Licenses DPR-3t & DPR 41, changing Tech 
Spec 3 3-2 re containment air lock 

WILLIAMS, JW Florida Power a Light Co 85/06/11 VARGA, SA Operating Reactors 
Branch 1. Ip 30953’273-30953 274 

-8606 170124 Proposed Tech Spec 3 3 4, Page 3 3 2,adding "conlainment air lock" prior 
to "surveillance a/or testing requirements," clarifying requirements for operability ol 
lock. 

‘ Florida Power a Light Co 85/06/11 Ip 30953 274-30953 274 

8606240138 Summary ol 650530 operalng reactor events meeting to brief Ofc 
Director, div directors a representatives on events since 650515 meeting List ol 
attendees ,viewgraphB & status of assignments end 

CRUTCHFIELD, D. Assistant Director lor Safety Assessment 65/06/13 
THOMPSON, HL Division ol Licensing 25pp 31155316-31165 340 

8S061B02Q8 Responds to NRC 650404 Hr re Generic Ltr 63-26, Section 2 2 2 concerning 
Implementation Item addressed In uUI 841019 ltr re Implementation ol NUTAC 
rapt. Vendor equipment technical Info program adequate, 

WILIIAMS,JW. Florida Power a Light Co 85/06/14 THOWPSON,HR Division ol Li- 
censing Ip 30976’164 30976 164 

8606240420 Requests remittance ol fee lor 860520 application re rev to insetvice lest 
program lor pumps a valves lor lacllity 

DIGGS,R M. License Fee Management Branch. 85/06/17. WILLIAMS, JW Florida 
PoweraUghlCo Ip 31177 362-31177 362 

8506240503 Forwards response to Generic LU 65-02 re resolution ol unresolved safety 
issues cotrcerning steam generator lube integnty Recommendations on Category C-2 
steam generator lube Insps will be submitted by 650916 

WILLIAMS, J.W. Florida Power a UghI Co. 85/06/18 THOMPSON.H L Division ol Li- 
censing epp 31062 i06 31062 113 

8506250113 Forwards tabular summary of key results from regional survey ol plant-spe- 
cific Info re potential (or uncontrolled radiation exposures In PWR cavities, per JG Part- 
low 850315 request No further generic action needed 

TAVLOR,J M Director's Office, Office of Inspection and Enforcemenl 85/06/18. 
MURLEY.T E. Region 1, Office of Director. 9pp, 31211.322 31211 330 

8506260114 Forwards response la 850502 request (or completion ol End 2 to Generic 
Ltr 85-07 re Implements (Ion of Integrated schedules for plant mods 
WILLIAMS, J W Florida Power & light Co. 85/06/24 THOMPSON.H L Division of LI- 
censing 3pp 312563S9 31256'361 


Q. Inspection reports, IE Bullstins 6 corrsspondence 

8608210811 Forwards SALP Repla 50-250/85 01,60 251/85 01, 50-335/85 02 & 60- 
389/85 02 for Jul 1983 - Oct 1984 

GRACE, J N Region 2, Office ol Director 85/02/07. WILLIAMS, J W, Florida Power & 
Light Co. 3pp 31057:262-31057 319 

-8506210513 SALP Repts 50 250/65 01 8 50-251/65 01 lor Jul 1983 • Oct 1984. 

• Region 2, Office of Director 85/02/07, 32pp, 31057 26 5 31057 296 


8505200590 IE Info Notice 85 039, "Auditability ol Electrical Equipment Quatilication 
Records at Licensees Facilities " Svc list onci 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 65/05/22 Consolidated Edison Co of New York, Inc I06pp 30537 256 
30837363 

850S200600 IE Inlo Notice 85-040, "Deficiencies in Equipment QuatiHoatlon Testing & 
Certillcation Process." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22 Consolidated Edison Co ol New York, Inc, 106pp 30840 IBS- 
30848 271 

8506270674 Forwards Insp Repts 60-260/85 16 & 50-251/85 16 on 850429 0503 No 
violations or deviallons icentilled 

BROWNLEE, VL Region 2, Office ol Director. 85/05/22 WILLIAMS.JW. Florida 
Power & Light Co 2pp. 31249i86-31249.196 

-8506270686 Insp Repts 50 250/85-16 & 50-251/85-16 on 650429 0503 No violation 
or deviation noted Malor areas inspected snubber surveillance program, NUREG 0612 
re control of heavy loads, LERs.lE Bulletin 80 11 & Info Notice 65-10 
LENAHAN,J.J. JAPE.F Region 2, Office ol Director 65/05/17 9pp 31249 1 88- 
31249 196 

85052801 81 IE Into Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badgo 
TLD Elements " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/05/29 Consolidated Edison Co of New York, Ino t20pp. 30862 2d5- 
30852’363 

8505280 187 IE Info Nolice 85 043, "Radiography Events at Power Reactors," Svc Hat 
end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response 4Po3t 
830103) 85/05/30 Consolidated Edison Co of New York, Ino 120pp 30864-1 07* 
30864 287 

850528019S IE Info Nolice 85 044, “Emergency Communication Sys Monthly Tost" Svc 
llsl end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New York, Inc f21pp 30364.O4&- 

30864 166 

8506040348 Forwards addi info re Relief Request 3,cancernlng regenerative HX secoiicJ' 
Insp interval inservice Insp Relief from code vol & surface areas required in perform- 
ance of ultrasonic & surface exam requested 

WILLIAMS,J,W Florida Power 4 Light Co 85/05/31 VARGA, S A Operating Reactors 
Branch 1, lOpp 30703 261-30703 270 

850604036S Ack recolpl ol 850104 safety evaluation & technical evaluation rept accopt- 
Ing masonry wall design mods 4 requesting notification of mod completion, por IE Bul- 
letin 80-11 Battery room walls to be completed by Dec 1985. 

WILLIAMS,J,W, Flonda Power 4 Light Co, 85/05/31 VARQA.S A Operating Hoactore 
Branch 1 Ip 30701-352-30701 352 

8606060677 IE Info Notice 85-045, "Potential Seismic Inleractlon Involving Movablo In- 
Core Flux Mapping Sys Used In Westinghouse Designed Plants " Svc list end. 
JORDAN.E.L, Division of Emergency Preparedness 4 Engineering Response (Poal 
830103), 85/06/06 Consolidated Edison Co of New York, Inc i22pp, 30065 001- 

30865 046. 


-8806210516 SALP Repts 50-335/85-02 4 50 389/85 02 lor Jul 1963 - Oct 1984 

• Region 2, OHice of Director 85/02/07 23pp 31057 297-31057,319. 

8506200367 Suppis response lo violations noted In Insp Repts 50-250/84-28 4 50-251/ 
84-20 Requests extension lor completion ol software routine (or DDPS poison repi to 
860101 

WILLIAMS,J.W. Florida Power 4 Light Co, 85/04/30. GRACE,J,N, Region 2, Office of 
Director Ip 31020 220-31020.220. 

8508210264 Forwards Insp Repts 50 250/85-06 & 50-251/85 06 on 850311-0408 4 
notice ol violation 

WALKER.R D Region 2, Office of Director. 85/05/07. WILLIAMS, J.W, Flonda Power 
& Light Co. 2pp. 31056207-31056-223. 

-6S04210262 Notice of violation from Insp on BS031 1-0406 

* Region 2, Office of Director, 85/05/07, 2pp. 31056 209-31056 210. 

-8506210273 Insp Repts 50-250/85-06 & 60-251/65-06 on 850311-0408 Violation 
noted failure to meet Tech Specs surveillance requirements for power range nuclear 
instrument channels. 

PEEBLES.T.A. BREWER.OR., ELROD.SA. Region 2, Office of Diroolor 85/05/06 
13pp. 31056'211-31066, 223. 

8806270800 Forwards Insp Repts 50-260/85 09 & 50 261/85-09 on 850423 26 4 notice 
of vtolation 

WALKER, R,D. Region 2, Office ol Direclor. 05/05/13, WILLIAMS.J.W Florida Power 
&LlghtCo.2pp 31249 001-31249.013 

-8606270807 Notice of \riolation from insp on 850423-26, 

Region 2, Office of Kreclor 85/05/13, 2pp, 31249,003-31249.004, 

-8506270813 Insp Repts 50-250/85 09 4 50-251/85-09 on 850423 26 Violations 
noted, failure (o provide acceptance criteria (or thread engagement 4 to Include accu- 
mulator pressure relief valves in ASME Section XI pump 4 valve program 
KLEINSORQE.WP.. NEWSOME, RW. BLAKE.JJ. Region 2, Office of Director, 85/ 
05/07 gpp 31249.005-31249.013. 

6508130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svc list end. 
JORDAN, E.L tWision of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14. Consolkfeted Edison Co ol New York, Inc. f07pp, 31044.065- 
31044:171. 

6S0613M38 Suppi 1 to IE info Notice 65-020, "Motor Operated Valve Failures Due to 
Hammedtig Effect," Svc list end, 

JORDAN, k.L Division ol Emergency Preparedness & Engineering Response (Post 
630103). 65/05/14, Consolldeted Edison Co, ol New York, Inc. i07pp. 31044.172- 
31044:278. 


8606060707 IE Inlo Notice 85-046, "Clanllcatlon of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages." Svc list end. 

JORDAN, E,L Division ol Emergency Preparedness 4 Engineering Response (Post 
030103) 85/06/10 Consolidated Edison Co ol New York, Ino. f24pp 31043.301- 
31044-064 

8506140240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end. 

JORDAN.EL Division of Emergency Preparedness 4 Engineering Response {Poet 
030103), 85/06/18. Consolidated Edison Co, ol New York, Inc, f34pp 31268.167- 
31288-304 


6506240603 Forwards response lo Generic Ltr 65 02 re resolution of unresolved safety 
Issues concerning steam generator tube integrity Recommendations on Category C-2 
steam generator lube In^s vdll be submitted by 350916 

WILLI AMS, J.W, Florida f%wer 4 Light Co, 85/06/18 THOMPSON.H L Division of Li- 
censing Bpp 31062106-31062.113, 


oawitvoao ic, imil; i>iuuw nuspirtiiQf 

Breathing Apparatus Air Cylinders." Svc list end. 

JORDAN,E.L. Division ol Emergency Preparedness 4 Engineering Response (Post 
830103). 85/08/19 Consolidated Edison Co ol New York, Ino, i23pp. 31376 064- 
31376-183 








R. Periodic operating reports 4 related correspondence 


Bcwnuaai rum request tor laaa annual rept for safety relief valve challennos of 
listed plants 4 annual plant mod, teste 4 experiments rept for 1983 per 10CFR60 69 
84/10/25. Division ol Roles and Records, ^1p, 30839,140- 

30699.140. 

88061 10242 Responds to FOIA request for 1983 annual plant mod.lesls 4 oxporimonis 
t Aop B documonl8,App A documenla 

available In PDA, Availability of repts listed by facility. 

Records, 84/12/20 PEDRO, J NUS Corp. 6pp. 

30639,14 1^0641 !lo0 


~*0*7^7^item ii K s's*^'** ^ challenges per NUREQ- 

WILLIAMS.j.W. Fionda Power 4 Light Co, 84/05/09. O'REILLY, J.P. Realon 2. Olfica 
of Director, 3pp, 30839 358-30839 358, negion x, uirica 

0™ILLy.J.P. Region 2, Ol... 0( 
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“6506110263 "Rept of Changos.Tssls & Exporimonls Made W/o Prior Commission 
Approval. Jut 19B3 • June 1084 ” W/040820 Itr. 

WILUAMS.JW Florida Power & Uiohl Co 84/06/30 O’REILLY.JP Region 2, Office 
of Director 320pp. 30B40 171-30041 '130 

8506100116 Monthly operating ropte for Mar 1085 W/850415 Itr 
GRANT.N W, WILLI AMS, J.W Florida Power & Light Co 85/03/31. 16pp 30828 305- 
30828-321 . 


S. Reportable occurrencea, LERs & related correspondence 

6506060553 LER 85 012-00'on 850420, during shutdown, generator main transformer 
locKout relay tripped, resulting In actuation of ESF equipment Caused by personnel 
error Personnel counseled Transformer turn ratio tested W/050529 Itr 
TEUTEBERQ.R.L , WILLIAMS.J.W. Florida Power & Light Co 85/05/29 2pp. 
30768 354-30768 355 

8606050009 LER 86 013 00 on 850502, during scheduled refueling outage, emergency 
diesel generator A automatically started Caused by incorrect step in Procedure 3-OP> 
005 used to deenergize 4,160-volt bus 3A Procedures changed W/850531 Itr 
HART.RD., WIUIAMS,JW, Florida Power & Light Co 85/06/03. 3pp. 30718194- 
30718.106 

6506270425 LER 85 014 OO.on 850520, refueling cavity,spent fuel pool & fuel transfer 
canal levels towered below Tech Spec min Caused by personnel oversight during 
repair of fuel transfer carriage drive motor chain Levol raised W/050610 Hr 
HART,R.D, WILL1AMS,JW Florida Power & Light Co. 85/06/19. 3pp. 31262 268- 
31252,270. 
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F. Security, medical, emergency & fire protection plans 

8606250021 Advises that Rev 14 to radiological omorgoncy plan consistent w/ 
10CFR60.47fb) & 10CFR50,App E requiromonts & accoptaolo 
BROWNLEEXl Region 2, Office of Director 05/05/22 WILLIAMS.J.W Florida 
Power & Light Co. Ip. 31200-276-31200-276, 


P. Operating license stage documents & correspondence 

6502220010 "BSW 177-Fuel Assembly Reactor Vessel Beltllno Wold Chemistry Study." 
MOORE.KE., HELLER, A.3 Babcock & Wilcox Co. BAW-1799. 83/07/31. 120pp 
20038:211-29038.329. 

8606180031 FOIA request lor seven specillod dooumonis & ends. 

GRABER.L NUS Corp. 84/10/29 Division oi Rules and Records, Ip. 30080-268- 
30986268 

8506030390 Partial response to FOIA request (or throe categories of documents to be 
made available at PDR re NSHCs App A documents encl & placed in PDR.Search 
continuing. 

FELTON.JM. Division of Rules and Records. 84/ 11 /OB. ADATO.M. Union of Con- 
cerned Scientists. 4pp. 30720 001-30720 005 

“8312230001 Forwards update of Sholly slallsllcs covering 830506-1122. 

EISENHUT.OG. Division of Uconsing, 83/12/09. DENTON, H R. Offtco of Nuclear Re- 
actor Regulation, Director. 2pp. 30720 012-30720 013 

“8401160341 Forwards update to Sholly slatlstics lor 630506-1 231. Request for hearing 
rsceivad fn response to notice of Issuance of Amend lO.NInlh monthly FR notice 
scheduled lor publication on 840126. 

EISENHUT.D.Q Division of Licensing. 84/01/06. DENTON.H.R Office of Nuclear Re- 
actor Regulation, OIreclor. 6pp. 30720:014-30720-015. 

“8402210130 Forwards update of Sholly statistics lor 830506-8401 26.Two requests for 
hearing & one comment received Requests (or hearing dismissed on two 

t laants.Prehearing conlorenoo scheduled for Grand Gull potllion. 

ISENHUT.D.Q Division of Llcenslnq 84/02/07. DENTON, H R. Olllco of Nuclear Re- 
actor Regulation, Director. 3pp. 307^:016.30720:01 6. 

-8404020112 Forwards update of Sholly statistics covering 830505- 840224.Elaventh 
monthly FR rtotice scheduled lor publication on 840321 

EISENHUT.D.Q. Division of Licensing, 84/03/13. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director. 3pp 30720.018-30720.021. 

“8404260461 Forwards updated "Sholly" statistics (or 830505-840322. Prehearing con- 
ference held on request for heating received on TMI-1 steam generator 
repalr.Contentlons accepted by ASLB 

EISENHUT.D.Q. Division of Licensing, 84/04/13. DENTON, H R. Office of Nuclear Re- 
actor Regulation, Director. 3pp. 30720:02S-30720'024. 

-8405220511 Forwards update of Sholly stallalics covering period 830505* 840425 No 
addi comments or requests lor hearing received. 

EISENHUT.D.Q. Division of Licensing. 84/05/07. DENTON, H R. Office of Nuclear Re- 
actor Regulation, Director. 3pp. 30720:025-30720:027, 

“8408280322 Forwards update of Sholly statistics (or period 830506- 640523.ASLB 
Issued decision lor Grand Quil on 840423, admitting two contentions lor discovery 
EISENHUT.D.Q. Division of Licensing 84/06/08 DENTON, H R. Office of Nuclear Re- 
actor ReguiaBon, DIroolof. 3pp, 30720:028-30720:030. 

“8407300050 Forwards update of Sholly statistics covering 830506-840620. No addI 
comments or requests lor hearing received 

EISENHUT.D.Q. Division of Licensing 84/07/06, DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director, 4pp. 30720.031-30720.034. 

“8408200009 Porwards updated Sholly statistics lor period 830506-840716. Statistics 
will be updated following 840822 monthly publicallon of FR notice, 

EISENHUT.D.Q. Division of Licensing. 84/08/08. DENTON, H.R, Office of Nuclear Re- 
actor Regulation,' Director, 4pp. 30720:035-30720.038. 


“8410040278 Forwards update of Sholly stalrstics covering 630506- 840822 Lists (wo 
"press release" type notices issued dunng reportrng period Next monthly FR notice 
scheduled for publication on 840924 

EISENHUT.OG Division of Licensing 84/09/18 DENTON.HR Office of Nuclear Re- 
actor Regulation, Director 24pp 30720 039-30720 062 

“8S06040439 Notice of consideration of Issuance of amends to Licenses OPR-31 & 
DPH-41 & proposed NSHC determination & opportunity for hearing re 030819 request 
concerning program to resolve pressurized thermal shock issue. 

VARGA.SA Operating Reactors Branch 1 63/10/03 9pp 30722 292-30722 314 

—8506040446 Notice of consideration of Issuance of amends to Licenses DPR 31 & 
DPR-41 & proposed NSHC determination & opportunity (or hearing re 840314 request 
to allow spent fuel pool storage capacity expansion to 1,404 spaces 
VARGA.SA Operating Reactors Branch 1. 64/05/31 15pp 30722 315 30722 336 

8506050003 FOIA request for (our categories of documents Including Info re oxomplion 
of snubbers from surveillance requirements & OL amends 

GRABER.L NUS Corp 84/12/16 Division ot Rules and Records. Ip 30746 029- 
30745 029 

8506OSQ00S Responds to FOIA request for four categories of documents Forwards app 
documents Documents also placed In PDR 

FELTON, J M Division of Rules and Records 85/01/30. GRABER.L NUS Corp. 2pp. 
30745 030-30745073 

-8606050016 Amends 105 & 99 to Licenses DPR-31 & DPR-41, rospocllvely, deleting 
nonradlological environ Tech Specs re groundwater monitoring program & environ 
protection limils 

VARGA.SA Operating Reactors Branch 1 84/00/24 9pp. 30745.051-30745.059 

-8606050019 Safety evaluation supporting Amends 105 & 99 to Licenses DPR 31 & 
OPR-4 1 .fospeollvaly. 

• Olllco of Nuclear Fleactor Regulation. Director 84/08/24 8pp 30745 060- 
30745 073 

8506040327 Forwards response to NRG 850416 request for addi Info re methods & cri- 
teria (or comparing post-lrip review Info w/ known or expected plant behavlor.par re- 
sponse to Generic Ltr 83-28. 

WILUAMS.J.W Florida Power a Light Co 65/05/03. VARQA.S.A. Operating Reactors 
Branch 1 18pp. 30703.069 30703:086 

6506040049 Forwards safoty evaluation accepting removal of Type C testing require- 
ments (or Valves MOV-7bO a 751 Sub] valves will be tested as pressure Isolation 
valves. 

VAR6A.S.A. Operating Reactors Branch 1 85/05/21 WILLIAMS.J.W Florida Power 
a Light Co 2pp. 307W 27a 3071B2d0. 

“8506040056 Safety evaluation accepting removal of Type C testing requirements for 
Valves MOV-760 « 761 a testing of valves as pressure Isolation valves. 

• NRG - No Detailed Alliliallon Given. 85/05/21. Ip 30719-280.30718 2a0. 

6506200414 Fonivards safety evaluation of NUREQ 0737 .Item II K 3 30 re smell break 
LOCA model NOTRUMP.Modol approved Plant specific analysis due within 1 yr of re- 
cetol of Hr. 

VARQA.S.A. Operating Reactors Branch 1. 85/05/29 WILLIAMS, J.W. Florida Power 
a Light Co. 9pp. 31042:253 31042:261. 

8606040066 Folwards fee lor supplemental safety evaluation & License Amends 90 a 
03 re 850416 Ur providing Info on reanalysis of ECCS performance using Westing- 
house model, per 850513 request. 

WILLIAMS.J.W Florida Power a Light Co. 85/05/30. DIGGS, R M Liconse Fee Man- 
agement Branch Ip. 30700 365 30/00 355 

6606040186 Forwards response to 050418 requosl lor addi Info on 860120 a 0302 ap- 
plications to amend Licenses OPR-31 a DPR-41, changing Tech Specs re conlain- 
menl ays. , ^ , 

WILLIAMS.J.W Florida Power a Llghl Co. 85/05/31 VARQA.S A, Operating Reactors 
Bran^"- * -ar^vm na9.ao703'346 

6506' 
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8506240420 Reque^^s roiniUance of fee (or 650520 application re rev to mseivlce test 
program lor pumps & valves tor lacitity 

DIGGS, fl M Liceriise Fee Management Branch 85/06/t7 WILLIAMS, J W Florida 
Power & Light Co 1p 31177 362-31 177 362 

8506240503 Fritwards response to Generic Ltr BS 02 re resolution of unresolved safety 
issues concerning steam generator tube integrity Recommendations on Category C-2 
steam generator lube maps will be submilled by 850916 

WILLIAMS, JW. Florida Power & Light Co 65/06/18 THOMPSON, HL. Division ol Li- 
censing Bpp 31062 106-31062 113 

8508260113 Forwards tabular summary ol key results from regional survey of plant-spe- 
cific info re potential for uncontrolled radiation exposures inPWR cavi ties, per JG Pan- 
low 850315 request No further generic action needed 

TAVLOR.JM, Director’s Office, OKice of Inspection and Enforcement 85/06/18 
MURLEV.T E Region 1, Oftlce of Director 9pp 31211 322-31211 330 

BS06280114 Porwards response to B50502 request for completion of End 2 to Generic 
Ltr 85 07 re implementation of integrated schedules for plant mods 
WILLIAMS, JW Florida Power & Light Co 85/06/24 THOMPSON, H L Division ol Li 
censing 3pp 31256 359 31256361 


Q. Inapeclion reports, IE Bulletins & correspondence 


8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors.” Svc list 
end „ , 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response IPOSI 
830103) 85/05/30, Consolidated Edison Co of New York, Inc 120pp 30864 I67' t 
30864 287 i 

8605280195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test" Svc ’ 
list end . 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response CPof* 
830103) 85/05/30. Consolidated Edison Co of New York, Ino. 121pp 30864 045- 
30864 166 

8506040346 Forwards addi info re Relief Request 3, concerning regenerative HX second 
Insp interval inservice insp Relief from code vd & surface areas required In perform 
ance of ultrasonic & surface exam requested 

WILLIAMS, JW Florida Powers Light Co. 85/05/31 VARGA,SA Operating Reactors 
Branch 1 tOpp 30703 261-30703 270 

8506040365 Ack receipt ol 650104 safety evaluation & technical evaluation repl accepl- 
Ing masonry wall design mods & requesting notiilcation ol mod completlort,paf IE Bul- 
letin 80-11 Battery room walls to be completed by Dec 1985 

WILLI AMS, J.W Florida Power & Light Co 85/05/31 VARGA,SA. Operating Reactors 
Branch t Ip 30701 352-30701 352 


8506210511 Forwards SALP Repis 50 250/65 01,50 251/85 01, 50 335/05 02 & 50- 
369/85 02 for Jul 1963- Oct 1984 

GRACE, JN Region 2, Office ol Director 85/02/07 WILUAMS.JW Florida Power & 
Light Co app. 3 1 057 282-3 1 057 31 9 


8506060877 IE Info Notice 85 045. "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response tPcr®' 
830103) 85/06/06 Consolidated Edison Co ol New York, Inc 122pp 30865 001- 
30665 046 


.*8506210513 SALP Reels 50-250/85 01 & 50-251/65 01 for Jul 1983 - Oct 1984 
' Region 2, Office of Director 85/02/07 32pp 31057 265-31057 296 

8506200367 Suppis response to violations noted in Insp Repts 50-250/64 28 & 50 251/ 
84-29 Requests exlension for completion ol software routine (or DDPS poison rept to 
860101. 

WILLIAMS, J W Flonda Power & Light Co 85/04/30. GRACE.J N Region 2, Oflice of 
Director Ip 31020220 31020220. 

85062102S4 Porwards Insp Repts 60-250/85 06 & 50-251/85 06 on 850311-0403 & 
notice of violation 

WALKER.ro. Region 2, Olfice ol Director 85/05/07 WILLIAMS.J.W Florida Power 
&UghlCo 2pp 31056 207-3105 6 223 

"8 S 03210262 Notice of violation from insp on 850311 0406 

• Region 2, Office of Director 65/05/07 2pp 31056 209-31056 210 

-8506210273 Insp Repts 50 250785 06 & 50-251/8506 on 650311-0408 Violation 
noted failure to meet Tech Specs surveillance requirements (or power range nuclear 
instrument channels 

PEEBLES,TA, BREWER.D R , ELROD.SA Region 2, Oflice of Director 85/05/06 
13pp 31056.211-31056 223 

6506270800 Forwards Insp Repts 50 250/85 09 & 50 251/85 09 on 850423 23 & notice 
ol violation. 

WALKER,R.D Region 2, Office of Director 85/05/13 WILLIAMS.JW Florida Power 
&LlghtCo 2pp 31249001-31249013 

>•8506276807 Notice of violation Irom insp on 850423-26, 

* Region a. Office ol Director 85/05/13 2pp 31249 003 31249 004 

-8506276813 Insp Repts 50-250765 09 & 50-251/65 09 on 850423 26 Violations 
noted failure to provide acceptance criteria for thread engagement & to Include accu- 
mulator pressure relief valves in ASME Section XI pump & valve program 
KLEINSORGE.WP , NEWSOWE.RW., BLAKE, JJ Region 2, Office of Director 85/ 
05/07. Spp 31 249.005-3 1249-01 3 

85061301027 Suppl 1 to IE (nio Notice 64-55, "Saai Table Leaks at PWRs " Svc list end 
JORDAN.E L blvisCon ot Emergency Preparedness & Engineering Response (Post 
830103). 85/05714 Consolidated Edison Co ol New York, Inc. 107pp 31044 065 
31044-171. 

8505130038 Suppl 1 to IE Into Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Effect." Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85705/14. Consolidated Edison Co ol New York, Inc f07pp 31044172- 
31044.276 

8505200590 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Llcervsees Facilities.” Svc list end 

JORDAN, E.L Division el Emergency Preparedness & Engineenng Response (Post 
630103) 85/05/22. Consolidated Edison Co. ol New YorR Inc 106pp 30837 258- 
30837:363 

8505200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing & 
Certification Process” Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103], 85/05/22 Consolidated Edison Co. of New York, Inc 106pp 30846 166 
30848.271. 

8506270674 Forwards Insp Repts 50-250/85-16 & 50 251/85-16 on 850429-0503 No 
violations or deviations laenitfled. 

BROWNLEE, VL Region 2. Oflice of Director 85/05/22 WILLIAMS.JW Flonda 
Power & Light Co. 2pp 31249.166-31 249T96 


8506060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc t24pp 31043.301- 
31044 064 

8506140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Operation on Ceir- 
taln Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
630103) 85/06/18 Consolidated Edison Co of New York, Inc 134pp 3126&*157^* 
31268304 

8506240503 Forwards response to Generic Ltr 05 02 re resolulion of unresolved safcity 
issues concerning steam generator tube integrity Recommendations on Category G-S 
steam generator tube In^s will be submitted By 850016 

WILLIAMS.JW. Florida Power & Light Co 85/06/18 THOMPSON, H L Division ol Li- 
censing Spp 31062 106-31062113 

8508140638 IE Info Notice 85 048, "Respirator Users Notice' Defective Self Contain od 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rosponso (Post 
830103) 85/06/19 Consolidated Edison Co ol New York, Inc I23pp 31378 064- 
31376-183 


R. Periodic operating reports & related correspondence 


8506110231 FOIA request (or 1983 annual rept for safety relief valve challonnos HOf 
listed plants & annual plant mod.tests & experiments rept for 1983 per tOCFFmO 66 
PEDRO, J NUS Corp 84/10/25 Division of Rules and Records Ip 30839.140- 
30839 140. 


8506110242 Responds to FOIA request lor 1983 annual plant mod, teals & exporimonls 
& safety relief valve challenges repts Forwards App B documents App A documonia 
available in PDA. Availability of repts listed by facility 

FELTON, J.M Division of Rules and Records. 64/12/20. PEDRO, J NUS Coro BDo 
30839 141-30841 130, in-' 


-8506110250 Forwards annual rept of safety & relief valve challenges per NUREG- 
0737, Item ILK, 3 3, 

WILLIAMS,JW Florida Power & Light Co 84/05/09, O'REILLY.J.P Region 2. OKice 
of Director, 3pp 30839 356 30839 358. 

-8606110268 Annual rept on changes.lesls & experiments made w/o prior Commission 

B al from Jul 1 982 - June 1 983 W/830907 Sir ^ 

,R E Florida Power & Light Co 83/06/30 O’REILLY.J.P. Region 2. Olflco of 
Director. 175pp, 30839 -360-308 40-1 70, v 

-8506110263 "Rept of Changes, Teats & Experiments Made W/o Prior Commlssloni 
ApprovaLJul 1983 - June 1984" W/840329 Hr. 

WILLIAMS,J W Florida Power & Light Co 64/06/30, O'REILLY.J.P, Region 2. Otfica 
ol Director, 320pp 30840, 171-3084 1,130. a o i wriicf u ^ 

8506100116 Monthly operating repts for Mar 1965W/850416 ltr, 

^ Co, 85/03/31, 16pp, 308283015- 

u0a9a'SPl * 


8. Reportable occurrences, LERa & related correspondence 


-8506270686 Insp Repts 50-260785-16 & 50-251/85-16 on 850429 0S03.No violation 
or deviation noted.Maior areas lnspected.3nubber surveillance program,NUREQ 0612 
ra control of heavy loads, LERs.lE Bullellr* 80-1 1 & Info Notice 66-10. 

LENAHAN.J.J , JAPE.F, Region 2, Olfice of Director. 85/05/17. 9pp, 31249 188- 
31249.196. 


oou«8U8gj LtH es-uo/-oo on asozi B.conta nment spray pump power 4A suppfy 
breaker inonerahl a Caused hv elnsina snrinn charging motor ^elng off durhr^ 

mg power re8tored.W/860320 Ur, 

2gggg.g42 - " -'9hl Co. 86/03/20. Spp 29556338- 


8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineenng Response (Post 
830103) 86705/29, ConsoltdatM Edison Co. ol New York, Inc. 120pp. 30852-245- 
30852:363. 


oduauou/aa Lcn oa-uw uu.qn oous 20 , emergency oiesei generator A taken out ol sum- 
coincident w/high head ealety ln|ection pump. Caused by personnel error. Generator A 

revised W/8S052e ltr, 

307m‘302 ' ^ Co. 85/05/28 Spp, 30768 300- 
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850B240644 LEIH 65 010 00 on 85051 5, turbine & reactor trip occurred Caused by actu- 
ation of ESF relay inadvertently bumped by const worker while performina App R 
mods Const halteo Post-trip review found no abnormal conditions W/B50614 Ttr 
TEUTEBERG.R L , WILLIAMS, JW Florida Power S Light Co 05/06/14 3pp 
31158 294-31156 200 

8506270436 LER 85-011 00 on 05051 7, reactor trip occurred when oH-sUo power lost 
due to multiple faults on high voltage power ays Caused by multiple intense brush 
fires Natural circulation cooling established W/85001 0 Itr 

HART.R.D, WILLIAMS.J.W Florida Power & Light Co 05/06/10 4pp 31251 340 
31251 352. 


DOCKET 50-252 UNIV, OF NEW MEXICO RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

0506190503 Fonvards "Emergency Plan Evaluation Rept,Univ of New Mexico/' for 
060311 rev to emergency plan Emergency plan accopiable 

THOMAS, CO Standardization & Special Prelects Branch 05/06/11 WOODALL, DM 
Now Mexico, Unlv. of, Aibuquorque, NM 2pp 31013 280-31013 292 

-8506190507 "Emergancy Plan Evaluation Repl.Univ of Now Mexico." 

* NRC- No Delalled Affillalion Given 85/05/31. 3pp 31013'290-31013 292 


R. Periodic operating reports & related correspondence 

8506170179 Annual operating rept for Jul 1903 - Juno 1985.W/B50603 Ur 
WHAN,G A New Mexico, UnW of, Albuquerque, NM 85/00/30 3pp 30973.1 OS- 
SOOTS. 192 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8506100241 Responds to NRC 850410 Itr re violations noted In Insp Ropts 50-254/85- 
07 & S0-2B5/05-07 Corrective actions, NRC notilled of scram on OSO320 using Emer- 
gency Notification Sys 4 ndmlnlsfratlvo procedure Implomenled, 

FARRAR.D L Commonwealth Edison Co 05/05/08 KEPPLER,J G, Region 3, Office 
of Director. 2pp. 30791 020 30791 021. 

8506040357 Rev 21 to QEP 330-0 re assessment actions & Rev 2 to QEP S30-T9 re 
area radiation monitor sys 

' Commonwealth Edison Co 85/05/31 5pp 30703 056-30703 060. 

8506140519 AcK receipt of 850531 Itr Including util sc^e & objectives tor facilltios 
emergency pieporednoss exercise scheduled for 050827 Objeclives accopiable & un- 
changed from ilems discussed w/T PloskI on 050521 

PAPERIELLO.C.J, Region 3, OKlco of Director 05/00/12 REED.C Commonwealth 
Edison Co. 1p. 30097 104-30897-104, 

8506260303 Forwards Insp Repls 50-264/05-12 & 50 265/85-13 on 6S0401-0631.No 
noncompliance noted. 

SHAFER.W D. Region 3, Office of Director. 05/06/12 REED.C Commonwealth 
Edison Co Ip 31 230.340-3 1230-355 

-5606260323 Insp Repls 60-264/85-12 & 60-265/85-13 on 850401 -0531. No violation 
or deviation noted Major areas Inspected operations, radiological controls, malnl/ 
mods.sun/elllanco, housekeeping, procedures & fire protoction, 

CHRISSOTIMOS,N. Region 3, Office of DIroclor. 05/00/12. 16pp. 31 230-341 ■ 
31230-365, 

6500260436 Forwards schedule of corrective actions submitted by State of IL for defi- 
ciencies noted In offsite radiological emergency preparedness exercise on 040028- 
29 Deficiency duo to failure to activate emergency broadcasl ^s promptly. 

KRIMM.R.W Federal Emergency Management Agency 65/00/21, JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineeiing Response (Post 830103). 13pp. 
31 21 9,267-31 21 0:279, 

8506180157 Rev 11 to Emergency Plan Implementing Procedure QEP 650-T1, "Envi- 
rons Sampling Supplies." Rev 19 to Index QEP 650 0 end 
* Commorrweallh Edison Co. 85/06/30. epp. 30975 260 30975-267. 

8506180304 Revised emergency procedures, Including Rev 10 to QEP 550-0, "Emergen- 
cy Equipment & Supplies" & Rev 1 1 to QEP 650-T1, "Environs Sampling Supplies," 
‘ Commonwealth Edison Co. 85/06/30. 7pp. 30977- 190-30977' 197 


p. Operating license stage documents & correspondence 

8506240S33 "Shutdown DHR AnaiysIs.Quad Cities Case Study," draft rept 
HATCH, S.W, ERlCSON,DM., SANDERS, Q A, Sandia National Uboralorles. FIN A- 
1309.85/03/16. Generic Issues Branch. 731 pp 31147-001-31149:011 

8606260184 Application for amends to Licenses DPR-29 & DPR-30,changlng Tech Spec 
Sections 3.5 & 4. 5, reflecting mods in RHR vault equipment & floor drain sys. Fee paid. 
RI/0AK.0. Commonwealth Edison Co 86/03/22 OENTON.H.R, Office of Nuclear Re- 
actor Regulation, Director. 2pp, 31229:206-31 229-314. 

-8500280193 Proposed revs lo Tech Spec Sections 3.5 & 4. 5, reflecting mods In RHR 
vault equipment 4 floor drain sys, 

• Commonv/eallh Edison Co. 85/03/22. 17pp. 31226;200-31229;314. 

8506170077 Responds lo FOIA request for records re FIN B-0469, "Containment Leak 
Rate Testing Program" 4 Qoadrex Corp/NRC contracts.Forwaras documents re FIN 
B-0469. Documents also available In PDR.No documents re Quadrex subj to request. 
FELTON, J.M. Division of Rules and Records FIN B-0489. 86/03/26. 
REYTSLATT,2.V. Warren Wilson College. Swannanoa, NC 7pp. 30067:036- 
30987:076, 

-8506170261 "Containment Laak Rata Testing Investigations," monthly progress rept 
lor Nov 1982. 

POUQANJ.R. Oak Ridge National Laboratory. FIN B-0489. 82/12/07, ARNDT, Q. Me- 
chanlcal/Struolural Engineering Branch. 3pp, 30987:116-30987.117. 


850605006B Advises that proposed Tech Spec amend re RHR vault equipment 4 lloor 
drain sys reviewed No adverse findings determined 

PARKER, M C Illinois, State of 85/05/20 DENTON, H Oftice of Nuclear Reactor Reg- 
ulation, Director Ip 30717312-30717312 

8506050253 Ack receipt of 850410 submittal ot Topical Rept CE-l-A.Rev 34 Review will 
require more (her? 60 days fo comptefe 

SPtSSARD.R.L Region 3, Office of Director 05/05/23 REED.C Commonwealth 
Edison Co 2pp 30725 330-30725-339, 

8506050445 Provides info to support use of drywell temp profile curves assuming 30- 
mlnule drywell spray initiation Reasons for not objecting to use of 1 0-mlnuto Interval 
listed 

RYBAK, B Commonwealth Edison Co 85/05/23 DENTON.H R Office of Nuclear Re- 
actor Rogulalion, Director. 3pp, 30719 055-30719 057. 

6506170453 Forwards safety evaluation re util response to Qenoric Ltr 83 20,ltems 
3 1 1,3,1 2.3 2 1,3 2,2 4 4 61 ro post-maint testing veriltcati on Response lo Homs 
adenuafe Action on Generic Ltr 83 28 Kerns complete 

VASSALLO.D.B. Operating Roaciors Branch 2 65/05/31. FARRAR.D L. Common 
wealth Edison Co, 2pp. 30981.354-30981 357 

-3506170482 Safety evaluation supporting util response to Genorlc Ltr 03-28,l(Qms 
3 1 1,3 1 2,3,2 1,3 2 2 4 4 5 1 re posl-malnt testing verification 

• Office of Nuclear Reactor Regulation, Director 85/05/31 2pp 30981,356 
30901.357 

8506140338 Advises that TMI Action Horn IIF,2. "Inadequate Core Cooling Instiumenta- 
tion" resolved, per 041204 response to Generic Ltr 84-23, 

VASSALLO.DB, Operating Reactors Branch 2 85/06/05 EARRAR.DL Common- 
wealth Edison Co. 2pp 30007 001-30907 002, 

8506270423 Lists facilities current & revised environ monitoring TLDs effective 
850801. LaSalle Station TLDs will be In effect as ot Third Quarter 1985 TLDs not listed 
remain unchanged.Map for revised numbers end. 

GOLDEN, J.C Commenweatlh Edison Co 05/06/10 KEPPLER.J G Region 3, Olfice 
of Director 6pp 3123B 219 31236 224 

0506280730 Fon/vards safety evaluation on containment Isolation dopondabillly by dam 
onstratlon of containment purge 4 vent valve operability Info submitted to date does 
not demonstrate ability of valves to close during LOCA, 

THOMPSON, H.L Division el Licensing 05/06/17 FARRAR. D.L Commonwealth 
Edison Co 4pp 31227.273 31227-204, 

-6506260746 Safety evaluation ro damonslrallon of containment purge & vent 
aperabllily.Submitted info falls to demonstrate that valves have ability lo close against 
buildup 01 praasure In event of DBA/LOCA from full opon position. 

* NRC - No Detailed Affiliation Given 05/08/17 8pp 31227-277-31227 284 

8506270066 Advises that Revs 33,34 4 35 to QA Topical Ropt GE-1-A satisfy requlro- 
mofils of App B lo 10CFR60 .Changes to Section 7 resolve questions ro procurement 
activllfos. 

SPESSARD.R.L Region 3, Olfice of Director. 85/06/21. REED.C Commonwealth 
Edison Co 2pp 31235 287-31235.288 


Q, Inspection reports, IE Buttetlns & correspondence 

8606 100241 Responds lo NRC 050410 Hr re violations noted In Insp Roots 50-264/85- 
07 4 50-265/85 07 Corrective aclIons-NRC nofllled of scram on 060320 using Emar- 
goncy Notification Sys 4 administrative procedure Inpiplemenled 
FARRAR.D.L, Commonwealth Edison Co, 85/05/00, KEPPLER.J Q Region 3. Office 
of Director. 2pp. 30701-020-30791-021 , 

8506130027 Suppi 1 to IE Into Notice 84-55, "Seal Table Leaks at PWRs." Sve list end 
JORDAN.E.L Division Of Emergency Preparedness 4 Engineering Response (Post 
630103). 05/05/14. Consolidatod Edison Co. of Now York, Inc, i07pp. 31044-065- 
31044 171 

8605130036 SuppI 1 to IE Info Notice 86-020, "Motor Operated Valve Failures Due lo 
Hammering Effect " Sve list end, 

JORDAN.E.L, Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New York, Inc. i07pp, 31044>172- 
31044-278 

B5052Q0S90 IE Info Notice 65 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities.” Syc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/22 Consolidated Edison Co. of New York, Inc 106pp 30037.268- 
30837.363. 

8505200600 IE Info Notice 86 040, "Deficiencies In Equipment Quail II cation Testing & 
Certilicallon Process." Sve list end 

JORDAN,E.L, Division of Emergency Preparedness 4 Engineering Response (Post 
630103). 85/05/22. Consolldaled Edison Co, of New York, Inc 106pp. 30B48.166- 
^OS4B'27^. 

8605280181 IE Info Notice 05 042, "Loose Phosphor In Panasonic 600 Senes Badge 
TLD Elements ” Sve list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/06/29. Consolidated Edison Co, of New York, Inc 120pp. 30862.245- 
30852:363. 

6505280187 IE Info Notice 85-043, “Radiography Events at Power Reactors " Svo list 
end. 

JORDAN.E.L Division ol Emergency Preparedness 4 Engineering Response (Post 
8301 03), 86/05/30. Consolidated Edison Co. of New York, Inc, 120pp 30884-1 87- 
30864.^87. 

85052B0105 IE Info Notice 86-044, "Emergency Communication Sys Monthly Test." Sve 
Hat end, 

JORDAN.E.L, Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co. of New York, Inc. I21pp. 30864-046- 
30864,166. 
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&506060677 tE Into Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mappino Sya Used in WesUnghouse Designed Plants '' Svc list end 
JOB DAN ,E L. Division ot Emergency Preparedness & Engineering Rosponse (Post 
830103) 85/06/08 Consolidated Edison Co of New YorK, Inc i2Spp 30865001- 
30865 048 

8506C60707 IE Info Notice 85 046, "Ctarfflcalion o( Several Aspects of Romovabis Ra- 
dioactive Surface Contamination Limits for Transport Packages ’’ Svc list enci 
JORDAN, EL Division of Emergency Preparedness & Engineering Rosponsa (Post 
830t03) B5/06/tO Consotldated Edison Co of New Yoifc, Inc f24pa 31043 301- 
31044 064 

S506260303 Forwards tnsp Repis 50-254/85-12 8, 50-265/65 13 on 850401-0531 No 
noncompfianc* noted 

SHAFER,WD. Region 3, Office of Director 85/06/12 REED.C Commonwealth 
Edison Co Ip 31230’340-31230 356 

"6606260323 Insp Repts 50-254/65-12 & 50 265/85-13 on 850401-0531 No violation 
or deviation noted Major areas inspected operations, radiological controls.maint/ 
mods, surveillance, housokeeping.procedures & fire protection. 

CHRISSOTIMOS,N Region 3. Ofllce of Director. 85/08/12 15pp 31230 341- 
31230 355 

B6061 40240 IE Info Notice 65-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves" Svc list end 

JORDAN.EL. Division o1 Emergency Preparedness 4 Engineering Response (Post 
830103). 85/06/18 Consolidated Edison Co. of Now YotR, Inc 134pp 31268-157- 
31266304. 

6503140636 IE Into Notice 65-048, "Respirator Users Notice Defective Self-Contained 
Brealhlng Apparatus Air Cylinders " Svc list end 

JORDAN.EL Division of Emergency Prepaiedness & Engineering Response (Post 
830103). 85/06/19 Consolidated Edison Co of New York, Inc f23pp 31376.064- 
31376-183 


R. Periodic operating reports 4 related correepondence 

0606040258 Forwards special repts, "Summary Status of Fuet Perlormance, End of 
Cycle 7,May 1S85," par requirements of Table 6 6-1 of Licenses OPR-29 & DPR-30 
KAUVIANAKIS.N. Commonwealth Edison Co 86/05/15. KEPPLER.J.Q Region 3. 
Office of Director 3pp 30703.256-30703,258 

6506240352 Monthly Operating repts for May 1685.W/a50603 Itr. 

KRONICHC . TAMLYN,T,K. Commonwealth Edison Co. 85/05/31. 22pp. 31202-183- 
31202 204 


8506120057 Rev 0 to Emergency Implementation Procedure El-12 1, "Personnel Ac 
countability " 

* Consumers Power Co 85/05/28 3pp. 30852 216-30852 216. 

85061200S1 Temporary Change El 85-016 to Rev 5 to Emergency Plan Implomenllng 
Procedure El-3, "Coromunfcfitlona/Notlfications," reducing emergency notification 
form to onepage 

BRUNET.J R Consumers Power Co. 85/05/28. 3pp 30852 224-30852 226 

B606070029 Responds to 850213 request tor addi Info re util 840810 fire protoction ex- 
emption request on local trending of emergency generators Cstculatlons used to de- 
termine time available w/o ac power under listeo condition end 
JOHNSON.B D Coftsumofs Power Co. 85/06/04 Office of Nuclear Reactor Rogula- 
lion. Director 6pp. 30751 256 30761-261 

8506120101 Rev 1 to Emergency Plan Implementing Procedure El-2 2, "Emergoncy 
Staff Augmenlallon,” Incorporating Temporary Change El-85 013 
•Consumers Power Co 85/06/05. 4pp 30852077-30652 080 

8506110002 Ack receipt of 850507 editorial changes to Rev 4 to sito emergency 
plan.Changes consistent w/ requirements of 10CFR50S4(a) & acceptable 
PAPERIELlO.CJ. Region 3, Office of Director 85/06/06 DEWITT, RB. Conaumors 
Power Co 2pp. 3080T087-30807 088. 

8506270146 Forwards Rev 7 to request for exemption from requirements of 
1OCFH5O.40 & App R re lire protection, Incorporating changes discussed during 
850603,04 & 06 conferences Attachments 7 & 14 will be provided at later date 
BORDINE.T.C Consumers Power Co 85/06/18 Ofllce of Nuclear Reactor Regula- 
tion, Director. 150pp. 31235001-31235-151 

8506270181 Ack receipt ot 850605 Itr w/scope & objectives lor emergency prepared 
ness exercise scheduled for 650620 Scope & objectives acceptable 
PAPERIELLO.CJ. Region 3, Office of Director 85/06/21 DEWITT, R B Duke Powof 
Co Ip 31234 338 31234.338. 

8506260010 Forwards EQSiG Idaho, Inc Interim rept, "Contormance to Reg Quido 
1 97,Pa1l5ades Plant" Rept Indicates that adequate iustificalion not provided for somn 
items Response to open Hems requested within 90 days of Itr receipt 
ZWOLINSKl,J A. Operating Reactors Branch 5 85/06/24 VANDEWALLE.D J Cun- 
sumers Power Co 3pp 31256 214-3t?66 240 

"8506240371 "Conformance to Reg Guide 1 97,Pa1isades Plant " 

STOFFEL.J.W. EG&Q Idaho. Inc (subs ofEGaG, Inc), FIN A-6403 85/05/31 24pp 
31268 217-31256 240 


S. Reportable occurrences, LERe & related correspondence 

8506170026 LER 83 009/03 L-0*on 830222,dllferenlfal pressure indicating switch t- 
1360-1A failed to trip in negaliVB direction Caused by drift ot instrumont setpoint 
above physical 8iopa.Switch recallbr & tested saU&(aclonlv.W/8303l7 Itr. 
KALIVIANAKtS.N. Commonwealth Edison Co. 83/03/17 KEPPLERJ.e. Region 3. 
Office ot Director. 2pp. 30982.341-30982.342 

8S060302B8 Summary of operating reactors events BS0516 meeting Div directors or rep- 
resentatives briefed on events occurring since 850507 meeting Assignment of follow- 
up review responsibilities discussed Attendance list end. 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/05/22. 

THOMPSOM.H L. Division of Licensing 18pp 30708*. 021-30708:038 

8SOe2S0466 LER B5-005-02’on 850307, monitors 1A & tB spiked high On 650306, fuel 
pool radiation monitor 1A failed downscale On 850308-10 a 12-14, monitor 1A spiked 
highOn65031S,montlor IB out-of-bypass occurred.Caused by capacitor W/asOSze Hr. 
IBEN.CA., KAUVIANAKIS,N. Commonwealth Edison Co. 85/05/2B. 7pp. 31199 208- 
31199.215. 

6506170181 LER 85-002-00.on 850509, while performing traversing In-core probe sys 
power operated valve testing, Number 4 TIP ball valve feiled to close Caused by loss 
of lijbrlcaiion.Valve lubricated & returned to svc W/850606 Itr. 

RUSTICK,R.K.. KAL1VIANAKIS,N Commonwealth Edison Co. 85/06/06. 3pp 

30973-166-30973.108. 

8506260136 LER 85 003 OO.on 8S0517,Group It Isolation signal received, standby gas 
treatment sys A tailed to start & heater breaker tripped.Caused by incomplete 
design, autO'Stait relay & breaker wiring, respectlvely.BreaKer reset W/8S0614 ilr. 
REYNOLDS, S., KALIVIANAKIS,N. Commonwealth Edison Co 85/06/14. 4pp. 
31200 302-31200:305 
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F. Security, medical, emergency B, lire protection plana 

B50B120139 Rev 12 to Emergency tmptemenlellon Procedure El-2 1, "EmergstKy Ac- 
tlons/Notificatlons/Responalbilltles,*' Incotporalirvg Temporary Changes El-85-001 & 

oil. 

BRUNET. J.R, ANDERSON, DL, FULT,J.F Consumsro Power Co 85/81/29. 4pp, 
39862.234-30862 237. 

8505120006 Tempotarv Change TCN-EI 85-014 to Rev 3 to Emergency Implementation 
Procedure EUs.l. "tralnlrvg & Drills" 

BRUNET, J.R., BECK.WL Consumers Power Co, 85/03/13. 4pp. 30852:007- 
30852.090, 


J. Insurance & indemnity Information 

8506250202 Forwards Endorsement 89 to NELIA Policy NF-179 & Endorsemonl 78 to 
MAELU Policy MF-60. 

FROUNFELKER.R Consumers Power Co 85/06/18 SALTZMAN.J. Olfico of Nucloar 
Reactor Regulation, Director 3pp 31180.109-31160111 


P. Operating license stage documents & correspondence 


BS06130045 Partial response to FOIA request for all documents re NRC procoduros for 
detection & control of alcohol & Illegal drug use by persons engogod In bldg or const 
of nuclear reactors or facilities Forwards App A documenis. 

FELTON,J.M Dwtslon of Rules and Records 85/01/26 HEATH, S.J. Washington 
Legal Foundation 55pp. 30937,047-30937-157. 

-6S061401S3 Discussion w/CPC on 821105 re policies on use of possession of drugs 
on alcohol. 

GIBSON, J. Office of Nuclear Reactor Regulation, Director JORQENSEN.D , 
MILLER,J.R NRC - No Detailed Affiliation Given 82/11/05 3pp. 30938 302- 
30938:305, 


8S08170077 Responds to FOIA request lor records re FIN B-0468, "ContaInmonI Leak 
Rate Testing Program” & Quadrex Corp/NRC conlract5.Fofwards documents ro FiN 
8-0489 Documents also available In PDR No documents ro Quadrex subj to roqiiest 
FELTON, JM. Owsfon of Bufes and Records FIN 8-0489. 85/03/25. 

BEYT8LATT,Z.V. Warran Wilson College, Swannanoa, NC. 7pp a00a703&- 


-821012C209 Coniainmenl leak Raw Testing Investigations/* proofess summary Cor 
Sept 

NAUS,DJ. Oak Ridge National Laboratory FIN B'0489 82/10/05 ARNDT Q Mo- 
chanlcat Engfneeifng Branch 3pp. 30987.1 1 2-30967:1 14 

-B212010006 Foiwarda list of plants for which leak lost repts were solecled lor review 
by ORNL Leak testing criteria wrfii be prepared from roview.W/o end 
ARNDT,E.Q. Mechanfcal/Struclural Englneenng Branch. 82/08/18, SHAPAKERJ 
Containment Systems Branch. 4pp. 30987.1 1 8-30987.1 2 1 

"6506170291 "Containment Leak Rate Testing Investigations," monthly progress root 
for Nov 1962, ^ 

DOUQAN,J R. Oak RIdae National Laboratojy FIN B 0489. 82/12/07 ARNDT G Mq. 
chanlcal/Struclurat Engineering Branch. 3pp. 30987.116-30987-117. 

T^s'lng," monthly progress rept for Aug 1082 
DOUGAN,JiT Oak Ridge National Laboratory. FiN B-o489. 82/08/^6 ARNDT, EG 
Division of Engineering Technology, 8pp, 3098^127-30987-132 


8503280527 Temporaiy charma to Rev 1 1o Emergency Implementing Procedure El- 
16,1, "Malnt ol Emefoency Equipment.’' 

* Consumers Power Co. 86/03/14. 2pp. 29509:190-29509:191. 

5606120056 Rev 1 to Emergency Plan Implementing Procedure El-11 2, “Estimation of 
Core Damage From Posl-Accidant Sampling " 

* Consumers Power Co. 65/05/06. Spp 30852 219-30852:223. 

850S12DO44 Temporary Gharigo El-95-016 to Attachmant 1 to Emergency Plan Imple- 
menting Procedure El-2 1, ''tmeraerwy Actions/ Nofificatkms/Hesponsibilflles" 
BRUNET, J R. Consumers Power Co. 85/05/28. Spp 30852 196-30852.198. 


9608070468 suomlts fiftal anawsis & exam rapt re PRA & cost benefit analysis on 

generator blowdown ovsnls (ref SEP Took; 
'"’® single-failure backlita (ref IE Bulletin 80-04), ^ 

56M040173 Forwards application lor amend to License DPR-20, revising Tech Specs to 
}o flow '«8l suxlliaty feedwater eys pump dfscharga valves from. 

test Fee paid, “ ^ 
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>*8506040160 Application tor amend to License DP Ft -20, re vising Tech Specs to change 
requirement to flow test auxiliary feedwater pump discharge valves from monthly tost 
during plant operations to refueling outage test 

DEWITT, R.B. Consumers Power Co 65/05/31 4pp 30702 317-30702 320. 

-8506040182 Proposed Tech Specs changing requirement to How lest auxiliary feed- 
water pump discharge valves from montniy test during plant operations to refueling 
oufaga test, 

* Consumers Power Co 85/05/31 3pp 30702 321-30702 323 

6506070517 Submits suppiemenlal response to Generic LIr 83-28, Issue 3 1, “Post-Maint 
Tesllng," & Issue 41, "Reactor Trip Sys Reliability" Actions for all reactor trip sys 
components, w/exceptlon ol bistable & auxiliary trip units, completed 
JOHNSON, B D Consumers Power Co 85/06/03 Ottice of Nuclear Reactor Regula- 
tion, Director 2pp. 3O753‘36O'3O753'301 

85061 704B7 Forwards Amend 68 to License DPR-20 & safely evaluation Amend modi- 
fies Tech Spec 3 6 21 to extend time, by 3 days, that one emergency diesel generator 
may be Inoperable during May 1085 

ZWOLINSKI.J.A OperaiTng Reactors Branch 5 86/06/05 VANDEWALLE.DJ Con- 
sumersPowerCo 2pp 30957.308-30957319 

-8506170471 Amend 88 to License DPR-20, revising Tech Specs to extend time.by 3 
days.thal one emergency diesel generator may be inoperable during May 1985, 
ZWOLINSKI,J A Operating Reactors Branch 6. 65/06/05 4pp 30957 310-30957.313 

—8508170476 Safely evaluation supporllng Amend 68 to License DPR-20 
BEARD.J,T., WAMBAGH.T,, SHEA.J. OTIIce ol Nuclear Reactor Regulation, Director 
85/06/05. 6pp 30957:31 4-30057.3 to 

8806110397 Submits correction to 859131 & 0201 Tech Spec change requests to LI 
censes DPR-6 & DPR-20,revi8lng ollsite organization charts due to title changes in 
Figure 6 2-1 Corrected Tech Spec Page 1 10 to License DPR-6 end 
VANDEWALLE,D J, Consumers Power Co. 65/06/07 Office of Nuclear Reactor Regu- 
lation, Director Ip 30617.177-30817 179. 

6606180176 Informs that response to Generic Ltr 85-02 re actions for resolution of un- 
resolved safety issues concerning steam generator tube integrity will not be submitted 
until end ot Jui 1065,due to late receipt of ltr. 

JOHNSON.BD. Consumers Power Co. 86/06/14. Ofllce ol Nuclear Reactor Regula- 
tion, Director, Ip. 30975:165-30976:165. 

8508200322 Responds to BS0426 request for add! Info re NL/REQ-0737, Item (I K.3 6, 
"Automallo Trip ol Reactor Coolant Pumps." Normal method of tripping reactor cool- 
ant pumps via manual control in control room based on Industry data search 
JOHNSON, B D. Consumers Power Co. 85/06/14 Office of Nuclear Reactor Regula 
tlon, Director. 6pp. 31 007’262-31 007,267. 

6806200345 Forwards application lor amend to License DPR-20, changing Tech Specs 
to provide new reactor vessel pressure/temp limits lor heatup,coaldown & hydrostatic 
tests "Engineering Analysis, Palisades Reactor. ." end. Fee paid. 

VANDEWALLE.D J Consumers Power Co 85/06/14. Office ol Nuclear Reactor Regu 
latloa Director. 2pp, 31 007-01 4-3 1007,072, 

-8606200349 Application to amend License DPR-20, changing Tech Specs to provide 
new reactor vessel preaaure-temp limits lor heatup, cooldown & hydrostatic test due 
to expiration of current pressure tomp-limlts 

REYNOLDS, J.W. Consumers Power Co. 86/06/14, 4pp. 31 007-01 6-3 1007.0 10 

-8508200355 Proposed Tech Spec changes providing new reactor vessel prossuro/ 
temp limits for heatup.cooldown & hydrostatic test due to expiration of current pres- 
sure/temp limits. 

* Consumers Power Co. 65/06/14. Bpp, 31007 020-31007:027 

-8508200380 "Engineering Analysis, Palisades Reactor Vessel Preseure/Temp Limits 
Determination." 

* Consumers Power Co. 86/06/14, 22pp 31007:028-31007-049 

-8808200306 "Summary of Findings Re Palisades Plant Reactor Vessel Malls " 

* Consumers Power Co. 85/06/ T4 23pp 31007:050-31007-072 

8506210248 Discusses review of util 831107,849203 & 850126 responses to Generic 
Ltr 83-28, Items 4,2.1 & 4.2.2 ra maint program for reactor trip breakers. Responses 
acceptable Safety evaluation end. 

ZWOUNSKI,JA Operating Reactors Branch 6. 65/06/19, VANDEWALLE,D J, Con- 
sumers Power Co 4pp. 31026.357-31026-360. 

-8506210268 Safety evaluation finding preveniallve maInt surveillance & trending pro- 
grams tor automatic trip contactors & manual trip breakers per Generic Ltr 83-28 ac- 
ceptable. 

* Office of Nuclear Reactor Regulation, Director. 85/06/10. 2pp. 31026:369- 
31926:380, 

8506260246 Advises that util 601219 & 820122 lira contained commitment to support C- 
E Owners Group efforts to satisfy NUREG-0737, Item II.K 3.30,per listed 
documenle.No plant-spedtio analysis of small break LOCas required lor Item II.K.3.31 
VANDEWALLE,D.J, Consumera Power Co. 85/06/20. Office of Nuclear Reactor Regu- 
lattort, D/rectof, 2pp, 31 ie0;22 1-31 180:222. 

8508250144 Forwards response to Generic Ltr 86 07 re (mpfemanlatton of Integrated 
llvli^ schedule (ILS).ILS developed for Big Rock Point.Proposed amend to License 
DPR'6, Incorporating IL8, currently under NRC review. 

BORDINEXC, Consumers Power Co, 86/06/21. Office of Nuclear Reactor Regula- 
tion. Director, 6pp. 31160.076-31180:083. 

8508250472 Supplemental application tor amend to License DPR-20, revising Tech 
Specs to require quarterly flow testing of aulcmatlo feedwater sys. 

BORDING.TC Consumera Power Co. 65/06/21. Office of Nuclear Raaolor Regula- 
tion, Director. 3pp, 31196.206-31198:210. 

-0508280474 Proposed Tech Spec requiring quarterly flow testing of automallo leed- 
water sys. 

‘ Consumers Power Co. 86/06/21, 2pp. 31168:209-31198:210. 


Q. Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Into Notice 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Consolidated Edison Co of Now York, Inc 107pp 31044 065 
31044 171 

8505130038 SuppI 1 to IE Into Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Efiect " Svc list end 

JORDAN, EL, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of Now YoiR, Inc 107pp 31044172- 
31044 S78 

8606200590 IE Info Notice 85 039, "Auditability ol Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, 6, L Division of Emergency Preparedness & Enginuermg Response (Post 
830103) 85/05/22 Consolidated Edison Co o! New York, Inc f06pp 30837,268- 

30837.363 

8505200800 IE Info Notice 85 040, "Deficiencies In Equipment Qualitication Testing & 
Certification Process " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/05/22, Consolidated Edison Co. ol New York, Inc 106pp 3084B.166 
30848,271. 

8508070465 Submits final analysis & exam repl re PRA & cost-benefit analysis on 
actual safely significance ol two steam generator blowdown events (ref SEP Topic 
XV-2) & main steam line break single failure backfils (ref IE Bulletin 80-04) 

JOHNSON, 6. D Consumers Power Co 85/05/23. Olfice ot Nucloar Reactor Regula- 
tion, Diredor, 708pp 30764 001-30765 348 

6508190365 Responds to violations noted In Insp Rapt 50 255/85 08. Corrective 
actions-responstblo Individuals counseled on Importance ol procedural adherence & 
Surveillance Test ME- 12 will be revised to include electrolyte level. 

VANDEWALLE.D J Consumers Power Co. 85/05/20, KEPPLER.J G Region 3. Office 
ol Director 2pp 30097 004-30997.005 

8595280191 IE Info Notice 85 042, "Loose Phosphor (n Panasonic 800 Sertos Badge 
TLD Elements " Svc list end 

JOROAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29, Consolidated Edison Co. of New York, inc. 120pp. 30052 245- 

30852.363 

8506280108 Advises that four steam generator snubbers (25%) will bo functionally 
tested during 1985/1986 refueling outage & for each subsequent outage, per open 
Item In tnsp Rept 60-265/63 25 

FRISCH, R R. Consumers Power Co 85/05/29, KEPPLER,J,G. Region 3, Odice of Di- 
rector, Ip 31264,104-31254 104. 

B50E280187 IE Info Notice 05 043, "Radiography Events at Power Roactors." Svc list 
end 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 05/05/30 Consolidated Edison Co of Now York. Inc 120pp 30804.167- 
39804.287. 

BSD628019B IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost" Svc 
list end 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/30. Consolidated Edison Co ol Now York, |no i21pp, 30804.045- 
30884:166. 

8506060083 Forwards Insp Rept 50-255/85-11 on 050423 26 & 0501-02 & notice of 
violation, 

PAPERtELLO.C J, Region 3, Office ol Director 85/05/31. DEWITT, RB, Consumers 
Power Co. 2pp, 30727:200 30727:216. 

-8608060093 Notice of violation from insp on 860423-26 & 0501-02. 

PAPERIELLO.C J Region 3, Ofllce of Director, 85/05/31 2pp. 30787:202-30727:203. 

-8508060102 Insp Rept 50-265/85-11 on 850423-26 & 0501-02 Violation notod failure 
to follow ttqutd radwaste release procedures. 

HUETER.LJ., SCHUMACHER, IvTc, Region 3, OKico of Director. 85/06/31 13pp. 
30727,204-30727'216. 

8506070627 Forwards Insp Rept 50-255/85-09 on 850409 0506 & notice of 
violatlon.Measuros to ensure that safety evaluations made prior to modifying plant/sys 
should be described fn response, 

NORELIUS.C E, Region 3. Olfice of Director, 85/06/03, DEWITT, R.B Consumera 
Power Co. 2pp. 30763.3 12-30753'323 

-.8606070629 Notice of violation from insp on 850409 0506. 

NORELIUS.C E, Region 3, Ofllce of Oiractor. 86/06/03, ip, 30763:3 14-30753'31 4 

-8506070533 Insp Rept 60-2S5/B6 09 on 8 50409-05 08 .Violation noted: failure to per- 
form 10CFR50,69 review evaluating safety significance of leaving past safeguards 
room air cooler isolated uftlH repairs could t?o made 

WRIGHT.G.C, Region 3, Olfice of Direclor. 65/05/31, 9pp, 30763'31 6-30753:323, 

8506060077 IE Info Notice 85-045, "Polenllal Seismic Interadlon Involving Movable In- 
Cora Flux Mapping Sys Used In Weslinghouse Designed Plants." Svc list end. 
JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/08/06. Consolidated Edison Co. of New York, Inc. i22pp, 30865.001- 
30865:046. 

8600060707 IE Info Notice 85-046, "ClanllcBlion Of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages." Svc list end. 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/10 Consolidated Edison Co of New York, Inc. 124pp. 31043:301- 
31044064. 

8506170442 Clarifies operability requirements for subcooling margin monllor.per Inap 
Rept 50-26S/B5-05,NRC 831214 evaluation of util response to Generic Ur 82-20 & 
NUREQ 0737, TMI Item II.F.2 

VANDEWALLE,D.J, Consumers Power Co 86/06/10 Office of Nuclear Reactor Regu- 
lation, Direclor. 2pp 30958:095-30958:806. 
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8506210121 Advises that Rev 3 to QA Topical Rept CPC>2A continues to satisfy re- 
quirements of 10CFRSO,ApP B & acceptable Rev 3 changes re responsibility & pro- 
gram control of inservicelnsp satisfactory 

SPESSARD.R L Region 3, Olfice of Director B5/O0/14. DEWITT, RB Consumers 
Power Co Ip 31024 270-31024 2 70 

850B 140240 IE Into Notice 65-047, "Potential Eifeci of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves," Svc fist end 

JORDAN,E L Division ol Emergency Preparedness & Enginoering Response (Post 
830103) 85/06718 Consolidated Edison Co of New York, Inc 134pp, 31268.157- 
31268304. 

8506140636 IE Info Notice 85 046. "Respirator Users Notice Detective Self-Contained 
Breathing Apparatus Air Cylinders ” Svc list end. 

JQRDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
6301 03> 65/06/19 Consolidated Edison Co of New York, Inc 123pp 31376,064- 
31376 183 

85D6250362 Summarizes 8S0523 commitment & changes to commitment re resolution 
ol SEP Topic XV -2, "Spectrum Of Steam Pipmg Failures Inside & Outside Contain 
men!" & IE Bulletin 80 04 

JOHNSON, BD Consumers Power Co 85/06/21 Office of Nuclear Reactor Regula- 
tion, Director 2 pp. 31160 358 31180 359 

8506270516 Forwards Special Insp Rept 50 255/65-06 on 650513 17 & 30 31 No viola- 
tion noted 

REYES, LA Region 3, Ollica of Director, 85/06/21 DEWITT, RB. Consumers Power 
Co Ip 31239135 31239 139 

•>851)6270521 Special Insp Rept 50-255/85 05 on 850513-17 & 30-31 No violaUon or 
deviation noted Major areas inspected procurement activilies 
WESTBERQ.RA, KRCPP.WJ, GOLDBERG, SM Region 3, Cilice of Director 85/ 
06/19, tp 31239.136-31239139 

8506280002 Insp Rept 50 255/85-13 on 850510 0610 No violation or deviation 
noted Major areas inspected previous Insp lindmgs,operalional 
sef ety, m ai n I, sun/eil lance, organization & administration, LERs & Independent insp 

WFUGHT.Q C Region 3, Oftice of Director 95/06/21. lOpp, 31256 260 31256 269 


R. Periodic operating reports & related correspondence 


S. Reportable occurrences, LERs & related correspondence 


8506200437 Forwards non radiological NPDES permit violation repls from Nov 1984 to 
Apr 1985,83 submitted to Slate of Ml Also forwards three repls of oil, sail or polluting 
mall loss & transfer oil leak (oilowup rept for same period , , 

JOHNSCN,B D Consumers Power Co 85/05/31 KEPPLER.J G Region 3, Office ol 
Director 2pp 31020 095-31020 122 

-6506200441 NPDES noncompliance notification on B5041S, monitoring point Outfall 
COG (lank T-41) weekly grab sample for oil & grease exceeded daily max Caused by 

abnormal high flow of water through turbine sump „ ... 

FOBES,R L Consumers Power Co PAL.85 04-AD109, 85/05/06. MORLEY.F Michi- 
gan, Slate of 2pp 31020 097-31020 098 


■8506200443 NPDES noncomptiance notification on 8 5 0228, monthly average oil & 
grease exceeded limit ol 1 5 mg/I Caused by apparent malfunction of new oll/walor 
separator Separator cleaned & oil skimming weir readjusted . , 

F08ES,RL Consumers Power Co PAL06O2AD1O8 85/03/19 MORELY.F Michi- 
gan, State Ot 2pp 31020 099-31020100 


-8506200444 NPDES noncompliance notification .on 850131, monthly average oil & 
grease concentration measured 42 mg/t, exceeding limit of 15 mg/I Caused by bypass 
of new API oit/water separator due to faulty waste oil pump New pump Installed. 
FOBE$,R L Consumers Power Co PAL-85-01 -ADI 06. 85/02/06 MORLEY.F Michi- 
gan, Stale of 2pp 31020101-31020102 

-8506200447 NPDES noncompliance notification on 850121 & 28, routine weekly oil & 
gas samples measured 50 2 mg/I & 60 mg/I, respectively.exceeding limit Caused by 
bypass ot new API oil /we ter separator due to faulty waste pump, 

FOBES.R L Consumers Power Co PAL 65 Ot-AIDIOS 85/02/04 MORLEY.F Michi- 
gan, Slate of 2pp 31020 103 31020 104 


-8506200463 NPDES noncompliance notification on 850110 & 14, routine weekly ail & 
grease samples measured 72 2 mg/I & 56 1 mg/I, respectivefy, exceeding timltCausou 
by removal of new APt oil/water separator from svc lor malnl Returned to svc. 
FOBES,RL Consumers Power Co PAL-85 01-AD104 85/01/21, MORLEY.F Michi- 
gan. State ol 2pp 31020.105-31020 106 


'8506200458 NPDES noncompliance notification on 841120 & 21, turbine bldg sump 
flooded & oily waste treatment sys temporarily bypassed Caused by main boirer food, 
pump leakage Leakage cut to flow level turbine sump pumps could handle W/a<ldl 


repts 

FOBES.R L Consumers Power Co PAL-84-11-A0103 84/12/03. MORLEY.F Michi- 
gan, Slate ol tepp 31020107-31020122 


6506200437 Forwards nonradiologioal NPDES permit violation repts from Nov 1984 (o 
Apr 1985, as submitted to State of Ml Also forwards three repts of oil, salt or polluting 
mail loss & transfer oil leak followup rept (or same period 

JCHNSON.B.D. Consumers Power Co 85/05/31 KEPPLER.J G Region 3, Cilice ol 
Director 2pp 31020095 31020,122, 


6506250167 Responds to NRC concerns re station btackout event, per util 840017 ro- 
quest to extend max period ot inoperability ol steam driven auxiliary feedwater pump 
to 7 days Procedures wilt be revised upon receipt of amend 

BORDINE.T C Consumers Power Co 65/06/21 Clflco of Nuclear Reactor RoguiiR- 
tion, Director. 5pp. 31160,095-31 160 099 


-8606200441 NPDES noncompliance notification on 65041 5, monitoring point Outfall 
OOG (tank T-41) weekly grab sample for oil & grease exceeded daily max Caused by 
abnormal high flow of wafer through turbine sump 

FOBES.R L. Consumers Power Co PAL-S5 04-AD109 65/05/06 MORLEY.F Michi- 
gan, State ol 2pp 31020067-31020098 

"6506200443 NPDES noncompliance nofification.'On 850 2 28, monthly average oil & 
grease exceeded limit of 15 mg/I Caused by apparent malfunction ol new oil/water 
separator Separator cleaned & oil skimming weir readjusted. 

F/5beS,R L. Consumers Power Co PAL-8S -02-AD 108 85/03/19 MORELY.F Michi- 
gan, Stale ol 2pp 31020099-31020 100. 

-8506200444 NPDES noncompliance notification on 6501 31, monthly average oil & 
grease concei^lration measured 42 mg/l, exceeding limit of 15 mg/I Caused by bypass 
of new API oil/water separator due to faulty waste oil pump New pump Installed 
FOBES.R.L Consumers Power Co PAU-e5-01-AD106, 85/02/06. MORLEY.F. Michi- 
gan, State of 2pp. 31020 101-31020:102 

-8506200447 NPDES noncompliance notillcatlonon 650121 & 28, routine weekly oil & 
as samples measured 59 2 mg/l & 60 mg/l, respectively.exceedmg limit Caused by 
ypass ol new API oil/waler separator due to faulty waste pump 
FOBES,RL Consumers Power Co. PAL-B5 01-AOI05 85/02/04 MORLEY.F. Mic hi- 
gan, State of. 2pp 31020,1 03-31 020T 04 

-8506200453 NPOES noncompliance notification on 850110 8 14, routine weekly oil & 
rease samples measured 72 2 mg/f & 56.1 mg/l, respectively, exceeding limIt.Caused 
y removal of new API oil/water separator from svc for malnl Returned to svc 
FOBES.flL. Consumers Power Co. PAL-85-01 AD104 65/01/21, MORLEY.F. Miohl 
gan, State of 2pp. 31020.105 31020:106 


V. Operator Examinations 

8S061 10555 Forwards Rev 0 to Administrative Procedure 4 05, "Palisades Plant Opara- 
tor Training Program Nuclear Operations Training Dept Program 4," per 04051 1 Qo- 
neric Ltr 84-14 

JCHNSON.B.D Consumers Power Co 85/06/05 DENTON, H R Office of Nuoloar 
Reactor Regulation, Director, 2pp 30815 279 30616 021 

-8506110557 Rev 0 to Administrative Procedure 4 05, "Palisades Plant Operator Train- 
ing Program Nuclear Operations Training Dept Program 4." 

• Consumers Power Co 85/06/05 56pp 30815 281-30816.021. 


DOCKET 50-269 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8506040832 Forwards Insp Repts 50-259/85-1 6,50-260/85-1 6 & 60-20e/66-16 on 
650311 Violations noted Notice of violation & Insp details withheld (rel 10CFR2.7DO A 
73 2lj 

VERRELLI.DM Region 2. Office ol Director, 85/04/01, PARRIS, HG. Tonnossoo 
Valley Authority 2pp. 30709 003-30709.005 

-8506040846 Insp Repls 50-269/e5-16,60 260/85-16 & SO 298/85-16 on 850311.VioJa- 
tlon noted guard posted at containment drywell hatch could not control access Delallis 
withheld 

PATTERSON, C. Region 2, Olfice of Director. 85/03/26 1p, 30709 OOS-30709'005, 


-8508200458 NPDES noncompliance notification on 841120 & 21, turbine bldg sump 
flooded A oily waste treatment sys temporarily bypassed.Caused by mam bolter feed 
pump leakage. Leakage cut to flow level turbine sump pumps could handle W/addI 

R§BES,R.L, Consumers Power Co, PAL.84-11.AD103 84/12/03 MORLEY.F, Michi- 
gan, State ol 16pp 31020 107-31020Ta2 

8508200481 Mont My operating rept for May 1 985,W/850608 Hr. 

SMITH.PA, VANDENBERQ.D. Ckinsumers Power Co 85/05/31. 4pp 31020.078 
31020 081. 


6606210428 Forwards Insp Repls 50-259/85 23,60 260/85 23 & 60-296/86-23 on 
650415 18 & notice of violation W/o notice of violation 

WALKER, R.D Region 2, Olfice of Director. 85/05/21. PARRIS, H G. Tennoaseo Vall'Sv 
Authority 2pp 31055 140-31055:150 


■8506210442 Insp Repts 50-259/85 23,50 260/86-23 & 60-296/86-23 on 8504 (5- 
18 Violation noted, failure to provide adequate training of shill engineers in area of oflf- 
slte protecliva action decisionmaking 

MAhSTON,R.R., CLINE, W E Region 2, Olfice of Director 86/05/03. 9pp, 310SB.I42- 


850S21002B Forwards corrected fables for semiannual radioactive effluent release & 
waste disposal repl5,19B4," Tech Spec limits have been recalculated & corrected 
FRISCH.R ft. Consumers Power Co, 85/06/05, KEPPLER,J.Q. Region 3, Olfice ol Di- 
rector Ip, 31056347-31057:019, 


Hsiwi 40408 Revised Radiological Emergency Plan Implementing Procedures BF IP-1 -4 
Health Physics Procedures," BF IP-I ?, “Emergency Equipment & Supplies" & IP-27! 
Plant Emergency Olfsile Monitoring W/95061 1 Hr, 

MARKSjBK, HUFHAM,JW Tennessee Valley Authority. 85/06/11, GHACE.J.M. 
Region 2, Olfice of Director. 19pp. 30897'237-30B97:255, 


-6506219033 Corrected Table 2a to "Semiannual RadloacUve Effluent Release & 
Waste Disposal Rept,Jan-June 1964." 

‘ Consumers Power Co 84/06/31). 2pp 31058,348-31058349 

"8506210242 Corrected Tables 2a.2b & 3a to “Semiannual Radioactive Effluent Re- 
lease & Waste Disposal Repl,Jul-Dec 1964." 

* Consumers Power Co 84/12/31. 32pp, 3 1056, 350-31 057:01 9. 


J. Insurance & indemnity Information 


uAci iVo cnoorsement 84 to nelia Policy NF-IOS & Endorsement 71 u 

MAELU Policy MF-66. 

Marsh & McLennan. Me 86/06/07. 8ALT2MAN,J. Assistant Director fo 
State & Licensee Relations. 3pp 3O05O:359-3O85O'361. 
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P. Operallng license stage documents & correspondence 

85060303SO Partial response to FOIA request tor three categories of documents to be 
mads available at PDR re NSHCs App A documents enct & placed In PDR Search 
continuing 

FEtTON,JM Division ol Rules and Records 84/11/00 ADATO.M Union of Con- 
cerned Scientists 4pp 30720 001-30720'005 

•■8307160387 Notice of consideration of Issuance ol amends to Licenses DPR-33,DPR- 
62 & DPR-68 re standby gas treatment sys & proposed NSHC determination 8 oppor 
tunity for hearing 

VASSALLO.DB Operating Reactors Branch 2 83/07/07, 47pp 30720 347- 
30721.087 

8506 170077 Responds to FOIA request for records re FIN B-0409, “Containment Leek 
Rato Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0489, Documents also available In PDR No documents re Quadrex subj to request 
FELTON, J M. Division Of Rules and Records FIN B 0489 85/03/25 

REYTBLATT.Z V. Warren Wilson College, Swannanoa, NC 7pp 30987 030 
3O0a7;359. 

■•8210120209 "Containment Leek Rate Testmg Invosllgotlons," progress summary for 
Sept 1902 

NAUS.DJ. Oak Ridge National Laboratory FIN B04Q9 82/10/05 ARNDT, G, Me- 
chanical Engineering Branch 3pp, 30987 112-30987’! 14, 

“8606170281 "Containment Leak Rale Testing Investigations," monthly progress repl 
for Nov 1982. 

DOUGAN.J.R Oak Ridge National Laboratory FIN B 0469, 82/12/07 ARNDT, Q Me- 
chanlcal/Struolural Engineering Branch, 3pp 30987 115-30987.117 

“8606170496 Roquosls permission to observe upcoming Types A,B & C tests at listed 
facilities, per FIN B 0409. "Containment Leak Rato Testing " 

DOUQAN.J R Oak Ridge National Laboratory. FIN B 0489 82/10/01 O'REILLY, J P, 
Region 2, Office ol Director. Ip, 30087.1 33-30007;133. 

“8606170668 "Containment Leak Rale Testing Investigations," monthly progress repl 
lor Feb 1983 Incomplele progress rept for Mar 1983 end, 

NAUS.DJ. Oak Rli^o National Laboratory, FIN 8-0489 83/02/28 ARNDT.G Me- 
charilcal/Structural Siglneerlng Branch 3pp 30087 144-30987 146 

6606180081 Further response to FOIA request for documents & info re NUREQ/CR- 
3597.SAND e4-093D.NUREQ/CR 3410,SAND 83-1017, & Board Notltlcailon 04- 
32 App B & App C documents available In PDR. Review of add! documents continuing. 
FELTON, J M, Division of Rules and Records, 85/03/27. CURRAN, D Harmon, Weiss 
& Jordan 0pp. 31010 166 31013,043, 

“8606190126 Responds to Hr from RC Lewls.Roglon It, requesting current equipment 
qualilicatlon lest schedules lor TVA plants. Schedules for Browns Ferry & Sequoyah 
plants end Schedules lor Watts Bar & Bollofonto plants awaiting SER completion 
mills, L M Tennessee Valley Authority 82/10/13 POTAPOVS, U Region 4, Olfico of 
Director Opp, 31010'185-310f0 170 

8506260064 Further response to FOIA request for documents In three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documonts.Documents 
also available In PDR. Processing ol documents contlnuinn 

FELTON.JM. Division of Rules and Records. 85/04/10 HEATH.S.J, Washington 
Legal Foundation. 11pp. 31217 005 31217'109, 

••6606260166 Informs that alcohol & drug abuse survey for 10 ullts complete per Tem- 
porary Instruction 2895/1. Utils nave Inslllutod reasonable prevention 

programs Summary ol site vislla end 

O’REILLY, JP. Region 2, Otfice ol Director 83/04/01 DEYOUNG, R.C Director’s 
Ofllcs, Office of Inspection and Enforcement 42pp 31217:125-31217:168 

••8606250223 Responds to 830328 request re results of selected util & contractor ef- 
forts to establish validity of drug allogatlons.Llsl of actions utils & contractors taken to 
determine If suspect Individuals allll In employ end 

O’REILLY, J.P Region 2, Ofllce of Director. 03/04/21. DEYOUNG, R.C Director's 
Olfice, Olflce ol Inspection and Enforcement, 3pp. 31217:167-31217:169 

6606030569 Notltlcailon ol 650630 meeting w/utll in Bethosda.MD to discuss third-parly 
review & enhancements to TVA employee concerns program 
KENYON.TJ. Licensing Branch 4, 86/05/24. ADENSAM.E.G. Licensing Branch 4. 
2pp 30687.322-30687:324 

6606060417 Summary of 850502 meeting w/util & public re TVA proposed enhance- 
ments to employee concerns program-Handouts & list of attendees end. 

KENYON, T.J. Licensing Branch 4. 85/05/24 Licensing Branch 4 31pp. 30785.181- 
30765-212. 

8506040120 Responds to 850322,0402 & 23 requests for addi info following preliminary 
review of licensee responses to Generic Llr 83-28|ltem 2.2.2 Reconsideration of re 
quest for addl Info requested 

DOMER.J.A, Tennessee Valley Authority. 85/05/31. THOMPSON.HL Division ol LI- 
censtng. 2pp. 30699:361 -30699.362 

8506180274 Notification of 850613 meeting w/utll In Betheada,MD to discuss progress 
ol QTC third parly Interview program & enhancements to util employee concern pro- 
grams, 

KENYON, T.J. Licensing Branch 4. 85/06/08. ADENSAM.E.G Licensing Branch 4. 
epp 30990 172-30990;177. 

8506190241 Application for amends to Licenses DPR-33,DPR-62 & DPR-68, revising 
Tech Specs re reactor protection 8ys,Fee paid. 

DOMER,J,A Tennessee Valley Aumority. 85/06/06, VASSALLO.D B. Operating Reac- 
tors Branch 2. 3pp, 30995:1 60-30995:1 73, 

••8506190244 Proposed Tech Specs re reactor protection sys 
• Tennessee Valley Authority, BB/08/06, 11pp 30995:1 69-30995:173 

6506260082 Discusses review of uHl 631107 response to Qensrio Ltr 83-26 as clarified 
by 850630 & 31 talcons.ltem 1.2 re post-trip review data & Info capability 
Bcceptable.Satety evaluation end. 

VASSALLO,D,6: Operating Reactors Branch 2. 85/06/12. PARRIS, H.G. Tennessee 
Valley Authority. 2pp, 31212;OO1-31212OO0. 


“8506250088 Safety evaluation finding licensee response to Generic Ltr 83-26, Hem 1 2 
re post-trip review data & info capabilities acceptable 

• Olfice of Nuclear Reactor Regulation, Director 85/06/12, epp 31212 003- 

31212.008 

8506240281 Forwards safety evaluation re response to Item 1 1 of Generic Ltr 83-26 on 
post-trip review program & procedures Post-trip review program & procedures 
accoplable Item 1 1 ol Generic Llr 83-26 resolved 

VASSALLO.D B Operating Reactors Branch 2 85/06/17 PARRIS.H G Tennessee 
Valley Authority 2pp 31156’284.31156 290 

“8506240295 Safety evaluation re licensee response to Item 1 1 of Generic Ltr 83-28 
on post-trip review program & procedures Post-trip review program & procedures ac- 
CQptsblG 

* Office of Nuclear Reactor Regulation, Director. 85/06/17 5pp 31156;266- 

31156 290 

0508280741 Forwards corrected Page g to Sodion IV ol order modifying licenses for 
Browns Ferry Units 1,2 & 3 & Sequoyah Units 1 & 2, Including Enel 1 omitted from 
some copies. 

TAYLOR, J.M Director's Oltice, OKice ol Inspection and Enforcement. 85/06/21 Di 
rector’s Office, Olfice of Inspection and Enforcement 2pp 31227.254-31227 272 

“8506260752 Forwards repl on review & findings cl TVA handling & technical adequacy 
ol two nonconformance repts re plant containment pressure transmitters identifies 
managerial & process breakdowns in two malor areas. 

MCKEE.P, Operating Reactor Program Branch MARSH.L.B, Reactor Systems Branch. 
GARG.H Equipment Qualification Branch. 85/04/18 DENTON.H R Olfico of Nuclear 
Reactor Regulation, Director TAYLOR, J R Director’s Ofllce, Office of Inspection and 
Enforcement 17pp 31227,256-31227.272 


Q, Inspection reports, IE Bulletins & correspondence 

6506210481 Responds to NRC 850213 Hr re violations noted In Insp Repts 60 259/84- 

52.50- 260/84-52 & 60 290/84-52.Corroctivo actions’ motor pinion gear replaced, 36 
ECCS volves Inspected, EM I- 18 revised & training classes conducted. 

DOMER.J.A Tennessee Valley Authority 85/03/15. GRACE, J N Region 2, Olfico of 
Director 6pp 31057.195-31057,199, 

8S06270B96 Forwards Insp Repts 50-259/85 09,60 260/85 09 & 50-296/05-09 on 
850126-0225 & notice ol violation 

VERRELLI.DM Region 2. Olfice of Director, 85/03/22 PARRIS.H Q Tennessee 
Valley Authority 2pp, 31260 247-31260 200 

“6506270598 Notice of violation from Insp on 850126 0226. 

• Region 2, Olfico of Director, 85/03/22, Ip 31260.249 31260 249, 

“8506270601 Insp Repts 60 250/85 00,50-260/85-09 & 50 296/85-09 on 860126- 
0226.Vlotatlon noted ’Inadequate procedures re radwaste bldg ventilation & failure to 
specify acceptance criteria concerning thermocouple values, 

PAULK, Q L., PATTERSON.CA , CANTRELL, F.S Region 2, Office of Director. 85/03/ 
22 Itpp 31260 260-91250 260. 

8506040632 Forwards Insp Repts 50-269/85-16,50-260/05-16 & 50-296/05-16 on 
050311. Violations noled.Notice of violation & Insp details withhold (rot t0CFR2 790 & 
73 21) 

VERRELLI.D.M Region 2, Olfico of Director 85/04/01 PARRIS, H.G. Tennessee 
Valley Authority, 2pp, 30709 003-30709'005, 

“8506040645 Insp Ropts 60-250/85 18,60-260/85-16 & 50 296/85-16 on 85031 1.VIola- 
tlon nQted.guard posted at containment drywell hatch could not control access.Detalla 
withheld. 

PATTERSON, C„ MCQUIRE.D.R Region 2, Ofllce ol Director 65/03/26 Ip 
30700 005 30709 005 

8506210485 Re^onds to NRC 850319 llr re violations noted In Insp Repts 50-259/85- 

06.50- 260/86 CIB & 50-206/85 OO.Correctlvo actions' limit switch lor HCPI steam 
supply set & administrative control re thermometer certification revised. 

SHE^LLpR.H. Tennessee Valley Authority. 05/04/19, GRACE, J.N Region 2, Olfico ol 
Director. 12pp, 31O57.a01-3l057’212 

8506210466 Responds to NRC 850322 Hr re violations noted In Insp Repts 60-269/85- 

09.60- 260/85 09 & 60-296/85-09 Corrective actions. Surveillance Instrucilon 4 2.F 10 
re relief valve tailpipe & Operating Instruction 30 re damper position revised. 
DOMER,J.A. Tennessee Valley Authority 65/04/22. GRACE, J.N. Region 2, Ofllce of 
Director. 3pp, 31057 248-31057.260. 

8506240273 Responds to NRC 660325 ltr rs Violations noted In Insp Repts 60-259/85- 

03.60- 260/86 03,60 296/05-03.50-327/85 04, 60-328/85 O4,5O-30O/85-Oe,BO-391/86- 

06.50- 438/65-03 & 50 439/85-03. 

DOMERiJ.A. Tennessee Valley Authority. 85/04/24. GRACE, J.N. Region 2, Office ol 
Director. 7pp. 31203:081-31203.087. 

8506210382 Forwards 850410 RO Repl 6FRO SO 2S9/84026R1 containing corrective 
action & completion date re Insp Rept 60-269/84-20, per Item 3 ol util 841016 llr & 
NRC 051121 rir.W/oencl. 

DOMER.J.A. Tennessee Valley Authority. 65/04/30. GRACE,J N. Region 2, Office ol 
Director. 1p. 3t055'206 31055:206. 

8506210480 Forwards insp Repts 60-259/86-1 8, 60-260/05-10 & 60-266/85-18 on 
650401-04 & notice Of violation. 

WALKER, R.D. Region 2, Otltoe of Director. 86/05/13, PARRIS.H Q. Tennessee Valley 
Authonty. 2pp. 31057:178-31057:194. 

“8606210484 Notice of violation from insp on 650401-04. 

' Region 2, Olfico of Director. 85/05/19, 2pp, 31067:180-31067.101. 

“8506210490 Insp Repts 50-269/86-1 8.60-260/05-1 8 & 50-296/85-18 on 850401- 
04 Violations noted .inadequate procedures & Insp ol diesel generator cooling water 
valves & Incorreot classification ol emergency equipment cooling water ays. 

GIRARD, E.H, BLAKE, JJ. Region 2, Olfice ot Director. 85/05/07. ISpp, 31057;1B2- 
31057:194, 
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BG0513<I(>27 Supp1 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRs." Svc list end 
JORDAN, E L Division ol Emergency Preparedness 8 Enoineerma Response (Post 
930103) 85/05/14 Consolidated Edison Co of New York, Inc fOTpp 31044 065 
31044 171. 

6505130039 SuppI I lo IE Into Notice 95-020, "Motor Operated Valve Failures Due to 
Hammenna Elfect " Svc list end 

JORDANifcL Division ol Emergency Preparedness 8 Engineering Response (Post 
630103) 65/05/14 Consolidated Edison Co ol New York, Inc i07pp 31044 172- 
31044 278 

8606210402 Fonwarde Insp Re pis 50-259/85-26.50-260/65 26 & 50-296/85-26 on 
850422-26 & notice ol violation 

WALKER, R D. Region 2, Olfice ol Director 85/05/14 PARRIS,H G. Tennessee Valley 
Authority 2pp 3 1055- 17* 3 10 55; 187. 

-6606210406 Notice ol violation from insp on 850422-26 
* Region 2, Olfice of Director 95/05/14 2pp 31055180-31055181 

-6508210413 Insp Repts 50-259/85-26.50 260/85-26 & 50 296/85-26 on 850422- 
26.VlolBtion noled.failure lo follow procodures lor support insp (Units 1 & 2) 

LIU.WC, BLAKE.JJ Region 2. Office of Director B5/05/00 6pp 31055182- 
31055 187. 


6506060707 IE Info Notice 85046, "Clarification ol Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits tor Transport Packages ” Svc list end 
JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10. Consolidated Edison Co. ol New York. Inc f24pp. 31043 301 
31044 064 

8506160396 EN B5-04yinlorms ol issuance of order modifying licenses based on lo- 
sulls of special review conducted lo inveatigale circumstances surrounding prepara- 
tion of nonconformance repts re containment pressure transmitters 
BEACH, Q , AXELRAD.J Director's Olllce, Office ol Inspection and Enforcoment 05/ 
06/17 2pp 30976 343 30976 344 

8506140240 IE Into Notice 85 047, "Potenlial Ellocl of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of New York, Inc I34pp. 31280167- 
31263.304 

8506140638 IE Into Nolice 85 048, "Respirator Users Notice Deloclive Self-Conlalnod 
Breathing Apparatus Air Cylinders ” Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
B30t03) 85/06/19 Consolidated Edison Co ol Now York, Inc. f23pp 31376.064 
31376 183 


8506270745 Ack receipt of 8S041Q Hr Informing NRC ol steps taken to correct violations 
noted In Insp Repts 50.259/85-06, 60-260/85-08 & 50-296/85 06 Review ol response 
Continuing 

GRACG.J^N Region 2. Office ol Director 85/05/14 PARHIS.HQ Tennessee Valley 
Aulhonty. ip 31249 30B-31249 308 

8506200181 Forwards Exam Rept 50-259/OL 85-01 of exams administered on B50409- 
12 

VERRELLI.DM Region 2. Olflco of Director 85/05/16 Tennessee Valley Authonty 
2pp 31021.104-31021:294 

—8606200179 Exam Rent S0-259/OL'a5-01 on 650408 12 Exam results three of six re- 
actor operator candidates & three of five senior reactor operator candidates 
passed Two senior reactor operator candidates administered reexams (ailed 
GUENTHER, S, WILSON, BA. Region 2. Office of Director 85/05/10 189pp 
31021 108 31021 294 

8506210428 Forwards Insp Repis S0-250/85-23,50.2&O/B5-23 & 50-296/65 23 on 
850415-18 & notice ol violation W/o notice Of violation 

WALKER, R O Region 2. Office ol Director 85/05/21 PARRIS.H G Tennessee Valley 
Authonty 2pp 31055140 31055150 

-8506210442 Insp Repts 50.259/85 23,50-260/85 23 & 50-296/85-23 on 850415- 
16 Violation noted failure to provide adeguate training ot shift engineers in area of otf- 
slte protective action decisionmaking 

MARSTON.R R , SARTOaW M , POSTON BROWN.M Region 2, Olfice Of Director 
85/05/03 9pp 31055 142-31055 150. 

6505270890 Advises that Imptementailon of corrective actions re 850315 response to 
850213 notice ol violation inadequate Supplemental response lo notice of violation 
Inoorporalrng I/sled add! into requested wfWn 30 days 

WALkEfl,R D, Region 2, Office of Director. 85/05/21 PARRIS, K G, Tennessee Valley 
Aulhortty 2pp 31249:157-31249.168 

8506200590 IE Info Notice 85 039, “Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities." ^c list end. 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103} 85/05/22 Consolidated Edison Co. of New York, Inc 106pp 30837 258- 
30837;363. 

8506200500 IE Info Notice 85 040, "Deficiencloa in Equipment Qualification Testing a 
Ce/liticatlon Process." Svc fist and. 

JORDAN.EL. Division of Emergency Preparedness & Englneenng Responsa (Post 
830103) 85/05/22 Consolidated Edison Co. ot New York, Inc 106pp 30848 166- 
30848 271, 


R. Periodic operating reports & related correspondence 

8506070201 Forwards monthly operating repts lor Mar 1985 & corrected repis lor Fob 
1985 for Unit 1 & for Jan & Feb 1985 for Unit 2 

JONES, GT Tennessee Valloy Authonty 85/04/19 Office of Resource Managoment, 
Director Ip 30800 221-30800 256 

-8506070210 Monthly operating repts tor Mar 1985 
THOM.T Tennessee Valley Authority 85/03/31 31 pp 30800 222-30800:253 

-8506070218 Corrected monthly operating rept (or Jan 1985 
THOM.T Tennessee Valley Authority 85/01/31 Ip 30800 254-30800 254 

-B506070228 Corrected monthly operating rept lor Fob 1985 
THOM.T Tennessee Valley Authority 85/02/28 ip 30800 255-30800 255 

-8506070243 Corrected monthly operating rept for Feb 1985 
THOM.T. Tennessee Valley Authority 85/02/26 Ip 30800 256-30800 256 

8506080544 "NPDES Discharge Monitoring Rept (or Apr 1985 " 

RtVERS.ME Tennessee Valley Authority 85/04/30 lipp 30766 142-30760 162 


S. Reportable occurrences, LERs & related correspondonce 

8504060076 LER B5-004-00.on 850223, generator end o( LPCI motor generator lEA 
found overheated Caused by diode failure due lo vibration of rectifier ring Phonolic coll 
clamps rMaced & rectifier rings llghlened.W/8S0322 Hr 

SILKO.TB. JONES, GT Tennessee Valley Auihorlty 85/03/22 3pp. 20676 000- 
29675 092 

8508210362 Forwards 850410 RO Rept BFRO 50 259/84025R1 containing correcfivo 
action & completion dale re Insp RepI SO 259/84-20,per Hem 3 ol util 841015 Hr & 
NRC 651121 Hr W/o end 

DOMER.J A Tennessee Valley Authority. 85/04/30 GRACE.J N Region 2. Olllco ol 
Director ip. 3(055.205 31055 205 

8506040892 LER 85 008 Ol.on 850318, HPCI & flCIC turbine exhaust valve (laogod bon- 
nets not local leak tested in accordance w/IOCFRSO.App J roquiromonts All valves 
will ba repaired & pass leak last W/850524 Hr. 

JONES.SB, JONES, GT. Tennessee Valley Authority 85/05/24 6pp 30708' 240- 


8506270499 Foiwerds assessment of licensee 650227 response lo notice of violation & 
proposed Imposition ot civil penalties, per Insp Repts 50-259/84-34,50-260/84-34 & 
60-286/64-34 AddI Info requested within 30 days to meet 10CFR2 201 requirements 
QRACE.JN. Region 2. Office of Director 85/05/23 PARRIS.H 6. Tennessee Valley 
Authority. 4pp 3l250.150-31250.153 


8506050481 LER 85-016 00 on 650501, while altempling lo adjust reactor cooling flow 
by Ihrotlting RHR Loop II pump discharge valve operation observed no Indication ol 
valve movement Caused ^ shorn gear assembly spline teeth W/0B0524 Hr 
WALKER,J B , JONES, G.T. Tennessee Valley Auihorlty 86/05/24. 3pp. 30725'20B- 


Q8Q62104S1 Responds to NRC 6S0424 Hr re violations noted In Insp Repts 50-259/65- 
16,50-260/85-16 & 60 296/85-1 5 Corrective aefions: panel insp procedures revised & 
personnel retrained, reactor water level procedures revised & personnel disciplined. 
DOMEH.J A. Tennessee Valley Authority. 85/05/24. GRACE.J N. Region 2, Office of 
Director. 6pp. 31057.219-31057.224. 


8506050020 LER 85-016 00 on 6501 16, unit scrammed due to low reactor water lovcl 
alter loss of high pressure steam lo feed pump turblnes.Caused by master level con- 
troller problems w/cold solder Joint Joint resoldered W/eS0S31 Hr 
WALKER, J.B„ JONES, G.T Tennessee Valley Authority. 65/05/31. 5pp. 30716:189- 
30718*193 


8505280191 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements.'' Svc list end 

JORDAN.EL. Divfsloi* of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29 Consolidated Edison Co of New York, Inc. I20pp, 30852 245- 
30852.363 


8506240133 LER 85-017-00 08 850514.de8lgn evaluation determined that accident radi- 
ation levels would oxcasd failure threshold lellon use In listed Whitney H202 analvzor 
valves procured from Milton Roy Co Design change Issued.W/BSosi 3 Hr. ' 

'•ONES.Q.T Tennessee Valtsy Aulhonty 85/08/13 3pp 31203 239- 

3120o*2m 


$505290187 IE Into Nolioa 85-043, "Radiography Events at Power Reactors ’’ Svc list 
end. 

JORDAN.E L. Divlalon ol Emergency Preparedness & Englneenng Response (Post 
830103). 85/05/30. Conaoildatad Edison Co ol New York, tnc. f20pp. 30864:167- 
30864,297. 


roiwaros oreer mooiiying Licenses DPR-77,OPR-70.DPR-33, DPR 52 & 
pPR-68 fo ensure prompt evaluaiion.correctlon & reporting o( polonllaliy Blgnlficnnl 
from 650327-20 review re nonconformance repis 

'"spec'lon and EnforcomenT, 85/06/14. 
PARRIS,HG Tennessee Valley Authority. 2pp 30977.176-30077.168, 


8505280195 IE Info Notice 65-044, "Emergency Communication Sys Monthly Test." Svc 
list and. 

JORDAN.E.L. IDWIslon of Emergency Preparedness & Engineering Response (Posl 
830103) 85/05/30 Consolidated Edisop Co. ol New York, live 121pp 30864 045- 
30864:166. 


-8606180499 Order modifying Licenses DPR-77.DPR-79.0PR-33.DPR-6a & DPR 88 lo 
Hons^^ evaluation, correction & reporting of potentially significant safety condl- 

TAYLOR J.M, DItoctor's Office, Office of Inroeclion and Enforcement. 86/08/14 Ten- 
nessee Valley Aulhonty. lippi. 30977; 178-3£!977;1S0. ^ 


6506060577 IE Info Notice 85-045, "Poleniial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Wesifnghouse Designed Plants " Sve list end 
JORDAN.E.L. DTwfsIon ol Emergency Preparedness & Engineering Response (Post 
830103). 85/06/06. Consolidated Edison Co. of Haw York, Inc 122pp, 30865:001- 
30e65'048. 


'■ER 86 018 00 on 850517.dl8covered explosive bolls on reactor zone to 
. * fKri8.fleactor to refuel floor hafcfi 

inwIS ft Inslruofion 14 revlsed.W/eS061 4 Itr. 

31203 2M 85/06/14 3pp 31203 291- 
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V. Operator Examinations 

660S200161 Forwards Exam Rept 50-259/01-05 01 of exams administered on 850409- 
12 

VERRELLI.D M, Region 2, Office of Director 05/05/16 Tennessee Vaiiey Aulhority 
2pp 31021 104-31021:294 

-S506200170 Exam Rept 50 269/OL-05 01 on 050409-12 Exam resuils three of six re- 
actor operator candidates & three of five senior reactor operator candidates 
passed .two senior reactor operator candidates administered reexams failed 
GUENTHER, S., WILSON, BA Region 2, Office of Director B5/05/10, 109pp 
31021 106-31021 294 


Y. Dry Cask Independent Spent Fuel Storage Installatlone 

88062B0218 Notification of 850613 meeting w/EPRI,8NWL,TVA & DOE In 
Washington, DC to discuss status of spent fuel mgt R&D efforts NRG reviewing dry 
spent fuel storage applications at sites, 

ROBERTS, J.P Advanced Fuel & Spent Fuel Licensing Branch 85/06/17 
ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 2pp 3121 1 -172- 
31211:173 


0506190081 Furlhor response to FOIA request for documents & inlo re NUREG/CR- 
3597 .SAND B4-0938.NUREQ/CR-3418.SAND 83-1617, & Board Nottlicalion B4- 
32 App B & App C documents available In POR Review of addi documents continuing 
FELfON.J,M Division of Rules end Records 85/03/27 CURRAN,D Harmon, Weiss 
& Jordan 8pp 31010.156-31013,043 

-6508190126 Responds to Hr from RC Lewis.Roglon II, requesting current equipment 
qualitication test schedules lor TVA plants Schedules for Browns Ferry & Sequoyah 
plants end Schedules for Walls Bar & Bellofonte plants awaiting SER completion 
MILLS, L,M. Tennessee Valley Aulhority 62/10/13 POTAPOV^U Region 4, Ofllce ol 
Director 6pp 31010,165-31010170 

8506250064 Further response to FOIA request for documents In three categories re 
drug or alcohol abuse at nuclear lacllities. Forwards App A documents Documents 
also available In PDR Processing of documents continuing 

FELTON.J.M, Division of Rules and Records 65/04/10 HEATH,SJ Washington 
Legal Foundation, llpp 31217'095-31217,109, 

-8506250156 Informs that alcohol & drug abuse survey for 10 utils complete per Tem- 
porary Instruction 2695/1. Utils nave Instituted reasonable prevention 
programs Summary of site visits end 

O'REILLY.JP. Region 2, Office ol Director. 83/04/01, DEYOUNG.RC, Director's 
Office, Office ol Inspection and Enforcement 42pp 31217.125-31217'166 


DOCKET 60-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


P. Security, medical, emergency & lire protection plans 

8506040632 Forwards Insp Repts 50-259/65-1 6.50-260/85 16 & 50 206/85-16 on 
850311 Violations noted, Notice of violation & Insp details withhold (re 1 10CFR2 790 & 
73 21) 

VERRELLI.D M Region 2, Ollice ol Director. 05/04/01 PARRIS.H.Q Tennessee 
Valley Authority. 2pp 30709 003-30709 005 

-8608040845 Insp Repts 60-259/85-16,60 260/66-16 & 50-206/85-1 8 on 850311 Viola- 
tion noted guard posted at conlainmant drywell hatch could not control occoss.Ootails 
withheld 

PATrERSON,C Region 2, OKlce of Director. 86/03/26 Ip, 3 07 09.005-3 0709 '005, 

8506210426 Forwards Insp Repla 50-259/85 23,50-260/85-23 & 50-208/66-23 on 
850415-18 & notice of vIolatlon.W/o notice ol violation. 

WALKER.R.D, Region 2, Office ol Director. 85/05/21, PARRIS.HQ. Tennessee Valley 
Authority. 2pp 3 1 066; 1 40-31 055, 1 60 

-8506210442 Insp Repts 60 259/85-23,50-260/85-23 & 60 298/85-23 on 850416- 
IB.violailon notedifallure to provide adequate training ol shift engineers in area ol off- 
site oroleottve action decisionmaking, 

MARSTON.R.R , CLINE.W.E Region 2, Office of Director. 85/05/03 0pp 31055.142- 
31065'160. 

6508140408 Revised Radiological Emergency Plan Implementing Procedures BF IP-14, 
"Hsalth Physics Procedures,” BF IP-17. '‘Emergency Equipment & Supplies" & IP-27, 
"Plant Emergency Offsite Monitoring," W/8BO61 1 Itr 

MARKS.BK., HUFHAM.J.W. Tonnossoo Valley Aulhority, 85/06/11. QRACE,J,N. 
Region 2, Ollice of Director 19pp. 30097,237-30897.255. 


-6506250223 Responds to 830328 request re results of selected util & contractor e(- 
forls to establish validity ol drug allegations.Lisl of actions utils & contractors taken to 
determine It suspect inalvlduals still In employ enci 

O'REILLY, J,P, Region 2. Office ot Director. 83/04/21 DEYOUNG.RC. Director's 
Office, Office ol Inspection and Enforcement 3pp 31217:167-31217:189. 

6506030669 Notlllcatlon of 850530 meeting w/utll In Gethesda.MD to discuss third parly 
review A enfiancements to TVA employee concerns program 
KENYON,T.J Licensing Branch 4 85/05/24. ADENSAM.E.Q Licensing Branch 4 
2pp. 30087,322-30607 324 

8606060417 Summary of 850502 meeting w/util & public re TVA proposed enhance- 
ments to employee concerns program Handouts & list ol attendees end 
KENYON, TJ, Licensing Branch 4 85/05/24 Licensing Branch 4. 31pp. 30705'101- 
30785:212. 

8506040120 Responds to 850322,0402 & 23 raquosls for add I Into following preliminary 
review of licensee responses to Generic Ltr 83-28, Item 2 2 2. Re consideration of re- 
quest for addI Info requested 

DOMER,J A, Tennessee Valley Aulhority 05/06/31 THOMPSON.H.L Division ol Li- 
censing 2pp. 30699:361-30899 382 

8508180274 Notiticalion of 850613 meeting w/ulll In Bethesda.MD to discuss progress 
ol QTC third party interview program & enhancements to util employee concern pro- 
grams 

KENYON.T.J Licensing Branch 4 65/06/00, ADENSAM.E.Q Ucensing Branch 4. 
6pp. 30990:172-30990:177. 

8606190241 Application lor amends to Licenses DPR-33,OPR-52 & DPR 60, revising 
Tech Specs re reactor protection sys.Peo paid. 

DOMERJ.A. TonnesBee Valley Authority. 85/06/06 VASSALLO.D B, Operating Reac- 
tors Branch 2 3pp. 30996. 160-30996' 173 


J, Insurance & Indemnity Information 


-BS06 190244 Proposed Tech Specs re reactor protection ays. 

* Tennessee Valley Authority 85/06/06. llpp 30995,163-30995:173, 


85061 20D45 Forwards Endorsement 64 to NELIA Policy NF-168 & Endorsement 71 to 
MAELU Policy MF-66, 

DUCK,J.R Msrsh & McLennan, Inc. 85/06/07. SALTZMAN,J. Assistant Director for 
Slate & Licensee Relations. 3pp 30850. 359-30850'361, 


P. Operating license alaga documanls & correspondence 


8508040277 "HPCI Test Results for STEAR 8211 ■ HPCI Temporary Startup 
Mods, Browns Ferry Nuclear Plant,B40201-14." W/860530 ltr 
SOUTO.J.J, MORR1S.Q.A, HENRICH.N.T. Tennessee Valley Authority. 84/05/30 
HODGES, W. NRG - No Detailed Afllllatlon Given 62pp. 30703.087-30703:148. 

8506030390 Parllal response to FOIA request for three categories ol documents to be 
mads available at PDR re NSHCs App A documents encf & placed in PDR Search 
continuing. 

FELTON,J,M, Division ol Rules and Records 84/11/08, ADATO.M, Union of Con- 
cerned SclentlBta 4pp. 30720:001-30720,005, 

-8307180387 Nollce of considerallon of Issuance of amends to Licenses DPR-33,DPB- 
52 & DPR-B8 re standby gas treatment sys & proposed NSHC determination & oppor- 
tunity tor hearing. 

VASSALLO.D.B Operating Reactors Branch 2. 83/07/07 47pp 30720'347. 
30721:087. 


8808170077 Responds to FOIA request lor records re FIN B-0489, "Containment Leak 
Rate Teating Program" & Quadrex Com/NRC contragts Forwards documents re FIN 
B 04 89. Documents also available In PDR. No documents re Quadrex sub] to request. 
FELTON, J.M. Division of Rules and Records FIN B 0489. 85/03/26. 

REYTBLAn.ZV. Warren Wilson College, Swannanoa, NO. 7pp, 30987.036- 
30987:359. 


-8508170281 "Containment Leak Rale Testing Investigations," monthly progress rept 
for Nov 1982. 

DOUGAN,J.R. Oak Ridge National Laboratory. FIN 8-0489, 82/12/07. ARNDT, Q. Me- 
chanlcal/Slruotural Engineering Branch. 3pp. 30987'1 16-30987:1 17, 

-8608170406 Requests permlssiot^ to observe upcoming Types A,B & C tests at listed 
facllltles,per FIN 0-0469, "Containment Leak Rale Testing.’’ 

DOUGAN,J.R. Oak Ridge National Uboratory. FIN B-04B9, 62/10/01. 0'RElLLY,J.P, 
Region 2, Office ol Dlreolor. 1p. 30987:133-30987:133. 


-85081706SB "Containment Leak Rate Testing Investigations," monthly progress rept 
lor Feb 1983,lncompleto progress rept lor Mar 1983 end 

NAUS,D.J. Oak Rlrtoe National Laboratory, PIN 8-0489, 83/02/26. ARNDT, G. Me- 
chanlcal/Struclural Engineering Branch, 3pp. 30987:144-30987:146. 


8606250082 Discusses review of util 831107 response to Generic Ltr 83-28 as clarified 
by QS0530 & 31 telcons.ltem 1.2 re post-trip review data & info capability 
acceptable Safely evaluation end, 

VASSALLO.D.B. Operating Reactors Branch 2, 86/08/12, PARRIS.H.Q, Tennessee 
Valley Aulhority 2pp 312^:001-31212:008, 

-8508250088 Safely evaluation finding licensee response to Generic Ltr 83-28, Item 1.2 
re post-trip review data & Inlo capabilities accepleole. 

• Ollice of Nuclear Reactor Regulation, Director. 86/00/12. 6pp. 31212:003- 

31212:006. 

8606240281 Forwards safety evaluation re response to Item 1.1 ol Qenorlo Ltr 03-28 on 
post-trip review program & procedures. Post-trip review program & procedures 
acceptable Item 1.1 of Generic Ltr 83-26 resolved 

VASSALLO.D.B, Operating Reactors Branch 2, 85/06/17. PARRIS.HQ Terinessee 
Valley Authority 2pp. 31 15e;2e4-31 ie6’290 

-8506240295 Safety evaluation re licensee response to Item 1.1 of Generic Ltr 83-28 
on post-trip review program & procedures. Post-trip review program & procedures ac- 
ceptable. 

" Office of Nuolear Reactor Regulation, Director. 85/06/17. 5pp. 31166:266- 

31166:200. 

8506260741 Forwards corrected Page 9 to Section IV of order modifying licenses for 
Browns Ferry Units 1,2 & 3 & Sequoyah Units 1 & 2, Including End 1 omitted from 
some copies. 

TAYLOR, J M. Director's Office. Ofllce of Inspection and Enforcement. 85/06/21. Di- 
rector's Office, Ollice of Inspection and Enforcement. 2pp. 31227:254-31227.272. 


Q, Inspection reports, IE Bulletins & correspondence 

8506210481 Re^onds to NRC 650213 Itr re violations noted in Insp Repts 50-259/64- 
6^60-260/84*52 & 50-296/84 -5 2.Correcltv a actions: motor pinion gear replaced, 36 
EdCS valves Inspected, EMI-1 6 revised & (raining ctassas conouofed 
DOMER,J.A. Tennessee Valley Authority. 85/03/16. GRACE, J.N, Region 2, Ollice of 
Director. 6pp. 31 057:1 05-31 057:1 99, 

8508270696 Forwards Insp Repts 50-269/85 09,50-260/85 09 & 50-296/65-00 or 
650126-0225 & notice of violation. 

VERRELLI.D.M. Region 2, Office ol Director. 85/03/22. PARRIS, H.Q Tennessei 
Vaiiey Authority, 2pp. 31260,247-31260.260. 

-850627069B Notice of violation from Insp on 6S0128-0225. 

* Region 2, Office of Director. 85/03/22. 1p. 31260:249-31260.249. 
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-B506270601 Insp Rapts 50 259/85 09.50-260/85 09 & 50 296/85 09 on 850126- 
0225 Violation noted inado<}uate procedures re radwaste bldg ventilation & failure to 
specify acceptance criteria concerning thermocouple values 
PAUL«,GL , PAnERSON.CA . CANTRELL, F S Region 2, Olfice of Director 85/03/ 
22 lipp 31250250-31250 260 

6506040632 Foiwards Insp Repis 50-259/65 16,50 260/85-18 & 50-296/85-16 on 
BS0311, Violations noted Notice of violation & insp details withheld (ret 10CFR2790 & 
73 21) 

VERRELU.DM Regm 2, Office of Director 85/04/01 PARRIS.HG Tennessee 
Valley Authority 2pp. 30709 003-30709 OOS 

-6506040646 Insp Repfs 50 259/85 16.60-260/e5-ie & 60 296/85-16 on 850311 Viola- 
tion noted guard posted at containment drywell hatch could not control access Details 
withheld 

PATTERSON, C, MCGUIRE, DR Region 2, Olfice of Director 85/03/25. Ip 
30709005 30709.005 

8506210465 Responds to NRC B50319 Itr re violations noted in Insp Repts 50 259/65- 

06.50 S6D/35 06 & 50 296/85 06 Corrective actions limit switch for HCPI steam 
supply set & administrative control re thermometer certification revised 

SHELL, RH Tennessee Valley Authority 85/04/19 GRACE, JN Region 2. Olfice ol 
Director 12pp 31057 201-31057 212 

6506210466 Responds to NRC B50322 Itr re violations noted in Insp Repfs 50-259/85- 

09.50 260/6506 & 50-286/85 09 Corrective actions' Surveillance Instruction 42 F 18 
re relief valve tailpipe & Operating Instruction 30 re damper position revised 
DOMER,JA Tennessee Valley Authority. 85/04/22 GRACE.JN Region 2, Office of 
Director. 3pp 31057.24e.31057,a50 

8506240273 Responds la NRC 850325 Hr re violations noted In Insp Repts 50 259/85- 

03.50- 260/85 03,50-2S8/85-03.60 327/86-04, 50-328/a5-04, 60-390/85 06,50-391/85- 

06.50- 43B/B5-D3 & 50-439/65-03 

OOMER,J A Tennessee Valley Authority. 85/04/24 GRACE, J N Region 2, Olfice of 
Director 7pp 31203081-31203087 


8506270499 Forwards assessment of licensee 850227 response to notice of violation & 
proposed imposition of civil penalties, par Insp Repts 50-259/84-34,50-260/84 34 & 
50 2&8/84-34 Add! info requested within 30 days to riteat 1 0CFR2 201 requirements 
GRACE, J N Region 2, Office ol Director 85/05/23 PARR1S.H G Tennessee Valley 
Authority 4pp 31250150-31250153, 

8508210451 Responds to NRC BS0424 Hr re violations noted in Insp Rents 50-259/85- 

15.50-260/85-18 & 50-298/85 16 Corrective actions' panol Insp procoouros revised & 
personnel retrained, reactor water level procedures revised &j)ersonnel disciplined. 
DOMER.J A Tennessee Valley Authority 85/05/24. GRACE, J N Region 2, Office ol 
Director 6pp 31057 218-31057 224 

8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic BOO Series Badge 
TLO Elements " Svc list end 

JDRDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/05/29 Consolidated Edison Co. ol New York, Inc. 120pp 30852246- 
30852363 

8S0S280167 IE Info Notice 85 043, "Radiography Events at Power Reactors” Svc list 
end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc f20pp 3Oe04.1'87' 
30864 297. 

6505280195 IE Inlo Notice 85 044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 121pp 30864 04B* 
30a64'166 

8506060677 IE Info Notice 65-045, "Potential Seismic Interaction Involving Moveblo In- 
Core Flux Mapping Sys Used in Weslinphouse Designed Plants ” Svc list end. 
JDRDAN.E L Division of Emergency Preparedness & Engineering Response (Post. 
830103) 85/06/06 Consolidated Edison Co of New York, too 122pp 30885.001- 
30865046 


85Q6210480 Forwards Insp Repts 50-250/65-1 8,50-260/85- 16 & 50-296/85-16 on 
850401-04 & notice of violation 

WALKER.R D Region 2, Ollica ol Director B5/05/13 PARHIS.H G Tennessee Valley 
Authority 2pp. 31057 176-31057194 

~85062104B4 Notice of violation from Insp on 650401-04 
• Region 2. DIfice of Director 85/05/13 2pp 31057 1 BO-31 067 181. 

"6508210480 Insp Repts 50-259/85 18,50 260/85-10 & 50-296/85-18 on 350401- 
04 Violations noted inadequate procedures & insp of diesel generator cooling water 
valves 6c incorrect class ilicallon of emersency equipment cooling water svs 
QIRARD.EH, BLAKE, JJ Region 2, Office of Director 85/05/07 13pp 31057'182- 
310S7 104 

6505130D27 Suppt 1 to IE Inlo Notice 84-55, "Seal Table Leaks at PWRs ” Svc list end, 
JDRDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 065- 
31044:171. 

850 513 0038 SuppI 1 lo IE Into Notice 85 020, "Motor Operated Valve Failures Due to 
Hammering Effect " Svc list end 

JORDAN, EL Divislorj ol Emergency Preparedness & Engineering Response (PosI 
830103) B5/05/14 ConsoHdaied Edison Co of New York. Inc f07pp 31044 172- 
31044.278 


6506060707 IE Info Notice 65 046, "Clarification of Several Aspects ol Removable Ra- 
dioactive Surface Conlamination Limita for Transport Packages," Svc fist enoL 
JDRDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043 SOT- 
SI 044 064 


8506180396 EN-85 047.lnlorms of issuance ol order modifying licenses based on ro- 
sulls ol special review conducted to investigate circumstancos surrounding prepara- 
tion of nonconformance repts re containment pressure transmitters 
BEACH.B , AXELHAO.J Director’s Office, Oftice of Inspection and Enforcemont 85/ 
06/17 2pp 30976 343-30976,344 

8508 140240 IE Info Notice 85 047, "Polentlal Effect ol Line-Induced Operation on Cor- 
tatn Target Rock Solenoid Operated Valves." Svc list end 

JDRDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/08/18, Consolidated Edison Co of New York, Inc t34pp 31268,157- 


8506140636 IE Inlo Nolica 85 048, "Respirator Users Notice Defective Self Containod 
Breathing Apparatus Air Cylindera " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co. of Now York, Inc. f23pp. 3 1376' 064- 
31376 103. 


8506210402 Forwards Insp Repts 50 259/85 26,50-260/85-26 & 50-298/65-26 on 
850422-28 & notice ol violation 

WALKER, B.D Region 2, Office ol Director. 65/05/14 PARRIS.HG Tennessee Valley 
Authority 2pp. 31 055 1 78-3 1 055. 1 87 

-85062 10413 Insp Repts 50 259/85 26,50 260/66-26 & S0-2S6/85 26 on 650422- 
2S.Violalion noled'faHoro lo follow procedures for support msp (Units 1 & 2). 

LIU,W.C, BLAKE, JJ Region 2, Office of Director 85/05/09 6pp 31055.182- 
51056:187. 


8506270745 Ack receipt of 860419 Itr informing NRC ol sleps taken to correct violations 
noted In Insp Repts 80 269/85 06, 50-260/86 06 & 50-296/85 06 Review of response 
continulrw 

GRACE, oN. Region 2, Office ol Difector 85/05/14. PARRIS, HG Tennessee Valley 
Authofity. Ip 31249,308-31249 308. ^ 

8506210428 Forwards Insp Repts 50-259/05-23,50-260/05-23 & 50-296/85 23 on 
85041 5-1 8 & notice of violation W/o notice ol violation 

WALKER.R,D. Region 2. Office ol Diractor. 85/05/21. PARRIS, H G Tennessee Valley 
Authonty 2pp 31055'1 40-31 055 160 ' 

-8506210442 Insp Repts 50-259/85 23,60 260/85-23 & 60.296/85-23 on 850418- 
18 Violation noied.la!1ure to provide adequate training ol shift engineers in area ol off- 
site protective action decisionmaking 

MARSTON.RR., SARTOfl,W.M, POSTON-BROWN.M Region 2, Office ol Director 
85/05/03 Spp. 31055:142-31055.150. 

8508270890 Adwsas that implamentatton ol correclivo actions re 850316 response lo 
850213 notice of vfolatiori inadequate Supplemental response to nolica of violation 
incorporating listed addi Info requested within 30 days 

WALKER, RD, Region 2, Ofllca of Director 65/05/21. PARRIS, HG Tennessee Valley 
Authority 2pp 31249.157-31249:168. ' 


850S200590 IE litlo Notice 85 039, "Auditability of Electrical Equipment Qualificatton 
Records at Licensees Facilities.'' Svo list end 


JORDAN.G.L Division of Emergency Preparedness & Engineenno Response (Post 
830103). 86/05/22 Consolidated Edtson Co of New York, Inc f06pp 30837.258 
30837,383. 


R. Periodic operating reporte & related correspondence 


8506070201 Forwards monthly operating repts for Mar 1985 & corrected repts lor Fob 
1985 for Unil 1 a for Jan & Feb 19BS for Unit 2, 

JONES, G.T. Tenneases Valley Authority 85/04/19 Olfice ol Resourca Marmgomont, 
Director Ip 30800 221-30800 256, 


"8506070210 Monlhly operating repts lor Mar 1985 
THOM.T Tennessee Valley Authority. 66/03/31 31pp. 30800 222-30800.263 

"6506070218 Corrected monthly ope/aling rept for Jan 1086. 

THOM.T Tennessee Valley Authority 85/01/31. 1p 30800:2S4.30e00;254. 


-8506070243 Corrected monthly operating rept for Feb 1835 
THOM.T. Tennessee Valley Authority 85/02/28. Ip. 30800 266-30800'266. 


i-iruco uiscnargs wioniroring nepi tor Apr 1985.” 

RIVERS, M.E. Tennessee Valley Authority 85/04/30 lipp 30768.1 42.30760'1 62. 






Foiwarda order modifying Licenses DPR-77,DPR-70,DPR.33. DPR.52 
to ensure prompt evaiualion,corrocHon & reporting of polenfialy alQnlficei 
from 850327-29 review ra nonco&Krepla ® 

PARn?I^Hr “h “I and Enforcement 85/06/ 1 ■ 

PARRIS,HG Tennessee Valley Authonty. 2pp 30977,1 76-30977; 103. 

modifying Licenses DPR.77,DPR.79.DPR.33.DPR.52 & DPR-ee I 
ensure prompt evaluation.coK0clion & reporting of potentially slgnilicanl safely cone 

TAYLOBjJ.M. Director's Office, Office of Inspecfion and Enforcement 85/06/14 Tei 
nessee Valley Authority, lipp, 30977:178-30977.188 lei 


Y. Dry Cask Independent Spent Fuel Sforage InatallatlonB 


8505200600 IE Info Nolice 8SQ40, "Deficiencies in Equipmanl Qualification Tasting & 
Certification Process." Svc list end. 


JORDAN, EL. DIvialon of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/28. Consolidated Edison Co. of New York, InC 106pp. 30848 160 
30848:271. 


. •’OiNtoaiion of 850613 meeting w/EPRl BNWL TVA A noF i 
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DOCKET 60-281 H, B. ROBINSON PUNT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

0503180265 flev 7 to emergency response plan.W/850312 Hr 
*. MORGAN, R E Carolina Power & Uglit Co 05/03/01. GRACE, J N Region 2, Ollice 
0 l Director 66pp 29303 281-29383.340. 

0606270896 Forwards Insp Rept 60-261/05-11 on 850211-0310 & notice of 
vlofation Response should addrese improvements (o mod program ensuring all 
changes to salety-rolated structures, sys & components perlormed^/o notice of vio- 
iahon 

GRACE.JN Region 2, OKico of Director, 85/04/11 UTLEY, EE Carolina Power S 
Light Co. 2pp 31249' 176-0 1249, 165. 

■>8606270897 Insp Repl 50-261/85-11 on 650211 -031 0.Violatlon noted' failure to per- 
form mod to three salety-related breaker settings in accordance w/regulalory require- 
ments. 

KRUG.H E . WHITCOMB, H C , FREDRICKSON,P Region 2, Office of Director, 85/04/ 
09. 8pp, 31249'17D 31249 185 

8606280011 Forwards Insp Bepl 50 261/05-14 on 85041 1-0510,No violations or devi- 
ations noted 

VERRELLLD M Region 2, Ollico o( Director, 85/05/21 UTLEY,E E Carolina Power & 
Light Co. Ip, 31276 264.31276'271 

--8506280023 Insp Rept 60-261/85-14 on 05041 1-051 0.No violations or deviations 
noted Major areas In^ected'Tech Spec connpllance, operations pertormanco,R05,slte 
security.surveiHance.QA practices & lE bullelin & notice followup 
KRUG.H E.. WHITCOMB.H.C , FREDRICKSON, P. Region 2, Office of Director 05/05/ 
21,7pp 31278.265 31276,271. 

8506070232 Rev 0 to Emergency Plan Imptemonling Procedure PEP-204, "Notification 
of Olf-Duty Personnel ” W/850603 Hr 

CONNOLLY, R.T., MORGAN, R E. Carolina Power & Light Co 85/06/03, GRACE, J.N 
Region 2, Office of Director 8pp 30760 330-30750:337. 

8506070279 Rev 11 to Emergency Plan Procedure PEP-2004, "Emergency Response 
Personnei.Techntofll Support Cfr ' W/060603 Itr, 

MORGAN, R.E. Carolina Power & Light Co. 06/06/03 GRACE, J N. Region 2, Oflico of 
Director. 44pp, 30762:027-30752 07^ 

8506070379 Rev 0 to Emergency Plan & Procedures PEP.206, "Acltvatlon of Technical 
Support Ctf Emergency Operations Facility," W/ 650603 Hr 
MORGAN, R E, Carolina Power & Light Co 65/06/03 GRACE, J N. Region 2, Office of 
Director. 47pp 30749;234-30740.280. 

86061 10437 Confirms verbal commllrnent made lo NRC re control room habitability [rel 
NUREG-0737.ltem II1.D3.4) & resolution of loxlc gas Issue at fadllty.Pfecautlonary 
statement will bo added to procoduros by 650830. 

MCDUFFIE,M A, Carolina Power & Llghl Co 86/06/07. VARGA, S,A Operating Reac- 
tors Branch 1 Ip 3OB16.3O8-3OB10.3OB. 

8606200470 Advises that 850510 Rev 10 to physical aocurily plan consistent w/provl- 
sions d1 10CFR50.64(p) & accepteblo 

WALKER.R.D Region 2, Olfico of Director. 85/06/07, UTLEY, E.E, Carolina Power & 
Light Co, 3pp. 31O2O.192-31O2O;104, 

6608170363 Requests suppl to lire protection 3ER orlglnolly Issued In support ol Amend 
31 to License DPR-23.Clarllicat)Dns & proposed changes end, 

CUTTER, A. B Carolina Power & Light Co 05/06/11 VARGA,S.A, Operating Reactors 
Branch 1 4pp. 30068:048-30958:051. 

8506190186 Forwards "South Carolina C^eralional Radiological Emergency Responso 
Plan,SCORERP-84 "HB Robinson Site Specific South Carolina Operational.. .Part 
2" & "Slate of SC Technical Radiological Emergency Response Plan." 

CUTTER,A B. Carolina Power & Light Co. 85/06/12, VARGA, S A. Operating Reactors 
Branch 1. Ip 30904'001 -30895 009 

“8606100180 "South Carolina Operational Radiological Emergency Response 
Plan,SCORERP 84, In Support ol Fixed Nuclear Facilities." 

* Carolina Power & Light Co 84/06/30 160pp. 30904,002-30994,146 

“8506100107 "HB Robinson Site Spaclllc South Carolina Operational Radiological 
Emergency Response Plan - Pari 2, 

* Carolina Power & Light Co. 84/10/31, 73pp 30994.147-30904:219. 

“8606190202 "State of SC Technical Radiological Emergency Response Plan " 

* South Carolina. State of. 86/02/28. 160pp 30994:220-30895:000. 

8506190162 Discusses review of technical evaluation repl of auxiliary feedwater sys tor- 
nado missile protection for facility Failure probability meets NRC guidelines, Equation 
tor probability should be modified as described. 

ZIMMERMAN, S.R. Carolina Power & Light Co 65/06/13. VARQA,S.A. Operating Re- 
actors Branch 1 2pp. 30085'043-30995'044. 

6606260366 Responds lo concerns re spurious operation ol high-low pressure Interface 
valves due le fire, per 850327 meeting & 640808 SER re allernale safe ahuidown 
capBbillty.Replacemenl pages for util 840206 submittal encl.lor Inclusion in SER. 
CUTTER, A, B. Carolina Power & Llghl Co. 85/06/18 VARQA,S.A Operating Reactors 
Branch 1. 36pp. 31108:054-31198:086. 

8506240263 Rev 2 to Emergency Plan & Procedures PEP 402, "Radioactive Source 
Term Release Estimates Based on Direct Radiation Monitor Readings," W/860ei9 Hr. 
MORGAN, R.E. Carolina Power & Light Co. 86/06/19. GRACE, J N, Region 2, Office ol 
Director. Bpp. 31060:165-31060:172. 

8506260048 FofWards Insp Rept 60-261/86-19 on 860603-07,No violations or devi- 
ations noted, 

VERRELLl.D M. Region 2, Office ol Director, 88/06/24. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 312S3:337-31263;339, 

“B6062BOOS2 Physical Security Insp Rept 80-261/85-19 on B50603-07.No violations or 
deviations noted.MaJor areas inspected. securlN plan & Implementing procedure8,mgt 
etfecUveness & security progrBm.Detaii8 withheld (ret 10CFR73.21). 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director. 85/06/20. Ip 31253:339- 
31263:339 


G. Adjudicatory correspondence 

8506030640 Response to State of SC 050516 pollllon lor Intervention as intorosted 
slate re util 850204 application for mails llcensa to possess spent fuel at facility JH 
O'Neill 050531 notice or appearance & Certificate ol Sve end 
O’NEILL, J H Carolina Power & Light Co O’NEILL, J H. Shaw, Pittman, Potts 6 Trow- 
bridge #285 251. 85/05/31 Atomic Safety and Licensing Board Panel 6pp, 
30687 169-30687.174 

8506110562 Response to State of SC petition to Interveno in spent fuel storage 
roceeding Applicant 850531 tiling notes no hearing & absent accepted petition NRC 
as no objection to Stato of SG participation In hearing Certificate of Sve end 
BACHMANN.R G Hearing Branch 1 #285 357, 85/06/05 Atomic Safety and Licens- 
ing Board Panel 3pp 30816030-30816032 

0506140445 Motion lo withdraw 850516 petition by Stale of SC for leave to intenrene in 
tecilrty proceeeWng as Interested state Cerfd/cafe of Sve end 
WILSON, RP, South Carolina, Stato of. #285 404 85/00/11, Commissioners 3pp 
30898,31 7-3O890'3 19. 

0506270553 Order granting State of SC 850611 motion lo withdraw 850516 petition to 
Intervene In proceeding re authorization to store spent fuel, Served on 650626. 
CHILK,S,J. Office of lha Sccrolaty of the Commission #285 591 85/06/26, South 
Carolina, Stato of 2pp 31238150-31238150 


H. General correspondence 

6506270435 Informs of promotion ol EE Utley to senior executive vice prosldent. 
ZIMMERMAN.S.R, Carolina Power & Light Co 86/06/17 DENTON, H R. Oflico of Nu- 
clear Roaclor Regulation, Director ip, 31250 156-31250.166 


P, Operating license stage documents & correspondence 

8506170077 Responds to FOIA request for records ro FIN B 0409, "Conlelnmont Leak 
Rate Testing Program" & Quadrox Corp/NRC contracts Forwards documents re FIN 
B-0489 Documents also available In PDR No documents re Quadrox sub) to request 
FELTON, J.M Division of Rules and Records FIN B-0489 85/03/25. 

REYTBLATTiZ V Warren Wilson College, Swannanoa, NC 7pp, 309Q7'036- 
30987,076, 

“8606170281 "Containment Leak Rato Testing Investigations," monthly progress rept 
for Nov 1 982 

DOUGAN.J.R. Oak Ridge National Laboratory FIN B 0489. 82/12/07. ARNDT ,G, Me- 
chantcat/Sfructural Engineering Branch, 3pp. 30937:116-30987.117, 

8506250064 Further response lo FOIA request for documents In throe categories ro 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available in PDR. Processing of documents continuing 

FELTON, J.M Division of Rules and Records 85/04/10 HEATH, SJ, Washington 
Legal Foundation. 11pp, 31217 095 31217.189 

••8S06260156 Informs that alcohol & drug abuse survey for 10 utils completo per Tern 
porary Insiruotlon 2895/1 Utils nave Instituted reasonable provenllon 
programs, Summary of site vlslla and 

O'REILLY, J.P, Rogion 2, Olfico of Director, 03/04/01, DEYOUNG, R.C Director's 
Office, OfliCG of Inspection and Enlorcemont, 42pp. 31 21 7' 126-3 121 7.1 68 

0606140624 REI-AP6 THERMAL- HYDRAULIC ANALYSES OF PRESSURIZED THER- 
MAL SHOCK SEQUENCES FOR H B ROBINSON UNIT 2 PRESSURIZED WATER 
REACTOR 

FLETCHER, C, D . BOLANOER,M A , WATERMAN.ME. EQ&Q, Inc FIN A-0047, 
NUREQ/CR.3077 85/04/30. Division of Accident Evaluation 233pp. 30934:352- 
30935'222. 

8606050395 Forwards Aieend 92 to License DPR-23 & safely evaluation. Amend re- 
vises Tech Spec Section 6 to chango managor-operatlons & maint position Into two 
separate posttlons of manager-operaTlons & managor-maint, 

REQUA,a Operating Reactors Branch 1. 86/05/17. UTLEY,E,E. Carolina Power & 
Ught Co 2pp. 30742:024-30742'033 

“B5060S0402 Amend 92 to License DPR -23 .revising Tech Spec Section 6 lo change 
manager-operations & matnt position Into two separate positions of manager-oper- 
ations & manager-maint. 

VARGA, S A Operating Raaclora Branch 1 85/05/17. 6pp 30742:026-30742 031, 

-6506060405 Safety evaluation supporting Amend 02 to License DPR-23. 

• Office of Nuclear Reactor Regulation, Director. 86/06/17, 2pp. 30742'032. 
30742:033. 

8506060531 Forwards corrected Amend 98 to License OPn-23.Corfocled amend In- 
cludes missing Page 4 6 3 & paragraph number change from 4.6 3 4 to 4.6.3 5. 
ReQUA,Q Operating Reactors Branch 1 85/06/29. UTLEY, E.E, Carolina Power & 
Light Co. 2pp 30784:284 30784:287, 

“0SO6O6OS32 Corrected Amend 90 lo License DPR 23,addlng Page 4.6 3 & paragraph 
number change from 4.6.3.4 to 4 6.3.S. 

‘ NRC - No Detailed Affiliation Given. 85/05/29. 2pp. 30784.268-30784:207. 

8506170353 Requests suppl to fire protection SER originally Issued In support of Amend 
31 to License OPR-23.Claritlcal1ons & proposed changes end. 

CU7TER.A.B. Carolina Power & Light Co, 85/06/11, vARQA.S A. Operating Reactors 
Branch 1. 4pp. 30956.048-30958:051. 

8506270498 Responds to requeat for addi Info re automatic bus transfer Isalure for cer- 
tain auxiliary feedwater {hvW) sys components per TMI Item II.E.1 2.Enc| study Justi- 
fies maintaining existing transfer tor AFw Valve V2-16A 

ZIMMERMAN, S.R. Carolina Power & Llghl Co. 85/06/14. VARGA, 3.A. Operating Re- 
actors Branch 1. 12pp. 31261:140-31261:151. 

8506270B04 Forwards responses lo request for addI Info re TMI AcUon Item II D,1, 
"Performance Testing of Relief & Safety Valves." 

ZIMMERMAN.S.R, Carolina Power & Light Co 85/06/14 VARQA.S.A. Operating Ra- 
aolors Branch 1. 22pp. 31249:123-31249:144. 
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3506210234 Foiwards (esponss to Generic Ltr B5 02 re recommended actions tor reso- 
lution ot unresolved salety Issues concerning steam generator tube integnty & ro- 
quests Info concerning Calegoiy C-2 steam generator tuto Insps 
ZIWMERMAN.SR Carolina Power & UgW Co 85/06/17 THOMPSON.HL Divisiorrol 
Licensing. lOpp 3t024 2H.31024 220 

8S0S2S0113 Forwards tabular summary of key results from regional survey o( plant spe 
citic into re potential (or uncontrolled radiation exposures in PWR cavities,per JQ Part- 
low 850315 request No lurther generic action needed 

TAYLOR, JM Director's Office, Olfico ot Inspection and Pnlorceraent 85/06/lB 
MURLEY.T E Region 1, Otfice of Director. 6pp 31211 322-31211 330 


65052B01B7 IE Info Notice 65 043, "Radiography Events at Power Reactors " Svc list 
end 

JORDAN.EL Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc T20pp 30864.167- 
30864 287 

8505280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost " Svc 
list end 

JORDAN.EL Division of Emergency Preparedness & Enginoering Response (Post 
830103) 85/05/30 Consolidated Edison Co ot New York. Inc 121pp. 30864 045- 
30864 166 


Q. Inspection reports, IE Bulletins & correspondence 

8506120234 Response to appeal ot dentalln part of Eddleman FOIA request for docu- 
inenls re SALP repts tor listed plants since 1979 Foiwards Apps A & B 
documents Apps C & 0 & portions of App B documents withheld (tel FOIA Exemp- 
tions 5 & 7) 

OIRCKS.W J Office ol the Executive Director for Operations 85/02/06 RUNKLE.J 
Runkle, JO t3pp 30889 033 30889 226 

-8406190831 Forwards SALP Input for Jan 1083 • Apr 1984 Categoiy 2 assigned to ap 
proachi to resolution of technical Issues 

REQUA.G Operating Reactors Branch 1 84/06/07 SINKULE.M Region 2, Office ol 
Director 6pp 30889046 30889 055 

-8506120258 Foiwards util SALP to be used lor 840724-25 board meeting W/o 
SALP.Refaled documents end 

SINKULE.M V NRC - No Detailed Affiliation Given B4/07/20 LEWIS, OLSHINSKI, 
STOHR NRC - No Detailed Affiliation Given t71pp 30869 056 30889 226 

85Q8210164 Responds to violations noted In Insp Rapt 50 261/65 05 Corrective 
action3’TI-200 will be revised to add exemption cnlena for licensed individuals 
developing, reviewing & administering annual requalilication exams 
MORGAfCRE Carolina Power & Light Co 85/04/03 GRACE.JN Region 2. Office of 
Director. 4pp 31057 105-31057 108 

6506210461 Responds to NRG Ur re violations noted in Insp Rept 50 261/65 06 Util 
denies alleged violation AddI administrative control of 50 F min tomp added to MST- 
802 effective 850204 

MORGAN.R E Carolina Power & Ught Co 85/04/03 GRACE. J N Region 2. Office of 
Director 3pp 31057 237-31057 230 

8506270896 Forwards Insp Rept 50 261/8511 on 850211-0310 & notice ot 
vliolallon.Response should address improvements to mod program ensuring all 
changes to safely related slructuros, sys & components performed W/o notice of vio- 
fatron 

GRACE,JN Region 2. Otfice of Director 85/04/11 UTLEY.E E Carolina Power & 
Light Co 2pp 31249 176 31 249 165 

-8506270897 Insp Repl 50 281/65-11 on 85021 1-0310.Violation noted failure to per- 
form mod to three safety related breaker settings In accordance w/regutatory require- 
ments 

KRUG.H E . WHITCOMB.H C . FREDRICKSON.P Region 2. Office ol Director. 85/04/ 
09. Spp 31249:178-31249 165. 

6506210203 Submits supplemental response superseding 850403 response denying vio- 
lation noted in Insp Rept 50-261/85 08 Impiovemenls madeaddi administrative con- 
trol ol 50 F min temp added to MST-902, effective 850204 
M0R6AN.R E Caiolina Power & Light Co. 85/05/02 GRACE.J N Region 2, Office ol 
Director. 4pp 31057.054-31057 057. 

8506210063 Resporrds to violations noted In Insp Rept SO'2ei/65-11, Corrective 
Bcl!ons.procedure which controls engineering evaluations will be revised to Include 
provisions for 10CFR50 5g safety reviews when required. 

MORG/^N.R.E Carolina Power & Light Co. 85/05/10 GRACE, J N Region 2, Office of 
Director. 3pp 31056 142 31056 144 

8SOS130027 Supp1 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list end 
JOROAN,E.L Division ot Emergency Preparedness & Engineering Response (Post 
830103}, 85/05/ 14 Consolidated Edison Co o( New York, fno 107pp 31044 065- 
31044-171 

8505130038 SuppI 1 to IE litio Notice 85-OSO, "Motor Operated Valve Failures Due to 
Hsmmentu Effect " Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14. Consolidated Edison Co. of New York, Inc 107pp 31044 172- 
31044:276. 

8606260011 Forwards Insp Repl S0-261/8S-14 on 850411-0510 No violations or devi- 
ations noted. 

VERRELLI.D M Region 2. Office ot Director. 85/05/21. UTLEY.E E Carolina Power & 
Light Co. Ip 31276 864-31276 271. 

—6506260023 Insp Rept 60-261/85-14 on 85041 1-0510 No violations or deviations 
noted.Major areas Inspected Tech Spec compliance, operations p 6 rfoimanco.nOs,slt 0 
security, survalllance.QA practices & lE bulletin & notice followup 
KRUQ,H.E,WHITCOMB,H.C, FREDRICKSON.P Region 2, Office ol Director 85/05/ 
21.7pp 31276:265-31276-271 

8505200590 IE Info Notice 85 039, “Audifabllity of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineenng Response (Post 
830103), 85/05/22 Consolidated Edison Co ol New York, Inc 106pp 30837-268- 
30637.363. 

8505200600 IE Info Notice 85 040. "Deficiencies In Equipment Qualification Testing & 
Certiffcattofl Process." Svc list encf 

JORDAN.E L, Division ot Emergency Preparedness & Engineenng Response (Post 
830103) 65/05/22. Consolidated Edison Co, ol Now York, fnc f06pp 30848:166- 
30848 271 

8605260181 IE Info Notice 65-042, "Loose Phosphor In Panasonic BOO Series Badge 
TLD Elemer^ts." Svc fist end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/29 Consolidated Edison Co. of New Yotk, Inc. 120pp 30B52 245- 
30852363. 


8506060877 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/06/06. Consolidated Edison Co ol New York, Inc 122pp 30065 001- 
30885 046 

8506060707 IE Info Notice 85 046, "ClarifIcalion of Several Aspects ot Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN.EL Division ot Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10 Consolidated Edison Co of New York, Inc I24pp 31043 301- 
31044 064 

850S210234 Forwards response to Generic Ltr 85 02 to recommended actions for rose 
lution of unresolved safety issues concerning steam generator tube integrity & ro- 
quests Into concerning Category C 2 steam generator tube Insps 
ZIMMERMAN, S R Carolina Power & Light Co 85/08/17 THOMPSON.H L Division ol 
Licensing tOpp 31024 211-31024 220 

8506140240 IE Into Notice 85-047, "Potential Eftecl of Line-Induced Operation on Car- 
tain Targot Rock Solenoid Operated Valves ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/18 Consolidated Edison Co ol New York, Inc 134pp 31268.1 BY- 
SI 268 304 

8503140638 IE tnfo Notice 85 048, "Respirator Users Notice Defective Self Conlainod 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc I23pp 31376 004- 
31376 1B3 

8506280048 Forwards Insp Rept 50-261/85 19 on 850603 07 No violations or cl-ovl- 
atlons noted 

VERRELLI.D M Region 2. Office Of Director 85/06/24 UTLEY.E E Carolina Power & 
Light Co 2pp 31253 337-31253 339 

-6506280052 Physical Security Insp Rept 50-261/85-19 on 850603 07 No violotlons or 
devialions noted Major areas inspected security plan & implementing procoduraa.mQl 
effectiveness & security program Details withheld (ref 100FR73 21) 

TILLMAN.A. MCGUIRE.Dr Region 2, Office ol Director 85/05/20 Ip 31253 330- 
31253:339 


R. Periodic operating reports & related correspondence 


6506200122 Monthly operating repl for May 1985 W/850607 ltr 
SCOTT.AE, MORGAN.HE Carolina Power & Light Co. 85/05/31 TAYLOR. JM. Di- 
rector's Office, Office of Inspection and Enforcement 4pp 31020 301-31020 304 


S. Reportable occurrences, LERs & related correspondence 


6506210006 LER 85 013 00 on 650521, reactor tripped on two ol throe lo-lo level signtlls 
from steam generator A Caused by operator lallmg to verily Isolation ol correct Iran a- 
milter Level transmitter LT-474 returned lo svc W/850612 ltr 
WRIGHT,C L , MORGAN,fl.E Carolina Power & Light Co 85/08/12. Spp 31057:112- 


V. Operator Examinations 


8S08210164 Responds lo violations noted in Insp Rept 50-261/65 05 Corrocilvo 
actions TI-200 Will be revised to add exemption criteria lor licensed Individuals 
developing, reviewing & administering annual requalilication exams 
MORQAN,R E. Carolina Power & Light Co. 85/04/03 GRACE,J N. Region 2. Office at 
Director. 4pp 31057-105-31057 108. 


Y. Dry Cask Independent Spent Fuel Storage Inatallatlona 

8506180302 Notification ot 850530 meoting w/util,Sclence Applicatlona Inti CorpBNWf- 
& NUTECH in Sliver Spring.MO re util application for dry storage of sponl fuel in 
ISFSI Meeting attendaes & agenda end 

Licensing Branch, 85/06/07 
SSdaioi ruol & Spent Fuel Licensing Branch 4pp. 30990.1 7®! 

30990 lolv 

8506280218 Notification Of 850813 meeting w/EPRI,BNWL,TVA & DOE In 
V/ashlngtpn.DC lo discuss status of spent fuel mgt R&D efIorts.NHG reviewing dm 
spent fuel storage applications at sites ^ ' 

nRnlcT^r Licensing Branch. 85/06/ 17. 

"OU8E,L C' Advanced Fuel & Spent Fuel Licensing Branch 2pp. 31211:1 7a. 
312i1 173 


DOCKET 50-283 MONTICELLO NUCLEAR GENERATING PLANT 
F. Security, medical, emergency & lire protection plane 
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B506050076 Advisds that State of MN submitted stale & associated local plans for radl* 
ological emergencies ra facilily Plans adequate to protect health & safety of 
public Public alert & notification eye approved by FEMA on 650425 
SPECK, SW Federal Emergency Management Agency. 85/05/10 DIRCKS.W.J. 
Office of the Executive Director (cr Operations Ip 30733 265*30733 265 

8606030096 Rev 13 to Emergency Response Plan Implementing Procedure A 2001, 
"Emergency Organization" List of current pages enol.W/a50523Ttr 
FEy,Fl Northern States Power Co 85/05/23. 24pp 30673 240-30673 263. 

8606060066 Forwards Insp Rept 50-263/65 06 on 850305 0506 No noncompllanco 
noted 

SMAFER.W.D Region 3, Office of Director 85/05/23 LARSON.C.E Northern States 
Power Co Ip 30733-262.30733.203 

-8506050077 Insp Rept 50-263/85 08 on 650306 0506 No noncompllance or deviation 
noted Major areas inspected’onsito review commillee.operalional safety 
verification, spent fuei,fire dampers, seismic battery racks & nitrogen lino to torus 
BOYD.DC Region 3, Office of Director 85/05/22 Itpp, 3073f 283-30733'293 

6606060234 Forwards revised emergency plan Impiementing procedures not resolved 
due to mix up.Incloding Rev 7 to A 2-101 re classification of emergancies.Rov 4 to 
A.2-103 re alert & Rev 4 to A 2-104 re site area emergency. 

WILLIAMS.G D. Northern Steles Power Co. 05/05/28 Region 3, Office of Director 
4pp 30729-268.30730.119. 

-8506060240 Revised emergency plan Implementing procedures.Including Rev 7 to A.2- 
101 re classification of emerge ncies.Rev 4 lo A 2-103 re alert, Rev 4 to A.2-104 re site 
area emergency & Rev 1 lo A 2-106 re access control during emergencies 
* Northern States Power Co. 86/04/16. 200pp 30720-291 -30730.1 19. 

8606060071 Advises of NRC approval of State of MN emergency response plan & as- 
sociated local pians,bosed on review of FEMA findings SER SO 263/82- 17, Issued on 
630f20, concluded licensee emergency plan accoptabfa. 

PAPERIELLO.D J. Region 3. Office of Director. 85/05/31 LARSON,CE Northern 
States Power Co. 2pp 30727-21 7-30727-21 9 

8506270812 Forwards util 850305 Itr olteging Comox Corp conflict of Interest In partlcl- 
patino in evaluating licensee emergency preparedness plans & providing Instructors at 
uNWL worksitope Response requested by 8o0730 

JORDAN, E.L Division of Emergency Preparodnass & Engineering Response (Post 
esofos). 86/06/04 WWRENCE.M d. Energy, Oepl of Ip 31258 363-31258.36B 

8B06140470 Approves B60606 request that emergency exercise be held on 851009 
rather than 650917 in order lo permit FEMA to participate. 

PAPEHIELLO.CJ Region 3. Olllce of Dirootof 85/06/12. LARSON, CE Northarn 
States Power Co. Ip 30897-1 23-30697:124 

"8506140473 Requests that facilily full parllcipalion exorcise be moved from B50917 lo 
851009 In order to allow FEMA to particlpalo 

LADD.M J Norlhern States Power Co. 85/06/06 PHILLIPS, M. Region 3, Office of Di- 
rector Ip, 30897 124-30697.124. 

8508190155 Forwards Safeguards Inap Rept 60 263/66-17 on 050528-31 No noncom- 
plianoe noted. 

AXELSON.W.L. Region 3. Office of Director. 86/08/12. LARSON.C.E. Northern States 
Power Co. 2pp 3O995‘O4O.3O09B.O42. 

-8506190168 Insp Rept 50-263/85-17 on 650528 31 .No noncompllance noted Major 
areas Inspecteffisacurlty plan & Implementing procedures, mgt efleclivoness, security 
organization & records Details wilhhold (ref 10CFR73,21), 

KNICELEY,J.R., CREED,J.R Region 3, Office of Director, 85/06/12 Ip 30995:042- 
30995 042. 


J. Insurance ai Indemnity Information 

8606030521 Forwards Endorsements 77,63,65 & S5 to NELIA Policy NF-174 & MAELU 
policies MF.61.NF-197 & MF eB.respeotlvely. 

JOHNSON, R Q. Northern States Power Co. 85/05/22. DINITZ.I. Anlluual S Economic 
Analysis Branch {Utility Finance). Bpp, 30684:333-30884:337 


P, Operating lleanae stage documents 8i correspondence 


8806170077 Responds to FOIA request for records re FIN B.04B9, "Contalnmonl Leak 
Rate Testing Program" & Quadrox Corp/ NRC contracts Forwards documents re FIN 
B 04S9, Documents also available In PDR.No documents re Quadrex sub] to request. 
FELTON,J.M. Division of Roles and Records. FIN B-0489 85/03/26. 

REYTBLATT.Z.V. Warren Wilson College, Swannanoa, NC. 7pp. 30997:036. 
30987:076, 


-8606170281 "Containment Leak Rate Tesllng Investigations," monthly progress rept 
lor Nov 1082 _ „ 

DOUQAN.J.R. Oak Ridge National Laboratory. FIN B-0409. 82/12/07 ARNDT, Q. Me- 
chanteal/Struotural Engineering Branch. 3pp. 309B7 116-30987:117. 


8806140668 Accepts proposed schedule to compfale mods lo ECCS & reactor protec- 
tion flya during Cycle 13, per Generic Ur 84-23.Ravi8W ol NUREQ-0737,ltem II.F.2 
complele. 

VAS8ALLO,D.B. Operating Reactors Branch 2. 86/06/28 MUSOLF.D M. Northern 
Slates Power Co. 3pp. 30910-332-30910:334. 


8608170624 Forwards Amend 32 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Specs to specify allowable tolerance on Intenrals between surveillance 
tests & to clarify suKvelllance testing requirements, 

AULUCK,R. Operating Reactors Branch 2. 66/05/28. MUSOLF.D.M. Nortoern Blalaa 
Power Co. 2pp. 30981.322-30981;32e 


-8508170531 Amend 32 to License DPR-22, revising Tooh Specs lo specify allowable 
tolerance on Inten/als between sutvelilance tests a to clarify surveillance testing re- 
quirements, 

VASSALU0,DB. Operating Reactors BrariCh 2, 86/06/28. 4pp, 30981 !324-3O081 -327 


-8608170540 Safety evaluation supporting Amend 32 to License DPR-22. 

■ * Ojficc ol Nuclear Reactor Regulation, Director 66/06/28, 2pp. 30981-326- 
30981:329. 


8506270445 Submits Info to suppi 850410 application lor amend to Liconsa DPR.22 re 
fuel enrichment limits GE high density spent fuel storage racks & new fuel storago 
rdcks usod st fdcihty 

MUSOLF.D Northern Stales Power Co 85/06/14 Office of Nuclear Reactor Regula- 
tion, Director. Ip 31251.318 312S1 318 


Q. Inspection reports, IE Bulletins & correspondence 

8506040634 Responds to NRC 850411 Ur re violations noted in Insp Rapt 50 263/84- 
26 Requests extension until 850524 for providing response lo violations duo to plant 
shutdown for main! outage & complexity of containment leakage rate testing, 
LARSON.CE Northern Stales Power Co 85/05/10 SPESSARD.R L RogionS. Office 
of Director Ip 30608 001-30698 001. 

8605130027 Supp1 1 to IE Info Notice 84 55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co of Now York, Inc 107pp. 31044 065- 
31044171. 

8605130038 Suppi 1 to IE Info Nollce 85 020, "Motor Operated Valve Failures Due lo 
Hammering Effect " Sve list end 

JORDAN, EL. Division ol Emergency Preparedness & Enaineoring Rosportso (Post 
830103) 65/05/14 Consolidated Edison Co of New York, too f07pp 31044:172- 
31044.278 

8505200590 IE Info Notice 85 039, '’Auditability of Electrical Equipment Qualification 
Records at Llcenseos Facilities " Sve list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc. f08pp 3D637-25a- 
30837 363 

8SOS200B00 IE Info Notice B5 040, "Delidencles to Equipment Qualillcalion Testing & 
Certification Process " Sve list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
630103). 86/05/22 Consolidated Edison Co of Now York, Inc f06pp. 30848 186- 
30848 271 

8606050066 Forwards Insp Rept 50-263/85 OS on 860305 0506. No noncompllanco 
noted. 

SHAFER, W D Region 3, Ofllce of Director. 85/06/23. URSON,C.E Northern Statoe 
Power Co Ip 3Of33:282-3O733.203. 

-8606050077 Insp Rept 50-263/85 OB on 850305 0506 No noncompllanco or deviation 
noted Major areas (nspectod-onsife review committoe.opsroltanal safety 
vorltication.spant luot,llre dampers, seismic battery recks & nllrogan lino to torus, 
BOYD.DC Region 3, Office ol Director 85/05/22. lipp 30733-203. 30733- 293 

8506040527 Rosponds lo NRC 850412 Itr re violations noted In Insp Rept 50 263/84- 
26.Corfeclivo actions temporary change made to integrated leak rate test procedure & 
add! malnt work porlormed on mtegrated leak rate teatlno per Tech Specs 
LARSON, C.E Northern States Power Co 95/05/24 SPESSARD.R L. Region 3, Olllco 
of Director 6pp 30698 233 30698 236. 

8505280181 IE Into Notice 85 042, “Loose Phosphor In Panasonic 800 Sorlos Badge 
TLD Elements " Sve list end. 

JORDAN, E.L. Division of Emergency Proparodnosa & Engineoring Response (Post 
830103). 85/05/29. Consolidated Edison Co. of New York, Ine, i20pp. 3066a’246 
30862-363 

6605280187 IE Info Notice 65 043, "Radiography Events at Power Reactora " Svo list 
end 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Responso (Post 
030103) 88/05/30. Consolidated Edison Co of Now Yorli, Inc 120pp 30884-1.67- 
30864:287 

8505260195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test." Sve 
M end, 

JORDAN, E.L Division of Emergency Preparedness & Enginoorlng Response (Post 
630103) 85/05/30 Consolidated Edison Co. ol New YorR, Inc. 121 pp 30864-045 
30864:186, 

8606070635 Forwards Insp Rept So 263/85-14 on 860606 08.No noncompllanco (dontl- 
fled. 

PAPERIELLO,C,J. Region 3, Olllce ol Oirootev 85/05/31. LARSON.CE. Northern 
Slalea Power Co. Ip. 30766:230-30766 237 

-8506070538 Insp Rept 50-263/85-14 on 8SOS06 09.No noncompllance or deviation 
noted.MaJor areas in&peded.conflrmatory measurements Region III mobile lab onsite 
to analyze samples collected & samples split w/licensee for comparison. 

ROZAK.S., OESTMANN.M.J.. SCHUMACHER, M.C Region 3, Office of Diroolor. 05/ 
06/31 7pp 30766:231-30756:237. 

8506060677 IE Info Notice 86 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Wosllnghouae Designed Plants " Sve Met end 
JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 86/06/06, Consolidated Edison Co ol New York, Ino, t22pp, 30865,001- 
30665:046 

8506140181 Forwards Exam Rept 50-263/OL-B5 01 ol exam admiriistared on 850420- 
0503 

REYES.L.A Region 3. Office of Direotof 85/06/07. LARSON.C.E Northern Slates 
Power Go Ip, 30833.236-30893-299 

-8506140186 Exam RspI 50 283/OL-86-01 on 650429-0603.Exam resuHstslx candi- 
dates passed senior reactor operator exam & one candidate failed. 

DIMMOCK.L., SLY, 6., MCMILLEN,J I, Region 3. Office of Director. 05/06/06 60pp. 
30893:237-30893.299, 

6606060707 IE Info Notice 05 046 . "CiBrIllcatton ol Several Aspects of Removable Ra- 
dioaoifve Surface Contamination Limits for Transport Packages " Sve Kst end. 
JORDAN, E.L. Division ol Emergency Preparedness & Enalnearing Responae (Post 
830103) 85/06/10, Consolfdaled Edison Co. of New York, (no. f24pp. 31043,301- 
31044:064, 
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6St)61901SS Fonvards Safeguards Insp Repl SO'263/85 17 on 8S052831 No noncom- 
pllanee noted. 

AXELSON.WL. Region 3, Office of Director B5/06/12 URSON.CE Northern States 
Power Co. 2pp 30S36 040 30995 042 

"9506190156 Insp Ropt 50 203/85-t7 on 850529 31 No noncompliance noted Major 
areas inspected security plan & Implementing procedures.mgt effectiveness, security 
Organization & records Details withheld (ref 10CFR7321) 

KNICELEY,Jn., CREED, JR Region 3, Office of Director 85/06/12 Ip 30995 042- 
3099S042 

8506190211 Forwards Safety Insp Hept 50>263/85*16 on 850520 No violations noted 
HARRISON.JJ Region 3, Office of fSrector 85/(J6/t2 LARSON.CE Norfhern States 
Power Co Ip, 30Q95 284-30995 287 

"9509190221 Insp Rept 50 263/85-16 on 850520 No violations or deviations 
noted Major area inspected licensee action re IE Bulletin 00-11 concerning masonry 
wall design 

NORTON.JF, Vi(ILUAMS.CC Region 3. Office of Director. 85/06/12 3pp 
30995 285-309g5;287 


DOCKET 50-264 DOW CHEMICAL CO. 


F Security, medicat, emergency & tire protection plana 

8506140468 Fonvards Mall Control & Accountability Insp Rept 50 264/05 02 on 
850603 04 No noncomphance noted 

AXELSON,WL Region 3, Office of Director 85/06/12. RAMPY.LW Dow Chemical 
Co 2pp 30897109 30897114 

8506140466 Forwards Physical Security Insp Repl 50-284/85 01 on 850603 04 No 
noncotnplianco noted 

AXELSON.WL Regions, Ollice of Director. 85/06/12 RAMPY.LW Dow Chemical 
Co 2pp 30897- 120-30897 122 

"6506140489 Insp Repl 50 264/86 01 on 650603 04 No nonoompllance noted Major 
areas inspected 781005 security plan Details withhold (ref 10CFR2 780) 
BELANQER.JL. MAOEDA.TJ, CREED, JR Region 3. Oflice of Director 85/00/12 
ip 30897 122-30897-122 


8506140240 IE Into Notice 85 047, "Potential Effect of Lino-Induced Operation on Cer- 
tain Target RoeX Solenoid Operated Valves," Sve list end, 

JORDAN, EL Division of Emergency Preparedness 8 Engineering Response (Post 
030103) 85/06/18. Consolidated Edison Co of New York, Inc I34pp 31268 157- 
31268,304 

8506140636 IE Info Notice 85 048, "Respirator Users Notice Defective Sell Contained 
Breathing Apparatus Air Cylinders" Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/08/19 Consolidated Edison Co of New York, Inc f23pp 31376,064- 
31376183 


R. Periodic operating reports & related correspondence 

8606070142 Monthly operating rept for Mar 1085W/85O4O9 Itr 
MYRABO,AL. MUSOLF.D Northern Slates Power Co 85/03/31 5pp 30601 201- 
30801-205 


S. Reportable occurrences, LERs A related correspondence 

8506140432 LER 83-014/O1T-0on 830601, HPCI Isolated on high steam How Caused 
by leakage of inboard fijjection gate valve,CBus1ng void in HPCI Ir^ectlon 
line Procedura changed to operate w/outboard Injection valve closed.W/830615 Hr 
MUSOLF,D Northern Stales Power Co 83/06/ IS 2pp 30910 225-30910 226 

6606140348 LER 83 013/O3L-0on 83051 9, inboard MSIV AO-2-B0D closed faster than 
value stated in Tech Spec Table 371 Caused by leakage of oil from control valve 
housino fo body fhreatled connection Housing tightened Vv/830816 Itr 
nUBY,GT, MUSOLF.D. Northern Slates Power Co. 83/06/16, 2pp 30909 084- 
30909.085. 

8609140438 LER 83012/03L-0 ot^ BSOSIfl.mode switch scram bypass annunciator 
came on following energization of reactor protection logic.Caused by relay race Relays 
manually actuated to return to normal condition W/8306t 6 Hr 
LARSON, D, MUSOLF,D Northern Stales Power Co. 83/06/16, 2pp 30910 227- 
30910 228. 

8S06170472 LER a3011/03L-0.on 83051 S.diacoveted steam leak on reducer at mois- 
ture separator drain D valve CV'3134 to heater 14B. Caused by erosion ol carbon 
steal reducers by steam at 380 F & 195 psl Stainless steal reducers Installed W/ 
830616 Hr 

SHEAHEN,P. MUSOLF,D Northern Slates Power Co 83/06/16 2pp 30972 361- 
30972.362 

85Q61403S6 LER 83-019/01T-0' on 83O0Ol,a1r operated raaclor bldg to torus vacuum 
breaker AO 2380 found leaking in excess of Tech Specs Cause unknown Valve 
placed on accelerated surveillance program W/B30B1 5 Hr 
WOJCHOUSKLAV., MUSOLF.D Northern States Power Co. 83/06/15. 2pp. 

30909 086-30909087. 

6506170291 LER 83 024/03L-0.on 831027, low level scram switch discovered below de- 
vfallon limit Caused by setpoint drlH Switch replaced & sutveillanoe schedule 
accelerated Redundant switches tested 8a6slactO(i1y.W/831123 Hr 
URSON.D, MUSOLF.D. Northern Slates Power Co. 83/11/23. 2pp 30072 341- 
30972342- 

8606180297 LER 83 02S/03L-0.on 831202,RHR svo water sys pump declared inoper- 
able due fo faifuie of check vafve to seat property, Caused by excessive disk stud 
thread wear Weld mail added to stud & new threads machined for nul,W/631230 Hr, 
CARPENTER, G L, MUSOLF.D. Northern Stales Power Co. 83/12/30, 2pp 
30B91-220 30991:221 

8606270582 Forwards inveslIaaUon rept ol slow CRD insertion times during Dec 1984 
post-mafnt scram Insertion time fesfing.rept of stow fnsertton limes during Mar 1965 
testlno & response to 18 NRC questions 

MUSOLF.D. Northern States Power Co 85/06/17. Office of Nuclear Reactor Regula- 
tion. Director 20pp. 31236.1 51 -31 238 170. 


V. Operator Examlnalfona 

6506140181 Forwards Exam Repl 50-263/OL-85 01 of exam admlnlslered on 850429- 
0503. 

REYES.L A. Region 3, Office ol Director, 85/06/07 URSON.C.E Northern Siales 
Power Co. Ip. 30893-238-aO&93,299, 

-6506140185 Exam Rept 60.263/OL-a5-01 on 850429 0503,Exam results six candi- 
dates passed senior reactor operator exam & one candidate failed 
OIMMOCK.L , SLY.G , MCMfLLEN,J 1. Region 3, Office of Director. 85/06/06, 60pp 
•inaon enT.nnnan-oaQ 


Cj. Inspection reports, IE Bulletins & correspondence 

BS0614D468 Forwards Mat! Control & Accountability Insp Ropt 50-264/85 02 oiv 
850503-04 No noncompliance noted 

AXELSON.WL Region 3, Office of Director 85/08/12 RAMPY.LW Dow Chemical 
Co 2pp 30B97 109-30897 114 

"B50S140471 Mail Control S Accountability Insp Rept 50 264/86 02 on 850603*04 No 
noncompliance noted Major areas Inspected possession & use ot SNM & control & 
accounting of SNM Details withheld (ref 10 CFh2 790) 

BEL4NGER,J L , MADEDA,T J , CREED, J R Region 3, Ollico ol Director 85/06/ 1 2 
4pp 30897:111-30897 114 

85D6140488 Foiwards Physical Security Insp Rept 60 264/85-01 on 850603 04 No 
noncompflance noted 

AXELSON.WL Region 3. Ollioe of Director. 85/08/12 RAMPY.L.W Dow Chemical 
Co 2pp 30697 120 30897 122 

"8506140489 Insp Ropt 50 264/65 01 on 850603 04 No noncomplianco noted. Major 
areas lnspacled.781005 secufily plan Details withheld (ref 10CFR2 790). 

BELANGER, J.L , MADEDA,T J , CREED.J R Region 3, Office ol Director 85/00/ 1 S. 
Ip 30B97 122-30697 122 


DOCKET 50-265 QUAD CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 


8506100241 Responds to NRC 850410 Itr re violations noted In Insp Ropts 60-254/IJS. 
07 8 60-265/85 07.Corrective actions NRC notified of scram on 850328 using Emer- 
gency Nolilication Sys & admlntslrallve procedure Implemented. 

FARRAR.DL Commonwealth Edison Co 85/05/08 KEPPLER,J,G Region 3. O III ca 
of Direclor 2pp, 30791 020 30791*021 


8506040367 Rev 21 to QEP 330-0 re assessment actions & Rev 2 to QEP 330-TO ro 
area radiation monitor sys 

• Commonwealth Edison Co 85/05/31 6pp 30703-056 30703-060. 


8S08140S19 Ack receipt of 850531 Hr Including util scope & objectives lor IbcUIUos 
emergency preparedness exercise scheduled lor 850827 Objeolivos acceptablo & un- 
changet) from Hems discussed w/T Ptoskf on 850521 

PAPtRIELLOiCJ. Region 3, Office of Director 05/06/12 HEEO.C CommonwoaUh 
Edisort Co Ip. 30897 184-30897- 184. m « h urn 


ttCooxBoaus t-orwaros insp Hapis 50-254/65.12 & 60-265/85.13 on 850401 0531 Mo 
noncornpliance noted • - ■ w 

SHAFER.WD Region 3, Office of Director 85/06/12 REED.C, Commonwoatili 
Edison Co Ip, 31230340-31230.365 >unwoaiui 

"6S06260323 Insp Rspls 50 254/85-12 & 50 265/85-13 on 85040 1-0531. No viDlalJon 
or davialton nofeAMajor areas fnspacled operalions.radiologlcal controls, mo. m/ 
mod8,sutvelll8nce, housekeeplng.procedures a we p/olficllon 'unn/ 

C^ISSOTlMOS.N Region 3, Office of Director 85/06/12 16pp, 31230341. 


osuDxuysjo i-oiwaras scnecuie Ol corrective actions submitted by Stale of IL ior don- 

ea rfinriilSlul 2 i® emergency preparedness exarclsa on 8400^8- 

to failure lo actiyafe emergency broadttasl sya prompfly 
KRIMMiRW Federal Emergency ManagemenI Agency 85/06/21 JORDAN EL Oiut. 

* EngifW/ng Response (Poaf 030103) 'iSfJp'. 

8506180157 Rev 11 to Eiiiergency Plan Implemenling Procedure QEP SSO-Tl 
rons Sampling Supplies " Rev 1 9 lo Index QEP 650 0 end ' ’ 

Commonwealth Edison Co, 85/06/30 0 pp 30976,260-30876-267 

8B061603Q4 Revised ernergency procedure3,Includlng Rev 19 to QEP 550-0 "Emtirn,ia.« 
cy Equipment & Supplies" & Rev 11 to QEP 560^1, ''EnvJrorw SaSni 
Commonwealth Edison Co. 85/06/30 7pp 30977.190-30977^97*"’^* ® ^ f 








Analysl 8 ,Qu 0 d Cities Case Study " draft rent 
HATCH,S.W-, ERICS0N,D.M. SANDERS.GA SandlB ffirial LabTatorta* kiki 
1309. 85/03/15. Genetio Issues Branch 731 pp 31147 001-31149 011. ^ 
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••B50S2S0193 Pfoposed revs to Tech Spec Sections 3 5 & 4 5, reflecting mods in RHR 
vault equipment & floor drain sys 

* Commonwealth Edison Co 85/03/22. 17pp 31229 208-31229.314 

8506170077 Responds to FOIA request for records re FIM B-0409, "Containment Leak 
Rate Testing Program" & Quadrox Corp/NRC contracts, Forwards documents re FIN 
B 0489 Documents also available In PDR No documents re Quadrex sub] to request 
FELTON.J M Division of Rules and Records FIN B-0489 85/03/25 

REYTBLATT.Z V. Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987 076, 

"0606170261 "Containment Leak Fate Testing Investigations," monthly progress ropt 
for Nov 1962 

OOUGAN,JR. Oak Ridge National Laboratory FIN B 0489 82/12/07 ARNDT, G. Mo 
chanlcal/Structoral Engineering Branch 3pp, 30967- 115-30907 117 

B50BOB0066 Advises that proposed Tech Spec amend ra RHR vault equipment & floor 
drain sys reviewed No adverse findings determined, 

PARKER, MC, Illinois, State of 85/0S/2O DENTON, H Office of Nuclear Reactor Reg- 
ulation, Director. Ip 30717-312-30717 312. 

B 5060 502 63 Ack receipt of 850410 submittal of Topical Rapt CE-1-A,Rev 34 Review will 
require more than 60 days to complete 

SreSSARD,R,L Region 3, Office of Director 85/05/23 REED.C, Commonwealth 
Edison Co 2pp. 30725 338.30725-339, 

8506060445 Provides Info to support use ol drywell temp prollle curves assuming 30- 
minute diywell spray Initiation Reasons lor not objecting to use of 10-mlnute Interval 
listed 

RYBAK, B Commonwealth Edison Co 85/05/23 DENTON, H R. Office ol Nuclear Re- 
actor Regulation, Director 3pp. 30719 055-30719 057 

6506050469 Responds to request lor number & type Of control rod blades to be In- 
stalled duiing current relueting outage QE advanced longer hie control rod design will 
be used.Detailod info available In SuppI 2 to NEDE 22200 

RYBAK.B Commonwealth Edison Co 85/05/29 DENTON.H.R, Office ol Nuclear Re- 
actor Regulation. Director 2pp 30710 053-30719.054. 

6606170169 Forwards Amend 86 to License DPR-30 & safety evaluation, Amend re- 
vises Tech Specs to Incorporalo new MAPLHGR curves for two new barrier fuel types 
& to change catibr & function test frequencies lor specific Instrumentation 
BEVAN,R.B. Operating Reactors Branch 2 05/05/30 FARRAR, DL, Commonwealth 
Edison Co 2pp, 30060 324-30960 357. 

"8606 17D 173 Amend 86 to License DPR -30, revising Toch Specs to Incorporate new 
MAPLHGR curves for two new barrier fuel types, change callbr & function lest frequen- 
cies for specific Instrumentation & operate new scram discharge sya. 

VASSALLO.D.B Operating Reactors Branch 2 85/05/30 28pp 30960;326. 
3D960.353 

"86061701 76 Safely evaluation supporflng Amend 80 to License DPR-30 

* OlHce of Nuclear Reactor Regulation, Director. 85/05/30 40pp 30960,354- 
30860.357 

6506170400 Forwards Amend 87 to Llconso OPn-30 & salaty evaluation Amend allows 
hafnium metal to be used tor neutron absorber mail In control rod blades. 

SEVAN, R S, Oporallng Reactors Brancft 2, 06/05/30 FARRAR,D,L Commonwaallh 
Edison Co. 2pp 30082.038-30082;046 

--BB06 170408 Amend 87 to Llcenso DPR -30, all owing hafnium metal to be used for nog- 
Iron absorber mall In control rod blades. 

VASSALLO.D.B Operating Reactors Branch 2, 85/05/30 4pp. 30B82'040-30982,043. 

"8506170424 Safely evaluation supporting Amend 87 to License DPR-30. 

* Oflice ol Nuclear Reactor Regulation, Director, 85/05/30, 2pp 30982044- 
30982,046. 

8506170463 Forwards safely evaluation re util response to Generic LIr 83-28, Items 
3.1.1,3.1 2,3,2.1,3,2 2 8i 4 5,1 ro post-malnl testing verification Response to Items 
adequaie.Actlon on Generic Ltr 83-28 Items complete 

VASSALLO.D.B Operating Reactors Branch 2. 86/05/31 FARRAR, DL, Common- 
waallh Edison Co. 2pp 30981:364-309811367 

"8606170462 Safety evaluation supporting uill response to Generlo Ltr 83 28, Items 
3 1.1,3 1.2, 3.2. 1,3. 2. 2 & 4 5.1 re post-malnl testing verification. 

* Olllce of Nuclear Reactor Regulation, Diroclor 85/06/31. 2pp. 30981:356- 
30981:367. 

8506170662 Concludes that 10 unrepaired welds will not compromise Integrity of 
HCP6 Facility can be safely operated for at least one addi cycle. Requests that piping 
sys Insp/mod plans be submitted 3 months before oulsge 

VASSALLO.D.B. Operating Reactors Branch 2. 86/06/31. FARRAR.D.L. Common- 
wealth Edison Co. 2pp. 30980 023-30980:024 

6506140338 Advises that TMI Action Hem II F2, "Inadequate Core Cooling Instrumenta- 
tion" resolved, per 841204 response to Generic Ltr 84-23. 

VASSALLO.DB. Operating Reactors Branch 2. 85/06/05 EARRAR.DL. Common- 
wealth Edison Co 2pp. 30907:001-30907.002. 

8506270423 Lists facilities current & revised environ monitoring TLDs effective 
650801 .LsSalle Station TLDs will be in ellecl as of Third Quarter 1985.TLDs not listed 
remain unchanged. Map tor revised numbers end. 

QOLDEN.J C. Commonwealth Edison Co, 86/08/10 KePPLER,J.Q, Region 3, Office 
of Director. Bpp. 31236:219-31236:224. 


8506270066 Advises that Revs 33,34 & 35 to OA Topical Rept CE-1-A satisfy require- 
ments of App B to 10CFR 50 Changes to Section 7 resolve questions re procurement 
activities 

SPESSARD.RL Region 3, Office of Director 85/06/21 REED.C Commonwealth 
Edison Co 2pp 31235 287-31235 280 


Q. Inspection reports, IE Bulletins & correspondence 

8506100241 Responds to NRC 950410 ltr re violations noted in Insn Repts 60 254/05- 
07 & 50 -20 5/85-07 .Corrective actions NRC notified ol scram on 850328 using Emer- 
ency Nolilication Sys 8 admlnislrafivo procedure Implemented. 

ARRAR.D L Commonwealth Edison Co 85/05/08 KEPPLER.J G Region 3, OUlco 
ol Director 2pp 30791 020-30791 021 

8505130027 Supp] 1 lo IE Info Nctice 84-55, “Seal Table Leaks at PWRs." Sve list end 
JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co ol New York, Inc 107pp 31044 065- 
31044 17 1 

8505130036 SuppI 1 to IE Info Notice 05-020, "Motor-Operated Valve Failures Due to 
Hammering Effect." Sve list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/05/14 Consolidated Edison Co ol Now York, Inc fQ7pp, 31044 172- 
31044.270 

8605200690 IE Into Notice 85 039, "Auditability of Elecirlcal Equipment Qualification 
Records at Licensees Facitiiies.’' Sve list end 

JORDAN. EL Division of Emergoncy Preparedness & Engineering Response (Post 
830103), 85/05/22 Consolidated Edison Co of New York. Inc T06pp 30837,258- 
30a37'3e3 

8505200600 IE Info Notice 65 040, "Dellclondes In Equipment Qualllicatlon Testing & 
Certllicallon Procass " Sve list end 

JORDAN, E.L, Division ol Emergency Preparodnoas & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co of Now York, Inc f06pp 30648:166- 
30a40'271 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 000 Series Badge 
TLD Elements," Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co. of Now York, Inc. I20pp. 30852 245 
30852 363 

8505280187 IE Info Notice 85 043, "Radiography Events at Power Reactors." Sve list 
end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
030103 85/05/30 Consolidated Edison Co of New Yotk, Inc taopp 30684:167- 
30864 207 

SSDS28019S IE Info Notice 05 044, "Emergency Communication Sya Monthly Test." Sve 
(Isf end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103 86/05/30. Consolidated Edison Co. ol New York, Inc f2tpp 30804.046- 
a0064'ie6 

8508060308 Forwards design Into re Insp ol five stainless aloe) weld overlays performed 
during reluollng outage Overlay dimonsfona provided Residual stress distribution & 
predicted Maw growth Tor Weld Overlays 10S-F6 & 02AS-S4 provided, 

RYBAK.B. Commonwealth Edison Co 05/05/30. DENTON.H R. Office of Nudoar Re- 
actor Regulation, Director. &pp. 30717,306-30717:311 

8506100445 Nolllies formally that 74 eleinless steel wolds Inspected uitrasonlcalty 
during current refueling oulage.Two welds considered lo have crack Indications 
overlayed Ol 13 welds w/prlor crack indications,! merits overlay. 

RYBAK.B Commonwealth Edison Co, 85/05/31. DENTON.H.R Olllce ol Nuclear Re- 
actor Regulation, Director, 2pp 30794,236-30704.237. 

8506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Wostinghouse Designed Plants " Svo list end. 
JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06, Consolidated Edison Co. of New York, Inc. f22pp 30a65’001- 
3onfi‘;'n4e 
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8506140B36 IE Info Notice 85 048. "Respirator Users Notice Dsleclive Sell Contained 
Breathing Apparatus Air Cylinders *’ Svc list end 

JORDAN, El Owision of Emergency Preparedness S Engineering Response (Post 
830103) 65/08/19 Consolidated Edison Co. o( New YorR, Inc 123pp 31376 064- 
31376 183 


R. Parlodlc operating reports & related correepondence 

8506040258 Forwards special lepts, "Summary Status of Fuel Perlormance, End of 
Cycle 7.May 1985," per requirements ol Table 66 1 ol Licenses DPR'29 & DPR-30 
KAUVIANAKIS.N Commonwealth Edison Co 85/05/15 KEPPLEH.J G Region 3, 
Office of Dlraolor. 3pp 30703.256-30703 256 

8596240352 Monthly operating tepts for May 1965 W/850603 Hr 
KRONICH.C , TAMLYN.T.K Commonwealth Edison Co 65/05/31 22pp 31202 183- 
31202 204 


S. Reportable occurrences, LERs & related correspondence 

8506030269 Summary ot operating reactors events 850515 meeting DIv directors or rep 
resenlativos bnefed on events occurring since 650507 meeting Assignment of follow- 
up review responsibilities discussed Attendance list end 

CR LITCHFIELD, D Assistant Director for Safety Assessment 65/05/22. 
THOMPSON,H L OivlBion ol Licensing 18pp 30709021-3070803B 

B50617Q398 LER 8S011-00.on 8505 07, reactor scrammed & loss of auxiliary power 
occurred Caused by phase to-ground fault due to power cord getting too close to T-22 
'A' 345 kV phase line. Transformer Insulators replacedW/SSOSSO Hr. 

STRUB.B R , KALIVIANAKIS.N Commonwealth Edison Co 85/06/03 Spp 
30&72 183-30872 168 

8S062S0122 LER 85 014 OOori 850631 ,full scram Initiated during Surveillance Test QOS 
1600 11 w/unil In shutdown mode Caused by Inadequacy of procedure Scram reset & 
Procedure QOS 1600-11 coiiectedW/8S0606 Itr 

8LAMEY,A , KALIVIANAKIS.N Commonwealth Edison Co 85/06/07 3pp 31200 299- 
31200.301. 

8506260163 LER 85 012-00 on 65052O,Qroup tl lsolalio.n occurred, starting standby gas 
treatmanf sys Caused by porsonnef error while performing winng verification Group II 
Isolation reset. Personnel counseled & procedures reviewed W6S0S17 Hr, 
JESSEN.D, KALIVIANAKfS.N.CommonwealthEdisonCo 05/06/17, 3pp 31229240 
31228,242 


-8506140400 Forwards updated summary of spent fuel shipments made during 8opt 
1984 

MILLER.DE Region 3, 011 ice ol Director 84/10/11 HIND.J A Region 3. Office ol Dl 
rector 2pp 30922 161-30922162 

-BB0B140417 Forwards updated summary of spent fuel shipmsnls.Jul 1983 - Aug 1984 
GREGER.L R Region 3, Olllce ol Director 64/09/07 WND.J.A Region 3. Olfico of 
Dlreclor }3pp, 30922'163'30922 175 

-8506140430 Forwards updated summary ol spent fuel shIpments.Jul 1983 - Jul 1984, 
QREGER.L R Region 3, Office ol Director, 84/08/02 HfND.J A Region 3, Office of 
Director I2pp 30922 1 70 30922 205 

-8506140455 Discusses roevalualion of West Valley spent fuel shipping praclices.por 
Greenman 040206 memo re changes In Region I inspector coverage ^ipmenls con 
linue to be Incident free Inspectors not dispatched for 840704 Shipment CECO-17. 
GREENMAN.EG Region 1. Olfice of Director 84/07/16 STAROSTECKl.R Region 
1. OfOce of Director, 2pp 30923 003 30923 004 

-8506140608 Forwards updated summary of spent fuel shIpments.Jul 1983 - Fob 1964 
GREGER.L R Region 3, Office of Director 84/03/13, HIND.J A Region 3, Office ol 
Director 14pp 30923 134-30923 147 

-8506140619 Forwards updated summary of spent fuel shipments, Jul 1983 - Juno 
1 984 

GREGER.L R Region 3, Oilice ol Director 84/07/05 HIND.J A Region 3, Olllce ol 
Director lipp 30923 148 30923 156 

-8506140825 Fonvards rev to June 1984 updated summary ol spent fuel shipmonta 
GREGER,LR Region 3, Office ol Oireclor 84/07/10, HIND.J A Reqion 3. Office ol 
Director 2pp 30923 159-30929 001 

8606240645 "Shuldown DHR Analysis, Poml Beach Case Study," draft rept 
CRAMOND.W R , ERtCSON.D M , SANDERS.G A Sandia National Laboratories 85/ 
02/28 Generic Issues Branch, 938pp 31175001-31177 210 

8506170077 Responds to FOIA request (or records re FIN B 0489, "Containment Leak 
Rate Testing Program" & Quadrex Corp/NRG contracts Forwards documents re FIN 
B 0409 Documents also available In PDR No documents re Quadrex subj to roquoat 
FELTON,J,M Division ol Rules and Records FIN B 0489 85/03/25 

REYTBLATT,Z V, Warren Wilson College, Swannanoa, NC 7pp 309Q7 030- 
30987 076 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 


-8506170281 "Containment Leak Rate Testing Invostlgallons," monthly progross ronl 
for Nov 1982 

DOUGAN.J R. Oak Ridge National Laboratory FIN B-0400. 02/12/07 ARNDT, G Mo- 
chanica I /Structural Engineering Branch 3pp. 30987 115 30687 117 


8S06100552 Reirtsad emergency plan Implemanling prooeduresjncluding table of 
contenle.Rev 0 to EP/P 1 1 re pfani operatfons manager (nitlaf response & Rev 6 to 
EPIP 1 5 re tnlbel classification W/e50B05 Itr 

FAY,C.W, Wisconsin Electric Power Co, 85/06/05 DENTON, HR, Office of Nuclear 
Reactor Regulation, Director MILLER, JR operating Reactors Branch 3 I30pp, 
30794,237-30705053 


8506270167 Advises that Slate & local plans tor radiological emergencies adeouatasubj 
to crttariB of App 3 ol NUREQ- 0654/FEMA REP-1,Rev 1 & FEMA-43, "Sid Guide for 
Evaluation of Alert & Nolificalton Sys for Nuclear Power Plants ” 

SPECK.SW. Fodaral Emergency Management Agency 85/06/14 DIRCKS,WJ 
Office of the Exaculfva Director for Operations 2pp 31234 32931234330. 


J. Insurance & Indemnity Intormallan 

6506050217 Forwards Endorsement 81 to NELIA Policy NF-17e & Endorsement 66 to 
MAELU Policy MF-53. 

DUNDAS.W.J Wisconsin Electric Power Co 85/05/29 Office of Resource Manage- 
ment, Director 3pp. 30717 313-30717.315. 


P. Operating license stage documents A correspondence 


8506070654 Forwards safety avalualion supporting licensee 831107 & 041228 re- 
sponses to Generic Hr 83-28, Items 4 21 & 4 2 2 re reactor trip sys rollabjIlty.provIdDiJ 
correcHve action taken if higher than normal values observed in trip force, 

MILLER,JR Operating Reaciots Branch 3 85/05/16 FAY.CW. Wisconsin Electric 
PowwCo Ip 3D79S‘Va^3079B m. 


-8506070659 Safety evaluation supporting licensee response to Generic Lir 03- 
83,ll0ms 4 2,1 & 4 2,2 re reactor trip sys re 11 ability, provided corrective action lakon II 
tifgher than normal vafvaa observed In trip force & response time values. 

‘ NRC . No Detailed Affiliation Given 85/05/18 6pp 30790 1 19 30798 183 

6506060172 Requests exemption from provisions of 10CFR50,App A,GD(C 4 to ollml- 
nate consideration of large RCS primary loop pipe breaks In structural doalfin 
basisper Generic Ltr 94-04 

FAY.Cw Wisconsin Electric Power Co 85/05/30 DENTON, H.R. Office of Nuclonr 
Reactor Regulation, Director MILLER, JR Operating Reactors Branch 3 3cd 
30719,036 30719 038, " • H 


BMB 130033 Advisss Of fees due for 84111f & 850502 appllcaflons for amends to Li- 
censes DPR-24 4 OPR-27 re environ qualification of water regutallna valves & ll/f indJ- 
caffng assemblies Fees due frrespective of NRC disposition of application 
DIGGS, R M License Fee Management Branch, 86/06/06, FAWC.W. Wisconsin Efoc- 
trio Power Co Ip. 30867 '099-30667.099 


8506189031 FOIA lequasl (or seven specified documents & ends 
GRA6ER.L. NUS Corp. 84/10/29. Division of Rules and Records. Ip 30986,266- 
30986 '268, 

6506130045 Parbal response la FOIA request for alt documents re NRC procedures for 
detection & control of alcohol & Illegal drug use by persona engaged Irt bldg or const 
of nuclear reactors or lao)lltles,Forwards App A documents 
FELTON, J.M Division o( Rules and Records. 85/01/28 HEATH.SJ, Washington 
Legal Foundation 55pp. 30937,047-30937 167. 

•--8S08149tM Discussion w/uUI on 821116 ra policies on use or possession ol drugs or 
alcohol. 

GIBSON, J. Office of Nuclear Raacior Regulation, Director HAGUE,R NRC • No De- 
tailed Affilialkin Given. M1LLER,J.R Region 3. Office ol Director. 82/11/15 3pp 
30938.308-30938:310. 

8506140093 Further response to FOIA request for efght calegotfea of documents re nu- 
clear spent fuel transportation, Forwards App C documents App C & selected App 0 
documents also avail aote In PDR App D Docunnents 6 & B- 12 for sale by NRC & Gra 
FELTON,J.M. Dfvl«on of Rules and Records. 85/01/29 MIH-AR,F Envfronmenlet 
Policy Institute. tOpp. 30919.003-30919.043. 

—8508140130 Forwards updated summary of spani fuat shipments, Jul 1963 - Apr 1964, 
GREGER.L R. Region 3, Office of Director 85/01 /29 HINO,J A. CHvIsion ol Radlolooi- 
cat A Materials Safely Programs. 9pp. 30919.013 30919021. 

-8606140147 Forwards updated summary of spent fuel shipments, Jul 1983 • May 1684 
QREQERiLR, Region 3, Office ol Director. 04/06/07. HIND.J, A, Region 3, Office of 
Director, lOpp 3(«19.034-30919.043 


8506180580 Authorizes ImpIemenlaUon ol proposed ASME Code pump & valve Inserv- 
IcB foaling programs to be completed no later than 850801, per 050328 reauesf for 
relief from reciuTrements ^ 

?ilf,c"4pp sSsStCSifjT'"''’ 


DauoxioxHo forwards response to Generic Ltr 65 02 re recommended action from NFfC 
f®solutlon of imresolved safely Issues concerninfl steam ganor- 
tosp practices lor Category C 2 results also discussed. “ 
FAr,CW Wisconsin Efeofrfc Power Co. 85/06/17, DENTON.H.R, Office of Nuclanf 
Reactor Regulation, Director, epp 31024:081-31024 080 


oowxnui io /^pmication for amend to Licenses DPR-24 & OPR-27,con3l8lina of Tech 
capsutea^Feepa^'^^** 105,exf8ndlng removal schedule for reactor Voseel surveillance 

FAY,C.W, Wisconsin Elaclrlc Power Co. 85/06/17. DENTON.H.R Office of Nuclear 
3flfe27e^?2f4264 FILLER, J R Operating Reactors Branch 3, 3pp. 


0 i«v" oF»c8.onanging removal schedule tor reactor vessel eur. 
* Flax Injegrated fasf neutron exposure ot vessel. 

Wisconsin Electric Power Co 85/06/17. 6pp 3121A279 3121B'2a4, 

sumrnary ol key results from regional survav of Dtanf-sarj- 
clflo Info re polenflal tor uncontrolled radiation exposures in PWR cavities oer JQ Pari 
W®' ^ needed. cavities, per JG Part. 

LiiriSivtp oMnspeclIon and Enforcement, 85/06/18 

MUHLEY,T,E, Region 1, Olfice of Director. 9pp. 31211,322-31211;330 
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Q. Inspection reports, IE Bulletins & correspondence 

8506140093 Further response to FOIA request lor eight categories of documents re nu- 
clear spent fuel transportation Forwards App C documents App C & selected App D 
documents also available In PDR App D Documents 6 & 0-12 lor sale by NRC & QPO 
FELTON, J M Division of Rules and Records 8S/01/29 MILLAR, F. Environmental 
Policy Institute lOpp, 30919 003-30919 043 

"6506140456 Discusses reevaluation ol West Valley spent fuel shipping practices, per 
Qreenman B40206 memo re changes In Region I inspector coverage ^ Ip ments con- 
tinue to ho Incident free Inspectors not dispatched (or 840704 Shipment CECO-17 
GREENMAN.EG Reglorr 1. Office of Direcfor 04/07/16 STAROSTECKl.H Region 
1, Oltice ol Director 2pp 30923 003-30923 004 

8606130027 SuppI 1 to IE Info Notice 04-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/14 Consolidated Edison Co, of New York, Inc. 107pp 31044.065 
31044 171. 

8505130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Duo to 
Hammering ElfecI " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/14 Consolidated Edison Co of New York, Inc. f07pp 31044.172- 
31044'278, 

8505200590 IE Info Notice 85 030, "Auditability Of Electrical Equipment Quallllcation 
Records at Lteensses Faclflllos " Svc fisf end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc I06pp 30837.260- 
30B37'363. 

6605200600 IE Info Nollco 85 040, "Dolidoncles In Equipment Qualification Testing & 
Certification Process " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co. ol New York, Inc T06pp. 30648:166 
30848 271 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic BOO Series Badge 
TLD Elements " Svc list end. 

JORDAN,E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co, of New York, Inc 120pp 30852:245- 
30852,363. 

8505260167 IE Info Nollco 85 043, "Radiography Events at Power Reactors,” Svc list 
end. 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolldalod Edison Co. of New York, Inc. 120pp 30864:167- 
30864:267 

8605280196 IE Info Noilco 05 044, "Emergency Communication Sys Monthly Teat " Svc 
Kst end 

JORDAN, E L. Division ol Emergency Preparedness & Englnoorlng Response (Post 
830103) 05/05/30. Consolidated Edison Co. ol New York, Inc 121 pp, 30864,045- 
3OBe4'160. 

8506130298 Confirms findings of V Thomas 650528 telcon re close out of IE Bulletin 
79-25 Completion ol replacemont ol remaining original allocled relays per IE Bulletin 
82 63 not reported by util or Region III. 

FOLEY,W.J. Parameier. Inc, NRC-05-B2-249, 86/05/30, BAER.R L Engineering & Ge- 
neric Communications Branch. 2pp 30850:060 30959 061. 

8506060677 IE Ihlo Nollco 86 046, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Wostlnohouse Designed Plants," Svc list end. 
JORDAN, E L. Division of Emergency Preparedness iS Engineering Response (Post 
030103). 85/06/06, Consolidated Edison Co. of New York, Ino, 12app 30886'001- 
30866.046 

6506060707 IE Info Notice 85-046. "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages.'' Svo list end. 
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 

S . 85/06/10. Consolidated Edison Co, of New York, Ino. 124pp. 31043 301- 
64, 

8506140521 Forwards Safety Insp Ropts 60-266/85.04 & 60.301/85-04 on 850401- 
0608.No noncompllance noted, 

SHAFEfl.WO. Region 3, Office ol Director 86/06/11, FAY.C.W. Wisconsin Eledrlo 
Power Co 1 p, 30697- 167-30897; 1 97 

"8506140526 Insp Repls 50-268/85.04 & 50-301 /B6 04 on 850401 -O6O6.N0 noncom- 
pliance or deviation noled.Mdor areas inspected: maint, operational safety 
surveillance, reluoling activities, & IE circular & UER followup. 

JACKlW.l.N. Region 3, Office ol Director. 86/06/11 10pp. 30897:188-30807:197. 

8506140240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves." Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/18, Consolidated Edison Co. ol New York, Inc. 134pp. 31268.167- 
31268:^4. 

8506140636 IE Info Notice 85-048, "Respirator Users Notlce;DetQctlva Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
630103} 85/06/19. Consolidated Edison Co, ol New York, Inc, 123pp 31376:064- 
31376-fe3. 


R, Periodic operating reports H related correspondence 


-8506200134 "Stale of Wl 1984 Kewaunee Environ Radioadivity Survey," 

• Wisconsin, Stale of NRC-30-83 647 84/12/31 37pp 31023 075-31023 111 

"8506200143 "State of Wl 1984 UCBWR Environ Radioactivity Survey " 

• Wisconsin, State ol NRC-30 83-647 84/12/31 49pp 31023 112-31023 160 


S. Reportable occurrences, LERs & related correspondence 


6506140089 LER 03-002/01 T-0 on 83030 B.omergency diesel 3D tailed to start during 
tesling.On 830309, diesel declared out-of svc, then successfully started. Caused by 
faulty Type UG8 Woodward governor Procedures revised ponding replacement 
LINK.R.E Wisconsin Electric Power Co 83/03/09 KEPPLER.J Q Region 3. Olllce of 
Director tp 30909 268-30909 268 

B508170574 LER 83 005/03L O.on 830628.control operator discovered tPORV-430 hod 
no position indication on main control board due to open molded circuit breaker Cause 
unknown. Breaker closed & Indication to t PORV-430 restored, W/630722 Ur 
FAY.CW Wisconsin Electric Power Co. 83/07/22, KEPPLER.J G Region 3. Olllce of 
Director. 3pp 30972 118-30972,120 

6506070459 PNO III 85 043 on 860530,control rod F-1 2 did not drop to bottom of core 
during cold lull-flow control rod drop tost On 850531, rod J-4 stuck w/prlmory sys at 
370 degrees Vessel head will be removed lo determine why rods stuck 
JACKIW.I, SHAFER, W Region 3. Olllce ol Director 85/05/31 Ip 30763 335- 
30763,335, 

8506140203 PNO-II1 85-043Aon 850530,ccntrol rods F-12 & J4 found stuck during 
insp Caused by split pin & broken piece ot tube being lodged In guide tube Guido lube 
Inserts & internals will be removed & inspected. 

BURGESS, B, SHAFER, W Region 3, Oflico of Director 85/06/10, Ip. 30B96'106- 
30896-106 


8606270444 LER 85 002-00 on 850427 .failed luel rod Cladding In assembly HO 
dIscovered.Caused by vibration of rod against grid & gr(d springs Possibly caused by 
water impingement discovered on 850515 W/05O6i7 Ur 

FAY.C W. Wisconsin Electric Power Co 85/06/1 7 KEPPLER.J Q Region 3, Office of 
Director 5pp 31261,344-31261:348, 
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F, Security, medical, emergency & tire protection plane 


8506040226 Responds to 850416 Itr re contradictory sialemonta submitted In three util 
lira, Circulator speed Instruments not relied upon in lOCFRBO.App R,re fire protection 
evaluation because of close proximity between loops. 

LEE.O.R Public Service Co, of Colorado, 85/05/16. JOHNSON, E H Region 4. Ofiloo 
ol Director 0pp 3O7O0'34O-3O7O9,347. 


8506030235 Informs Of completion of mod work to automate G&J wall sprinkler sye.por 
040017 App R commitment 

LEE, OR. Riblic Service Co, of Colorado 85/06/17, JOHNSON.E.H Region 4, Office 
of Director. 1p. 30674:101-30874-101. 

8506030481 Advisee that 850404 response to NRC 850307 Itr & FEMA 841214 ropt 
responsive to concerns re primary alert & notification sys. Review of corrective actions 
continuing Requests results of any tesla or assessments conducted to evaluate sys. 
JOHNSON, E H, Region 4, Office of Director 85/05/28. LEE,0 R. Public Service Co 
of Colorado. 2pp. 30676, 280-30676 289, 


8506030513 Advises thal changes & revs to emergency plan consistent w/provlslons ol 
10CFR50.54(q) & acceptable. LI Sled comments should be evaluated & considered for 


possible Inclusion In next emergency plan rev. 
JOHNSON.E.H. Region 4, Office of Oir 


Jirector 85/05/28 LEE.O.R, Public Service Co, 
of Colorado. 2pp 38077:192-30677.193, 


8506100640 Forwards "Fort St Vrain Nuclear Generating Station Fire Hazards Analysis 
& Evaluation of Bldg 10 lo Branch Technical Position 9.6-1, App A QuItJolinas.Rept 6," 
per 850131 meeting. 

CeEiO.R, Public Service Co, ot Colorado. 86/05/31. JOHNSON.E.H Region 4, Office 
of Direotor, Ip. 30792.049 30792-174 


-8606100641 "Fort St Vrain Nuclear Qoneraling Station Fire Hazards Analysts & Eval- 
uation of Bldg 10 to Branch Technical Position 9.6-1, App A Quidelin0s,R6et 6 " 

• TENERA Corp. (subs ol TER A Corp). 85/05/31. 120pp 30792.060 30792.174. 


6506240008 Ack receipt of 860418 & 0507 firs Informing NRG of steps taken to correct 
violations noted In insp Rept 60-2 67/8 4-30. 

JOHNSON.E.H. Region 4. Office ol Director 86/06/12, LEE.O.R. Public Service Co 
of Colorado 2pp 3f2O2'f81-3f202;1fi5. 

-8606240016 Amends B50418 response lo NRG B50322 Hr re violations noted in Insp 
Rapt 60-267/84 -30. Corrective actlons-memo Issued to personnel to provide Interim 
methodology used In applying QA program to security & lire protection. 

SINGUETOKL W, PubHo Service Co ol Colorado. 65/05/07. JOHNSON.E H. Region 
4, Ollica ol Director, 3pp, 31 202.1 03-31 202:1 65 


8606180383 Monthly operating repts tor May IO86.W/86O0IO Hr. 

KRAUSE, C.W WlMOhsIn E^ctrlo Power Co 85/05/31, pp. 30993.110-30993:127. 

8506200119 Poiwerda annual environ radioaollvlty repts for 1084. Repts divided Into two 
sections Seeffon f Includes sampling techniques, analytical procedures & 

concluslons.Saollon II Includes comperlaon ol state & facility data 
MCDONNELL, LJ, Wisconsin, State of NRC-30-83-647. 86/05/31. KEPPLER,J.Q, 
Region 3, Office of Direotor. Ip. 31023:037-31023:180. 

"8506200127 "Stale Ol Wl 1984 Point Beach Environ Radioaollvlty Survey." 

* Wisconsin, Slate of. NRC-30-a3-647, 84/12/31. 37pp. 31 023:()3e-3 1023.074. 


8506270320 informs of changes to radiological emergency exercise (FOSAVEX) 1985 
scenario Exercise must be held during normal working hours.Predelermlned meteoro- 
logical data will be used lor dose calculatIons.Exercise will begin 850618 
QAHMJ.W. Publlo Service Co. ol Colorado 85/06/14. JOHNSON.E.H, Region 4. 
Office of Director 2pp 31252,307-31262,308, 

8606270866 Revised radiological emergency response plan implementing 
procedures.lncludlng Issue 5 lo RERP-cR, "Control Room Procedure" & Issue 7 lo 
RERP-DOSE, "Offsite Dose Calculations Methodology." W/860617 Hr. 

QAHM,J.W. Public Service Co. of Colorado 85/06/17 668pp. 31247:001-31248.298 
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P. operating license stage documents & correspondence 

05O613OO4S Partial response to FOIA requast for all documents re NRC procedures for 
detection & control o1 alcohol &. illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facllillas Forwards App A documents. 

FELTON, JM, Division of Rules and Records 05/01/20 HEATH.SJ Washington 
Legal Foundation 55pp 309 37 ,047 -300 37 167 

••BSD61 30033 Forwards rept of 630421 discussion w/util re drug & alcohol abuse al 
facility .per Temporary tn struct Ion 2596/1. 

CHECK, PS Region 4, Oitico of Director 83/05/05 DEYOUNQ.R C. Dlroclor's Office, 
Office ollnspectron and Enforcement Ip 30941 290 30941 290 

>•6600130075 Forwards rept 830421 discussion w/ulll re licensee drug & alcohol pro- 
gram 

DICKERSON.M W, Region 4, Office of Director 83/04/26 CHECK, P.S Region 4, 
Oftlce of Director Ip. 30941 291-30941 291. 

-6303130080 Discussion w/u|il on 830421 re facility drug & alcohol pfogram & policy, 
DlCKERSON,M W, Region 4, Olfice of Director. 83/04/21 3pp 30941 292.30941,294 

-3503130361 Forwards schedule of Region IV meetings w/ullls re alcohol & drug abuse 
& production of repls on meetings. First repl end 

CHECK.P S Reoior* 4, Office of Director 03/03/24. DEYOUNG.R.C, Director's Office, 
Office of inspection and Enforcement 2pp, 30941 277-30941,270 

3606030260 Informs that EPA dissatisfied w/drafl mod to State of CO Wastewater Dis- 
charge Permit C0 0001121.Stale modllylng permllUtil wilt act In accordance w/re- 
quirements of original permit until new permit Issued 

QAHM.JW Public Service Co of Colorado. 85/05/01 JOHNSON,E.H. Region 4, 
Otffce of Diroctof 28pp 3068 S '33 4-306 85, 381 

3506030254 Notifies lhal end fitness for duty policy & procedure efiectiva as of 850201 
& 04,respecllvely.NRC & contracted personnel sub) to requirements of procedure Site 
personnel will receive notification & training 

LEE.O R Public Service Co. of Colorado 86/05/02. JOHNSON.E. Region 4, Olfice of 
Diroclor, 3pp 30685:305-306 B 5,31 B 

-6608030259 Issue 2 to Policy 18, '"Fitness for Duty Policy," Guideline 18-1 also end. 
LEE,OR Publlo Service Co of Colorado, 65/02/12 3pp 30685 308 30685 310, 

-3506030266 Issue 1 toG>13, "Fitness lor Duty" 

LEE,OR Public Service Co of Colorado 65/01/31 Bpp. 30685 311.30665 318 

8603130519 Forwards plan for installation o1 dilution sys per NUREG 0737,ltem 
II P.1 1 Dilution factor discussed. Continuous remote readout & alarm will remain in 
control room Sys will be Installed by fourth refueling outage 
LEE,OR. Public Service Co. of Colorado 85/05/17. JOHNSON,E,H. Region 4, Office 
of Director 4pp 3O89l.2'O8-SO80V2f1 

B506120520 Submits current status of work on Tech Spec Umiting Condition for Oper- 
ation 4.1 9 re core region temp rise Calculatlonal diffarer\ce3 between Ihermal/hy- 
draulic analyses being investigated Summary of open items provided 
BREY.H.L Public Service Co, ol Colorado 85/05/20. JOHNSON,E Region 4, Olfice 
o1 Director, 2pp, 30858,109-3086BT10 

8503140166 Responds to Commllmenl Log Item CL.105S re verification ol operability of 
surge diodes on CRD brake & limit switch relays Diodes A funeVons llstea Action Re 
quest DCAR-704 Initiated to provide relocation of diodes. 

BREY.HL, Public Service Co of Colorado 65/05/20. JOHNSON.E.H. Region 4, 
Oltice ol Director. 2pp. 30910:110-30910:11 1. 

6506130511 Forwards application to amend License DPR>34,adding Tech Speo Section 
4 6.3 to enable xenon siabllity leslIng.Fee paid, 

LEE, OR Publlo Service Co. ol Colorado. 85/05/22 JOHNSON, EK Region 4, Office 
of Director, 3pp. 30891.231-30891-245, 

-8606130613 Application for amend to license DPR-34, adding Tech Spec Section 4 9 3 
lor xenon stabfflN testing 

LEE,O.R. Public Service Co of Colorado. 85/05/22. 4pp 30891,234-30891 237. 

-6506 130514 Proposed Tech Spec Seclion 4 9 3, "Xenon Stability Testing " 

• Publlo Service Co of Colorado, 85/05/22. 8pp 30B91-236-3089T245 

6506030665 Summary of 850516 meelino w/ulll re emergency electrical power sys con- 
cerns resulUng from staff evaluation of problems from tasting emergency diesel gen- 
erators on 841218. Juslllication for continued operation requested, 

HEITNER,K,L Operating Reactors Branch 3, 85/05/23, TOUR IG NY, EG Dperating 
Reactors Branch 3 4pp. 30687 310 30607:313. 

6506060554 Forwards summaiy of 650503 meeting w/uUI & GA Technologies In 
Balhesda,MD re CRD machanrsm Tech Spec problem .Meeting beneficial 
JOHN80N,E.K Region 4, Office of Director, 85/06/28, LEE,OR. Public Service Co. 
of Colorado. 2pp. 30768 175-30766;180, 

..8506060559 Summary of 850803 maeling w/util & QA Technologies re CRD mecha- 
nism Tech Spec problem.Llst of attendees end. 

WAQNER.P.b Region 4, Office of Dlreclor, 65/05/26. Region 4, Office ol Director, 
4pp 30768.177 -GOTBB.I BO, 

6506060656 Proposes that util place representative In Region IV on controlled distribu- 
tion list ter Tech Specs & administrative control procedure9.Telcons facilitated by 
using similar re! matl Project Inspector will he document holder. 

JOHNSON, E.H, Region 4, Office ol Director, 85/05/30. LEE.O-R. Publlo Service Co 
ol Colorado 2pp. 30768 3S6-307 58:357 

6606200532 Forwards SER of util 631104 response to Genenc Ltr 83-26, Action Item 
1.1, "Pr^ram Descdpllon & Procedures." Response acceptable Item 1,1 considered 

JOH?IloN,EH. Region 4, Office of Dlreclor. 85/06/06 LEE,0,R Public Service Co 
of Colorado 2pp, 3i 020.058-31 020,065, 

-8506200537 SER supporting licensee response to Generic Ltr 83 28, Action Item 1 1, 
"Program Description A Procedures," re MSt-trlp ravfew.Responsa acceptable, 

*• NRC - No Detailed AHillatlon Given, 85/05/07, 6pp. 31020.060-31020.065 


8506270115 Informs of acceptability of Devcon 5 minute epoxy for use in cemanling re- 
sistance temp detector temp sensors to CRD cavity & motor.based on test & insorvlce 
exposure of epoxy to high temps 

WAREMBOURG.D W Public Service Co ol Colorado 85/06/07 JOHNSON, EH. 
Region 4, Olfice of Director 2pp 31252.066 31252 067 

B50627030S Advises that Drawing 92- N -84 0008, "Elamentary & Schematic Diagram." 
sent to K Heltner in Beihesda.MD lor electrical review.per I Ahmed request 
WAREMBOURG.D W Public Service Co of Colorado 85/06/07 JOHNSON.E H 
Region 4, Office of Director Ip. 31252 260-31252 260. 

6506270519 Forwards interim Tech Specs for control rods for use during plant 
startup Specs describe program to assure control rod & reserve shutdown sys 
reliabllity.OperatIng limit of 250 F max on control rod motor temp entlclpatod 
LEE.O,R Public Service Co ol Colorado, 86/06/07 JOHNSON.E.H Region 4, Ollieo 
of Director. 80pp 31251.03B 31251,125 

6506270063 Application to amend License DPR-34,updatlng Section 7 of Tech Specs 
for recent organizational changes & adding Section 7 7 re formalized fuel survelllanco 
program.Fee paid 

LEE.O.R Public Service Co of Colorado. B5/06/10. JOHNSON.E H Region 4. Olfico 
of Dlreclor, 6pp 312S2'130 31252 141. 

-8606270069 Proposed changes to Tech Spec Section 7.updallng recent organizational 
changes & adding Section 7,7 re formalized fuel surveillance program Utif NSHC de- 
termination end. 

* Public Service Co of Colorado 85/06/10 6pp, 31252 136 31252 141 

8506270101 Maintains util position of lull compliance w/10CFR504g In response to EH 
Johnson 850611 inquiry re errviron qualifloalions of electrical equipment Importont to 
safety. Responses to each concern presented In 85061 1 ltr end 
WAREMBOURG.DW Public Service Co of Colorado 85/06/11 JOHNSON.E H- 
Reglon 4, Office of Director 8pp 31252 082-31252 089 

6506250412 Confirms 850617 meeting, per 850606 telcon.re plant status & perlormanco 
enhancement program 

JOHNSON, E H. Region 4, Office of Director 85/06/12 BREY.H L Public Seivleo Co 
of Colorado ip 31199 237-31199 237 

6S062702S6 Responds lo Generic Llr 83 26 Forwards table demonstrating poat-trip 
review capabilities based on evaluation of digiisl & analog parameters telomotorodl 
into plant computer re Table 1.3 of draft technical evaluation rept (G 851 69] 

GAHM,JW, Public Service Co of Colorado 65/06/12 JOHNSON.E H Region 4. 
Office ol Director Bpp. 31261.319-31251,326 

6506266342 Requests publication of FR notice of consideration of issuance of amonef 
to License DPR-34 & proposed NSHC determination & opportunity for hoarln{] m 
xenon stability testing NSHC determination available In Central Files 
JOHNSON.E H. flegron 4, Office of Director 85/06/13 MILLER, JR Operating Roac- 
tors Branch 3 4pp 31228 229 31228 232 

8506280187 Forwards results ol engineering evaluation of design changes IntroducacI in 
CRD & orifice assembly bearings Physical comparison testing ol original & roptocQ' 
(Tienl shim motor bearings underway to establish operaiing/daaign margins. 
WAREMBOURG.D W, Public Service Co ol Colorado 85/08/13, JOHNSOM.E H- 
Reglon 4, Office ol Director 26pp 31274’293-31274 318 

8506260229 Forwards for review, "Heavy Load Analysis RepLPhase I." Rept parllally 
fulfills NRC 641205 request for reevaluatlon of control ol heavy loads Phase II repl will 
be submitted on 650815, 

WAREMBOURG,D.W Public Service Co of Colorado 65/06/14 JOHNSON.E.H. 
Region 4, Office of Direotor 2pp. 31218 107-31218,182. 

-8506260237 "Heavy Load Analysis Rept.Phase 1." 

* Public Service Co, of Coloraoo. 85/06/30. 73pp 31216 109 31218.182, 


Q. Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svolist onci 
JORDAN.E L Division ol Emergency Preparedness & Engineering Response IPosl 
830103L 85/05/14 Consolidated Edison Co, of New York, Inc f07pp, 31044,005- 
3f044:i7f 

6605130038 Suppl 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Duo lo 
Hammering Effect." Svo l/sf end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103^^05/05/14. Consolldaied Edison Co of New York, Inc i07pp' 31044:1 72- 

8506030222 Informs of intent to conduct addi Insps of random sample of PCRV bottom 
head longitudinal tendon anchor assemblies. Thirty-four longitudinal bottom end caoa 
accessible.Ten end caps will ba removed & inspected, > 

WAREMBOURG.D W. Public Service Co, of Colorado. 85/05/20, JOHNSON E H 
Region 4, Office of Director 2pp, 30673:274-30673,276. ' ‘ ’ 


oaosxuuoeu It inro Nouce eao38, ■AUditabl ty of Elecirical Equipment Quatification 
Records at Licensees Facilities. Sve list end, 

JORDAN, E,L Drvlslon of Emergency Preparedness & Englneerinq ResDonso 

Consolidated Edison Co ol New York, Inc, ?06pp.^30837-256. 

30o37«363, 

® CertlflSorl^Sess." Tostina & 

Emergency Preparedness & Engineering Response IPosi 
8^10^^65/05/22, Consolidated Edison Ot>. of New York, Ino l06pp.^3084e.166- 

performance flnh8nc<i 

met^l prograrn Formal ahitt turnover procedure written & In place Review of In-pla^ 
®POipjeied Illegible tags reolaced w/naw fags, . 
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S5Q6040717 Forwards Mgl Conlerence RepI 50 267/B4-32 on B41114No violation 
noted 

JOHNSON.E H Region 4. Oflice of Director 85/05/22 LEE.O R Public Service Co 
Of Colorado 3pp 30708 197-30708 209. 

-8508040728 Mgl Conference Rept 60-267/84-32 on 851114 No violation noted Major 
areas discussed restart & continued operation of facility, including Oct 1984 assess- 
ment rept S current licensino items 

IRELAfto.RE, JOHNSON.E H Region 4. Ollico of Director. 85/05/21 lOpp 
3070B 200 30708 208 

8EQ6060578 Forwards Insp Rept SO 267/85-11 on 850415-10 & notice of violation 
JOHNSON.E H Region 4. Office of Director. 85/05/22 LEE.O R Public Service Co, 
of Colorado. 2pp. 30725 046-30726.059. 

-8506050S80 Notice Of violation from insp on 850416-10, 

• Region 4. Office Of Director 86/05/22 2pp 30725.048-30726 049. 

-8508050585 Insp Hepl 50-267/85-11 on 050416-19 Violation noted failure 10 follow 
proper procurement procedures & failure to conduct QA receipt insps 
CHANEY.H.D, MURRAY, B, 1RELAND.H E Region 4, OKice ol Director 85/06/21 
10pp. 30726 050-30725:050. 

8605280181 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements " Sve Hat end 

JORDAN.EL Division Of Emorgoncy Preparedness & Enginoorlng Response (Post 
830103). 85/05/29 Consolidated Edison Co ot Now York. Inc Voopp. 30852 246- 
3DB52 363. 

8505260187 IE Into Notice 05-043, "Radiography Events at Power Reactors" Sve list 
end. 

JORDAN.EL. Division of Emergency Preparedness & Enginoorlng Responso (Post 
830103) 85/05/30. Consolidated Edison Co ol Now York, Inc. V20pp 30864 167- 
30B64'2a7 

850528019S IE Info Notice 85-044, "Emergency Communication Sys Monthly Teat " Sve 
list end 

JORDAN.EL. Division of Emergency Preparedness & Englnoerlng Response (Post 
630103) 85/05/30. Consolidated Edison Co. of Now York, Inc. f21pp. 30884 046- 
30864-166 

6506060877 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Rux Mapping Sys Used In Wostlngbouse Designed Plants " Sve list end 
JORDAN.E L. blvTston ol Emorgoncy Preparedness & Engineering Response (Post 
830103) 85/06/06. Consolidated Edison Co of Now York, Inc r22pp 30865.001- 
30865-046 

BS08270277 DIscussos Insp of 10 boUom longitudinal tondon end caps. Tendons visual 
ly & magnetic garllcle inspeolod lor ovidonce of corroslon.concavily.waler.apporont 
lalluros & crocking.No raised bullonheads found All teats negative. 

WAREMBOURQ.OW. Public Sorvico Co of Colorado. 85/06/07. JOHNSON.E.H 
Region 4, Ollico of Director. 2pp. 31261-327-31251.328 

85QB060707 IE Info Notice 05 046, "Clanlication ol Soveral Aspects o( Removable Ra- 
dloadiva Surface Conlamlnation Limits for Transport Packages " Sve list end 
JORDAN.EL. Division ol Emergency Preparedness & Englnooring Rosponso (Post 
030103), 85/06/10. Consolidated Edison Co ol Now York, Inc. I24pp 31043 301- 
31044:064. 

8506240008 Ack receipt ol 8504 16 & 0507 Itrs Inlorming NBC ol steps lakon to correct 
violations noted In Insp Rept 60-267/e4-30 

JOHNSON.E H. Region 4. Ollico of Dlroctor. 66/06/12. LEE.O.R, Public Service Co 
ol Colorado. 2pp. 31202-161-31 202:1 66 

"850624001 6 Amends 650418 response to NRG 850322 Ur ro violations noted In Insp 
Rept 50 267/84>30.CorraQlivo aotlons.momo issued to personnel to provide interim 
methodology used In applying QA program to security & lire protection. 
8INQLETON.L.W Public Service Co. ol Colorado. 86/05/07 JOHNSON.E.H. Region 
4. OHioe ol Director. 3pp 31202:163 31202 166. 

8506240141 Ack reoeipl of 650621 Itr informing NRC of slops taken to correct violations 
noted In Insp Rapt 50-267/86-07. 

JOHNSON.E.H. Region 4, Office of Director 86/06/12, LEE.O R, Public Service Co 
01 Colorado. 2pp. 3!203:242-31203-263. 

-8506240147 Responds to NRC 850426 Ur re violations noted In Insp Rept 50-267/85- 
07.Corrocllve acilons;FHPWP-100 eerles procedures will be revised to update QA/QC 
hold points & QA now (ollowtog requirements ol Administrative Procedure Q-1B. 
SINQLETON,L.W. Publlo Service Co. of Colorado. 65/05/21. JOHNSON.E.H. Region 
4, Office of Director, 9pp. 31203:244-31203:263 

8S0624037S Ack receipt of 850501 Itr Informing NRC ol steps taken to correct violations 
noted In tosp Rept 60-267/85-03. 

JOHNSON.E.H. Region 4. Office of Dlroctor. 86/06/12. LEE.O.R Public Service Co. 
of Colorado. 2pp 31202.129-31202:133. 

-8506240385 Responds to NRC 850401 Itr re violations noted in Insp Repl 50-267/85- 
03 Corrective eotlonKpersonnel directly Involved In procurement of quality-related 
malls & BVC8 relnstructod as to apptloabllHy of Administrative Procedure 0-4. 
GAHM,JW. Public Service Co. of Colorado. 66/05/01. JOHNSON,E.H. Region 4, 
Olllce ol Dirsotor 3pp. 31202:131-31202:133, 

8506140240 IE Info NoUce 86-047> "Potential Ellect ot Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves." Sve list enol. 

JORDAN, E.L, Division of Emergency Preparedneas & Englneedng Response (Post 
830103). 85/06/18, Consolidated Edison Co. of New York, Inc. 134pp. 31268:167- 
31268:304. 

8506140636 IE Info Notice 85-048, "Reaplrator Users Nollce:Defeoliva Self-Contatoed 
Breathing Apparatus Air Cylinders," Svo list enol. 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
030103), 85/06/19. ConsolldalM Eoison Co. of New Yora, Inc. I23pp. 31376 OM- 
31376:183. 


R, Periodic operating reports 8i related correspondence 

8S06260451 Monthly operating rept lor May 168SW/0S0514 Itr 
NOVACHEK.F.. GAHM.JV? Public Soivleo Co ol Colorado 85/05/31. 9pp 
31232 008 31232.016 

8506260458 Forwards revised monlhly operating repl for May 1985 Rept number on 
Page 1 ineweei 

G/^M.JW Public Service Co of Colorado. 85/06/19 Director’s Office, Olfico of In- 
spection and Enforcement Ip 31232 017-31232 024. 

-8606260478 Revised monthly oporatlng rept tor May 1965 
NOVACHEK,F Public Service Co ol Colorado 05/05/31 7pp 31232.018-31232 024 


S, Reportable occurrences, LERs & rslatsd correspontfence 

8506040725 LER 84 014 01 on 841218, diesel generator tio breakers tailed to close 
during loss of outside electrical power tost SR 5 6. 1 b-S A Closed by faulty cell on sla- 
llon balloiy 1A Cell replaced w/85051 4 Itr. 

EQGEBROTEN.J . GAHM.JW Public Service Co of Colorado 85/05/14. 
JOHNSON.E H Region 4. Ollico ol Director. 13pp. 30708 147-30708.159. 

8506140444 Discusses investigation ol methods to control tendon corrosion Involving 
esiabllshment ol nitrogen blanket on PCRV tondon ays.Eslabllshing & maintaining 
overall nitrogen blanket sys for tendons highly quoatlonaDte. 

WAREMBOURQ.D.W Public Service Co ol Colorado 85/05/23. JOHNSON.E.H. 
Region 4, Olllce ol Director. 4pp 30010.229 30910.232 

8606200064 LER BS 007-00 on 0S06O3,blockagG found in PCRY refueling penetraftori 
pressurization supply lines Caused by moisture- Induced corrosion of carbon steel 
piping & Donelration Hner.Moisture monitoring oqulpmenl lnstalled.W/650603 Itr 
EGGEBROTEN.J., GAHM,JW. Consumers Power Co 85/06/03. JOHNSON.E.H 
Region 4, Olllce ot Director. 13pp 31020.326-31020.336 

8506270362 LER 85 008-00'On 850516,plant protective sys scram circuitry actuated by 
erroneous signal spike on startup Chanriel 1 Caused by moisture leakage Into startup 
Channel 1 1nstrumoni box resulting in mineral deposits w/e5061 4 Ur. 
EQQEBnC)TEN,J., GAHM,JW. Public Service Co. of Colorado 85/06/14. 
JOHNSON.E.H Region 4. OUlco of Director. 12pp 31252:243-31262-254. 
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F. Security, medical, emergency & fire protection plana 

8S06200291 Forwards request for add| info & safely evaluation supporting SPDS 
pfogfam,condllional to review of requested inlo.Response requested wWiln 46 days ol 
Iff oalo 

STOLZ.J.F Operating Reactors Branch 4. 86/06/04 TUCKER.H.B Duke Powor Co 
3pp 31043.183-31 043 201 

-8506200300 Safety evaluation supporting SPDS program per SuppI 1 to NUREQ- 
0737 .conditional to review of addi info requested 

* Ollico of Nuclear Reactor Rogulallon, Dlroctor, 05/06/04 16pp. 31043.166- 
31043-201. 

8506190526 Fonvards safety evaluation re review of 030414 Ifr describing program for 
preparing & implementing emergency operating procoduros.per NUREQ-0737 .SuppI 
1 Program acceptable 

STOLZ,J F. Oporaling Reactors Branch 4. 65/08/07. TUCKER, H B. Duke Power Co 
6pp. 31013 323-31013:328. 

8506200007 Fonvards supplemental safety evaluation based on util 641106 response to 
open items idenlllied in SER ot DCRDr program SuppI to Science Applications Inti 
Corp technical evaluation rept also end. 

LAINAS.G.C. Assistant Director for Operating Reactors. 85/06/10. TUCKER, HB. 
Duke Power Co 3pp. ai043:14a-31043-16S. 

-BS06200008 Supplemental salely evaluation based on util 841108 response to open 
items Identlllod in SER of DCRDR program.NRC concurs w/fechnioal avaluation rec- 
ommondallons & conclusions in end supplemental technical evaluation rept 

* Olfice of Nuclear Reactor Regutalion, Director. 86/06/10. 6pp. 31043'161- 
31043:165. 

"8501230194 "Evaluation ol Supplemental Info for Detailed Control Room 
Revlew,Summary Repl for Oconee Nuclear Station Units 1,2 & 3," suppI to ftoal tech- 
rrical evafuaUon rept. 

* Science Applications International Corp., (formerly Science Applications Inc.). NRC- 
03-82-096. 85/01/11. NRG - No Detailed Alllllallon GIvert. 6pp. 31043:156-31043-161. 

6606200092 Rev 85-1 to Vo1 A to "Oconee Nuclear Station Emergency Plan " "Emer- 
gency Planning Info, Oconee Nculear Station," 1985 edition & one oversize map 
end Aperture card avaiiabie In PDR.W/850814 Itr. 

TUCKMAN.MS. TUCKER.H.B. Duka Power Co. 86/06/14. GRACE.JN. Region 2, 
Office of Director. 82pp. 31008:166-31008.238. 

8506200297 Rev 85 04 to Vol B ol "Emergency Plan Implementing Procedures 
Manual." W/650ei4 Ur 

TUCKMAN.M.S.. TUCKER.H.B. Duke Power Co, 86/06/14. GRACE.J N. Region 2, 
Office of Director. 3Bpp. 31007:288-31007:326. 

8506240611 Advises that 850327 Rev 13 lo physical security plan consistent w/provl- 
sions ol 10CFR60,B4(p) & acceptable, 

WALKER, RD. Region 2. Office of Director. 85/06/17. TUCKER.H.B. Duke Power Co, 
3pp 31160:309-31160:311. 


Q. Adjudicatory correspondence 

8606130316 Petitlon/requasl tor order to show cause why plants should not be shut 
down until CRD mechanisms Inspected. 

DOHERTY ,J.F. Doherty, J.F. 85/06/11 Oflice of Nuclear Reactor Regulation, Direc- 
tor. 6pp. 30859:013-30859 022. 
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J Insurance & Indemnity Infortnallon 

0506100601 Forwards Endorsements 82,17.75^76,104,38 & 19 & 20 lo NELIA Policies 
NF'220,NF-269.NF-2a0.NF-ie4,NF-252 8 NF-281 & Endorsements 70,9.60 & 
61,82,20 & 12 & 13 to MAELU Policies WF-73,MF-115,MF-80,MF-44.MF-108 4 MF- 
1 (2,fespecljvely 

HOGGE,S D Ma/sh & McLennan, Inc 85/05/28 DINITZ.L Assistant Director for State 
& Licensee Rotations 17pp- 30793 312-30793 328, 

8506 110189 Submils required Into demonstrating that util maintains financial prolection 
nar lOCFRf 40 21 Info tor Catawba will be submuiod by 050701 
TUCKER.HB Duke Power Co 85/06/03 DENTON,H R Office ol Nuclear Reactor 
RegulaV on, Director ip 30606056 30806056 


P. Operating license stage documents & correspondence 

8506170077 Responds to FOIA request (or records ro FIN 6-0489, "Containment Leak 
Rale Testing Program" & Quarfrex Corp/NRC contracts Forwards documents re FIN 
6 0489 Documonis also available in PDR No documents re Quadrex subj to request 
FeLTON,J M. Division Of Rules and Records FIN B 0489 85/03/25 

REVTBLATT.Z V Warren Wilson College, Swannanoa, NC 7pp 30987 036 
30987076 

“8509170281 “’Containment Leak Rate Tesbng Investigations." monthly progress repl 
for Nov 1982, 

DOUGAN.JR Oak Ridge National Laboratory FIN 6-0489 82/12/07 ARNDT.O Me- 
chanlcal/SIruCturel Engineering Branch 3pp 30987 115-30987 117. 

8506240647 DOMINANT ACCIDENT SEQUENCES IN OCONEE-1 PRESSURIZED 
WATER REACTOR 

DEARING.J F . HENNfNGER.R J . NASSERSHARIF.B Los Alamos Scientific Labors 
tory FIN A-722a NUflEG7CR-4140 85/04/30 Division of Accident Evaluation 
1I2PP.31149230 31149 339 

8506040286 implication for amends to Licenses DPR-38,DPR 47 & DPR-S5, revising 
Tech Spec 1^ble 6 t-t to reflect correct number ol nuclear equipment opera tors, per 
NUREG 0737.(lBm I A 1 3 Fea paid 

TUCKER.H B Duke Power Co 85/05/29 DENTON.H R Ofliee of Nuclear Reactor 
Heoulation, Diroctor. STOLZ,JF Operating Reactors Branch 4 3pp 30700 001- 
30700007 

“8506040292 Proposed Tech Specs revising Table 6 1-1 to reflect correct number of 
nuclear equipment operalors,perNUREG-0737,ltem I A 1,3 

* Duke Power Co 85/05/20, 4pp. 30700.004-30700,007. 

8506210440 Forwards Amends 139,139 & 136 to Licenses DPR38,DPR-47 & DPR 
55, respectively & safety evaluationAmends update Tech Spec ref to FSAR to ensure 
con^slBncry w/updateo FSAR, pet 840213 request 

NJCOLARAS,H Operating Reactors Branch 4. 85/05/30 TUCKER.H B Duke Power 
Co. 2pp 31044 279-31044 3f7 

“8606210445 Amends 139.139 & 136 to Licenses DPR-3a.DPR-47 & DPR-SS, 
respectively, updating Tech Spec ref to FSAR to ensure consistency w/updaled FSAR 
ST6 lZ.JF Operating Reactors Branch 4 05/05/30 35pp 31044 281 31044 315 

“8606210467 Safety evaluation auppodlng Amend 139.139 & 136 to Licenses DPR- 
38,DPR-47 4 DPR 5 S. respectively. 

* Olfice of Nuclear Reactor Regulation, Director 55/05/30 2pp 31044 316- 
31044.317 

6506200005 Forwards request lor addi Info re NUREG -0737, Ham II D 1, '‘Performance 
Testing ol Relief & Safety Valves" Response requested within 90 days of Itr dale, 
STOLZ.J F Operating Reactors Branch 4 55/06/03 TUCKER.H 0 Dune Power Cio 
14pp 31043-162-31043 175 

8506200073 Advises that amends to Licenses DPR 39, DPR- 4 7 & DPR- 5 5 w/proper jus- 
tification required for amend to 830318 confirmatory order re implementation dales for 
NUREG 0737 items Request will be held unbi application lecefved 
STOLZ.J.F, Operating Reactors Branch 4, 85/06/03 TUCKER.HB, Duke Power Co 
2pp 31043'104-31043TQ5. 


8506170480 Requests approval to operate low level radwasle incinerator per end "Rad- 
waste Vol Reduction Incinerator," by 860101 Safety evaluation for mods re 
design.const & operation of related components provided in 1986 10CFH50 59 annual 
rept 

TUCKER.H B Duke Power Co 85/06/10 DENTON.H R Office ol Nuclear Reactor 
Regulation, Director STOLZ.J F Operating Reactors Branch 4 2pp 30957 219 
30957 277 


-8S08170484 "fladwaste Vol Reduction Incinerator" 

' Duke Power Co 8S/06/10 57pp 30957 221 30957 277 

8506200042 Forwards comments on 0AW 1843P. "B&W Owners Group Evaluation ol 
Internal Bolting Concerns In 177FA Plants " Rept consistent w/bases agreed 
upon Action on issue complete Corrected repl requested. 

LAINAS.GC Assistant Director for Operating Reactors 85/06/11 TUCKER.HB Bab- 
cock & Wilcox Operating Plants Owners Group TUCKER.H B Duke Power Co 12pp 
31043111 31043 122 

8506170463 Forwards responses to 850604 request (or addI into re Technical Repl 
DPC-NE-1002, "Oconee Reload Design Methodology II " Methodology will bo used In 
upcoming Cycle 10 reload analysis 

TUCKER.H B Duke Power Co 85/06/12 DENTON.H R Office of Nuclear Roaclor 
Regulation, Director STOLZ.J F Operating Reactors Branch 4 5pp 30959 016 
30958 033 


“8506170485 Revised pages to "Reload Design Methodology 11," technical rept 
■Duke Power Co DPC-NE-1002 ERR 85/04/03 12pp 30958 022-30958 033 

8506180136 Inlorms lhal shift technical advisor (STA) program document provided on 
640521, per 640120 commitment Addi info re STA program provided on 8501 18, per 
840621 letcon No revs to STA program presently necessary 
TUCKER.H B Duke Power Co 85/06/13 DENTON.H R Office of Nuclear Reactor 

S 'ltlon, Director STOLZ.J F Operating Reactors Branch 4 Ip 30975 361- 
361 


8506210082 Notifies (hat response to Generic Ltr 85 02 re steam generator lube intogil' 
ty & lube rupture mitigation in preparation Requests addi 30 days la provide fully ae 
veloped response for each station Response due by 850717 
TUCKER.HB Duke Power Co 85/06/17 THOMPSON, HL Division of Licensing 
2pp 31024 354 31024 355 

85062501 13 Forwards tabular summary of key results from regional survey of plar*t-spo- 
cific info re potential for unconirolled radiation exposures in PWR cavities, per JG Part- 
low 850315 request No further generic action needed 

TAYLOR, J M Director's Office, Office of Inspection and Enforcement 95/00/18 
MURLEY.TE. Region 1, Office ol Director 9pp 31211 322 31211 330 


Q, inspection reports, IE Bulleiins & correspondence 


8506210473 Responds to NRC 850315 Hr re violations noted In Insp Ropls 50-269/85- 
04,60 270/B5 04 6 50 287/05-04 Corrective actions signs posted irt calibr shop 
noting limiting environ conditions lor calibr of Fluke multimeters 
TUCKER.HB, Duke Power Co, B5/D4/15 GRACE.JN Region 2, Oltice ot Director 
2pp 31057 176-31057177 

8S06270605 Forwards Insp Repts 50 269/85-07,50 270/85 07 & 50 287/65 07 on 
650311-0411 No violations or deviations noted, 

BROWNLEE, VL Region 2. Olfico of Director 85/05/06 TUCKER.HB Duke Power 
Co Ip 31250 238 31250 246 

-8506270607 Insp Repts 60-269/85 07,50-270/85 07 & 50-287/85 07 on 850311- 
0411, No noncompllanco or devfalions notedMaJor areas 
inspected operations.surveillanca.malni.rofueling shutdown & followup of events 
BHYANT,JC, SASSER.M.K, KINQ.LP Region 2, Office of Oireci Or 05/05/05 Opp 
31250;239-31250'246, 


8506100568 Forwards revised Inadequate core cooling Implementation schedule which 
addresses 10 mllaslones provided In Enel 3 o( NRC 631 123 Hr Rev due to changes in 
aniicipaled refueling oulagas A Inventory tracking sys Installation 
TUCKER, HB. Duke Power Co 85/06/04, DENTON.H R Ollica ol Nuclear Reactor 
Regulation, Director. STOLZ,J F Operating Reactors B/anch 4 3pp 30795:054- 
30795.056. 

8506200121 Forwards request for add) info (o complals review of 8S0403 submittal of 
OPC-NE-1002. "Oconee Reload Design Methodology II" Response requested within 
30 days of ltr receipt 

STOLZ.J F. Opera Ifnq Reactors Branch 4 85/06/04. TUCKER.HB Duke Power Co 
3pp. 31 043,057-31 043 069. 

SS00100527 Forwards safely avaluatlon re Gerrertc LIr 81-21 on natural circufallon 
cooldown Info re confirmation & discussion of training program concerning reactor 
vessel voiding requested within 45 days of Hr date, 

STOLZ.J.F. tjperaling Reactors Branch 4, 85/06/05 TUCKER,H.B, Duke Power Co 
3pp. 3 101 3,33 1-3 101 3, 339. 

-8S081 00531 Safely evaluation re Generic Ltr 81-21 concerning natural circulation 
cooldown Voiding should nol be perlormed. Procedures to cope w/raactor vessel 
head void recommended A sufficient condensate supplies exist to perform cooldown 
‘ Offlea of Nuclear Reactor Regulation, Director. 85/06/05 6pp. 31013’334- 
31013:339 


6506210478 Responds to NRC 650409 Itr re violations noted In Insp Repls 50 269/85 
08,60-270/85-06 A 50-287/85 06 Response to items of noncompllance under review 
& will be submitled by 850523 

TUCKER.H B Duke Power Co 85/05/09 GRACE.J N Region 2, Ollica of Director. 
Ip. 31057.330 31057330, 

6S0S 130027 Supp1 1 to IE Inio Notice 84-55, ’’Sea) Table Leaks el PWRs " Sve list end 
JORDAN, E.L Division of Emergency Preparedness & Engineering Rosporrse (Post 
630103} 85/05/14. Corrsolldaled Edison Co of New York, Inc i07pp 31044.065- 
31044-171 

6505130036 SuppI 1 lo IE Info Notice 65-020, "Motor-Operated Valve Failures Due lo 
Hammering Effect " Sve llsl end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/14 Conso/idaled Edison Co ol New York, Inc, f07pp 31044 172 


850S200S90 IE Info Notice 86-039, "Auditability of Electrical Equipment Qualillcatloii 
Records al Licensees Facilities " Sve list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
8301031, 85/05/22 Consolidated Edison Co of New York, Inc l06pp 30637:266 
30637363 


8506110267 Fo-iwards appJIcalion for disposal ol sewage sludge contaminated w/veiy 
low levels ol radloacliviiy at public treatment works.Re mover of waste necessary for 
complfance w/5late of SC NPDES permit lo meet poKulanl limits , 

TUC5<Efl,H.0. Duka Power Co 85/06/07 DENTON.H.R Oflica of Nuclear Reactor 
Regulation, Director. STOLZ,J F. Operating Reactors Branch 4. 13pp 30607.214- 
30807.226. 

6506140671 Nollficallon ol 85061 4 meeting w/ulil & NRC consultants In CharloHe,NC to 
discuss PRA slu^ for Unit 3 

NICOLARAS.H Operating Reactors Branch 4. 85/06/07. STOLZ.J.F, Operating Reac- 
tors Branch 4. 2pp. 30910.330-30910-331. 


6505200600 IE Info Nolice 85-040, "Deficiencies in Equipment Qualidcation Testing 4 
Certilicallon Process ” Sve list end. 

JORDAN, EL. Division ol Emergency Preparedness 4 Engineering Response (Post 
030103) 85/05/22. Consolidaled Edison Co, of Now York, Inc, f06po. 30848.166- 
30848271, 


85062601S1 IE Info Notice 65-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements," Sve list end. * 


JORDAN, E.L Oivlslon of Emergency Preparedness & Engineering Response (PosI 
630103), 85/05/29, Consolidated Eolison Co. of New York, Inc f20pp 30852;245' 
30852-383, 
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fiSOS^S-OIS? tE Info Nollce 05 043, “Radiography Events at Power Reactors" Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) S5/'05/30 Consolidated Edison Co of New York, fnc I20pp 30864 167- 
30864 287. 

8S0S2B0'195 IE Info Notice 65 044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN, £ U Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 121 pp 30664 045- 
30864:168 

8506060677 IE Info Nollce 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants " Svc list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co. of Now York, Inc 122pp 30665 001- 
30865.046. 

8S08110444 Forwards Insp Repts 50-269/85-03,50-270/85 03 & 50-287/85-03 on 
850211-0310 & notice of violatlon.Civil penalty not proposed due to prior good trans- 
portation record & ulil decisive corrective action 

GRACE ,J N Region 2. Office of Director, 85/06/08 TUCKEH.H B Duke Power Co 
2pp 30816 289-30816 305 

-95001 10451 Notice of violation from fnsp on 850211-0310. 

* Region 2, Office of Director 85/06/06 4pp. 30816 291-30816 294 

-8506110460 Insp Repts 60 269/85 03,50-270/85-03 & 60 287/85-03 on 850211- 
OaiONoncomplianco noted failure to meet strong tight package requirement for low 
spedfic aclivily mall when box cover came off during transport 
0RYANT.J, SASSER,K, DANCE,H.C. Region 2, Olllco of Director 85/04/10 lipp 
30616 295 30816 305 

8606060707 IE Info Notice 65 046, "Clarification of Several Aspects of Removablo Ra- 
dioactive Surface Contamination Limits lor Transport Packages " Svc list end 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (PosI 
830103). 85/06/10 Consolidated Edison Co of New York, Inc r24pp 31043 301- 
31044 064. 

8506 140240 IE Info Nollce 66-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Wives " Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 85/06/18 Consolidated Edison Co of New York. Inc 134pp 31268157- 
31268 304 

B50614063B IE Info Notice 85-048, "Respirator Users Notice.DefectIve Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/19. Consolidated Edison Co of New York, Inc. f23pp 31376.064- 
31376.163. 


R. Porlodio operating reports & related correspondence 

8506240038 Monthly operating repts for May 1985 W/8S0614 Ur. 

BEAVIS,J A , TUCKER,H.8. Duke Power Co 85/05/31 17pp. 31203-301-31203.317 


S. Reportable occurrences, LERs & related correspondence 


9504170171 Forwards evaluation of review of svc water sys air roleass valve 
failures Review of air release valve design Initiated by Georgia Power Co for Hatch 

R Iants Study results Indicate plants air release valves may be underdesigned 
ELTEMES.CJ AEOD, Oireolor’a Olfice, 85/03/29 GRACE.JN Region 2, Office of 
Director Ip. 29904-269 29904-290. 

-8S04170t63 Forwards evaluation of review of svc water sys air release valve 
fatlures.ConsIderatlon of Issuance of IE Info notice to address concerns recommend- 
ed. 

lFPOl»TO,T.A. AEOD, Director’s Office. 85/03/29 JORDAN.E.L. Division of Emergen- 
cy Preparedness & Engineering Response (Post 830103) Ip. 29904 270-20904-270. 

—6504170196 Forwards evaluation of review of svc wafer sys sir release valve 
failures Study concludes that svc water air release valves used for RHR sys are un- 
derrated & should be redesigned. 

SALAH.S. Reactor Oparatlons Analysis Branch. 85/03/29. SEYFRIT.K V Reactor Op- 
erations Analysis Branch Ip. 29904.271-29904:290. 

-8604170207 "Svc Water Sys Air Release Valve Failures," AEOD engineering evalua- 
tion rept. 

SALAH.S. AEOD. Director’s Olfice. 85/03/29, 19pp. 29904-272-29904:290 


8606030204 LEH 8S005-01:on 850411, reactor trip on high RCS pressure 
occurred Caused by closure of tow pressure turbine intercept & main turbine control 
valves.Component failure code omitted In 850513 rept & Included In rev.W/860521 Itr 
HAYNES.R.F.. TUCKER.HB Duke Power Co 85/06/21. 4pp 30686.036-30666038 

8606120039 LER 85-005-01;On 860411, reactor tripped from 100% full power upon clo- 
sure of low pressure turbine Intercept valves & main turbine control valves Caused by 
high turbine header pressure & reduced heal transfer.W/850530 Itr 
HAYNES.R,F., TUCKEH.H.B Duke Power Co. 85/05/21. 4pp. 30857-300-30857:303. 


0SOBO7O121 BO.on 860425,balch of Powdex resin from Powdex Cells 1A a 10 Irans- 
(erred to chemical treatment pond 2 instead of Powdex backwash tank Caused by 
misalign meni of valve CTP-7.Valve correctly positioned. 

TUCKER.H.B. Duke Power Co. 85/05/24. GRACE, J.N Region 2, Office of Dlreclor. 
4pp, 30801 •197-30601-200. 


6606-120047 LER 8S-007-00:on 8S0425,reaolor tripped from 94% full power when both 
main l 0 edwa,er pumps tripped on high discharge preasure.Caused by static Inverter a 
related static transfer switcKComponents replecea.W/8S0528 Hr. 

HAYNES, R.F.. TUCKER.H.B. Duke Power Co, 85/05/28 6pp 30857:294-30857.299 


8606140458 PNO-ll-85 058:on 0BOeO7,liconsee reported that Individual received radi- 
ation overdose to small area of skin on underarm.Caused by particle transfer from 
protective clothing Person decontaminated, 

AUBRIQHT.R.H , HASEY.C.M. Region 2, Office of Director. 85/08/07. 2pp. 
a089«.-340 30098:341. 


8506270898 LER 85.008-00 on B50520,9urvelllance intenraf lor plant ftre protection sys 
exceeded Tech Spec limits Caused by personnel error involving entry of wrong work 
request number Into computer Surveillance test completed W/850620 Itr 
GODWINS G. TUCKER.HB Duke Power Co 85/06/20 4pp 31249 163-31249 156 
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F. Security, medical, emergency A fire protection plana 


8508200291 Forwards request lor addi Info & safety evaluation supporting SPDS 
program.condilianal to review of requested info Response requested wllnin 45 days of 
itr oate 

STOL2,J F Operating Reactors Branch 4 85/06/04 TUCKER.H B Duke Power Co 
3pp 31043 183-31043 201 

-8506200300 Safety evaluation supporting SPDS program par SuppI 1 to NUREG- 
0737,condilional to review of addI Info requested 

* Office of Nuclear Reactor Regulation, Director 85/08/04 16pp 31043.106- 
31043.201 

8506190525 Fonwards safety evatuatlon re review of 830414 Itr describing program (or 
preparing & implementing emergency operating procedures, per NUREG 0737,Suppl 
1 Program acceptable 

STOLZ.J F Operating Reactors Branch 4 05/06/07 TUCKER.H.B Duko Power Co 
6pp. 31013 323-31013 328 

8506200007 Forwards supplemental saloly evaluation based on util 841108 response to 
^en items identified In SER of OCR DR program. SuppI to Science Applications Inti 
Corp technical evaluation rept also end 

LAINAS.QC. Assistant Director for Operating Reactors. 85/06/10 TUCKER.HB. 
Duke Power Co 3pp. 31043-148-31043 155 

-8S06200008 Supplemental safety evaluation based on util 841106 response to open 
items identified In SER of DCROH program NRC concurs w/tochnical evaluation rec- 
ommendations & conclusions In end supplemental technical evaluation rept 

* Office of Nuclear Reactor Regulation, Director 05/06/10 5pp .OtniqiRi- 
31043 155 

"6501230194 "Evaluation of Supplemental Info for Detailed Control Room 
Review, Summary Rept for Oconee Nuclear Station Units 1,2 & 3,” suppl to final tech- 
nical evaluation rept 

' Science Applications International Corp , (formerly Science Applications Inc ) NRC- 
03-82-096 05/01/11 NRC - No Dolailad Affiliation Given. 6pp 31043.166 31043-161 

8506200092 Rev 85-1 to Vol A to "Oconee Nuclear Station Emergency Plan " “Emor- 
goncy Planning Into, Oconee Nculoar Station," 1986 edition & one oversize mop 
end Aperture card available in PDR W/850614 Itr 

TUCKMAN.MS.. TUCKER.HB, Duke Power Co. 05/06/14 QRACE,J N. Region 2. 
Office of Director 82pp. 31008 166-31OO8-230. 

8506200297 Rev 85 04 to Vol B of "Emergency Plan Impfomontlng Procedures 
Manual W/060614 Hr 

TUCKMAN.MS. TUCKER.HB. Duke Power Co. 85/00/14 GRACE. J.N Region 2. 
Office of Director. SBpp 31007-268-31007.328. 

8608240611 Advises that 050327 Rev 13 to physical security plan consistent w/provi 
slons of 10CFR60 54(p) & accoplablo 

WALKER, R.D. Region 2, Office of Director. 85/06/17. TUCKER.H.B Duko Power Co. 
3pp. 31160-309 31160.311. 


Q. Adjudicatory oorreRpondence 


6S06130316 Petition/request for order to show cause why plants should not be shut 
down until CRD mechanisms inspected. 

DOHERTY,J.F Doherty, J.F. 85/06/1 1 Office of Nuclear Reactor Regulation, Direc- 
tor 6pp 30869.013-30850 022 


J. Insurance & Indemnity Information 


8506100801 Forwards Endorsements 02,17,76 & 76,104,38 & 19 & 20 to NELlA Policies 
NF-22O,NF-209,NF-23O.NF-164.NF-252 & NF-2B1 a Endorsements 70,9,60 a 
61,82,20 a 12 a 13 to MAELU Policies MF-73.MF-116,MF-90,MF-44.MF-10B a MF- 
112,respect)vely 

HOGGE.S D. Marsh a McLennan, Inc. 85/05/28. DINIT2,I AssislanI Director for Stale 
a Licensee Relations. 17pp 30703:312-30793 326. 

6506110109 Submits required Info demonstrating that util maintains financial protection 
per 10CFH140.21 Info tor Catawba will be submitted by 850701. 

TUCKER.H.B, Duke Power Co. 85/06/03 DENTON.H.R Ollico of Nuclear Reactor 
Regulation, Director, tp. 30606 056 30806-058 


P, Operating license stage documents A correspondence 


8506170077 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Bala Testing Program" A Ouadrex Corp/NRC contracts.Forwards documents ra FIN 
B-04e9.Documents also available |n PDR.No documents re Ouadrex subj to request. 
FELTON. J.M. Division of Rules and Records, FIN B-0489 85/03/25. 

fiEYTBLATT.Z.V Warren Wilson College, Swannanoa, NC. 7pp 30987:038- 
30987.076 

-6506170281 "Containment Leak Rate Testing Investigations," monthly progress rept 
for Nov 1982 

DOUQAN.J.R. Oak Ridge National Laboratory. FIN B-0489, 62/12/07. ARNDT.Q. Me- 
chanlcal/SIructural Engineering Branch. 3pp, 30987:115-30987:117 



62 DOCKETED ITEMS 


8506040206 ^pJicaHon for amends to Licenses PPR-3a,DPH 47 & DPR 55. rewisinff 
Tech ^ec Table 6 1-1 1o relied correct number el nuclear equipment operatofs.per 
NUREG 0737.ltein I A 1 3 Fee paid 

TUCKER, H 8 Duke Power Co 65/05/29 DENTON.Hfl O Nice oJ Nuclear Reactor 
Regolalion, Drrcctor STOLZ.JF Operating Reactors Branch 4 3pp 30700 001- 
30700 007 


6S06170403 Forwards responses to 850604 request for addi info re Technical Repl 
OPC NE-1002, “Oconee Reload Design Methodology II “ Methodology will be used In 
upcoming Cycle 10 reload analysis 

TUCKER.H B Duke Power Co 85/06/12 DENTON, H R Oflice of Nuclear Reactor 
Regulation, Director STOLZ.JF Operating Reactors Branch 4 5pp. 30956 016- 
3095B 033 


-8506040292 Proposed Tech Specs revising Table 6 1-1 to reflect correct number of 
nuclear equipment i)peralors.pBr NUREG 0737.llem I A 1 3 
■ Duke Power Co 85/05/29 4pp 30700004-30700007 

8506210440 Forwards Amends 139.139 £ 136 to Licenses DPR-3a.DPR-47 & DPR 
55,respaclivaly & sslaty evaluation Amends update Tech Spec ref 1o FSAR to ensure 
consistency w/updatoo FSAR.per B40213 request 

NICOLARAS.H Operaling Reactors Branch 4. 85/05/30 TUCKER.H B Duke Power 
Co 2pp 31044 279-31044 317. 

-6506210445 Amat\ds 139,139 & 136 to Ucenaos DPR-36.0PR-47 & DPH-55, 
respectively, updating Tech Spec rel to FSAR to ensure consistency w/updalsd FSAR 
STOLZ.JF Operating Reactors Branch 4 BS/05/30 35pp 31044 281-31044 315 

-8606210487 Safety evaluation supporting Amend 139,139 & 136 to Licenses DPR 
3B.DPR-47 & DPR-5&,raspectively 

‘ Office of Nuclear Reactor Regulation. Director. 85/05/30 2pp 31044 310 
31044317 

8506200005 Forwards request for Oddi info re MU REG-0737, Item ItD 1, ‘‘Pertormnance 
Testing of ftelJef A Safely Valves ■' Response requested within 90 days of Hr date 
STOLZ.JF Operating Reactors Branch 4 85/05/63 TUCKER.H B. Duke Power Co 
14pp 3 1043- 162-31 043. 175. 

8506200073 Advises that annends to Licenses DPR 3a,DPR-47 £ DPR'55 W/proper |us 
liflcalion required for amend to 630318 confirmaiory order re implemenlalion dates for 
NUREG-0737 Items Request will ha held until application received 
STOLZ.JF Operating Reactors Branch 4 85/06/03 TUCKER.H B Duke Power Co 
2pp 31043 104-31043 105. 

8506100568 Forwards revised inadequate core cooling rmplemeniation schedule which 
addresses 10 milestones provided In End 3 ol NRC 831 123 Itr Rev due to changes in 
anticipated refueling oufages & Invenloiy tracking ays Installation 
TUCKER.HB, Duke Power Co 85/08/04. DENTON. H R Office of Nuclear Reactor 
Regulation. Director STOLZ.J F Operaling Reactors Branch 4 3pp. 30795 054- 
30795 056 

6506200121 Forwards request for addI Info to complete review of 850403 submittal of 
DPC-NE-1002, "Oconee Reload Design Methodology If," Responso requested wilhin 
30 days oi Ur receipt 

STOLZ.JF Operating Readofs Branch 4 85/06/04 TUCKER.HB Duke Power Co 
3pp 31043 087 31043069 


-8506170405 Revised pages to "Reload Design Methodology II." technical repl 
•Duke Power Co DPC NE-1002 ERR 05/04/03 12pp 30958 022-30958 033 

6506180136 Informs that shill technical adviser (STA) program document provided on 
840521, per 840120 commitment Addi fnlo re STA program provided on BSOIIB.per 
840621 telcon No revs to STA program presently necessary 
TUCKER.H fl Duke Power Co 85/06/13 DENTON.H R. Oflice of Nuclear Roaclor 
Regulation, Director STOLZ.JF Operating Reactors Branch 4. Ip 30975361 
30975 361 

8506210082 Notifies that response to Generic Llr 85 02 re steam generator tube intogn- 
ly & lube rupture mitigation In preparation Requests addi 30 days to provide fully do- 
veloped response lor each station Response due by 850717 
TUCKER.HB Duke Power Co 65/06/17 THOMPSON.HL Division ol Llconslng 
2pp 31024 354-31024 355 

65062S0113 Forwards tabular summary of key results (ram regional survey of plant-spa 
cilic Info re potential lor unconirotled radlaliort exposures in PWR cavi(ios,per JG part 
low 850315 requesl No further generic action needed 

TAYLOR.JM birecfor's Office, Oflice ol Inspection and Enforcement 85/06/1S 
MURLEY.T E Region 1, Oflice of Director 9pp 3121 1 322-3121 1 330 


Q. Inspectton reports, IE Bulletins & correspondence 

8506210473 Responds to NRC 85031S llr re violations noted in Insp Repts 50 269/65- 
04,60-270/85 04 & 60-287/85 04 Correclivo actions signs posted in callbr shop 
noting limitiim environ conditions for calibr of Fluke multimeters 
TUCKER.HB Duke Power Co 85/04/15 GRACE, JN Region 2. Office of OlrocCa 
2pp 31057176-31057 177 

8506270605 Forwards Insp Repts 50-269/85 07.50-270/05 07 & 50 287/85 07 no 
85031 1-0411 No violations or deviations noted 

BROWNLEE.V L Region 2. Office of Director 85/05/08 TUCKER.H B Duke Power 
Co Ip 312S0 238-31250 246 

-6506270607 Insp Repts 50-269/85 07,50 270/85-07 & 50-287/85 07 on 850311 
0411 No noncompliance or deviations noted Malar areat 
inspected operations, surveillance, maint, refueling shutdown & followup of events. 
BRYANT.J C , SASSEH.M K . KING.L P Region 2, Oflice of Director 85/05/00. 8qo 
31250 239 31250 246 


8506240115 Forwards safety evaluation re (lux reduclion using low leakage fuel mgt 
schemes per pressurized thermal shock {PTS) requirements Facility can ope/aie for 
32 EFPYs before reaching PTS screening cpteria 

STOLZ,J F Operating Reactors Branch 4 85/06/04 TUCKER.H B Duke Power Co 
2pp 31157 194-31167.207 

-6508240122 Safely evafualion re flux reduction using low leakage fuel mgt schemes 
per pressurized lharmal shock (PTS) requirements Facility can operate lor 32 EFPVs 
belore reaching PTS screening criteria 

• OWice ol Nuclear Reactor Regulation, Director. 85/06/04, 12pp 31157 196 
31167 207. 


8506210478 Responds to NRC 850409 llr re violations noted in Insp Repts 50-269/85 
06,50-270/85-06 & 50-287/85 00 Response to items of noncompllanco under review 
& will be submitted by 650523 

TUCKER.H B. Duke Power Co 85/05/09 GRACE. J N Region 2, Ollica of Director 
Ip 31057330-31057 330 

6S05130027 Siippl 1 to IE Info Nolica 64-55, "Seal Table Leaks at PWRs " Svo list end. 
JORDAN.EL Division Ol Emergency Preparedness & Engfnoerfog Response (Pest 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044065 


6506190527 Forwards safely evaluation re Generic Llr 81-21 on natural circulation 
coofdown.lnfo re confirmation & discussion of training program concerning reactor 
vessel voiding requested wilhin 4S days of Itr data 

STOLZ,J,F. Operating Reactors Branch 4 65/06/05 TUCKER.H B Duke Power Co 
3pp. 31013 331 31013.339 


8505130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Duo to 
Hammeiino Elfecl " Sve list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Pesi 
830103). 85/05/14 Consolidated Edison Co of New York, Inc fo7pp 31044:172- 


'6506190531 Balely evaluation re Generic Llr 81-21 concerning natural circulation 
cootdown-VoWing should not be porfe/med. Procedures to cope w/reactor vessel 
head void recommended & suflicfeni condensate supplies exist to perform cooldown 
' Office of Nuclear Reactor Regulallon, Director. 85/06/05. 6pn 31013 334- 
31(H3-339. 


6S06200S90 IE Info Notice 85 039, "Aoditablllly of Electrical Equipment Qualification 
Records at Licensees Faciiiites " Sve list end 


830103) 85/05/22 Consolidated Edison Co oi Now York, Jnc lOeep. 30837 258- 
30837 363, 


6506110287 Forwards application for disposal of sewage sludge conlamfnaied w/vary 
low levels of radloactivily at public treatment works Removal of waste necessary for 
compliance w/Blaie of SC NPOES permit to meet pollutant limits 
TUClKER,H.B, Duke Power Co, 85/06/07. DENTON, H.R. Office Of Nuefoar Reactor 
Regulation, Director. STOLZ,J.F Operating Reactors Branch 4 13pp 30807 214- 
3OB07-226 

8506140671 Notification of 850614 meeting w/ulil A NRC consultants In Oharlolte.NC to 
discuss PRA study for Unit 3 

NICOLARAS.H. Operaling Reactors Branch 4 65/06/07. STOLZ,JF. Operating Reac- 
tors Branch 4. 2pp. 30910.330-30910,331 


8505200600 IE Info Notice 85 040, "Deficlenclos In Equipment Qualification Testing 4 
Corliflcalion Process ” Sve list and, 

JORDAN, e L Division of Emergency Preparedness & Eogineorina Response (Pesl 
830103) 85/05/22 Consoltdalod Edison Co ol Now York, Inc l06pp.^30848!l66 
30848'271 ^ 


8506280181 IE Into Notice 85 042, "Looee Phosphor In Panasonic 800 Series Badge 
TLD Elemenls " Svo list end 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29, Consolidated Edison Co of New York, Jnc. f20pp.^30852245 
30052 363 


8506170480 Requests approval to operate low level radwaste Incinerator per end "Rad- 
waste Vot Reduction lncfneralorr“ by 860101. Saiafy evafualion for mods re 
design, const A operation of related components provided in 1986 10CFR60.59 annual 
repl 

TUCKER,HB Duke Power Co. 85/06/10 DENTON.H fl Office of Nuclear Reactor 
Regulation, Director. STOLZ,J.F, Operating Reactors Branch 4. 2pp. 30957.219- 
30957-277 


-8508170484 "Radwaslo Vol Reduction Incinarator." 

• Duka Power Co, 65/06/10. 57pp 30957221-30957-277. 

8508200042 Forwards comments on SAW 1843P. "B&W Owners Group Evaluation ol 
Internal Boltina Concerns in 177FA Plants " Repl consisleni w/bases agreed 
upon Actran on issue complete, Conected rept requested, 

LAINAS.G C, AssIstanI Dfrector for Operating Reactors S5/08/1 1. TUCK£R,H B, Bab- 
cock & Wilcox Curating Planis Owners Group TUCKER, H,8 Duke Power Co. I2pp. 
31043:111-31043:122. 


0&UMBU187 It info Nolice 65-043, Radiography Events at Power Reactors " Svo lisl 
enc? 

Preparedness & Engineering Response IPo$l 
830103) 85/05/39 Consolidated Edison Co of New York, Inc. fgOpp, 30864:167- 
30664'2o7 

8505280195 IE Info Notice 86-044, “Emergency Communication Sys Monthly Test " Sve 
lisl end ' 

■(. Pwp^edness & Engfoeering Response (Post 
Consolidated Edison Co of Now York, Inc. 12 1pp. 30884046- 

30864! 166 


0506060677 IE Info Nolice 85-045, "Potential Seismic (ntetaotion Involving Movshte le- 
Mapmng Sys Used In Westinghouse Designed Plants " Sve list and 
'oiKn? Pra^'sdness & Endnoetlno Response (Posi 

Consolidated Edison Co ol New York, Inc. f22pp 3066S.OOI- 
3O8o5.04q ^ 
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ft506110444 Forwards Insp Repis 50-269/85 03,50 270/65 03 S 50-287/85 03 on 
850211-0310 & notice o( violation Civil penally not proposed due to prior good trans- 
portation record & util decisivo corrective action 

GRACE, J N Region 2, Otfice of Director 85/06/06 TUCKER,H B Duke Power Co 
Spp 30B16 289-30816 305 

-8506110460 Insp Repis 50-269/85-03,50-270/85-03 & 50-287/85-03 on 850211- 
OOtONoncompliance noted failure to meet strong tight package requirement for low 
specilic activity mat! when box cover came off during transport 
BBYANT,J, SASSER, K, DANCE, H C Region 2, Office of Director 85/04/10 ttpp 
30816295-30816305. 

B506D80707 IE Info Notice 85-046, "Clarification of Saveral Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103] 05/06/10 Consolidated Edison Co. of New York, Inc 124pp 31043,301- 
31044.064 

8500140240 IE Info Notice 85 047, "Potential Effect of Line Induced Operallon on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/00/18 Consolidated Edison Co of New York, Inc 134pp 31268 157- 
31268 304 

8508140636 IE Info Nolice 85-040, "Respirator Users Notice, Detective Self- Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc r23pp 31376 064- 
31376 163 


R. Periodic oporating reports & related correspondence 

0506240038 Monthly operating repis for May 1985 W/050614 Mr 
REAVfS.JA. TUCKER, HB, Duke Power Co 05/05/31 17pp 31203 301-31203 317. 


S. Repoiiable occurrences, LERs & related correspondence 

8504170171 Forwards evaluation of review of svc water sys air release valve 
failures Review of air release valve design Inlliated by Georgia Power Co for Hatch 
plants Study results Indicate plants air release valves may be underdesigned. 
HELTEMES.C J AEOD, Director’s Office 85/03/29 GRACE.J N Region 2, Office of 
Diieclor Ip 29904 269-29904 290, 

-8504170193 Forwards evaluation of review of svc water sys air release valve 
failures Consideration of Issuance of IE Info nolice to address concerns recommend- 
ed. 

)PPOLITO,T.A AEOD, Director's Office 85/03/20 JORDAN.E.L Division of Emergen- 
cy Preparedness & Engineering Response (Post 030103), Ip 29904.270 29904 '270 

••8604170196 Forwards evaluation of review of svc water sys air release valve 
falluras.Study concludes that svc water air release valves used for RMR sys are un- 
derrated & sirould be redesigned 

SALAH.S Reactor Operations Analysis Branch 85/03/29, SEYFRIT.K.V Reactor Op- 
erations Analysis Branch Ip. 29904 271-29904 290 

-8504170207 "Svc Water Sys Air Release Valve Failures,” AEOD engineering evalua- 
Ivon rapt 

SALAH.S AEOD, Director’s Office. 85/03/29. I9pp 29904,272-29904,290 

8606030624 Informs that LER 85 04 expected by 850531 
TUCKER.H 8 Duke Power Co 85/05/21, Record Services Branch (Document Control 
Desk). 2pp. 30684,356-30604 357 

8606040508 LER 65 002-00 on 8 5 04 21, reactor tripped during zero power physics 
testing Caused by malfuncllon in power range recorder Checks made on flux trip set- 
points & intermedvato & power range fecotdets.W/BBOSZI Ur. 

HAYNES.R.F, TUCKER.H.B Duke Power Co 85/05/21. 4pp, 30709.123-30709 126 

0506060662 LER 65 003-00 on 850421, during power escalation, control rods positioned 
beyond Tech Specs rod position Index limit curve. Caused by personnel errer.Borellon 
o1 RCS IrAtlated. Procedures will bo revIsed.W/ 650521 Ur. 

GODWIN.SG. TUCKER.H 8 Duke Power Co 85/06/21. 6pp. 3 074 6' 25 3 30746*257. 

95D6D70121 RO.on 850425, batch oi Powdex resin from Powdex Cells 1A & 1D trans- 
ferred to chemical Ireatment pond 2 instead of Powdex backwash lank Caused by 
misalignment of valve CTP-7.Valve correctly positioned, 

TUCKER.H B Duke Power Co. 65/05/24 GRACE.J N. Region 2. Office of Director. 
4pp, 30801 .197 -306011200. 

8606070407 LER 65-OOS-OO’on 650426,unll tripped from 76% power on high RCS 
pressure, Caused by Increase In pressure due to spurious signal from electro-hydraullo 
controls cabinet due to component lailure/malfunctlon,W/8s062B Ur 
QODWIN.SQ, TUCKER.H.B, Duke Power Co. 86/05/28. 6pp 30601:038-30601:042 

8506140632 LER 85-004-00.on 6 50 422, reactor trip occurred on loss of main 
faedwater.Caused by short circuit In terminal block on transformer 2T, resulting In loss 
of motor control ctr, Block r^lred.W/050531 Ur. 

HAYNES,R.F., TUCKER.H.B. Duke Power Co 05/05/31. 6pp. 30932;129.30932:133. 

6606140458 PNO-ll-es-058:on 65060 7, licensee reported that Individual received radi- 
ation overdose to small area of skin on underarm Caused by particle transfer from 
protoctEvo ololhing Person decontaminated 

ALBRfGHT.RH, HASEY,CM, Region 2, Office of Director. 86/06/07, 2pp 
30098. 340-30898:341 , 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F, Security^ medical, emergency & fire protection plans 

6506060138 Forwards Insp Rept 60-271/65-09 on 860225 0301, No violallon noted 
MARTIN, T.T, Region 1, Office of Direolor. 85/05/07, MURPHY, W.P. Vermont Yankee 
Nuclear Power Corp. 2pp. 30766 312-30768'321. 


-8506060171 Insp Rept 50-271/65-09 on 650225 0301 No violation noted Ma(or areas 
inspected changes to emergency preparedness program, knowledge & performance of 
duties & licensee audits & emergency response lacililles visit 
HAWXHURST.J J . GORDON, C, SMITH.R Region 1. Office of Director. 85/06/03 
Spp 30768 314-30768321 

8S06030491 Forwards revised SALP Rept 50-271/84-25 for May 1983 - Oct 1904 & da 
tailed evaluation of util 850301 comments SALP conclusions unaffected Extensive cor- 
rective actions to correct App R violation recognized 

MURLEY.TE Region 1, Office of Director 85/05/20 CONWAY.W F Vermont 
Yankee Nuclear Power Corp, 4pp 30676 200-30676 283 

-8506030493 Revised SALP Rept 60-271/84 25 lor May 1983 - Oct 1984 Delalfed 
evaluation ol ulil 050301 comments end 

* Region 1 , Office of Director 85/05/28 67pp, 30676 204-30676 283 

8506030430 Forwards Safety Insp Rept 50-271/85-13 on 850415-18 No violation noted. 
MARTIN.TT Region 1, Office of DIreclor 85/05/30 MURPHY.WP Verm on I Van kea 
Nuclear Power Corp Zpp 30676 014-30678 024 

“0506030440 Insp Rept 50-271/85-13 on 050416-18 No violation noted Major areas 
inspected emergency preparedness & observation of 850417 annual full scale exor- 

HAWXHURST,J„ HARPSTER.T L Region 1, Office of Director 85/05/23 9pp 
30678,01 6-30670*024, 

8506040189 Requests 850601 implomentaHon date of emergency operating procedures 
contained In 840928 order be modified to permit util to continue to use existing proce- 
dures until return to power from upcoming 1 985 06 outage 

MURPHY, W.P, Vermont Yankee Nuclear Power Corp 85/05/31 DENTON.H.R Olffce 
of Nuclear Reactor Regulation, Director, 3pp. 30701 326-30701 327 

6506140462 Advises that 850531 request lor further extension of implementation dale 
for upgraded emergency operating procedures until restart from upcoming 1985-1986 
outage accept able per SuppI 1 to NUREG 0737 

THOMPSON.H.L Division ol Licensing 05/06/06 CAPSTICK.R.W Vermont Yankee 
Nuclear Power Corp. 3pp 3 0906*253 -3 0906 255 

8506240346 Forwards "In Progress Audit of DCRDR ” 

HERMANN.R.A Oporating Reactors Branch 2 85/06/07 CAPSTICK.R W, Vermont 
Yankee Nuclear Power Corp. 2pp. 31156*232-31156 268 

-B505290638 "In-Progress Audit of DCRDR for Vermont Yankee Nuclear Power Plant ” 

* Science Applications Inlarnalional Corp , (formerly Science Applications Inc ), NRC- 
03-02-096 85/05/03 NRC - No Datallod Affiliation Given 25pp. 31166*234- 
31156 266 

8508140401 Forwards Insp Rept 50-271/65 14 on 850402-0506 No violations noted. 
WENZINGER.E Region 1, Olfice o( DIreclor 65/06/10 MURPHY.WP Vermont 
Yankee Nuclear Power Corp 2pp. 30698,160 30696*200. 

”8606140411 Insp Rept 50-271/05 14 on 860402-0506 No violations noted Mafor 
areas inspected actions on previous Insp findings, plant power operations.physlcal 
saoufily.LER review ,1965 emergency preparodnQaa exorcise & IE Bulletin 64-01 ac- 
tions, 

RAYMOND.WJ,, TRIPP, LE Region 1. Olfice of DIreclor, 85/05/03 19pp 30896 182- 
30096.200. 

8608260605 Notification ol Significant Licensee Mealing 85-63 on 650703 w/utlls In 
King ol Prussia, PA to discuss response to (indlngs observed during annual emergency 
exercise conducted on 850417. 

LAZARUS, W.J Region 1, Office of Director, 05/06/14 Region 1, Office ol Director 
2pp 31239 327-31239.328 

8506240695 Informs of upcoming safeguard regulatory effectiveness review during wk 
ol 0607 16-1 9, Overall plan lor review will bo discussed at entrance briefing on 
860716 Plant tour requested on first doy, Security review planned for Days 2 4. 
MURLEY.T E Region 1, Ollica ol Director, 65/08/19 MURPHY, W.P Vermont Yankee 
Nuclear Power Corp 2pp. 31160,271-31160 260 

“8506240608 Advises of regulatory elfecllvoness review at facility on 660715-10 & for- 
wards draft Itr to util explaining review purpose & schedule. Requosla review assist- 
ance from Region I Individual Guidelines lor duties of subi Individual end 
BURNETT, RF. Division of Safeguards 85/05/31. MURLEY.TE, Region 1, Office ol 
Director Spp 31160*273-31160, 280, 

8606270336 Notillcatlon of 850716 meeting w/ulil In Bolhesda.MD to discuss lira pro- 
tection program. 

HERMANN,R,A. Oporating Reactors Branch 2. 85/06/1 fl VASSALLO.D B Operating 
Reactors Branch 2. 2pp. 31262.306-31262:307, 

8606270616 Submits fnlo re which Inatrumenletlon listed In util 841130 aubmilisl sched- 
uled lor upgrading prior to restart from 1905 outage, per Suppl 1 to NUREG -0737, 
"Schedule for Reg Guide 1 97 Commitments." 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp, 85/06/21. VASSALLO.DB 
Operating Reactors Branch 2. 2pp. 31238:369-31236*360 

8506210264 Rev 11 to emergency plan App E, "Lira of Agreement,” 

* Vermont Yankee Nuclear Power Corp 65/06/30 7pp 31024*047-31024*053, 


J. Insurance & Indemnity information 

8S06260004 Forwards Endorsementa 76,77 & 76 to NELIA Policy NF-1B9 & Endorse- 
ments 60 & 81 to MAELU Policy MF-56, 

SHADER, D. Vermont Yankee Nuclear Power Corp. 66/06/19. DINITZ,! Olfica of Nu- 
clear Reactor Regulation, Director Ip, 31218:306-31218:310, 


p, Operating license stage documents & correspondence 

8606130045 Partial response to FOIA request far all documents re NRC procedures (or 
detection & control of alcohol & illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilltle8.Forward8 App A documents. 

FELTON, J.M. Division of Rules and Records, 85/01 /?8, HEATH.S.J. Washtnalon 
Legal Foundation. 6Spp. 30937:047-30937:157 
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*-a$aa 130366 nos ponds to quo/y ro re tease of port on s of Ofc of Invostjoalions rep I re 
drug/al-cohot abuse (o specific licensees Release not prohibited by FOIA or Privacy 
Act Concerns over precedent expressed Survey worksheets end 
SHOMAKEn.EC Operations & Admlnisiralrvo Division 82/12/20 LIEBERMAN.J. Re- 
gional Operations & Enforcement Division 170pp 30037 358-30938 188 

8506170077 Responds to FOIA request for records re FIN B 0489, •‘Containment Leak 
Pate Testing Program" & Quadrex Corp/NflC contracts Fonva/ds documents re FIN 
B -0469,000011)6013 also available in PDRNo documents re Quadrex subj to request 
FELTON .J M Division ol Roles and Records FIN 8-0489 85/03/25 

REYTBLATT,? V. Warren Wilson College. Swannanoa, NC 7pp 30987 036 
30987 076 

-8506170281 "ConlafrtmenI Leak Rale Testing Investigations," monthly progress repi 
for Nov 1982 

DOUQAN.JR Oak Ridge National Laboratory FIN B- 04 89 82/12/07 ARNDT .G We 
chanIcel/Structural Engineering Branch 3pp 30987 IIS-30987 117 


-8506030457 "Rept o( Investigation Carried Out by Ropes & Gray ol Apparent Falsa 
Documentation of Results of Receipt (nsps at Vermont Yankee Nuclear Power Sta- 
tion '■ 

• Ropes & Gray 85/05/21 87pp 30674 192-30674 278 

8506030364 Responds to NRC 850416 Hr re violations noted in Insp Rept 50 271/65 
06 Corrective actions Administrative Procedure AP 0631 will be revised to require addi 
mgt attention for all procedures which exceed review date 

MURPHY.WP Vermont Yankee Nuclear Power Corp 85/05/24 EBNETER.SO 
Region 1. OlfiCD of Director 4pp 30873 311-30673 314 

8506140386 Responds to NRC 850415 Hr re violations noted in Insp Rept 50-271/85 
08 Corrective actions dept heads reinstructed In responsibilities for ensuring consider 
ation given to procedure impact when design changes reviewed 
MURPHY.W P Vermont Yankee Nuclear Power Corp 85/05/24 WENZINGER.E C 
Region 1, Office ol Director 3pp 30898 249-30898 251 


8S08120109 Discusses acceptability of util 841208 & 850326 responses la Generic Ltr 
84 23 Proposed fmplementairon of duaf cold leg mod during refueling outage 
acceptable, per NUREG 0737, flem If F 2 

VASSALLO.D 0 Operating Reactors Branch 2 85/05/24 CAPSTICK.R W Vermont 
Yankee Nuclear Power Corp 3pp. 30841 345-30841.347 

8506040355 Forwards "Vermont Yankee Radiation Control Program," for Sept 1985 
planned replacement ol recirculation sys piping project Program developed to ensure 
occupaliojial radtation exposures & releases of radioactive mails AI^RA 
CAP§TfCK.RW. Vermont Yankee Nuclear Power Corp 85/05/31 THOMPSON.H L. 
Division of Licensing Ip 30703 187-30703 229 

-8506640382 "Vermont Yankee RadiaHon Control Program." 

’ Vermont Yankee Nuclear Power Corp 85/05/31 42pp 30703 108-30703 229 

8S06100S67 Notifies of 650717 meeting in King of Prussia, PA to hear util recirculation 
sys pipe ropTacement presentation Schedule & agenda end. 

WENZINGER.EC Region 1. Office of Director 85/06/04. WITTMER.WL Vermor)l 
Yankee Nuclear Power Corp 4pp 30793 293-30793.296 

8S06T00442 Remits fee for requests for approval of PVRC damping analysis values & 
NES-5 cask lifting device.Chectis inadverlen It y omitted from 650514 & 17 submittals 
CAPSTICK,R W Vermont Yankee Nuclear Power Corp 85/06/05 ROONEY, V Oivi- 
sfon of Licensing Ip 30794 216-30794-218. 

6506 24 0579 Forwards Amend 88 to License DPR 28 & safety evaluation Amend re- 
vises Tech Specs to raise suppression pool temp limit during normal operation to 100 

h'oONEY.VL Operating Reactors Branch 2, 85/06/06 CAPST)CK,R.W Vermont 
Yainkoo Nuclear Power Corp 2pp, 31 155 34 1 -31 1 55 350. 

-6506240583 Amend 80 to License DPR-20, re vising Tech Specs to raise suppression 
pool temp limit during normal oparalfon to 100 F. 

VASSALLO.D B Operating Reactors Branch 2 85/06/06 6pp 31165 343-31155 348 

-8506240588 Safely evaluation supporting Amend SB to License DPR-28 
* Office of Nuclear Reactor Regulation, Director 85/06/06 2pp 31165.349- 
31155,360 


Q, Inspection reports, IE Bullellns 8t correspondence 

8588060136 Forwards Insp Repi 50-271/85-09 on 650225 0301, No violation noted 
MARTIN.T.T Region I, Olfiea of Director. 85/05/07 MURPHY.W P. Vermont Yankee 
Nuclear Power Corp, 2pp 307a8'312-30768 321. 

-8508080171 Insp Repi £0-271/85 09 on 650225-0301 No violation noted Major areas 
tn5p8C!ed.changes (o emergency preparedness program, knowledge & performance of 
dufles & licensee audits 8 emergency response lacllilles vfsil, 

HAWXHURST.J,J., QORDON.C.. SMITH.R Region 1, Office of Director 85/06/03, 
0pp. 30788 3 1 4-3076&'32 1 


8506030476 Forwards Insp Rept 60-271/85 17 on 850506-10 No violation noted 
MARTIN, TT Region 1. Office ol Director 85/05/28 MURPHY.WP Vermont Yankoo 
Nuclear Power Corp 2pp 30677 300 30677 309 

-8506030483 Insp Rept 50-271/85 17 on 850508-10 No violalion or deviation 
noted.M^or areas inspected radiological environ monitoring program, including 
audit8,eifluBnt monitors, implementalion & QA program 

BICEHOUSE.H, MYGRS.L , PASCIAK.W Region 1, Office of Director 85/05/22 Opp 
30677 302 30677 309 

8506030491 Forwards revised SALP Rept 50 271/84 25 tor May 1963 • Oct 1984 & de- 
tailed evaluation of utit 8S0301 comments SALP conclusions unaffected Extensive cor- 
rective actions to correct App R violation recognized 

MURLEY.TE Region 1, Office of Director 85/05/28 CONWAY.WF Vermont 
Yankee Nuclear Power Corp 4pp 30676 200-30676 283 

-8506030493 Revised SALP Rept 60-271/84-25 for May 1983 • Oct 1984 Detailed 
evaluation of util 650301 comments end 

* Region 1, Office ol Director 86/05/28 67pp 30676 204-30676 283 

8505280181 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLO Elements " Sve list end 

JOROAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co ol New York, Inc r20pp 30852 246- 
30852,363 

8506030498 Responds to NRC 850425 Hr re violations noted in Insp Rept SO 271/85- 
11 Corrective actions purchase orders for safety class components w/alfected mails 
tagged & relocated 

MURPHY.W.P Vermont Yankee Nuclear Power Corp 85/05/29 MURLEY.TE 
Region 1. Office of Director lipp 30675 290-30675 300 

8SOS280167 IE Info Notice 85 043, "Radiography Events at Power Reactors " Sve list 
end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New York, Inc 120 pp 30864 167- 
30864:287 

85052801 95 IE Info Notice 85 044, “Emergency Communication Sys Monthly Test ” Sve 
list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc I21pp 30664 045 
30864 166 

8506030430 Forwards Safety Insp Rept 50 271/85-13 on 85041 5-1 0,No violation nofocI 
MARTIN, TT Region 1, Office of Director, 85/06/30 MURPHY.WP Vermont Yankee 
Nuclear Power Corp 2pp 30676 014 30678 024 


8605130027 Suppi 1 to FE Info Notice 84-55. "Seal Table Leaks at PWRs " Sve list end 
JOROAN.E.L. Division ol Emergency Preparedness & Engineering Response iPosI 
830103), 65/05/14. Consolidated Edison Co. ol New York, Inc f07pp 31044 065- 
31044:171. 

8505134X138 Suppi 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Sve list end 

JORDAN ,E.L, Division oi Emergency Preparedness 6. Engineering Response (Post 
830103), 85/05/14 Consolidated Edison Co of New York, Ino, t07pp. 31044 172- 
31 044' 278. 

6509240392 Submits addI Info In response to IE Bulletin 79 02 re deadweight pipe 
supparts,per 850508 & subsequent telcons. Confirmatory factor of safety study per- 
formed for anchor bolls.lnstallatlon of mods to upgrade sys In progress 
OLIVER, RP Yankee Atomic Electric Co. 85/05/14 VAREU.A Region 1, Office ol 
Direclor. 9pp 31 202, 144-31 202-164. 

8506030577 NotiflcaUon ol Significant Licensee Meeting 85-54 on 850523 w/util In King 
of Prussia, PA,lo discuss licensee response to IE Bulletin 79-02 
DURR,J Region 1, Office ol Director 85/06/21. Region 1, Office of Director. Ip, 
30687.3 U-3fl687.3 14 

0505200500 JE Info Notice 85-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end, 

JORDAN,E,L Division ol Emergency Preparedness « Engineering Response (Post 
830103), 86/05/22. Consolidated Edison Co of New York, Inc f06pp. 30837258- 
30837 .W3, 

0505200600 FE Info Noti'ea 85-040, "Deficiencies In Equipment Qualification Tasting & 
Certificallon Process." Svo Jlsi end 

JORDAN,E,L Division of Emergency Preparedness & Engineenng Response (Pest 
830103). 85/05/22. Consolidated Edison Co ol New York, Inc. foepp 30848,166- 
30848 271. 

0508030452 Responds to NRC 650402 & 25 Itrs re violations noted in Insp Repi 50- 
271/85-11 Corrective actwns Independent Invesligallon conducisd, "Rept of Investiga- 
tion Cairted Out by Ropes & Gray ol Apparent False Documenlalion..." encf 
MURPHY.WP, Vermont Yankee Nuclear Power Corp 85/05/23, MURLEY.TE, 
Region 1, Office of Direclor 6pp. 30674; 185-306 74 -2 76 


-8508030440 Insp Repi 60 271/85-13 on 850416 18No v/olstion noted Major areas 
inspected emergency preparedness & observation d 850417 annual lull-scale axer- 

HAWXHURST.J, HARPSTER.TL Region 1, Office of Direclor 05/05/23 Opp 
30678-01 6-30678 024, 


8506140139 Responds to NRC 841120 Hr re violations noted (n Insp Repi 60-271/84* 
23 Corrective acllonsmatl purchased subsequent to Apr 1983 w/HnIlo shell life pro 
vided w/discrele end of life dates 

MURPHY.W.P Vermont Yankee Nuclear Power Corp 85/05/31 MARTIN.T.T Reoion 
1, Oflice of Director. 3pp 30893,228 30893 230 

8606240179 Foiwsrds Exam Repi 50 271/85-12 of exam administered during wk of 
850321, 

WENZtNGER,E.C, Region 1, Office of Director 85/06/03 MURPHY.W.P, Vermont 
Yankee Nuciear Power Corp 2pp 31204:162-31204-209 

—8506240183 Exam Rept 50-271 /85-1 2 on 8503 18-21. Exam resuits aii five candidates 
passed 

KELLER, R,M , KiSTER.H.B Region 1, Office of Director. 85/05/09 4pp, 
31204.164-31204:167 

-8606240236 Submits comments re reactor operalor written exam on 85031 9, Prepare 
tion of comments made more difficult by NRC policy requiring examiner to collect 
«am/answer key imrnadialely after review Related matl end 
SPINNEY, RJjV, Vermoni Yankee Nuclear Power Corp 05/03/28. KISTER.H Region 
1 , Office of Direclor, 42 pp, 31 204:1 68-3 1 204,209. 

Forwards Exam Repf 60-271/85*01 of exam administered during wk ol 

WENZINGER.EC, Region 1, Office ol Director. 85/06/03. MURPHY.W.P Vermoni 
Yankee Nuclear Power Corp. 2pp 31158 312-31 160.363, 

-8506240317 Exarn Repi 60-271/85 01 on 850121-24 Exam resultsrone candidate 
passed a three failed. 

KISTER,HB Region 1, Office of Director. 86/05/10 

40pp. 31158-,314-311S6353 
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65061J0257 ConfirmaloiY Action Ltr B5 06,fe ulil response to IE Bulletin 79 02 All dead- 
weight supports for Category I sys will be modified or tested as necessary Completion 
of actions expected prior to restart 

EBNETER.SD Region 1. Office of Director 85/06/05 MURPHY, WP Vermont 
Yankee Nuclear Power Corp 2pp 30850 272-30850 273 

fl5060'60677 IE Info Notice 85 O^tS, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used in Westlnghouse Designed Plants." Svc list end 
JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New YorK, Inc I22pp 30865 001- 
30865 046 

0506060707 IE Info Notice 85-046, "Clarification of Several Aspects of Removable Ra- 
dioective Surface Contamination Limits lor Transport Packages " Svc list end. 
JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10. Consolidated Edison Co of New York, Inc. 124pp. 31043 301- 
31044 064 

8506140401 Forwards Insp Rept 50-271/85-14 on 850402-0506 No violations noted. 
WENZINGER,B Region 1, Ofllce of Director 85/06/10 MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp 30898 180-30898 200 

-6606140411 insp Rept 50-271/85-14 on 850402-0506 No violations noted Major 
areas Inspectedactlons on previous insp findings, plant power operations, physical 
secunty.LER review, 1985 emergency preparedness exercise & IE Bulletin 04-01 ac- 
tions 

nAYMOND,W.J , TRIPP.L.E Region 1, Office of Director 65/05/03 19pp 30898 182- 
30898 200. 

6506210277 Forwards Insp Rept 50-271/65 04 on 850409 12 No violations noted NRC 
850605 confirmatory action ltr re complete testing & analysis on concrete expansion 
anchors associated w/deadwolght supports prior to Sept 1065 outage cited 
EBNETER.SD Region 1. Office of Director 85/06/17. MURmY.W.P Vermont 
Yankee Nuclear Power Corp 2pp 31024 157-31024 167, 

-8508210286 Insp Repl 60-271/85-04 on 850409-12 No violations noted Major areas 
mspecled actions per IE Bulletins 79-02 re pipe support base plate deslgns,70-07 ro 
seismic stress analysis of safely related piping & 79-14 ro as-built piping. 
VARELA.AA. WIGGINS.J.T Region 1. ofitce of Director 85/06/11 9pp 31024:159- 
31024 167 

8506140240 IE Info Notice 85-047, "Polential Effect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/16 Consolidated Edison Co. of New York, Inc I34pp 3126B'1S7- 
31268 304 

8506140836 IE Info Notice 85-048, "Respirator Users Nollce Defective Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDAn.eL Division ol Emergency Preparedness Engineering Response (Post 
830103). 65/06/19. Consolidated Edison Co of New York, Inc. I23pp 31376 064- 
31376 183. 

8508240595 Informs of upcoming safeguard regulatory elfectiveness review during wk 
of 850715-19 Overall plan for review will be discussed al entrance briefing on 
96071 S.PIanl tour requested on first day Security review planned for Days 2-4 
MURLEYJ E. Region 1, Ofllce ol Director. 85/06/19 MURPHY.W.P Vermont Yankee 
Nuclear Power Corp. 2pp 31 160'271-31 160 280 

“8606240608 Advises of rogutatory efioctivoness review at facility on 850716-19 & for- 
wards draft Hr to util explaining review purpose & schedule Requests review assist- 
ance from Region I individual Guidelines tor duties of subj Individual end 
aUHNETT.RF. Division of Safeguards. 85/05/31 MURLey.T.E Region 1, Office of 
Director, 8pp 31160.273-31160:280 


R. Periodic operating reporte & related correspondence 


8506240311 Forwards Exam Rept 50 271/85-01 of exam administered during wk of 
850121 

WEN2INQEfl.EC Region 1. Oltrce of Director 85/06/03 MURPHY.WP Vermont 
Yankee Nuclear Power Corp 2pp 31158 312-31 1 58 353 

-8506240317 Exam Repl 50-271/85 01 on 850121-24 Exam results one candidate 
passed & three failed 

BEflRY.JA, KELLER.RM. KISTER.H B Region 1. Offico of Director 85/05/10 
40pp 31158 314-31158 353 


DOCKET 60-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8506070336 Responds to NRC 850402 Hr re violations noted in Insp Ropts 50 272/84- 
46 & 50-31 1/84-46 Corrective actions future design control audits will address firo pro- 
tection-unique controls & fire protection procedures will be examined annually 
MCNEILL.CA. Public Service Eleciric & Gas Co of Now Jersey 05/05/20 
MUHLEY.TE Region 1 . Office ol Director 2pp 307S0 057-30750 OSO 

8506060460 Advises that response to 841126 audit of DCRDR delayed until Sept 1985 
due to NRC 050417 requasi for info re 27 human engineering discrepancies 
MCNEILL.CA Public Service Electric a Gas Co of Now Jersey 85/05/31 
VARGA.S A Operating Reactors Branch 1. Ip 30732 076 30732 076 

8506210489 Forwards FEMA exorcise repl Requests review of findings & coordination 
with FEMA Regions M a III to ensure that four deficlenclos corrected in timely manner 
by states a local govts W/o end. 

SELUMY.RR. Region 1, Office of Director 05/06/04 MCNEILL.CA. Public Service 
Electric a Gas Co ol New Jersey 3pp 31057 216 31057 218 

8506210224 Rev 21 to "Emergency Plan Procedures Index " 

• Public Service Electric £ Gos Co ol New Jersey 85/06/11 7pp. 31024 293- 
31024 299 

6B06170S16 Requests that Emergency Plan Procedure EP IV-114 re backup malhod of 
dose calculation be removed from procedures manual 

‘ Public Service Electric a Gas Co of New Jersey 05/06/17 Record Services 
Branch (Document Control Desk) Ip. 30956’ 198-30956 198 

8506260369 Forwards Safety Insp Repts 50-272/05-12 a 60-311/85-13 on 950507- 
31 One violalion noted Implementation of commitmenle in 840807 response lo NRC 
B40508 Hr verified 

COLLINS.SJ Region 1. Ofllce of Director 85/06/21 MCNEILL.CA. Public Service 
Electric a Gas Co ol New Jersey 2pp. 31 1 86 090 31 1 08 1 10. 

-8506250379 Insp Repis 50-272/85-12 a 50 311/85-13 on 660507-31 Violalion In area 
of security a two unresofved Items noted Major areas Inspected operatlonaf safely 
verification.maint observations a licensee event followup review 
LIMHOTH.D.F, NORRHOLM.LJ Region 1, Olllco of Director 05/08/18 16pp 
31 198.092-31 198-1 10 


H. Oaneral correspondence 

8606270456 Requests placement on mailing list to receive notifications of mootings Also 
requests to be contacted on license amends per Sholly amend 
QREEN.R New Jersey, State ol. 85/08/13 FISCHER.D NRC - No Detailed Affiliation 
Given. Ip 312S1-343-3125f;343. 


8506240064 Monthly operating rept for May 1985 W/850610 Hr 
aURQEH,FJ, MURPHY.WP Vermont Yankee Nuclear Power Corp. 85/05/31 7pp 
31204:276-31204.282 


S, Reportable occurrences, LERs a related correspondence 


8506070269 Part 21 repl re failure of inner polar connector between damper bar circuit 
on generator main field Cause of failure not dellned.Fui1her Investigation necessary. 
LEUSINK.H.H Louls-Allis Co 85/05/29. MURLEYJ E. Region 1, CSlflce of Director. 
Ip 30761:360 30761 ’350. 


8608140498 Part 21 rept re generator lailuro.Concurs w/enci Louis Allis 850603 ltr that 
Interpolar connectors be removed 

MORIARTY.J.M Colt Industries. Inc 85/06/05. MURLEY.T.E. Region 1, Offico of Di- 
rector. 7pp. 30898.354-30898’361. 


8508240406 Part 21 rept re potential defect ol electrical penetrations supplied by Conax 
Corp.Penelratlons contain teflon Insulation 4 sealant malls that are highly susceptible 
to radiation damage.Replacement planned 

MURPHY.WP. wmont Yankee Nuclear Power Corp, 85/06/10. MURLEY.TE 
Region 1, Office of Director. 4pp. 31061-362-31062.003 


V. Operator Examinations 

8506240179 Forwards Exam Repl 60-271/86-12 of exam administered during wk of 
850321. 

WENZINGEH.EC. Region 1, Office of Director. 86/06/03 MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp 2pp, 31204.182-31204,209. 

-8508240183 Exam Rept 60-271 /85'12 on B50318-21.Exam resultsiall five candidates 

§ERflY,J.A, KELLER,fl.M., KISTER.H.B. Region 1, Office of Director 85/05/09. 4pp. 
31204-184 -31204.187. 


J. Insurance & Indemnity Information 

8506100601 Forwards Endorsements 82,17,75 & 76,104,38 8 19 & 20 lo NELIA Policies 
NF-220.NF-269.NF-230,NF-164.NF-252 & NF-281 & Endorsements 70,9,80 & 
81,82,20 A 12 & 13 to MAELU Policias MF-73.MF-1 15,MF-90.MF-44.MF.108 & MF- 
112,re8pectively 

HOGQE.S D. Marsh & McLennan. Ino 85/05/28. DINITZ.I. Assistant Director lor Slate 
& Licensee Relations 17pp. 30793.312-30793.328 


P. Operating license stage documents & correspondence 


6506030390 Partial response to FOIA request for three categories of documents to be 
made available at PDR ro NSHCs App A documents enci & placed In PDR.Search 
continuing. 

FELTON. J.M Division of Holes and Records 84/11/08. ADATO.M Union of Con- 
cerned Scientists 4pp 30720001-30720:005, 

-8311300410 Forwards update of Sholly statistics for 830506-1023 Request for hearing 
re Salem nollce oh exlending Interval for second Integrated leak rate lest received. 
EISENHUT.D.G . Division of Licensing. 03/11/14. DENTON.HR Office ol Nuclear 
Reactor Regulation, Director. 2pp. 30720-0 10-30720 011, 

-8312230001 Forwards update of Sholly statistics covering 630506-1122. 
EISENHUT.D.G. Division of Licensing 83/12/09, DENTON.H R. OHice of Nuclear Re- 
actor Regulafion, Director. 2pp. 30720:012-30720:013. 

-8401180341 Forwards update to Sholly statistics for 830506-1 231 .Request for hearing 
received to response to notice of Issuance of Amend 10.Ninth monthly FR notice 
scheduled for publication on 840125. 

EISENHUT.D.G. Division ol Licensing. 64/01/06. DENTON, H.H Ofllce of Nuclear Re- 
actor Regulation, Director. 6pp 30720:014-30720.015 


-8505240238 Submits comments re reactor operator written exam on 85031 9,PreMra- 
llon of comments made more difficult by NRC policy requiring examiner to cotleot 
exam/^anawer key Immediately after review.Related matt end. 

SPINNEY, R.W. Vermont Yankee Nuclear Power Corp. 85/03/28. KISTER.H. Region 
1, Office of Director, 42pp. 312041168-31204:209. 


-8402210130 Forwards update of Sholly statistics for 830508-840126 TWo requests for 
hearing & one comment recelved.Requests for hearing dismissed on two 
ptaants Prehearing confererrce scheduled for Grand Gulf petition. 

EISENHUT.DQ, Division ol Licensing, 84/02/07. DENTC)N.H.R Offico of Nuclear Re- 
actor Regulation, Director. 3pp 30720.018-30720,018 
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••6404020112 Forwards update o1 Shelly statistics covering 830505 640224 Eleventh 
rror^lhly FR not ice scheduled lor publication on 840321 

eSENHUT.D.G Division oJ Licensing 84/03/13 DENTON, HR OKico of Nuclear Re- 
actor ResulaVon, Ciiecloi 3pp 3072(>019 30720021 

-8404260461 Forwards updated "Sholly" statistics for 830505-840322 Preheanng corr- 
fer’ence held on request for hearing received on TMI-1 steam generator 
repair Contentions accepted by ASLB 

El SEN HUT, 0 G Division of Licensing 84/04/13 DENtON.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 30720022-30720 024 

-84OS220911 Forwards update of Sholly stalistics covering period 830505- 840425 No 
addi comments or requests lor hearing received 

El SEN HUT, D G Drvi^on of Licensing 84/05/07 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 30720 025 30720 027 

"8406260322 Forwards update of Sholly statistics lor period 830506- 640523 ASL8 
Issued decision for Grand Gull on 040423, admitting two contentions for discovery 
El SEN HUT, DG Drvjsion ol Ucensing 84/06/OB DENTON.H R Office of Nuclear He 
actor Regulation, Director 3pp 30720 028-30720 030 

--8407300050 Forwards update oi Sholly statistics covering 830506 840620 No addI 
comments or requests for hearing received 

EISENHUT.O Q Division ol Licensing 84/07/06 DENTON.H H Office of Nuclear Re 
actor Regulation, Director 4pp 30720 031-30720 034 

"84082 00009 Forwards updated Sholly statistics for period 830506-840718 Statistics 
will be updated following 840822 monthly publication of FR notice 
EISENHUT.O G Division ol Licensing 84/08/06 DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director 4pp 30720 035-30720 036 

"641004O278 Forwards update of Sholly statistics covering 830506- 840B22 Lists two 
"press release’’ type notices issued tluring reporting period Next monthly FR notice 
scheduled for publication on 840924 

EISENHUT.O Q Division of Ucensing 84/09/18 DENTON.H R Office of Nuclear Re- 
actor Reguialion, Director 24pp 30720 039-30720 082 

"8506040451 Notice of conslderalon of issuance of amends to Licenses DPR-70 & 
DPR -75 & proposed NSHC determination & opportunity for heanng re 830127 request 
concerning semiautomatic switchover ol safety InieclJon sys 
MCDONALD.DG Operating Reactors Branch 1. 83/07/27 7pp 30722 337- 
30722343 


Q. Inspection reports, IE Bulletins & correspondence 


8505130027 Supp1 1 to IE Info Nolice 84-56, "Seal Table Leaks al PWRs " Svc fist end 
JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (Post 
630103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 085 
31044 171 

8505130038 SuppI 1 10 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammenng Etiect " Svc list end 

JORDAN,? L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc i07pp 31044 172- 
31044', 270 

8505200590 IE Into Notice 85 039, "Auditability of Electrical Equipment Qualdicatlon 
Recoida al Licensees Facililies " ^c list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of Nevr York, Inc I06pp 30837 258 
30037 363 

6505200600 IE Info Notice 65 040, "Deficiencies in Equipment QuafitIcalion Toating & 
Certification Process " Svc lisl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc 106 pp 30848 160 
30848271 

8506030306 Forwards "Nuclear Dept Response to Sixth Quarterly Ropt of Nuclear 
Oversight Committee " Response addresses areas ol concern re SALP rept & backlog 
Qt design change requests 

MCNEILL.CA Public Service Eleclrtc & Gas Co of New Jersey 85/05/24 
VARGA, S A Operating Reactors Branch 1 Ip 30674 053-30674 061 

850607033S Responds to NRC 650402 Itr re violations noted In Insp Ropis 50-272/84 
46 & 50-31 1/84-46 ^rrective actions future design control audits will address fire pro 
lection unique controls & fire protection procedures will be examined annually 
MCNEILL.CA Public Service Electric & Gas Co of New Jersey 85/05/28 
MURLEY.TE Region 1, Office of Director 2pp 30750057-30750 050 

8505260181 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Senes Badgo 
TLD Elements " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co ol Now York, Inc f20pp 30852245- 
30852363 


"8506040456 Notico ol consideration o( Issuance ol amend to License DPR-70 & pro 
posed NSHC determination & opportunity for heanng re 830722 request to allow 
second inservfce Integrated teak rate testounng fifth retueling outage 
VARGA, S A OperaUng Reactors Branch 1 83/09/14 8pp 30722 344 30723 002 

8606130045 Partial response to FOIA request (or all documents re NRC procedures for 
detoction & control of alcohol & illegal drug use by persons engaged in bldg or const 
ol nuclear reactors or facilrties Forwards App A documents 
FELTON, JM Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937 157 

-8506130366 Responds to query re release ol portions ol Ofc of Investioations rept re 
drug/alcohol abuse lo specific licensees Release not prohibited by FOIA or Privacy 
Act Concerns over precedent expressed Survey worksheets end 
SHOMAKER,E,C Operations & Administrative Division 82/12/20 LIEBEflMAN,J Re- 
gional Operations & Enlorcement Division 170pp 30937 35S-30938 188 

8506060359 Forwards Amends 63 & 34 to Licenses DPR-70 A DPR 75, respectrvely & 
safety evaluation Amends provide lour add I mods to radiological effluent Tech Specs 
issued In Amends 59 A 28 

FtSCHER,D Operating Reactors Branch 1 85/05/28 MCNEtLl,CA Public Service 
Electnc & Gas Co. of New Jersey 3pp 30776333 30776 351 

"8506060364 Amends 63 & 34 to Licenses DPR-70 & DPR-75,re8peotively. providing 
four addI mods to radiological effluent Tech Specs issued in Amends 59 & 28 lo Li- 
censes DPR 70 & OPB-75, lespeclwely, 

VARQA,SA Operating Readers Branch 1, 85/05/28 14pp 30776,336-30776 349 

"8506060371 Safety evaluation supporting Amends 63 & 34 to Licenses DPR-70 & 
DP R-75, respectively 

* Office of Nuclear Reactor Regulation, Director, 85/05/28 2pp, 30776*350- 
30776'351. 

8506 180554 Forwards Amends 64 & 36 to Licenses DPR-70 8 DPR-75, respectively & 
safety evaluation Amends revise Tech Specs lo correct adiforial errors & typos in 
Amends 59 & 28 

FISCHER,DC. Operalfng Reactors Branch 1 85/05/30, MCNEILL, C A Public Service 
Electric & Gas Co ol New Jersey. 3pp 30984,101-30964*142 

"8506180557 Amends 64 & 36 lo Licenses DPR-70 & OPR-75, respectively, revising 
Tech Specs to correci editorial errors & typos in Amends 59 & 26 
VARGA, SA Operating Reactors Branch 1. 86/05/30 37pp 30984.104 30984140. 

"8506 160564 Safety evaluation supporting Amends 64 S 36 to Licenses DPR-70 & 
DPR-7S,r0sp6ctively 

* Office of Nuclear Reedor Ragulalion, Director 85/05/30, 2pp. 30984 141- 
30984:142 


8S05280187 fE Info Notice 85 043, "Radiography Events at Power Roaclora " Svc flat 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30864:187 
30864 287 

8505280195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test." Svc 
list epcL 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830 f 03) 85/05/30 Consolidated Edison Co. of New York, Inc I 2 lpp 30864 045 
30864 166 

8506100146 Responds (o NRC 050502 Hr re violalions noted in Insp Repis 50-272/85 
07 & SO 311/85 07 Corrective actions adminisirallvo procoduro ro guidance on Inill 
alien of on-the-spot changes to rod position indication revised 
MCNEILL.CA Public Service Electric & Gas Co ol Now Jersey 06/06/03 
COLLINS.S J Region 1, Office of Director 3pp 30791 032-30791 034 

8506060677 IE Info Noftce 05 045, " Potential Seismic Interaction Involving Movable fit 
Core Flux Mapping Sys Used in westinghouse Designed Plants " Svc list end. 
JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/06 Consolidated Edison Co of New York, Inc i22pp 30865.001- 
30865046 

0506060707 IE Info Notice 65 046, "Clarification of Several Aspects ol Romovablo Ra- 
dioacliva Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10. Consolidated Edison Co of New York, Inc t24pp 31043*301- 
31044 064 


8506100272 Advises that nine Tube Line fittings, (den titled as potentially roloclable per 
NDE on 650226,replaced w/qualified carbon afeel fillings Installed under closely su< 
□er\dsed welding, completing response lo IE Bulletin 63 06 
MCNEILL,C,A, Public Service Electric & Gas Co of New Jersey 85/06/11 
WURLEY.T.E Region 1, Office of Director 2 pp 30975.265 30976 268. 


8506240504 Ack receipt of 850602 Hr Informing NRC of sleps taken to correct violations 
noted In Insp Repis 50-272/84-46 & 50-31 l/84-46.Correclfve & preventive actions will 
be examined during future insp 

EBNETEfl.S D. Region 1, Office of Director, 85/00/17 MCNEILL.CA Public Service 
Electric & Gas Co of New Jersey. 2pp 31061,326-31061 331 

8506140240 IE Info Notice 05 047, “Potential Effect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list and, 

Ernergency Preparedness & Engineering Response (Post 
830103) 05/06/18 Consolidated Edison Co of New York, Inc l34op 31268 157 - 
31288*304 


8506240211 Requests that Region I be advised ol Intended plan ol action & timetable 
ior dealing w/ Allegation R1-8^A-D066 submitted In anonymous 850515 )lr re alleged 
weaknesses In QA program. Re^nse requested within 1 wk ol Hr receipt. 
STAROSTECK(.R, Region 1, Office of Director. 85/06/03 MCNEILL.CA Public Sarv 
tee Electric & Gas Co. of New Jersey 2pp 31203 220-31 203.221 


6500140636 IE Info Notice 85-046, "Respirator Users Notice Defectwa Self Contained 
Breathing Apparatus Air Cylinders," Svc list end 

oSSirtoi Pfspafe^ness & Engineering Response (PosI 
830103), 85/08/19. Consolidated Edison Co. of New York, tnc. 123pp 31376 064- 
376* 163 


65082601 13 Forwards tabular summary of key results from regional survey of plant-spe- 
cific lnfi» re potential lor unoontrollecf radiation exposures in PWfl cavities, per JQ Part- 
low 650315 reques1.No further generic action ne^ed. 

TAYLOR, J.M DIreelor's Office, Office of inspection and Enforcement 85/06/18, 
WURLEY.T.E. Region f, Office of Director, 9pp. 31211:322-3121 1.330 


8506260369 Forwards Safely Insp Repts 60-272/85-12 & 50-311/85-13 on 850507- 

commitments In 840607 response to NRC 
840508 Itr verified " 


cr wreoior, 85/06/21, MCNEILL.CA. Public Service 

Electric & Gas Co of Now Jersey, 2pp. 31198 090-31 198:1 10, 
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-8506250379 (nsp Repts 60-272/85-12 & 50-311/85-13 on 860507-31 Violation in area 
ol security & two unresolved items noted, Major areas inspected.operatlonal safety 
veritioation.maint observations & licensee event followup review 
LIMROTH.DF, NORRHOLM.LJ Region 1. Office of Director 85/06/18 16pp 
31198 092-31198 110 


R. Periodic operating reports & related correspondence 

8506210447 "1984 Annual Environ Operating Rept (Non radiological) " W/undated Hr 

• Public Service Electric & Gas Co of New Jersey 84/12/31 MUR LEY, TE Region 
1. Office of Director 20pp 31058 010-31058 029 

8606060547 "NPDES Discharge Monitoring Rept for Apr 1985 " W/850521 Itr 
RONAFALVYJ P Public Service Electric & Gas Co of New Jersey 86/04/30 
RADOW.E New Jersey, Stale of 1Bpp 30768.153 30768 173 

8506030306 Forwards "Nuclear Dept Response to Sixth Quarterly Rept of Nuclear 
Oversight Committee " Response addresses areas of concern re SALP rept & backlog 
of design change requests 

MCNE1LL,CA Public Service Electric & Gas Co of New Jersey 85/05/24 
VARGA.SA Operating Reactors Branch 1. Ip 30674 053 30674 061 

"6506030315 “Nuclear Dept Response to Sixth Quarterly Rept of Nuclear Oversight 
Committee " 

* Public Service Electric & Gas Co. of New Jersey. 85/05/20 7pp 30674'054- 
30674 061 

8506200382 Monthly operating rept for May 1905W/850810 Itr 
RONAFALVY.J P , 2UPKO, J M. Public Service Electric & Gas Co of New Jersey 85/ 
05/31 16pp 31020 239 31020 254 


DOCKET 50-276 DIABLO CANYON NUCLEAR POWER PUNT, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8506040667 FOIA request for documents generated in connection w/SSER 22 
(NUREG 0675} re operation of facilities which provided further findings on whistle 
blower charges 

OEVINE.T , DIXON, C Government Accountability Project 84/09/13 Office of Admin 
Istration Ip 30723 065-30723 065. 

8506040560 Partial response to FOIA request for documents generated in connection 
w/SSER 22,NUREQ-0675 re operation of facilities App A documents available in 
PDR 

FEtTON,JM Division of Rules and Records 04/11/18 DEVINE, T, DIXON.C, Gov- 
ernrpont Accounlabllily Project 4pp 30723 066-30724 160 

8506040591 Partial response to FOIA request tor documents re Otc of Inspector & 
Auditor rept by R Smith on allegations of staff misconduct of facility App A documents 
end & In PDR Document 1 of App B wllhheld (ref FOIA Exemption 5) 

FEiTON,JM Division of Rules and Records 84/12/11 DEvlNE,T Government Ac- 
countability Project lOpp 30737 200 30739’216 

-850 6040721 Forwards SSER 22 re facility .Affidavit of M Hartzman end 
KNIGHT, J P NRC - No Detailed Alllllalion Given. 84/07/19, SMITH,R NRC • No Do 
tailed Affiliation Given Ip 3073 8 •267-3073 8 '28 9 

8506100086 Forwards Rev 1 to "Selsmically Induced Sys Interaction Program,” final 
repLdocumonting resulta of program lor Unit 2 & fulfilling commitment In SSER 
1 1 NRC will be notified when all mods & final Insp complete for Unit 2 
SHIFFER,J,D Pacific Gas & Electric Co, 86/04/22. KNIGHTON.GW Licensing 
Branch 3, 2pp 30786 001-30789 014 

8606070040 Forwards SSERs 28-31 W/o ends 
KNIQHTON,G W. Licensing Branch 3. 85/05/20, SH!FFER,J.D. Pacific Gas & Electric 
Co, 4pp 30799 028 30799’031, 

8506280423 Forwards final rept on pipeway structures to assist stall review, per SSER 
28.Rept includes consdfdatlon of all previous audit followup responses given to NRC 
& addresses SSER 29 dvil/struclural Items. 

SHIFFER,JD Pacific Gas & Electric Co 86/06/10 KNIGHTON.GW Licensing 
Branch 3 Ip, 31231.274-31231 352 

-8606260435 "Pipeway Structures,'’ (Inal rept 
• Pacific Gas & Electric Co 85/06/30 78pp 31231 276-31231:362 

8506190380 Forwards addi Info on Unit 2 annulus support columns subj to jot implngo- 
mant loading, per Allegation 163 In SSER 28 Effect of thermal axial growth of support 
on concrete slab at 1 40 It elevation included. Action complete for both units. 
SHIFFER.J.0 Pacific Gas & Electric Co. 85/06/14, KNIQHTON.G.W. Licensing 
Branchs 3pp 30gge'351-30907'003 

8506250357 Confirms completion of mods to upgrade Unit 1 core exit thermocouple ^s 
& Installation & testing of Unit 2 radiation exposure rate monllors.per SStR 
31,NUREQ-0737.llem |l.^.2 & Rev 3 to Reg Guide 1 97 

SHIFFER,JD Pacific Gas & Electric Co 85/06/21. KNIGHTON.GW Licensing 
Branch 3. 2pp. 3 1 1 80.360-3 1 1 80,361 , 


F. Security, medical, emergency & fire protection plana 

6504110135 Forwards public version of revised emergency plan Implementing 
procadures.fnoluding Rev 1 lo EP OP-0.1 , "Reactor Trip Response'’ & Rev 6 to EP Q- 
3, "Notification of Cfflsite Organizations." 

SHIPPER, J.O Pacific Gas & Electric Co. 85/02/04, MARTIN.J.B. Region 5, Office of 
Director. 4pp, 30836,305-30837:002, 

-8506110145 Public version of revised emergency plan implementing 
procedures,lncludliw Rev 1 to EP OP-0,i, "Reactor Trip Response" & Rev 6 lo EP G- 
3, "Notification of Offsite Organizations " 

SHIFFER,J D. Pacific Gas & Electric Co. 86/02/04. 66pp. 30836:309-30837:002. 


8506120073 Final response lo FOIA request lor documents re Commission meeting m 
Juno-Auo 1984 re eilecla of earthquakes on plant emergency preparedness Forwards 
Apps C a E documents Apps D a F documents withheld (ref FOIA Exemption 5) 
FELTON.J M Division of Rules and Records 85/02/07 BELL.N Nuclear Information 
a Resource Service 6pp 30862 001-30862,041 

-8408200500 Staff requirements memo re 840803 Commission vote lo Initiate generic 
rulemaking on effects of earthquakes on emergency planning Order approved re com 
plicaling effects of earthquakes on Diablo Canyon emergency planning 
CHILK.S J Office of the Secretary of (he Commission 84/08/07 PLAfNE.H H Office 
of the General Counsel Ip 30862 043-30862 045 

-8506120094 Forwards final versions of dissenting views on Oiabto Canyon orders re 
earthquakes a emergency planning a immediate efiectiveness.for attachment to ap 
propriate Commission order 

ASSELSTINE.J K Commissioners 84/08/10 CHILK.S J Office of the Secretary of 
the Commission 17pp 30662 007-30862 028 

-8506 1201 59 Advises that Commission response to subcommittee 840809 request (or 
documents ro effects of earthquakes on emerg^ency preparedness 
unacceptable Transcripts of closed Commission meetings a SECY-B4-201 requested 
by 840921 

MARKEY.E J House of Rep., Interior & Insular Affairs 84/09/17 PALLADlNO,NJ 
Commissioners Ip 30862 039-30662 039 

-8606120164 Forwards transcripts of closed Commission meetings a SECY 84-291 in 
response to 840917 request Documents transmitted per 840921 agreement to pre 
servo confidentiality a limited to Internal subcommittee use. 

PALLADINO.NJ Commissioners 84/09/21. MARKEY.E House of Rep , Interior & In- 
sular Affairs. Ip 30862 040-30662 040 

-8506120172 Notifies of 841005 telcon w/Congressman Markey re Diablo Canyon 
transcripts Commission encouraged lo release documents Concerns re Commission 
actions stated 

PALUDINO.N J Commissioners 84/10/05 ROBERTS, ASSELSTINE, BERNTHAL 
Commissioners, Ip 30062 041-30862.041. 

B5D6060578 Forwards Insp Repts 50-275/85 22 & 50-323/85 15 on 850408-12 a 22- 
26 No violation noted 

KIRSCH.DF. Region 5, Office of Director. 85/05/15 SHIFFER.JO Pacific Gas a 
Electric Co 2pp 30760-204 30768 213 

-8508060683 Insp Repts 50 275/85-22 & 50-323/05-15 on 850408-12 a 22-26 No vio- 
lation or deviation noted Major areas inspected implementation of (Ire protection pro 
gram 

QUALLS.P, YOUNG, T, OODDS.R Region 5. Office of Director 85/05/16 8pp 
30768,206-30768,213. 

8506030504 Forwards Rev 3 to Sections l,tl,IV a V of San Luis Obispo County emer- 
gency response plan W/o end 

SHIFFER.J D. Pacific Gas a Electric Co, 85/05/23 MARTIN, J B. Region 5, Office of 
Director Ip 30679’140-30B79'140 

8606200439 Forwards Emergency Preparedness Insp Repts 50-275/05-18 & 60-323/ 
85-16 on 850408-12 a 22-26.No violation noted 

WENSLAWSKI.F A. Region 6, Office of Dlroclor 85/05/30. SHIFFER.J.D Pacific Gas 
a Elociric Co. Ip, 31020 123-31020 129. 

-8606200448 Insp Repis 50 275/85-18 a 60-323/05-18 on 850408-12 & 22 26 No vio- 
lation or deficiencies noled.Major areas Inspected changes to emergency plan w/lm- 
plemontlng procedures, knowledge a performance of duties & licensee audits 
PRENDEffGAST.K,, FISH.R.F Region 5, Office of Director 05/05/29 6pp 
3 1020.1 24-31 020' 129 

8608240377 Forwards Insp Repts 60-275/85-13 a 50-323/85-13 on 850416-19 No vio- 
lation noted, 

WENSLAWSKI.F A Region 5. Office of Director 85/06/04, SHIFFER.J.D Pacific Gas 
a Electric Co, 2pp. 31202,134-31 202' 142 

-8506240402 Insp Repts 60-275/85-13 a 50-323/85-13 on 850415-19, No violation or 
deviation noled.Maior areas inspected:genoral employee radiation protection training 
a implementation of NUREG 0737,ftems II.B 3 a ILF 1 a plant tours 
QARCIA,EM, CILLS.M,, YUHAS.G.P. Region 5, Office of Director. 86/06/04 7pp. 
31 202' 136-31 202, 142. 

8506110086 Fotwords revised End 2 to util 6S0529 Ltr DCL 85-1 96. Rev corrects IdentI 
ficatlon of proprietary Info re updates to Implementing procedures 
SHIFFER,J.D. Pacific Gas a Elociric Co. 85/06/06. MARTIN.J.B. Region 5, Office of 
Director, 3pp 3081 6:201 -3081 6’203 

6506260410 Confirms telcon re initiating arrangements lor NRC contingency telecom- 
munications at emergency operations facility, Util estimate lor labor a mails to accom- 
plish listed tasks requested 

WENSLAWSKI.F, A, Region 6, Office of Director. 86/06/20. SHIFFER.J D, Pacific Gas 
a Electric Co. 2pp. 31180:293-31180’294 

8506260357 Confirms completion of mods to upgrade Unit 1 core exit thermocouple sys 
a Installation a testing o( Unit 2 radiation exposure rate monitors, per SSER 
31,NUREG-0797,ltem II F,2 a Rev 3 to Reg Guide 1,97. 

SHIFFER,JD. Pacific Gas a Electric Co 85/06/21. KNIQHTON.G.W. Licensing 
Branch3 2pp 31180360-31180,361. 

6506270468 Forwards Ofc of Investigations summary of Investigation (or Case 5-83-002 
re allegations of falsified a Inadequate security personnel background Investigations 
by Pinkerton’s Inc No violations noted, 

SCARANO.R A Region 6, Office of Director. 85/06/24 SHIFFER.J D, Pacific Gas a 
Electric Co lOpp, 31237-354-31237,363. 


Q, Adjudicatory correspondence 

8606280068 Decision ALA8-81 1 finding that Unit 2 verification program sufficient to es- 
tablish that licensing criteria met.Ucen8e authorization granted by ASLB Inlllal decision 
remains elleclIve.Served on 860627. 

SHOEMAKER, C.J, Atomic Safety and Licensing Appeal Panel #286 604. 85/06/27, 
26pp. 31256:118-31266:143. 
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J. Insurance & Indemnity Informallon 

8506140426 forwards endorsement 44 to NEUA Polrcy NP-228 & Endorsement 15 to 
MAELU Policy WF 103 

CRANE.PA Pacific Gas & Electric Co 85/06/11 SALTZMAN.J D Assistant Director 
for State & Licensee Relations 2pp, 30808 036 30898038 


0. Advisory Committee on Reactor SafegiJarda reports & correspondence 

8506070048 Forwards comments of ACRS consultants re facility seismic re evaluation 
program, based on discussions at ACRS subcommittee 850321-22 rr^oe tings 
KNfGHTON.GW Ucensing Branch 3 85/05/17 SHIFFER.J D Pacific Gas & Electric 
Co 4pp 30799 013 30799 023 

-8506070062 Comments on ACRS Subcommiltoa on Extreme External Phenomena 
B503Z1'22 meetings ACRS should monitor seismic design margins program closely to 
ensure results & program remain on schedule lor S-yr completion 
POMEROy.PW Rondoul Associates, Inc POMEROY, P.w, ACRS • Advisory Comm it - 
lee on Reactor Saleguards 65/04/28 SEISS.C , OKRENT.D , SAVIO.R ACRS - Advi- 
sory Commiltee on Reader Safeguards. 2pp 30799017-30799 023 


P. Operating license stage documents & correspondence 

6506049591 Padial response Id FOIA request for documents re Ofc of Inspector 81 
Auditor root by R Smith on allegations of staff misconduct Of facility .App A documents 
end S In PDR Document 1 of App B withheld (rel FOIA Exemption 6) 

FELTON, JM Division of Rules and Records 84/12/11 DEVINE, T„ DIXON, C Gov- 
ernment Accountability ProlecI lOpp 30737.200-30730 215 

-S4022 10494 Provides Commission w/tnfa on status of staff resolution ol allegations & 
concerns re design.consl S operation of facility as applicable to Commission defibera- 
lion on licenalnj plant for criticality & tow power lesUng 

DIRCKS.WJ. Offlca at the Executive Dtrecior for Operations SECY 84-061 84/02/ 
08 12pp 30737 210-30737.311 

-6406070355 Forwards 840503 10CFR2 2D6 petition filed by Govt Acce uni ability 
Profoct re conduct ot NRC personnel Involved in licensing review for facility W/o end. 
LIEBERMAN.J Regional Operations & Enforcement Division 84/05/15. 
messenger, G Ofllce of Inspector & Auditor Ip. 30738,068-30738:253 

-6S0GQ40629 "OA Rapt of Documentation & Radiographic Film Review." 

RUN VAN, J P. M W, Kellogg Co. 77/04/22. 5pp 30737 334-30737 338, 

-8506940636 Forwards GAP 2 206 peliHon lor consideralion,per Commission 840413 
memorandum & order 

TRUBATCH.S L, Office ol Ihe General Counsel 84/04/16, MESSENGER.G, Office of 
Inspeclor i Auditor HAYES.B B Office ol Investigation. Ip 30737'339-3073B 012 

-6506040859 Allldavit of C Stokes re mail falsa statements & other evidence that could 
compromise quality of facility Misconduct involves procedure qualification tests & 

g iant mods during not functional tesllng.SupportIng Info end 
TOKES.C Alflllatlon Not Assigned 84/04/12 1 1pp. 30738070 30736 087, 

-8506040715 Discusses 840719 teloon w/T Rohm Intfentity of recant Ofc of Inspeclor 
A Auditor rept re facility unknown.n Smith working on rept re allegations by T 
Devine .Supporting documentation end 

BOWERS, H Office of Inspeclor & Auditor 84/07/18. MESSENGER.Q H, Office of In- 
spector A Auditor 4pp, 30736'263 30738.260 

-6506040727 Summarizes 840723 & 24 telcons w/T Dovlne re add I matters raised In 
D4071 9 llr concerning facility invesligalion 

SMITH, R.M Oft ice of Inspector & Auditor 84/07/27. Olfica of Inspector & Auditor 
app 30738.290 3073B’297. 

-6506040764 Fonvards commenis on RM Smith In answer to T Devine S40725 ItrLtr 
conlalnad various derogatory commenis about handling of facility invesligalion 
MESSENGER, Q H OfiTce of Inspector & Auditor. B4/08/01. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners Ip. 30738,208-30730.300, 

-6508050073 Rept ol 840625-27 Interview w/TM Devins re allegations raised In GAP 
840812 6.0503 pelrtlons. 

SMITH, R M. Offlca ol Inspeclor & Auditor. 64/07/02. fipp 30733'S07-30738.318, 

-6506050066 Responds to request by Chairman ofc re public disclosure of rept of in- 
vestigation enhtfad, "Diablo Canyon - 2 206 Petition " Ofc of Inspector & Auditor has 
no omectlons to release ol rept w/o deletions. 

MESSENGER ,G.H Office ol Inspector a Auditor. 64/08/13. PLAINE,H Office of the 
General Counsel, 1p. 30738.310-30738 319. 

-8508060093 Requests that Exhibit 10, Attachment B, Exhibit 6, Attachment G & Exhibit 
t.Attachment M be removed from 640801 r^l of Investigation enlitled, "Diablo 
Canyon - 2 206 Petition" & replaced,Name of O’Neill & R Fisher should be deleted 
MESSENGER,G H. Olfice of Inspector & Auditor 84/06/16 PUINE,H.H. Office of the 
General Counsel 1p. 39738 320 30738 320, 

-8508050104 Foiwards Ofc of Inspector & Auditor 84 06 01 rept of Investigation entitled, 
"Diablo Canyon - 2.206 Petition, for use In responding to various matters raised by T 
Devine ol QAP.Name of O’Neill deleted from mall. 

WESSENQER.G H. Office of Inspector & Auditor. 04/08/31. MARTINJ.B Region 6, 
Olfice of Direclor. Ip 30736:321-30738.321. 

-6508050114 Submils Into from 840313 meeting w/T Devine & J Clewoll from GAP & 
four alleger8.T Devine slated hardware probJemiS written up on memos rather than on 
nonconformance repls A Informal repairs made at plant. 

SHACKLETON,O.C, Office of InvestteatJon 84/03/16. BISHOP, T.W. Region 6, Office 
of Director. 1p, 30736-322-30738:324 

-6506050133 Ack 840627 note Advises that NRC prepared tor site visit If such visit stiff 
desired Supporting dooumontallon end. 

SHOLLENBERQ^ Region 6. Office of Direclor. 84/07/05. DEVINE.T, Government 
Accoun lability Pro|ect. t2pp, 3073B’325-39738 336. 

-BG060S0144 Affidavit of H Hudson re QA breakdown for work of Pullman Power Prod- 
ucts at faclllN.QA breakdowrt for weldmg.NDE, hydrostatic lesls,vendor QA & records 
feisfficatloh discussed 

HUOSON.H. Pullman Power Products Corp. (lormorly Pullman, Inc), 64/01/12 31pp 
39739:183-30739213, 


-8506050156 Forwards Ofc ot Inspector A Auditor 840801 rapt re facilities 
HERR.F Oflice of Inspector & Auditor. 84/08/08 COMBS, F Office of Congressional 
Affeirs Ip 30739 214-30739 215 

-8506050169 Discusses Devine 840725 I tr, with drawing allegations against NRC con- 
cerning facilities Devine cited "coverup" as reason for withdrawal Possibility exists that 
GAP liying lo evoke emotional response & cloud litigated Issue 
SMITH.RM Office of Inspector & Auditor 84/08/01 MESSENGER.Q H Office of In- 
spector & Auditor 2pp 30738 301-30738 302 

-8506050185 Discusses 640723 8 24 telcons w/T Devine re lacility 

investigation Devine informed that addi witnesses may not be Interviewed unless need 
to do so develops Devine announced withdrawal of allegations 
SMITH, R M Office of Inspector & Auditor 84/07/27 Office of Inspector A Auditor 
3pp. 30738 303-30738 305 

8506120432 Further response to 640913 FOIA request re 840612 Concessional brief 
ing on plant Forwards app documents. Documents also availablo In PDR 
FELTON, J.M Division of Rules and Records 85/02/01 DEVINE.T Government Ac- 
counlaWhty Piolect 6pp 30881.037-30882 247 

-6406210040 Forwards responses lo H Myers 840410 questions re audit of mot & qual 
Ity practices employed in early const phase Responses to be included In Chairman 
briefing book for 640614 Udall hearings 

DIRCisS.WJ, Office of the Executive Director for Operations 84/06/12 
KAMMERER.C, Office of Congressional Affairs 13pp 30882 248 30882 264 

-8408210045 Requests IE staff w/OA expertise respond to Congressman Udall 840523 
Itr re Nuclear Svea Corp audit A related questions re facility 
PALLADINO.N J Commissioners 84/06/01 DIRCKS.W J Office of Ihe Executive Di 
rector for Operations, ip 30881.063-30881 172 

-8506120471 Idenlifios info re plant licensing action per 840612 briefing Malor Issues 
still under review are piping & supports .resolution of certain allegations A seismic 
design basis revalldatlon program plan S Trubalch memo end 
ZERBE.J.E Office ol Policy Evaluations 84/06/13 PALUOINO, QILINSKY. ROB 
ERTS Commissioners 5pp 30861 349 30681 353 

-6506120478 Presents overview ol remaining actions & licensing milestones re lull 
power OL.Includlng ASLB declsfonjow power ad|udicalionJDVP review, allegations of 
design & const deficiencies A listed adiudicatory Items 

TRUBATCH,S L NRC - No Detailed Affiliation Given 84/06/13 NRC - No Detailed 
Affiliation Given 5pp 30881 354-30882114 

-8506120490 Provides schedule for warmup re Udall committee hearing Sobls to be 
discussed include legal Issues.sialus of plant & reviews, Commission testimony A deci- 
sion to grant full power aulhortzalion Oueslions lor staff end 
PALLADINO, NJ Commissioners 84/06/11 Commissioners 6pp 30fl82'115- 
30882.120 

-8506120495 Responds to 850518 request for meeting re Nuclear Sves Corp audit of 
Pullman-Kellogg piping work at plant In 1977 Lalo Jul suggested to meat for Informal 
discussion 

NAYMARK.S, Quadrex Corp 84/05/31 PALLADINO.N J Commissioners Ip 
30882-121-30882 125 

-8506120514 Requests that Commissioner responses to ACRS 840409 rept re design 
control measures at facility be directed to Ofc of Secretary by 640613 Pelfadlno ro 
sponse also submitled, 

ASSELSTINE,J K Commissioners 84/06/11 PALLADINO, GILINSKY. ROBERTS 
Commissioners, 1p, 30862 179-30882 247 

8506120073 Final response lo FOIA request for documents ro Commission meeting In 
June-Aua 1964 re effects of earthquakes on plant emergency preparedness.Forwards 
Apps C i E documents Apps D & F documanla withheld (ref FOIA Exemption 5) 
FELTON, J.M Division of Rules and Records 85/02/07 BELL.N, Nuclear Information 
& Resource Service Bpp 30862001-30862,041 

-6408200505 Staff requiremenis memo ro 840802 Commission vole lo grant lull power 
OL Ofo of General Counsel requested lo prepare order. 

CHILK,S,J. Office of the Secretary of Ihe Commission. 84/00/07. OIRCKS.W J. Olfice 
of the Executive Direclor for Operations Ip. 30862.042-30862.042. 

-6606120153 Supports release of Iranscnpls of Commission meetings re Diablo Canyon 
emergency preparedness 

ASSELSTINE, JK, Commissioners, 84/10/09. NRC ■ No Dolailed Affiliation Given fp 
30862:038-30862036. 

-8606120224 Submits responses lo 840907 memo re suggested Commission actions lo 
minimize potanlial for delay in plant case.SECY acllon on COMJA 84-7 complete 
CHILK,S,J. Olfice of Ihe Secretary of the Commission. 84/10/18, ASSELSTINE Com- 
missioners Ip 30662.046-30862.058 

8506190876 Forwards addI Info re Internal review program.per NRC request Summary ol 
resolution categories of Items reviewed by Internal review program end Related corre 
SDondsne^* 

SHIFFER,J.D Pacific Gas A Elaolrio Co. #286 754, 85/02/21. KNIGHTON, QW Li- 
censing Branch 3, 14pp, 30024-1 63-30824:1 76 

8506110700 Requests nollllcatlon if participation In client closeout briaflnoa re atlega 
lions desired. 

SHOLLENBERQER Region 6, Office of Direclor. 85/03/22 DEVINE.T, Government 
Accountability Project, Ip 30831 ;2O9-3O0a 1,209 

8506100469 Ack receipt of 860326 telegram re followup interview of clients lor ponding 
allege tions.Ffnallzailon of Interview schedules requested.Second witness name shoulo 
be aefaled It telegram publicly available. 

DEVINE, T, GovernmanI Accountability Project 86/03/28 SHOLLENBERGER Regkm 
5, Office of Director. Ip. 30604 '25 5 -30804 255. 

6606110161 Application lor amend lo License 04-08134 03 ,qxI ending expiration date to 
860430. Fee bald. Related correspondence. 

SNIFFER, J.d Pacific Gas A Electric Co, #286 308. 85/03/27. DAVIS, J G Olfice of 
Nuclear Malarial Safety & Safeguards, Director Ip. 30836.246-30038;248. 
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'6S0&O30372 Forwards Hnal draft lepl to aerial radiation survey of facility performed 
during Sept-Ocf 1904 flept will be assumed acceptable If no response received by 
8S0422 Wo end 

TIPTON, WJ EGSQ. (nc 05/04/04 IVY.L Region 5, Office of Director tp 
30073354-30673 354 

6SO&T00746 AcK receipt of 050327 Itr re 650321 planned closeout briefing for GAP 
Clients Briefing scheduled on 850502, per 050408 (elcon Requests times for telcons 
SHOLLENSEBGER Region 5, Office of Director 85/04/09 DEVINE,T Government 
Accountability Pro|ect. Ip 30803 073-30803 073 


85062601 13 Forwards tabular summary of key results from regional survey of plant spe- 
cific Info re potential for unconfrolletf radiation exposures In PWR cavities, per JG Part- 
low 050315 reouest No further generic action needed 

TAYLOR.J M Director’s Ollice, Office of Inspection and Enforcement 65/06/10 
MURLEY,TE Region 1, Office of Director 9pp 31211 322-31211 330 

8506260676 Forwards summaiy of NRC 850522 meeting w/ulit NHC comments on re- 
evaluallon program discusser} 

KNIGHTON.G W Licensing Branch 3 85/06/18 SHIFFEH.J D Pacific Gas & Electric 
Co 4pp 31239311-31239.317 


0506130463 Confirms arrangements re telcons planned w/GAP clients on 850502 8 15 
SHOLLENBERGER Region 5. Office of Director 85/04/19 DEVINE,T Government 
Accountability Project Ip 30891 054-30691 054 

8606100086 Forwards Rev 1 to "Seismically Induced Sys Interaction Program," (inal 
rept.documenling results of program for Unit 2 a fulfilling commilmont in SSER 
11 NRC will be notified when all mods & final Insp complete for Unit 2 
SHIFFER,JD Pacific Gas a Electric Co 85/04/22 KNIGHTON,GW Licensing 
Branchs 2pp 30786 001-30789 014. 

-8506100092 Rev 1 to "Seismically Induced Sys Interaction Program," final rept 
* Pacific Gas a Electric Co 85/04/22 1,092pp 30786.003-30789 014 

8506 110709 Forwards Rev 1 to selsmlcally-lnduced sys Interaction program (inal rept 
documenting Unit 2 results.Unll 2 Interaction data sheets will be subrnilled within 90 
days.W/o end Related correspondonco 

SHtFFER.J D Pacific Gas a Electric Co ff2!i5 749, 85/04/22. KNIGHTON.G ,W. Li- 
censing Branch 3 2pp, 30832’266-30832'267 

8506060231 Requests addi inlo re Generic Ltr 83-28, Item 1 2 re post-trip 
review Marked up technical evaluation rept for facility, w/lnltlat results, end 
KNfQHTON.Q.W. Licensing Branch 3. 85/05/20, SHIPPER, J D Padlic Gas a Electric 
Co 1 0pp. 307e0'340-30780,357, 

0606040100 Forwards application for amend to License DPR SO.consIstIng of License 
Amend Request 85 05, revising Tech Spec Sections 

6 8 1 .6 9 1 2,4 3 3 3.1,3 3 3 6, 3, 7.1 1 a 4 7 7.1 Fee paid. 

SHIFFER.J D Pacific Gas a Electric Co 85/05/30, DENTON.H R Office of Nuclear 
Reactor Regulation, Director Ip 30702 324-30702 335 

—8506040197 Application for amend lo License DPR 80, consisting ol License Amend 
Request 05 05, revising Tech Spec Sections 6,8,1,6 91 2,4 3,3 3 1.3,3,3,6,3 7 1 1 & 
4 7 7 1 

SHIFFER.J, D, Pacific Gas a Electric Co 85/05/30. Ip 30702 326-30702 325, 

-8506040201 Proposed Tech Spec Sections 6 8.1,6 0 1 2,4,3,3 3 1,3 3 3,6, 37 1 1 a 
4.7 71 

‘ Pacific Gas a Electric Co 85/05/30 tOpp 30702 326-30702 335, 

8506040218 Forwards ^plication lor amend to Licenses DPR-00 a DPR-81, consisting 
ol Amend Request 85-06, revising Tech Spec Section 6,6.2 2 to change composition 
of GONPRAC lo reflect reorganization of nuclear power generation Fee paid 
SHIFFER.J.D Padlic Gas & Electric Co 06/05/30, D^TON.H.R. Office ol Nuclear 
Reactor Regulation, Director. Ip, 30703.246-30703,262 

-8508040224 Application for amend to Licenses DPR BO a DPR-Ol, consisting of 
Amend Request 65-06, revising Tech Spec Section 6 5.2 2 to change composition of 
GONPRAC to reflect reorganization of nuclear power generation 
SHIFFER.J D. Pacific Gas a Electric Co 86/05/30 1p 30703-247-30703'247, 


-8506160522 Forwards summary of 850522 meeling w/POaE a consulianis re NRC 
comments on seismic reovalualion program Schedule for further program evaluation 
drawn up a format for future evaluations agreed upon 

REITER, L Geosciences Branch 05/06/11 KNIGHTON.G Licensing Branch 3 3pp 
31239 315-31239 317 

8506250397 Forwards proposed rev to Tech Specs re administrative controls for startup 
ropts.RCS relief valves, loose part doledion sys Instrumentation a bases for electrical 
power sys Formal license amend will be provided wilhln 90 days 
SHIFFER.J D Pacific Gas a Electric Co 85/06/20. KNIGHTON.G W Licensing 
Branchs Ip 31100 345 31160 356 

—8506250407 Proposed Tech Specs re administrative controls for startup repIs.RCS 
relief valves, loose part detection ays instrumentation a bases (or oleclrlcel power sys 
* Pacific Gas a Eledrlc Co 85/06/20 11pp. 31160346 31180356 

8508280229 Requests eddl Inlo re response to Generic Ltr 63-20, Items 
2 1,2 2,3,1 2,3 2 3,4.4 & 4 5, including process of classifying equipment as safely retat 
ed a description of util/vondor Intorfaco program (or safoly-relaied components 
KNIQHTOKCg W Licensing Branch 3. 85/06/20 SHIFFER.J D Padlic Gas a Elactfic 
Co 5pp 31266 306 31266312 


Q, Inspection reports, IE Bulletins a correspondence 


6606040560 Partial response to FOIA request for documents generated in connocllon 
w/SSER 22,NUREG-0675 re operation of facilities App A documents availabfo in 
FOR 

FELTON, J.M Division of Rules and Records 84/11/18 DEVINE.T Governmerjt Ac 
countability Project 4pp 30723’066-30724.160 


'8506040565 Rev 1 1 lo QA Instruction 08 "Program for Insp a Accoptance of Existing 
Concrete Expansion Anchors In Pipe Hangar Installations Supporting documentation 
end, 

HUNyAN,J,P. Kellogg Co 77/01/17 290pp 30723 070-30724 008 

-8606040569 Rov 6 to QCP-9 "QC Procedure (or Installation a Insp ol Slud a Shall 
Concfote Expansion Anchors " 

‘Foley, Inc 83/11/07 16pp, 3O724'O[)0 30724'024, 


■8506040674 Rev 2 lo GM "Procedure for Inspocling Grid " 
TENNYSON, V. Foley, Inc 76/09/29 21 pp, 30724.026-30724,062. 


•8606040580 Forwards results of review of electrical contractor insp records re use of 
concrete expansion anchors In electrical raceway supports Ack ol receipt of mall 
requostod. Supporting documenlallon end. 

Sc5hUYLER,J O Padlic Gas a Electric Co 64/02/16 MARTIN, J.8 Region 6, Office 
of Director, 72pp 30724 .083 -3 0724 -160 


-8606040234 Proposed Tech Spec Section 6,5. 2.2, changing composition ol GONPRAC 
to relied reorganization of nuclear power generallon 

• Pacific Gas a Electric Co 06/06/30 5 pp, 3 0703 '24 6-3 0703 '2 62 

0606040166 Forwards applfcallon for amend to License DPR-OO, changing Tech Specs 
3 & 2.1 a 3 8 2 2 re electrical power sys (battery sots a associated chargers), Foe paid 
SHIFFER.J D, Pacific Gas a Electric Co 85/05/31 DENTON.H.R. Ollice ol Nuclear 
Reactor Ragulallon, Direolor. 1p. 30702.307-30702.313 

-6608040165 Application for amend to License DPR-80,changlng Tech Specs 3,8 2 1 a 
3.8 2.2 re electrical power sys (batterv sets a associated chargers) 

SHIFFER.J D, pacllfc Gas a Ooctric Co. 85/05/31 1p. 3O7O2;3O0-3O7O2 306, 

-8606040172 Proposed Tech Specs 3.6 2.1 a 3 8.2,2 re electrical power sys (battery 
sets a associated chargers) 

• Pacific Gas a Electric Co. 65/05/31, 6pp 30702,309 30702:313. 


8508040591 Partial response to FOIA request for documents re Ofc of Inspector & 
Auditor root ^ R Smith on allogallons of staff misconduct of (aclllly.App A documenis 
end a In PDR Documont 1 ot App B withheld (rot FOIA Exemption B) 

FELTON, J.M. Division of Rules and Records. 84/12/11. DEVINE.T. Qovernmant Ac- 
countability Projoci lOpp, 30737 2OO-3O730'216, 


-8606060134 Forwards doscrlptlon ot Items of concern re design a const idontllled on 
NRC 040411 Insp of facillly w/selectod anonymous atlegora a ulil 
resolution Supporting documentation end 

SCHUYLER,J 0. Paciflo Gas a Electric Co 64/05/02. MARTIN, J.B Region 6, Otffco 
of Director 206pp, 30738 ’3 3 7 -30739 102 


8508250059 FOIA request (or all records a Info re Vendor Insp Branch 840229 Rept 
09000840/63 01 at Cardinal Industrial Producls Corn that mention Diablo Canyon. 
DEVINE.T Govornmenl Accountability Projeob 65/02/01 Ollice o( Administration 
2pp. 31 05D'325-31 059.328. 


8506190136 Responds lo NRC 050622 comments lo clarify ulil 660130 long-term seis- 
mic program plan No new studies or Investigations proposed.AdctI Info will Be provided 
In progress reels & at meetings during course of program 

SHIFFER.J D. Pacific Gas a Electric Co 85/06/11 DENTON.H R Ollice of Nuclear 
Reactor Regulation, Direolor, 30pp. 30996'057-30995 066 


8606250067 Responds lo FOIA request for records re Vendor Insp Branch 840229 Rept 
06900840/83-01 at Cardinal Industrial Producls Corp mat mention Diablo 
Canyon Forwards App A documents Apps A a B documanta available In FOR. 
FELTON.J.M Division Of Rules and Records, 85/03/04. DEVINE.T. Government Ac- 
countability Project 3pp. 31 059’327-3 1059-363 


860624D0BB Lists comments re Draft Order 85-101 concerning waste discharge require- 
ments for facilities. 

HOWE.H.M Pacific Gas a Electric Co. 86/06/12. JONES, K.R. California, Stole of 
2pp 31204:237-31204:230. 


8605130027 Supp1 1 to IE Info Notice 84-65, "Seal Table Leaks at PWRs " Sve Ksl one) 
JORDAN, E.L. Division of Emergency Proparodness a Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co. of Now York, Inc. i07pp, 31044 085- 
31044 171. 


8506270111 Forwards "Alternalo Dsmussellng Program Evaluation a Hoal Treatment 
Optimization Studies," per Provision D 6 of NPDES permit. 

HOVI/E.H.M. Pacific Gas a Electric Co. 85/06/12. JONES.KR. Calilornia, State of. 
24pp. 31239.272-31239:296. 


8608180132 Forwards addl Info re License Amend Request 86-07 on ballery charger 
reliability a design analysis lo support position on acceptability of operallon In alter- 
nate charger alignment lof periods ol 14 days, per request 

SHIPPER. J.D. pacific Gas a Eleolrlo Co. 66/06/14. DENTON.H R Office of Nuclear 
Raactor Regulation, Director. 9pp. 3007S'352'30975.360, 


8506130038 SuppI 1 to IE Info Notice 85 020, "Motor- Ope rated Valve Failures Due lo 
Hammering Effect ” Sve list end, 

JORDAN, t.L. Division ol Emergency Preparedness a Engineering Response (Post 
030103). 86/05/14. Consolidated Edison Co. of Now York, Inc. 107pp, 31044:172- 
31044-278, 

8506060421 Forwards Insp Repis 60-276/85-16 & 60-323/85-19 on 850422-26, No vio 
lallons or deviations noted. 

KIRSCH.D.F. Region 6. Office of Direclor. 65/05/16. SHIFFER.J.D Pacific Gas 8 
Electric Co 2pp. 30768,001-30768-007, 


8506210326 Responds to Generic Ltr 65 02, "Staff Recommended Actions Stemming 
From NRC Integrated Program for Resolution of Unresolved Safety Issues re Steam 
Generator Tube Integrity," Visual Insps of steam generators performed during startup, 
SHIFFER.J.D, Pacific Gas & Electric Co. 85/06/17. THOMPSON.H.L Division of Li- 
censing. 13pp. 31033:026-31033:038 


-8506060424 Insp Repts 60-276/86-19 & 60-323/86-19 on 850422-26 No violation or 
deviation noted Major areas InspecledilE bulletln8,clrculera, notices & outstanding open 
items 

PEREtflA.D.B., DODDS, R. Region 6, Office of Director. 85/05/16 6pp. 30760-003- 
30768-007, 
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8506060576 Foiwards Insp Flepls 50'275/B5 22 & 50 523/85-1S on 85040a-12 & 22- 
26 No violahort nolad 

KJRSCH.DF Region 5, Offjce of Diroclor 85/05/15 SHIFFEH.JD Pacific Gas & 
Electric Co 2pp 30768 204 30768 2 1 3 

-8506060563 Insp Flepts 50 275/65 22 & 50 323/65-15 on 650408 12 & 23-26 No vio 
la lion or devialron noted Major areas inspected tm piemen la I ion of fire prolectfon pro- 
grain 

QUALLS, P, YOUNG ,T, DODDS.R Region 5, 01 lice o( Director 85/05/15 0pp 
30768 206-30768 213 

8505200590' IE Info Notice 85-039, "Auditability of Efectrical Equipment Qualilrcalion 
Ftecords at Licensees facilities Svc list end 

JORDAN, E L Division of Emergency Preparedness S Engineering Response (Post 
63D103) 85/05/22 Consolidated Edison Co, of New Yorfi, Inc I06pp 30837 258- 
30837 363 

8S052OO6DD IE Info Nolrce 85 040, "Deficiencies in Equiprneni Qualification Testing & 
Cert fica lion Process ” Svo list end 

JORDAN.E L Division Of Emergency Preparedness & Erflineenno Response (Post 
630103) 65/05/22 Consolidated Edison Co of New York, Inc 106pp 30648 166 
30846271 

85O62B0161 IE Info Notice 65 042, "Loose Pbospfier in Panasonic 800 Series Badge 
TLD Elomanis " Svo fisl end 

JORDAN,EL Division of Emergency Preparedness S Engineering Response (Post 
830103). 05/05/29 Consolidated Edison Co of New Vorfi, Inc 120pp. 30052 245 
30B52 363, 

8505280187 IE Info Nolrco 85 043, "Radlograpfiy Events at Power Reactors" Svc list 
end 

JOHDAN,E L Division of Emergency Preparedness & Englnsermg Response (Post 
830103) 85/05/30 Consolidated Edison Co of New YorS, fnc 120pp 30864 167- 
30864,287 

8505280195 IE Info Notice 85 044, "Emergency Com nminica lion Sys Monthly Teal" Svc 
list end 

JORDAN.EL Division of Em urgency Preparedness A Engmeerlng Response (Post 
830103) 85/05/30 Consolidated Edison Co cl New York, Inc 121pp 30864045 
30664 166 


8506140240 IE Into Notice 85-047, "Poienlial Effect o( Line-Induced Operation on Cer 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/06/18 Consolidated Edison Co of New York, Inc 134pp 31263 157 
31268 304 

8506140636 IE Info Notice 85-048, "Respirator Users Notice Defeclive Soil-Contained 
Broattiing Apparatus Air Cylinders " Svc list end 

JORDAN,E L Divisicn of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/19 Consolidated Edison Co of New York, Inc T23pp 31376 064- 
31376 183. 


R Periodic operating reports & related correspondence 

6506070444 "Annual Environ Operating Repi (Part S).1984 " W/050429 Hr Related cor- 
respondence 

SHIFFER.J D Pacilic Qaa & Electric Co #285 661 84/12/31 MARTIN, J B Region 5, 
Office of Director 19pp 30798 241-30798 253 

8508100858 "Personnel Exposure & Monitoring Rept,1984 ” W/850325 Hr Related cor- 
respondence 

SH!FFER,JD PacHio Gas & Electric Co #285 292 84/12/31 BASSETT ,HS Division 
of Aulomated Information Services BROOKS, B Information Systems Branch 2pp 
30824 280 30824 202 

8506100869 "1904 Annual Environ Operating Rept Part A, Radiological " W/050429 
Itr Related correspondence 

NELSON,LH , SZALINSW.P A, SH1FFER,JD PacHic Gas & Electric Co #265 860 
411-65 123 84/12/31. MARTIN.J B Region 5, OHice el Director 91pp 30824 162- 
30824 272 

0504020379 "Discharge Self-Moniloring Rept lor Feb 1985 " W/050318 Ur 
THORNBERRY.R C Pacific Gas & Electric Co, 85/02/28 JONES.K R California. 
State of 12pp 29584162-29584,171 

8506070512 Monthly operating rept for Mar 1985 W/850405 Ur 
KANtCK.B, THORNBERRY.R C Pacific Gas 8i Elednc Co 05/03/31 8pp 
30800130 30800 135 


6508200430 Forwards Emergency Preparedness fnsp Repts 50-275/85 18 & 50-323/ 
85-18 on 650408-12 & 22-26 No violation noted 

WENSLAWSKf.F A Region 5. Office ol Director. B5/05/3D. SHIFFER.J.O Pacific Gas 
& Electric Co Ip 31020 1 23-31020.1 29 

> 8506200448 Insp Repts 50 275/85-18 & 50-323/05-18 on 850408-12 a 22-26 No vIo 
lafion or deficiencies noted Maior areas Inspected changes to emergency plan w/lm- 
plemenling procedures, knowledge a peflormanco of duties a licensee audits 
PRENDERGAST.K . FISH.RF Region 5, OHice of Director 85/05/29. 6pp 
31020 124-31020'12D 

0508240377 Forwards Insp Repts 50 275/85-13 A 50-323/85-13 on 850415-19 No vio- 
lation noted 

WENSLAWSKI.FA Region 5, Office of Director 85/06/04 SHIFFER.J D Pacilic Gas 
a Electric Co app 31202 134-31202 142, 

-8508240402 Insp Repts 50-275/85-13 & 50-323/85-113 on 850415 19 No violation or 
deviation noted Major areas inspected genaral employee radiation protection training 
a implsmeniallon of NLIREG-9737,ltems II 8 3 a ll F 1 a plant lours 
GARCIA, E W , CILLS.M , YUHAS.G.P Region 5, Office of Director, 65/06/04, 7pp 
31202 136-31202:142, 

8506080677 IE Info Notice 65-045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used In Westlnghouse Designed Plants " Svc list end. 
JORDAN.EL Division of Emergency Preparedness & Engineering Response [Post 
8301031, 85/06/06. Consolidated Edison Co of New Yoili, Ino I22pp, aoa 65 ' 00 t- 
30885 046. 


8506260153 Forwards Insp Repts 60 275/85-17 & 60-323/85 17 on 850407-0525 a 
notice of violation 

KIHSCH.DF Region 5, OHice of Director 85/06/07. SHIFFER.J D Pacific Gas a 
Electric Co 2pp, 31229:123-31229.150, 

--6506280156 Notice of violation from fnsp on 650407-0525. 

DODDS.R T. Regloni 6. Office ol Director 85/06/07 Ip 31229:125 31229:125 

-8506260167 Insp Repls 50 275/85-17 a 50 323/86-17 On 850407-0525 Violation 
noted load timing out of spec for diesel generator 

MENDONCA.M M„ PADAUAN.ML, HOSS.TM. Region 5, Office of Director 85/06/ 
06. 25pp. 31220,126-31229.150. 


S. Reportable occurrences, LERs & related correspondence 


8506040591 Partial response !o FOIA request for documents re Ofc of Inspector a 
Auditor rept by R Smith on allegations of stall misconduct of facility App A documents 
end a In PDR Document 1 of App 0 withheld (rel FOIA Exemption 5) 

FELTON.J M Division ol Rules and Records 84/12/11 DEVINE, T Government Ac- 
countability Project lOpp 30737 200-30739 215 

-8506040620 “QA Rept of Accomplished Job Tasks " Supporting documentation and 
QESKE.D MW Kellogg Co 84/12/11 22pp 30737,312 30737 333 

-8606040644 Deficiency rept re Ihreugh-wall crack discovered In weld joining steam 
generator 1-2 nozzle to feedwater pipe Initially reported on 770318 Feedwater pipe 
rep laced, Final repI to be submitted re failure mechanism 
CRANE.PA Alfiliation Not Assigned 77/04/16. 2pp 30738 013-30738 069 

8506040431 Part 21 repi ro resistance temp deloctor (RTD) oalibr anomalies In RTOs 
mfg by RdF Co,Salety margin assessments being performed for operating plants to 
evaluate potenifal elfecls on plant Tech Specs 

RAHE.E P Westinobousa Electric Corp 85/05/06 THOMAS.C O Division of Licens- 
ing 4pp 30709 090 30709 093 

6606030465 Special Rept SR B5'03.on 650426, diesel genoralors 1-3 failed to roslart 
after 24 h load run, per Surveillance Test Procedure W-0G Caused by air in hydrauiro 
fluid of governor. Governor vented, 

SHIFFER.J D Pacific Gas A Eleciric Co 85/05/23. MARTIN.J.B Region 5, Office of 
Director 2pp. 30678 001-30678 002 

8506170548 LER 85 013 00 on 650430,Mode 4 enlored w/two ESF llmera out of Tech 
Spec limits Caused by personnel failure to verify timer sellings Personnel given addi 
training on importance of verifying data W/850607 Hr 

SISK.0 P., SHIFFER,J D, Public Service Elednc & Gas Co of Now Jersey 85/06/07 
3pp 30972.1 37-30972T 39 


6606250299 LER 85 014 00 on 8505 18, reader tripped, folio wed by safely 

injection, Caused by failure of slave 2,5 KVA regulating iranslormer for Instrument in- 
verter IY-1-3 Transformer replaced w/spare & inverter returned to 8vc,W/850ei8 Itr. 
SISK.DP, SHIFFER.J.O, Pacific Gas & Electric Co 85/00/10 3pp, 3110O.220- 
31180 231 


6506060707 IE Info Notice 85 046, "Cfarlflcallon of Several Aspects of Removable Ra- 
dfoactiVB Surface Contamination Limita for Transport Packages,’' Svc list enef. 
JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/08/10. Consolfdaled Edison Co, of New Yorfc, Inc 124pp 3f043'301- 
31044-064 


6606260144 LER 85 016 00 On 8 50 520, automatic reader trip occurred Caused by 
deenergizalton of blatables tor source range Channel 32 (JC)(fll) due to voKaga 
transient Event reviewed w/appllcable personnel & procedure revIsed.W/asOBIS llr, 
SISK.DP, SHIFFER.J D Pacilic Gas A Electric Co 65/06/18 2pp 31274:361- 
31274-362 


8506170521 Forwards Repi of Invesfigation 584-023 on 841207NO violallons 
noted.Major areas Inveslfgaladiallegatlons on confalnmenl pressure & tamps upon 
steam condensation & dlscnmlneiory layoff for raising aalely concern 
KIRSCH,D.F, Ragtorv 6, Office ol DJreclor. 85/06/11, SCHIFFER.JO. Pacific Gas A 
Electric Co. 1p 3095 6-205-30956,21 0. 

-8508 1 70523 Rept of Investlgatfon 5-84 023 -allegations on containment pressure A 
temps upon steam condensation & dlscnmlnatory layoff for ralslno safety concern 
MEEKS.R A, SHACKLETON,0,C. Region 6, Office of Director HAYES.BB, Office of 
Invesligallon. 84/12/07 5pp. 30956206 30958-210 

8508210326 Responds 1o Generic Llr 85-02, "Slaff Recommanded Actions Stemming 
From NRC Integrated Program for Resolirlron of Unresolved Safety Issues re Steam 
Generator Tube Integrity "visual Insps of aleam generators oerformed during startup 
SHfFFEH,J.D Pacific Gas A Efactdc Co. 85/08/17 THOMPSON.H.L. Dlvisfon of Li- 
certslng. 13pp. 31033.026-31033:038, 


T, Hearing transcripts on non-snlltrusl matters 

8606120432 Further response to 840913 FOIA request re 840812 Congressional brief- 
ing on plant Forwards apP documents. Documenls also aveilabla In PDR. 

FtLTON,J.M Division ol Rules and Records. 85/02/01 DEVINE T. Governmenl Ac- 
countability Prelect 8pp 30881.037-30881:062 

-6506120440 Testimony of HR Denton before House of Representatives Subcommiflee 
on Energy & Environ on 840614 re plani licensing concerns. 

308^^°43^3088?-050 Reactor Regulation, QltaGtor, 84/06/14 0(ip, 

-6506120444 Testimony of NJ Padadmo before House of Representatives Subcommlt- 
fc P'set Ifcenalrig concerns, 

PALLADINO.N J. Commissioners. 84/06/14, 10pp. 30881:051-30881:062 
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"85061 2045S Test/mony' of NJ Palladino before House of Represents lives Subcommit- 
100 on Energy & Environ on 040124 re plant licensing concerns 
PALLADINO.NJ Commissioners 04/01/24 lipp 30861 173-30881,211 

• 85061 2052S Forwards draft Pal la di no testimony to bo presented before House of Rep 
resenlatlves Subcommittee on Energy & Environ on 640614 re plant licensing con- 
cerns 

KAMMERER.C Office of Congressional Affairs 04/06/11 PALLADINO, GILINSKY, 
ROBERTS Commissioners. 5pp 30882 26B-30B82 270 

8S062'602S5 Furlher response to FOIA request for all documents re 040612 Congres- 
sional briefing on Diablo Canyon Forwaros transcript of meeting Document also avail 
able in PDR Portions of transcript withheld (ref FOIA Exemption?) 

FELTON, JM Division of Roles and Records 85/04/15 DEVINE, T Government Ac- 
coonlability Project Ip 31222140-31222 199 

"6566260263 Transcript of 840612 meeting in Washington, DC re warmup for Chairman 
on Diablo Canyon Pp 1-59 

■Commissioners 64/06/12 59pp, 31222,141-31222 199 


U. Congressional/Executive Correspondence 

8506130045 Partial response to FOIA request for all documents re NRC procedures for 
detection & control of atcohol & Illegal drug use by persons engaged in bldg or const 
of nucfear reactors or facilltlos, Forwards App A documents 

FELTON, JM Division of Rules and Records. 05/01/28 HEATH, SJ Washington 
Legal Foundation 65pp, 30937 047-30937 157 

•-8506130131 Inquires about history & legality ol NRC requirement that engineers .even 
as nonfederal employees, take mandatory psychological screening tests (or employ- 
menl at nuclear power plant 

PANETTA,LE House of Rep 02/03/29 PALLADINO,N Commissioners Ip 
30937 157-30937 167 

B506T20432 Furlher response to 840913 FOIA request re 040612 Congressional brief- 
ing on plant Forwards app documents Documonts also available In PDR 
FELTON.J.M Division of Rules and Records 85/02/01, DEVINE, T Government Ac- 
countability Project 6pp 30881.037-30881 062 

"B408210050 Requests NRC briel Subcommitteo on Energy & Environ on 840614 ro 
workings ol regulatory process of Diablo Canyon, particularly Nuclear Svcs Corp audit, 
UDALL.MK House of Rep, Interior & Insular Affairs. 84/05/23 PALLADINO.NJ 
Commissioners 2pp 30882 261-30882.264 

--B506120459 Forwards revised response to Congressman L Panella re consideration ol 
ASLAB 040324 decIslon.NRC guidelines for resolving allegations & Implementation of 
safety margins Rev in lieu of end 640521 draft 

PALLADINO, N J. Commissioners. 84/06/13 GILINSKY, ROBERTS, ASSELSTINE 
Commissioners 6pp, 30881,212-30881.348 

8506120073 Final response to FOIA request for documonts re Commission meeting in 
Juno-Aug 1984 re aflects of earthquakes on plant emergency preparedness Forwards 
Apps C a E documents Apps D & F documents withheld (ret FOIA Exemption 5). 
FELTON, J M Division of Rules and Records 85/02/07 BELL.N, Nuclear Irtformalion 
& Resource Service. 6pp 30862 001-30062.041 

"6506120159 Advises that Commission rosponse to subcommitteo 040609 request for 
documents re etfects of earthquakes on emergency preparedness 
unacceptable Transcripts of closod Commission meetings & SECY-04-291 requested 
by 840921 

MARKEY.EJ, House of Rep, Interior & Insular Adairs 84/09/17 PALLADINO.N.J, 
Commissioners 1 p. 30862 030-30862. 030 

"8606120164 Forwards transcripts of closed Commission meetings & SECY-64-291 In 
response to 840917 request Oocumenla transmilled per 840021 agreement to pre- 
serve conlldanliality A limited to Internal subcommittee use 

PALLADINO.N.J Commlsslonsrs, 84/00/21 MARKEY.E House of Rep., Interior & In- 
sular Adairs, Ip, 30862 040-30862,040 

5606060033 Discusses Commission 050225 response to E Markey 841217 request for 
delefled responses to JK Asselstlne criticism of Commission decision not to consider 
edocls of earthquakes on emergency planning 

ASSELSTINE.J K Commissioners 05/03/19 MARKEY.E. House of Rep , Energy & 
Commerce 17pp 30782 001-30782 017, 


V. Operator Examinations 

5 SOG 100872 Forwards schedule lor conducting operator exams for remainder of FY 
through 980930, per Generic LIr 65 04, Related correspondence 
SHIFFER.JO Pacific Gas & Electric Co. #286 099. 85/03/13, BECKHAM, D.H Divi- 
sion ol Human Factors Safety 3pp. 3O024'1 79-30824.181. 
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F. Security, medical, emergetioy & fire protection plans 

6506060681 EN-B5-042.by 850630, notice of violation & proposed Imposition ol civil pen- 
alties In amount of $75,000 will be Issued Action based on violations re health physics 
& security & Inadequate mat control ol contractors 

ROBINS ON, P. Director's Office, Office of Inspection and Enforcement 85/05/24. Ip 
30746'307-30746.307 

8506170263 Forwards Safety Insp Repts 60-277/06-03 & 60-278/65-03 on 850107-11 
& notice of vlQlaliott. 

MARTINJ.T. Region 1. Office of Director. 85/05/31. DALTflOFF.SL. Philadelphia 
EfeciriC Co 2pp. 30972:307-30972.319 

"8506170268 Notice of violation front insp on 850107-11. 

• Region 1, Office of Director 86/05/31 2pp. 30972;309-30972;310. 

■•8506170280 Inqp Repts 60-277/85-03 & 50-270/86-03 on 860107-11 Violation 
iin* t/^r omqfggpQy 4 member of emergenoy re- 
• . for CY05. 

, ■ .b' ■ . Ion 1 1 Office ol Director. 65/05/30. 9pp, 

IIS 


8506190361 Forwards "Conformance lo Reg Guide 1 97,Peach Bottom Atomic Power 
Stalion, Units 2 & 3." based on review of 840116 submittal Justification for exceptions 
to reg guide acceptable AddI info re other items requested in 60 days 
STOLZ,J.F Operating Reactors Branch 4 85/06/03 BAUER, EG Philadelphia Elec- 
tric Co 2pp. 31014 132 31014 161 

"8506190426 "Conlormanco to Reg Guide 1 07, Peach Bottom Atomic Power 
Siatlon.Unlts 2 & 3 " 

UDY.AC EQ&Q, Inc FIN A 6483 85/03/31 NRC • No Detailed Affiliation Given 
18pp 31014 134-31014 151 

6506100624 Requests that coordinated planning effort continue w/ state & local emer- 
gency planning authorities to assure onsite emergency preparedness deficiencies ex- 
peditiously corrected 

BELLAMY.RR Region 1, Ollice of Director 05/06/04 DALTROFF.S L Philadelphia 
Electric Co 2pp 30793 214-30793 233 

6506100826 Nollffcallon of 850614 meeting w/utll in Belhesda.MD to discuss SPDS 
GEARS.G Operating Reactors Branch 4. 85/06/05 STOLZ.J F Operating Reactors 
Branch4 2pp 30823.310 30823 311 

8506120001 Requests permanent change of annual emergency preparedness exercise 
from month of June to month of Oct Annual exorcise for 1085 would be hold 851017 
If acceptable Proposed change complies w/NUREQ-0654/FEMA HEP 1-Rev 1 FEMA 
Itr end 

DALTROFF.S L Philadelphia Electric Co 85/06/05 THOMPSON.H Division of Li- 
carratng 5pp 3OB5V2B3-3O051 2B7 

6506 100698 Forwards ovalualion ol each area where siruclural steel calculations re 
vested that fire durations & temps exceed structural steel temp acceptance criteria 
BOYER.VS Philadelphia Electric Co 65/08/06 THOMPSON.H L Division ol Licens- 
ing, 13pp 30793 331-30794,039 

-8506100706 Rev 0 lo "Structural Steel Analysis for Peach Bottom Generating 
Slallon.Calcuiallon 24,Unit 2, 3, Turbina Bldg El 116 FI Common Equipment Area (Be 
neath Switchgear Rooms), Fire Area 780 " 

MELLY.B.W, DEWEY,JM Professional Loss Control, Inc 85/05/20 12pp 

30793 344-30793'355 

"8506100710 Rev 0 lo "Siruclural Steel Analysis tor Peach Bottom Generating 
Station Calculation 51, Unit 2,3, Turbine Bldg El 135 Ft Corridor to Switchgear 
Rooms, Fire Area 7BA " 

MELLY.BW. DEWEY,J.M Professional Loss Control, Inc 85/05/30. 12pp, 

30793'356 30794‘005. 

••8506100716 Rev 0 10 "Siruclural Steel Analysis for Peach Bottom Generating 
Station Calculation 91,Unil 2, 3, Turbine Bldg El 118 Ft Radiation Chemistry Lab.FIre 
Area 70C " 

MELLY.B.W., DEWEY, J M Professional Loss Control, (nc, 85/05/24 5pp. 3O704'OO6- 
30794.010 

"6506100726 Rev 0 10 "Structural Steal Analysis for Poach Bottom Gonerating 
Stalion Calculation 02.Unit 2,3,Turbine Bldg El 116 FI Convonliona! Chemistry Lab.Fifo 
Area 78D’' 

MELLY.B.W, DEWEY. JM Prolesslona) Loss Control, Inc 05/05/24 Spp. 30794'011. 
3079+015. 

"6506100731 Rev 0 to "Structural Steel Analysis (or Poach Bottom Gonerating 
Stalion Calculation OS.UnIt 2,3.Turbln6 Bldg El 118 Ft Health Physics Util Room, Fire 
Area 82 " 

MELLY.BW., DEWEY.J.M. Prolesslonal Loss Control, Inc 85/06/24 4pp 30794.016- 
30704'019. 

"8506 100736 Rev 0 to "Structural Steel Analysis (or Poach Bottom Generating 
Station Calculation 04, Unit 2,3, Turbine Bldg El 1 16 Ft Counting Room, Fire Area 70E 
MELLY.B.W , DEWEY.J M. Professional Loss Control, Inc. 86/05/24 6pp, 30794:020- 
30794:024 

"8506100741 Rev 0 to "Structural Steel Analysis for Peach Bottom Gonerating 
Statlon.Calculalion 95, Unit 2,3, Turbine Bldg El 116 Ft Clean Clothes Room, Fire Area 
114" 

MELLY.B W., DEWEY.J.M. Professional Loss Control, Ino 85/06/24 5pp, 30794.026- 
30794'029. 

"6506100748 Rav 0 to "Structural Steel Analysis lor Peach Bottom Gonerating 
Station Calculation 96, Unit 2, 3, Turbine Bldg El 116 Ft Toilet Area, Fire Area 115." 
MELLY.B.W , DEWEY, J.M, Professional Loss Control. Inc, 85/05/24 6pp. 30704:030- 
30794'034 

"8606100751 Rev 0 to "Structural Steel Analysis for Peach Bottom Generating 
Station Calculation 97, Unit 2,3,Turblne Bldg El 116 Ft Janitor Room, Fire Area 116’’ 
MELLY.B.W , DEWEY, J M. Professional Loss Control, Inc 85/06/24. 5pp 30794:036- 
30794.039 

8506120038 Forwards draft "FEMA Region III Exorcise Evaluation RepI re 850410 off- 
site redlologlcel emergency preparedness remedial exercIsa.Exercfse conducted to 
correct two Category A daflclencles. 

KRIMM.R.W. Federal Emergency Management Agency, 05/06/07 JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Rosponse (Post 830103). Ip 
3OB62'199-3O062.216. 

"6606120041 "FEMA Region lit Exercise Evaluation Reel," of 850410 exorcise. 

* Federal Emergency Management Agency. 85/05/06 lepp 30852;200-30e62‘216. 

8606140478 Forwards SALP Repts 50-277/85-99 & 60-278/85-99 for Jan 1964 • Mar 
1986,per 850513 revlew.MeelIng to discuss SALP scheduled (or 86061 2.Cencerns re 
security & radlotogica) controls win be discussed. 

MURLEY.TE. Region 1, Office of Director 85/06/07. DALTROFF.SL Philadelphia 
Eleolrlc Co. 2pp. 30900 091 -30900. 160 

"8606140541 SALP Repts 60-277/86-99 & 50 278/85-99 (or Jan 1984 - Mar 1986, 

■ Region 1, Ollice ol Director, 85/05/13, 58pp 30900:093-30900' 160. 

8506210339 Forwards revs to physical security plan & organizallonal ohangea.per NRC 
860609 Hr Revs & changes withneld (10CFR73,21 & 2.790). 

BRADLEY,E,J, Philadelphia Eleolrio Co 86/06/13 Region 1, Ollice of Director. 3pp 
31 032T 72-31 032-1 74. 
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8506260416 Rev 11 lo Emergency Plan Implernenlmg Procedure EP-101. "Classification 
of Emergencies W/850620 Hr 

DALTROFF.SL Philadelphia Elecinc Co. 85/06/20 MURLEY.T E Region 1, OHice of 
Director 22pp 31198 226-31198 247 


•J. Insurance A Indemnity Informal Ion 

8506060431 Forwards Endorsement 112 to NCLIA Policy NF-140 & Endorsement 63 to 
MAELU Policy MF 67 

BRADLEY, EJ Philadelphia Electric Co 85/05/31. SALT2MAN,J Assistant Director 
for Stale & Ucensea Relations 3pp 30732 218-30732 220 


P. Operating license stage documents & correspondence 

9S06030390 Partial response to FOIA request for three categories of documenis lo be 
made available at PDR re NSHCs App A documents enct & placed Irr PDR.Search 
continuing 

FELTON, JM Divislort of Rules and Records 84/11/08 ADATO,M, Union of Con 
earned Sclantists 4pp 30720 001-30720005, 

-8506040386 Notice of conslderatlort of Issuance ol amends to Licenses DPR 44 8 
DPR-56 & proposed NSHC detorrnlnaUon S opportunity for hearing re 830214 request 
to delete all nonradioloolcal ETS concerning chemical monitoring 
ST0L2.JF Operating Reactors Branch 4 83/10/27 13pp 30722'111-30722 139. 

8506130045 Partial response to FOtA request for all documenis re NRC procedures for 
delaction A control ol atcohol & iltegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A documenis 
FELTON,JM Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937.047-30937,157. 

-8506130366 Responds lo query re release of portions of Ole el Investigations rept re 
drug/ alcohol abuse to specific licensees Release not prohibited by FulA or Pnvacy 
Act Concerns over precedent expressed, Survey worksheets end 
SHOMAKEfl.E C. Operations & Administrative Divislor 62/12/20 LIEBERMAN,J Re- 
glonat Operations 4 Entorcement Division I70pp. 30937358-30933,lBS 

8506170131 FOiA request lof source term event trees prepared by Sandia for subj 
plants 

SHOLLV.SC. Union of Concerned Scientists 65/01/28 FELTON, J M Division of 
Rules and Records 1p 30981'151-3098t:151, 

8506170153 Responds (o FOIA requesi tor source term event trees prepared by Sandia 
for subi plants Forwards documents listed on app Documenis also available in PDR 
FELTON,j M. Division of Rules and Records, 65/03/11 SHOLLY,SC Union of Con- 
cerned ^lanllsts. 2pp 30981 '162-30981 '209 

-8506170168 Draft "Containment Event Analysis & Estimation of Source Term 
Frequencies, App to NU REG- 0958 " 

BEHR.V.L. BENJAMIN, AS,, HASKIN.F E, Sandia National Laboratories 84/07/31, 
NRC - No Detailed Aft illation Given. 56pp. 30981 '164-30981.209. 

8506170077 Reloads lo FOIA request tor records re FIN B 0489, ‘'Containment Leak 
Rate Testing Program" A Quadrex Corp/NRC conlracls Forwards documents re FIN 
B-D469, Documenis also available In PDR.No documents re Quadrex sub) to requesi 
FELTON.JM. Division ol Rules and Records FIN 8 0489 85/03/26, 

REYTBLATT.Z,V. Warren Wilson College. Swannanoa, NC, 7pp 30087.036- 
30987.076 

-8606170281 "Containment Leak Rato Testing Investigations," monthly progress rept 
tor Nov 1982. 

DOUGAN.J.R. Oak Ridoe Nallena) Laboratory. FIN B-0489. 82/12/07. ARNDT, Q, Me- 
chanical/Structural Engineering Branch 3pp 309a7‘1 15-30987.1 17. 

6606100634 Forwards 850327 FR notice re appilealions & amends lo OLa Involving 
NSHC conelderalions.W/o end Related correspondsivea 

* Operating Reactors Branch 4 #265 560. 85/04/01. Docketing & Services Branch 
MURLEY.T E. Region 1. Ollice ol Director SMITH, I. Atomic Safely and Ltcensing 
Board Panel. 3pp 30623:343-30823.346 

e60'4180442 Forwards ''Justification for Continued Operation Following Primary Sys 
Piping Replace meni,” for NRC review & approval prior to unit reslarljper conlirmalory 
order.PIpIng reptacod due to IGSCC. 

DALTR6fF,S.L Philadelphia Eleclric Co, 85/04/16. STOLZ.J F. Operating Reactors 
Branch 4, 2pp. 29864:302-29855 DIB. 

-0504180446 "Justilication for Continued Operation Following Primary Sys Piping Re 
placement " 

* Philadelphia Eredrfc Co 85/04/30 7Spp. 29854:304-28865:016 

8606060655 Notification of rescheduled 850602 technical appeal meeting w/utils In 
Bethesda.MD re NtJREG-0737,ltem II E.4 2, Position 7 & whalner Lines 3 i under can 
be excepted from requirements. 

HERMANN,R A Operating Reactors Branch 2. 85/05/22, VASSALLO.O.B. Operating 
Reaolora Branch 2, Ip, 30764:076-30764:076 

8506040390 Responds to 850314 Hr re results of NRC revisw of responses to Generfc 
Llr 63-26, "Required Acllort Based on Generic Implications of Salem A'TWS Events." 
All sys contrlbuilng to reactor Irfp function Idenllfled In current Q list. 

DAL.TROFF.S L. I^CIadefphla Efeclrfc Co 65/05/29 STOLZ,J F. Operating Reactors 
Branch 4. 4pp. 30699 054-30699.057. 

8508100565 Requests site visit to discuss radiological assessment re pips repfacemenl 
program & development ol simple.low cost Improvements directed at reducing wrong 
unit/wrong train errors. 

QEARS.Q.E, Operabng Reactors Branch 4. 85/05/29 DALTROFF.S Philadelphia 
Electric Co, 2pp. 30984.144-30984:145 

8506180551 Concludes that licensee salisfaclorlly completed actions required by Com- 
mission 831130 order A Complied w/Genertc Llr 84-11, Including hcorporatlon of RCS 
leak delectlon A lharetore may return to full power operation, 

ST0L2,J.F. Operating Reactors Branch 4. BE/06 /05 BAUER.E.G. Philadelphia Elec- 
lric Co, 4pp 30984 093-30984.096 


8506110384 Forwards revised schematic of water How for NPDES permit application,per 
850506 requesl.Schematie revised to show emergency sve water sys A discharge 
points 

WILLSEY.W B Philadelphia Electric Co 85/06/06 DONATO, J V Pennsylvania, Com- 
mon wealth of 2pp 30817237-30817230 

6S06140439 Discusses containment purge A vent valve mods Table listing valve mods 
confirmed as complete as left valve orientation A new max open position 
provided Modified valves will be operated per new opening llmilat/ons 
DALTROFF.SL Philadelphia Electric Co 85/06/10 STOLZ.J F Operating Reactors 
Branch 4 2pp 30898 315-30898 316 

6506180404 Application lor amends to Licenses DPR 44 A DPR 56, approving inalalta 
tion A use of new high density spent fuel storage racks Rev 0 lo "Spent Fu^ Storage 
Capacity Mod SAR" end Fee paid 

DALTROFF.SL Philadelphia Electric Co 85/06/13 THOMPSON.H L, Division of Li 
censing 3pp 30383 239-30983 362 

-8506160409 Rev 0 to "Spent Fuel Storage Capacity Mod SAR " 

■ Philadelphia Electric Co 65/05/31 llOpp 30903 242-30983 362 

8506180444 Describes progress In completion of mods to torus- attached piping Original 
scope mods compleled Equipment nozilo evaluations A as-bulll reconciliation ot mods 
in progress AddI mods needed Final rept anticipated by Dec 1985 
KEMPER, J S Philadelphia Electric Co 85/06/13 STOLZ.J F Operating Roaclois 
Branch 4 ip 30977114-30977 114 

8506240476 Informs that 8504 15 Itr does not represent bacKtit as detfned by criteria In 
Manual Chapter 0514 Isolation ot all containment purge A vent lines under 3 inches In 
diameter consistent w/N UR EG -0737, Item II E 4 2 (7) 

DENTON.H R Oflice of Nuclear Reactor Regulollon, Director 85/08/18. BAUER, EG 
Philadelphia Electric Co 3pp 31155 361-31155 363 


<2, Inspection reports, IE Bulletins A correspondence 

6608250129 FOIA request for certain records referenced In Insp Rept 50-277/85-11 
KLEIN, LR Intelligencer Journal, Lancaster, PA 85/03/13 Office ol Adminlslrallon 
Ip, 31059 297-3lto 297 

6506250149 Responds to FOIA request for certain records referenced fn Insp Rept 60 
277/05-1 1 Documents listed on app end Portions of Document 1 deleted (ref FOIA 
Exemption 6) 

FELTON.J M Division of Rules and Records 85/04/23 KLEIN.L R Intelligencer Jour 
nal, Lancaster, PA, 3pp 31059 298-31059'318 

-8506250153 Discusses invesllgatton of 850210 contamination Inddont, 

BARRON, DA Philadelphia EreclrioCo 85/02/18. NELSON.C.S, Philadelphia Elecinc 
Co 13pp 31059 300-31059 310 

6505130027 Suppi 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRa." Sve list end 
JORDAN, EL Division ot Emergency Preparedness A Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ot New York, Inc f07pp 31044065 
31044 171 

6505130036 Suppi 1 lo IE Info Notice 85 020, "Motor Operated Valvo Failures Dus to 
Hammering Etfeol " Sve list end. 

JORDAN, E,L Division ot Emergency Preparedness A Engineering Response (PpsI 
030103) 05/05/14 Consolidated Edison Co ot Now York, Inc, 107pp 31044 172 
31044:276 

6505200590 IE Into Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end 

JOROAN.E.L, Division of Emergency Preparedness A Engineering Response (PosI 
830103). 85/05/22 Consolidated Edison Co of New York, Inc f06pp. 30837.268 
30837 363 

6505200600 IE Info Notice 65 040, "Deficiencies In Equipment Quallficallon Testing A 
Certification Process ” Sve list end. 

JORDAN, E L. Division of Emergency Preparedness A Engineering Response (Post 
030103) 05/05/22 Consolidated Edison Co, of Now York, Inc foepp. 3O04B't66- 
30048:271 

6506060061 EN-8S 042:by 850530, notice ol violation A proposed Imposition of civil pen 
allies In amount ot $75,000 will be Issued Action based on violations re health physics 
A security A Inadequate mgt control of contractors. 

ROBINSON, P,. AXtLRAO.J Director’s Oltice. Ollice ot Inspection and Enlorcemanl 
05/05/24. Ip 30746:307-30746,307 

8506280181 IE Into Notice 05-042, “Loose phosphor in Panasonic BOO Series Badge 
TLO Elements." Sve list end. 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/06/29. Consolidated Edison Co of Now York, Inc. 120 pp 30052, 24A 
30862363, 

6505260187 IE Info Notice 85 043, “Radiography Events at Power Reactora ” Sve list 
end 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
030103) 85/05/30, Consolidated Edison Co ot New York, Inc f20pp 30864.167- 
30864,267 

6505260195 IE Info Notice 86-044, "Emergency Communication Sya Monthly Teat." Sve 
list end. 

JORDANiE.L. Kvislon ol Emergency Preparedness A Engineering Response (Peat 
830103) 85/05/30. ConsolldalM Edison Co of New York, Ino. 121 pp. 30884.045 
30864:166 

6506070346 Discusses Insps on 860213 16 at Peach Bottom A 850204-08 A 13 at Lim- 
erick A forwards notices of violation A proposed Imposition of civil penalties. 
MURLEY.T.E. Region 1, Office of Director, 85/05/30, BOYER, V. Philadelphia Electric 
Co. 5pp 30750.044-30750.066. 

-8S060703S4 NoUca of violation A proposed Imposition of civil penalties In amount d 
$26,000 violation noted radiological controls personnel did not ensure workers aware 
ol radlofoglcal status of area 

MURLEYiT.E, Region 1, Otfica of Director. 85/06/30. 4pp. 30760;049-30750.062, 
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"8506070364 Notice of violation & proposed imposition of civil penalties In amount of 
S2S,000 Violation noted.NRC Operations Ctr not notified of physical security 
event Details deleted (rel 10CFR2 790) 

MURLEY.TE Reflion 1. Office of Director 86/05/30 4pp 30750 053-30750 056 

8608170283 Forwards Safety Insp flepis 50-277/85-03 & 60-278/65 03 on 850107-11 
& notice of violation 

MARTIN.TT Region 1, Office ol Director 85/05/31 DALTROFF.S L Philadelphia 
Electric Co 2pp 30972 307-30972 319 

"6506170266 Notice of violation from insp on 050107-11, 

• Region 1, Office of Director 85/05/31 2pp 30972 309-30972’310 

"850817028D tnsp Repls 50 277/85 03 & 60-278/85-03 on 850107-11. Violation 
noted tallure to update telephone list for emergency use & member of emergency re- 
sponse organization had not received training for CY85 

TERC.NM, SMITH.R. HAWXHURST.J Region 1. Office of Director 85/05/30 9pp 
30972 311-30972 319 

8506060877 IE Info Notice 85 045, '‘Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westinghouse Designed Plants " Svc list end, 
JORDAN.E.L DNislon ol Emergency Preparedness & Engineoring Response {Post 
830103) 85/06/06 Consolidated Edison Co, of New YorK, Inc 122pp, 30865 001- 
30865 046. 

8506140478 Forwards SALP Repls 50-277/85 99 & 60 278/85-99 lor Jan 1984 • Mar 
1985, per 850513 review Meeting to discuss SALP scheduled for 85081 2. Concerns re 
security & radiological controls will be discussed 

MURLEY.TE. Region 1. Office ol Director. 85/06/07 DALTROFF.S L. Philadelphia 
ElecIficCo 2pp. 30900 091-30900,150 

"8506140541 SALP Repls 60-277/85 99 & 50-278/85-09 for Jan 1984 - Mar 1986 

• Region 1, Office of Director 05/05/13. 58pp 30900 093-30900' 150 

8506060707 IE Info Notice 65 046, "Clarillcallon of Several Aspects of Removable Ra- 
dioactive Surface Contamination Llmlls for Transport Packages " Svc list end 
JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc, 124pp 31043,301- 
31044.064 

8506200245 Forwards Insp Repl 50-277/85-17 on 850424-26 No violations observed, 
EBNETER.SD Region f, Olhce ol Director. 85/06/13 DALTROFF.S L Philadelphia 
Elecirlc Co. 2pp, 31007-241-31007 247 

"8506280247 Insp Repl 50-277/85-17 on 850424-26 No violation or deviation 

noled.Malor areas Inspected containment leakage program.including procedure review 
ol integrated leak rale test & local leak rale lest.results review & facility lour 
KUCHARSKI.S D., HODSON.J.S.. BETTENHALlSEN.L, Region 1, Office of Director. 
85/05/30. 5pp, 31007-243-31007:247 

8506210267 Forwards Insp Rept 60-277/05-16 on 85041 0-1 9.No violation 
noted Program strengths & weaknesses documented In Apps A & 
B.respoctivsly Response to App B within 30 days of receipt of Hr requestoo. 
STAhOSTECKI.R Region 1, Office of Director. 86/06/14. DALTROFF.S.L Philadel- 
phia Electric Co 4pp, 31024:001-31024 029 

"8506210271 Insp Repl 60-277/85-16 on 85041 0-1 9.No violation or deviation 

noted.MaJor areas Inspected work performed during extended reclrculallon piping re- 
placement outage 

JOHNSON, J., WILLIAMS, M., 8EALL.J. Region 1, Office of Director 85/06/04. 25pp. 
31024 005 31024.029. 

B506H0240 IE Info Notice 65 047, "Potenllal Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenold-Opereled Valves " Svc list end. 

JOROAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/06/18. Consolidated Edison Co ol New York, Inc, i34pp 31 268- 167- 
31268-304. 

6686140636 IE Inlo Notice 85-048, "Respirator Users Not Ice: Defective Self-Contained 
Brealhing Apparatus Air Cylinders " Svc list end. 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 65/06/19 Consolidated Edison Co. of New York, Inc. 123pp 31376.064- 
31376 183, 

8506240568 Forwards Insp Repls 50-277/85-10 & 50-278/85-15 as followup review to 
fnsp on 840820-23 & ack receipt of 840926 & 1030 dosimetry performance test 
reaulls.No violation observed. 

MARTIN.TT. Region 1, Office of Director. 85/06/19. DALTROFF.S L Philadelphia 
Electric Co 2pp. 31 066'336-3 1066:357 

"8580240559 tnsp Repts 50-277/86-19 & 60-278/86-15 as followup review to Insp on 
840620-23 No violation noted.Ma{or areas Inspected, results of licensee dosimetry 
oorf o-rindnco tosls* 

HOLSOPPLE.K.. ’PASCtAK,W. Region 1. Office of Director 85/06/13. 20pp 
31066.330-31066 367 


R. Perlodle operating reports & related correspondence 


8506060809 Forwards "Annual Radiological Envtron Operating Rept 20 1984" & "Envl 
rons Radiation Monitoring Program 1984,” per Section 6.4 of App B to Licenses DPR- 
44 A DPR 56.Results of radiological environ monitoring program provided 
WILLSEY.W.B. Philadelphia Eleotrio Co. 86/06/29. TAYLOR, J.M. Director's Office, 
Office of Inspection and Enforcement Ip 30767:008-30767-259 

"6606860012 "Annual Radiological Environ Operating Rept 20,1964 " Issued In May 
198S. 

♦ Teledyne Isotopes. * Radiation Management Corp, 20. 84/12/31. 111pp. 
30767,009 30767:119. 


"8606060813 "Environs Radiation Monitoring Program.1 BB4,Rept 42." Issued in May 
1965. 

• Chemical Waste Management. Inc. 42. 84/12/31, 140pp. 30767.120-30767-269. 


8606240117 Monthly operating repts lor May 1966.W/a60614 Itr, 

ALDEN.W.M., LCiQliE,R,H. Philadelphia Electric Co. 66/05/31, 10pp. 31203:274- 
31203:283. 


8508240633 Forwards NPDES discharge monitoring rept for May 1985 & noncompli- 
ance ry)l 

WILLSEY.WB Philadalphia Electric Co 05/06/19 Pennsylvania, Commonwealth ol 
Ip 31062 140 31062156 

-6506240535 NPDES discharge monitoring rept for May 1985 
DALTROFF.S L Philadelphia Electric Co. 85/05/31 7pp 31062 141-31062 154 

"8506240539 NPDES noncomplianco notification on 850510, biological oxygen demand 
of sample from Discharge Point 108 exceeded permit limit Cause under 
Investigation Operational controls & monitoring Increased 

ULLRICH, W T Philadelphia ElGctric Co 85/05/21 Pennsylvania, Commonwealth of 
2pp 31062 165-31062 156 


S. Reportable occurrences, LERs & related correspondence 


6506070289 Part 21 rept re falluro of inner polar connector between damper bar circuit 
on generator main field, Cause of falluro not defined Further Invostigallon necessary 
LELJSINK.H.H Louis Allis Co, 85/05/29 MURLEY.TE Region 1. Office ol Director 
tp 30751,350-30751350 

8508140498 Part 21 rept re generator failure Concurs w/enci Louis Allis B50603 Itr that 
interpolar connectors be removed 

MORI ARTY, JM Colt Industries, Inc 85/06/05 MURLEY.TE Region 1, OHIce ol Di- 
rector. 7pp 30898 354-30698,361 

8506240533 Forwards NPDES discharge monitoring rapt for May 1985 & noncompll 
ence rept 

WILLSEY.W B Philadelphia Electric Co 85/06/19 Pennsylvania, Commonweatih ol 
Ip, 31062 140-31062 166 

"8506240539 NPDES noncompliance noliflcatlon.on 8505 10, biological owgen demand 
of sample from Discharge Point 108 exceeded permit limit Cause under 
Investigation Operational controls & monitoring Increased. 

ULLRICH, WT Philadelphia Electric Co 05/05/21. Pennsylvania, Commonweallh of 
2pp 31062:155-31062-158. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8508170263 Forwards Safely Insp Repls 60-277/85 03 & 50-278/85-03 on 850107-11 
& notice of violation. 

MARTIN, T.T Region 1, Office of Director 06/05/31 DALTROFF.S L Phlladetphia 
Electric Co 2pp, 30972 307-30972,319, 

"8500170268 Notice of violation from insp on 860107-11 
‘ Region 1, Office of Director, 85/05/31, 2pp 30972.309-30972-310 

-8606170280 Insp Repts 60-277/85-03 & 60 270/86 03 on 050107-11 Violnlion 
noted-failure to update telephone list ter emergency use & member of emergency re 
sponse organization had not received training for CY85 

TERC.N.M, WOJNAS.E., HARPSTER.T Region 1, Office of Director, 85/06/30, 9pp, 
30972 311-30972 319 

8506190381 Forwards "Conformance to Reg Guide 1 07,Pea<iH Bollom Atomic Power 
SI at Ion, Uni Is 2 & 3," based on review of 040116 submlltal.Justlflcallen for exceptions 
to rog guide accoptable.Addl Info re other Items requested In 60 days. 

STOKj F Operating Reactors Branch 4. 85/08/03 BAUER, E.G. Philadelphia Elec- 
tric Co. 2pp. 31014 132-31014,161. 

-8606190426 "Conformance to Reg Guide 1 97,pGach Bollom Atomic Power 
Station, Units 2 & 3.” 

UDY,A,C. EQ&Q, Inc F)N A 6403 06/03/31 NRG - No Detailed Affiliation Given 
lepp 31014:134-31014.161. 

8506100624 Requests that coordinated planning effort continue w/s(ate & local emer- 
gency planning aulhorllles lo assure ollsite emergency preparedness deficiencies ex- 
peditiously corrected, 

BELLAMY,RR Region i, Office of Director 05/06/04. DALTROFF.S.L. Philadelphia 
Eloclric Co 2pp. 30793,214-30703,233, 

8508100826 Nolllfcallon of 850614 meeting w/util in Belhesda.MD to discuss SPDS 
GEARS, Q. Operating Reactors Branch A 86/06/05. STOLZ,J F Operating Reactors 
Branch 4. 2pp. 30823 310-30823-311. 

8508120001 Requests permanent change ol annual emergency preparedness exercise 
from month of June to month of OcLAnnual exercise for 1985 would be held 851017 
If accept able. Proposed change complies w/NUREQ 0654/FEMA REP 1-Rev 1 FEMA 
Hr end. 

DALTROFF.S L. Philadelphia Electric Co. 86/06/05. THOMPSON.H. Division ol Li- 
censing. 6pp, 30851.263-30861-267. 

6508100696 Forwards evaluation ol each area where structural steel calculations re- 
vealed that fire durations & temps exceed structural steel temp acceplanca criteria 
BOYER, V.S, Philadelphia Electric Co. 86/06/06 THOMPSON.H.L. Division of Licens- 
ing. 13pp. 30793:331-30794.039. 

"8508100706 Rev 0 lo "Structural Steel Analysis for Peach Bottom Generating 
Stalion.Calculatlon 24, Unit 2, 3, Turbine Bldg El 116 Ft Common Equipment Area (Be- 
neath Switchgear Rooms), Fire Area 76B." 

MELLY.B.W, DEWEY, J.M Professional Loss Control, Inc 86/05/20 12pp 

30703.344-30703.355. 

"8506100710 Rev 0 to "Structural Steel Analysis for Peach Bottom Generating 
Stallon;Calculat!on 51, Unit 2, 3, Turbine Bldg El 136 Ft Corridor to Switchgear 
Rooms.Fire Area 70A," 

MELLY.B.W., DEWEY.J.M. Prolassional Loss Control, Inc. 86/05/30. 12pp 

30793-356-30794.005. 
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-*8506100716 Rev 0 to ''Slfuclufal Steel Analysis for Peach Bottom Qeneraling 
SlaUQCi Calculation SUUnil a.O.Tutbmo Bfdg Et 118 Ft Radiation Chemistiv Lab.Fire 
Atea 7flC * 

MELUy.B W . DEWEYJ M Professional loss Control. Inc 85/06/24 5pp 30794 006- 
30794 (HO 

-8506100725 Rev 0 to "Structural Steel Analysis lor Peach Bottom Generating 
Station Calculation 92, Unit 2, 3, Turbine Bldg El 1 16 Ft Conventional Clhemistry Lab.Firo 
Area 780 " 

MELLY.aW. DEWEY, J M Prolasslorral Loss Control, Inc 85/05/24 5pp 30794 01 1- 
30764 015 

-8506100731 Rev 0 to ''Sirucloral Steel Analysis tor Peach Bottom Generaltrig 
Station Calculation OS.Unil 2,3,Tofbino Bldg El 116 FI Heatlh Physics Util Room.Fire 
Area 82 " 

MELLY.BW. DEWEY.JM Prole ssional Loss Control. Inc 85/05/24 4pp 30794 016 
30794 019 

“8508100738 Rev 0 to "Structural Stool Analysis for Peach Bottom Generating 
Station Calculation 94,Unit 2,3,Turbine Bldg El 116 R Counting Room,Flre Area 76E^’ 
MELLY.BW, OEWEY.JM Pro fossionaf Loss Control. Inc 85r^5/24 5pp 30794 020 
30794 024. 


8506170153 Responds to FOIA request lor source term event trees prepared by Santi 
for sub] plants Fonvards documents listed on app Documents also available In PDn 
FELTON.JM Division Of Rules and Records 85^3/11 SHOLLY.SC Union o((Joiv 
cerned Scientists 2pp 30961. 152-30981. 200 

-8506170166 Draft "Containment Event Analysis & Estimation of Source Ten 
Ffequencf6S.App to NUREG 0956," 

BEHR.VL Sandia National Laboratories 84/07/31 NRC - No Delailod Affiliatwi 
Given 56pp 30981 154 30981 209 

8506170077 Responds to FOIA request tor records ro FIN B-0489, "Conlalnmanl leal 
Rate Testing Program" & Quadrex Corp/NHC contracts Forwards documents re Fw 
B-0469 Documents also available in POR No documents re Ouadrox sub) to request 
FELTON.JM Division of Rules and Records FIN B-0489 eS/M/JJ 
REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp. 3098703$- 
30987 076 

-8506170281 "Containment Leak Rate Testing Invosligatlons," monthly progress rert 
for Nov 1982. 

DOUG AN. J R Oak Ridge National Laboratoiy FIN B 0489 82/12/07 ARNDT, G His 
chanical/SIructural Engineering Branch 3pp. 30987 1 15-30087 1 17 


■8506100741 Rev 0 to "Slructural Steel Analysis for Peach Bollom Generating 
StalJon Calculation 96.Unlt 2,3.Turbino Bldg El 116 Ft Clean Qolhes Room.Fire Area 
114" 

MELLY.BW. DEWEY.JM Professional loss Cofilro), Inc 85/06/24 5pp. 30794 025- 
30794.029 


85D61Q0834 Forwards 850327 FR notice re applications & amends to OLs InvoMiH 
NSHC considerations W/o end Related correspondence. ^ 

* Operating Reactors Branch 4 jif2fl5 580 85/04/01. Docketing & Services Branch 
MURLEY.TE Region I, Ollica of Director SMITH,! Atomic Safety and Liconseo 
Board Panel 3pp 30823 343-30823 348 ' 


-6&061D074B Rev 0 to “Slruclural Steel Analysis tor Peach Boltom Ganeiatmg 
Station Calculation 96,l/ni1 2,3,Turbln0 Bldg El 1 16 Ft Toilet Area,Fire Area 1 15 *' 
MELLY.BW, DEWEY.JM Professional Loss Control, Inc 85/05/24. 5pp 30794 030- 
30794 034 

—8506100751 Rev 0 to "Structural Steel Analysis for Peach Bottom Qeneraling 
Slalior) Calculation 97, Unit 2,3,TurbJn0 Bldg £1 116 Ft Janitor Room.Fire Area 116" 
MELLY.aW, DEWEY.JM Protesslonfil Loss Control. Inc 85/05/24 5pp 30794 035- 
30794 039 

8508120038 Forwards draft "FEMA Region fJI Exercise Evaluation Reel,’' re 850410 off- 
site radtolodca! emergency preparedness remedial exercise Exercise conducted to 
correct two category A deficiencfed. 

KRIMM.R W. Federal Emergency Management Agency 85/06/07. JORDAN.E L Divi- 
sion o1 Emergency Preparedness & Engineering Response (Post 830103). Ip. 
3Q852.199-30a52.2i5. 

“6606120041 “FEMA Region 111 Exercise Evaluation Root," of 850410 exercise. 

* Federal Emergency Manegement Agency 85/05/06 16pp 30652 200-30852 215 

8508140476 Forwards SALP Repis 50-277/85-99 A 60 270/85 99 tor Jan 1984 - Mar 
1935, per 850513 review.Meeting to discuss SALP scheduled for 8S08l2.Corrcerns re 
sacunty & radiological controls will be discussed 

MURLEY.T.E Region 1. Office of Director 85/06/07. DALTROFF.S L Phifadelptila 
Electric Co. 2pp 30900.091-30900 150 

“8606140541 SALP Repis 50-277/85-09 & 60-278/86 99 for Jan 1084 - Mar 1985 

* Region 1, Office of Director. 85/05/13. SBpp 30600 093 3 0900.150 

8606210339 Forwards revs to physical security plan & organlzafional chanqes.per NRC 
8S0509 lir.Revs & changes withheld (10CFR73 21 & 2 790) 

BRADLEY.E J Philadelphia Electric Co 65/06/13. Region 1, Ollice of Oiroclor. 3pn 
31032172-31032.174 


8506060S5S Notification of rescheduled B50602 technical appeal meeting w/utils n 
Bethesda.MD re NUREG 0737,ltem If E 4 2,Posi1ion 7 S Whether Lines 3 & under can 
be excepted bom tequltemenls. 

HERMANN, R A Operating Reactors Branch 2 85/05/22 VASSALLO.D B OnoraUn} 
Reactors Brartch 2 Ip 30704 075 30784 076 ^ 

8S06040390 Responds to 850314 Itr re results of NRC review of responses to Gonerc 
Llr 83-26, "Required Action Based on Qoneric Implications of Salem ATWS Evonij." 
AM sys contributing to reactor trip function idenlDied in current Q-tist 
DALTROFF.S L. Philadelphia Electric Co. 85/05/20 STOlZ.J F. Operallnn Roaclofl 
Branch 4 4pp 30699 054-30699 057 ^ 

SS06180S66 Requests site visit to discuss radiological assessment re pipe replacoroeri 
program & development of simpla.low cost Improvements directed at reducing wrong 
unli/wrong tram errors 

QEArs.GE. Operating Reactors Branch 4 85/05/29. DALTROFF.S Phlladololiii 
Electric Co 2pp 30984.144-309B4 145 

8506110384 Forwards revised schematic of water How for NPOES permit applicallon.p« 
850508 request Schematic revised to show emergency sve water sys & dlschaige 
points 

WILLSEY.W a. Philadelphia Electric Co 85/06/06 DONATO.J.V Pennsylvania Coot- 
monwoallhof 2pp 30817 237-3081 7’230 

8508180404 Application for amends to Licenses DPR 44 & OPR se.approving installa 
Hon & use of new high density spent fuel storage racks Rev 0 to "Spent Fuel St 0 fs» 
Capacity Mod SAR" end. Foe paid. 

DALTHOFF.S.L Philadelphia Electric Co 85/06/13. THOMPSON.H L Division olU- 
censing 3pp. 30983 239-30983-362 

“8506180409 Rev 0 fo "Spent Fuel Storage Capacity Mod SAB " 

• Philadelphia Electric Co 85/05/31. 110pp. 3OO03-242-3O9B3 362 


8506250418 Rev 11 to Emergency Plan Implementing Procedure EP-101, "Classiflcallon 
of Emeroenctes’' W/85062!> hr. 

DALTB<5FF,S L Philadelphia Electric Co *5/00/20. MURLEY.T.E. Reglort 1. Office of 
DlreclD/ 22pp 31198 228-31198-247. 


8606180444 Describes progress in comploiion of mods to torus-attached piplng.Orlgeal 
scope mods completed Equipment nozzle evaluations & as butll reconcitialion of itwdj 
fn progress AddI mods needed, Final rept anlidpalod by Doc 1985 
KEMPER, J.S. Philadelphia Electric Co 85/06/13 STOLZ.J F. Operating fleaclort 
Branch 4. Ip 30977.114-30977-114 


J, inaufancfi & indemnity Inloinwtion 

8506080431 Forwards Endorsement 112 to NELIA Policy NF-140 & Endorsemanl 63 to 
WAELU Policy MF-67. 

BRADLEY.E J. Philadelphia Electric Co. 85/05/31. SALTZMAN.J Assistant Director 
lor State S Licensee Relations 3pp 30732.'216'3(}732.220. 


P. Operating Kcetiaa alage documente & correspondence 

8506030390 Partial response to FOIA request for three categories of documents to be 
made avaflabis at PDR re NSHCsApp A documents ancIS pfaced In PDR. Search 
continuing 

FELTON.d.M. Division of Roles and Records *4/1 1/08 ADATO.M. Onion of Con- 
cerned Scfenlfsts. 4pp. 30720.001-30720 005. 

“8S080403B6 NoUcs of consideration of Issuance of amends fo Licenses DPR 44 & 
DPfl-56 & proposed NSHC detarmfirfltion & opportunlly for hearing re 830214 request 
nonradfolonlcal ETS concerning chemical monitoring, 

rs Branch 4 83/10/27, 13pp 30722 11 1-30722:139 


05O624O47S Informs that 850415 Ilf does not represanl backlit as defined by criloriain 
Manual Chapter 0514 Isolation of all containment purge & vent linos under 3 Inches n 
diameter consistent w/NUHEG-0737Jtom II E.4 2 (7). 

DENTON.H.R. Ollice Of Nuclear Reactor Regulalion. Director, 85/06/18 BAUER,EQ 
Philadelphia Electric Co 3pp 91165-361.31165:363. 


Q. Inspeotlon raporls, lE Bullellna A correspondence 

8506130027 SuppI 1 to IE Info Notice 84-56, "Seal Table Leaks at PWRs." Sve list oiKl 
pRDAN.E.L Division oi Emergency Preparedness & Engineering Response (Ptul 
530103). 85/05/14. Consolidated Edison Co. of Now York, Inc. i07pp 31044M5- 
31044.171. 

8505130038 SuppI 1 to IE info Notice 85-020. "Motor-Operated Valve Failures Duo to , 
Hammering Effaot “ Sve list end 

division ol Emergency Preparedness & Engineering Response (Post , 
830103). 85/05/14 Consottdated Edison Co. of New York. fno. 107pp. 31044-17j- 
31044:278. I 


8505200590 IE Info NoHce 85.039j "Auditability of Electrical Equipment QualKicaliW' 
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850£260187 IE Info Notice 85 043, “Radiography Events at Power Reactors " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/30 Consolidated Edison Co of New YorS, Inc fSOpp 30864 167- 
30B64 267 

0505200195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30 Consolidated Edison Co of New Yors, Inc 121pp 30864 045 
30864.166 

8506170263 Forwards Safety Insp Ropls 50-277/05 03 & 50-278/85'03 on 850107-11 
& notico of violation 

MARTIN,! T, Region 1. Office of Director 65/06/31 DALTROFF.SU Philadelphia 
EleclricCo 2pp 30972,307-30972 319 

"8506170268 Notice of violation from msp on 850107-1 1 

* Region 1, Office of Director 85/05/31 2pp 30972 309-30972 310, 

"8508170280 Insp Repts 60-277/85 03 & 50-278/85-03 on 850107-11, Violation 
nofed failure to update telephone list for emergency uso & member of emergency re 
sponse organization had not received training for CYSS, 

TERC.NM. SMITH, R. HAWXHURST.J Region 1. Office of Director. 85/05/30. 9pp 
30972 311-30972 310, 

0506060877 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable in 
Core Flux Mapping Sys Used In Wesllng^house Designed Plants " Svc list end, 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co, of New York, Inc' f22pp 30665 001- 
30865.046 

6508140470 Forwards SALP Repts 60 277/85-99 & 50-278/85-99 (or Jan 1984 ■ Mar 
1965, per 050513 review. Meeting to discuss SALP scheduled lor 850612 Concerns re 
security & radiological controls will be discussed. 

MURLEY.TE Region 1, Office of Director 85/06/07 DALTHOFF.S L Philadelphia 
EfedrIcCo 2pp 30900 091-30900 160. 

-8506140541 SALP Repts 50-277/85-99 & 50-276/65-99 (or Jan 1984 - Mar 1985 

* Region 1, Office of Director 85/05/13 58pp, 30900 093-30900 150 

6506060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/06/10 Consolidated Edison Co of New York, Inc 124pp, 31043 301- 
31044 064 

8506140240 IE Info Notice 06-047, "Potential Effect of Line-Induced Operation oh Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of New York, Inc 134pp, 31260‘157- 
31266304. 

8506240178 Forwards Insp Ropt 60-278/85-22 on B5O01O-13,Concarn9 IdenlKled ra ap- 
parent Inatlentivenass to licensed duties by on-shift licensed reactor operator & oper- 
ator apparent enllcomenl of regional Inspector. 

STAROSTECKLR Region 1, Olffco of Director 85/06/10 DALTROFF.S.L Phlladel- 
pbla Electric Co 2pp 31060 153-31060 162 

"8506240182 Insp Ropt 60-276/85-22 on 85O6lO-13.Conc0rnB identified re apparent In- 
attentiveness to licensed duties by on shift licensed reactor operator & operator ap- 
parent enlicemont of regional inspector 

BEALL, J.E„ GALLO, H.M, Region 1, OKfco of Director 05/06/18, Opp 31060 155 
31060 162, 

8506140636 IE Info Notice 05 040, “Respirator Users Notice. Defective Self Contained 
Broathing Apparatus Air Cylinders “ Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19. Consolidated Edison Co of New York, Inc. f23pp, 31376'064- 
31376:183. 

8&0e2406se Forwards Insp Repts 60-277/85-16 & 50-278/05-16 as followup review to 
Insp on 840820-23 & ack receipt of 840926 & 1030 dosimetry performance teal 
results.No violation observed 

MARTIN.T.T. Region 1, Office of Director 85/06/19 DALTROFF.SL Philadelphia 
Electric Co 2pp 31 0e6'336'31 066.357 

"8506240560 (nap Repts 50-277/86-10 & 60-270/85 16 as followup review to insp on 
840B2D-23.No violation noted Major areas inspected: results of licensee dosimetry 
performance teals. 

HOLSOPPLE.K,, PASCIAK.W. Region 1, Office of Director 86/08/13 20pp. 
31066:330-31066:357. 


n. Perlodlo operating reporla & ralatact correspondence 

0506060809 Forwards “Annual Radiological Environ Operating Rept 20 1964“ & “Envl- 
(ons Radiation Monitoring Program 1 984,'' per Section 6 4 of App B to Licenses OPR- 
44 & DPR-56.Re8Ult8 of radiological environ monllorina program provided. 
WILLSEY.W.B. Philadelphia Electric Co, 86/06/29, TAYLOR, J.M Director's Office, 
Office of Inspection and Enforcement 1 p 30767.008-30767:269. 

"8506060812 "Annual Radiological Environ Operaling Rept 20,1984 " Issued in May 
1985. 

‘ Teledyne Isotopes, * Radiation Management Corp. 20. 84/12/31 Ilipp 
307e7'009.30767.119 

"8506060813 "Environs Radiation Monitoring Program,! 984, Rept 42." Issued In May 
1085. 

* Chemical Waste Management, Inc. 42. 84/12/31. 140pp. 30767:120-30767.259. 

6506240117 Monthly operating repts for May 1986.W/850614 Itr. 

ALDEN.WM, LOQlTe.R.H, Philadelphia Electric Co. 86/05/31. 10pp. 31203:274- 
31203:283. 

6506240533 Forwards NPDES discharge monitoring rept for May 1985 & noncompll- 
ance rwl. 

WILLSEY.W.B. Philadelphia Elaclric Co, 86/08/19. Pennsylvania, Commonweallh of, 
ip. 31062:140-31062:166, 


"6506240535 NPDES discharge monitoring rept for May 1985 
DALTROFF.SL Philadelphia Eleciric Co 05/05/31 7pp 31062141-31062154 


S. Reportable occurrences, LERs & related correspondence 


8506070269 Part 21 rept re failure of inner polar connector between damper bar circuit 
on generator main field, Cause of failure not defined Furthor Investigation necessary 
LEUSiNK.HH Louis-Allis Co, 85/05/29 MURLEY.TE Region 1, Office of Director 
Ip 30751 350 30751 350 

8506140498 Part 21 ropt re generator (allure Concurs w/enci Louis Allis 850603 Hr that 
interpolar connectors be removed 

MORIARTY.JM Colt Industries, Inc 85/06/05. MURLEY.TE Region 1. Office of Di- 
rector. 7pp 30898 354-30898.361 

6S0S240533 Forwards NPDES discharge monitoring rept (or May 1985 & noncompll 
ance rept 

WILLSEY.WB Philadelphia Eleciric Co 85/06/19. Pennsylvania. Commonweallh of 
Ip 31062 140-31062 156 

"8506240539 NPDES noncomplianco notification on 650510, biological owgen demand 
of sample from Discharge Point 108 exceeded permit limil Cause under 
investigation Operational controls & monitoring increased 

ULLRICH, WT Philadelphia Electric Co 65/05/21 Pennsylvania, Commonwealth of 
2pp, 31062 165-31062 156. 
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F. Security, medical, emergency & fire protection plana 


8506050052 FOIA request for ends to Gulf State Utils 640620 deficiency rept re ITE 
Gould Type 2160 overload relays & ends to NRC 840830 Hr to VEPCO re request (or 
addt info on SPDS to bo placed In PDR, 

GRABER.L, NUS Corp 85/01/31 Division of Rules and Records Ip, 30745,004- 
30745.004 

8506050061 Responds to POIA request for end to Gulf Slate Ulils 040820 Itr to NRC ro 
Gould Tyoe 2160 overload relays & undated request for addi Info ro Surry & North 
Anna SPDS Forwards App A documents Documents also availablo In PDR 
FELTON, J.M Division of Rules and Records 85/03/04 GRABER.L NUS Corp. 2pp 
30746 005-30745 011. 

"8506050069 Attachment Of final Deficiency Rept DR-138 ro ITE Gould Type 2150 
overload relays out of callbr Relays sent back & replaced w/LIO overload 
relays Response to request for addI Info re Surry & North Anna SPDS one! 

* Gulf States Utilities Co 84/06/20. NRG - No Detailed Affiliation Given 5pp 
30745.007-30745:011. 

8606250036 Responds to NRC 850305 Hr ro violations noted in Insp Repts 50-280/85 
02 & 50-281/85-02 Corrective actions survey conducted to assess extent of direct 
health physics experience of Individuals reporting to supervisor. 

STEWArT.W.L. Wrginia Power (Virginia Electric & Power Co.). 85/04/03. GRACE.J.N. 
Region 2. Office of Director, 3pp. 31204:365 31204,357. 

8506260064 Further response to FOIA request lor documents In threo categories ro 
drug or elcohol abuse at nuclear facllllles Forwards App A documonta Documents 
also available In PDR. Processing of documents continuing 
FELTON, J M. Division of Rules and Rocords. 86/04/10 HEATH, SJ Washington 
Legal Fourvdalion. lipp 31217.095-31217.109 

"8506260294 Physical Security Insp Repts 50 280/81-36 & 60-281/81-35 on 811207- 
11.No noncompllanca noted Major areas [nspocted site securily operations during li- 
censee conducted Investigation of alleged mlsconducLDetalls withheld (ref 
10CFR73.21) 

TILLMAN, A. Region 2, Office of Director. 81/12/30 1p. 31217:313-31217,316 

6506270710 Forwards SALP Repts 60 280/65-06,50-281/05-06,60 330/85 04 & 50 
339/85-04 for Sept 1983 - Feb 1985 

GRACE, J N. Region 2, Office of Director, 85/05/10 STEWART.W.L, Virginia Power 
(Virginia Electric & Power Co.). 2pp 31248:265-31246.341 

"8606270766 SALP Repts 60-280/85 05 & 60-281/86-05 (or Sept 1983 - Fab 1905. Vio- 
lations noted'fallure to perform sulflclent valve lineup checklists prior to Unit 2 startup 
from 3-wk outage & failure to have alternate feedwater oumps. 

• Region 2. Office of Director, 86/06/10, 25pp 31246 316-dl246'341, 

8506270703 Foiwards Insp Repts 60 260/85-12 & 50-281/85-12 on 8 504 02-0 5 06. No 
violations or deviations Identified. 

BROWNLEE, V.L Region 2. Office of Director 85/05/21. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co } ip. 31249.197-31249.202 

"8606270717 Insp Repts 50-280/86-12 & 50-281/85-12 on 860402-OS06,No violations 
noted Major areas inspected plant operations & operating 
recordSimaInt, surveillance, securily, followup of events & LERs, 

BURKE.D,J., DAVIS.MJ, ELROD, S. Region 2, Office of Director. 85/05/21. 5pp. 
31249:198-31249:202 

8506030476 Emergency plan Implementing procedures, Including Rev 4 to EPIP'3.04, 
“Activation ol Local Emergenoy Operallons Facility" & Rev 3 to EPIP-5,05, "Site 
Evacuation “ Emergency plan Implementing procedures Index end W/850S29 Hr. 
MILLER, H.L., STEWART.W.L. Virginia Power (Virginia Eleciric & Power Co ). 86/05/ 
29, QHACE,J.N Region 2, Office ol Direclor. lepp. 3O676:O02-3O676'O97, 

8606060003 Forwards addi Inlo.per 650429 telcon, clarifying procedure generation pack- 
ages to allow closeout of safety evaluation 

STEWART.W.L. Virginia Power (Virginia Eleotric & Power Co,), 86/05/31. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. THOMPSON, H.L. Divi 
slon of Licensing Spp. 30728.066-30726.070. 



76 DOCKETED ITEMS 


8506H0S08 Revised erremency plan implenneflting procedures, incljding Rev 12 lo 
EPIP-1 01," Efiiergency Manager Controling Pfoceoure," Rev 3 to EPTP-1 03," Re 
sporsse to Alert" & Rev 1 to EPIP-4 05, "Respiratory Protection" W/850610 Hr 
STEWART, W L Vrfmnia Power (Virginia Electric & Power Co ) 85/06/10 GRACE,J N 
Region 2, Olfica o1 Director 27pp 30397 268 30897 294 

8506270448 Revised ’'Corporate Emergency Response Plan " W/85062t Hr 
OATTS,JI, STEWART,Wl, FERGUS0N,JH Virginia Power (Virginia Etectric & 
Power Co) 85/08/21 QnACE,J N Region 2, Office of Director 255pp 31235239 
31236183 


8506250132 Requests addi time to roview Issues & records re implementation plan for 
Generic Ltr 83 28, per NRC 850313 request (or addI Into Proposed changes to Tech 
Specs anticipated 

STEWART,WL Virginia Power (Virginia Electric & Power Co) 8S/06/f9 
DENTON,H R OKice of Nuclear Reactor Regulation, Director VARGA.S A Operating 
Reactors Branch 1 2pp 31160145-31160 146 


Q. Inspection reports, IE Bulletins & correspondence 


P Operating license stage documents a correspondence 

S5060S0003 FOIA request lor four categories o1 documents including inlo re exemption 
ol snubbers from surveillance requiremonls & OL amends 

GRABER,L NUS Corp 64/12/18 Division ol Rules and Records Ip 30745 029- 
30745 029 

0505170131 POIA request for source term event trees prepared by Sandia (or subj 
lants. 

HOLLY,SC Union ot Concerned Scientists 85/01/28 FELTON,JM Division ol 
Rules and Records Ip 30961 '161-30981 151 

8506050005 Responds to FOIA request (or four categohes of documents Forwards app 
documents Documents also placed In PDA 

FELTON,J M Division ol Rules and Records 65/01/30 QflABER.L NUS Corp 2pp 
30745 030-30745 073 

>-8506050010 Amends 99 & 98 to Licenses OPR-32 & OPR-3 7, respectively, revising 
Tech Spec 3 2 to permit opposite unit charging pump lo be used to bring disabled unit 
to cold shutdown in event cnarging pumps become Inoperable 
VARGA,SA Operating Reactors Branch 1. 84/10/12 lipp 30745.032-30745044, 

8506170153 Responds to FOIA request for source term event trees prepared by Sandia 
for subj plants Forwards documents listed on app Documents also avallabla in POR 
FELTON ,J M Division of Rules and Records 85/03/11. SH0LLY,SC. Union of Con 
cerned ^lentists 2pp 30981 152-30981 209 

-8506170168 Draft "Containment Event Analysis & Estimation ot Source Term 
Frequencies, App lo NUREG 0956 “ 

BEHR,V L Sandia National Laboratories 84/07/31 NRC • No Detailed Affiliation 
Given 56pp 30981 154-30931 209 

8606170077 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
8 0489 Documents atso available In POR No documents re Ouadrex subj to request 
FELTONjJM. Division ol Rules and Records FIN B-0480 85/03/25 

REYTBLATT,Z V. Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987 076 


8SOS250036 Responds to NRC 850305 ltr re violations noted In Insp Repts 50 2C0/85 
02 & 50-261/85 02 Corrective actions survey conducted to assess extent of direct 
health physics experience of individuals reporting to supervisor 
STEWART,W L Virginia Power (Virginia Electric & Power Co ) 85/04/03 GR ACE,J N 
Region 2, Office of Director 3pp 31204 355-31204 357 

8S08260064 Further response to FOIA request for documents in three categories re 
drug or alcohol abuse at nuclear (acllilias Forwards App A documents Docunnonts 
also available in PDR Processing ol documents continuing 
FELTON,JM Division of Rules and Records 85/04/10 HEATH, SJ Washington 
Legal Foundation ilpp 31217 095 31217 109, 

-8506250294 Physical Security Insp Repts 50-280/81-35 & 50 281/01-35 on 611207- 
1 1 No noncompliance noted Major areas lnspected.site security operations during li- 
censee conducted Investigation ol alleged misconduct Details withhold (rel 
10CFR73 21) 

TILLMAN,A , MCGUIRE, D R Region 2, Office of Director 81/12/30 Ip 31217'313 
31217315 

6S06210S01 Ack receipt of 850403 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 50 280/85 02 & 50-281/85 02 

aROWNLEE,VL Region 2, Office of Director 85/04/30 STEWART ,WL Virginia 
Power (Virginia Electric & Power Co ) Ip 31057 253 31057 253 

8506200205 Forwards Exam Rept 50-280/OL 05 01 ol exam administered on 0504C6 
11 

BROWNLEE, VL Region 2, Oflice of Director 85/05/00 STEWART, WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 31022 116 31 022 270 

-8506200220 Exam Rept 50 260/01-65 01 on 650408-11 Exam results ell ‘10 cnndi 
dates passed 

OOUQLAS,WG. WILSON,BA Region 2, Office of Director 65/05/03 160pp 
3102211831022278 

8506270710 Forwards SALP Repts 50-260/85 05,50 201/85 05,50 338/05-04 & 60- 
339/85 04 (or Sept 1983 Feb 1085 

QRACE,JN Region 2, Oflice of Director 85/05/10 STEWART, WL Virginia Power 
(Virginia Elociric & Power Co ) 2pp 31246 205 31246 341 


-6210120209 "Conlalnment Leak Rate Testing Investigations,” progress summary lor 
Sept 1982 

NAUS,DJ Oak Ridge National Laboratory FIN B 0489 82/10/05 ARNDT, Q Me- 
chanical Engineering Branch 3pp 30987.112-30987 114 

-8212010006 Forwards list of plants for which leak lest repis were selected for review 
by CRN L Leak testing criteria will be prepared from review W/o end 
ARNDTiE.G. Mechanical/Structural Engineering Branch 82/06/18. SHAPAKER,J 
ConlaInmenI Systems Branch. 4pp 30987.118-30987.121 

-8SD617Q416 "Conlalnment Leak Rate Tasting,'' monthly progress rept for Aug 1982 
DOUQAN,JR Oak Ridge National Laboratoiy, FIN B0489 82/08/26 ARNDT.E.Q 
Division of Engineering Technology 6pp 30987-127-30987 132 

-8506170575 "Containmenl Leak Rate Testing,’’ monthly progress rept (or June 1983. 
NAUS.D.J. Oak Ridga Nalional Laboratoiy FIN 8-0489, 83/06/30. ARNDT.G Ms- 
chanica I/Structural Engineering Branch, 2pp 30987.167-30967 168 

8606100843 Requests plans & schedule for completion of TMI Action Items II K 3 30 eg, 
If K 3 31 Future plant-specific analysis for plant performed by Westinghouse lor reload 
or amends lo Tech Specs should be calculated using NOTRLIMP code. 

VARQA,S A. Operating Reaclora Branch 1 65/05/24, STEWART, W L Virginia Power 
(Virginia Electric & Power Co.). 9pp. 30824 '290-30824 '298 

8606040129 Forwards revised VEP-NFE*1-A, "NOMAD Coda & Model,” In response to 
850304 ltr accepting repl lor rel In licensing actions 

STEWART, W.L. Virginia Power (VirginTa Electric 4 Power Co) 85/05/28. 
THOMPSON,H.L Division of Licensing, THOMAS,CO Standardizallon & Special 
Projecla Branch, Ip 30700-168-30700 278 

-8506940140 Revised "NOMAD Code & Model " 

DZIADOSZ,D., BERRYMAN, R.M . BOWMAN, S.M. Virginia Power (Virginia Elecinc & 
PovrerCo),VEP-NFE-1-A 85/05/31. 120pp 30700-169 30700 278 

8506070646 Foiwards reissued NPDES permit lor facility 
TAYLOR,J A Virginia Power (Virginia Eleclric 4 Power Co,), 85/05/29 DENTON,H R. 
Oflice of Nuclear Reactor Regulation, Director 49pp 30799-138-30799.1 86. 


-8606270730 SALP Repts 50-330/85 04 4 50 339/05 04 for Sept 1903 - Feb 
1985 Three violations 4 one deviation noted,lncluding (allure to follow prolocUvo retay 
maint procedure 4 failure to maintain welding control 

• Region 2, OKice of Director 85/05/10 I7pp 31246 287 31246 315 

-8506270768 SALP Repts 50 280/85 05 4 50 281/85 05 (or Sept 1983 - Fob 1905VIO 
latlons noted, (allure to perform sufficient valve tinoup checklists prior to Unit 2 alorlup 
from 3 wk outage 4 failure to have alternate feedwater pumps 

• Region 2, Oflice of Director 85/06/10 26pp 31246316-31246.341 

6505130027 Supp1 1 lo IE Info Notice 64-55, "Soal Table Leaks at PWRs " Sve ilsl one) 
JORDAN.E L Division ol Emergency Preparedness 4 Engineering Rosponso (Post 
830103) 85/05/14 Consolidated Edison Co ol New York, Inc f07pp 31044 085- 
31044,171 

8506130038 SuppI 1 to IE Inlo Notice 85 020, "Motor Operated Valve Failures Duo to 
Hammerino Effect " Sve list end 

JOnDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Consolidated Edison Co. of New York, Inc, i07pp 31044.t72' 
31044-270 


8506270687 Forwards Insp Repis 50-280/85 13 4 50 281/86 13 on 850416-19 & nollco 
ol vlolallon.W/o notice ol violation. 

BROWNLEE,V,L Region 2, Oflice of Director BS/OS/16 STEWART, WL Virninla 
Power (Virginia Electric 4 Power Co ) 2pp 31250019 31250 027 

-8506270694 Insp Repts 60-280/85-13 4 50 281/85-13 on 850415-19, Violation 
noled.lallure to properly label radioactive mat), 

ALBRiGHT.R H , REVStN,B.K., HOSE'V.C M Region 2, Oflice of Diroclor 85/05/08. 
7pp 31260021-31250027 


8506270703 Foiwards Insp Repts 60 280/85-12 4 60-281 /05-12 on 850402-0500 No 
violations or deviations Identified 


BnuvvMutc,VL Megion a, uiiice ot uirecior. 85/05/21. STEWART,W.L Virginia 
Power (Virginia Eleolrlo 4 Power Co.). 1 p. 31 249;1 97-31 249,-202 


8506210229 Summery of 650506 meeting w/ulits & Bechtel Corp in Belhe3da,MD re 
respirator protecUon for subatmospheric containments Agenda & list of attendees 
end 

NEIGHBORS,J D Operating Reactors Branch 1 85/06/05. Operating Reactors 
Branch V 15pp, 31O48.O45.31O40;O59, 


-8506270717 Insp Repts 60 280/85-12 4 50 281/85-12 on 850402 0506.No violations 
noted Major areas inspecled ptant operations & oparallng 
record8,malnl,8urvelllance, security, followup of events 4 LERs 
BURKE,DJ, OAVIS.MJ, ELROD, S, Region 2, Oliice of Director 85/05/21. 5pp 
31 249' 198-31 240:202 


9506240531 Responds to Generic Llr 65-02, "Slaft Recommended Actions Stemming 
From NRC Integrated Program lor Resolution of UnresoNad Safety Issue re Steam 
Generator Tube fnlegdty,’^ Description of steam generator Insp sampling program 
end 

STEWART, W.L. Virginia Power (Virginia Electric 4 Power Co) 65/06/17, 
THOMPSON.HL Division of Licensing f7pp. 31062,021-31062 037, 

85062501 13 Forwards tabular summary of key resells from regional survey of plant-spe- 
cific Inlo re polentlal for uncontrolled radiation exposures In PWR cavltles.per JQ Part- 
low 850315 requesLNo further generic action needed 

TAYLOR, JM. Director’s Office, Office of fnspeclfon and Enlorcemenl. 65/06/18, 
MURLEY.TE. Region 1, Office of Director, 9pp 31211:322-31211:330 


6M5200590 IE Info Notice 85 039, "Auditability of Elaclrical Equipment Qualification 
Records at Licensees Facilities " Sve list encl 

Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co of New York, Inc. fo6pp, 30837.258' 
30837-363 

8605200600 IE Info Notice 85 040, "Deficiencies in Equipment Qualllicalion Testing & 
Certllicallon Process," Sve Ilsl encl. 

Emergency Preparedness 4 Engineering Response (Post 
630103), 65/05/22, Consolidated Edison Co. of New York, Inc, i06pp. 30848166' 
30848,271. 



DOCKETED ITEMS 77 


8506080181 Forwards request tor addi into ori 840921 proposed Tech Specs re inserv- 
lea insp Response requested within 30 days of Hr receipt 

VARGA, S, A Operating Reactors Branch 1 85/05/26 STEWART, W L Virginia Power 
(Virginia Electric & Power Co ) 4pp 30780.361-30781 001 

8506270555 Forwards Insp Repts 50 280/85-17 & 60-281/85-17 on 850429-0502 No 
violations or deviations noted 

BROWNLEE, VL Region 2, Office of Director 85/05/28 STEWART, WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 31251 001-31251 006 

-8506270562 Insp Repts 50-280/85-17 & 60 281/85-17 on 850429 0502 No violation 
or deviation noted, Major areas Inspected 10CFR50, App J & Type A.B & C leak rate 
lasting 

MELLER.LS. JAPE,F. Region 2, Oflice of Director 85/05/22 4pp 31251'003- 
31261,006 

8506270714 Forwards Insp Repts 50-280/85-15 & 50-281/85-15 on 850422-26 No vio 
latfon noted 

BROWNLEE.VL Region 2, Oflice of Director 85/05/28 STEWART,WL Virginia 
Power (Virginia Electric & Power Co ) 2pp 31249.272-31249 285 

-0606270721 Insp Repls 50-280/85-15 & 60-281/85-16 on 850422-26 No violation or 
deviation noted Major areas inspected, cracking in steam generator girth 
welds.lnservica insp, review of Info re proposed Teen Spec changes & Inspector fol- 
lowup Items 

QIRARO.EH, BLAKE, JJ, Region 2, Office of Director, 85/05/22 12pp 31249 274- 
31249,285, 

8505280161 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements " Svo list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/29 Consolidated Edison Co of New York, Inc i20pp 30852'245- 
30652,363 

8505260167 IE info Notice 86 043, "Radiography Events at Power Reactors " Sve list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/30 Consolidated Edison Co of New York, Inc. 120pp. 30864,167- 
30864,287 

850526019S IE Info Notice 86 044, "Emergency Communication Sya Monthly Test " Svo 
list end. 

JORDAN, E.L. Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 121pp 30064:045- 
30864,166 

8506060677 IE Info Notice 85 045, "Potential Seismio Interaction Involving Movable In- 
Cora Ffux Mapping Sys Used in Westlnghouse Designed Plants " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poal 
830103). 05/06/06 Consolidated Edison Co. of New YorE, Inc I22pp 30865'001- 
30866 046, 

8506060707 IE Info Notice 85-046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Sve list end, 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/08/10 Consolidated Edison Co of New York, Inc, l24pp 31043:301- 
31044 064 

8606140240 IE Info Notice 85 047, "Potential Elloof of Lino Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/18 Consolidated Edison Co, of New York, Inc 134pp 31268:157- 
31268:304 

8506140636 IE Info Notice 65-048, "Respirator Users Not Ice, Defective Self Contained 
Breathing Apparatus Air Cylinders " Sve flat end, 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/19 Consolidated Edison Co, of New York, Inc, 123pp. 31378,064- 
31376:163 

8508270570 Informs that augmented Inservlce insp program will be discontinued due to 
failure to Identity concerns associated w/welds in RCS pressure boundary during past 
12-13 yrs. License amend will be provided to restore weld Insp program. 

STEWART, W.L. Virginia Power (Virginia Electric & F^wer CoJ 05/06/20 
DENTON.H R Office of Nuclear Reactor Regulation, Director. VARGA, a.A. Operating 
Reactors Branch 1. 3pp 31239'165-31230:167 


R. Periodic operating reports & related correspondence 

8608100468 Monthly operating repts for Mar 1985.W/e50412 Itr. 

SAUNOERS.R.F., JONES, V„ STEWART.W.L Virginia Power (Virginia Electric & Power 
Co) POW 34-04 85/03/31 BEEBE, M.R. Office of Resource Management, Director 
36pp 30804.217-30804.252. 


S, Reportable occurrences, LERs & rslated correspondsnee 

8506080737 LER 85-007-00 on 8 5 04 29, turbine /reactor trip occurred as result of main 
feed pump A Irlp.Caused when valve open signal not sent to feed pump trip 
logic valve position actuator arm modlfled.W/eS0529 Itr 

SAUNOERS.R.F. Virginia Power (Virginia Electric & Power Co.), 65/05/29, 4pp, 
3O766;294-30768-297. 

8508140566 NPDES noncompliance notlficatloaon 650529,01! spill from storm drain 
discovered Caused by surface runoff due to rain. Oil disperaed before cleanup proce- 
dures Initialed. 

TAYLOR,J.A Virginia Power (Virginia Electric & Power Co,). 85/06/03, DASS.K.C. Vir- 
ginia, Commonwealth of, 2pp, 30932;093-30932.094. 

8506110334 Supplemental Pari 21 rept re add! circuit breakers, furnished as spares, w/ 
overcurrenl trip devices that may have short lime delay band lever Items require Insp 
& replacemenl If link found incorrect. 

KAISERjA F. Brown Boverl Corp (subs of Brown Boverl & Co., Ltd,). 85/06/06, 
DEYOUnG,R.C, Director’s Office, Office of Inspection and Enforcement. 3pp, 
30ei4;250-30814:262, 


B506200061 LER 05-009 00 on 85051 2, PORV PCV-1455C cycled twice due to overpres- 
sure condition Caused by failure of normal letdown pressure control valve PCV-1145 
due to positioner misadjustmeni Part adjusted VV/050610 Itr 
SAUNOERS.R.F Virginia Power (Virginia Eleclric & Power Co) 85/06/10 4pp 
31020314-31020317 

6506240106 NPDES noncompliance nolillcation on 850605, oil spilled in facility water 
discharge canal Caused by oil ontering slorm drain from nearby equipment & running 
off during heavy rainfall Spill cleaned Floating boom placed around dram 
TAYLOR, J.A Virginia Power (Virginia Electric & Power Co) 85/06/10 DAS.K.C Vir- 
ginia, Commonwealih of 2pp 31203 287-31203 288 

8506240097 NPDES noncompliance notilieatton on 050610, max permit limit of 20 mg/I 
exceeded.Grab sample revealed oil & grease content of 57 4 mg/I No Immediate cor- 
rective action taken due to sample taken after discharge completed 
TAYLOR, J.A Virginia Power (Virginia Electric & Power Co ) 05/06/12 JENKINS, R.R 
Virginia, Commonwealth of 1p, 31204'239-31204 230 

SS06240068 LER 05-010-00 on 850516, during startup, Intermedia to range Channels Nl- 
35 & NI-36 high flux trip bistable actuated aoovo 25% power limit Caused by inexperl 
ence in developing Intermediate selpolnis for low leakage cores W/e50614 Itr 
SAUNDERS, R.F Virginia Power (Virginia Electric & Power Co) 05/06/14 4pp 
31204 271-31204 274 

8506270586 NPDES noncompliance noli Ileal iomon 85061 3, grab sample from OuKatl 
002, gas turbine oil tank dlke.regislored pH of 5 7, lower than 6 0 pH allowed by 
pernilt Probably caused by acid rain, as oil spill from lank never occurred 
TAYLOR, JA Virginia Power (Virginia Electric & Power Co ) 85/06/17 JENKINS, R R. 
Virginia, Commonwoalth of 2pp 31250 361-31250 362 


V. Operator Examinations 


8506200205 Forwards Exam Ropt SO 260/OL-05 01 of exam administered on 650408 
11 

BROWNLEE, VL Region 2, Oflice of Director 85/05/09 STEWART.WL Virginia 
Power (Virginia Gloctric a Power Co ) 2pp 31022 116-31022 270 

-8506200220 Exam Rept 50-280/OL.05 01 on 850408-11 Exam rasultsall 10 candl 
dates passed. 

DOUGLAS.WQ, WILSON, 8 A Region 2, Office of Director 85/05/03. 160pp 
31022.118-31022,278 


Y. Dry Cask Independent Spent Fuel Storage Installations 

6602270258 Responds to 841114 request lor addI Info re dry cask ISFSI license 
application Facility will be used for storage of Surry spent fuel rather than transship 
ment to North Anna plant 

STEWART.W.L Virginia Power (Virginia Electric & Power Co) 85/02/08 

CUNNINGHAM, R.E Office of Nuclear Material Sofoty a Safeguard s.DIrootor 91 pp 
29144 321-29144,352. 

8606120404 Forwards doscrlpflon of lacilily to bo Included In revised ISFSI SAR.addt 
details on reinforcing steel, soil spring a damping factors used In design onalysla a 
design drawings of ISFSI layout W/two oversize drawings Aporturo cards in PDR, 
STEWART.WL Virginia Power (Virginia Electric a Power Go) 86/05/09 

CUNNINGHAM.fl E, Division of Fuel Cycle a Material Safely, 13pp, 30883.113- 

30803-125 

8506070411 Advises that F Slurz will attend a make brief slolemont about environ as- 
sessment at 850620 public bearing to consider condltlonal-uso permit lor facility dry 
cask ISFSI. 

RDUSE.L C. Advanced Fuel a Spent Fuel Liconsfng Branch 05/05/30 JONES, M.E. 
Surry County, VA. 1 p. 30798.260-30700 262, 

-85060704 IS Egresses ^predation for assistance In providing NRC representative to 
Surry County Board of Supervisors 850516 meeting.Requesla F Slurz be present at 
660620 meeting to consider conditional use permit for dry cask storage ays. 

JONES, M.E. Surry County, VA, 85/05/20, CUNNINGHAM, R E. Division of Fuel Cycle 
a Material Safety. Ip. 30798.26 1-30798-261. 

-8506070424 Requesla O Smith attend Surry County Board of Supervisors 850620 
meeting to consider conditlonal-use permit for facility dry cask storage sys 
ROUSE, L C Advanced Fuel a Spent Fuel Licensing Branch 06/06/30 BROWN.W.Q 
Fuel Facility Safeguards Licensing Branch. Ip. 30798:282-30798,262, 

8506170666 Responds to 850410 request re permission to Initiate const of Inlllal con- 
crete pad w/altendani security equIpment-Consl of pad a installation of security 
equipment should bo documented to confirm descripllon In application. 
CUNNINGHAM.R E Division of Fuel Cycle a Matodal Safety, 85/06/10. 
STEWART.W.L, Virginia Power (Virginia Electric a Power Co,) 2pp 30980 021- 
30960 022. 

8606250218 Noilllcalion of 850613 meeting w/EPRI.BNWL.TVA a DOE In 
WashIngton.DC to discuss status of spent fuel mgt RaD efforts NRC reviewing diy 
spent fuel storage applications at sites 

ROBERTSJ.P Advanced Fuel a Spent Fuel Licensing Branch 85/06/17. 
ROUSE, L.C, Advanced Fuel a Span! Fuel Licensing Branch. 2pp. 31211:172- 
31211.173, 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


P. Security, medical, emergency & (Ire protection plans 

8506060062 FOIA requesl for encia to Gulf State Utils 840820 deficiency rept re ITE- 
Gould Type 2150 overlosd relays a ends to NRC B40030 Itr to VEPCO re request for 
addi Info on SPDS to be placed in PDR. 

GRABER.L, NUS Corp 85^1/31, Division of Rules and Records, 1p. 30745.004- 
30745-004 
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- .M ' J N-r eK 305 IV re v dat ons noted in Insp Rep's 50-260/05 

. , - c, ^0 Vc'y'n=5‘''‘>=/ 

" :"■' 7:;| t-M’.'/S'; 'SpTp.«; C.“' e5/0./03 0RACE.J N 
• 3tjC4 355 3120-1 357 

■, “x:frcui,‘rpn 

HEATH, SJ Washington 

- i *- lire ‘31217:"35 31217 109 

Ot a'leg^ misconduct details withheld {ret 

7 ».,jpn2 fh.ect Diiectoi 81/12/30 Ip 31217 313 31217 315 

9W«2r57IO (•.C4,a.S_SALP R^ts 50 260/85 05.50 281/85 05,50 338/85 04 & SO- 

,,VV ,V“c5-VTo‘v7c\®!^^feciOf 85/05/10 STEWART.WL Virginia Power 
C^Pc-vt-iCo) 2PP 31246 285 31246 341 

-45.34275794 M-.F Pepts 60 280/85 05 A 50 281/85 05 for Sept 1983 - Feb 1395 J/iO- 
jia .1 <i 'jpWd ID pwrforrn sidf'c^nt vaT/e lineup checklists prior to Unit 2 startup 
• 1 *• ..c'a^a A 'aiiure tD have alteinato feedwater pumps 

■ 2 ^”^0 Director 85/05/10 25pp 31246316-31246341 

8506J70703 forwards Insp fiep’s 60 260/85 12 S 50 281/85-12 on 850402-0506 No 

^-eotco 2, CWce ot Dtieclor 85/05/21 STEWART.W L Virginia 
P wer iW /r.a E ecirS: A Power Co ) ip 31249 197-31249 202 


• -4504275717 i''£p Ri^'s 50 260/85-12 A 50 201/85-12 on 850402 0506 No violations 
•e<J WayC-r areas inspected plant operations & operating 
'if U7 Tn rain sur«e» lance security toliowup ol events A LERs 
fe.F*EOU Pe^n2 Otfico ol Director 85/05/21 5pp 31249198-31249 202 


4se45»47J E.’e'jof^y plan impiementing procedures .including Rev 4 to EPiP-3 04, 
*-''sva'icn ot Local Emergency C^ations Facility" A Rev 3 to EPIP-5 05, "Site 
E.a- s^Min Erieroency plan implementing procedures index end W/650529 Hr 
Vi,4.ER H L , STEWART W L Virginia Power (Virginia Electric A Power Co ) 85/05/ 
2-3 .3RACE.JN Re^on 2, Otfee ol Director 16pp 30676082-30676097 


•$04040003 fwwyos ailcfi mlo, per 850429 tetcon.danfying procedure generation pack- 
s' to aiicrw closeout ol salely evatuation 

S'EWARTWl Vir^nia Power (Virginia Eleclnc A Power Co) 85/05/31. 
C-EN7DNHR Qf^KO d Nuclear Reactor Regulafton, Director THOMPaON.H L Divi- 
Sic-n d Loer^ 5pp 30726 066-30728 070 


4408140508 Revised emargency plan implementing procedures, including Rev 12 to 
£»'P I 01 ' Emergency Mana^ Controlling Procedure," Rev 3 to EPTp- 1 03," Re- 
spenM to AJert A Rev 1 to EfnP-4 05, "Respiralory Protection " W/850610 Ur 
STEWART W L WMna Power (Virninia Electric A Power Co ) 85/06/10. GRACE,J N 
ReS«jn 2, 0*6ce d Dvector 27pp 30897 268 30897 294 


4M427t^ Revised Corporate Emergerviy Response Plan ” W/e50621 Itr 
WTTS j 1 STEWART.W L , FERGUSON, J H Virginia Power (Virginia Eleclnc t 
85/06/21 QR^E,dN Region 2, Office ol Director 2S5pp 31235 289 

312:^183 


f (^>wet1ng ttceriM sUge documents A correspondence 


8508170077 Responds to FOIA request for records ro FIN 8-0469, “Contalnmonl tool* 
Rale Testing Program" A Ouadrex Corp/NRC contracts Forwards dooumonis to FIN 
B 0489 Documents also available in PDR No documents re Quadrex sub) to roqucsl- 
FELTONJM Division of Rules and Records FIN B-0409 65/03/25- 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp 30987 0 3 0- 
30987 076 


-8210120209 "Containment Leak Rale Testing Investigations, progress summary for 
Sept 1982 

NAUS.DJ Oak Ridge National Laboratory FIN B 0489. 02/10/05 ARNDT.Q Wo- 
chanioal Engineering Branch 3pp 30987 1 12 30907 1 14 


-8212010006 Forwards list o( plants for which leak test repts were seloclod (or rovtew 
bv ORNL Leak testing criteria will be prepared (rom reviow.W/o end 
ARNDT, EG Mechanical/SIruclural Engineering Branch 02/00/10, SHAPAKEH.J 
Containment Systems Branch 4pp 3090/ 1 1 0 30907 1 21 


■8506170416 "Containment Leak Rato Testing," monthly progress rept lor Aug ID62 
DOUGAN.d R Oak Ridge National Laboratory FIN B 0469 02/00^6 ARNOT.C Cl 
Division o( Engineering Technology 6pp 30907 127-30907 132 


-B506170575 "Containment Leak Rate Testing," monthly progress repl for Juno 1033 
NAUS.DJ Oak Ridge National Laboratory FIN D-0409 03/06/30 ARNDT.U WO’ 
chanlcal/Structural Engineering Branch 2pp 30987 167-30987.160 


8506100843 Requests plans A schedule lor completion of TMI Action Homs II Kit 30 & 
II K 3,31 Future plant-speollio analysis lor plant performed by Woslinnhouso (or fatcMnJ 
or amends to Tech Specs should be calculated using NOTRUMP code, 

VARG/^.S A Operating Reactors Branch 1 05/05/24 STEWART.W L Virginia P-OWA’f 
(Virginia Electric A Power Co ) 9pp 30024,200-30824 208 


8606040129 Forwards revised VEP-NFE-1-A, "NOMAD Code A Modot," In rosponsa to 
850304 Itr accepting rept for ref in licensing acllons 

STEWART.W L wginia Power (Virginia Eloclrlc A Power Co), 00/05/29 
THOMPSON, H,L Division ol Licensing THOMAS, CO Standardiznllon 8 Spociaf 
Projects Branch 1p. 30700 160 30700 278 


-8506040140 Revised "NOMAD Code A Modol ” 

DZIADOSZ.D , BERRYMAN, R M , BOWMAN, S M Virginia Power (Virglnln Eloctiic S, 
Power Co.). VEP-NFE-1 A 85/05/31 120pp, 30700 159-30700'27fl, 


8506070646 Forwards reissued NPDES normll lor facility 
TAYLOR, J A Virginia Power (Virginia Eloclrlc A Power Co,). 05/05/29 DENTON M 11 
Office of Nuclear Reactor Regulation, OIroctor 40pp 30799 138 30709 100 


8506110033 Notification of 050610 meeting w/utll In eolhosda.MO to discuss umtu4 cf 
steam generator girth wold crack repair. 

NEIGHBORS.JD Operating Reactors Branch 1 05/06/05, VARQA.SA, OpomUivj 
Reactors Branch 1. 2pp, 30837’ 162-30037 103, 


6506210229 Summary ol 650506 mooting w/ullls A Bochtol Corp In Qolli0B(Ja,iM.C> la 
respiratory protection tor subatmosphorlc containments. Agenda A list ol attoiHl<tos 
end 

NEIGHBORS.JD Operating Roectors Branch 1, 66/06/06, Oparnimg tlfrftclw* 
Branch 1 16pp, 31040;045 31040 059 


6506110419 Forwards "Surry 2 ■ Steam Generator Qlrih Wdd Ropnir," pmiumniiuy 
rept, per request 

STEWART.W L Virginia Power (Virginia Electric A Power Co). OS/OOiM 
THOMPSON, H L. Ollice of Nuclear Reactor Rogulation, Director. VARGA, S A, 

Ing Reactors Branch 1 2pp, 30816 047-30016 106 


-8506110426 "Surry 2 - Steam Generator Girth Wold Repair," prollmlnoty rept, 

‘ Virginia Power (Virginia Etodric A Power Co). 05/08/04 59pp 30618 (H1>- 
30816.106, 


8506240631 Responds to Generic Ltr 05 02, "Staff Rocommondod Acllons SlornmBvj 
From NRC Integrated Program (or Rosolullon ol Unresolved Saloty lesuo ro Siaami 
Generator Tube Integrity Description ol stoam gonorator (nsp sampling [kOWftm 
end, 

STEWART.W L Virginia Power (Virginia Eladrio A Power Co.), 0510(1/17 

THOMPSON, H.L. Division of Licensing. I7pp, 31082.021 31062 037 

8606260113 Fotwards tabular summary of key results from regional survey of planl jpe- 
cific info re potential (or uncontrolloa radiation exposures in PWR cavities, per JG Pan- 
low 650316 requosLNo further generic action noeded. 

Director's Ofllco, Office ol Inspodion and Enlorcomonl 85/06/11 
MURLEY.T.E. Region 1, Office ol Director Opp 312111922-31211:330, 

8606250132 Requests addl time to review issues A records ro Implamenlallon plsn lor 
Generic Lfr 83 28, per NRC 850313 request (or addl info.Proposod changes fa T4»^ 
Specs anticipated 

Power (Virginia Eledrio A Power Co) 85/06/19 

DENTON, H R. Office ol Nuclear Reactor Regutallon, Director VARGA, S A. 

Reactors Branch 1. 2pp, 31180 146 31180,146. 

8506270058 Submits list of valves lor which repalrs/roplacemonls Involving wokbig eri 
pressure boundary planned for nonisolablo [farllons ol blowdown sys A main itoam 
branch connections, per ulH 860603 relief request, 

^Viiginia Eledrio A Power Co) 86/06/*! 

DENTON, H R. Office ol Nuclear Raaolor Rogulation, Director. VARQA,8 A. 

Reactors Branch 1, 2pp. 31236'200-31236 201, 


^®®i^8ds to NRC 850305 Ur re violations noted in Insp Repts 60-206/64 
I conducted to essess exlont of tfaec 

l*idMduala roporting io eupervloor. 
iff® Electric A Powm Co.) 85/04/03. QRACW« 

Region 2, Office ol Director. 3pp. 31 204.355 31 204-357. 
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8506250064 Furlher response lo FOIA request for documents in three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available in PDFI Processing of documents continuing 
f ELTON, JM Division of Rules and Records. 85/04/10 HEATH, SJ Washinoton 
Legal Foundation 11pp 31217 095-31217 109 

"8506260294 Physical Security Insp Repts 50-280/81-35 & 50-281/81-35 on 011207- 
11 No noncompliance noted Major areas inspected site security operations during li- 
censee conducted investigation of alleged misconduct Details withheld (ret 
10CFR73 21) 

TILLMAN, A, MCGUIRE, DR Region 2, Office of Director, 81/12/30 Ip 31217 313- 

■O 1 7 O 4 C ' 


8506210501 Ack receipt of 850403 Hr Informing NRG of steps taken to correct violations 
noted in Insp Repts 50-280/85 02 & 50-281 /05-02 

BROWNLEE, VL Region 2, Office of Director 85/04/30 STEWART,WL Virginia 
Power (Virginia Electric & Power Co ) Ip 31057 253-31057 253 

8506270710 Forwards SALP Repts 50-280/05-05,50-281/85 05,50-338/85 04 & 50- 
339/85 04 for Sept 1983 - Feb 1985 

GRACE.JN Region 2. Office of Director 85/05/10 STEWART,WL Virginia Power 
(Virginia Electric & Power Co ) 2pp 31246 285-31240 341 

"6506270766 SALP Repts 50-280/85-05 & 50-201/85-05 for Sept 1983 • Fob 1985 Vio- 
rations noted failure lo perform sufficient valve lineup checklists prior to Unit 2 startup 
Irom 3 wk outage & failure lo have alternate feedwater pumps 
• Region 2, Office of Director 05/05/10 25pp 31246 316 31246 341 

8605130027 Supp1 1 to IE Into Notice 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 065 
31044’171. 

8505130038 SuppI 1 lo IE Info Notice 06 020, "Motor-Operated Valve Failures Due lo 
Hammering Effect " Svc list end 

JORDAN, EL Division of Emergency Proparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 172- 
31044 278 

8606270687 Forwards Insp Repts 50-280/85 13 & 50-281/05-13 on 050415 19 & notice 
of violatlon.W/o notice of violation 

BOOWNLEE,V.L Region 2, Office of Director. 05/05/16 STEWART,W,L. Virginia 
Power (Virginia Electric & Power Co ) 2pp 31250 019-31250 027 

"8606270694 Insp Repts 50 200/85-13 & 50-281/05-13 on 850415-19 Violation 
noted failure to properly label radioactive mall. 

ALBRIGHT,RH, REVSlN,B K , HOSEY,C M Region 2, Office of Dlrocfor 85/05/08 
7pp 31250 021 31250,027 

8506270703 Forwards Insp Repts 50-280/85 12 & 50-201/05-12 on 850402-0506 No 
violations or devlaiions idontlflod 

BROWNLEE, VL Region 2, Office of Director, 85/05/21 STEWART, W,L Virginia 
Power (Virginia Electric & Power Co,). Ip 31249,197-91249,202 

"8506270717 Insp Repts 50-280/85 12 & 60-281/85-12 on 060402 0506 No violations 
noted Major areas inspoclod plant operations & operating 
records, maint,survolllance,security, followup of events & LERs 
BURKE,DJ„ DAVIS,MJ, ELROD,S. Region 2, Office of Director 05/05/21 Spp. 
31240,198-31249 202. 

8505200690 IE Info Notice 05 039, "Auditability of Electrical Equipmont Qualification 
Records at Licensees Facilities." Svc list end, 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22 Consolidated Edison Co. of New York, Ino 106pp, 30037 258- 
30837 363. 


6505200600 IE Info Notice 05-040, "Deficiencies in Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of Now York, Inc. 106pp 3084B’166 
30848 271 


8506060161 Forwards request (or addi Info on 840921 proposed Tech Specs re insarv- 
Ice insp.Response requested within 30 days of Hr receipt, 

VARGA.SA Operating Reactors Branch 1. 85/05/28, STEWART.W.L Virginia Power 
(Virginia Eleolric & Power Co), 4pp 30780’381 -30781.001. 

0606270685 Forwards Insp Repts 50-280/86-17 & 60-201/86-17 on 860429-0502 No 
violations or deviations noted. 

BROWNLEE, VL Region 2, Office of Director, 85/05/28 STEWART.W.L, Virginia 
Power (Virginia Electrio & Power Co ) 2pp, 31 251 '001-31 251:006, 

••6606270562 Insp Repts 50-280/85-17 & 60-20 1/85-1 7 on 860429 0502 No violation 
or deviation noted.Major areas lnspected.10CFR50, App J & Type A,B & C leak rate 
testlr^g 

MELLER,LS„ JAPE.F. Region 2, Office of Director, 05/05/22 4pp. 31251-003- 
31251,006 


8505200187 IE Into Notice 85 043, "Radiography Events at Power Reactors " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30, Consolidated Edison Co ot New York, Inc 120pp 30864 167- 
30064 207 


8605280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost ” Svo 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/30 Consolidalod Edison Co of New York, Inc i21pp 30064 045- 
30864 166 


0508060677 IE Info Notice 05-045, "Potential Seismic Interaction Involving Movable In 
Coro Flux Mapping Sys Used In Weslinghouse Designed Plants " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103] 65/06/06 Consolidated Edison Co of New York, Inc 122pp 30865 001- 
30B65 046 

6506060707 IE Info Notice 65 046, "Clarification of Several Aspects ol Removable Fla- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10 Consolidated Edison Co of Now York, Inc 124pp 31043 301- 
31044 064. 

8506140240 IE Info Notice 05-047, "Potential Effect of Line Induced Operallon on Cer- 
lain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/06/10 Consolidated Edison Co, ol New York, Inc 134pp 31266 167- 

04OCQ ^nA 


8S061 40836 IE Into Notice 85-040, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylindora," Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 05/06/19 Consolidated Edison Co of New York, Inc 123pp 31376.064- 
31376183, 


6506270570 Informs that augmented inservioe Insp program will be discontinued due to 
failure to Identify concerns associated w/welds In flCS pressure boundary during past 
12-13 yrs License amend will be provided to restore wold insp program 
STEWARTiWL, Virginia Power (Virginia Electric & Power Co) 85/06/20 
DENTON, H R Office ot Nuclear Reactor Regulation, Dlrodor VARGA, S A Operating 
Reactors Branch 1 3pp 31239,166 31239'167, 


R. Periodic operating reports & related correspondence 

8606100468 Monthly operating reels lor Mar 1985 W/850412 Hr, 

SAUNDERS.R F , JONES,V , STEWART.W.L. Virginia Power (Virginia Electric & Power 
Co.). POW 34-04 06/03/31, BEEBE, M R Ollice of Resource Management, Director 
36pp 30804.217-30804 252 


S. Reportable occurrences, LERa & related correepondence 

8606060249 LER 85-003 OO.on 8B0428,Typo C testing revealed both outside roclrcula- 
(ion spray pump suction valves MOV RS 255A, B(Ens 20) Inoporable.On 850510, out- 
side recirculation spray pump discharge valve Inoperable, W/050523 Hr 
SAUNDERS.R, F Virginia Power (Virginia Electric & Power Co.). 85/05/23 Spp 
30725:335-30725:337. 

8606040747 LER 05-002-01 on 05O215,charging pump intermediate seal coolers discov 
ored improperly aligned, Caused by personnel orror.Proper intermediate seal cooler 
placed in svc. Personnel relnstructod re following procedure8.W/850524 Itr. 
SAUNDERS.R F, Virginia Power (Virginia Eloctrle & Power Co ) 85/05/24. 4pp, 
30708,118-30700:121, 

8606120191 LER e6-004-00'on 850501 .degraded terminal screws used to terminate 
field wiring Inside Rosemount IransmIHers & CONAX seal assemblies did not provide 
positive environ seal, Caused by overtorqolng hollow screws W/850B31 Itr. 
SAUNDERS.R.F, Virginlo Power (Virginia Elociric & Power Co) 65/05/31 4pp 
30857:116-30857:118, 

8606140586 NPDE8 noncompliance nolitication on 860529, oil spill from storm drain 
discovered Caused by surface runoff due lo rain Oil dispersed before cleanup proce- 
dures Initialed 

TAYLOR, J, A Virginia Power (Virginia Electric & Power Co ) 85/06/03, DASS.K C Vir- 
ginia, Commonweafth of. 2pp 30932:093 30932 094. 

8506110334 Sopptementat Part 21 rept re addI circuit breakers.furnlshed as 8paras,w/ 
overcurrenl trip devices that may have short time delay band lever.ltems require Insp 
& replacemenl if link found Incorrect. 

KAISER.AF. Brown Boveri Corp, (subs, of Brown Boveri & Co„ Ltd.), 05/06/00 
DEYOUNG, R.C Director's Office, Office of Inspection and Enforcement. 3pp. 
308 14:260-3081 4:262 


8506270714 Forwards Insp Repts 60-260/85-16 & 60-28 1/86-1 6 on B50422-26.No vio- 
lation noted 

BROWNLEE, VL Region 2, Office ol Direolor, 85/05/20, STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp, 31 249'272-31 249:285, 

"6606270721 Insp Repts 50.200/05-16 & 60-281/86-16 on 050422-26, No violation or 
deviation noted.Major areas Inspeoled'cracking In steam generator girih 
welds. Inservice insp, review of Info re proposed Tech Spec changes & inspector fol- 
lowup items. 

GIRARD.EH, BLAKE, J.J Region 2, Office ol Director, 86/05/22, 12pp, 31249,274- 
31248.265. 


8606240106 NPOES noncompliance nollflcatlon:on eS0606,oil spilled In facility water 
discharge canal.Caused by oil enterli^ storm drain from nearby equipment & running 
off during heavy rainfall Spill cleaned Hoaling boom placed around drain. 

TAYLOR,JA, Virginia Power (Virginia Eleolffc & Power Co.), 85/06/10, DAS.KC Vir- 
ginia, Commonwealth of, 2pp. 312O3;287-31203:288. 


8506240097 NPDES noncompliance notilicallon-on 05061 0.max permit limit ol 20 mg/I 
exceeded.Qrab sample revealed oil & grease content of 57.4 mg/I, No immediate cor- 
rective action taken due lo sample taken after discharge completed. 

TAYLOR,J.A Virginia Power (Virginia Electric & Power Co.). 85/00/12, JENKINS,R.R. 
Virginia, Commonweallh of Ip. 31 204:239-31 204:239. 


8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements." Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29. Consolidate Edison Co. of New York, Inc. f20pp. 30e52'245- 
30852:363. 


8606240002 LER B6-005-00,on 050514 & 16,aulomallo Initiation of Hazard Zones 8 & 
4,respeolively,locked out w/no fire watch present Caused by lack of procedure & 
(raining Procedure (or C02 sys lockouts wilt be Implemented, W/850614 Itr, 
SAUNDERS.R.F, Virginia Power (Virginia Eleolrlo & Power Co). 85/06/13, 6pp. 
31204:157-31204:161. / hh. 
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&5aS270S68 NPDES non compliance no till cation on 85061 3, grab sample from Outfall 
002, gas turbine oil tank dme.registefed pH of 5 7, lower than 60 pR allowed by 
permit Probably caused by acid ram, as oil spill from lank never occurred 
TAYLORJA Virgmla Power (Virginia Electric & Power Ck>) 05/06/17 JENKINS, R R 
Virginia, Commonwealth of 2pp 31250 361 '31250 362 


Y. Dry Cask Independent Spent Euel Storage Inetallatlona 

3502270256 Responds to 841114 request tor add) Into re dry cask ISPS) license 
application Facility wili be used for storage of Surry spent fuel rather than transship 
monl to North Anna plant 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 65/02/08 

CUNMNGHAM.R E Office o# Nuclear Material Safety & Safeguards, Director, 31 pp 
2SU4321'29t44 352 

6506120404 Forwards descrTplfon of facilrty to be included in revised ISFSI SAR,addl 
details on reinforcing steel, sod spring & damping factors used in design analysis A 
design drawings of ISPS) layout VV/two oversize drawings Aperture cards In PDR, 
STEWART, Wl Virginia Power (Virginia Electric & Power Co) 85/05/09 

CUNNINGHAM, fl B Division of Fuel Cycle & Matenal Safety 13pp. 308B3113 
30863 125 

0506070411 Advises that F Sturz wilf attend & make bnel statement about environ as 
sessment at 850620 public tieanng to consider conditional use permit tor facility dry 
cask ISFSl 

ROUSE, LC Advanced Fuel & Spent Fuel Licensing Branch 85/05/30 JONES, M E 
Surry County, VA Ip. 30 798 '2 6 0-3 0798 262 

-6 SO 6 0704 15 Egresses ^preclalion for assistance In providing NRC represenletiva to 
Surry County Board of Supervisors 850516 meeting Requests F Stur? be present at 
850B20 meeltng to consider conditional use oermlt for dry cask storage sys 
JONES, ME Suny County, VA 85/05/20 CUNNING HAM ,R E Division of Fuel Cycle 
& Material Satety Ip 30798 261 •30798:261, 

«0 506070 4 24 Requests O Smith attend Surry County Board of Supervisors 850620 
meeting to consider conditional use permit for facility dry cask storage sys 
ROUS^LC Advanced Fuel 4 Spent Fuel Licenarna Branch 65/05/30 BROWN, W.G 
Fuel Facility Safeguards Lrconslng Branch Ip 30798 262-30798 262 

6506170666 Responds to 650410 request re permission to Initiate const of initial con- 
crete pad w/ attendant secunly equipment Const of pad & Installation of security 
equipment should be documented to confirm desoriplJon in applicallon 
CONNINQHAM,R E, Division of Fuel Cycle & Material Safety 85/06/10 
STEWART.W L Virginia Power (Vi/gmia Electric & Power Co), 2pp 30980'021- 
30060 022. 

8506250218 Notlficatfon of 850613 maoting w/ePfll,BNWL,TVA 4, DOE In 
Washington, DC to discuss status of spent fuel mgt R&D eftoris NRC reviewing dry 
spent fuel storage applications al sites 

ROa£RTS,J P. Advanced Fuet & Spent Fuel Licensing Branch 65/06/1 7 
ROUSE, LC, Advanced Fuel 4 Spent Fuel Licensing Branch. 2pp 31211,172- 
31211.173. 
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F. Security, medical, emergency S fire protection plana 

6506030558 Concludes that State of Wi 4 local emergency preparedness plans 
adequate Public atert 4 notification sys approved on 350425 per App 3, Rev 1 to 
NUREG-0S54/FEMA-nEP-T, "Std Guide for Evaluation of Alert 4 Notification %s 
SPECK.SW Federal Emergency Managomenl Agency 85/05/16 DIRCKS.WJ 
Office of the Eitaeulive Director lor Opfirallons, Ip. 30B86'22D'30686 220 

8506240548 Forwards Safety Insp Rep Is 50-282/39 07 & 50-306/85-05 on 850513 
15, No nortcompllance noted 

PAPERIELLO.CJ. Region 3. Olllce of Director, 65/05/20, URSON.CE Northern 
Slates Powar Co 2pp 31201 313 31201 331 

-85062405S5 Insp Rapts 50-282/85-07 4 50-306/69 06 on 850513-15 No noncompli- 
ance noted Ma/or areas Inspected emergency preparedness exerclse,lncludtng 
obsarvatlons,kev functtons & localfons durfng exercise. 

PATTERSON,J P„ PLOSKI.T.J, WILUAMSEN, NR flag ion 3, Office ol Director 65/ 
05/29 12pp 31201320-31201 331 

6506040339 Advises lhat 650516 Rev 11 to security plan consistent w/ provisions of 
10CFfl50.54(p> 4 BCceplabfe. 

AXELSON.W.L. fleglon 3, Office of Director. 85/05/30, LARSON.C E, Northern Slates 
Power Co. 2pp. 30703,259 30703,260 

8506060046 Adwfses of NRC approval of Stale of Wl emer^ncy response plan 4 asso 
elated focal plans, based on review ol FEMA findlngs.SEns 60-282/82-2 f 4 60-306/ 
82-21 .Issued on 821227, concluded licensee emergency plan acceptable 
PAPERIELLO.CJ. Region 3, Office of Director. 85/05/31 LARSON, C.E Northern 
Stales Power Co 2pp. 3 0728' 234-3 0728 236. 

8506110423 Revised annergency plan Implementing procedures, Including Rav 6 to F3-3 
re responslbllilles during notification ol unusuat event 4 Rev 11 to F3 4 re responsibil- 
ities during alert, site area or general emergency W/ 6 50609 Itr 
SCHUELKE.DA. FEY.F.L Northern Slates Power Co. 85/06/05, 49pp, 30816'317- 
30817:048, 

85062405 S3 Provides addi Info re mods planned to conform lo flav 2 to Reg Guide 
1 07, "Instrumentation for Llght-Waler-Cooied Nuefaar Power Plants to Assess Plant & 
Environs (iionditions During 4 Following Accident" 

MUSOLF.D. Northern Slates Power Co. 85/06/06. Otiica ol Nuclear Reactor Regula- 
tion, Director. 3pp. 3106431 1-31065'313 


•J. Insurance & Indemnity Inlormatlon 

B606030521 Forwards Endorsemanis 77,63,65 & 55 lo NELfA Policy NF-174 4 MAELU 
Policies MF-51.NF-197 4 MF-68.reBpeolively. 

JOHNSON.R.G. Northern States Power Co. 85/05/22. OINITZ.I, Antitnisl & Economic 
Analysis Branch (Utility Finance) 6pp, 90664.333-30664.337, 


P Operating license stage documents & correspondence 

8506030390 Partial response to FOIA request tor three categories ol documents to be 
made available at PDR re NSHCs App A documents encl 4 placed in PDR Search 
continuing 

FELTON, JM Division of Rules and Records 64/11/08 ADATO.M Union ol Con- 
cerned Scientists 4pp 30720 001-30720 005 

-8506040284 Notice of consideration ol issuance of amends to Licensos OPR-24 A 
OPR 60 & proposed NSHC determination & opportunity lor hearing re request to 
change limit ol core local heat flux ratio 

CLARK, R A Operating Reactors Branch 3 83/07/08 7pp 30721 139 30721 216 

8508170077 Responds to FOIA request for records re FIN B-0489, "Contalnmont Leak 
Rate Testing Program” 4 Quadrax Corp/NRC contracts Forwards documents re FIN 
6-0489 Documents also available m PDR No documents re Quadrax sub) to request 
FELTON,) M Division ol Buies and Records FIN 6 0489 45/03/25 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp 3 0087 038- 
309B7 076 

-8210120209 “Conlainmen! Leak Rate Testing Investigations," progress summary lor 
Sept 1982, 

NAUS.OJ Oak Ridge National Laboratory FIN 0 0489 82/10/05 ARNDT.G Ms- 
chanical Engineenng Branch 3pp 30987112-30987 114 

-0212010006 Forwards lisl of plants for which leak test repts were selected for review 
by ORNL Leak testing criteria will be prepared from review W/o encl 
ABNDTpEG Mechanical/ Structural Engineering Branch 82/00/18. SHAPAKER.J 
Containment Systems Branch 4pp 30987118-30987,121 

-8506170281 "Contalnmenl Leak Rato Testing Investigations." monthly progress repi 
for Nov 1982 

DDUQAN.JR Oak Ridge National Laboratory FIN 0 0469. 82/12/07 ARNDT.G Me 
chanical/Struolural Engineering Branch 3pp 30987115-30907.117 

-8506170416 "Contalnmenl Leak Rate Tesiing," monthly progress rent for Aug 1982 
DOUGAN.J R Oak Ridge National Laboratory FIN B-0489 82/08/26. ARNDT, E Q 
Division ol Engineering Technology 6pp 30987 127-30987 132 

650S030107 Forwards safety evaluation re ulil 631104 response lo Generic Lir 83 
28, Items 3,1,1,3 1 2,321,322,4 1 4 451 Response to items acceptable Review 
complete 

MILLEfl.JR Operating Reactors Branch 3 85/05/13 MUSOLF.DM Northern Sfatos 
Power Co 1p 30706 359 30706 381 

-8506030116 Safety evaluation supporting util 831104 response to Gonerfc Ltr 83- 
28, Items 3 1 t, 3 1 2,3 2 1.3 2 2,4 1 4 4 5 1 

* Office ol Nuclear Reactor Regulallon, Director 85/05/13, 2pp 307C6 360 

30700,361 

8506040098 Forwards safety evaluation 8 request lor addI Info re Generic Ltr 82-28 on 
core cooling Inslrumentotion sys, per NUREQ O737.ll0m If F 2 Sito audit schodulod for 
850620 to review functional test results 

MILLEfl.JR Operating Reactors Branch 3 85/05/13 MUSOLF.DM Northern SIflIoa 
Power Co 2pp 30719 258-30719 283 

-8506040118 Safely evaluation re Generic Ltr 62-28 on Inadequate core cooling ln>8lru- 
mentation sys, per NUREG 0737, Item II F 2 Use of proposed generic Woslinghouae 
approach to reactor vessel level Instrument sys acceptable. 

■ office of Nuclear Reaclor Regulation, Direclor 85/06/13, 4pp 30719 260- 

30719 263 

8505240241 Forwards application for amends to Licenses DPR 42 4 DPR 60, request- 
ing Tech Spec change (o authorize use of steam generator sleeves for repair ol de 
tectwe steam generator tubes Fee paid 

MUSOLF.D Northern Slates Power Co 85/OS/I 7 Ollioo of Nuclear Reactor Regula 
tion, Director. 2pp. 30680 091-30681 101 

-8505240247 Application for amends to Lioenaas DPR-42 & DPR 60, raquasling Tech 
Spec change to authorize use of steam generator sleeves lor repair of daloclive 
steam generator tubes 

MUSOLF.D Northern States Power Co 85/05/17 5pp 30600,093-30680 097. 

-SS0S240273 Proposed Tech Specs requesting euthorizallon lo use steam generator 
sleeves for repair ol defective steam generator tubes 
' Northern States Power Co 85/05/17 400pp 30680098-30680.105. 

-8506030187 "Prairie Island Units 1 4 2 Steam Generator Sleeving Ropt (Mechanical 
Sleeves) 

* Westlnghouse Electric Corp, WCAP-10767 85/01/31 138pp, 30600' 106-30860.243 

-8806030195 "Steam Generator Sleeving Rent (Brazed Sleeves) " 

* Westlnghouse Electric Corp, WCAP-10820, 85/03/31 164pp. 30680' 24 4 -3068 1.037. 

-8506030219 "Prairie Island Steam Generator Tuba Repair Using Leak-Tight Slaaves," 
final rept. 

* Combustion Engineering, Inc, CEN-294-NP 85/05/15 SOpp 30601'038 306ai'l01 

8506130283 Supp1 1 10 application lor amends to Licenses DPR-42 & DPR-00, revising 
Tech Specs lo authorize use ol steam generator sleeves for repair ol defective steam 
generator tubes, Proprietary rents withheld fref 10CFR2 790). 

MUSOLF.O Northern States Power Co. 85/06/03, Office of Nuclear Reactor ftagula- 
tIon, Director 2pp, 30859001-30859:012 

'*8608130287 Requests that proprietary WCAP-10756, "Prairie Island Units 14 2 Sleam 
Generator Sleeving Rept (Mechanical Sleeves)," be withheld from public disclosurs 
(ref 10CFR2.790i Affidavit and. 

WIESEMANN.B A Westlnghouse Electric Corp, 85/03/07, DENTON.H.R. Office ol 
Nuclear Reactor Regulation, Director. lOpp, 30859 003-30859.01 2, 

6606240073 Forwards safaty evaluation accepting Westlnghouse Owners Group (WOQ) 
use of NOTRUMP If member of WOQ,TMI Action Item ILK.3.30 complete 4 plant spe- 
cific analysis per TMI Aclion Item ILK 3.31 tfue within 1 yr of receipt ol Ifr 
BUTCHER, EJ, Operating Reactors Branch 3 85/06/06. MUSOLF.D.M, Northern 
States Power Co. 9pp. 31 166.352-31 166 360. 
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8506250113 Fowards tabular summary of key results from regional survey of plant-spe 
cific fnfo re polenllal for uncontrolled radiation exposures In PWR cavities, per JG Part- 
tow S50315 request No further generic action needed 

TAVLORiJ M, Director’s Office, Office of Inspection and Enforcement 85/06/10 
MURLEY.TE Region 1, Office of Director 9pp, 31211 322-31211-330 

8506270206 Submits addi Info re implementation of NUflEQ-0737,ltem If F 2 concerning 
Inadequate core cooling Instrumentation, In response to JR Miller 050513 request Draft 
model Tech Specs encT. 

MUSOLF.O Northern States Power Co 85/06/18 Office of Nuclear Reactor Regula- 
tion. Director 9pp 3123<l-354-31234 362 


6506140240 IE Info Nottca 85 047. "Potential Effect of Lino Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of New York, Inc, f34pp. 31268 157- 
31268 304 

8506140836 IE Info Notice 65-048, "Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAfT.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/19 Consolidated Edison Co of New York, Inc f23pp 31376064 
31376,183 


O. Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs ’’ Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103} 85/05/14 Consolidated Edison Co of New York, Inc. 107pp 31044 065- 
31044 171 

8505130036 Suppl 1 to IE Info Notice 85-020, "Molor-Oporaled Valve Failures Due to 
Hammering Effect " Svc list end 

JORDAN, tL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14, Consolidated Edison Co of Now York, Inc 107pp 31044-172- 
31044 278 

8506030071 Forwards Safety Insp Rept 50-282/65-11 on 850415-0502 & notice of vio 
latfon 

REYES, LA Region 3, Office of Director 85/05/17 LARSON,CE Northern Slates 
Power Co. 2pp 30686-129-30686141 

-8S06030076 Notice of violation from insp on 050416 0502 
REYES, LA Region 3, Office of Director 05/05/17 2pp 30686.131-30606,132 

-8 506030082 Insp Rept 50-202/85-11 on 850415-0502.NoncompliBncos noted, failure 
to have adequate containment inlegrated leak rate test procedures & failure lo per- 
form repairs to penetrations prior to Type A test 

HARE.SM, QULDEMOND.WG Region 3, Office of Director 85/05/17, 9pp 
30686133 30686141, 

8505280590 IE Info Nollce 86 039, "Audi lability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc 106pp, 30037.250- 
30837 363, 

8605200600 IE Info Notice 85 040, "Oetldendes In Equipment Qualification Testing & 
Cerliflcalion Process " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co, of New York, Inc. t06pp 30848-166- 
3OB40 271, 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLO Elements," Svc list end, 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/06/29. Consolidated Edison Co of New York, Ino l20pp. 30652,246 
30852 363 


8508270574 Forwards response to Generic Llr 05 02 on NRC integrated program (or 
resolution of unresolved safety Issues re steam generator tube (ntegrity.induding prac- 
tices for ensuring Insp due to Category C 2 results 

MUSOLF.D Northern Stales Power Co 85/06/19 Office of Nuclear Reactor Regule 
tion. Director 13pp 31239006-31239018 


R. Periodic operating reports & related correspondence 

8506100236 Monthly operating repts (or Mar 1005.W/050403 Itr 
DUGSTAD.D, MUSOLF.D Northern Stetos Power Co 85/03/31 9pp 30827,125- 
30027,133 


S. Reportable occurrences, LERs & related correspondence 

8606170064 LER 83-020/03L-0 on 031O31,durin9 review of surveillance prograrn.one 
monthly survolllanco test found not performed according lo Tech Spec 4 0 Caused by 
personnel (allure to update schedule during Unit 2 refueling W/831 130 Itr 
HUNSTAO.AA, MUSOLF.D, Northern Stales Power Co 03/11/30 2pp 30970-343- 
30978-344 

8606170045 LER 85 009-00 on 05 05 08, reactor tripped on low steam generator level 
plus feedwater I low/ steam flow mismatch Caused by separated solder on Instrument 
elr tino joint Repairs made & reactor restarted W/850607 Itr 
HUNSTAD,A.A , MUSOLF.D Northern States Power Co, 85/06/07 3pp 30978 358- 
30976.360. 

8500210464 LER 85 010 OO.on 850509, reactor tripped on low steam generator 
level Cause not slated Main feedwater pump discharge valve opened & restart 
completed Rept will be circulated for trainlng.w/850610 Itr 

HUNSTAD.A , MUSOLF.D Northern Slates Power Co 05/06/10 3pp 31067,226 
31057 227 


V. Operator Examinations 

8506040652 Notifies that written & ora! exams (or operator & sonlor operators sched- 
uled (or wk of B50626 Approved ref mail listed In End 1 required by 850625. 

REYES.L Region 3, Olllco of Director 05/05/24 LARSON.CE Norlhorn Slates 
Power Co 6pp, 30709,025-30709,029, 


8606240648 Forwards Safety Insp Repts 60-282/66 07 & 60-306/85 00 on 050513- 
15.No noncompllance noted. 

PAPERIELLO.CJ Region 3, Office of Director, 85/05/29 LARSON.C.E, Northern 
Stales Power Co, 2pp. 31201:316-31201,331. 

-8506240555 Insp Repls 60-282/06-07 & 60 306/05-06 on 050513-15, No nonoompli- 
ance noled.Major areas Inspected.emergency preparedness exerclse.lnduding 
observatlons.key (unctions & locations durina exercise 

PATTERSON, J P., PLOSKI.T.J , WILLIAMSEN.N.R, Region 3, Ollice of Director. 86/ 
06/29. 12pp. 31201:320-31201.331. 
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F. Security, medical, emergency & (Ire protection plans 


8606 100620 Roquesls full size drawings for May 1986 regulatory otfoctivenoss review of 
vital areas, List of requested drawings end. , ^ ^ 

HUNTER.DR. Region 4, Ollice of Director, 85/06/04. ANDREWS.R.L Omaha Public 
Power District, 4pp. 30793-234-30703.237. 


8605280187 IE Info Notice 86 043, "Radiography Events at Power Reactors." Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/30, Consolidated Edison Co, of New York, Ino, f20pp. 30064-167- 
30864:287 


8606110292 Requests listed addI into clarifying revs to emergency plan within 30 
days Changes do not decrease effectiveness of response capabilities, per 
10CFR60 64(q) 

HUNTER.D.R, Region 4, Office of Director. 85/06/06 ANDREWS.R.L Omaha Public 
Power District. 3pp 30807,098-30807' 100 


e50'S280196 IE Info Notice 86-044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/30 Consolidated Edison Co, of New York, Ino 121pp. 3O0e4;O45- 
30864:166 


8506100613 Responds lo NRC 650602 llr re violations noted in Insp Rept 60 262/85- 
oa.CorrectIve actions. Procedure SP 1005 re nuclear power range dally callbr revised 
lo make arithmetic error less likely. 

LARSON, C E, Northern Stales Power Co. 85/06/31 HARRISON, J J, Region 3, Office 
of Director. 2pp. 30794; 192-30794-1 93 

8506060877 IE Info Notice 86-046. "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants." Svc list end. 
JORDAN, E L. bivTslon of Emergency Preparedness & Engineering Response (Post 
830103), 85/06/06, Consollds’.ed Edison Co of New York, Ino 122pp. 30865.001- 
30835-046. 


8506240399 Forwards Insp Repts 60-2B2/85-13 & 50-306/65-10 on e50522,No viola- 
tions Of deviations noted ^ ^ 

HARRI80N,J,J. Region 3, Office of Director. 86/06/07. LARSON,C E Northern Slates 
Power Co. Ip 31 202. 166-31 202; 171. 

-8508240304 Insp Repts 50-262/85-13 & 60-306/86-10 on 850522 No violations or de- 
viations noled.Major areas inspeotediutll aollon re IE Bulletin 80-1 1 concerning ma- 
sonry wall design, _ 

NORTON, J.F.. WILLIAMS,C,C. Region 3, OHice of Director. 85/06/05, 3pp. 
31202;169-31 202:171. 


8608060707 IE Info Nollce 85-046, "Clarification of Several Aspects o( Removable Ra- 
dioactive Surface Contamination limits (or Transport Packages " Svc list end. 
JOnDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/06/10 Consolidated Edison Co. of New York, Inc. t24pp. 31043:301- 
01 044’ 064. 


8508210420 Forwards safely evaluation approving continued Implementation of SPDS 
required per NUREG 0737,Suppl I.AddI Info requested re human factors review of 
SroS & Isolation devices used lo inlerfaco SPDS w/plant 

BUTCHER, EJ Operating Reactors Branch 3, 85/06/07 ANDREWS.R L Omaha 
Public Power District 2pp, 31048,000.31048-003 

-BS0621043S Safety evaluation approving continued implementation of SPDS required 
per NUREQ-0707,Suppl 1 Addi Info requested re human factors review of SPDS A Iso- 
lation devices used to Interface SPDS w/plant. 

* Office of Nuclear Reactor Regulation, Director 85/06/07 12pp. 31048 0B2- 
31048-093 

8606210290 Provides schedule for completion of human factors malnt plan re 
DCRDR.per 850616 commitment Summary rept suppl scheduled tor Issuance by 
85081 S.Upgraded emergency operating procedures will be completed by 050907 
ANDREWS.R L. Omaha Public Power Diatrlct 85/08/16 BLrTCHER.EJ, Operating 
Reactors Branch 3. 2pp, 31025:056-31025.057. 

8506240204 Forwards Insp Rept 60 285/85-08 on 660406-12 & notice of 
violation Notice of violation withheld (ref 10CFR73 21). 

HUNTER.D.R Region 4, Olrice of Dlraclor. 85/08/17. ANDREWS.R L. Omaha Pubfio 
Power DistrioL 2pp 31061:216-31061:217 

-8506240208 insp Rept 60-285/85 08 on 850408-1 2.Violatlon noted. unqualKled securi- 
ty personnel, Details withheld Jref 10CFR73.21). 

CALDWELL.R.A,, EVERETT, R,J„ MARTIN.LE Region 4, Office of Director. 85/06/14. 
Ip, 31061:217-31061:217. 

6506280025 Ack receipt of 860523 & 0617 lirs Informing NRC of steps taken to correct 
violations noted In Insp Rapt 60-2BS/6S 02. 

HUNTER, D R. Region 4, Office of Director. 86/06/24 ANDREWS.R.L. Omaha Public 
Power District. 2pp, 31253 319-31263,328, 
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■8506280035 Responds lo NRC SSOilSO Itr re violations noted in Iri'Sp Repl 60-285/85- 
OZCorfoctive actions memo of training sent lo all individuals w/green or yellow 
badges & ti elders of badges not permitted in radiation controlled area 
ANDREWS, R L Omaha Public Power District 85/06/23 DENISE, R P Region 4, 
OHice of Director Spp 31253 321-31253 OS'S, 

■850626DD45 Corrects ro^onse to NRC 650523 ftr re violations noted In Insp Rept 50 
285/85 02 diie to tvpo,Corrective aclronsmemo of training sent to all Individuals w/ 
green or vellovv identification badges 

ANDREWS.RL Omaha Public Power District 85/06/10 DENISE, fl P Region 4, 
Office of Director 2pp 31263 327-31253 328 


I. Financial Information 

8606280077 Forwards 1985/1966 statement of cash flow operations as guarantee tor 
payment of delerred relrospective premiums (or 850630 860630 
PETERSON.HE Omaha Pubipc Power District 85/06/25 SALT2WAN,J Assistant Di- 
rector lor Stale & Licensee Relations 3pp 31257 115 31257, 141 


P. Operating license stage dacumenta & correspondence 

850613004S Partial response to FOIA request for all documents re NRC procedures for 
detection & control or alcohol & lUegal drug use by persons engaged In bldg or const 
of nuclear reactors or lacililfes Forwards App A documents 

FELTON,JM Division of Rules and Records 85/01/28. HEATH, SJ Washington 
Legal Foundation 55pp 30937047-30937 157 

>■8598130050 Forwards repts of 830321 discussions w/utils re drug & alcohol program 

5 policy at laciiily Fma) meetings will be conducted during wk ot B3041B 
CHECJC.P S Region 4, Office of Director 83/04/13 DETOUNG.R C Director's Office, 
Office of Inspection and Enforcemeni 1p- 30941 ‘282 30941 2B2, 

-8506130052 Discussion w/util on 830321 re facility drug 6 alcohol program A policy 
BANGART.R.L. CHECK,PS Region 4, Office ol Director 83/03/21 3pp 30941 283- 
30941 .285 

-8506130381 forwards schedule of Region iV meetings w/utils re atcohol & drug abuse 

6 producliort of repis on meetings First repi end 

CHECK, P.S Region 4, Office of Director 83/03/24 OE YOUNG. R C Director's Office, 
Office of (napectlon and Enforcemeni 2pp 30941 277-30941 278. 

6S08T7OO77 Responds to FOIA request for records re FIN B 0469, "Contain meni Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts forwards documenis re FIN 
B- 04 09, Doc u men is also available In POR.No documonls re Quadrex subj to request 
FELTON.JW Division Of Rules and Records FIN 3-0489 85/03/25 

REYTBLATT.Z V. Warrert Wilson College, Swannanoa, NC 7pp 30907 036- 
30987.076. 

-8210120209 "Conleinment Leak Rale Testing In vast Jgai Ions,” progress summary for 
Sept 1982 

NAUS.DJ Oak Rfdge National Uboratory FIN 8 0489, 82/10/05 ARNOT.G Me- 
chanical Engineering Branch 3pp 30937:1 1 2-3(J9fl7r1 1 4 

-8506170281 "Conialnmenl Loak Rale Testing InvestigaHons," monihly progress reel 
lor Nov 1982. 

DOUQAN,J R, Oak Ridge National Laboraiery. FIN B 0489 82/12/07. ARNDT ,G Me 
chanfcal/SIruclura I Engineering Branch 3pp 30907*116-30987:117, 

-8506170416 "Containment Leak Rale Testing/’ monihly progress rept lor Aug 1982 
DOUGAN,JR. Oak Ridge Nalional Laboratory, FIN B-O4a0 82/08/26 ARNDT, EG, 
Division of Engineering Technology. 6pp. 30887.127-309B7.132, 

8506270357 Forwards agenda for 050426 moalmg & map ol electric bldg in Omaha UsI 
ol will altendess provraed W/o and 

JONES, WC. Omaha Public Power Dfslrlcl 86/04/12 MARTIN.RO. Region 4, Office 
of Director. Ip 31252.267-31252,267. 

8506039407 Informs that streamlined process for generic radiation protccllon refresher 
tralnlngi^belng developed Preliminary version el program will be ready for trial purposes 

ANDREWS, n,L Omaha Public Power District 85/05/14 MARTIN, R D. Region 4, 
Ofllca ol Dfrector Ip 30678.050-30678 059. 

8508030119 Forwards Rev 2 to QA program description, raltectlng current organlzallon & 
biles, specific commllmenls (o ANSI sfds & reg guides & editorial changes Rev will be 
Included In future amend to updated FSAR. 

ANDREWS.RL, Omaha Public Power Disiaci, 85/05/17. DENISE, RP, Region 4. 
Office of Director. 2pp, 30673 1 60-308 73'2 16, 

-8S08030 1 12 fley 2 to QA program. 

• Omaha Public Power Dlelrlcl, 85/04/30 36pp 39673 182-39873216 

6606190051 Forwards dralt SER requesting addi Info re Generic LIr 83-28, Item 1.1 con- 
cerning posl-lrip reyiew.Addl Info needed re criteria for determining acceplabllity of re- 
atari & melhod 

MILLER, J.B. Operating Reactors Branch 3 85/05/21 ANDREWS, R.L Omaha Public 
Power Dlstricl 4pp. 30830-242 30830:246, 

-6506190056 Draft SER re licensee 841104 response concerning Generic Lir 83- 
28, Hem 1.1 on post -trip review program description & procedura.AddI info requested 
lo complete review ot pcst-lnp review program, 

‘ NRC - No Deiailad Alhllatlon Given. 85/05/21, 6pp. 30630 246 30830,251 

6698040369 Forwards Amend 89 lo License DPR 40 & safety evaluation. Amend adds 
Tech Specs that require licensee to ImpfamenI & maintain program lo ensure capabil- 
ity to obtain & analyze reactor coolant sample under accident conditions. 
TOUniGNY,EG. cJperalIng Reaclora Branch 3 85/06/24 ANDREWS.RL. Omaha 
Public Power District. 4pp. 30719,188-30719:177. 

-6508040367 Amend 89 to License DPR-40,addinq Tech Specs that require licensee to 
fmplemenl & maintain nrogrem lo ensure capability to obtain & analyim reactor cool 
ant sarnple under accldsnl conditions. 

TOUflIGNY.E.G. Operallng Reactors Branch 3, 85/05/24, 4pp. 30719:172 30719 176 

-6598040373 Safety evaluation supporting Amend 89 to License DPR-4D 

* Office of Nuclear fleaclor Regulation, Director. 85/05/24 2pp 30719:176- 
30719:177. 


8506070488 Forwards application for amend to License DPR-40, incorporating survel 
lance requiremenis for solid radwasle Into Tech Spec Section 3 12 Cerliticate of Sve 
one) 

• LeBoeul. Lamb, Leiby 6 MacRae 85/06/06 DENTON, H R NRC • No Datailod Af 
filiation Given 2pp 30756 306-30766 311 

-8506070492 Application for amend to License DPR 40, incorporating surveillance re 
quirements for solid radwaste into Tech Spec Section 3 12 Fee paid 
ANDREWS Omaha Public Power Olsiricl 85/06/04 2pp 30756 308-30756 309. 

-8506070495 Proposed Tech Spec.incorporating surveillance requirements (or solid rad- 
waste Into Section 3.12 Discussion of NSHC end 
■ Omaha Public Power District 65/06/04. 2pp 30766 310-30756 31 1 

8506120263 Forwards application for amend lo License DPR-40, revising Tech Spec 
Section 3 9 to Increase surveillance requiremonls lor auxiliary foedwaler 

K s CerWicalo ol Sve end Fee paid 

-LER.JW LoBoeuf, Lamb. Leiby & MacRao MOELLEfl.JW Omaha Public 
Power District 85/06/11 DENTON.H NRC • No Detailed Affiliation Given 2pp 
30850,257-30860 263 

-8508120288 Applicalloo for amend to License DPR -40, revising Tech Spec Sec lion 39 
to Increase surveillance requirements lor auxiliary feed water pumps. Fee paid 
ANDREWS Omaha Public Power Dislrlct 85/06/10 2pp 3O85O'269-3O05O,26O. 

- 8506120276 Proposed changes (o Tech Spec Section 3 9, Increasing surveillance re- 
quirements for auxiliary feedwater pumps. 

• Omaha Public Power Dlsirict 85/06/10 3pp 30850 261-3O05O'263 

8508170514 Forwards Rev 1 to OPPD NA-03O1-P, "Nuclear Analysis Reload Core Anal 
ysis Methodology Overview " ^plication for withholding Info from public disclosure 
end End withheld (rel lOCFRa 

ANDREWS.R L Omaha Public Power District 85/06/13 flUTCHER.E.L Division ol U 
censing Spp 30956.211-30956 216 

8506180278 Ack receipt of revised OA prog ram, up dated SAR.App A Program under 
rGVil6W< 

HUNTER.O.R Region 4, Office of Director 85/06/14 ANDREWS, R.L Omaha Public 
Power District, 2pp 30975 253-30975 254, 

8506190242 Appllcalion for amend to License DPR-40, revising 631110 application for 
amend re LER sys Rev prepared for Generic Lir 03-43 euldolfnes 
ANDREWS, R.L Omaha Public Power Dislrlct 85/06/17 BUTCHER.EJ Operallng 
Reaclora Branch 3. Ip 3D996‘219 30995'238 

-8506190266 Proposed Tech Specs revising LER sys, per Generic Ltr 83-43 guldollnss 
' Omaha Public Power District. 85/06/17 I7pp. 30995,220-30005 238 

85062 10251 Requests exemption from ASME Boiler & Pressure Vessel C Section Xi 
testing requirements for certain sections of recirculation piping burled in concrete as 
lesifnq Impracllcal Fee paid 

ANDREWS, R.L Omaha Public Power Dislrlct. 85/06/17 BUTCHER.EJ, Operating 
Reactors Branch 3, Spp. 31024:150 31024.156. 

8586210286 Forwards response lo NRC 650417 recommended actions from Integrated 
program for resolution of unresolved safely Issues re steam denerator lube 
Inlegflty.per Generic Ltr 66 02 & request for Inlo on steam generalor lupo insps, 
ANDREWS.RL, Omaha Public Power District 85/06/18 THOMPSON, HL Division ol 
Licensing. 13pp. 31024 065-31024,070, 

8506280068 Responds to NRC 850326 request for add! Info re Item 4.5 3 of Generic LI/ 
83-28 Existing Intervals for on-line funcllonal testing of reactor protective sys deemed 
appropriate 

ANDREWS.R L Omaha Public Power District, 85/06/24 BUTCHER, E.J. Operating 
Reactors Branch 3 2pp 3 1254 '098-3 1254.099. 


Q. Inapeollon reports, IE Bulletins & correspondence 

8505130027 Suppi 1 lo IE Info Nolfce 84-55, "Seal Table Leaks at PWRa " Sve list end 
JORDAN, EL Division ol Emergency Preparedness & Engineering Response {Post 
030103) 86/05/14. Consolidated Edison Co. of New York, Inc, I07pp 31044 065 
31044'171. 

8505130038 Suppi 1 to IE Info Notice 85-020, "Motor Operated Valve Failures Due to 
Hammering Elfecl." Sve list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response CPosI 
830103) 85/05/14. ConsotIdaled Edison Co of New York. Inc. f07pp. 31044.172- 
31044 278 

BE05200S90 IE Inlo Notice 85 039, "Auditability of Elecirical Equipment Qualllfcabon 
Records at Lloensaea FaciHHoB " Svo list end, 

JORDAN, EL, Division of Emergency Preparedness & Engineering Response IPost 
830193 , 85/05/22. Consolidated Edison Co ol Now York, (no, f06pp 30837:258 
90837-363 

8505209600 IE Info Notice 65 040, "Deficiencies In Equipment Quallllcatlon Testing & 
Certllicatlon Process " Sve list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response {Post 
6301031, 85/05/22 Consolidated Edison Co ot New York, Inc. i06pp. 30646:168 
30848.271. 

6508060509 Discusses 650409 response to violallons noted In Insp RepI 50 265/84- 
1 2, Civil penalty fully mlllgatod based on prior good performance & prompt & extensive 
corrective action, violation classified as Severity Level III. 

MARTIN,R D. Region 4, Office of Dlreclor. 05/05/24. ANDREWS, R.L, Omaha Fubbc 
Power District. 2pp 30768.019-30768 031, 

8608030178 Forwards Altachmenta 1 4 2 to SALP Rept 60-285/85-07 for Sept 1 983 - 
Feb 19 86, Attach manta Inadvertently omitted from original submittal 
HUNTER, D R, Region 4, Office of Dlreclor, 85/05/28, ANDREWS.R.L. Omaha Public 
Power Dislrlct, 1p. 30674:162.30874:170. 

-8508030183 Attachments 1 4 2 to SALP Rept 50-205/85-07 for Sepf 1983 - Fob 
1 085. 

* Region 4, Office ol Dlreclor, 85/06/28. 14pp, 30674' 163-30674:1 76. 
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9505280181 IE Info Notice 85 042, "Loose Phosphor in Panasonic 000 Series Badgo 
TLO Elements " Svc list end 

yfORDANiE L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of New York, Inc 120pp, 30052 246- 
30S52 363 

8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors" Svc list 
and 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103), 05/05/30 Consolidated Edison Co of New York, Inc 120pp 30064 167- 
30864:287 

8505280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York. Inc. 121pp 30064’045- 

30864 166 

8606060677 IE Info Notice 85 045, ‘'Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants " Svc list end 
JORDAN, £ L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 122pp 30865 001- 

30865 046 

8506060707 IE Info Notice 65 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages," Svc list end 
JORDAN.EL Division ol Emergency Preparedness & Englnoering Response (Post 
830103) 65/06/10 Consolidated Edison Co. of New York, Inc 124pp, 31043 301- 
31044 064 

85062001 IS Forwards Insp Ropt 50 285/85 06 on 650301 0430 No violations or devi- 
ations noted 

HUNTER, OR Region 4, Office of Director 65/06/12 ANDREWS,RL Omaha Public 
Power District 2pp 31008,106 31OO0’1 16 

- 9506200120 Insp Rapt 50 285/85 06 on 850301-0430, No violations or deviations 
noted Major areas inspected previous Insp items, operational safety 
vertllcatlon, surveillance testing & maint & outage activities. 

YANDELLLA, MARTIN.LE Region 4, Office of Director 05/06/12 10pp. 
31008.107-31000 116 

8506270131 Forwards Pages 1 & 0 of Attachment 1 to SALP Rept 50-285/85 07 mailed 
650526 Requests that Page 0 ot Attachment 1 bo deleted 

HUNTER.O.R Region 4, Ollfco of Director 85/06/14 ANDREWS, R.L Omaha Public 
Power Districl Ip 31262 027-31252.029. 

"8606270261 Revised Pages 1 & 8 to SALP Repl 50-285/85.07 for Sept 1903 - Fob 
1985. 

‘ Region 4, Office ol Director 85/06/14 2pp. 31262,028-31252 029 

9606240204 Forwards Insp Repl 60-285/05 08 on 850408-12 & notice of 
vIolation.Notice of violation withhold (ref 10CFR73 21) 

HUNTER.DR Region 4, Ollico ol Director 85/08/17, ANDREWS.R.L, Omaha Public 
Power District, 2pp 310Gt.215.310ei'217 

"6S0624O2O8 Insp Rept 50-285/85 08 on 850408-1 2 Violation noted, unqualllied securi- 
ty personnel Details withheld (ref 10CFfl73 21). 

CALDWELL,R A., EVERETT.R J , MARTIN.L E Region 4, Ollico of Director 85/06/14 
1p.3106V217.31061'217 

8506140240 IE Info Notice 85-047, ''Potential Effect ol Line-Inducod Operation on Cer- 
lain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
030103), 85/06/18 Consolidated Edison Co, ol Now York, Inc f34pp 31268157- 
31260 304 

8606210266 Forwards response 1o NRC 850417 recommended actions from integrated 
program for resolution ol unresolved safety Issues re steam generator lube 
Integrity.per Generic Ltr 85-02 & request for Info on stoam generator lube Insps. 
ANDREWS, R L Omaha Public Power District. 05/06/18. THOMPSON,H L IDIvIston ol 
Licensing, I3pp, 31024,065 31024,078, 

8606140636 IE Info Notice 86 048, "Respirator Users NotIce'Defecllve Sell Contained 
Breathing Apparatus Air Cylinders " Svc list end. 

JORDAN.EL, Division 61 Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19. Consolidated Edison Co ol Now York, Inc. i23pp, 31376'064. 
31378183 

8506280026 Ack receipt of 850523 & 0617 lira Informing NRC ol steps taken to correct 
violations noted In Insp Rept 60-285/85 02 

HUNTER.OR Region 4, Ofllce of Director, 85/06/24 ANDREWS, RL Omaha Public 
Power District 2pp. 31263.319-31253.328, 

"8506260035 Responds to NRC 850423 ltr re violations noted In Insp Rept 50-285/65- 
02.Correctlve actlons.momo ol training sent to all individuals w/green or yellow 
badges & holders of badges not permitted In radiation controlled area 
ANDREWS.R.L. Omaha Public Power Dlslriot 86/06/23, DENISE.R.P. Region 4, 
Ofllce ol Director, epp. 31253'321-31263'326 

"8508280045 Corrects re^onse to NRC 850523 ltr re violations noted in Insp Rept 60- 
285/85 02 due to typo Corrective actions-memo ol training sent to all individuals w/ 
green or yellow identification badges, 

ANDREWS, R.L, Omaha Public Power Dlslriot 86/06/10. DENISE.R.P Region 4, 
Ofllce of Director 2pp 31263’d27-31253 328. 


R, Periodic operating reports & related correepondence 


8506070419 Monthly operating repl (or Mar 1985 W/850416 ltr, 

MATTHEWS.T.P,. Andr^S.R.L Omaha Public Power Dlslriol, 86/03/31 
TAYLOR, J.M Director’s Olfice, Office of Inspection and Enforcement. 7pp, 
30801:031-30801 '037, 


6506240037 Monthly operating rept for May 1966,W/650613 ltr, 

MATTHEWS.T.P., ANDR^SiRL Omaha Public Power District, 85/05/31. 
TAYLOR, J.M. Director's Office, Office of Inspeotion and Enforcement 8pp. 
31204:258-31204.265. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergency & fire protection plans , 

6603280507 Folwards Insp Rept 60-286/05 01 on 650121-25 No violation noted j 

EBNETER,S D Region 1. Ollico ol Director 85/03/21 BRON.J C Now York Power | 

Authority (formerly Power Authority of the State of New York) 2pp 29551.008- i 

29551 017 ; 

1 

-8503280512 Insp Repl 50-286/65 01 on 850121-25 No violation or deviation i 

noted Major areas inspected (Iro protoctlon/provention program administration & orga- , 

nization, administrative control of combuslibles & equipment maini 
FINKEL,AE, ANDERSON.CJ Region 1, Ollice of Director 85/03/03 Qpp 
29551 010 29551'017 

I 

8508060563 Forwards Insp Rapt 50-286/85 07 on 850409-11 No violation noted I 

MARTIN, TT Region 1, Ollice of Director 05/05/22 JOSIQER.W New York Power I 

Authority (formerly Power Authority ol the State of New York) 2pp 30760,194- , 

30768 203 , 

-•8506060568 Insp Repl 50 286/05-07 on 850409 11 No violation noted Ma|or areas i 

inspected emergency preparedness & annual emergency exercise porlormed on ' 

850410. 

QORDON.CZ, HARPSTER.TL. Region 1, Ollice of Director 05/05/20 Opp 

30760 196 30768 203. j 

8508100690 Forwards 850227 FEMA post exercise assessment rept for Slato of NY & 
local govts. Dellcioncios Included delay ol formulation & Issuance of emergency broad- 
cast messages from joint news ctr 

BELLAMY.fl R Region 1, Office ol Director 05/06/04 JOSIGER.W New York Power 
Authority (formerly Power Authority ol the State of New York) 2pp 30792.176- 
30793 003 

-•8606100696 "Post-Exerclso Assessment ,04 1120 Exercise of Radiological Emergoncy 
Pfoparednoss Plans ol NY Stale & Weslohostor, Rockland .Orange & Putnam Countloa ; 

(or Indian Point Nuclear Power Station " 

PETRONE.F.B Federal Emergency Management Agency 85/02/27 109pp, 

30792 177-30793 003 

0506210130 Requests exemption from 6 h battery supply requirement of Section 
IIIJ.App R to 10CFR50 for yard area lighting Overall site plan for oxiorior yard end 
BRONS.J C New York Power Authority (lormerly Power Authority of the State of New 
York) 85/06/14 VARGA.SA Operating Reactors Branch 1 4pp 31024;253- 
31024'266 


I, Financial Information 


8606180124 Forwards 1984 annual financial statement & cortlllod estimated cesh (low 
for 1984-1905,per 10CFR140,21(e) re guaranloo ol payment of deferred premiums. 
BRONS,J C. Now York Power Authority (formerly Power Authority of the Stale of New 
York 05/06/14. DINITZ.I. OKIco of Slato Programs, Dlroclor 2pp. 30975 312- 
30975 351. 


P, Operating license stage documents & correspondence 


8606130046 Partial response to FOIA request for all documonts re NRC procedures for 
dotoctlon & control ol alcohol & Illegal drug uso by persons engaged In bldg or const 
ol nuclear reactors or facilities Forwards App A documents 

FELTON, J.M Division ol Rules and Racords, 85/01/20, HEATH, SJ, Washington 
Legal Foundation 55pp 30937'047-30937’157 

-•0506130368 Responds to query re roloaso ol portions of Ofc ol Inveatlnatlons repl re 
drug/alcohol abuse to specitio licensees Release not prohibited by FOIA or Privacy 
Act. Concerns over precedent expressed Survey worksheets end 
SHOMAKER.EC Operations & Administrative Division, 02/12/20, LIEBERMAN,J Ro- 
glonal Operations & Enforcement Division. 170pp. 30037,356-30938' 100. 

8606200361 FOIA request for ends to NRC 841015 Hr to PASNY ro redundant DHR 
capability Tech ^ecs. 

QRABER.L NUS Corp 05/02/22. Division of Rules and Records 1p 31041.032- 
31041-039 

8506200363 Response to FOIA request lor ends to NRC 841016 Hr to PASNY re ro- 
dundsnl DHR capability Tech Specs Forwards sub) Hr & ends Document also avail- 
able In PDR. 

FELTON, J.M, Division of Rules and Records 85/03/12, GRABER.L NUS Corp. Epp 
31 041 '030-3 104 1-031, 

8506170077 Responds to FOIA request for records re FIN B 0469, "Containment Leak 
Rato Testing Program" & Quadrex Corp/NRC contraots.Forwarde documents re FIN 
6 0489 Documents also available In PDR No documents ro Quadrex sub) to request 
FELTON, J.M, Division of Rules and Records. FIN B-0489. 85/03/26. 

REYTBLATT.Z,V Warren Wilson College, Swannanoa. NC. 7pp, 30987:036 
30987 078. 

"8210120209 "ConleinmenI Leak Rale Tasting Investigations," progress summary lor 
Sept 1902 

NAUS.DJ, Oak Ridge National Laboratory. FIN B.O480, 02/10/05. ARNDT, Q. Me- 
chanical Engineering Branch 3pp. 30987.112-30987-114 

*•8212010006 Forwards list of plants lor which leak test repis were selected tor review 
by ORNL,Leak testing criteria will be prepared from revlew.W/o end, 

ARNDT, E.Q, Mechanlcal/Stnictural Engineering Branch. 82/08/18. SNAP AKER, J, 
Containment Systems Branch 4pp. 30087,118 30987-121, 

"8506 17041 6 "Containment Leak Rale Testing," monthly progress rept for Aug 1982. 
DOUGAN,J,fl. Oak Ridge National Laboratory FIN B-0489, 62/08^6. ARNDT, E,Q 
Division of Engineering Technology. 6pp 30987-1 27-30987:1 32. 
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S508 100833 Roquosls pfatis & schodula iof complalion o( TM) Actiort Homs II K 3 30 8 
ILK 3 31, Future plant specific analysis lor plant performed by Wastingbouse tor reload 
cr artieiwls to Tech Specs should 6e calculated using NOTRUMP code. 

VARGA^SA Operating Reactors Branch 1 85/05/24. BOONS, JC New Vork Power 
Authority (formerly Power Authority of IJia Stale of New York) 8pp 30823 285 
30823 302 

8600060 «0 Forwards Amend 56 to License DPR 64 & safely evaluation Amend re 
vises Tech Spec Section 3,7 to define limiting conditions lor operation el 
sya.subsyslems & components supplied by inoperable normal or emergency power 
source 

NEIQHBORS.JD. Opera ling Reactors Branch 1 65/05/28 BRONS.JC. New York 
Power Authonly (formerly Power Aulhority of the Stale of New York) 5pp 30705.167- 
30785 100. 

-8506 060470 Amend 56 to Lfconso DPR 64, revising Tech Spec Sectton 3 7 to define 
limiling conditions tor operalton of eys.&ubsysloms. trains, componenfs S devices sup- 
plied by Inoperable normal or emergency power source 

VARGA,S.A Operating Reactors Branch r. 85/05/28 epp 30785 172 30785 177. 

-8506060404 Safety evatoalion supporting Amend 66 to License DPR 04. 

* Office of Nuclear Reactor Regulation, Director 85/05/26 3pp 307fl5170' 
30785 leo 

86081 10205 Provides further util response to Genenc Ltr 83-28, Hem 1.1, "Posf-Trip 
Review" Review procedure revised, per SER.to incorporate methods for comparing 
unscheduled trip event w/expeefed plant performance 

9RONS,J C New York Power Authority (formerly Power Authority of the Stale of Now 
York) 85/06/05 VARGA, S A. Operating Reactors Branch 1 2pp. 30807012- 
30807013 

8506190491 Forwards Equipment Ouariffcatlon Branch SER re environ quallficalion of 
electrical oquipmanl Important to safety Piopoaed lesolollon for each eiwiroiv quahtl- 
catton daricioncy acceptable for continued plant operalfon 

VARGA.SA. Operating Reactors Branch 1 05/08/05 BRONS.JC. New York Power 
Authority (lormo/ly Power Authority ot the State ot New York). 6pp. 31014 003- 
31014 019. 

-0506190493 SER iB environ nualillcallon Ot electric equipment important to 
safely Proposed reaolulfon for each environ qualification daficlency acceptable & con- 
tinued operatioJii will not present undue nsk to public health & salaty 

• Office of Nuclear Reactor flegulallon. Director 85/06/05 11pp 31014.009- 
31014019. 

66Q6190509 Requests add! Into to continue review of 820325 & 1215 A 630608 & 0930 
Itrs re NUREG 0737, Hem 11 D.t. "Performance Testing of Relief A Saloly Valves" Re- 
sponse requested within 60 days of recalpl of Hr 

\MflGA,S A Operating Reactors Branch 1 05/06/08 BHONS.J C New York Power 
Aulbonty (formerly Power Authority of the Sfalo of New York) 14pp. 31013-295- 
31013 309 

8SO019O494 Forward's SER re Generic Lfr 83-28, llem 1,2 concerning post Wp review 
data S Info capability Post-trip review data & info capabilities acceplable 
VARQA.S.A Operating Reactors Branch 1. 65/06/10. BRONS,J.C New York Power 
Authorl^ (formerly Power Authority of the State of New York). 4pp. 31013 351- 
31014-002 

-0508190495 SER re Generic Ltr 83-28,llem 1.2 concemfrrg post-lrip review data & Into 
capabllily.Post trip review data & Info capabilities acceptable 
» NRC - No DelaVted AHitiallon Given. 85/0S/10. 10pp. 31013 355-31 014-002 

85062600S1 Raquaats addl into re utrl 850327 submitlai concerning asypimetnc steam 
generator tube plugging wilhin 30 days Temp lima cnletla of NUnEQ-0562, "Fuel 
Hod Failures as Consequence of ONB or Dryout." not used in ifeetrsinfl 
VARGA.SA Operating Reactors Branch 1. 85/08/12. BRONS.J.C. New York Power 
Authority (tormeriy Power Authority oi the Slats of How Voik). 7pp. 31223.358- 
31223.362. 

6506180826 Notifies of rev (o reactor trip breakers periodic maint & tre/Kfing program 
(Genorfe Ltr 03-28.1tems 4 2.1 & 4.2.2), per NRC 850507 requeaLRev incorporates 
measurement & trending of trip force 

BROHS.JC. New YoiK Power Aulhority (formerly Power Aulhority of the Stale of New 
York) 85/06/13. VARQA,SA. Operating Reactors Branch 1. 2pp 3O970.2O7- 
30976-208. 

8506240534 Responds to Ganerfc Ltr 65-02, "Staff Recommended Actions Stemming 
From NRC Inlagrated Program tor Resolution of Unresolved Safety Issue re Steam 
Qenarafor Tube Integrity.'^ Visual insps of afeam generator secondary sides per- 
formed. 

BRONS,J.C Naw York Power Authority (formerfy Power Authority of the Stale of New 
York). 86/06/18. THOMPSON, H.L. Dfvisfon of Uceosing 16pp. 31062-005-31 062.020 

05062501 13 Forwards tabular summaiy of key results from regional survey of planl-spe 
clflc Into re potential for uncon trotled radiation exposures fn PWR cavitfe8,par JG Part- 
low 650315 request No further generic action needed. 

TAYLOR, JM. Director's Office, Offlee of Inspection and Enforcement 85/06/18. 
MUflLE'/.T.E. Region 1, Office of Director, 9pp. 31211.322-3121 1-330. 


8505130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due le 
Hammenito Eilect ” Sve list end 

JOnOAN,EL Division of Emergency Preparedness & Enginoering Response (Post 
030103) 85/05/14 Consolidated Edison Co. of New York, Inc I07pp, 31044 172 
31044 278 

8505200590 IE Info Notice 85 039, "Auditability of Electrical Equipment Oual location 
Records al Licensees Facililios " Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (PoM 
830103) 35/05/22 Consolidated Edison Co of New York. Inc 106pp 30837258 
30837 363 

8S05200600 IE Info Notice 85 040, "Deficiencies in Equipment ,Qualiflcatlor> ToslingA 
Certification Process " Sve ksl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Pojl 
830103} 85/05/22 Consolidated Edison Co of New York, Inc foepp 30846 168 
30848 271 

6506060563 Forwards Insp RepI 50-286/85 07 on 060409-1 1 No violation nolod 
MARTIN.T.T Reolon 1. Office of Director 85/05/22 JOSIGER.W New York Power 
Authority (formerly Power Aulhorrty of the State of New York) 2pp 30768161 
30766.203 

-8506060566 Insp Rept 50-286/85 07 on 650409-1t.No violation noted Ma|or areas 
Ins^ecled.emergency preparedness & annual emergency exercise performed on 

GORDON.CZ, HARPSTER.TL Region 1, Office of Director 85/06/20 8pp 
30766 196-30766203 

8505260181 IE Info Notice 65 042, "Loose Phosphor fn Panasonic 800 Series Badge 
TID Elemenis ” Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Pest 
830103) 85/05/29 Consolidated Edison Co of New York, Inc f20pp 30552245 
30852363 

8505280187 IE Info Nollce 85 043, "Radiography Events at Power Reactors ” Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineerrng Response (Post 
830103} 85/05/30 Consolidated Edison Co. ot New York. Inc 12Dpp 30064 167- 
30964 287 

8505280195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test." Sve 
list end 

JORDAN.EL Division ot Emergency Preparedness & Engineering Response (Pest 
830103). 85/05/30. Consolldatod Edison Co of New York, Inc 12fpp 30864 045 
30064-166. 

6S06070250 Forwards Insp Rept 50 286/85-09 on 850408 18 No vfo/alion nolod 
EBNETER.S.D Region 1, Office of Director 85/05/30 JOSIGER.W New York Power 
Aulhority (formerly Power Authority of the Slate of New York) 2pp. 30750321 
30760 329 

-8506070257 fnsp Rept SO 286/85-09 on 8SQ40S 18 No vfolalfon noted Malor areas 
InspacledRCS leakage measurement program,lnduding procedure & tost results 
review & independent verification using NrC RCSLKs program 
WeN,P.C. ^TTENHAUSEN.L Region 1, Office of Director 85/05/21. 7pp 
30750-323-30760-320 

8606060677 IE Info Notice 85 045, "Potential Seismic Intoracllon Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants " Sve list and 
JORDAN.E L Division of Emergency Proparodnesa & Engineering Response (Post 
830103). 65/06/06. Consolidated Edison Co of New York, Inc I22pp 30865 001 
30865046 

0506140373 Forwards Insp Rept 50-286/6S-10 on 8S0416-0S15.No violation noted. 
C0LLIN8.S.J. Region 1. Offfce of Dirootor 85/06/07. JOSIGER.W. New York Power 
Aulhority (lormeriji Power Authonly of the Slate of New York) 2pp 30898 272- 
30898 280. 

-8508140380 Insp Rept 50 206/85-10 on 860416 0516.No violation noted Major areas 
inspected shill tog 8 records,racllity operalfons.operatlonal safety verlllcalfon & maint 
LIMROTH.DF.. NORRHOLM.L. Region 1. Office of Director 85/06/04. 7pp 
30698-274-30698-280 

S5M060707 IE Into Nolice 85-046, "Ciarfficalion of Several Aspects ot RemovaWo Ra- 
dioaclive Surface Contamination Limits (or Transport Packages." Sve list end. 
JOBDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10. Consolidated Edison Co ol New York, Inc. 124pp 31043 301 
31044.064. 

8506140240 JE Into Notice 85 047. "Potential Effect of Lino Induced Operation on Cor 
tain Target Rock Solenoid-Operated Valves." Sve list end 
JORDAN, E.L DNIston of Emergency Preparedness A Engineering Response (PM' 
830103). 85/06/18 Consolidated Edison Co of Naw York, Inc 134pp. 3 I 28 B.- 16 ?- 
31268:304. 

8S06240S14 Clarifies status of fists of equipment requiring environ qualification In re- 
sponse to IE Circular 78-08 A IE Bulletin 79-01. Plant mods will be performed lo re- 
solve afl remaining environ qualflicaffon deficiencies In Ref 6 
BRONS.J.C, New York Power Authority (formerly Power Authority of the State of New 
York). 85/06/18. VARGAS A. Operating Reactors Branch 1, 3pp. 3106f:308- 
31061 310. 

8508140638 IE Info Nollce 65 048, "Respirator Users NoUoe.DefectIva Self Conlalned 
Breathing Apparatus Air Cylinders." Sve lisi end , 

JOROAN,E.L Division of Emergency Preparedness A Engineering Response (Ppsi 
830103). 86/06/19. Consolidated Edison Co. of New York, Inc. f23pp 31376064- 
ai378--1B3. 

8608280004 Forwards Exam RepI 60-288/05 06 for exams administered during wk d 
850422 

COLLIN3.SJ, Hegton 1, Office of Director 85/06/19. JOS(QER.W. New York Pwer 
Aulhor1t^(IOfmeffy Power Authonly of the Slate of New York). 2pp. 31258.037* 
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-850628.0099 Operator Licensing Exam RmI 50-286/85 06 on 060423-26 Exam 
results candidates passed operating exam One senior reactor operator candidate 
failed written exam 

JOHNSON, D, KELLER, R M,| KISTER.H 0 Region 1, Office of Director 85/06/11 
rOpp 31256 030-31256 108 


R, Periodic operating reports & related correspondence 

8506240186 Monthly operating rept lor May 1S85,W/050613 Itr 
KELLY,L., JOSIQER.W A New York Power Authority (formerly Power Authority of the 
State of New York) 05/05/31 8pp 31202 023-31202 030 

8508210460 Annual rept on changes, teats & experiments for 640101- 850122 
JOSIQER.W A New York Power Authority (formerly Power Authority of the State of 
New York) 85/06/03 MURLEY.T E Region 1, Otiice of Director i7pp 31057 142- 
31057:158 


S, Reportable occurrences, LERs & related correspondence 

8SQS040431 Part 21 rept re resistance temp detector (RTD) calibr anomalies in RTDs 
mfg by RdF Co.Salety margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE.EP Weslinghouse Electric Corp 85/05/06 THOMAS, CO, Division ol Licens- 
ing 4pp. 30709 090-30709 093 


V. Operator Examinations 

8503280094 Forwards Exam Rept 50-286/85 06 lor exams administered during wk of 
850422. 

COLLINS, SJ Region 1, Ollice ol Direclor, 65/06/10, JOSIQER.W Now York Power 
Authority (formerly Power Authority of (ho State of New York) 2pp 31256 037- 
312501 106, 

—850628 0()99 Operator Licensing Exam R^t 50-286/85 06 on 850423-26 Exam 
results.candidales passed operating exam One senior reactor operator candidate 
failQd written exam 

JOHNSON, D, KELLER.RM, KISTER.H.B. Region 1, Ollice of Director, 85/06/11, 
70pp 31256 039 31256.108 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire prolectlon plans 

8606200291 Forwards request (or addi Into & safety evaluation supporting SPOS 
program, conditional to review of roquostod info Response requested within 45 days ol 
Hr dale 

STOLZ,J.F. Operating Reactors Branch 4. 85/00/04 TUCKER, H,B, Duke Power Co 
3pp, 31043183-31043.201, 

-8606200300 Safely evaluation supporting SPDS program per SuppI 1 to NUREG- 
0737,canditIonal to review of addI Info requested 

* Ollice of Nuclear Reactor Regulation, Director. 85/06/04. lOpp, 31043,106- 
31043:201, 

8506190525 Forwards safely evaluation re review of 030414 Itr describing program for 
preparing & implementing emergency operating procedures, per NUREQ-0737, SuppI 
1 Program acceptable. 

STOLZ,J.F Operating Reactors Branch 4 05/08/07, TUCKER, H.B, Duke Power Co, 
6pp, 31013,323 31013'328, 

8506200007 Forwards supplemental safety evaluation based on util 841106 response to 
open Items idenliliad In SER ol DCRDR program. SuppI to Science Applications Inli 
Corp (echnicai evaiualion rept aiso enci, 

UINAS.G.C. Assistant Director (or Operating Reactors 86/06/10 TUCKER, H.B 
Duke Power Co 3pp, 31043:148 31043:165. 

-8506200006 Supplemental safety evaluation based on util 841106 response to open 
Items Identified In SER of DCRDR progrem.NRC concurs w/technical evaiualion rec- 
ommendations & conclusions In end supplemental technical evaluation rept 

* Office ol Nuclear Reactor Regulation, Direclor. 85/06/10, 6pp. 31043.161- 
310431 55, 

-8501230194 "Evaluation ol Supplemental Info for Detailed Control Room 
Review, Summary Rept for Oconee Nuclear Station Units 1,2 & 3," suppI to final tech- 
nical evaluation rept 

* Science Applicalions International Corp,, (formerly Science Applications Inc.), NRC- 
03-82-096 85/01/11. NRC - No Detailed ARI Hallo n Given. 6pp 31 043; 166-31 043: 161 

8506200092 Rev 85-1 to Vol A to "Oconee Nuclear Station Emergency Plan," "Emer- 
gency Planning Info, Oconee Noulear Stallon," 1985 edition & one oversize map 
end. Aperture card available In PDR,W/8S0614 Hr 

TUCKMAN.MS, TUCKER, HB, Duke Power Co 05/06/14. GRACE, J.N, Region 2, 
OHIce of Director. e2pp. 31008:156-31008:238. 

8506200297 Rev 85-04 to Vol B of "Emergency Plan Implementing Procedures 
Manual." W/860614 Itr, 

TUCKMAN.M.S,, TUCKER, H.B, Duke Power Co, 85/06/14. GRACE, J N, Region 2, 
Office of Direclor. dBpp 31007:268-31007:326 

8506240611 Advises that 850327 Rev 13 to physical security plan consistent w/provl- 
slons of 10CFR50,54{p) & acceptable, 

WALKEB.R D. Region 2 , Office o( Director 86/06/17. TUCKER.H.B, Duke Power Co, 
3pp, 31ie0'309-31160:311. 


Q. Adjudicatory correspondence 

8606130316 Petition/requeat for order to show cause why plants should not be shut 
down until CRD mechanisms Inspected, 

DOHERTY, J.F. Doherty, J.F. 86/06/11. Office of Nuclear Reactor Regulation, Direc- 
tor 6pp. 30859.013-30859:022, 


J. Insurance & Indemnity Information 

8506100601 Forwards Endorsements 82,17,75 & 76,104,38 & 19 & 20 to NELIA Policies 
NF-220.NF-269.NF.230,NF-164,NF-252 & NF-281 & Endorsements 70,9,60 & 
61,82,20 & 12 & 13 to MAELU Policies MF-73,MF-1 15,MF-90.MF-44.MF-108 & MF- 
1 1 2, respectively 

HOQGE.SO Marsh & McLennan, Inc, 65/05/28 DINITZ,! Assistant Director for State 
& Licensee Relations 17pp 30793 312-30793 328 

8506110169 Submits required info demonstrating that util maintains financial protection 
per 10CFfl140 21. Info for Catawba will be submitted by 050701 
TUCKER, H B Duke Power Co. 85/06/03 DENTON.H R Office of Nuclear Reactor 
Regulation, Director Ip 30606 056 30806056 


P. Operating license stage documents & correspondence 

8506030390 Partial response to FOIA request for three categories of documents to be 
made available at PDR re NSHCs App A documents encf & placed in PDR.Search 
continuing 

FELTON, J M Division Of Rules and Records 04/11/08 ADATO.M Union of Con 
cerned Scientists 4pp 30720 001-30720005, 

-6 5 06 04 03 62 Notice of consideration ol issuance of amend to License OPR -5 5 & pro 
posed NSHC determination & opportunity (or hearing re 630914 request to revise pre 
viously approved axial power shying rod position limit 
STOLZ.J.F Operating Reactors Branch 4 03/12/09. Opp 30722.103-30722 110 

8508170077 Responds to FOIA request for records re FIN B 0489, "Containment Leak 
Rate Testing Program" & Quadrox Corp/NRC contracts Forwards documents re FIN 
B 0469 Documents also available In PDR No documents re Ouadrex sub) to request. 
FELTON, J M Division ol Rules and Records FIN B 0409 05/03/25 

REYTBLATT.Z V, Warren Wilson College, Swannanoa, NC, 7pp 30907 036- 
30907'076 

-8506170281 "Contalnmonl Leak Rate Testing Investigations," monthly progress rept 
for Nov 1982, 

DOUQAN.J R Oak Ridge Nallonal Laboratory FIN B-0409 82/12/07. ARNDT.G, We- 
chanloal/Struclural Engineering Branch 3pp 30987 115 30987 117 

8506040286 ^plication lor amends to Licenses DPR-38,DPR-47 & DPR 55, revising 
Tech ^oc Table 6.1-1 to redact correct number of nuclear equipment oporalors.per 
NURE(3-0737,llem I A 1 3 Fee paid 

TUCKEfl.H B. Duke Power Co. 85/05/29 DENTON.H R Ollice of Nuclear Reader 
Regulation, Director STOLZ.JF Operating Reactors Branch 4. 3pp 30700 001- 
30700.007. 

-6606040292 Proposed Tech Specs revising Table 61-1 to rolled correct number ol 
nuclear equipment operators.por NUREG 0737,ltom I.A.1 3 

• Duke Power Co 85/05/29 4pp 30700.094-30700 007 

8506210440 Forwards Amends 130,139 & 136 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safely evaluation. Amends update Toch Spec ref to FSAR to ensure 
consistency w/updatod FSAR, per 640213 request. 

NICOURAS.H, Operating Reaclors Branch 4 05/05/30 TUCKEfl.H B Duke Powar 
Co. 2pp, 31044'279-31044 317 

-8506210446 Amends 139,139 & 136 to Licenses DPR-38,DPR.47 & OPR-55. 
respeclively.updating Toch Spec rel to FSAR lo ensure consistency w/updatod FSAR. 
STOLZ,J,F Operating Reaclors Branch 4, 06/05/30, 36pp, 31044,201-31044,316 

-8506210467 Safety evaluation supporting Amend 130,139 & 136 lo Licenses DPR- 
38,DPR-47 & DPH-65,rospoctivaly 

• Ollice of Nuclear Ffeaclor Regulalion, Director. 86/06/30 044, 316- 

31044:317. 

8506050024 Application for amend to License DPR-65, revising Tech Specs to support 
operation at lull rated power during Cycle 9. "Oconee Unit 3, Cycle 9 Reload Rept" 
encl.Pee paid, 

TUCKER.H.B Duke Power Co. 85/05/31, STOLZ.J.F. Operating Reactors Branch 4, 
DENTON, H.R, Ofdco ol Nuclear Roaclor Regulation, Director. 4pp. 30718'338- 
30719036 

-8506060026 Proposed Tech Specs, supporting operation at lull rated power during 
Ovcls 0 

•Duke Power Co 85/05/31, 19pp 30718 342-30718 360. 

-8506060030 "Oconee Unit 3, Cycle 0 Reload Rept." 

• Duke Power Co, DPC-RO-2006 86/05/31, 37pp 30718 301-30710 036 

8506200005 Fonwards request lor addi info re NUREG 0737, Item II D 1 , "Performance 
Testing ol Rellei & Safety Valves," Response requested within 90 days of Itr date. 
STOLaJ.F. Operating Reactors Branch 4. 85/06/03, TUCKER, H B. Duke Power Co. 
14pp 31043'ie2-31043,176 

8S06200073 Advises that amends lo Licenses DPR-38,DPR-47 & DPR-66 w/proper )ub- 
tlllcallon required for amend to 630318 confirmatory order re Implementation dates for 
NUREQ-0737 items.Request will be held until application received. 

8 TOLZ,J,F, Operating Reactors Branch 4. 06/06/03. TUCKER.H.B. Duke Power Co 
2pp. 31043:104-31043:105, 

8508100668 Fonwarda revised inadequate core cooling Implementation schedule which 
addresses 10 milestones provided In End 3 ol NRC 631123 llr.Rev duo la changes in 
anticipated refueling outages & inventory tracking sys Installation. 

TUCKER, H.B. Duke Power Co, 85/06/04, DENTON, H.R. Ollice of Nuclear Reaclor 
Regulation, Dlreotor STOLZ,J P, Operating Reactors Branch 4. 3pp 30795:054- 
30705.056. 

8S08200121 Forwards request (or addi Info to complete review of 860403 submittal ol 
DPC-NE-1002, "Oconee Reload Design Methodology II." Response requested within 
30 days ol Hr receipt. 

STOLZiJ F. Operating Reactors Branch 4. 66/06/04 TUCKER, H.B. Duke Power Co. 
Spp, 31043.067-31043.069. 
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>534!*MT» -v.'.vr^n cf 6K«U rroeirg w/ut( S NRC consullanls in CharloKa, NC to 
r-''Vpi«H'^lMeact«s Branch 4 85/06/07 STOU.JF Operating Roac- 

I .j Si4n4 Ipp 3 i''9i5330-5>09I0331 

’5*0.^'' '■''^' * opofa-on ot reialeO components provided in 19B6 t0Ct-H&D&» annual 

D>e FcmwCo 85/06/10 OE^HORH fl Wica of Nuclear ^ 
Orectof STOUJF Oporatng Reactors Branch 4 2pp 30957 219 

170444 RKhvasio V{rf Reduction Irwirwratw '' 

• rAK0F4,4»«Co 65 Oe'lO 57pp 30957 221-30957 277 

4 US 4 170443 Fuwards responses 10 850604 request lor addi info re Technical RepI 
Zf". ^*E ’ 002 Oconee H^oad Design Methodology II ’’ Methodology wiK be used In 

^i>1^H^Oi>o^*FO^^C^5/06/I2 DENTON.hr 0 «ic 8 ot Nuclear Reactor 
r««iSi..at!or Osrec’df STO02JF Operating floactofs Branch 4 5pp 30958016- 
073 

-«S0« I7044S Remied pages lo ‘ Re>oad Desrgn Melhodotogy II," technical repl 

• DuKsFimw/Cc OPC-fe-S002ERR 85/04/03 12pp 30958 022 30958033 

»&S4 180 m irJccmj that shaft techmca! advisor ISTA) program document provided on 
040^21 pc* 840120 ccmmrtmenl AddI info re STA program provided on 8501 18, per 
A*oe2T teicon Ho rovs to STA program prosentty necessary 

Duke Fewer Co 85/06/13 DENTON, HR OHtce of Nuclear Reactor 
>%>ffjia*vcn, Drecior STOL2JF Operabng Reactors Branch 4 Ip 30978 361- 
VJSrS 361 

854(4410042 Nc4>*«i that response to Generic Ur 85 02 re steam generator tube Integri- 
ty 8 tjtjs fupSjre miti^tion m preparation Requests addI 30 days lo proidda felly oe- 
iwipedrespcrMfof each station Response due by 850717 
TIOERHB DiAe Power Co 85/06/17 THOMPSON, H L Dwston of LIcenaIng. 
2M5 31024 384-31024 355 

8804.25$ 1 13 Forwer* tebutar sunmaiy of key results Irom regional sunrey o( plant-spe- 
in*<5 re poienisai for uncontrrAled radiation exposures in PWR cavities, per JG Part- 
new 880315 reqjestNo further genetic action needed 

ray lot JM Dreew's CXfico, Office of Inspection and Enforcement 85/06/16, 
Ju»URl£i’,T B Region 1 Office ol Dtracter 9pp 31211 322 31211 330 

Q. feMtMKtton reports, IE Bidletlni 4 correspondence 

"7 re vKjIabons noted in Insp Rents 60-269/05- 
* 60-2^654>4 Correctivo actions ^ns posted In calibr shop 
wsviron cooCRfcons ter calibr of Fluke mulfi^ters'^ 

Sn067 I7M?06^ ^ grace, JN Regwr. 2. Otfico of Director. 

™0KEB,HB Duke Power 
l"gnw6O-26s,eM7,S0.S70/aM? s 80.787/8607 on 880311. 

2. OWica of Direclor. 85/05/08 8pp 
In 'nap Rapls 50-269/85- 

A 1 *® be stAnsHad Iw 850523 ***” ° iwncompllance under review 

IiS’3l>™l7^ “'®'® “"‘“-'I "•BlP" !. OIK. or Direci,,. 

-“•WOP.-.IWI V.1,, F.lu,„ Duo to 


Qmlincallon 


8505200600 IE Info Nollce 85 040, "Deliolenoies in Equipment Qualification TosUng A 
Certification Process " Sve list and 

JOHDAN.EL Division of Emergency Preparedness & Enginooring Rosponso (Post 
830103) 85/05/22 Consolidated Edison Co of New YorR, Inc 106pp 30840 166- 
30848 271 

8505280181 IE Info Notice 85 042, "Looso Phosphor in Panasonic 600 Sorios Badge 
TLD Elomenis " Sve llsl end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (Post 
830103) 06/05/29 Consolidated Edison Co of Now YorR, Inc 120pp, 30052 245- 
30852 363 

8505280187 IE Inlo Nolioo 85 043, "Radiography Events at Power Reactors " Svo list 
and 

JORDAN, EL. Division ol Emergency Proporodnoss & Ennlneoring Rosponao (Post 
030103) 85/05/30 Consolidated Edison Co of Now York, Inc f20pp 30864 16?- 

30864 287 

8606280195 IE Info Notice 85 044, “Emergency Communication Sys Monthly Tost " Svo 
list end. 

JORDAN,EL Division of Emergency Preparedness & Ennlneoring Rosponno fPoal 
830103). 85/05/30 Consolidated Edison Co of Now YorR, Inc f2tpp 30804 045- 
30664.166 

8506060677 IE Info Notice 85 045, "Potenlial Seismic Interaction Involving Mowobla In- 
Core Flux Mapping Sys Used in Westinghouso Oosignotl Plants," Sve fist oitcl. 
JOROAN.E L Division of Emergency Proparednoss & Enginooring Rosponao (Post 
830103) 85/06/06 Consolidated Edison Co of New YorR, Ino f22pp. 30665 001- 

30865 046 

8506110444 Forwards Insp Roots 50-260/05 03,60-270/85 03 & 60-207/05 03 oo 
850211-0310 & notice of violation Civil penalty not proposed due lo prior gootl lians- 
porlation record & util declsivo corroolivo action. 

GRACE, J N Region 2, Ollice of Director 85/06/06, TUCKEfl,H B, Duko Power Co 
2pp 3081 6,209-3061 6:305 

-8606110460 Insp Repts 50 269/86 03.60-270/85 03 & 50 207/66 03 on 850211 
OSIONoncompllanco noted, failure to moot strong light package ronulrornom lor low 
specific activity mail when box covor camo off during transport 
BRYANT.J., SASSER, K., DANCE, HC Region 2, Office of Director, 05/04/10 llr>a 
30816.295 30816305 

8506060707 IE Info Nollce 05 046, "Clarllioalion of Several Aspects ol Homovablo fla 
dioaclnre Surface Contamination Limits (or Transport Packages " Sve Hal end 
JORDAN, EL Division ol Emorgency Proparodnoss & Enginooring nospoaso (Post 
83010^, 85/06/10. Consolidated Edison Co ol Now York, Ino f24pp. 31043301 
31 04 4 ’064 

8506140240 IE Info Nollco 05 047, "Potenlial Elloct ol Lino Induced Oporailon ontVf 
tain Target Rock Solenoid Operated Valvos " Svo llsl onci 
JORDAN, E L, Division of Emorgoncy Proparodnoss & Enginooring Rasponso iPoti 
030103), 85/06/10 Consolidated Edison Co, of Now York, Ino. I34pn, 312(58157- 
31268304 ' 

8506140636 IE Info Nollco 86 040, "Rospirotor LIsors Nollco.Oofoolivo Soil ■ConliUrTifKl 
Breathing Apparatus Air Cylinders." Sve list one! 

JORDAN,E L Division ol Emorgoncy Preparodnass & Enginooring Rosponao (Pcwi 
830103), 05/06/19 Consolidated Edison Co. of Now York, Ino. 123pp 31378CXM 
31376’103. 


H. Periodic operating reports related correspondence 

8506240030 Monthly m>ofQllno tepts for May 1005 W/860014 Hr, 

REAVIS,J.A, TUCKER, HB, Duke Power Co, 86/05/31, 17pp, 31203 30t-ai20J3»7 

S. Reportable occurrences, LERs & related correepondence 

8604170171 Fonvards evaluation of review of sve water sya air roloaso vfcVe 
tenures Review of a r roloaso valvo design inillated by Georgia Power Co for Hatch 
En folQaso valvos may bo undordoslgnod 

" 

evaluation of review ol sve water sys air rolaaso va.Va 
idiures Consicleralion of Issuance ol IE Inlo nollco to address concerns focommwva- 
ed, 

Dfrwior's Office. 06/03/20, JORDAN, E.L. Division ol Errwroerv 
cy Preparedness & Engineering Rosponao (Post 030103), Ip, 20904 270-20i)04 270 

o' ''o'/'QW Of SVC wator sys air release vs/ve 

SKSouM *" 

8EYFRIT,K,V R».I» ft- 

"^tto^n repf^^ Water Sys Air Release Valvo Failures," AEOO ongtnoering avaSire^ 
SALAH,S, AEOD, Director's Odlco. 86/03/20 lOpp 29904.272-20904; 290, 

^ instead of Powdex backwash tank Caused by 
Ti ink^TJu o ®' ''git'® GTP-7^alve correctly posilionad. 

IJi 308oj;i97Seoim 2. 0'««® fi' 
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F Securll/, medical, emergency & fire protection plans 

0500170469 Forwards Safeguards Insp Repl 60-28Q/85 02 on 850522*23, par 0805 
telcon No noncomptlance ooservod 

MONTQOMERY.J L Region 5. Office of Director 85/06/11 KAY.M Reed College, 
Portland. OR Ip 30957193-30057 194. 

-3506170492 Physical Security Insp Rept 50-288/85 02 on 850522-23 & 0605 Major 
areas inspected site orientatton.security plan. Implementing procedures & organization 
& physfcal barriers Details withheld (ref 10CFR2 790) 

MORDEHHAUG.L R , SCHUSTER.M O Region 5, Office of Director 85/06/10. Ip 
30957 194 30957 194 


H. General correspondence 

0503180436 Requests listed changes to 650507 submission,por 850520 telcon Person 
referred to in definition of "oporatlons boundary" as reactor chief administrator 
changed to emergoncy coordinator 

KAY.MA. Reed College, Portland, OR 85/06/t3 THOMAS.CO Standardization & 
Special Projects Branch. Ip 30977 359-30977 359 


O. Inspection reports, IE Bulletina & correspondence 

6508240408 Seconds to 850510 notice of vioIallon.Correcllve actions end notice re- 
quired by 10CFRig.11 posted Unlicensed senior reactor operator no longer at 
facility Revs lo administrative proceduros approved 

BRAGDON.PE Reed College. Porlland, OR 85/05/31 SCARANO.RA. Region 6. 
Office of Director. 4pp 31202 095-31202.008 

8506170489 Forwards Safeguards Insp Ropt 50 288/86 02 on 850522-23, per 0605 
telcon No noncompllanco observed. 

MONTGOMERY, J.L. Region 5. Otilco ol Director. 05/06/11 KAY.M Rood College, 
Portland, OR Ip 30967.193-30957 194 

-6508170492 Physical Security Insp Rept 50-206/85 02 on 050522-23 & oeOS.Major 
areas Inspectecf site orientation, security plan, implementing proceduros & organization 
& physical barriers Oalails withheld (ret 10CFR2 790) 

NORDERHAUQ.L fl , SCHUSTER.M O Region 5, Offlco of Director 86/06/10 Ip 
30957.:194 30957 194 

8506250326 Ack receipt of 050531 Ur Informing NRC of steps token to correct violations 
noted in 050510 Hr Confirms that "notice of employoes" end In 850531 Ur will bo re- 
vised to describe 10CFR19 & 20 requirements 

SCARANO.RA Region 5, Office of Director 85/06/19 BRAGDON.P Reed College, 
Porlland. OR ip. 31 too 246-31 180.250 


V. Operator Examinations 

8506246408 Re^onds to 050510 notice of violation Corrective actions: end notice re- 
quired by 10CFR1811 posted Unlicensed senior reactor operator no longor at 
fadlily.Revs to administrative proceduros approved. 

BRAGOON.P.E. Reed CoHogo, Porlland, OR 86/05/31. SCARANO.RA Region 6. 
Olficool Director 4pp. 31202 095-31202 090. 

8506250326 Ack receipt ot 850531 Hr Informing NRC of slops taken to correct violations 
notod In 850510 Itr.Confirrns that "notfeo ol employoos” end In 860531 Ur will be re- 
vised to describe 10CFR16 & 20 roquiromonis. 

SCARANO.RA. Region 6. Oflico ot Director 86/06/19 BRAGDON.P. Road College, 
Portland, OR ip 31 180.246-31 180'260 
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F. Security, medical, emergency & (Ire protection plana 

8606160056 FOIA request tor TMI emergency evacuation plan 
WEfSS.M.M AT&T Bell Laboratories (formerly Bell Telephone Laboratories, Ino.) 85/ 
03/05. MURLEY.T E Region 1, Ottice ol Director. Ip 30906.262-30986 252 

8566130068 Responds lo FOIA request for TMI emergency evacuation plan. Forwards 
App A document Document also available In PDR.App B aocumonls available In POR. 
FELTON. J.M. Division ol Rules and Records. 85/04/12 WEISS.M.M AT&T Bell Lab- 
oratories (formerly Boll Telephone Laboratories, Inc.), 3pp 30986 263 30986.267. 

-6503160062 Rev 0 to "Emergency Stalling " 

* General Public UtllHies Corp - GPU Senrico Corp 81/01/31. 12pp. 30886'256- 
30986'267. 

8603040308 Rev 8 to Emergency Plan Implementing Procedure 1004 33, "Post-Aod- 
denl Sample Analysis ” 

• General Public UtllHies Corp. - GPU Service Corp. 85/05/20. 14pp 30703.173* 
30703:166 

8506040271 Rev 5 to cover sheet & Page 7 ol Emergency Plan Implementing Proce- 
dure 1004 8, “Radiological Controls During Emergencies ” 

• General Public UliiTties Corp • GPU Service Corp 85/06/21 3pp 30669.320* 
30699:322 

8606100200 Forwards Safeguards Insp Rept 50*289/85*11 on 850304*06 & notice of 
violation. 

MARTIN.T.T. Region 1, Otilce of Director. 85/05/23, HUKILL,H D General Pubflo Utlll* 
ties Corp • GPU Service Corp 2pp 30827.330 30827.331. 

-8503100204 Notice of violation from Insp on 850304-08 Details withheld (ret 
I0CFR2.790). 

* Region 1, Office ol Director. 86/05/23 fp 30827'332-30827:332. 

-6503100210 Physical Security Insp Repl 60-289/85-11 on 850304-08. Noncompliance 
notedifailure lo follow protected area processing procedure & to complete annual 
physical fitness tests Details deleted (ref 10CFR2.790). 

bUNLAP.J.M. KEIMIG.RR Region 1, Otilco ol Director. 85/06/23. 6pp. 30827:333- 
30327:337. 


8506070303 Forwards corrected SALP Repl 50*289/85 99 for Feb 1984 - Jan 
lSa5,containin9 minor changes after revlovning util 850507 comments Improvement 
noted In shutdown plant operations & difficulties In engineering & licensing 
MURLEY.TE Region 1. Otiice ol Director 85/05/31 HUWLL.HO General Public 
Utilities Corp * GPU Service Corp 5pp 30752 139-30752 108 

-6506070311 Forwards comments on SALP Rept 50-289/85 99 lor Fob 1984 * Jan 
1 985 Rept accurately reflects util performance 

HUKILL.HD General Public Utilities Corp * GPU Service Corp 85/05/07 
MURLEY.T E Region 1. OHice of Director 5pp 30762 146-30752 150 

-8506070316 Corroded SALP Rept 50 289/85 99 lor Fob 1984 * Jan 19BS 

* Region 1, Office of Director 05/05/31 48pp 30752.151-30752 198. 

8506 170538 Informs of acceptability of 850520 plan ol action to confirm control room 
habitability following single component failure within emergoncy venlllalion 
sys Clarification of two listed items discussed w/M Iqbal provided 
STOL2,J F Operating Reactors Branch 4. 85/06/03 HLIKILL.H D General Public Util- 
ities Corp - GPU Service Corp 4pp 30981 303-30981 306 

8608210272 Rev 6 to Emergency Plan Implomonling Procedure 1004 36, "Emergency 
Assembly Area " 

BEVELAQUA.J.J General Public Utililios Corp - GPU Service Corp. 85/06/10. lOpp 
31024.105-31024 114. 

8606180457 Tomporoty Change Notice 1-85 0097 for Rev 0 to Emergency Implement- 
ing Procedure 1004 15, "Posl-Acddonl RCS Sampling " 

* General public Ulilities Corp - GPU Service Corp. 85/06/11 34pp 30978 001- 
30978.034 

8506260646 Forwards Safoty Insp Repl 50 289/86-15 on 650415-19 No violations ob- 
sorvod 

EBNETER.S.O. Region 1. Oillce ol Director. 85/00/13 HUKILL.HD General Public 
UtllHies Corp. * GPU Service Corp. 4pp 31228-278 31228 293 

-6506260659 Insp Rept 50-280/86-15 on 850415-10 No violations or deviations 
noted.Major areas inspected verillcation ol completion ot specific Items ot NRC certill- 
cation process 

FINKEL.A E . PAOLINO.R J . ANDERSON.C J Region 1. Otilco ot Director, 85/06/04 
12pp 3122e;282-3t228-293. 

8506250376 Rev 11 lo Emorgoncy Plan Implementing Procedure 1004.27, "Activation ot 
Emergoncy Operations Facility '' 

* General Public Utilities Corp. - GPU Service Corp. 05/08/14 26pp 3119B 111- 
31198136 

6506190397 Forwards Rev 1 to proposed plan for satisfying ASLB long-term require- 
ment for procedure lo evaluate post- training performance ol operators In job setting 
W/Cortillcato ot Sve Related correspondence. 

BAUSER.DB. Shaw, Pittman. Potts & Trowbridge BAUSER.DB. Gonoral Public Utili- 
ties Corp. • GPU Service Corp #285 478. 86/06/17 SMITH.IW. WOLFE.SJ.. 
LINENBERGER.G Atomic Safety and Licensing Board Panel. 170pp. 30898001- 
30998 260 


Q. Adjudicatory correspondence 

6506140061 Partial response to FOIA request for documents re safety of stoam gonora* 
tors at lacility from 1970 to present Forwards App A documents flocords available in 
PDR & LPDR NUREQ/BR 0052 end. 

FELTON.J.M. Division of Rules and Records. 86/01/25 DETJEN,J. Philadelphia In- 
quirer, Philadelphia, PA. 13pp. 3091 1.002 30911:014. 

-8401230095 Forwards ASLB 640109 memorandum & order ruling on motions lor ro* 
consideration of TMI Alert contentions & all Interrogations & responses ovalleblo lo 
date. Interrogations expocled momentarlly.W/o end 

STOLZ.J.F Operating Reactors Branch 4. 84/01/12. HOUSTON, W.R. Asslslanl Diroc- 
tor for Coro & Plant Systems 2pp 30914.215 30016.022. 

-8506140079 Submits dally highlight Discusses status of TMI-1 stoam generator 
hearing No formal schedule lor remainder of proceedings establl8hed.A8LB decision 
on summary disposition expacted by late Apr. 

SILVEfl.H. Operating Reactors Assessment Branch. 84/03/02. DENTON, H., CASE.E,, 
CARTER.J NRC - No Detailed Atfillation Given. Ip. 30915-240-30916.240 

-8506140136 Submits daily highlighLDIscusses ASLB 841031 initial decision on steam 
generator repair Decision favorable. Authorities Issuance of requested license emend 
recognizing kinetio expansion repair techniques subj lo NUREG-1019. 

SILVER.H. Operating Reactors Branch 4. 84/11/01 DENTON.H, CASE.E., 
EISENHUT.G NRC * No Detailed Affiliation Given. 1p. 30gi5.313-30916;313. 

.*8606140143 Discusses ASLB Initial decision on steam generator repair re licensee ap- 
plication for amend lo OL lo permit rev of Tech Specs to recognize steam generator 
lube repair techniques. 

CUNNINGHAM.G.H. Office ot the Execulivo Legal Director. 84/1 1/06 DENTON.H.R. 
Ofllce ot Nuclear Reactor Regulation, Director. 2pp. 30916-314*30916-316 

8508030244 Answer opposing TMI Alert (TMIA) 860522 motion to reopen record tor 
purpose of receiving addi Info.TMIA assertions re 1979 W certification fall to meet 
requisite aids tor reopening adjudicator record.Certificato ol Sve end, 

BWSER.DB General Public Utilities Corp - GPU Service Corp BAUSER.DB Shaw, 
Pittman. Potts & Trowbridge. #285 224, 85/06/20 Commissioners 12pp. 30674.041- 
30674-052. 

8506030317 Notice ot RL Long 850524 Hr lo JF Slolz re licensee progress in develop 
Ing plan for conducting on-the-job performance evaluatlon8.Svc list end.Relaled corre 
spondenco, 

BAUSER^p.B. General Public Utilities Corp. • GPU Service Corp. BAUSER.O B. Shaw, 
Pittman, Potta & Trowbridge #285 202 B5/05/29. Commissioners, 4pp. 30873:284* 
30673 287. 

8506130184 Memorandum & Order CLI 85 09 authorizing restart of facillty.Supporting 
statements by Commissioners Palladino, Roberts.Bernthat & Zech & dissenting state- 
ment by AsselsUne Included, Seived on BS0529. 

CHILK.S.J, Office of the Secretary of iha Commission #2B5 366, 65/05/29 General 
Public UtllHies Corp. * GPU Service Corp. lOIpp, 30860-113*30860,213. 
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fi60fi030403 Forwards Commonwealth of PA motion of sta/ , 

WOELFLINQ.W PennsyJvania, Commonwealth of 236 D5/05/31 CHILK,SJ 
Office of the Secmtary of the Commission 1p 30675 334 30675345 

-8506030409 Wolfon (or emergency stay of 050529 NflC decision aulhorizlno restart of 
facility Certificate of Svc end , .a 

WOELFLING.M. Pennsylvania, Commonwealth of 85/05/31 Commissioners 11pp 
30675 335-30675 345 

8506070550 Requests NRC slay & reconsiderallon of impfementatlon of Memorandum 
& Order CU-65-09 entered 850529,pof 850530 lelcon 

ZtICKER.MJ Roda, JF ZUCKER.MJ Aamodls #285 317 85/05/31 

ROTHSCHILD, I B Office of the General Counsel Ip 30756 292-30756 292 

8606060311 Motion to defer consideration of 850528 motiort by Commonwealth ot PA 
to disqualify law firm of Shaw.PiMman, Potts & Trowbridge from represenllng C Hosted 
until hearing in question convened Certificate of Svc enci, 

SAUSEfl.DlB Husted, CA BAUSER.DB Shaw, Pittman. Potts & Trowbridge #285 
281 85/06/04 Commiasioners 4pp 30729 285-30729' 288 

8506130136 Informs that SL Nawfon.eurrenlty manager of plant training, has accepted 
position w/JNPO,elf0ctJvo 650801 Board will be notified re replacement Svo list 
end Related correspondence r-c . 

BAUSERpD B Shaw, Pittman, Potts & Trowbridge #285 385. 85/06/10. EDLES.Q.J , 
JOHNSON, WR„ KOHL.CN Atomic Safety and Licensing Appeal Panel 3pp 
308S1’19S30S&1'198 

8506130186 Motion for enlargement of time until 850701 to file appeal from ASLB 
850S03 partial initial decision on remanded Issue of licensed-operator training at TMI- 
1, Notice of appeal previoesty tiled on 850513 Svo list end 
SHOHET.G. Three Mile Island Alert #285 376 86/06/10. Atomic Safety and Licens- 
ing Appeal Panel 4pp 30650.346-30859 351 

6508130256 Memorializes 650610 telcen re C Huslod request lor deferral of lime to 
answer Commonwealth of PA 650528 motion to disqualify counsel Grant ol Husted 
request confirmed Svc list end 

BAUS£R,D8 Shaw, Pittman, Polls & Trowbndge BAUSER.DB. Husted, CA #285 
386, 85/06/10 CHILK.SJ Office of Ihe Secretary of the Commission. 3pp 
30659 209-30859 211. 


8506130178 Order granting TMI Alert, Ino moLon to extend time until 850701 1o file brief 
on appeal of ASLB 85 0503 partial initial decision re I raining Served on 850812 
SHO^AKER.CJ. Atomic Safety and Licensing Appeal Panel #285 391 65/06/11. 
Three Mile Island Alert Ip 30859 347-30859 347 


8S06130316 Petjtion/requesi for order (o show cause why pJanIs should not be shut 
down until CRD mechanisms Inspected 

DOHERTYJ F. Doherty, J.F, 86/06/11 Office of Nuclear Reactor Regulation, Dlr0^ 
tor. 6pp 30859.013-30859 022 


8506170480 Forwards OB Bauser 850610 Itr re C Husted request lor deferral ol lime to 
answer Commonwealth ol PA 650528 mollon lor disquafilication ol coun3al,per \AL 
Clements request. 

JOHNSON.GE Hearing Branch 4, #285 456 85/06/13 CHILK.SJ Office of Ihe 
Secretary of the Commission Ip 30957*355-30957.350 


8506170502 Response to C Husted motion lo defer considerellon ol Commonv/ealih of 
PA motion to disqualify Husted fegal counsel Notice of appearance & Certificate ol 
Svc end 

JOHNSON.Q E Hearing Brarvch 4. #285 425. 85/06/13 Commissioners 0pp, 
30956.217-30956 222. 


8506190262 Order extending lime until 850717 for Commission to act to review ALAB- 
807, Served on 650618, 

CHILK,S.J, Office ol the Secretary of the Commission #205 491. 86/06/17 
PALLAOINO.NJ., ROBERTS, TM., ASSELSTINE.J.K Commisslonors Ip 30S95;128. 
30995' 128 


8506190390 Response opposing licensee oosl training evafuatlon plan (or reader 
operators. Plan should be rejected & TMJ-i not restarted until ulil submits A Imple- 
ments plan meeting UCS oyectlons,W/Cerli1lcale ot Svc. 

JORDAN, W.S, Union of Concerned Scientists. JORDAN, W.S Harmon, Weiss A 
Jordan. #285 479, 85/06/17, Atomic Safety and Licensing Board Panel 16np 
30996-338 30996:350. 


8508100397 Forwards Rev 1 lo proposed plan for satisfying ASLB longterm require 
ment for procedure lo evaluate post- training performance ot operators in job setting. 
W/Certlllcate ol Svo,Relate(f correspondence. 

BAUSER, O.B Shaw. Pittman, Polls A Trowbridge BAUSER.DB General Public Utili- 
ties Corp • GPU Service Corp. #285 478 85/06/17. SMITH.IW,, WOLFE.SJ,, 
LINENBERQER.G. Atomic Safely and Licensing Board Panel, 170pp. 30998:091- 
30998260. 

6506200252 Forwards aflida'rti of JJ PersensXy re review of licensee proposed plan for 
evaluating licensed operators In job aeltlng,per ASLB 850503 Fourth Partial Initial De- 
cision LBP-S5-15.Plen acceptable, 

WAGNER, M.E, Hearing Branch 4. #285 497, 85/00/17. Atomic Safety and Licensing 
Board Panel. 1p 31007-235-31007.240 

-8506200261 Affidavit ol JJ Person sky re response to ASLB 860503 Fourth Partial Ini- 
tial Decision LBP-8S-16 concerning proposed plan to evaluate licensed operators In 
lob settlng-Plan acceptable Cerllllcale ol Svo end 

PERSE NSKY,J.J. Ucensee QualiUcalfona Branch. 86/06/14. 6pp, 31007:238- 
31007'240, 

6506280141 Advises that OJ Shalikashvlll will replace SL Newton as manager ol plant 
trelning-Slatement of qualifications & svc list end Haleted corre^ndence. 
BAUSeRiD.B, Shaw, Pitiman, Potts & Trowbridge. BAUSER,O.B. General Public Utili- 
ties Corp • GPU Service Corp, #285 590, 85/06/26 EDLES.GJ, JOHNSON, W.R„ 
KOHL,C N. Atomic Safety and Licensing Appeal Panel. 6pp, 31256.329-31255.333. 


H. Gansral eorrespondenoe 

65064>80411 Transcript of 860522 meeting In Washington, DC re oral presentallon by 
particdpanis on lifting Immediate effectiveness of 1 979 shutdown ordera.Pp M21 
• Commissioners 85/05/22, 258pp 30765:230-30766 127 


-8506060419 Requests response to 650311 request for citizens lirs placed onCefnms- 
sloners table prior to 850213 meeting L Shulto ropt on health effects in TMI area end 
AAMODT.MM Aamodls 85/04/26 COMBS, TR Do cXeling A Services Brandi 4j» 
30786036 30766 039 

-8506060442 Responds to 650422 request for Aamodt ropt No copies available to 
public from NRC Rept must be obtained from Aamodls 

INGRAM, F Olfico ol Public Allans 05/04/30 BLACKINGTON,S Affiliation Nol As- 
signed Ip 30766, 040-30766 040 

-6506080444 Responds to 650424 request for copy ol Aamodt ropt No copies avaiiaNe 
to public from NRC Ropt must bo obtained from Aamodls 
INQRAM.F Ollice ol Public Affairs 85/04/30 MEYER,P, Audubon Society 22 m 
30766 041-30766 063 

8506040480 Supports TMI restart Billions ol taxpayer dollars wasted by fruitless delays 
A opposllion 

PAINE, A J Allillallon Nol Assigned 85/05/30 MAnTIN,R E. OKIco of Nuclear Reac- 
tor Regulation, Director Ip 30698'21 1-30690 21 1 


I. Financial Information 

8505290320 Board Notification 85 059 forwards financial roviow of GPU oporaien d 
TMM .1/1)1 has reasonable assurance of obtaining funds necessary to cover estlatated 
TMI-1 operating costs for period of licensing A docommisslonlne 
TH0MPSON,H L Division ol Licensing 05/05/20 PALLADINO, ROBERTS, ASSEL 
STINE Commisslonors 2pp 31040,194 31040 204 

-8506210076 Forwards financial roviow of GPU operation ol TM1 1, 

KERR,GW Olfico ol State Programs, Director 05/05/24 DENTON, HR OiliceofNv- 
clear Reactor Regulation, Director 9pp 31048 106-31040 204, 


J, Insurance A Indemnity Information 

8606100801 Forwards Endorsemonls 82,17,75 A 76,104,30 A 10 A 20 to NELIA Polrcie* 
NF.220,NF-269,NF-230,NF-164,NF252 A NF-261 A Endorsements 70,9,60 A 
61,62,20 A 12 A 13 lo MAELU Policies Mr-73, MP-I lb, MF-90,MF-44.MF-100 A MF 
11 2, respectively, 

HOGQc.S D Marsh A McLennan, Inc 65/05/26 DIN ITZ,I. Assistant Director for Slate 
A Licensee Relations 17pp 30793,312-30703 320 


P. Operating license stage documents A correspondence 

8506030390 Partial response lo FOIA request for throe categories of documoalsiebt 
made avalfablo at PDR re NSHCs App A documents oner A placed In PDFl, Scare/ 
continuing 

FELTON, J.M Division ol Rules and Records 04/1 1/06 AOATO.M Union ol Ccn 
corned Scloniisis, 4pp, 30720001 30723 064 

-8308190157 Notice of considerallon ol Issuanco ol amend (o License DPR-SO A pro 
posed NSHC dolormlnallon A opportunity lor tioarlng re 630121 appllcallen toperny 
Increasing HPI A low pressure Inloclion setpoints 

STOLZ,JF Operating Reactors Branch 4 63/07/13 7pp 3072a'1 84 30722 202 

-8300260077 Forwards Shelly slellslics updato, covering 030506 0623 No addl com 
menis or roquesls for hearing rocolvod since filings rocoivod on TMI-1 sloam oonwa- 
tor repair notice. 

EISENHUT.DG Division of Licensing, 83/09/16 DENTON,! 1 R. OKloe of Nuclear Ra 
actor Regulallon, Director 2pp 30720 006 30720 007 

-8311030264 Forwards update ol Sholly statistics provided on 030918, covefini 
630506 0921 Only one addl requosl (or hearing received Sixth monthly FR notice 
scheduled lor 831026 publication 

EISENHUT.D Q, Division of Licensing 03/10/16 DENTON.H R. OKIco of Nuoloar He 
QClor Regulation, DIroclor 2pp. 30720.008-30720 009 

-6311300410 Forwards update ol Sholly stellstica lor 030506-1023 Request (or hoawj 
re Salem notice on extending interval (or second Integrated leek role test rocelvej 
EISENHUT.D, Q, . Division of Licensing 03/11/14 DENTON, H.R. Ollice of Nucto 
Reader Regulation, Director 2pp, 30720.010-30720 01 1 

-8312230001 Forwards update of Sholly slatistios covering 830506-1122 
EISENHUT.D G, Division ol Licensing 83/12/09 DENTON.H R, Office ol Nuclear R«- 
actor Regulation, Dfredor. 2pp. 30720.012 30720 013 

-8401160341 Forwards Update to Sholly stallslics for 030500 1231 Request for (warms 
received In response lo notice ol Issuanco of Amend 10. Ninth monihty FR notca 
scheduled (or publication on 840125 

EISENHUT.D Q. Division of Licensing, 04/01/06 DENTON.H R Ollice ol Nuclear Re 
actor Regulallon, Director. 6pp 90720 014 30720.015. 

-8402210139 Forwards update of Sholly slatistios for 830500 O4O120,Two requests lor 
hearing A one comment received Roquesls (or hearing dismissed on tw 
plaanis Prehearing conference scheduled lor Grand Gull polillon 
ilSENHUT.D.G, Division ol Licensing 04/02/07, DENTdN.H.H. OKIce o( Nuclear Re 
aclor Regulallon, Director, 3pp, 30720:016 30720,016. 

-84040201 12 Forwards update of Sholly stallslics covering 630506- 640224 Eleventt 
monlhly FR noKco scheduled lor publication on 84032 1 , 

EISENHIJT.D.G Division of Licensing, 64/03/13 DENTON, H.R, Ofltce of Nuclear Re 
aolor Regulallon, Director, 3pp, 30720 019 30720 021 

-8404260481 Forwards updated "Sholly" slatlat/cs for 630506-840322 Prehearing «n 
forence held on request for hearing received on TMI-1 steam gerwraW 
repair, Contentions accepted by ASLB 

EISENHUT.D.G Division of Licensing. 84/04/13 DENTON.H, R, Office of Nuclear R» 
aclor Regulallon, Dlreolor, 3pp, 30720,022-30720 024 

-8405220611 Fonvards updale ol Sholly atalisllcs covering period 930505- 840425 Nt 
addl comments or requests for hearing received 

EISENHUT.D.G. Ofviston of Licensing 04/05/07. DENTON, H.R, Office of Nuclear Rf 
aclor Regulallon, Director, 3pp 30720,026-30720.027. 
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-84052901 17 Notice of consideration of Issuance of amend to License D PR-50 & pro- 
posed NSHC determination & opportunity for hearing, re moving present limits on 
recelpt.possesslon & use of by product, source or SNM for sample analysis 
STOLZ.J F. Operating Reactors Branch 4 84/05/07 29pp 30722 203-30722 239 


-8506140137 Special Temporary Procedure 1-82-0055, “Once-Through Steam Genera- 
tor Temporary Recirculation & Chemical Addition '' 

* General Public Utilities Corp - GPU Service Corp 82/10/04 7pp 30911.038- 
30911 044. 


-8406260322 Forwards update of Sholly statistics lor period 630506- 840523 ASLB 
Issued decision for Grand Gulf on 840423, admitting two contentions for discovery 
EISENKUT.D G Division of Licensing 84/06/08 DENTON,H R Office of Nuclear Re- 
actor Regulation, Director 3pp. 30720 028 30720,030. 


-8506140145 Summary of 820809 meeting w/utit re steam generator eddy current test- 
ing program Supporting documentation end 

JACOSS,R Operating Reactors Branch 4. 82/08/19, Operating Reactors Branch 4 
106pp 30915’023-30915 129 


-8407300060 Forwards update of Sholly statistics covering 830506-640620, No addi 
comments or requests for hearing received 

EISENHUT.D.Q Division of Licensing 84/07/06, DENTON,H,R. Office of Nuclear Re- 
actor Regulation, Director 4pp 30720 031-30720 034 

-8406200009 Forwards updated Sholly statistics for period 830506-840716 Slalistics 
will bo updated lollowing 840822 monthly publication of FR notice 
EISENHUT,D G Division of Licensing 84/00/00 DENTON,H R Office of Nuclear Re 
actor Regulation, Director. 4pp. 30720.035-30720.036 

-8410040278 Forwards update of Shollv statistics covering 830506- 840622 Lists two 
"press release" type notices issued cfuring reporting period. Next monthly FR notice 
scheduled for publication on 640924 

EISENHUT.DG Division of Licensing. 84/09/18. DENTON, H R, Oflice of Nuclear Re- 
actor Rogulatior), Director, 24pp. 30720,039-30720 062 

8506140045 FOIA request for documents re safety of steam generators at facility from 
1979 to present Info should Include Insp repl,correspondence,memoranda & other 
documents re corrosion problems & repair of steam generators 
OETJEN,J. Philadelphia Inquirer, Philadelphia, PA 84/11/29 FELTON.J.M. Division of 
Rules and Records Ip 3091T001-30911;001. 

6506050435 Further response to FOIA request for documents re radiation exposure to 
workers from 1979 to present App A documents end. 

FELTON, JM Division of Rules and Records 84/12/17, DETJEN.J , FITZGERALD, S. 
Philadelphia Inquirer, Philadelphia, PA 2pp 30746'074-30746,096. 

-8606050465 Rev 3 to "Assessment of TMI-1 Plant Safety for Return to Svc After 
Steam Generator Repair" 

MORAN, T.M , WALD,P.S , WILSON,R General Public Utitilies Corp - GPU Service 
Corp 83/09/04 165pp 30746 267-30746:071 

8506140061 Partial response to FOIA request for documents re safety of steam genera- 
tors at facility from 1979 to present Forwards App A documents Records available In 
PDR a LPDR NUREG/BR 0052 end 

FELTON.J M. Division of Rules and Records, 85/01/25, DETJEN.J , FITZGERALD, S 
Philaderphia Inquirer, Philadelphia, PA. 13pp. 30911:002-30910,352. 

-6202080518 Discusses status of actions by util & NRC to evaluate corrosion problems 
found In facility steam generators, Steam generator history a status end, 

JOHNSTON, W.V, Assistant Director for Mails & Quat. Engineering (Pro 830201) 82/ 
01/21 VOLLMER,RH Division of Engineering. 9pp, 30915;341-30916-342 

-8306090351 Forwards EIA Input for return to svc after once-through ateam generator 
repair program, 

MULLER.D R Assistant Director for Radiation Protection 03/06/01. LAINAS,G,C, As- 
slslanl Director for Operating Reactors 14pp. 30915:262-30915.275 

-6312140274 Board Noliflcallan 83-184 provides addI info on steam generator repair 
program & raqueals concurrence on final no algniflcanl hazards determination re oper- 
ation w/repaired generators, Commission papers end, 

LAINAS.GC Assistant Director lor Operating Reactors 83/11/23. Atomic Safely and 
Licensing Board Panel 10pp 30914:197-30914,214. 

-8407170161 Forwards safely evaluation re Increase In once through steam generator 
primary to secondary leakage rate,per NUREG-1016 & SuppI I.Rato acceptable 
JOHNSTON, W.V, Assistant Director lor Malls, Cham & Environ Technology (Post 
830201) 64/07/11. LAINAS,G,C. Assistant Director for Operating Reactors. 6pp 
30016 277-30915:281 


-6506140068 Rev 1 to SP-1 101-22-010, "Once-Through Steam Generator Kinetic Ex- 
pansion Depth Criteria " 

* General Pubtio Utilities Corp. • GPU Service Corp 62/07/10, 4pp. 30916'236- 
30916 239, 


-6506140069 Rev 0 to Procedure TP 600/2, "Controlling Procedure for Once-Through 
Steam Qensralor Repair Testing." End 6 (Pages 114,1 16 & 116 not Included). 

TALLY, C.'W, PORT^,l,D„ HAWKINS,T,M General Public Utilities Corp - GPU Serv- 
ice Corp, 03/08/26. 134pp. 30913:331-30914:109, 

-6506140074 Notification of 020916 meeting w/ut)l in Belhesda.MD to discuss explo- 
sive expansion repair techlque used in facility once-through steam generators. 
JACOBS, R, Operating Reactors Branch 4. 82/09/07. STOLZ.J. Operating Reactors 
Branch 4. 17pp. 30911.016-30911.031, 


-6506140102 Submits dally hlghllghLOn 840626,llcensee informed NRC that primary to 
secondary leakage detected In '^B" once-through steam generator by chemical meas- 
urements of boron & cesium In secondary 8y8.Lu rept wiiTje submitted. 

STOLZjJ.F. Operating fleaolora Branch 4 84/06/27. DENTON.H , CASE,E , 
EDISON.Q NRC • No Detailed Affiliation Given. 1p, 3091 6-27e-3091B 276. 


-8608140112 "Interim Rept of Third Party Review of TMI.UnIt 1, Steam Generator 
Repair." 

BROWN.S.D., HOLLANDS A„ KALNINS.A, Affiliation Not Assigned. 82/09/27, 6pp. 
30811.032-30911 037. 


-6506140116 Rev 0 lo Tech Spec SP-1 101-22-019, "Tech Spec for Once- Through 
Steam Generator Westinghouse Rolled Plug Pull Testing." 

* General Public Utilities Corp. ■ GPU Service Corp, 84/OB/il. 4pp. 30916:284- 
3091S'2e7, 


-6506140122 Forwards proposed task interface agreement requesting NRR take lead 
reaponsiblllty for review of once-Ihrough steam generator plug problem & evaluate li- 
censee analyses & proposed corrective actlon8.Revlew requested by Fall 1984, 
STAROSTECKI,R, Division ol Project & Resident Programs. 84/08/16, 
EISENHUT.D.Q, Division of Licensing, 4pp, 3091 6-208-3O91 6:291. 

-6506140126 Maint procedure for job ticket, , , , „„„„„„„„ 

‘ General Public Utilities Corp. - GPU Service Corp. 64/09/24. 21pp. 30916:292- 
30915-312. 


-6508140151 Handwritten tnp rept of 820805 demonstration at Mt Vernon re obsorva- 
llon ol kinetic expansion ol tubes In full-size once-through steam generator 
QRAY.H Region 1, Office of Director 02/08/20. Region 1. Office of Director 3pp 
30915.129-30915 131 

-85061 40161 Notification ol 821013 & 14 meetings w/util in Belhesda.MD lo discuss 
results of steam generator repair qualification program, eddy current testing program & 
RCS cleaning 

JACOBS, R.H Operating Reactors Branch 4. 02/09/29 STOLZ.J F Operating Reac- 
tors Branch 4 1p 30911-045 30911 045 

-8506140162 Notification of 820629 meeting w/ulll,B&W & Foster-Wheeler in 
Belhesda.MD to discuss updated status rept on repair of TMI-1 steam 
generators, specifically on expansion of tubes lo upper tube sheet 
STOLZ.J, Operating Reactors Branch 4 82/06/1 1 NOVAK,T D Assistant Director for 
Licensing 5pp, 30916 133-30916,137, 

-6506140166 Responds to 82 1026 request lor Info re steam generator tube Integrity at 
facility from 1979 lo present Supporting documentation end. 

HUKILL,H General Public Utilities Corp • GPU Service Corp, 82/11/30 
EISENHUT.D.Q Division of Licensing 33pp 30911 048 30911-243 

-8506140167 Summery of 820628-20 meetings In Belhe8da,MD re RCS & steam 
generators Attendee list end 

QRAY.H Region 1, Olfice of Director. 82/07/02 Region 1, Office of Director, 6pp 
30916-138-30916-143 

-8506140171 Summary of 020615 meeting w/ulll & Franklin Research Ctr lo review 
technical status of repair ol ateam generator tubes to achieve better than allowable 

GRAYiH Region 1, OKico of Director 82/07/07 Region 1, Office of Director. 2pp 
30916144-30916146 


-6506140172 Rev 0 lo Technical Data Rept 388, "Mechanical Integrity Analysis of TMI- 
1 Once-through Steam Qonorator Tubes," Supporting documentation end, 

* General Public Utilities Corp ■ GPU Service Corp 388 ROO, 02/12/09 105pp 
30911,079-30911:273 


-8508140176 Nolificallon ol 620012 meeting w/utll & util consultants In Livingston.NJ to 
review explosive expansion repair test procedures 

JACOBS,R Operating Reactors Branch 4 82/08/11 STOLZ,J Operating Reactors 
Branch 4 1p 30916:146-30915:146 

-6506140176 Marked-up Installation Procedure A26K-51612-IP6, "‘A’ & 'B', Once- 
Through Steam Generator Stabilization & Plugging," Supporting documentation end 
• General Public Utilities Corp. - GPU Service Corp 83/02/00. 64pp 3091 1 244- 
3091 1:297. 


-6506140162 Summary Of 820721 meeting w/util.B &W, Foster- Wheeler (F-W) & Franklin 
Research CIr In Livingston.NJ lo discuss qualification test program lor F-W sloavlng 
process used In steam generator restoration program Agenda end. 

EBNETER.S.D, NRC ■ No Oalallod Afllllation Given 02/07/30, NRC • No Detailed Af- 
filiation Qivon 6pp. 30915.147-30916-151 


-8506140183 Temporary Change Notice 1-03 0021 to Rev 1 to Procedure 1300-4B re 
eddy current exam of onoa-Ihrough steam generators, 

‘ General Public Ulllilies Corp • GPU Service Corp, 03/03/04. 29pp 30011:290* 
3091 1:326, 


-6506140166 Summary ol 820620 & 20 meetings w/ut)l re steam generator recovery 
program, List of attendees & util presentation end 

JACOBS, R, Operating Reactors Branch 4. 82/07/14, Operating Reactors Branch 4. 
74pp. 30915:162-30915-233 


-8506140189 Rev 1 to Installation Procedure A25K-51612-IP6, “'A' & 'B’ Once-Through 
Steam Generator Stabilization & Plugging." Supporting documanlalion end 
* General Public Utilities Corp - GPir Service Corp 83/03/16 32pp. 30911:327- 
30911:358. 


-6506140192 Notification ol 820809 meeting w/utll In Middletown, PA to discuss eddy 
current testing program on TMI-1 once through steam generators. 

JACOBS.R, Operating Reactors Branch 4 82/07/29, STOLZ,J Operating Reactors 
Brar^ch4. Ip 50915.234-30916 234, 

-8506140199 Notllicatlon of 820805 visit lo B&W facility at Mount Vernon, IN to witness 
tests of once-through steam generator repair lechnlque used during repair of TMI-1. 
JACOBS,R Operairng Reactors Branch 4, 82/07/29 STOLZ.J, Operating Reactors 
Branch 4. Ip 30916-235-30916-235. 

-6606140202 Rev 1 to Installation Procedure A26K-61612-IP1, "Stabilizer Tuba Endmill- 
ing - 'A' & 'B' Once-Through Steam Generators " 

• General Public Utilities Corp • GPU Service Corp. 83/03/16. 22pp. 30911-369- 
30912:028 


-8506140205 Rev STR-1 to "RCS Leak Rate Verification Test" Supporting documenla 
Oon end ^ , 

‘ Qaneral Public Utilities Coro - GPU Service Corp. TP 600/6 REV STR-1. 84/06/20. 
293pp. 30916:343-30916.27^ 

-8506140207 Rev 0 to Inslallallon Procedure A26K-S1512-IP2, "Removal of Stabilizers 
From Tubes to be Restablllzed " 

* General Publio Utilities Corp. • GPU Service Corp. 83/03/16 9pp. 30912.019- 
30912.026. 
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h.ar-’<9ft»On 840207.NnC mat w/(jW lo learn fesuHs ol util 

« Otwjtng «ea<:'of» 0^3™='' ^ 62/«'08 R . CARTER.J . 

h ■ r »»>■■ I T CKj 7<PC W Dew. ‘ad Affii’atMn Given 2pp 30916 276 30916 277. 

K<iv 0 So li'JSi'alJon Procedure A25K51512«IP3, • Removal ol 
IP ll ‘ff I ••‘-jfSed P'-jg from Row Tube A 1« 61 ‘ SuppoiUng 6ocumentalioii enci 
corp • GPU SeivKO Corp 89/03/16 lipp 30912029- 

rr::n 


-IJOd H02U Pw 0 10 Std MTWS0I3. ■ Tube/TiAeshcet Plugging Std for Steam Gen- 

u'a/'Wc?P S KWFERCO General Public UWitias Corp • GPU Service Corp 
7Sr2n I’pp X‘916 279-30916 294 


9^0«f40JJ4 Rev 0 10 irsSaiiaSiOn Procedure A25K 51512 |P7, ‘'Assembly of Stabilizer 
.^•"cPa-ih Sofportng documonlalon end 

• ij«r*ffai rjti'C Ltioos Corp - GPU Service Corp 83/03/18 75pp 30912 040 
:t'i'2H5 


8iWt40238 vol I 10 fl«v 0 lo TR-010. "TMl-1 Sleam Generator Adequacy Ol Tube 
J!,jorg & S’atMizng Repair Crrtena " Supporting documentalin end 
• tfJvrriM Picltc UtJiWS Corp • GPU Seneca Corp Tfl 010 V01 ROO 83/03/24. 
4r>^C 1 16-30912 163 


>4506140243 Summary of 830310 meeting re results 8 present status of various sup- 
ccrtng tes-'sRCS conditions for cteaning, ctiemisiry parameteis & cleaning 
er*4d4 Suppcrwrg documontabon end 

* 7^ 0«>Uiied AlfJiabon Given 83/03/28 NRC • No Detailed AfSfiatlon Ghrert 
84pp 30912164 309(2 246 

-»$0« 140251 Rev 3 to Technical Data Ropl 386. “Mechanical Integniy Analysis Of TMf- 
1 Oxe-Through &oam Generator Unplugged Tubes " 

* General PtWC UtSises Corp • GPU Service Corn 388 R03 83/05/1 1 49pp 
3CSI2 247 30912296 


8506200110 FOIA request for oarliosl did documeni suggostlng or dascntilnfl pca:^ •* 
uses of nuclear onergy.descripllon of Elsenhower Atoms for Poaco |>r<w|rajn ^ 
teal on health ellocis of reactor accident TMI & root on fusion powor, 

0EST.JR Alfdlalion Not Assigned 85/03/08 NRC - No Detailod Afliilailon Gr*c/i Ip 
31039361 31039 361 

8506170117 furlher response to FOlA request for nine categories of documenla ro TV 
1 & TMI-2 Forwards Apr 1979 telegram re possible sabotage 

FELTON. JM Division of Roles and Records. 85/03/22. DEEMEn.CR AHilln7M:« **-* 
Assigned, Ip 30981 232-30081*235. 

-7906280486 Advises saboiago not responsible lor TMI Inciilent per HIH 
statement Human factor overrode automaftc safety functions 

* Federal Bureau ol Invesligafion 70/04/30. Commissioners |p 30yOT 73 J 
30981 ‘235 

8508200117 Responds lo FOIA request for documents doscrlbing poncolul uso 
clear energy .descriplion of Elsenhower Atoms for Poaco Program & roconl ror* t-i 
health efieefs ol reactor accidonl at TMI.Oocuments availablo In fibrnry or I’Of I 
FELTON.J M Division ol Roles and Records. 05/03/27. 0EST.J R, Alliltalion ^ 
signed 2pp 31030.362-31030.363 

8506100886 Grants 850212 & 0325 roouosts for schedular oxlonslon el dea wr J 
651130 to implomeni environ qualification of electrical equipment lmport«rt to 
safety, per 10CFR5049 Rolotod correspondence, 

DENTON.Hfl. Office ol Nuclear Roaclor Regulation, Director. #205 612 
HUKILL,HD General Public UtllHIes Corp. - GPU Sonrlce Corp. 5pp 300 7^ J 
30824.277 

8506100834 Fonvards 850327 FR notice re appllcaflons & amends lo Of# ffrvc7-vg 
NSHC considerations W/o encLRolated correspondonce. 

* Operating Reaclore Branch A #205 680 05/04/01 Docketing & Soivices 
MURLEY.TE Region 1, Olllco of Director SMITH.I Atomic Sololy awl Itccrii -g 
Board Panel. 3pp 3O023.343-3OB23 346. 


-8S0«1402« Special Temporary Procakirs 1-B3-0084. "Once Through Steam Genera- 
tor Secondary &de Pressunzation Ounng H202 ctaaiwvg " 

* GerKral Pi45l)c USlmes Corp • GPU Seivice Corp 83/06/09. 17pp 30912-297- 


-4808140270 ^Fonvards TM1 1 Steam Generator Repair SER for parallel 
COTcunfinco ElA fw repaa & operatioo alter repair 4 determination of significant haz- 

anU cof®<d«f8W5n tor operation attsf repair not included W/o end 

EiSENHUTOQ f>vi»ion of Licensing 83/06/29 CUNNINGhUMGH Office of the 
E»e(W(ve Legat Direclor VOLLMER.fi Ovtsiori of Km MPSON H DM^^^ 
ol Human Factors Safely Ip 30917314 30912 3i4 ^ MUMfouni.M, uivision 


-«W14«7«F^R-2 to Procedure TP 600/4. "RCS H202 Cleanup” Supporllng 
Pubfc Utiiitea Corp - GPU Service Corp 64/03/28. 192pp 30917316- 


8508260064 Furlhor rosponso to FOIA roquosi for documenis In Ihroo Cfllourv-j* ’* 
drug or alcohol abuse at nuclear lacilllios. Forwards App A documonl»f)oiu<'''4> '4 
also available In POR Processing of documenis continuing. 

FELTON.J M Division ol Rules and Records. 85/04/fO HEATH.SJ WniluiV'-n 
Legal Foundation lipp 31217.006-31216:108 

-8506250102 Discussion w/GPU on 620302 In Parsipanny.NJ ro poticiOB lot tfCO".”* 

& screening ol omployoos for drug or alcohol abuse 
* NRC No Detailod Alfilialion Given. 82/03/02 4pp. 3 1 21 7: 1 06-3 121 /:i 09 

8506100807 NoUficatlon o( roschodulod 850424 meeling w/utll in DolhoBda MD lo 
cuss appeal by licensee to Assistant Director for Licensing ra allogod bacliht ntKfjne- 
ment on Inservico testing roquIromonts.Relafod correspondenco. 

THOMPSON,© Qporatlnn Roaclora Branch 4. #205 601. 86/04/ II. Sr0l2 J F Cv 
orallng Reactors Branoh 4. 2pp. 30023 347-30023.340. 
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Generator Tube Rupture P 

PiAiSc uuimea cevp - GPU servxe corp 83/08/12. 74pp. 30913-1 

-♦404I40J12 Submits daBy WghSghLInrtiat leak a.i..,. . 

^ rata of 0 1 . 02 'of uW W'm'® R 

^ j secoroaiy leakage appears to bo 0 80 - 0 

*SS!S"“ 

“doling PfeceOjn ,0, Or 

«”5g! o» 



“'»*■ HEATHSJ. WrtI 
. PALLAI 


T4l!12a22'i*fto!*«.. 


8508110012 Eyprossos aslonishmeni re osserllon by Clark that changes lo sTearn o>i.v 
eralor tube rupture procedures not caused by degraded condilioii Of tuboBflF'U to .'*- 
nlcat data repi and, citing tube cracking as reason to revise procedures 
WEIS8.E.R. Union ol Concerned SclenlisiB, #206 602. 86/04/10. PAUADiWl/r J, 
ROBERTS, TM , ASSELSTINE.J K Commisslonore. 2pp 30037;202-30037 200 

8506070167 Informs that 850424 appeal meeting ro NRC denial of relief loriircs'a 4 * 
Inservico loafing program for pumps & valves postponed for at loasl 30 days wnu iv'iif 
CRQR meeting ro testing ol pressure Isolation valvas.Rotaled correspondence 
STOLZ.J.F. Operaflng Reactors Branch 4 #286 800. 86/04/20 HUKILl.tl 1) ©-frrwiif 
Public Ulllitles Corp. • GPU Service Corp. 3pp. 30708:332-30708.334 

8508110716 Responds to 860418 request ro ostlmalo of lime required lo pe<f04>n 
mented steam gonoralor lube rupture analysis End UCS assuxTypivvi 
unreaflstiaStoam generators suitable lor operation In every respocl. 

CLARK, P.H General Publlo Ulllitles Corp. • GPU Service Core #268 740 65/|J4i3 
PALLADINO.NJ,. ROBERTS, T.M., ASSELTINE,J K. Commisslonore, epp 308^7 7^5. 
30832280 


8506050568 Responds to 850405 Itr re Inability of repaired slaam gonorekya so wt- 
sland steam generator tube rupture accident,No reason found for mod ol previcc/it 
lermlnallon that operallon w/fopaired steam generators not untluo risk. 

DENTON, H.R, Office of Nuclear Reactor Regulation, Ojfoclor. 85iR>Sri7 
POLLARD, R,D.. WEISS, E.R. Union of Concerned Scientists. 20pp 30741 o:! 
30741.041. 


8505220012 Board Notilicallen 86-056;dlscuB8eB changes lo dng selUngi of 
yalves.Nsw satfings bounded by EPfll test results. Conclusions from SStll 
Hon Item 74 re accepiance unchanged, 

THOMPSON, H.L Division of Llcenalng. 85/06/20. PALUDINO, ROBERTS, ASSf t 
STINE Commisstonors- 2pp. 31206:306-31286'312. 


8508070303 Siaff requirements memo from 860516 alfirmailon/dlacussloh & vs>i« m 
Waahlngton,OC rs govt In Sunshine Aol regulations (SECY'86-067) A Asnwdl nsoBSin 
tor reconsideration & reopening ol rocxird (SECY-06-O74A). 

CHILK.S J. Office of the Seermary of the Commlselon. 8o/06/29. PLAINE.I1M. O^ki* 
of the General Counsel. 2pp. 30798:263-30798:204, 


8608060205 Staff requifemenis memo re oral presanfallona to Commission si A50WJ 
meeting concerning whether to lilt effectiveness of 1979 shutdown ddsri tor TW5- 
I.No rMulrements imposed at meeHna. 

CHILK,S J. Office ol the Secretary ol the Commission 86/05/30. Office d ibe 8«rfr 
tary of the Commission 2pp. 30776:360-3077e;3ei. 

8608100846 Responds to B50416 Itr to Commissioners re safe operation of TMI- 1 re- 
paired steam generators, Concentration cell corrosion would not constltul* 
public health ft safety issue. 

DENTON, H.R, Office of Nuclear Reactor Regulalfon, Director. 86/06/30, ■ 

Lewis, M. 3pp. 3082g.299-30628;301, 


30829:302-30829:311, 
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8508070136 Stalt requiromenls memo fs Ole of Investigation 650521 brisling on pend* 
ing investigations No roqulrements as result of briefing 

CHILK.SJ Office of the Secretary of the Commission 85/05/31 Office of the Secre* 
lary of the Commission Ip 30766 337*30703 337, 

850S1B0261 Forwards SER based on util 831106 response to Generic Ur 83*26, Item 
1.1 re post-tnp review Program & procedures acceptabie Action on item complete, 
STOLZpJ F. Operating Reactors Branch 4 85/05/31, HUKILL.H D, General Public Util- 
ities Corp. • GPU Service Corp 4pp 30990 182-30990 190. 

~8S06160268 SER supporting util 631106 response to Generic Ltr 83-28, Item 1 1 re 
post-trip review. Prog ram A procedures acceptable 
' NRC - No Detailed Affiliation Given 85/05/31 5pp 30990 ie6-30990'ig0. 

3506100342 Accepts 850531 power ascension schedule per Condition 1 of CLI-85*09,in 
response to 850531 request Satisfaction of license conditions required prior to concur- 
rence to proceed beyond hold points 

MURLEYJ E Region 1, Office of Director, 85/06/03, HUKiLL.H D General Public 
Ublitias Corp - GRJ Service Corp 2pp 30791 044-30791 ’045 

8508130137 Discusses augmented Insp program for restart At conclusion of ulil 
program, Region I will concfuct evaluation using SALP approach. 

□IRCKS,W I Office of the Executive Director for Operations 85/06/05 PALLADINO, 
ROSERTS, ASSELSTINE Commissioners, 7pp, 30683,249 30863:261. 

-8506120147 Requests approval of power ascension schedule Restart teal program es- 
timated to require 99 days. Satisfactory performance of each step emphasized over 
time length Util will obtain Region I authorization prior to criticality. 

HUKILL,HD. General Public Utilities Corp. - GPU Service Corp 85/05/31, 
MURLEYJ E Region 1, Office of Director Opp, 30883,256 30863 261. 

8506200042 Forwards comments on BAW 1 843P, "B&W Owners Group Evaluation of 
tnternal Bolting Concerns in 177FA Plants" Rapt consistent w/bases agreed 
upon Action on issue complete Corrected repi requested. 

LAINAS,G C Assistant Director lor Operating Reactors 85/06/11, TUCKERiH.8, Bab 
cock & Wilcox Operating Plants Owners Group, TUCKER, H.B, Duke Power Co 12pp 
31043 111-31043 122 

8506250001 Staff requirements memo re Commission 650529 vote In 
Wash Inglon, DC, approving order (SECY-85-1 03/ 183A),lllting Immediate effecliveness 
of 1979 shutdown orders for facility, 

CHILK.SJ Office of the Secretary of the Commission 85/06/14. PLAINE,HH Office 
of the General Counsel ZERBE.J E. Office of Policy Evaluations 1p. 31212 300- 
31 212' 300. 


-8506140155 Forwards updated once through steam generator repair brielinadtd 
8311 16 End 1 addresses sequences of major events current to date History updated 
to reflect Insps performed In early 1964. 

yOUNG,F Regfon 1, Office of Director 84/05/16 CONTE, R. Region 1. Office of Di- 
rector. 9pp 30915325 30915333 


-8506140156 Nolillcation of 820628 meeting w/ulil in Bothesda,MD to review results of 
insp by util re corrosion damage to TMI-1 steam generators 

STOLZ.J Operating Reactors Branch 4 82/06/18 NOVAK, T.M Assistant Director for 
Licensing Ip 3091 5*1 32-309 15 132 


-8506140193 Advises that required inseivice Insp program unacceptable. Review of 
end recommendations requested for transmittal to NRR & IE 
YOUNG, F.l Region 1, TOIadetphla, Office of the Director (81/03/01) 82/02/06 
KEIMIG.RR Region 1, Philadelphia, Olfico of the Director (61/03/01) 7pp 
30915,334-30915,340, 


8505130027 SuppI 1'to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list end. 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/14. Consolidated Edison Co. of New York, Inc i07pp 31044.065- 
31044 171, 


6505130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering ElfecI " Sve list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/14 Consolidated Edison Co of New York, Inc. f07pp, 31044 172- 
31044.278. 


8SO5200S0O IE Info Notico 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc fOOpp 30837.258- 
30837.363, 


8505200600 IE Info Notice 85 040, "Deficiencies In Equipment Qualification Testing & 
Certification Process " Sve list end, 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co, of New York, Inc 106pp 30648,166- 
30848,271, 


8506100200 Forwards Safeguards Insp Rept 50 289/83-11 on 850304-06 & nollce of 
violation. 

MARTIN.TT Region 1, Office of Dlfoctor, 85/05/23 HUKILL.H D General Public Utili- 
ties Corp - GPU Service Corp 2pp 30827330-30627.331, 


6506260113 Forwards tabular summary of key results from regional sunrey of planl-spe- 
dtlc info re potential for uncontrollea radiation exposures In PWR cavities.per JG Parl- 
low 650315 reqyest.No further generic action needed 

TAYLOR, J M. Director's Office, Office of Inspection and Enforcement 85/06/18 
WURLEY.T E Region 1, Office of Director. 9pp. 3121 1:322 31211:330 

8508260110 Responds to Qenerio Ltr 85-02 re plant-specific info from licensees lor 
plants utilizing stoam generators Response addresses unresolved safety issues re 
steam generator tube integrity per NUflEQ-0B44, Response re C 2 Insps forthcoming. 
HUKILL,H.D General Public Utilities Corp • GPU Service Corp. 05/06/20. 
THOIvtPSON.H.L Division of Licensing 18pp. 31180,042-31180,059, 

6506280032 Forwards response to NRC 841204 request for addi Info re util 831108 re- 
sponse to Generic Ltr 83-28, "Required Actions Based on Generic Implications of 
Salem/ATWS Events," Items 4 2 1 & 4 2.2, 

HUKILL,H D General Public Utilities Corp. • GPU Service Corp 86/06/24, STOLZ.J, F, 
Operating Reactors Branch 4 7pp 31266:248-31266.264. 


Q. Inspeolfon reports, IE Bulletins & correspondence 


8506140045 FOIA request lor documenis re safety of steam generators at facility from 
1979 to present Info should include Insp rept.correspondence.memoranda & other 
documenis re corrosion problems & repair of steam generators. 

DETJEN,J, FITZGERALD, S Philadelphia Inquirer, Philadelphia, PA, 04/11/29, 
FELTON, J.M, Division of Rules and Records 1p, 30911'001-3091 1,001. 

8606140061 Partial response to FOIA request for documents re safety of steam genera- 
lors at facility Irom 1 979 to present Forwards App A docomenls.Records available In 
PDR & LPDR, NUREG/BR-0052 enol. 

FELTON, J.M, Division of Rules and Records. 86/01/25. OETJEN,J, Philadelphia In- 
quirer, Philadelphia, PA ISpp 30911:002-30911:014. 

-8509140073 Discusses once-through steam generator sulfur corroalon & eddy current 
testing Based on SER (NUREQ-1019),NRC concluded that specific extended post- 
repair eddy current Inservfce Insp plan required 

Y<5uNQ.F. NRC . No Detailed Afillallon Given. 84/03/30. CONTE.R. NRC - No De- 
tallad Affiliation Given. 2pp. 30916:241-30916:242 


-6509140086 Forwards RR Ksimig 620520 memo re once-ihrought steam generator 
eddy current inservIce inap.Rev to Tech Specs not recommendecT since IE Into Notice 
82-14 already Issued, 

JORDAN,E.L. Division of Engineering & Quality Assurance (Pre 830103). 82/07/13. 
EISENHUT.D.Q. Division of Licensing 2pp, 30916,243-30916:244, 


>9506140090 Fonvarda FI Young 820408 memo & ends describing potentially generic 
Issue re lack of Tech Spec required eddy current InservIce insp in tube sheet area of 

lubes In once-through sieam generators, 

KEIMIQ.R R, Division of Proleot & Resident Programs. 82/06/20 JORDAN,E.L Divi- 
sion of Engineering & Quality Assurance (Pre 830103), 2pp. 3091 6,246-3091 6'246. 


-9506140096 Forwards details for technical concern re eddy current InservIce Insp Insp 
performed on portion of tube that forms boundary between primary & secondary cool- 

YOuBq,F.I. Region 2, Office of Director. 82/04/08. KEIMIQ,R,R. Division of Project & 
Resident Programs. 1 1 pp 309 1 6.247-3091 6:261 . 


-8506100204 Notice of violation from Insp on 050304 00 Details withheld (rof 
10CFfl2.790) 

* Region 1, Office of Director, 05/05/23 Ip 30827 332-30827,332 

-8606100219 Physical Security Insp Ropl 50 289/05-11 on 850304-08, Noncompllanco 
noled.fallure to follow protected area processing procedure & to complete annual 
physical fitness tests Details deleted (rof 10CFR2 790) 

DUNLAP, J M„ KEIMIQ.R.R, Region f. Office of Director. 85/05/23. 6pp, 30827’333- 
30827.337, 

85062B0161 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elomenis." Sve list end. 

JORDAN, E.L, Division of Emergency Preparedness & Enginaoring Response (Post 
830103). 85/06/29 Consolidated Edison Co, of New York, Inc. f20pp, 30062:246- 
30B52 363 

8506260187 IE Info Notice 85-043, "Radiography Events at Power Reactors." Sve list 
end, 

JORDAN, E L. Division Of Emergency Preparedness & Engineering Response (Poat 
830103). 05/05/30. Consolidated Edison Co. of New York, Inc 120pp 30864:167- 
30884,287, 

8605280195 IE Info Notice 86-044, "Emergency Communication Sya Monthly Test." Sve 
list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co, of New York, Inc, 121pp. 30564'04S 
30884:166. 

8508070561 Forwards Safely Insp Rept 50 269/85-16 on 650422-26, No violation noted. 
EBNETER.S D Region 1, Office of Director. 86/0S/3O, HUKILL,H.D. General Public 
Ulilllles Corp. • GPU Service Corp 4pp. 3076S-237-3076a:246. 

-9606070564 Insp Rept 60 289/85-16 on 850422-20, No violation noted Major areas 
Inspected, restart preoperallonal test program. Including preoperallonsi last results 
evaluation. 

WEN.P.C., CHEH,U,. 8ETTENHAUSEN,L, Region 1. Office of Director 85/05/17 epp 
30766:241 •30768'246, 

8506070303 Forwards corrected SALP RepI 60-289/86 69 lor Feb 1984 • Jan 
IQes.contalnlng minor changes after reviewing util 860507 comments Improvement 
noted In shutdown plant operations & dlfflcultles In engineering & licensing, 
MURLEY,T.E. Region 1, Office of Director 85/05/31 HU)^LL,HD General Public 
Utilities Corp, - GPU Service Corp. 6pp. 30762,1 39-30762:1 96. 

-6506070311 Forwards comments on SALP Rept 60-289/85-99 for Feb 1864 • Jan 
1985.Rept accurately reflects util performance. 

HUKILL.H.O. General Public Utilities Corp. ■ GPU Service Corp. 85/05/07. 
MURLEY,T.E. Region 1, Office of Director, 5pp 30752:146-30762:150. 

-6606070316 Corrected SALP Rept 50-289/85-99 for Feb 1984 • Jan 1085 

* Region 1, Office of Director. 66/05/31. 48pp. 30762:161-30762:198, 

6606120137 Discusses augmented insp program for realart.At conclusion of util 
program, Region I will conoiiol evaluation using SALP approach, 
blRCKS,W.J. Office of the Executive Director for Operations. 85/06/05. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 7pp. 30863:249-30883,281. 


-8506140119 Forwards summary of once-Ihrough stoam generator 831017 
prebe^ng, summary ot Insp program Implementation & requested basis for discussion 
w/Region 1 mgt prior to Commission briefing on steam generator repair program. 
YOUNG, F. Region 1, Office of Director. 83/11/16, CONTE.R. Region 1, Office ot Di- 
rector. 19pp. 30914:180-30914:196. 


-6606120147 Requests approval of power ascension schedule.Restart test program es- 
timated to require 99 days.SatlBfaclory performance of each step emphasized over 
time |enoth.Util will obtain Region I autnonzallon prior to criticality. 

HUKILLHD, General Publw Utilities Corp • GPU ^rvJce Corp, 86/05/31, 
MURLEViTE. Region 1, Office ot Director. 3pp. 30883 268.30883:261, 
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~85<]6140213 Subinits daily hlghlighlOn 840207, NRC mat w/ulil to loam results ol ubi 
invesltgatiorr into steam gonoretor problem & to learn util proposed repair method 
JACOBS,RH Operating fleaclors Branch 4 82/04/08 OENTON.HR. CARTER, J. 
EISENHUT.DG. NRG - No Doiailed Alliltallon Given 2pp 30916 276 30916 277. 

-8596140216 Rev 0 lo InsiaHatlon Procedure A25K-51512-IP3, "flemoval ol Remnant 
ol PaiHally Inserted Plug From Row-Tube A-1 43-61 " Supporting documentatlort end 

* General Public Utilitiaa Corp - GPU Service Corp 83/03/16 lipp 30912 029- 
30012 039. 

-9606140218 RovO to Std MTWS 013, ’Tube/Tol)OSheel Plugging Std lor Steam Gen- 
erators A/or HXs ” 

6LAC0BBE,F.S , COWFEH.CO General Public Utilities Coip - GPU Service Corp. 
02/01/28 17pp 30916 278 30916294 

-8608140224 Rev 0 lo Installation Procedure A26K-61B12-IP7, ''Assembly ol Stabilizer 
Jump PacVs.” Supporting documentation end 

* General Public Utilities Corp - GPU Service Corp 83/03/16 75pp 30912 040- 
30912:115 

-8BOI8140236 Vol 1 to Rev 0 to THOtO, "TMI 1 Steam Generator Adequacy ol Tube 
Plugging A Slabillzina Repair Criteria " Supportmg OocumentaUn end 

* Ganeiat Public Utilities Corp • GPU Service Corp TR-OIO V01 ROO. 83/03/24 
48pp 30912 116 30912163 

-8S08140243 Summary ol 830310 meeting re results A present status ol various sup 
porting lasts.RCS conditions lor cleaning, chemistry parameters A cleaning 
e meets Supporting documentallen end 

' NRC • No OeWled Afliliallon Given 83/03/26. NRC • No Detailed Aflilialion Given. 
84pp. 30912*164 30012.246. 

-8506140251 Rev 3 lo Technical Data Hopi 3B8, "Mechanical Inlegrily Analysis oi TMI- 
1 Onco-Through Steam Generator Unplugged Tubes " 

* General Public Ulilrlies Corp • GPU Service Corp 386 R03, 83/05/11 49pp 
30912 24730912.296 


8506200110 FOIA request lor earliest dtd document suggesting or describing peacerul 
uses ol nuclear energy, description ol Eisenhower Atoms lor Peace Program rcccnl 
rent on health eflects oi roactor accident TMI & rent on lusion power 
BEST.JR Alliliobon Not Assigned 85/03/06 NRC . No Detailed Allihallon Givon to 
31039 361-31039 361 ^ 

6508170117 Further response lo FOIA request lor nine categories ol documents re Wl~ 
1 A TMI 2 Forwards Apr 1979 telegram re possible sabotage 

FELTON, J M. Division ol Rules and Records 85/03/22 DEEMER.Cfl Allilialloo Uol 
Assigned ip 309BV232-30981 235 

-7906260485 Advises sabotage not responsible lor TMI incident por HR Danton 
statement Human factor overrode automatic safety functions 
* Federal Bureau ol InvestIgaUon 79/04/30 Commissioners ip 30981233 
30981 239 

6506200117 Responds to FOIA request for documents describing peacolul use ol nu 
clear energy.doscnpbon ol Eisenhower Atoms lor Peace Program A recent lepl on 
health effects el reactor accident at TMI Documents available In library or PDR 
FELTON,J M Division of Rules and Records 05/03/27 BEST.J R Allrllatlon Not As- 
signed 2pp 31039 362-31030 363 

8506100866 Grants 850212 A 0325 requosts lor schodular oxlonsion ol doadlino unM 
851130 lo Imptemeni environ qualincalfon of electrical equipment Imporiant iq 
satety.per 10CFR5040 Related correspondence 

OENiON.Hfl. Office ol Micfear Reactor Regulation, Director. ff285 512 85/03/29 
HtJKILL.H 0 General Public Ulllilias Corp - GPU Sorvico Corp. 5pp 30024 273- 
30824:277 

8506100834 Fonvards 850327 FR notice ro applications A amends to OLs invohnna 
NSHC considerations, W/o end Related corrospondonco 

' Operatlim Reactors Branch 4. #285 680 65/04/01 Oockotlng A Services OrancA. 
MURLEY.TE. Region 1. Odlco ol Director SMITH.I. Atomic Saloty and UccnsjrH 
Board Panel 3pp 30023.a43-30823*346 ^ 


-8506140260 Special Tomporaiy Procoduro 1-83-O0B4, “Once-Thfough Steam Genera- 
tor Secondary Side Pressucizallon During H202 Cleaning." 

* General Public Utilities Corp. - GPLI Service Corn 83/08/09 17pp. 30912 297- 
30912 313 

-8508140270 Forwards TMM Steam Generator Repair SER lor parallel 
concutrancaEIA for repair A operation alter repair A determination of significant haz- 
ards consideration lor operation after repair net included W/o end 
EISENHUT.DG Division ol Licensing 83/06/29. CUNNINGHAM.QH Oflice ol the 
Executive Legal Director VOLLMER.R Division of Licensing. THQMPSON.H Division 
ol Homan Factors Sal aty 1 p 3091 2 3 1 4 -309 1 2*3 1 4 

-8506140276 Rev STH-2 to Procedure TP 800/4, "RCS H202 Cleanup " Supporting 
documentation end. 

• General Public Ulilllles Corp - GPU Service Corp 84/03/28 192pp. 30912 316- 
30913:148. 

-8506140287 Submits dally highlight Licensee completed analysis predicting that steam 
generator tuba thermally Induced tensile loads tend to be smaller lhan previous analy- 
sis in(llcated.Suppa{1ing documentation end 

VAN VLIETiJ. Operating Reactors Branch 4 83/07/27 OENTON.H.. CARTER, J., 
EIS£MHUT,0. NRC • No Oalailed Affiliation Given 22pp 30913.147-30913 169. 

-6506140291 Rov 2 to Technical Data Rapt 406, "Steam Generator Tube Rupture Pro 
cedure GMolinoa " 

‘ General Public Utilities Corp • GPU Service Corp. 83/03/12. 74pp, 30913170- 
30913*245. 


8506250064 Further response to FOIA request lor documenle In three catogorios ro 
drug er alcohol abuse at nuclear ladlillos Forwards App A documents Documents 
also available In PDR Ptocesalng of documents continuing 
FELTON.J.M Division of Rules and Records. 85/04/10 HEATH.SJ Waslilnotiyi 
Legal Foundation lipp 31217 095-31218106 ^ 

-8506250102 Discussion w/QPU on 020302 in Pareipanny.NJ ro policies lor dolocUon 
& screening of employees for drug or alcohol abuse. 

• NRC - No Detailed Alfillallon Given. 02/03/02 4pp 31217 106 31217.100. 

8506100807 Notification ol rescheduled 850424 mooting w/util In Qothosdo.MO la dis- 
cuss appeal by licensee to Assistant Director (or Licensing ro alleged bacldit reodro- 
menl on insorvico testing requirements Related correaponoonco 
THOMPSON, 0. Operalino Reactors Branch 4 #206 601. 85/04/11 STOLZJF. Oo- 
arallng Reactors Branch 4 2pp. 30823 347-30823 348. 

8506110012 Expresses astonishment re assertion by Clork that changoa to eioam grm- 
erator tuba rupture procoduroa not caused by dogradod condition oi tubes GPU i^h- 
nical data rept end, citing lube cracking as reason to roviso procoduroe. 

WEISS.ER. Union ol Concerned Sclonllsle #285 602 86/04/18. PALLADINONJ 
ROBERTS, T M , AS5ELSTINE,J.K. Commisslonors. 2pp. 3083/ 202-30B37.200 

65D607D167 Informs that 850424 appeal mooting ro NRC denial ol rollol roquosts for 
Insotvice testing program lor pumps A valves poatponod lor at leoal 30 days unbi aft^ 
CRGR meeting re testing ol pressure Isolation valvos.RolQtod corrospondonco. 
8TOLZ.J.F Operating Hoaclora Branch 4 #285 800, 85/04/20 HuRlLLIIO.Qonwal 
Public Utilities Corp - GPU Service Corp. 3pp. 30790*332-30700:334. 


-8506140302 Submits dally highlight NRC Issued amend permitting util lo perform 
steam generator hot functional testing using reactor coolant pump healTesling began 
630627 A expeclad to last approx 30 days Handwritlen notes end 
VAN VUETJ. Operating Reactors Branch 4. 83/08/29. DENTON.H, CARTER.J, 
EISENHUT.D. NRG • No Detailed AfflUalion Given. 4pp 30913:246-30913:249. 

-B5Q6140312 Submits dally highlight Initial laak rale calculations for util Indicate RCS 
leak rate of 0.1 - 0.2 gpm.Pnmary to secondary leakage appears to be 0 80 - 0.05 

VLIET.J.A Operatlno Reactors Branch 4. 83/09/01. OENTON.H.. CARTE R,J„ 
— D. NRC - No Detailed Afliliallon Given. Ip. 30913 250 30913:260. 

sv 2 to Technical Data Rept 417, "TMI-1 Once-Throuah Steam Genera- 


8508110715 Responds to 850418 request ro osMmato ol llmo required to perform aw- 
mented steam generator lube rupture analysIs.EncI UCS aasumpiicx^ 
unrealfstto Steam generaiors suitable for oporallon In ovory respocf 
CLARK.P.R. General Publio Ulilities Corp. - GPU 
PALLADlNO,N.J., ROBERTS, T.M., AS8ELTINE,J. 

30832 260. 


Sorvico Corp #206 740. 85/04/26 
K. Commissionara 6pp. 30832 255- 


6606050558 Responds to 850405 Hr to Inability ol ropnirod steam goqoralots lo wiDv 
stand steam generator lubo rupture acoldenLNo reason found for mod of ptovkxjs <te- 
termination that operation w/repalred steam generators not undua risk. 

OENTON.H R. OHlce of Nuclear Reactor Regutallon, DJrocfor, 65/05/17 
POLLARD,HD, WEISS, E.R. Union ol Concerned Sclontists. 29pp. 30741 001- 
30741:041, 
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8506070130 Stall requiremsnta memo re Ole ol Investigation 850521 brteling on pend- 
ing Investigations No requirements as result of brisling 

CHILK.S J Oilice of the Secretary of the Commission 05/05/31 Office of the Secre- 
tary of the Commission Ip 30798:337-30798,337 

0506180281 Forwards SER based on util 831100 response to Generic Ltr 03-28, Item 
1 1 re post trip review Program & procedures acceptable Action on item complete 
STOLz.JF. Operating Reactors Branch <1. 05/05/31, HUKILL.H D General Public Util- 
dies Corp • GPU Service Corp 4pp 30990 1 82-30990 190. 

-8506100288 SER supporting util 831108 response to Generic Ur 83-28, item 1 1 re 
post Inp review Program & procedures acceptable 
' NRC- No Detailed Affiliation Given 85/05/31 5pp 30990,186-30990 100 

8606100342 Accepts 850531 power ascension schedule per Condition 1 of CLI 65 09, In 
response to 850531 request Satlstaclion of license conditions required prior to concur- 
rence to proceed beyond hold points 

WURUEY,TE Region 1, Office of Director 85/06/03 HUKILUH D General Public 
Ulililles Corp - GPU Service Corp 2pp 30791 044-30791 045. 

6506130137 Discusses augmented fnsp program for restart At conclusion ol ulil 
promam, Region I will conduct evaluation using SALP approach 
DIRCKS.WJ. Office of the Executive Director for Operations. 85/06/05. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 7pp, 30883 249 30883,261, 

-6606 120147 Requests approval of power ascension schedule Restart test program es- 
timated to rerrulre 99 days. Satis factory performance of each step emphasized over 
lime length Util will oblain Region I authorization prior to criticality 
HUKIU.HD. General Publfc Utilities Corp ■ GPU Service Corp 85/05/31 
MURLEY.T E Region 1, Oilice of Director, 3pp, 30883 260-30803 261. 

6606200042 Forwards comments on BAW 1843P, “B&W Owners Group Evaluation of 
Internal Bolling Concerns In 177FA Plants" Repl consistent w/bases agreed 
upon .Action on issue complete. Corrected rept requested. 

LAIN AS, QC Assistant Director for Operating Reactors. 86/06/11 TUCKER, H.B Bab- 
cock & Wilcox operaiing Plants Owners Group. TUCKER,H B Duke Power Co 12pp. 
31043.111-31043 122, 

8506250901 Sis 1 1 requirements memo re Commission 850529 vote in 
Washington, DC, approving order (SECY-05- 183/1 83 A),llftmg immediate effectiveness 
ol 1979 shutdown orders lor facility 

CHILK.SJ Office of the Secretaiy of the Commission 85/06/14 PLAINE.H.H Office 
ol the General Counsel ZERBE,JE Office of Policy Evaluations. Ip. 31212.300- 
31212300 

05062501 13 Forwards tabular summary of key results from regional survey of plant-spe- 
cific Info re potential lor uncontroltecl radiation exposures In PWR cavities, par JG Part- 
low 850315 requesl.No further generic action needed. 

TAYLOR, JM Director’s Oilice, Office of Inspection and Enforcemenl. 05/06/18, 
MURLEY.T, E. Region 1, Office Of Director 9pp 31211.322-31211:330 

8506260110 Responds to Generic Ltr 85-02 re pi ant- sped lie info from licensees for 
plants utilizing steam generalors.Respon8e addresses unresolved safety issues re 
steam generator lube integrity per NUREG-0044. Response re C-2 Insps lorlhcomlng. 
HUKILL.H. D General Public Utilities Corp. - GPU Service Corp 85/06/20 
THOMPSON, HL Division of Licensing, 1 8pp. 31 100 042-31 180:059. 

8506289032 Forwards response to NRC 841204 request lor addi info re util 83 1108 re- 
sponse to Generic Ltr 83-28, "Required Actions Baaed on Generic Implications of 
Salem/ATWS Events," Items 4.2,1 & 4.2 2 

HUKILLH.D General Public Utilities Corp. • GPU Service Corp 85/06/24. STOLZ,J,F. 
Operating Reactors Branch 4. 7pp. 31 260:248-31 266'264. 


Q. (nspectlon reporis, IE Bulletins & correspondence 

8506140045 FOIA request for documents re safety of steam generators at facility from 
1976 to present. Info should Include Insp rept, correspondence, memoranda & other 
documents re corrosion problems & repair of steam generators. 

DETJEN,J„ FITZGERALD, S. Philadelphia Inquirer, Philadelphia, PA, 64/11/29. 
FELTON,JM. Division of Rules and Records. Ip 30911:001-30911 '001. 

6506140061 Partial response to FOIA request lor documents re safety of steam genera- 
tors at facility from 1979 to present. Forwards App A documents. Records available In 
PDR & LPDR, NUREQ/BR-0652 end 

FELTON,J.M Division of Rules and Records. 05/01/26 DETJEN,J Philadelphia In- 
quirer, Phlledelphia, PA 13pp. 30911:002-30911:014. 

-8506140073 Discusses once-lhrough steam generator sulfur corrosion & eddy current 
testing, Based on SER (NUREG-1019),NRC concluded that specific extended post- 
repair eddy current InservIce Insp plan required. 

YOUNQ.F NRC - No Detailed Affiliation Given, 84/03/30, CONTE, R. NRC - No De- 
tailed Affiliation Given. 2pp. 3091 6'24 1-3091 6:242. 

-8506140086 Forwards RR Keimlg 620520 memo re once-throught steam generator 
eddy current insen/lce insp.Rev to Tech Specs not recommended since IE Into Notice 
82-14 already Issued 

JORDAN, E.L, Division of Engineering & Quality Assurance (Pro 830103). 82/07/13 
EISENMUT,D.G Division of LfcenBing 2pp. 309^:243-30915 244 

-8506140000 Forwards FI Young 820408 memo & ends describing potentially generic 
Issue re lack of Tech Spec required eddy current InservIce Insp in tube sheet area of 
tubes in once-through steam generators. 

KEIMIQ,R.R. Division of Protect & Resident Programs. 82/05/20 JORDAN.E.L. Divi- 
sion of Engineering & Quality Assurance (Pre 030103). 2pp, 30915:246-30916:246. 

-8506140096 Forwards details for technical concern re eddy current InservIce Insp.lnsp 
performed on portion ol tube that forms boundary between primary & secondary cool- 
&V8* 

YOUNQ.r.l, Region 2, Office of Oireolor. 82/04/08. KEIM|Q,R.R, Division of Project a 
Resident Programs, 11pp. 30916:247-30016:261, 

-8606140110 Forwards summary of once-through ateam generator 831017 
prehearing,!, ■‘ti , ol ■! •,!) to*, an- l-i . ■,» & requested basis for discussion 

w/Reglon 1 11. jl 1 1 O’ U ( «n. • ist- ci. 1 1 o' nj or ■, 1 a ■ generator repair program. 
YOUNG, F n<v ' ' 'IVMur 'L'li 18 ( DNTE,R. Region 1, Office of Di- 

rector. 19pf- >vl 4 ’bl 'r'Jl4 nd! 


-8506140155 Forwards updated once-through steam generator repair briefing.dtd 
831116 End 1 addresses sequences of major events current to date History updated 
to reflect Insps performed In early 1 984. 

YOUNG, F Region 1, Office of Director. 84/05/16 CONTE.R Region 1, Olflce of Di- 
rector 9pp 30916 325-30916.333 

-8506140156 Notification of 820826 meeting w/ulil in BethQsda.MD to review results of 
Insp by utti re corrosion damage to TMI-1 steam generators. 

STOLZ.J Operating Reactors Branch 4 82/06/18 NOVAK, T M, Assistant Director for 
Licensing Ip 30915 132-30915-132 

-8506140193 Advises that required InservIce Insp program unacceptable Review of 
end recommendations requasted lor transmittal to NRR & IE 
YOUNQ.F I Region 1, PhlladGlphia, Office of the Director (81/03/01) 02/02/00 
KEIMIG.R.R Region 1, Philadelphia. Office of the Director (81/03/01) 7pp 
30915.334-30915 340 

6505130027 SuppI Vto IE Info Notice 64-55, "Seal Table Leaks at PWRs." Sve list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14. Consolidated Edison Co of New York, Inc i07pp 31044 065- 
31044-171. 

6506130036 SuppI 1 to IE Into Notice 05 020, "Motor- Ope rated Valve Failures Due to 
Hammering Effect " Sve list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/05/14. Consolidated Edison Co of New York, Inc 107pp 31044.172- 
31044'278 

8505200590 IE Info Notice 85 039, "Auditability ol Electrical Equipment Qualification 
Records at Licensees Facilities." Svo list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22. Consolidated Edison Co, of New York, Inc 106pp. 30837.250- 
30837 363, 

6506200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing & 
Certification Process." Sve list end 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Posi 
830103). 05/05/22 Consolidated Edison Co of New York, Inc I06pp. 30840 166- 
3OB40‘271 

8606100200 Forwards Safeguards Insp Rept 50-289/65-11 on 060304-08 & notice of 
violation 

MARTIN, T T. Region 1, Office of Director 65/05/23 HUKILL.H D. General Public Utili- 
ties Corp - GPU Service Corp, 2pp, 3O027'33O-3O927 331, 

-8506100204 Notice of Violation from insp on 050304-08 Detalla withheld (ref 
10CFR2 790) 

• Region 1, Olflce of Director, 85/05/23 Ip, 30B27,332-30Q27'332 

-8506100219 Physical Security Insp Rept 60 209/85-11 on 050304 OB Noncompllanco 
nofedfallure to follow protected area procosstng procedure & to complete annual 
physical fitness tests, Details deleted (ref 10CFR2,790). 

DUNLAP, J.M.. KEIMiQ.R.R Region 1, Olflce ol Director. 06/06/23, Bpp. 30027:333- 
30e27;337. 

6505280181 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements." Sve list enci 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/29. Consolidated Edison Co. ol New York, Inc. 120pp. 30852.245- 
30852:353. 

8GOS200187 IE Into Notice 85-043, "Radiogrephy Events at Power Reactors." Svo list 
end. 

JORDAN,E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidsted Edison Co. of New York, Ino i20pp, 30664*167- 
30864'287 

BS0B280195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Tost " Svo 
list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 06/06/30. Consolidated Edison Co. of New York, Inc. 121pp. 30864.046- 
30864:160. 

8605070561 Forwards Safety Insp Rept 60-289/05-10 on 85O422-20.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 85/05/30. HUKILL,H.D. General Public 
Utilities Corp ■ GPU Service Corp. 4pp. 3O768'237-3O768.240. 

-8505070S64 Insp Rept 60-289/85-16 on 850422’26.No violation noted. Major areas 
Inspected.reslari preoperatlonal leal program. Including preoporatlonal teat results 
evaluation. 

WEN.P.C , CHEH,U„ BETTENHAUSEN,L, Region 1. Oilice Of Director. 85/05/17 epp, 
30768:241 -30768*246. 

8506070303 Forwards corrected SALP Rept 50-289/85-99 for Feb 1984 • Jan 
ig65,contalnlng minor changes after reviewing ulil 650507 comments.lmprovement 
noted In shutdown plant operations & difficulties In engineering & licensing. 
MURLEY,T.E, Region 1, Office ol Director. 85/05/31, HUWLL,H.D. General Public 
Utilities Corp. - GPU Service Corp, 6pp, 30762:139-30762:198. 

-8506070311 Forwards comments on SALP Rept 50-289/86-96 for Feb 1984 - Jan 
1685 Rept accurately relleols util performance. 

HUKILLH.D. General Public Utilities Corp. - GPU Service Corp. 65/05/07. 
MURLEY.T.E. Region 1, Office of Director, 5pp, 30752' 146-30762:1 60. 

-8S0607031S Corrected SALP Rept 60-289/85-69 for Feb 1884 - Jan 1985. 

* Region 1, Office of Director. 85/05/31. 48pp. 30762:151-30752:168. 

8506120137 Discusses augmented Insp program lor restart At conclusion of util 
program, Region I will conouct evaluation using SALP approach. 
blRCKS,W.J. Office ol the Executive Director for Operations. 85/06/05 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners 7pp. 30883:249-30883:261. 

-8506120147 Requests uproval of power ascension schedule.Restart test program es- 
timated to require 99 daya Satisfactory performance of each step emphasized over 
time length.Utll will obtain Region I authorization prior to criticality. 

HUKILL,H,D. General Publfc Utilities Corp • GPU Servlra Corp. 85/05/31. 
MURLEY.T E. Region 1, Office of Director. 3pp, 30883 258-30883:201. 
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8S06oeo677 IE Info Notice 65-045, “Potenllal Seismic Inleraction Involving Movable In 
^re Flux Mapping Sys Used In Westinghouse Designed Plants '' Svc lisl end 
JORDAN, EL Division of Emergency Preparedness & Engineejing Response (Post 
830103) 85/06/06 Consolidated Edison Co of New Yorlt, Inc f22pp 30665 001- 
30885 046 

6506060707 IE Info Notice 65-045, "Clanficalion of Several Aspects of Removable Ra- 
dloacfjvQ Surface Conlammallon Limits for Transport Packages " Svc list end 
JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (PosI 
C301031 85/06/10 Consotidaled Edison Co. of New York, Inc 124pp 31043 301- 
3104 4 064 

8500260646 Forwards Safety fnsp Rept 50-289/85-15 on 850416-19 No violations ob- 
seived 

EBNETEn.SO Region 1. Office of Director, 35/06/13 HUKtUL.HD General Public 
Utilities Corp • GPU Service Corp 4pp 31226 276-31226 293. 

-SS06260659 Insp Repl 50-269/85-15 on 850416 19 No violallons or deviations 
noted Major areas Inspected veriflcaliort of completion of specific items of NRC certifl 
cation process 

FINKeCa E , PAOLINO,R J , ANDERSON, C J Region 1, Office of Director 05/06/04 
12pp 3 1223,262-31 228*293 

8606140240 IE Inlo Notice 85 047, "Potential Effect ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves *' Svc list end 

JORDAri,E L Division of Emergency Preparedness & Engineering Response (Post 
03O1O3J 85/06/16 Consolidated Edison Co. of New York, Inc. f34pp, 31268,157- 
31268-304 

8606140635 IE Info Notice 85 940, ’’Respirator Users Notice Defective Sell-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
330103) 65/06/19 Consolidated Edison Co. of New York, Inc. 123pp 31376,064- 
31376 163, 


R- Periodlo operating ropoils & related correspondence 

8506050436 Furlher response to FOfA reguest for documents re rediallon exposure to 
workers from 1Q70 lo present App A documents end 

FELTON, JM Division of Rules and Records 64/12/17 DETJEN.J, Philadelphia In- 
gulrer, Philadelphia, PA 2pp. 30745 074-30745 ’107, 

■>8506050461 "1082 Annual Rept for TM I Nuclear Statlon,Unit 1 ’’ W/630226llr. 
RUKILL.MD. Qsnaral Public Utilities Corp - GPU Service Corp 82/12/31 

HAYNES, R C Region 1, Office of DJreclor. 87pp 3074S’ 1 76-30745 264 

->8506050474 "TMI Statistical Summary Repl of Personnel Monitoring Info, 
10CFR20.407.1982” 

NUKILL,H.D. General Public Utilities Corp, - GPU Servica Corp 82/12/31. 

HAYNES.RC. Region 1, OKIce of Director 2pp 30746 265-30745' 266. 

-0508050604 "1963 Annual Rept" W/a40301 Itr. 

HUKILL.HD General Public Utilities Corp - GPU Service Corp 83/12/31. 

MURLEY.TE Region 1, Offrco of Director 6pp. 30746’072 30746 096 

8608070097 Monthly operalmgrepl for Mar 1985,W/B50418 Itr 
SMYTH.CW, HUKILl.H D. General Publfe Utplltios Corp ■ GPU Service Corp. 85/03/ 
31. MCDONALD.WC. Record Services Branch (Document Control Desk] 6pp 
30785.171-30795:176 

8508050532 Forwards Apr 1985 monthly progress rept prepared by EA 

EngIneerIng.Sdenco & Technology,! nc. 

RESSLER.WC, Gerveral Public Utilities Corp, - GPU Service Corp 85/05/20, 
HICKEY.C. NRC - No Detalfod Affiliation Given Ip. 30725 1 53-39725-164 

-8500050536 "TMI Aquatic Stu* Monthly Rept for Apr 1085." 

• EA Enginearfng, Science S TechnolOOT. foe 85/04/30, 12pp. 39725 154 30725-164, 

8508260124 Monlhlv operating rept for Way 1085.W/85O617 Itr 
SMYTH, C.W , HUKILL.H D. General Pubfic Utilities Corp - GPU Service Corp. 85/05/ 
31 MCDONALO,WC. Distribution Services Branch. 7pp 31229 ‘257-3 1223 263 


S. Reparlable occurrencea, LERs & related correspondence 

8506140001 Partial response to FOIA request for documents re safety of steam genera- 
tors at facility from 1979 to present Forwards App A doctimenls Records available in 
PDR & LPDR. NUREG/aR-0O62 encf 

FELTON.J.M Division of Rules and Records. 85/01 /SS. DETJEN.J Philadelphia In- 
quirer, Philadelphia, PA 13pp. 3091 1-002-30911 014, 

-8506140077 Forwards LER 81.013/91T-0 re leaking foui>d in steam generators Event 
reportable per Tech Spec 6 9 2 A(3). Supporting documentation end 
HUKILL.H. D. GoneraF Public Utililiea Corp, - GPU Service Corp 81/12/09, 
HAYNES, RC Region 1, Philadelphia, Office of the Director (81/03/01). 63pp 
30914:110-30914:179 

-8506140110 Submits dally highlight InvasUgaUon by Jlcensee Into minor steam genera- 
tor leakage uncovered tuba plugging problems, One tube not plugged In upper lube 
sheet 8i several plugs missing from Tower tube sheet. 

SILVER,H. Operating Reactors Branch 4 84/07/24. DENTON.H,. GASE,E„ 
EDISON.G NRC - No Detailed Affiflatfon Given. 2pp 30915:28230915263 

8508130045 Partial response to FOJA request for all documents re NRC procedures for 
detection & control oi alcohol & illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facrliUes,Forwards App A documents. 

FELTON.J.M Division of Rules and Recortfs 85/01/23. HEATH, SJ Washington 
Legal Foundation 55pp. 30937.047-30937:167, 

-8500130372 Staff requirements memo on Commission 839303 dlscussfon in 
Washln 9 lon,DC ra Ofo of Investigations Investigallon fnto preemploymeni psychologi- 
cal tastina at TMLWarkad-up 840709 minutes S draft IE Info notice end, 

CHILK.S J. Office of the Secratary ol the Commission. 83/03/16 PUINE,H.H. Office 
of the General Counsel. DIRCKS,W.J. Office of Ihe Execuirva Director for Operations 
CUMMINGS, J.J. Office of Inspector & Auditor. 8pp. 30941:239-39941.276. 


8506070269 Part 21 repl re failure of inner polar connector between damper bar ctrcuil 
on generator main field Cause of failure not defined Further Investigation necessary 
LEUSINK.HH Louis Allts Co 65/05/29 MURLEY.TE Region 1. Office o( Ditoctd 
Ip 30751.350 30751 350 

8506070661 LER 64 007 01 on 8411 16,onco-through steam generator A tubes Identilisd 
as Category C-3 defective (more than 1 % of insp tubes defective) Further manlfesta 
tion of problem found during 1061 & 1982 testing Bad tubes replaced W/850531 Itr 
OTTO.S, HUKILUHO General Public Utilities Corp - GPU Service Corp. 65/05/31, 
STOLZ.J F. Operating Reactors Branch 4 6pp 30795-144-30795 149 

8506140498 Part 21 rapt re generator failure Concurs w/end Louis Allis 850503 Hr that 
Inlerpolar connectors bo removed. 

MORIARTY,J.M Colt Industries, Inc 85/06/05 MURLEY.TE Region 1. Office of Di 
rector 7pp 30896 354-30696-361 

6506170658 Fonvards corrected LER 64-007 01 Repl dale Inadvertently omitlod from 
550531 submission & (ncorredly sent to NRR 

HUKILL.H D General Public Utilities Corp • GPU Service Corp 85/06/06. Record 
Services Branch (Document Control Desk) Ip 30071 330 30971-336 

-8606170663 Corrected LER 84 007 01 on 841116,onco-through steam flonorater A 
tubes identified as Categoiy C-3 defective (more than 1% of Insp tubes 
dofectwo) Further manifestation of problem found during 1981 & 1082 tasting W 
850606 Hr 

OTTO.S , HUKILL,H 0 General Public Ulililles Core - GPU Service Corp 05/05/31 
STOLZ.J F Operating Reactors Branch 4 6pp 30971:331-30971:336 


T. Hearing transcripts on non-antItrust matters 

6506060586 Further response to FOIA reguest for Contract NRC-17 35-207 8 aft docu 
ments re conlrscl & documents concerning termination of Contract SECY-84 327 App 
B documents end & available In PDR 

FELTON,JM Division ol Rules and Records NRC-17-85-207 04/12/14. BIRD.CC 
Wald, Harkrador & Ross 6pp 30703 164 30703-282 

-6506050756 Returns end transcript 8 floppy disk of Commission 040615 public meet 
ing on oral presentations by parties on TMI-1 restart Correolad transcript roquostinl by 
840904 W/o end 

BAILEY,A.R Office of the Secretary ol the Commission NRC 17-04 327. 84/00/27 
BECKER, D Free Slate Reporting, InO Ip 30763 250-30783 250. 

3506060411 Transcript ol 650522 meeting In Washington, DC re oral presontatlon by 
participants on lifting Immediate elfadlvoness of 1970 shutdown orders Pp 1-121. 
Commissioners, 05/05/22 25Bpp 30765-230-30766-127, 

-6606060461 Corrected testimony of M & N Aamodt re Order CLI 85-08 denying ro- 
quests ler reconsiderallon & to reopen record Pp 1-7 
AAMODT, M„ AAMODT, N Aamodls 05/05/22 8pp 30766.004-30766 071 

—8606060464 Testimony of Congressman GW Gokas re outstanding unresolvod Issues 
of mgt Integrity, health effects & cleanup of plant 
GEKAS,G.W House of Rep, 85/05/22 7pp. 30768 072-30766.078. 

-3606060458 Testimony of WQ Kuhns re overall picture of facility restart 
KUHNS.WQ General Public Uitllles Corp - GPU Service Corp 85/05/22 2pt) 
30766 079 30766:080. 

-8506060466 Testimony of JF O’Leary re responslbllllles & dutlas of board of diroclers. 
O’LEARY, JF. General Public Utilities Corp - GPU Service Corp 05/05/22 3pp 
30766 061 30766 083. 

-8606060479 Testimony ol PR Clark re physical readiness of plant, rondinoss of 
staff, emergency preparedness & extent of publicly available record 
CLARK,P.R. General Public Utilities Corp - GPU Service Corp 85/05/22 4pf> 
30766084-30760 087. 

-S5060604SS Testimony of ER Weiss re reasons why restart would bo unlawful Press 
packet end. 

WEISS, E.R Harmon, Weiss & Jordan WEISS, E R, Union ol Concernod ScianlfsH 
85/05/22 SSpp 30766.080-30766127 

8506060068 Transcript of Commission 650529 public meeltng/dlscusslan In 
Washing Ion, DC re vote on lifting Immediate effeclivenoss of 1979 shuidown orders for 
TMI-I.Pp 1-36, 

■Commissioners 05/06/29. 39pp 30782 070-30782:109. 


V. Operator Examinations 

8506200190 Ack receipt of 041203 Itr clarifying policy for retaining records re licensor! 
operator requaflflcalion program & 650227 Itr providing Info on basic principles (raining 
sfmulalor Program acceptable. 

STOLZ,J F Operating Reactors Branch 4. 85/05/30 HUKILL.H 0 General public UW- 
Itles Corp. ■ GPU Service ^rp, 4pp 31042.334-31042.337. 

8506190397 Forwards Rev 1 to proposed plan for satisfying ASLB long-larm reowro 
men! for procedure to evaluate post- training performance ol operators in jeh soiling 
W /Certificate c4 Svc.Relaled coiieapoTidence, 

BAUSER.D B. Shaw, Pittman, Potts & Trowbridge. BAUSER.D.B General Public Uliii' 
ties Corp, - GPU Service Corp, #285 476 85/06/17. SMITH.i.W., WOLFE.SJ, 
LINENSERQER.G Atomic Safety and Licensing Board Panel 170pp, 30990091 
30g96’260. 
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F. Security, medical, emergency & fire protection plans 

8506060057 Forwards Insp Rept 50-293/84-41 on 841210-13 & notice of violatlor) 
MARTIN, T.T, Region 1, Office of Director, 85/05/02. HARPING TON, W.D. Boston 
Edison Co. 2pp. 30766,327-30768 338. 
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“850606 00164 Nollce Of violalion from insp on 841210-13 

* Region 1. Office of Director 85/05/02 Ip 30768 329-30766 329 

•-6S0€C)€0D75 insp Repl 50-293/84-41 on 841210-13 Vioiation noted failure to distribute 
pubiic info as specified in emergency plan & faiiure to update emergency pian & pro- 
cedure in order to comply w/requlrements of 10CFR5D,App E, Section G 
COHEN.I. HAWXHURSf.J, WOLTNER.E. Region 1. Office of Director 85/04/29 
9pp 3O760 33O 30768 338. 

8506050624 Forwards NRC safety ovaiuation & Science Appilcaiions inti Corp SAIC-85/ 
3056, '‘Technical Evaluation Rept of OCRDR (or Pilgrim Nuclear Station " Supplemen- 
tal summary rept requested within 30 days of Itr receipt. 

VASSALIO.DB Operating Reactors Branch 2. 85/05/16 HARHINQTON.W D 
Boston Edison Co. 2pp. 30740‘185-30740.191. 

-8506050628 Safety evaluation re DCROR.Supplemental rept addressing concerns 
Identified necessaiy to meet requirements of NUREG-0737,Suppl 1 

* Office of Nuclear Reactor Regulation, Director 85/05/16. 5pp 30740107- 
30740:191. 

“8604240193 "Technical Evaluation RmI oI DCRDR for Pilgrim Nuclear Station " 

* Science Applications International Corp., (formerly Science Applications Inc ). NRC- 
O3 82-098. SAIC-85/3056 05/04/10 NRC - No Dalallod Affiliation Given 43pp 
30740, 192-30740 234 

8500030443 Forwards Rev 16 to modified amended security plan Rev withheld (ref 
lOCFRTS 21) 

HARRINGTON, W.D. Boston Edison Co 85/05/24. MARTIN.TT. Region 1. Office of 
Director. Ip 30675‘346.30675-346 

B606070076 Responds to NRC 850502 Hr re violations noted in Insp Rept 50-293/84- 
41. Corrective actions two booklets re emergency planning Info in preparation & will be 
mailed to all postal addresses In emergency planning zone. 

HARRINGTON.W.D. Boston Edison Co 86/05/30 HARPSTER.T. Region 1, Office of 
DJieclor 2pp 30751:323-30751 -324 

8606070318 Forwards Safety Insp Rept 50-293/85-08 on B50402-0506.No violation 
noted 

WENZINGER.E.C Region 1, Office of Director 85/06/31 HARRINQTON.W D 
Boston Edison Co 2pp. 30761 239-30761:263 

“8506070326 Safely Insp Rept 50-293/65 08 on B50402-0506.No violation noted.MaJor 
areas inspected plant operations, Including previous insp findings, operational safety 
verification & surveillance & maint activiltes. 

JOHNSON.J., MCBRIDE.M.. TRIPP.L Region 1, Office of Director. 85/05/28. 13pp 
30761:24 1-30751 ‘263 

6506200306 Rev 2 to "Boston Edison Co Pilgrim Nuclear Power Slatlon Emergency 
Plan" W/850614 llr.W/one oversize organizational chart Aperture card avallablo In 
PDR. 

HARRINGTON.W.D. Boston Edison Co. 85/06/01. MURLEY.TE Region 1, Office of 
Director. 425pp 31005'176-3100e,240 

6506210426 Discusses two deviations in 841216 exemption per request for exemptions 
from lOCFRSO.App R.Rellel from schedular requirements of 10CFR60.48 no longer 
needed.Review of 830517 & 840402 submittals completed 
VASSALLO.DB Operating Reactors Branch 2 85/06/10 HARRINQTON.W D 
Boston Edison Co. 3pp. 31044.339-31044'363 

8508200255 Responds to 860321 request for addi info re 840810 submillol concerning 
proposed SPDS.FIber opllc cables qualified Isolation devices & acceplebte for Intor- 
(Bcfng amergsney response Info ays 4 SPDS w/sofety sys 

HARRINGTON.W.D. Boston Edison Co. 86/06/13. VASSAULO.D.B Operating Reac- 
tors Branch 2. 3pp 31008:068-31008:070. 

6608240528 Forwards revised SALP Rept 60-293/84-34 lor Jul Sept 1984 based on 
850123 mgt meeting & util 850212 Itr Declining trend of Calegoiy 2 rating lor lire pro- 
tection /housekeeping changed to rating w/conslalenl trend. 

MURIEY.T.E. Region 1, Office of Director. 66/06/19 HARRINGTON.W.D. Boston 
Edison Co 3pp 310e2.038-31062-102. 

“8506240529 Revised SALP Rept 50-283/84-34 for Jul-Sepl 1984. 

* Region 1. Office of Director. 85/06/19 B3pp. 31062:041-31062:102 


Q. Adjudicatory correspondence 

8506030497 Advises that time for Commission to review Director's Decision DD-05-5 
expired .Commission declined review. Decision became final agency action on 
850524 Served on 850531 

CHILK,SJ Office of the Secretary of the Commission, ^2B5 229, 85/05/31. 
DOHERTY.J F. Doherty, J.F. 1p. 30679:141-30679:141. 


J. Insurance & Indemnity Information 

8504170291 Forwards Endorsement 78 to MAELU Policy MF-68 & Endorsement 96 to 
NELIA Policy NF-188. 

GOLDEN, M,P. Marsh & McLennan, Ino. 86/04/09. SALTZMAN.J. Assistant Director 
(or Stale & Licensee Relations. 3pp 29827.354-29827:356 


P. Operating license stage documents A correspondence 

9506030390 Partial response to FOIA request for three categories of documents to be 
made available at PuR re NSHCs-App A documents encl & placed In POR.Search 
continuing. 

FELTON,J,M. Division ol Rules and Records. 84/11/08. ADATO,M. Union of Con- 
cerned Scientists, 4pp 30720,001-30720:005. 

“9311030264 Forwards update of Sholly sfatlstlos provided on 830916. covering 
630506-0921. Only one addI request for hearing rece1ved,Slxth monthly FR nollce 
scheduled for 831026 publication, 

EISEHHUT,0,Q. Division of Licensing, 83/10/18. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director. 2pp. 30720:008-30720.009. 


“8311300410 Forwards update of Sholly statistics for 830506 1023 Request lor hearing 
re Salem notice on extending Interval for second integrated teak rale test receiveo 
EISENHUT.OG Division of Licensing 83/11/14 DENTON.Hfl Olfico ol Nuclear 
Reactor Regulation, Director 2pp 30720010 30720 011 

“B312230001 Forwards update of Sholly slaiistios covering 830508-1 122 
EISENHUT.DG Division of Licensing 83/12/09 DENTON, H.R Office of Nuclear Re 
actor Regulation, Director 2pp 30720 012-30720 013 

“8401160341 Forwards update to Sholty statistics for 030506 1231 Request for hearing 
received In response to notice of issuance of Amend 10 Ninth monthly FR notice 
scheduled (or publication on 840125 

EISENHUT.DG Division of Licensing 84/01/06. DENTON, H.R Office of Nuclear Re- 
actor Regulation. Director 6pp 30720 014-30720 015 

-8402210139 Forwards update of Sholly statistics for B30506 840126 Two requests for 
hearing & one comment received Requests for hearing dismissed on two 
plaants Prehearing conference scheduled (or Grand Gull petition 
EISENHUT.DG Division of Licensing 84/02/07. DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director 3pp 30720 016-30720 018 

"8404020112 Forwards update ol Sholly statistics covering 830505- 640224 Eleventh 
monthly FR notice scheduled for poblicalion on 840321. 

EISENlHUT.DQ. Division of Licensing 84/03/13 DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director 3pp 30720 019-30720 021, 

--8404260461 Forwards updated "Sholly" aietislics for 830505 840322. Prehearing con- 
ference held on request for hearing received on TMI-1 steam generator 
repair .Contentions accepted by ASLB 

EISENHUT.DG Division of Licensing. 84/04/13 DENTON.H.R. Olfico of Nuclear Re- 
actor Regulation, Director. 3pp. 30720 022-30720 024. 

-0405220511 Forwards update of Sholly statistics covering period 830505- 840425 No 
addi comments or requests for hearing received 

EISENHUT.DG Divislorr of Licensing 84/05/07 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 30720 025-30720:027 

“8406260322 Forwards update of Sholly statistics for period 830S06- 840523 ASLB 
Issued decision for Grand Gulf on 840423, admitting two contentions for discovery 
EISENHUT.DG. Division ol Licensing. 04/06/08 DENTON.H R. Office of Nuclear Re- 
actor Regulation, Director 3pp. 30720 028-30720.030 

“8407300050 Forwards update ol Sholly statistics covering 830506-840620 No addi 
comments or requests for hearing received. 

EISENHUT.D.G. Division of Licensing 84/07/06 DENTON.H R. Office of Nuclear Re- 
actor Regulation, Director. 4pp. 30720031-30720:034 

“8408200009 Forwards updated Sholty statistics lor period 830506 040716. Statistics 
will be updated following 640822 monthly publication ol FR notico. 

EISENHUT.D.G Division of Licensing. 84/08/08 DENTON, H.R Office of Nuclear Re- 
actor Regulation, Director 4pp 30720:035-30720.038. 

-6410040278 Fonvards update ol Sholly statistics covering 830508- 040B22.Liat8 two 
"press release" typo notices Issued eurlng reporting period Next monthly FR notice 
scheduled tor publication on 840924. 

EISENHUT.DG. Division of Licensing. 84/09/18 DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director. 24pp. 30/20:039-30720.062 

8506130045 Porlial response to FOIA request for all documonts re NRC procedures for 
detection & control of alcohol & Illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A documents. 

FELTON, J.M Division of Rules and Records 86/01/28. HEATH, SJ Washington 
Legal Foundation. 55pp, 30937.047-30937:167. 

“8606130386 Responds to query re release of portions of Ofc of Invesfigallons repf re 
drug/alcohol abuse to specific licensees, Release not prohibited by FOIA or Privacy 
Act Concorns over precedent expressed Survey worksheets encl 
SHOMAKER.E.C. Operations & Administraitve Division. 82/12/20. LIEBERMAN.J. Re- 
gional Operations & Enforcement Division 170pp. 3O937‘358-3O938‘180. 

8508170077 Responds to FOIA request for records re FIN B-0469, "Containment Leak 
Rate Testing Program" & Quadrex Coip/NRC contracts.Foiward8 documents re FIN 
B-0489, Documents also available in PuR No documents re Quadrex subj to request 
FELTON, J.M. Division of Rules and Records FIN 8-0469 86/03/26 

REYTBLATT.ZV Warren Wilson College. Swannanoa, NC. 7pp. 30987.036- 
30987076. 

-8506170281 "Containment Leak Rate Testing Investigations," monthly progress rept 
for Nov 1982. 

DOUQAN.JR. Oak Ridge National Laboratory FIN B-04S6 82/12/07, ARNDT, Q. Me- 
chanical/SIructural Engineering Branch. 3pp 309B7’ 116-30987:1 17 

B50606006S Notlllcation ol rescheduled 8S0802 technical appeal meeting w/ulila In 
Bethesda.MD re NUREQ-0737,ltem II.E.4 2.Posllion 7 & whether Lines 3 i under can 
be excepted from requiroments. 

HERMANN.R.A. Operating Reaolora Branch 2. 85/05/22. VASSALLO.O.B, Operating 
Reactors Branch 2. ip, 30784:076-30784:076 

8506030230 Advises that Tech Spec Issues stemming from mods associated w/ 
NUREQ 0737, Items I! B.3,I1.F.1.2.II.F.1.6 & tlD.3.4 & Generic Ltr 63-38 

concluded. Addition of Tech Specs for Items ILB.S & II.F.1.2 unnecessary. 
HARRINGTON.W.D. Boston Edison Co. 85/06/28. VASSALLO.D.B. Operalinfi Reac- 
tors Branch 2. 2pp, 30674:182-30874:183. 

8608030357 Requests relief from Implemenling NUREQ-0737,ltem It.K 3,22, "Automatic 
Swilchover of RCtC Suction." Mod issued to reduce reliance on operator action 
during event where RCIC suction switched from primary coolant supply 
HARRINGTON.W.D Boston Edison Co. BS/05/28. VASSALLO.D.B. Operating Reac- 
tors Branch 2 2pp. 30673:308-30673:307. 

9506030370 Responds to Generic Ltr 84-23, "Reactor Vessel Water Level Instrumenla- 
lion In BWRs " Ref leg rerouting will provide improvements In accuracy & reliability of 
reactor water level monitoring control sys, 

HARRINQTON.W D. Philadetohia Electric Co. 85/05/28, VASSALLO,D.B. Operating 
Reactors Branch 2. 2pp, 30873.277-30673;27e. 
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S50&030416 Fotwardg guppl to Info In 840009 Ur ra NUFIEG-0737 Item II B.3, “Po&t-Ac- 
cidont Sampling" & rev to 830609 submiltal concerning Hem II F 1(6), "Post- Accident 

M en Monitoring,” por NRC to Icon requosl 

NQTON.WD Boston Edison Co. 85/05/30 VASSALLO.DB Operotlng Reac- 
tors Branch 2 tapp, 30676 287-30677 026 

"8506030423 Rov 0 to Procedure 5,7 5, "Estlmalmg Coro Damage " 

* Boston Edison Co 85/03/06 25pp 30678'305 30677 026, 

8539120206 Lists schedule lor Imp I omental ion oF h/drogen water chomlsliY sys Final 
rept anticipated by Second Quarter 1909 

HARRINGTON, W D Boston Edison Co, 85/06/07, LEECH, P. Operating Reactors 
Branch 2. 2pp 30850 3S0-30B50 351 

8506200482 Summary o( 650520 meeting w/utll & GE to learn results ol adding hydro- 
gen to reactor coolant during last early In May, List ol meeting attendees & view- 
graphs presented end 

LEECKPH, Operating Reactors Branch 2 85/00/10 Oparaling Reactors Branch 2 
aapp 31043 002-31043 023 

86210444 Informs that 641128 & 850528 responses to Generic LIr 04 23, outlining 
mporlance ol reactor vessel water level in sl rumen latlon in BWR3,con8latenl w/Rec- 
smmendalions 1 & 2 No action re Recommondallon 3 rtocessary at current time. 
/ASSALLO.DB Operating Reactors Branch 2 85/06/11 HARRINGTON.WD, 
BostonEdlsonCo 3pp 31048 065-31040 067, 

06240138 Summary ol 850530 operating reactor events meeting to brief Ole 
Director, div directors & representatives on events since 850515 meeting List of 
atlondeasivlewgraphs & status of assignrnenls end 

CRtITCHFIELD.D- Assistant Director for Safety Assessment 85/06/13 
THOMPSON, HL Division o! Licensing 26pp 31155316-31155’340, 


8506030367 Responds to NRG 850425 Ur re vidalions noted in Insp HepI 50 2B3/65* 
06 Corrective actions LPRM Switch 44-13A placed in bypass position upon discovery 
ol incorrect switch position Attention to procedures ermnasized 
HAHRINGT0N,WD Boston Edison Co 85/05/24 WENZINQER.E C Region I, Olfiee 
of Director 2pp 30678 131-30678 132 

6605280161 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements.'* Sve list end 

JOROAN,E L Dtvision ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Corrsolidated Edison Co of New York, Inc 120pp 30852245- 
30852 363 

6505280187 IE Info Notice 85 043, "Radiography Events at Power Roactors" Svciist 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rasponso (Post 
830103) 65/05/30 Consolidated Edison Co of Now York, Inc f20pp. 30384167- 
30864 267 

6505280195 1E Info Notice 85 044, "Emergency Communicallon Sys Monthly Test” Sve 
list end. 

JORDAN.E L. Division ol Emergency preparedness & Engineering Response (Post 
830103) 65/05/30, Consolidated Edison Co ol Now York, Inc 121 pp 30664 045- 
30864 166 

8S06070076 Responds to NBC 850502 Ur re violations noted In Insp Rept 5 0 283/84- 
41 Corrective aclions two booklets re emergency planning Into In preparation 4 will be 
mailed to all postal addresses in emergency planning zone 

HARRINGTON.WD Boston Edison Co. 85/05/30, HARPSTER.T Region 1. Ollico ol 
Director Zpp 30751 323 30751 324 


106240489 Informs that 850416 111 does not repiosont backlit as dafined by criteria In 
Manual Chapter OSU.tsolatlorvol all containment purge & veni linos under 3 inches In 
diameter conslstoiil w/NUREG 0737,llom II E 4,2 (7) 

DENTON, HR Ollice of Nuclear Reactor Regulation, Diroclor. 85/06/18, 

HARRINGTON.WD, Boston Edison Co 3pp 31 155.356-31 155-360. 

i0625l>227 Application for amend to License DPR 35,consisting ol Proposed Change 
85-07 .revising Toch Spec Tabto 3 2 B re instrumanlatlon that Initiates or controls core 
& containment cooling sys to clarily 2/3 core height setting 

HARRINGTON.WD. Boston Edlsoii Co. 85/06/18 VASSALLO.D.B. Operating Reac- 
tors Branch 2. 2pp. 31160 126-311 60‘IS2 

8506250233 Proposed Toch Speo Change 85-07. revising Table 32B re 2/3 core 
height sotting 

' Boston Edfson Co. 85/06/18 3pp 311O0.132-31ie0;132, 

506290046 Application lor amend to License DPn-35.con8i3tiiig of Proposed Change 
BS-OB. revising Toch Spec sections re primary containment & primary containment 
tosts.in accordance w/10CfR60,App J. 

HARRINGTON.WD Boston Edison Co 85/06/21 VASSALLO.DB Operating Reac- 
tors Branch 2 2pp. 31254 D 59-3 1254.097, 

8508280050 Proposed Tech Spec sections re primary containment 4 primary contain- 
mont tests. 

* Boston Edison Co. 85/06/21. sepp, 31264 061-31264 097 


L Inspection reportej IE Bulletin* & correspondence 

1508060057 Forwards Insp Rept 60-293/84-41 on 841210-13 & notice of violation 
MARTIN, TT. Region 1. Ollice ol Diroclor 85/05/02. HARRINGTON.WD Boston 
Edison Co 2pp. 30766:327-30768.338. 

-6506060064 Notice ol violation from insp on 841210-13 
• Region 1. Olfice ol Director. 85/05/02 Ip. 30768 329-30793'329. 

-6606060075 Insp Repl 60 293/04-41 on 941210-13 Violation noted'lallure to distribute 
public Info as specified In emergency plan & (allure to update emergency plan & pro- 
cedure In order to comply w/requirementa of 10CFR50,App E.Socllon Q. 

COHEN.I, HAWXHURSf,J, WOLTNER.E. Region 1, officD of Director. 85/04/29. 
9pp. 30768.330-30768:330, 

1506130027 Supp1 1 lo IE Info Notice 64 56, "Seal Table Leaks at PWfls '* Svo list end. 
JORDAN.E L Division ol Emergency Rreparedness & Engineering Response (Post 
630103], 65/06/14 Consolidated Edison Co. of New York, Inc f07pp. 31044’0a5- 
31044:171 

5605130038 Suppi 1 lo IE Info Notice 85 020, "Motor Operated Valve Failures Due to 
Hammeifng Efiect." Sve list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co, ol New York, I no. f07pp. 31044:172- 
31044:278. 

8506080341 Forwards Insp Rept 50-293/85-07 On 850316-22.No violation noted. 
MARTIN.T.T Region 1, Olflea ol Director. 85/05/15. HARRINGTON.WD. Boston 
Edison Co. 2pp. 3()766:339-30768:351. 


8506070318 Forwards Salety Insp Rept 50-293/85-08 on 050402-0508, No Violation 
noted 

WENZINGER.BC Region 1. Olfice of Director 85/05/31 HARRINGTON.WD. 
Bostorr Edlso^n Co 2pp 30751,239 30751 253 

"8506070326 Salety Insp Rept 50-293/85 08 on 850402-0506 No violation nolod Major 
areas inspected plant operations, Including previous Insp lindings.opsratlonal safety 
vanhcallon A surveillance A maint activities 

JOHNSON.J, MCBRIDE, M, TRIPP, L Region 1, Otlico of Director 86/05/28 13pp 
30751:241-30751 253, 

6508060677 IE Into Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westing^house Designed Plants ” Sve list end. 
JORDAN.E L Division ot Emergency Preparedness A Englneenng Respenso (Post 
830103) 65/06/06, Consolidated Edison Co of Now York, Inc 122pp. 30865 001- 
30B65'046 

6506060707 IE Into Notice 85 046, "Oarlllcalion ol Several Aspects of Removable RS- 
dioacllve Surface Contamination Limits for Transport Packages " Sve list onct 
JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 05/06/10 Consolidated Edison Co ol New York, Inc. 124pp 3104J30t- 
31044 064, 


8506140623 Forwards Insp Rept 60 203/05 12 on 850521-24.No vtolalKjn 
noted Requeala that concerns re HPCI oil sys be addressed within 30 days 
WENZINQER.E C Region 1, Ollice of Director 85/06/10. HARRINGTON.WD 
Boston Edison Co. 2pp 3O897'10B 30897 203, 

-6506149529 fnsp Rept 50 293/85 12 on 850521-24 No violation nolod Major areas 
Inapected plan I mods A operations A followup on orevlous findings. 

CASELLA,F.A, TflIPP.L 1 Region 1, Ollice ot Director, 86/00/07 4pp 30697290- 
30897,203 


8S06140240 IE Into Nolrce 65 047, "Potential Eftecl of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves ” Sve list end. 

JORDAN.E L Division of Emergency Preparedness A Engineering Rosponso (Post 
830103) 65/06/16 Consolidate Edison Co. of New York, Inc. 1d4pp 31206157- 
31266 304 


8S06140638 IE Info Notice 85-046, "Respirator Users Notlco.Deteclive SellOonlarnod 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Responso (Post 
830103), 65/06/19 Consolidated Edison Co of New York, Inc, f23pp 313760M 
3 1376- 183, 


8S06240S26 Forwards revised SALP Rept 50 293/64-34 tor Jul Sopt 1084 based on 
650123 mgt meeting A ubl 850212 Itr.DecKnIng trend ot Category 2 rating tor tiro pro- 
tection /housekeeping changed to rating w/consislent trend, 

MUHLEY.T.E, Region 1, Ofttce ol Director, 85/06/19, HARRINGTON.W.D, Boston 
Edison Co 3pp 31062 038-31062:102. 

"8506240529 Revised SALP Repl 60-293/84-34 for Jul-Sepl 1984. 

* Region 1, Office ol Director. 85/06/19, 63pp. 31062:041-31062:102. 


"6606060351 Insp Rapt 50-293/85-07 on 6503 18 22, No violations or deviations 
noted.Major areas I ivspeoled .licensee action on previous findings, butloilns A circulars 
& high reading TLDs Identified In Deo 1984 A Jan 1965 

NIMrr2,R L.. COSTELLO, F.M., CARSON.B H. Regtan 1, Ollice ol Director. 85/05/16. 
11pp. 30768 341-30768:351, 

6505200560 IE Info Notice 65-039, ‘'Auditability ol ElscUlcal Equipment Qualification 
Records at Uceitsees (facilities.*' list end. 

JORDAN,E.L. DIvtslon ol Emergency Preparedness A Engineering Response (Post 
830103). 86/05/22. Consolidated Edison Co ot New York, Inc f06pp. 30637.258- 
30037:363. 

6505200600 IE Into Notice BS-040, ''Deficiencies In Equipment Qualllicatlon Testing A 
Certification Process ” Svo list end. 

JORDAN,E.L. Division of Emergency Preparedness A Englneertng Response (Post 
830103). 65/05/22 Cerrsoltdated Edison Co of New York, Inc. 106pp. 30648:166- 
30846:271. 


6506240593 Forwards Exam Rept 50-293/65 16 on 850514. 

WENZINGER,EC, Region 1, OfIrce ol Director. 85/06/19 HAflRINQTON,W D 
Boston Edison Co. 2pp 31160331-31161:001, 


"8506240604 Exam Repl 50-293/65-16 on 85061 4, Exam results- all candidates passeiJ 
exams w/nrs generic deficiencies noted 

BERRY, J , KELLER.RM , KISTER.H.B, Region 1, Office of Director. 85/06/05 &3pp 
31160333-31161:058. 


R. Periodic operating reports A related correspondence 


8506200422 Monthly operating rept for May 1985,W/850613 Itr. 

HAMILTON, P, HARRINGTON.WD, Boston Edison Co. 05/05/31, 8pp. 31020293 
31020,300. 
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S. Reportable occurrences, LERs & related correspondence 

8506060554 LER 83'065/03X-1 on B31 213, during Refueling Outage Vl,21 primary con- 
tainment valves found to have excessive leaRage Cause not slated All valves re- 
paired & lasted satisfactorily W/850S24 Itr 

BELMONTE.QG, HARRINGTON, W D Boston Edison Co 05/05/24 MURLEY.TE. 
Region 1, Office ol Director 4pp 30746 24e-30746-262 

8505260263 LER 85 005 Of'on 050221, rod block monitor functional & calfbr surveillance 
tests Idenlilied as having exceeded required test interval Caused by personnel 
error Tests performed & porsonnel counseled W/850617 Itr 
HAMILTON,PJ, HARRINGTON, W.D Boston Edison Co 85/06/17 3pp 31204 296- 
31204 290 

8505260453 LER 05 012 OO'on 050518 & 0G08,HPCI turbine tripped followed by r^id 
restart Broken snubber, displaced concrete anchors & bent piston rod Idonlifled Trip 
caused by transients during quick cold starts Hangar arrangement restored.W/BSOSI/ 

BELMONTE,G.Q , HARRINGTON.W D. Boston Edison Co 85/06/17. 4pp 31199,216- 
31199*219 

8606260471 LER 8S-002-01 on 65012Q,Toch Spec fmplemonting procedures for survefi 
lance tests inadequate Caused by mat dellclency procedures revised to Include provi- 
sions for functional iesUng of valve ciosure alarms VV/6S0617 Itr. 

HAMILTON.? J., HARRINGTON.W D Boston Edison Co 85/00/17. 3pp. 31230 336- 
3123O*330 

BS06240S17 Part 21 repi re potential separation ol aluminum nameplato from Mevl Duty 
Type SBW or SZO trensiormors in Nelson electric Class 1,035 volt motor control 
cirs.w/ potential short cfrcull Initially reported on 8506 18 

LAUQHLIN,J R Nelson Elootric Co 85/06/19 Director's Office, Office ol Inspection 
and Enforcemenl, 3pp 31062 103-31002.105 


V. Operator Examlnotlons 

&8Oe240593 Forwards Exam Rept 60-203/85-15 on 850514 
WENZINQFR.EC Region OHice ol Dlroclor 85/06/19 HARRINQTON.W.D 
Boston Edison Co. 2pp 31160,331-31161 001 

-8506240604 Exam Rept 50-293/85 15 on 850514 Exam results all candidates passed 
exams w/no generic deficiencies noted 

BERRY, J , KELLER.R M , KISTER.H 0. Region 1. Office of Director 85/00/05 8Bpp, 
31160 333 31101 058. 
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-8606240470 Forwards summary ol ACRS review queetions & comments on facility 
probabilistic salety study as resgll of 820325 & 26 meeUrtgs Listed repts end 
GRIESMEYER,J M ACRS • Advisory Committee on Reactor Safeguards 82/04/13 
THANOANI.A NRC • No Detailed Alliliation Given 18pp 31206 156-31206 254 

-8606240493 Responds to JM Griosmeyer 820310 Itr re review ol probabilistic safety 
study Review summary including comments ol substance as well as editorial com- 
ments end 

LIPINSKI.WC Argonne Nalional Laboratory 82/03/24. OKRENT.O ACRS - Advisory 
Committee on Reaclor Safeguards 4pp 31206 255 31206 2S8 


P. Operating license stage documents & correspondence 


8506030390 Partial response to FOIA request lor three categories of documents to be 
made available al PDR ro NSHCs App A documents anct & placed in PDR Search 
conllnulng 

FELTON.JM. Division ol Rules and Records 84/11/08 ADATO.M Union ol Con- 
cerned Scientists. 4pp 30720 D01-3D720 005 

-8404020112 Forwards updale ol Sholly alalialics covering 830505- 040224.Elevonlh 
monthly FR notice achoauted for publication on 840321. 

EISENHUT.DG. Division of Licensing 84/03/13 DENTON, H.R. Olfico of Nuclear Re- 
actor Regulation, Director 3pp. 30720.019-30720.021. 

-8404280481 Forwards updated "Sholly" ctatfslics for Q30505 840322. Prehearing con- 
ference hold on request lor hearing received on TMI-1 steam generator 
repair Contentions accepted by ASLB 

EISENHUT.DG Division of Licensing 04/04/13 DENTON, H R Office ol Nuclear Re- 
actor Regulation, Ofroctor. 3pp 30720 022-30720 024. 

-840S220611 Forwards update ol Sholly slatlallcs covering period 830505 84042S.No 
acldl comments or requests for hearing received 

EISENHUT.DG. Divldon of Licensing. 84/05/07. DENTON, H R, Olllce of Nuclear Re- 
actor Regulation, Dlroclor 3pp 30720 025 30720 027 

"8406280322 Forwards update of Sholly statistics lor period 830506- 840523 ASLB 
issued decision for Grand Gull on 840423, admitting two conlonllons for discovery. 
EISENHUT.D.G Division of Licensing 84/08/08 DENTON, H.R Office ol Nuclear Re- 
aclor Regulation, Director 3pp. 30720.028-30720.030. 

-8407300050 Forwards update ol Sholly statistics covering 830506 640620 No aildl 
comments or requests lor hearing received 

EISENHUT.DG Division ol Licensing. 84/07/08 DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director. 4pp. 30720 031-30720 034. 


F. Security, medical, emergency & lire protection plans 

8606240226 Forwards "Emorgonoy Plan Evaluation Rept." Plan meets requirements 
except that onsite emergency arilla should be conducted as action drills, Requests 
mod oi plan to relied change within 120 days Plan should be Implemented, 

THOMAS, C.O Standardization & Special Projocls Branch. 85/08/13 
WILKINSON, RE. Michigan State Univ., East Lansing, Ml. 2pp. 31156.302-31156:308. 

-8606240236 "Emergency Plan Evaluotion RepLMIchlgan Slate Univ.” 

• NRC . No Detailed Alfllialion Given 85/05/31 3pp 31168.304-31166:306, 
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F, Security, medical, emergency & fire protection plans 

Q 606030289 Station Procedure Change Request AS6-330 lor Rev 5 to Emeraency Plan 
Imptomenting Procedure EPIP 650-6, "Technical Support Ctr, Operational Support Clr 
& Main Assembly Area Radiological Supplies," 

* Commonwealtn Edison Co, ao/05/14 9pp 30874 .062-3(!674’069, 

8606030273 Station Procedure Chango Request A86-329 lor Rev 6 to Emergency Plan 
(mplemenling Procedure EPIP 660-6, "Monthly Radiological Emergency Equipment 
& Oh&oKs ** 

* Commonweallh Edison Co. 65/05/14. 8pp. 30673,359-30674.003. 

8B060304T3 Staflon Procedure Change Request A85-3B2 to Rev 8 to Emergency Plan 
Implementing Procedure EPIP 660-3, "Radiological Supplies for Medical Emergen- 
cies.’' 

* Commonwealth Edison Co. 85/06/14. 8pp 30076281-30675:287. 

8606040403 Ack receipl of Rev 4 to Deo 1984 emergency plan Changes consistent w/ 
requirements ol 10CFR60 54 & acooptable.ll safety review assures no decrease In 
emergency preparedness, NRC approval not needeo prior to Implementation 
PAPCTIELLO.C.J. Region 3, Office ol Direolqr. 86/06/31 REED.C Commonweallh 
Edison Co 2pp, 30609 060-30699,061 

8506200466 Forwards population density maps lor use In emergency planning 
zone8.Maps prepared by ORNL by proiecllon from 1980 census data 4 must be taken 
as estimates W/o ends 

HIND.JA. Region 3, Office of Dlreolor, 85/05/31. REED.C. Commonweallh Edison 
Co Ip. 31020:191-31020:191. 

8EOS260586 Forwards FEMA 860523 Ur & assoclatad final exercise evaluations on 
850306 offsiie efneraeroy preparsefnesB exercise for Lake County,IL,Ke)M»ba 
County.WI & Slates of IL & WI.Deflolancy found:lnapproprtate traffic control 
PAPERIELLO.CJ, Region 3, Office ol Dlreotor. 86/06/13, REED.C Commonwealth 
Edison Co 2pp. 31232:1 1 1-31232:168 


0, Advisory Committae on Raaetor safeguards reports & correspondence 


-8406200009 Forwards updated Sholly statistics for period 630506-840716 Statistics 
will bo updated lollowing 840822 monthly publication of FR notice 
EISENHUT.DG Division ol Licensing 64^8/00. DENTON.H R OKico of Nuclear Re- 
actor Regulation, Direolor. 4pp 30720 035-30720 036 

"8410040276 Forwards update of Sholly statistics covering 830606. 040e22.Liats two 
"press release" type notices issued during reporting period Next monthly FR notfcei 
scheduled for publication on 640924. 

EISENHUT.D.G. Division ol Licensing. 84/09/18. DENTON.H.R Olfico ol Nuclear Re- 
actor Regufallon, Dlroclor, 24pp. 30720 030-30720062 

8608240436 FOIA request (or Ends 1 & 2 to SA Varga 820518 Ur to LO DelGoorgo re 
facility probablllatic safety study. 

PEDRO.J. NUS Corp. 86/01/14 Division ol Rules and Records Ip. 31206 163- 
31206.163. 

8606130045 Partial response to FOIA request lor all documents re NRC procedures for 
detection & control of alcohol & Illegal drug use by persons engaged In bldg or const 
ol nuclear roaclors or facllllles Forwards App A documents 
FELTON, J.M. Division of Rules and Records 85/01/20 HEATH, SJ. Washington 
Legal Foundation. 55pp 30937.047-30937*157 

-6508130124 Confirms Warnick 820305 telcon re drug use al plant Written stalomonl 
that addressee does not Intend to prosecute plant employees for past drug use will be 
provided, 

DAVIS, A B. Region 3, Olllce ol Director. 82/03/09. FONES.Q.C. Justice, Dept of, Al- 
tornay General, Office of. Ip. 30840* 142-30940,1 42. 

8606170131 FOIA request for source term event trees prepared by Sandia for subf 
plants. 

SHOLLY, S.C Union ol Concerned Scientists 85/01/28 FELTON, J.M Division ol 
Rules and Records. Ip, 30081 *151 -30981, 161 

6506240460 Responds to FOIA request for Ends 1 & 2 to SA Varga 820518 Ur to LO 
DelQeorgs re facility probabilistic salety study 

FELTOI^J-M. Division of Rotes and Records, 85/03/04. PEDRO,J. NUS Corp, 2pp. 
31 208.1 64-31 206*293. 

-8606240601 "Review ol Zion Probabilistic Safely Study." 

LIPINSKI.W.C. Argonne National Laboratoiy. 82/03/24, 0pp. 31206*269-31206*293 

8503150278 FOIA request lor list of validated computer programs lor processing of leak 
rate data & listing of Volumetries faulty program. 

REYTBLATT,Z.'^ Warren Wilson Colfega. Swannanoa, NC. 86/03/08. DENTON.H.R 
Office of Nuclear Reactor Regulation, Director. 2pp 31209:342-31209:343. 

8505170153 Responds to FOIA request for source term event trees prepared by Sandia 
lor sub] planl8.Forward8 documents Haled on aap.Documents also available In PDR. 
FELTOHJ M. Division of Rules and Records 85/03/11. SHOLLY, S.C Union ol Con- 
cerned Sclenllsta. 2pp, 30881*162-30981.209, 


8508240460 Responds to FOIA request for Ends 1 & 2 to SA Varga 820516 Ur to LO 
DelQeorge re fadiily probablljstio safely study, 

FELTON,J.M. Dlvisfon of Rules and Records. 86/03/04, PEDRO.J, NUS Corp. 2pp 
31206*164-31206;263, 


-8506170168 Draft "Containment Event Analysis & Estimation ol Source Term 
Frequencies, Apo to NUREG-09E6." 

8EHR,V.L., MURFIN.W.B, Sandia National Laboratories. 84/07/31. NRC - No Detailed 
AffiHalion Given. 6epp. 30881:164-30901.209. 
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BSOfi 170077 Responds lo FOIA request for records re FIN B-0489, ■'Contaifimeni Leak 
Rale Testing Pregratn” S Ouadrex Corp/NRC contracts Forwards documents ro FIN 
6-0489 Documenls also available In PDH No documents re Ouadrex sub) lo request 
FEt.TON,JM OivJaton of Rules and Records FIN B04B9 65/03/25 

REVTBLATT,Z-V. Warren Wilson College, Swannanoa, NC 7pp, 30967 036- 
30SB7.076 

-8S(W1 70281 "Conlametiil Leak Rale Testing fnves ligations," monthly progress rept 
for Nov 1992 . ^ . 

DOUGAN,J R Oak Ridge National Laboratory FIN B 0489 82/12/07. ARNOT,<3. Me- 
ehan leal/ Struct u rat Engineering Branch 3pp 30007 116-30987 117 

8508050263 Ack receipt of 860410 submiltal ol Topical Repl CE l•A,^ev 34 Review will 
require mere lhan 60 days lo complete 

Sf%SSARDRL Region 3. Olfice of Director 85/05/23 REED.C Commonwealth 
Edison Co 2pp, 30725.336-30725339 

8506060865 Forwards Amends 89 & 79 lo Licenses DPR-39 8 DPR 48, rospeclively & 
safety evalua Hon Amends revise Tech Specs re limits lor total nuclear peaking 
lactor.RevIsed peaking factor Is 2 32 

NORniS,J. Operating Reactors Branch 1. 85/05/24 FARRAR ,D L Commonwealth 
Edison Co 3pp 307B4’079 30704 102. 

-8508060676 Amends 89 & 73 to Licenses DPR-39 & D PR-48, raspeciwoty, rovlstng 
Tech Specs re Ms for total nuclear peaking factor Revised peaking (actor Is 
2 32 Peak cladding lamp calculalod lo be 2,159 F 

VARGA,S A, Operaling Reactors Branch 1. 65/05/24 lOpp, 30704 062 30784 091. 

-8506080590 Safety evaluation supporting Amends 80 & 79 lo Licenses DPR -39 & 
DPR 46,r08pec1iVcV. 

* Olllce of Nuclear Reactor Regulation, Director. 85/05/24. lipp 30764:002- 
30784 102 

6606110309 Informs that software used lo perform Integrated leak rale tests developed 
by onsite porsonnel,ln response to J Norris request Velum el rics Corp provided no 
mall Volumetries Corp equipment used for conlelnmenl data acquis illon. 

LEBLOND.PC Commonwealth Edison Co, 65/06/05 DENTON, HR Office of Nuclear 
Reactor Regulation, Oiroclor tp 30606 097-30608 ’09 7. 

8508140044 Responds lo requests for add I Info re Item 1 1 ol Generic Ltr 03-2 8, 1 tern 
1 I re post-tifp rewew Extension granted by Bournia for LaSalle County Station 
ALEXANDER,G Commonwealth Edison Co. 65/06/05. DENTON,H.R.Gf(lceof Nucle- 
ar Reactor Regulation, Direclor. 3pp 30894 1 15 30864,1 17. 

6506180433 Submits evaluallon re recipient 050223 memo cancernlng Interpretation of 
NOREQ 0737,llom IC6 reqolremenls ralafive to Independent vefificallon ol tagging 
equipment out of sve & plant vorrficatlon practices 

THOUPSON.H.L Division of Licensing 85/06/08 SPESSARD.R U Region 3, OHice 
of Direclor. 4pp. 30965'27 7-3098 5 260. 

8606200142 Forwards safety evaluallon ro Revs 1 & 3 lo 10 yr inservice Insp 
program, Including request lor relief from certain hydrostatic testing requirements Revs 
1 A 3 acceptaUo 

VARGA.S.A Operaling Reactors Branch 1 85/06/06. FARRAR.DX Commonweallh 
Edison Co 2pp. 31043042-31043.054. 

-8506200160 Safety evaluallon supporting Revs 1 A 3 lo lO-yr fnsarvics Insp program 
A request for relief from hydrostatic testing roqulroiments 

• Operating Reactors Branch 1 65/06/06. lipp 31043.044-31043,054. 

6506270423 Lists fecllilles currant A revised environ monitoring TLDs effective 
650601 LaSalle Station TLDs will be in elfocl as of Third Quarter 1865 TLDs not listed 
remain unchanged Map lor revised numbers end, 

GOLDEN, JC Commonweallh Edison Co 85/06/10. KEPPLER,J.G Region 3, Olfice 
of Direclor 6pp 31 23 6'21 9-31 236.224 

6506210161 Requests remltlanca ol fees previously requested in NRC S50403 tlr for 
630627,841113 A 20 A 650104 applications r^ue sting relief from AS ME Code 
requirements Fee requested within IS days from receipt olllr, 

MILLER.W.O. License Fee Management Branch 65/06/11. FARRAR,D.L Common 
wealth Edison Co. Ip 31046 001^1048.001. 

6606170439 Responds to SA Varga 859315 Hr to OL Farrar requesting add I info re 
Items 2.1,2 2 2,4, 5.2 A 4.5 3 of Oenerlo Llr 63 28, "Required Actions Based on Gener- 
ic Impitealtons ol Salem ATWS Events," 

ALEMNDER.G L. Commonweallh Edison Co. 65/06/12. DENTON, H R. Olflce of Nu- 
clear Reactor Regulation, Director, 4pp, 30958:106 30956:129. 

8506240527 Responds to Generic Llr 85 02 re steam generator lube Integrity Primary 
objective lo opilmize reliability of steam generator A associated sys through perlodlo 
evaluallon of aleam generator conditions. 

ALEXANDER, G L, Commonwealth Edison Co. 85/06/17, DENTON, H R. Olfice of Nu- 
clear Reactor Regulation, Director. 26pp. 31066 207-31066:232. 

8506260113 Forwards tabular summary of key results from regional survey of pfatil-spe- 
clflo Into re potential lor uncontrolled radiation exposures In mR cas^tles.per JG Part- 
low 850315 request No further generic action needed. 

TAYLOR, J.M. Director's Office, Office of Inspecibn and Enforcement. 85/06/18. 
MURLEY.T.E. Region I.OIfjce of Director. Opp. 31211:322^1211:330. 

8608260222 Forwards responses to NRC Questions 1-11 A 14 re pressurizer safety A 
relief valves, per 650219 ltr. Responses to Questions 12 A 13 will be provided by 
051001. 

LEBLOND,P C. Commonwealth Edison Co. 85/08/16. DENTON, H.R. Offica ol Nuclear 
Reactor HegulaVon, Director. 17pp 31 180:203-31 190 21 9. 

8506270709 Forwards safety evaluation re use of Westinghoosa small break LOCA 
mo<fel,NOTRUMP,1o satisfy TMI Item IP.K,3.30 Future plant specific analysis per- 
formed for reloads or emend to Tech Specs should be calculated using NOTRUMP. 
VARQA,S,A. Operatiivg Reactors Branch 1. 85/09/18 FARRAR, DL. Commonwealth 
Edison Co. 9pp 312M'343 31260.351. 

8506260457 Fonvards required fee per tOCFR170,ln response to RM Drgga 850403 A 
0611 lirs Submittal of i^ulred fees will receive closer review In future,which shonld 
preclude recurrence of situation. 

CeBLOND,P.C. Commonwealth Edison Co. 86/06/19, MILLER, WO. License Fee 
Management Branch. Ip, 31160 308 31180 306. 


8506270066 Advises that Revs 33,34 A 35 to OA Topical Rept CE-1-A satisfy require- 
monis of App B to 10CFB50 Changes lo Section 7 resolve questions ro piocurcnwril 
activities. 

SPESSARD.R L Region 3, Office ol Director 85/06/21 REED.C Corntr^oniveaWi 
Edison Co 2pp 31235 287-31235 288 


Q. Inspocllon reports, IE Bulletins A correspondence 

6506130045 Partial response to FOIA request for all documents ro NRC procedures (cv 
deiccllon A control of alcohol A Illegal drug use by persons engaged In bldg or const 
of nuclear reactors or lacilihos Forwards App A documents 
FELTON, JM Division of Rules and Records 05/01/20 HEATH, SJ Washirwton 
legal Foundation 55pp 30937 047-30937 157 

-3506130265 Summarizes Region III A license responses to drug allogalloes.per 
830328 request No followup action necessary Zion drug Investigation wall be dd 
cussed at future Insps 

KEPPLER.JG Region 3, Olfice of Director 03/04/20 DEYOUNG, R C Oifoctori 
Olfice, Office of Inspection and Enforcement 2pp 30941 247-30941-246 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seat Table Leaks at PWRs " Sve llsterKl 
JORDAN, E L Division of Emergency Preparedness A Engineering Response iPosi 
630103) 05/05/14, Consolidated Edison Co of Now York, Inc fO/pn 31044 065- 
31044'171 

8605130038 SuppI 1 lo IE Info Notice 85 020, "Motor-Operated Valve Fniluros Ouc to 
Hammering Ellecl " Sve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Rosponso (Post 
830103) 66/05/14, Consolidated Edison Co of Now York, Inc. I07pp 31044172 
31044 278 

8506040814 Requests assistance in conducting reviews oi end 850513 roquosi loi 
reliel from certain portions of Inservlce Insp program for first 10-yr Interval lev 
(acuities Roque sis that 850630 target data be eilhor confirmed or ro vised 
THOMPSON, HL Division ol Licensing 85/05/21, NOR ELIUS.C E Region 3. Oflico ol 
Director 2pp 30719354 397193S7 

8506200590 IE Into Notice 85 039, "Auditability ol Electrical Equipment Qualification 
Records al Licensees r acililies “ Sve list end 

JORDAN, E L Division oi Emergency Preparedness A Engineering Rosponso (Posl 
630103), 85/05/22, Consolidated Edison Co, ol Now York, Inc f06pp 30937 258 
30837 363 

850S200600 IE Info Notice 85 040, '‘Deficlorrcles In Equipment Oualllicallon Toatiag A 
Corilii cation Process " Sve fist end, 

JORDAN,E,L Division ol Emergency Preparedness A Engineering Response (Pesl 
830103) 85/05/22 Consolidated Edison Co. of New York, Inc ia6pp 30946 I6& 
30848-271 

8605260161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 SerlosCsdgo 
TLD Elements," Sve list onol. 

JORDAN.E.L Division ol Emergency Preparedness A Engineering Response (Post 
630103) 85/05/20, Consolidated Edison Co of Now York, Inc f20pp 308 62 745- 
30852 363 

6505260167 IE Info Notice 85 043, "Radiography Events at Power Roactors” Sve list 
and, 

JORDAN, EL Division of Emergency Proparodnoss A Engineering Rosponso (PosI 
830103). 05/05/30, Consolidated Edison Co, ol Now York, Inc. f20pp 30864.167- 
30a64'287. 

6506260196 IE Info Notice 65 044, "Emergency Comrnunicatlon Sys Monthly Tosl/'SnC 
list end 

JORDAN, E,L. Division of Emergency Preparedness A Engineering Rosponso (PosI 
830103), 85/05/30 Consolldaled Edison Co of New York, Inc. f21pp 30064 M5- 
30664.166, 

66062406S3 tnsp ReptS 50 295/85-16 A 50-304/85 19 on 850430-0620 VkXaliOrv 
noted.fatiure lo submit LER within 30 days per 10CFR60 73, 

WflIGHT.G C, Region 3, OlfiCe of Director 85/06/OS, 7pp 31202.122-31202 126 

0506060677 IE bfo NoHce 85 045, "Polenllal Seismic Interacllon Involving Movable Irv- 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants " Sve list end 
JORDAN.E.L, Division of Emergency Preparedness A Engineering flesponso IPoH 
830103). 85/06/06. Consolldaled Edison Co. ol New York, irre f22pp 30365001- 
30SeS 046. 

0506060707 IE Inlo Notice 85'04e. "Clarillcalion ol Several Aspects of Removable R» 
dioactive Surface Contamination limits for Transport Packages,” Svo list and 
JORDAN.E.L. Kvislon of Emergency Preparedness A Engineering Response <^sL 
830103). 86/06/10. Consolidated Edison Co. of New York, Inc f24pp 31043 301 
31044.064. 

0606260344 Responds to NRC 850514 ltr re noncompliance noted In Safety Insp Ropts 
50 295/85-16 A 50 304/65-16 Corrective actions’ specific unit operator cautioned llut 
Dhr Directive NSDD A09 defining "at controls" must be maintained. 

FARRAR.D.L Commonwealth Edison Co. 65/08/10. KEPPLER,JG Region 3, Olfice 
of Director, 3pp 31 230,21 4-31 230-21 6. 

6506140240 IE Info Notice 65 047, “Polenllal Effecl of Una-Induced OperaOon on Cor 
lain Target Rock Solenoid-Operated Valves.” Svo list end. 

JORDAN, EL. Division of Emergency Preparedness A Engineering Response (Post 
830103) 65/06/18. Consolidated Edison Co of New York, Inc. 134pp 31266.157- 
31268.304. 

6506140636 IE Inlo Nolice 85-046, "Respiralor Users Nolice-Dalective Self Conialnod 
Breathing Apparatus Air Cyllndars.” Sve list end, 

JORDAN.E.L Division ol Emergency Preparedness A Engineering Response (Pest 
830103). 85/08/19, Consolidated Edison Co, of New York, Inc. i23pp. 31376064- 
31376.103. 

6606270156 Remits fee Inadvertently omitted from 650513 request lor relief from Insanr 
lea In^ program for first 10-yr interval 

LeBLOND,p:c. Commonweallh Edison Co, 85/06/19 DENTON.H.R. Office of Nuclear 
Reaolor Regulation, Director, Ip. 31236.208-31236'208. 
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R. Perlodle operating reports & related correspondence 

8506210010 Monthly operating repts for May 19B5.W/e50605 Hr 
AUSTIN, G , GRAtSSER.K L Commonwealth Edison Co. 05/05/31 12pp 31057'119- 
31057.130 


S. Reportable occurrences, LERs & related correspondence 

8506210267 LER 05-031/031-0. on 83081B, while reviewing MSIV schematic 
drawings, continuity of Keane solenoid valve coll & HFA operate relay coll could not be 
verified using existing test procedure Procedure change initiated W/83D016 Hr 
flOHDE,JE, GRAESSER,KU Commonwealth Edison Co B3/09/16 KEPPLER,J G 
Region 3. Office of Director 2pp 31056'227-31056 220, 

6506030621 LER 85 004-01 on 850124,during sump valve Stroke Test PT-2B, valves 
1MOV-SI6S12 A & B (ailed to reopen after being stroked closed Caused by too short 
bypass circuit lime Time reset & tested W/fl50522 Itr 

REECHER.WH. GRAESSER,K.L Commonwealth Edison Co 65/05/22 3pp 
30688 237-30666 239 

8506050062 LER 85-01 4-OO.on 850208,Qirga8 air ejector noble gas radiation monitor 
discovered failed low Caused by faulty transistor In tesl/calibr printed circuit board & 
defective rale board.Boarda replaced W/860623 Itr 

KUECHLE.C, QRAESSER,KL. Commonwealth Edison Co 85/05/23 3pp, 
30726'361 -30720.363, 

BB06240063 LER 65-01 7-00;on 85051 4,during Insp of safety related snubbers,tWo of 
eight pulled due to low fuel levels & declared Inoperable.Causod by poor aaal condi- 
tions allowing leakage of hydraulic (luId.W/660613 Itr 

BOERQEn,JC., QRAESSER,KL, Commonwealth Edison Co 85/06/13 3pp. 

31203:351-31 203'353. 

8506250161 LER 85 018 00:on 85051 6, during Type C leak testing of containment Isola- 
Hon valvB8,two valves found w/oxcesslvo leakage.Cause not slated Valves repaired & 
retested.W/850614 Hr 

HUTSEBAUT,J, GRAESSER,KL Commonwealth Edison Co, 65/06/14 3pp, 

31200.308 31200.300 

6506270262 LER 85 013-01 .on 8 504 02, reactor cavity Inadvertently diluted during ECCS 
full How tesl.Caused by failure to fully close two primary water sys valves altar hydro 
porformed on vol control sys suction line W/650610 Hr. 

TIEMANN,JA.. GnAESSER,K,L. Commonwealth Edison Co. 85/06/19 4pp. 

31262'162-31252 165. 


DOCKET 60-2B6 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plane 

BS0604D632 Forwards Insp Repts 50 259/B5-1 6,60-260/85-1 6 & 50 296/85-16 on 
650311. Violations noted. Notice ol violation & Insp details withheld (ref 10CPR2 790 & 
73 21). 

VERRELLI.D.M Region 2, Office ol Director. 86/04/01. PARRIS,H.Q Tennossee 
Valley Authority. 2pp 30709:003-30709 005. 

-8506040645 Insp Repts 60-269/86-1 6,60-260/Q6-1 6 & 60 206/85-16 on 850311 Viola- 
tion noted guard posted at containment drywall hatch could not control access, Details 
withheld 

PAnERSON,C Region 2, Office of Director. 85/03/26, Ip. 30709 005-30709 005, 

8506210428 Forwards Insp Repts 60-259/85-23, 60-260/86-23 & 60-206/85-23 on 
850416-18 & notice ol vIolallon.W/o notice of violation. 

WALKEH.R.D. Region 2, OHIce ol Director. 85/05/21. PARRIS.H Q. Tennessee Valley 
Aulhority, 2pp 31055.1 40-31 0B6.1 60. 

-8506210442 Insp Repis 60-269/85-23,60-260/85-23 & 60-296/65-23 on 850416- 
1B.VIolBlion noted:fallure to provide adequate training of ahlll engineers In area ot off- 
site protective action decisionmaking. 

MARSTON.RR. Region 2, Office of Director, 86/06/03 0pp. 31055.142-31056:150. 

8506140409 Revised Radiological Emergency Plarr Implementing Procedures BF IP-14, 
"Health Physios Procedures," BF IP-1 /, "Emergency Equipment & Supplies" & IP-27, 
"Planl Emargancy Offsite Monitoring." W/06O6f1 Hr 

MARKS.B.K. HUFHAM.J.W, Tennessee Valley Aulhority, 85/06/11 GRACE, J.N, 
Region 2. Olfice of Dlreolor. lepp. 30897:237-30897:265. 


J. Insurance & Indemnity Information 

8606120045 Forwards Endoraamont 84 to NELIA Policy NF-19B & Endorsement 71 lo 
MAELU Policy MF-66, 

DUCKJ.R. Marsh & McLennan, Inc. 85/06/07. SALTZMAN,J. Assistant Director for 
State & Licensee Relalions. 3pp. 30850:350-30850:361 


P. Operating license etege documente & correspondence 

8506030300 Partial response to FOIA request for three categories of documents to be 
made available at PDR re NSHCs App A documents oncl & placed In POn.Seafch 
continuing. 

FELTON,J.M. Division of Rules and Records. 84/11/08. ADATO.M. Union of Con- 
cerned Scientists 4pp. 30720.001-30720:005. 

-8307180387 Notice of consideration ot Issuance of amends lo Licenses DPR-3a,DPR- 
52 & DPR-68 re standby gas treatment sys & proposed NSHC dstermination & oppor- 
tunity (or hearing. 

VA^ALLO.D,B. Operating Reactors Branch 2. 83/07/07. 47pp. 30720'347- 
30721.087. 

8506170077 Responds to FOIA request for records re FIN B-O4B0, "Containment Leak 
Rale Testing Program" & Quadrex Coro/NRC conlraol8.Forwards documents re FIN 
B-0460, Documents also available In PDR.Nq documents re Ouadrex sub] to request 
FELTON.J.M. Division of Rules and Records. FIN B-0489, 86/03/26. 
REYTBLATT.Z.V, Warren Wilson College, Swannanoa, NC. 7pp. 30987:036- 
30967.076. 


-8508170281 "Containment Leak Rato Testing Investigations." monthly progress rept 
(or Nov 1902 t 

DOUG AN, JR Oak Rldgo National Laboratory FIN 0-0409 82/12/07 ARNOT.G Me- 
chanic al/Struclura! Engineering Branch 3pp 30987 115-30907 117 

-8506170496 Requests permission to observe upcoming Types A,B & C tests at listed 
(acllllies.per FIN B 0489, "Containment Leak Rate Testing ’’ 

DOUGAN.J R Oak Ridge National Laboratory FIN B 0489 82/10/01 O'REILLY ,J P 
Region 2, Olfice of Director Ip 30087:133-30987 133 

-8506170558 "Containment Leak Rate Testing Investigations," monthly progress rept 
lor Feb 1983 Incomplete progress rept for Mar 1033 end 

NAUS.D J Oak Rli^e National Laboratory. FIN B 0489, 83/02/28 ARNDT.G, Mo 
chanlcal/Structurel Engineering Branch. 3pp 30987 t44-309e7‘146 

8508190081 Further response lo FOIA request (or documents & info re NUREQ/CR- 
3597,SAND 84-D93B,NUREG/CR 34ie,SAND 83 1617, & Board Notification 84- 
32 App B & App C documents available In PDR Review of addi documents continuing 
FELTON.J M Division of Rules and Records 05/03/27 CURRAN.D Harmon. Wolss 
& Jordan. 8pp 31010,156-31013043 

-8S06190126 Responds to Itr from RC Lewls.Regfon ((.requesting current equipment 
qualification test schedules (or TVA plants Schedules for Browns Ferry & Sequoyah 
plants encLSchedules (or Walts Bar & Belletonlo plants awalllng SER completion. 
MILLS, L M Tennessee Valley Aulhority. 82/10/13 POTAPOV^U Region 4, Office of 
Director 6pp, 31010,165-31010.170 

6506250064 Further response to FOIA request (or documents In three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documonts 
also available In PDR. Processing of documents continuing 

FELTON.J M Division of Rules and Records 85/04/10 HEATH, SJ Washington 
Legal Foundation 11pp 31217.095 31217:109 

-85082S0156 Informs that alcohol & drug abuse aunrey (or 10 utils complete per Tem- 
porary Instruction 2695/1 Utils nave Instituted reasonable prevention 
programs Summary of site visits oncl 

O’REILLY, JP Region 2, Olfice of Director 83/04/01. DEYOUNG.RC Diraclor's 
Office, olfice of Inspection and Enforcement. 42pp 31217.125 31217'166. 

-8506250223 Responds to 830326 request re results ol selected util & contractor ef- 
forts lo establish validity of drug allegations List of actions utils & contractors taken to 
determine If suspect InaMduate sflll in employ oncl 

O'REILLY, J.P Region 2, Office of Director. 83/04/21. DEYOUNG.RC, Oiroctor's 
Office, Office of Inspection and Enforcement. 3pp 31217 187-31217 160. 

8506030SS0 Notification of 850530 meeting w/ulll In Belhesda.MD to discuss third-party 
review & enhancements to TVA employee concerns program 
KENYON.TJ Licensing Branch 4 85/05/24 ADENSAM.EQ Licensing Branch 4. 
2pp. 3O067.322-3O6O7-324. 

8508060417 Summary ol 850502 meeting w/ul)l & public re TVA proposed enhance- 
ments to employee concerns program. Handouts & list of attendeaa oncl. 

KENYON.T.J. Licensing Branch 4, 86/05/24 Licensing Branch 4. 31 pp 30785:101- 
30765:212. 

8506040120 Responds lo 850322,0402 & 23 requests lor addI Info following preliminary 
review of licensee responses to Generic Ltr 83 20, Item 2.2 2 Roconsidorallon of re 
quest for addi Into requested. 

DOMER.J.A Tennessee Valley Aulhority. 85/05/31, THOMPSON, H.L Division of Li- 
censing. 2pp 3 0699 '36 1-30699:362 

8506160274 Notification of 650613 meeting w/utll in 8ethosda,MD lo discuss progress 
of QTC third party Interview program & enhancements to util employee concern pro- 
grams 

KENYON.T.J. Licensing Branch 4, 85/06/00 ADENSAM.E G Licensing Branch 4 
6pp, 3O99O;172-3O00D:177. 

8506190241 Application (or amends to Licenses DPR-33,DPR 52 & DPR 68, revising 
Tech Specs re reactor protection sya Fee paid 

DOMER,J A. Tennessee Valley AutWiN 85/06/06 VASSALLO.D.B. Operating Reac- 
tors Branch 2. 3pp. 30995:160 3O90E‘173. 

-8506190244 Proposed Tech Specs re reactor protection sys 

• Tennessee Valley Authority. 86/06/06 11pp, 30996: 163-30995-1 73, 

6506250082 Discusses review ol util 831107 response to Generic Ltr 83-26 as clarilied 
by B6Q530 & 31 lelcons.Hom 1 2 ra poat-trip review data & Info capability 
acceptable Safely evaluation end. 

VASSALLO.DB, Operating Reactors Branch 2. 86/06/12. PARRIS, H.Q. Tennessee 
Valley Authority, 2pp. 31212.001-31212,008. 

-8506260066 Safely evaluation finding licensee response to Qenorlo Lir e3-28,Hein 1 2 
ra post-lrip review data & info capabTlHIes acceptable 

• Olfice of Nuclear Reactor Regulation, Dlreclor. 06/06/12, epp. 31212.003- 
31212 008. 

6508240281 Forwards safety evaluation re response to Hem 1.1 of Generic Ltr 63-28 on 
post-trlp review program & procedures Post-trip review program & procaduraa 
acceptable Hem 1 1 m Generic Ltr 83-28 resolved. 

VASSALLO.DB. Operating Reactora Branch 2. 85/00/17 PARRIS, H.Q. Tennossee 
Valley Authority. 2pp 31156'284-3116e;200 

-6506240295 Safety evaluation re licensee response to item 1 1 of Generic Llr 83-28 
on post-trip review program & procedures. Post-trip review program & procedures ac- 
ceptable 

• Office of Nuclear Reactor Regulation, Director. 85/06/17, 6pp. 31166'286- 
31156:260. 

8506260741 Forwards corrected Page 9 to Section IV of order modifying licenses for 
Browns Ferry Units 1,2 & 3 & Sequoyah Units 1 & 2,lncludlng Enel 1 omitted from 
some copies. 

TAYLORJ.M. Director’s Office, Office of Inspection and Enforcement, 85/06/21 Di- 
rector’s Office, Office of InspocOon and Enforcemenl. 2pp 31227,264-31227:272 
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Q. Inspection reports, IE Bulletins & correspondence 

8S06210481 Responds to MBC 850213 Itr le violations noted En Insp Repis 50 259/84 
52,60 260/84 52 & 50-296/B4-52 Corrective actions, motor pinion gear repraced.36 
ECCS valves Inspected, EMI IB revised & iraining classes conducted 
DOMEn.JA Tennessee Valley Aalhority 85/03/15 GRACE.JN Region 2, Olfice of 
Director 5pp 31057 105-31057:199 

8506270596 Forwards Insp flepts 50-259/86 09.50 260/85 09 a 50-296/85-09 on 
850126-0225 a notice of Violation 

VERRELli.OM Region 2. Ollice oJ Director 85/03/22 PARHIS.HG Tennessee 
Valley Authority 2pp 31250 247-31250 260 

-8506270598 Notice of violation from insp on 850126-0225 
• Region 2. Office of Director 85/03/22 Ip 31250 249-31260 249 

-8506270601 Insp ReptS 50 259/85 09,50-260/85 09 a 60 296/66 09 oit 650128- 
0225 Violation noted inadequato procedures re radwasle btdg ventilation a failure to 
specify acceptance cnletia concerning ttiermocoupla values 
PAULK.GL . PAnEHSON.C A . CAfftRElL.F S Region 2, Office of Director 85/03/ 
22 1 1 pp. 3 1 250 260 3 1 250 260. 

8508040632 Forwards Insp Repfs 50-259/85-16,50 280/85-16 a 50-296/85-16 on 
B50311 Violations noted Notice of violation a Insp details withheld (ref 10CFR2.700 & 
7321). 

VERRELll.DM Hogion 2. Office of Director 85/04/01 PARRIS.HG Tennessee 
Valley Aulhority. 2pp. 30709 003 30709 005 

-8S0604064S Insp Repis 50 259/85 16,50-260/85 16 a 50-298/85-1 6 on 850311 Viola- 
tion noted guard posted a1 conlalninenl drywell hatch could not control accoss Oatalls 
withheld. . , 

PATTERSON.C, MCGUIRE.DR Region 2. Office of Diroclor 85/03/25 Ip 
30709005 30709005 

8508210485 Responds to NRC 650319 Itr re violations noted in Insp Repts 50 259/85 

06.50- 260/85-06 & 50-296/65-06 Corroclive actions limit switch for HCPi steam 
supply sot a administrative control re thermometer certification revised 

SHELL, R H Tennessee Valley Authority 85/04/19 QHACE.J N Region 2, Offic® of 
Director. 12pp 31057 201-31057 212 

B506210466 Responds to NRC 850322 Itr re violations noted in Insp Repts 50-259/85- 
09.60-260/86-09 a 50-296/85-09 Corrective actions Surveillance Insiruction 4 2 F 18 
re relief valve tailpipe a Operaling Instruction 30 re damper position revised 
DOMER,d A Tennessee valley Authority. 05/04/22 GRACE.JN. Region 2, Office of 
Director. 3pp. 31057 248 31057 250 

8508240273 Responds to NRC 8S0325 Ur re violations noted In Insp Repis 50-258/85- 

03.50- 260/85-03,50-296/85 03,50-327/85-04, 50-328/66-04.50 390/85 06,50-391/86 

06.50- 438/85-03 & 50-439/65 03 

OOMER.JA Tennessee Valley Aulhority 85/04/24. GRACE, J N Region 2. Oflice of 
Oireclor 7pp 31203 081 312030a7 

8506210480 Forwards Insp Repts 50 259/65-18,50 260/85-16 & 50 256/85-16 on 
850401-04 a notice of viomtion 

WALKEn,R D Region 2, Office Ol Director 85/05/13. PARRIS.H G. Tennessee Valley 
Authority 2pp 31057-17831057 1S4. 

-8506210484 Notice of vielalfon from insp on 650401-04 
• Region 2, Ollice of Director 05/05/13 2pp 31057-180-31057:181. 

-8506210490 Insp Repts 50-269/85 18.50-260/85-18 a 50-296/85-18 on 050401- 
04 Violations noted Inadequate procedures a insp of diesel generator cooling water 
valves a incorrect classification of emergency equipment cooling water sys 
QIRARO.EH, BLAKE, JJ Region 2. Office ol Direclor 85/05/07 13pp 31057.102- 
31057194. 

8505130027 SuppI 1 to IE Inifo Notice 84-55, "Seal Table Leaks at PWRs,'’ Svc list end 
JORDAN.E.L Division ol Emergency Preparedness a Engineering Response (Post 
830103) 85/05/14 Coasolldatsd Edison Co ot New York, Inc. I07pp 31044 065- 
31044--(71. 

8506130038 SgppI 1 to IB Into Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Effect '' Svc list end 

JORDAN, E.L. DMsIon ol Emergency Preparedness a Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New York, Inc 107pp. 31044:172- 
31044-278. 

8506210402 Forwards Insp Repts 50-259/85-26, 60-260/85-26 a 50-296/85-26 on 
850422-26 & notice ol violation 

WALKER,R.D. Region 2, Office of Director 85/05/14 PARRIS.HG Tennessee Valley 
* " * '"31055.187 


8506270890 Advises that implementation of corrective actions re 850315 responsoie 
050213 notice ot violation Inadequate Supplemental response to nollcs ol vloialnyi 
Incorporating listed addi info requested within 30 days 

WALKEfl.RO Region 2. Office of Direclor 85/05/21 PARRIS.HG Tennessoo Va'lef 
Aulhority 2pp 31249 tS7 31249 150 

S 505200 590 IE Info Notice 85039, “Auditability of Electrical Equipment Qualilicaboc 
Records at Licensees Facilitios" Svc list end. 

JORDAN, EL Division of Emergency Preparedness & EngInoerIng Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc tOBpp 30037258 
30837 363 

8505200600 IE Info Notice 85 040, "Deficiencies In Equipment Qualllicalion Testing 8 
Certification Process ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Pest 
630103) 85/05/22 Consolidated Edison Co of New York, Inc 106pp 30846, 160- 
30848 271 

8506270499 Forwards assessment of licensee 050227 response to nolico ol violaUanH 
proposed imposition of civil penallies,per Insp Repts SO 259/04 34,50-260/84-34 5 
50 296/84-34 AddI Info requested within 30 days to meet 10CFR2 201 requiiemonts. 
GRACE.JN Region 2. Ofllco of Director. 85/05/23 PARRIS.HG. Tennessee Vallsy 
Aulhority. 4pp 31250 150 31250-153 

8506210451 Responds to NRC 050424 Hr ro violations noted fn Insp Roots 50 259/85 

1 5,50-260/6 S- 15 & SO 296/85 1 S.Correclive actions panol Insp proceuuros revised 5 
personnel re trained, reactor water level procedures revised & personnol disclpllnod 
DOMER,JA Tennessee Valley Authority 85/05/24 GRACCJ.N. Region 2. Ollice ol 
Director. 6pp 31057 210 31057 224 

6505280161 IE Info Notice 85 042, "Loose Phosphor in Panasonic 600 Series Oadga 
TLD Etomante " Svc list and 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29 Consolidated Edison Co of Now York, Inc f20pp. 30852 245- 
30852 363 

6505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors ” Svc lisl 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co. ol New York. Inc t20pp. 30 004- 167- 
30884 207. 

85052B0165 1£ Info Notice 85 044, "Emergency Communication Sys Monthly Tost " Svc 
list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poll 
830103), 85/05/30. Consolidated Edison Co of New York, Ino 121pp 30864 845- 
30864-166 

8506080677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Ifsecf In Westlngtiousa Designed Plants " Svc list end 
JOflOAN,E.L bivTslon of Emergency Preparedness & Engineering Response (Port 
830103) 85/06/06. Consolidated Edison Co ot Now York, Inc. 122pp 30865 001- 
30865-046 

8505060707 IE Info Notice 85-046, "Clarificallon of Several Aspects of Romovablofla 
dioacflve Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103} 85/06/10. Consolidated Edison Co. ol New York, Inc. f24pp. 3104 3 301 
31044.064 

8506180396 EN 65 047 informs ol issuance of order modifying licenses basod on in- 
sults of special review conducted to Investigate circumstances surrounding ptopaii 
lion ol notvconlormanoa topis re conlaitvment ptosauro tranamlllors. 

BEACH.B. Director's Office, Olfice of Inspection and Enforcement 85/06/17. 2pi> 
30976 343-30976.344 

8506140240 IE Info Notice 8S 047, "Potential Effect of Line-Induced Operation on Coi 
tain Target Rock Solenoid Operated Valves.” Svc list end 

JORDAN.E L. Division ol Emergency Preparedness & Engineering flesponso (Post 
830103) 85/06/18 Consolfdaied Edison Co. of New York. Inc. f34pp. 31208 157- 
31268 304. 

8506140636 IE Info Notice 85 048, "Respirator Users Notlco.Deledivo Self-Conlainsd 
Breathing Apparatus Air Cylinders." Svc list end. 

J0RDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co. of New York, (nc 123pp. 31376064- 
313T6.183 


R. Periodic operating reports A related correspondence 

0506070201 Forwards monthly operaling repts for Mar 1985 & corrected repts for Fob 
1985 for Unit 1 & for Jan 6 Feb 1965 for Unit 2 

JONES.Q.T Tennessee Valley Authority 85/04/19. Office of Resource Mansgomont, 
Director. Ip 30800 22 1-30SOO-256. 
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&5D'St00436 LER BS 014-00 on 850429, Group 6 conlaintnent Isolation logic Inadvertont* 
ly Initiated.Caused when RI-90 142 taken to ’'zero" position to chock recorder 
reading Containment isolation signal reset W/BS0S24 Ur 

STEELE.RC, JONES.GT Tennessee Valley Authority 05/05/24 3pp 30804 214- 
30804216 

8500070367 LER 85 013 00 on 850430,four primary containment Isolation valves tailed 
closure time surveillance tost Caused by revised timing procedure Valves will be re- 
paired as necessary & liming adjusted.VW 850529 Hr 

GORDON.AW , JONES.G T. Tennessee Valley Authority. 85/05/29 3pp 30800 361- 
30800 363 

8506100327 Forwards corrected 850524 Ur forwarding LER 85-014 00 re containment 
isolation Initiation 

JONES.G T Tennessee Valley Authority 8S/05/20 Record Services Branch (Docu- 
ment Control Desk) Ip 30827 107-30827107 

-8506100333 Corrected Itr forwarding LER 85-014-00 re containment isolation Initiation 
JONES.G T Tennessee Valley Authority 85/05/24 Record Services Branch (Docu 
meni Control Desk) 3pp 30827 108 30827 110 

8566240137 LER 65 016 00.on 6505t7,during monthly test ot diesel generator 30, leak 
developed at fuel line/filtor wold Caused by base plate weld craCKS resulting (rom 
vibration Cracks also found on diesel generators 3A & 3B W/050607 Hr 
GORDON.AW. JONES.G T Tennessee Valley Authority 85/06/07 3pp 31204*225- 
31204 227 

6508240146 LER 85 015 00.on SSOSIB.durIng performance ol Surveillance Instruction 
4 1.A 14,all four turbine first stage pressure purmlsslvo switches found out of 
calibr Cause attributed to instrument drift Switches recalibr & testod.W/&S061 1 Itr. 
JONES, SB. JONES, QT Tennessee Valley Authority 05/06/11 3pp. 31204222- 
31204*224. 

850B180497 Fonvards order modifying Licenses DPR-77,DPR-79,DPR-33, DPH-52 & 
DPR 68 to ensure prompt evaluation, correction & reporting of potentially significant 
safety conditions, resulting (rom 050327-29 review re nonconformance ropts 
TAYLOR, JM Director's Office, Oftico of Inspection and Enforcement. 85/06/14 
PARRIS,H6 Tennessee Valley Authority 2pp 30977 176-30977.186 

-8506180499 Order modifying Licenses OPR-77.DPR-79,DPR-33,DPfl-52 & DPR-68 to 
ensure prompt ovaluatlon.correction & reporting of potentially significant safety condi- 
tions 

TAYLOR.J M Director's Office, Office of Inspection and Enforcement. 85/06/14 Ten- 
nessee Valley Authority 11pp. 30977 178-30077 108 


Y. Dry Cask Independent Spent Fuel Storage Inetallatlons 

8506260218 Noiificatlon of 850613 meeting w/EPRI.BNWUTVA & DOE in 
Washlngton.DC to discuss status of spent (uoT mgt R&D efforfs.NRC reviewing dry 
^ent luel storage applications at sites. 

ROBERTS.jp. Advanced Fuel & Spent Fuel Licensing Branch 05/06/17 
ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch. 2pp, 31211 172- 
31211.173 
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F. Security, medical, emergency & (Ire protection plans 

6506260226 Requests addi Info or clBriflcation of 650215 Itr re emergency plan 
changes Info requested wHhfn 30 days of Hr receipt 

JOHNSON, E H Region 4, Office ot director. 85/05/03 PILANT.J.M. Nebraska Public 
Power District, 2pp. 31230 174-31230 175. 

6506110630 Forwards rept of change to Rev 9 to safeguards plen.Rept withhold (ref 
10CFR73.21) 

PILANT,JM Nebraska Public Power District 85/05/13 MARTIN, R.D. Region 4, 
Office of Director 2pp 30008 354 30808:355. 

8606030560 Forwards summary & attendance list of 850502 enforcement contoronco In 
Region IV ofc re violations of physical security plan. 

JOHNSON.E.H Region 4. Office of Director 85/05/16 PILANT.JM. Nebraska Public 
Power District 4pp 30666:216-30866 219 

8606030247 Responds to 050603 concerns re emergency plan amends.Rov to Figure 
52 3 re Idenllllcation of general ofc support personnel will be completoa by 
B50831 Section D re Itrs of agreement rectitled per discussion w/CA Hackney, 
PILANT.J.M. Nebraska Publfo Power District. 86/05/22. JOHNSON.E.H Region 4. 
Office of Director. 2pp. 30674.039-30674*040. 

8506030241 Informs that util terminated all efforts to provide enhancements to control 
room panels re 850204 DCRDR for 3-6 monlh8.Delay necessary since enhancements 
to panels will have to be removed per Suppi t ol NUREQ-0737. 

PILANT,JM Nebraska Public Power Dlsltlcl. 85/05/24. VASSALLO.DB. Operating 
Reactors Branch 2. 2pp. 30673:304-30673.305 

8606040078 Forwards response to NRG 86031 1 Itr re lusllflcatlon for exception ot six 
Items (rom Reg Guide t.97 requirements re emergency response capability Exception 
of reactor coolant level not Included due to need for aodl analysis. 

PILANT,J.M. Nebraska Public Power Dlstriol. 86/06/24. VASSALLO.DB, Operating 
Reactors Brar^ch 2. 4pp 30701.029-30701:032. 

8506040179 Forwards Rev VI to atalus & schedule lor implemenlallon of Reg Guide 
1.97 requirements (Suppi 1 to NUnEG-0737). Dlllerences between Rev V & Rev VI 
d^so 6nc) 

PILANT.J.M Nebraska Public Power Distrlcl. 86/05/29. THOMPSON, H L. Division of 
Licensing. 60pp, 30700:279-30700.338. 

8SOB100094 Application to amend License DPR-4e,con9l8ting of proposed Change 22 
to Tech Specs, reflecting addition ol Haion fire suppression sys In svc water pump 
room as part of App R lire protection program.Fee paid. 

KUNCL,LG. Nebraska Puolio Power District. 85/05/31 VASSALLO,O.B Operating 
Reactors Branch 2. 2pp. 30761:270-30701:280. 

-8506100120 Proposed Change 22 to Tech Specs to refleol addition ol Haion fire sup- 
pression sys In station svo water pump room as part of App R fire protection program. 
' Nebraska Public Power District 86/05/31 9pp, 30791 :K'2-30791:280. 


8508180344 Requests exemption from 10CFR50 48,App R roquiremenls until 1988 refu- 
eling outage to complete mods for safe shutdown Fire watch designated as compen- 
satory measure can be satisfied by one roving watch 

PIUNT.J.M Nebraska Public Power District 85/06/07 VASSALLO.DB Operating 
Reactors Branch 2 12pp 30978 1 18-30978 120 

8506130237 Rev 5 to Emergency Plan Implementing Procedure EPIP 5 7.8, "Activation 
ol Operations Support Ctrs " W/850810 Hr 

WINDHAM.fl , Wi-tlTMAN.D . PILANT.J M. Nebraska Public Power District 85/06/10 
ttpp 30859 214 30859 224 

8506140197 Forwards Insp Rept 60 298/65-10 on 850311-15 & notice ot violation RcpI 
details & notice ol violation withheld (ret 10CFR73 21) 

JOHNSON.EH Region 4. Ollice of Director 85/06/10 PILANT.JM Nebraska Public 
Power District 2pp 30098 311-30898.314. 

-8506140499 Insp Rept SO-298/05-10 on 850311-15 Violations noted Inadequate phys- 
ical security sys maint & Inability to demonstralo weapons qualKIcation.Detalh with 
held (ref 10CFR73 21) 

KELLY, J A Region 4. Office Of Director BUSH.L , ERVIN.N Director’s OHIco, Office 
ol Inspection and Enforcement 85/05/03. 2pp 30898 313-30060*314 

8506260399 Ack receipt of 850523 Hr informing NRC of steps taken to correct doticlon- 
cies noted in Insp Rept 50-298/06 09. 

JOHNSON.EH Region 4, Office of Director 85/06/14 PILANT.JM. Nebraska Public 
Power District 2pp 31231 353 31231.356 

-B508280406 Responds to NRC 850510 Itr re deticionctes noted in Insp Rept 50 208/ 
85 09 Corrective actions appropriate emergency plan implomontlng procedures revised 
to Indicate nondelogatable authorities & responsibilities 

PILANT,J M Nebraska Public Power District 85/05/23 JOHNSON.E H Region 4, 
OHIco ol Director 2pp 31231 355-31231 356 

8808210103 Advises that lost ot communications capability using approprialo equipment 
located in Technical Support Ctr & emergency operations lacllity completed on 
850528.per 850201 commitment. 

PILANT.J.M Omaha Public Power District 85/06/20 VASSALLO.D 0 Operating Re 
actors Branch 2 Ip 31024.234-31024 234. 


P. Operating license stage documents & correspondence 

8SQ8130045 Partial response to FOIA roquoai lor all documents ro NRC procedures lor 
detection & control of alcohol & Illegal drug use by persons engaged In bldg or const 
ol nuclear reactors or facllilles.Forwards App A documents 
FELTON.JM Division of Rules and Records. 65/01/20 HEATH.SJ Washington 
Legal Foundation. S5pp. 30937.047-30937 157. 

"8806130050 Forwards ropts of 030321 discussions w/utlls re drug & alcohol program 
& policy at lacllity Final mootings will be conducted during wk ol 830418. 

CHECK, P.S Region 4. OHIco ol Director 83/04/13 DE'?OUNG.R C. Director’s OHIco. 
OHIco of Inspection and Enlorcement 1p. 30941 282 30941 282 

-8606130381 Forwards schedule of Region IV meotings w/ullls re alcohol & drug abuse 
& production of ropts on mootings First rept end. 

CHECK.PS. Region 4, Office of Director 83/03/24. DEYOUNQ.R C Director's OHice, 
Office of Inspection and Enforcement 2pp. 30041.277-30941*270 

6506140093 Further response to FOIA request for sight categories of documents re nu- 
clear spent luel transporlation.Forwards App C documents App C & selected App D 
documents also available in FOR App D Documents 6 & 8-12 tor sale by NRC & QPO 
FELTON.JM Division ol Rules and Records. 85/01/29 MILLAR, F. Environmonlal 
Policy Institute. 10pp. 30910.003 30919.043. 

-8500140400 Forwards updated summary of spent fuel shipments made during Sept 
1984. 

MILLER.DE Region 3. OHIco of Director 04/10/11. HIND.J A Region 3, OHIce o( Di- 
rector. 2pp. 30822*181-30022.162. 

8006170077 Responda to FOfA request for records re FIN 8-0489, "Confainmont Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Fotwaros documents re FIN 
B-0488 Documents also available In PDR No documents re Quadrex sub| to request 
FELTQN.JM. Division ol Rules and Records. FIN 8 0489 85/03/25. 

REYTBUTT.Z.V. Warren Wilson Collego, Swannanoa, NC. 7pp. 30987.036- 
309F- 
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85060^0745 Fofwar</s Amend 92 lo License DPR-46 & sarety evaluation Amend re- 
vises Tech Specs re tables listing safety- related snubbers required to bo operable & 
survollJance requiiemenls for valves in tecirculafion pump discharge vaNe lines 
SYLVESTER, ED Operating Reactors Branch 2 85/05/20 PIUNT.JM Nebraska 
Public Power Distnct 2pp. 30783 328-30763 342 

-6506068753 Amend 92 to Licenaa DPR-46, revising Tech Spec tables listing solety re 
lated snubbers required to bo operablo & surveillance requirements for valves in recir- 
culalion pump discharge vafve 4 Inch bypass lines 

VASSALLO,aB, Oparaling Reactors Branch 2 65/05/20 lOpp 30703 330 

30783 339 

-8506060756 Safoty evalualion supporting Amend 92 to License OPR'4e 

* Office of Nuclear Reactor Regufalion, Dirocfor 86/05/20 3pp, 30783 340 
30783342 

8506060669 Discusses deletion of Tech Spec Section 6 3 7 C(A^ ro environ qualificallon 
program deadline . 

SYLVESTER.E, Opersllng Reactors Branch 2 85/05/23 VASSALLO,DB NflC - No 
Detailed Affiliation Grven Ip 30784 124 30784 124. 

B 506030004 Forwards revised Pages Iv & 215d to Proposed Change 18 of Tech 
SpecSpper roconl felconfitfo provides bases for main conlrol room venlllatioo 
sy8,reaclor bldg closed cooling water sys & svc water ays, 

PiLANTiJ M Nebraska Public Power Disfrict 85/05/24. VASSALLO,DB Operating 
Reactors Branch 2 3pp 30673 1 78 30673 1 78 

6506036486 Ack receipt of 650429 Hr IransmilHng current cfoscriplioni of QA 
prMram,Bev 2 to App b to updated SAR Review in progross 
JOHNSON, E H- Region 4, Office of Director 65/05/20, PILANT.J.M, Nebraska Public 
Power District Ip 506 7 7:299-30677.2 9 9 

8506130560 Requests that Page 1,672 be deJolad from Tech Specs in Amend 91 to 
License DPR 46 concerning Mark I containment long-term program mods & continu- 
ous containmanl monitoring lor gross nitrogen leakage 

SYLVESTER.E D Operating Reactors Branch 2. 85/05/30 PILANT,JM Nebraska 
Public Power District 2pp 30892'359 30092-360. 

8506970417 Submits plans & schedules for Implementation of Improvements to reduce 
level Indicalion errors caused by high drywall tamp, per Qeneric Llr 64 -2 3, Improve- 
ments Include prevention of rot Jog overheating, 

PILANT.JM Nebraska Public Power District. 85/05/31. VASSALLO.DB. Operating 
Reactors Branch 2 9pp 3074S 362-30750 006. 

8506100004 Application tb amend License DPR-46, consisting of proposed Change 22 
Ip Tech Specs.refiodlng addition of Hafon lire suppression sys in svc water pump 
room as part of App R fire proiecllon program.Fao paid. 

KtJNCL,L,G. Nebraska Public Power District. C5/0S/31. VASSALLO.DB. Operating 
Reactors Branch 2 2pp 3979f 270 30761-280. 

-6606100120 Proposed Change 22 to Tech Specs to retiect addition of Hafon lire sup- 
pression sys In station svc water pump room as part of App R fire protection program 

• Nebraska Public Power District, 85/05/31 Opp 30701 ;272-307Dl -280, 

8S0817050S Forwards Amend 83 to License DPR-48 & sataty evaluation Amend re- 
vises Tech Specs lo support oporolion ol facility during upcoming Fuel Cycle 10 & to 
expand lloxibllity of facility limits lo permit operation w/oarrier-type fuel 
SYLVESTBR.E.b Operating Raacfors Branch 2, 65/06/03. PILANT,J M. Nebraska 
Public Power District. 2pp. 30998.31 1-30Q9a'331. 

-S 506 170599 Amend93 to License OPR-46,revl8ln'g Tech Specs to support operation 
ol facility during upcoming Fuel Cycle 19 & to expand Itexibility of facility llmils to 
permil operalion w/barrler typo fuel & hafnium control rods. 

VASSALLO,OB Operating Reactors Branch 2 85/06/03, lipp 30Q9B.313- 
30998 323 


“850617OB11 Safety evaluation supporting Amend 93 lo License DPR-4e, 

• Olflce ol Nuclear Reactor Regulation, Director 85/06/03. 8pp 3099S-324- 
30998-331. 


6506240626 Foiwsrds safety evaluation re response to Generic Llr 63 26, Item 1 2 re 
posl-blp review dale & Inlo capabllity.Advlse8 that post trip review data & Into capabil 
Ity meals guidelines described lit end & acceptable. 

VASSALLO.D.B. Oparaling Reactors Branch 2. 86/06/10 PJLANT.J.M. Nebraska 
Publio Power District, 3pp 31 149.340-31140:352 

-8566240632 Safely avaluallon supporting response to Generic Ltr 83-28, Item 1 2 re 
post-trip review data & Info capability, 

* Office of Nuclear Reactor Regulation, Director 85/06/10, lOpp, 31149,343- 
3U49.352. 

8506190328 Provides no slgnillcanl hazards consideralfon for lowering water level Isola- 
tion setpoint from Level 2 to Level 1 for reactor waler sampfe valves Change not men- 
tioned In safety evaluation w/Amand 83 lo License DPR 48, 

PILANT,JM, Nebraska Public Power District. 65/06/14. VASSALLO.D.B, Operating 
Reactors Branch 2 3pp. 30996:281-30998 283 


a Inspection raporto, lE Bultatlns & corraapondanee 

8505130027 Suppt 1 to IE Info Nolice 34-55, ‘'Seat Table Leaks at PWRs " Svc list end. 
JORDAN, E.L Division ol Emergency Preparedness & Englneedng Response (Post 
830103) 65/05/14 Consolidated Edison Co. of Naw York, Inc lC>7pp 31044065- 
31044,171. 

6506130038 Suppl 1 to IE Info Nollce 05 020, '‘Motor-Operated Valve Failures Due to 
Hammering Enect ” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/14. Consolidated Edison Co. of New York, ho f07pp 31044-172- 
31044:278. 

8505200590 IE Info Nolica 65 039, "Audilability of Elacirical Equipment Qualification 
Records at LIcensaes Fadliltes." Svc list ertol. 

JORDAN,F.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 65/05/22. Corisolldated Edison Co. ol New York, fno. i06pp, 30837:258- 
30837-363. 


8505200600 IE Info Notice 65 040, "Deficiencies (n Equipment QuaLllcallon Testing 8 
Carlification Process " Svc list enci 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Posi 
830103) 65/05/22 Consolidalocf Edison Co of New York, Inc 106pp. 30648166- 
30848 271 

6S06030484 Ack receipt of 850509 ltr Informing NRC of steps taken to correct violslions 
noted In Insp Rapt 50 298/65 OB 

JOHNSON.EH Region 4, Office of Director 65/05/20 PILANT.JM Nebraska PubS: 
Power District Ip, 30677 219 30677 221 

-8506030495 Responds lo NflC 850517 Hr re violations noted in Insp Ropl 60 208765 
08 Corrective actions Instruction written lor control room personnel staling that inda 
pendent verification required lo return safely-related equipment to svc 
PILANT,J M Nebraska Public Power DisIricI 85/05/09 JOHNSON.E.H. Region 1 
Otlice of Director 2pp 30677 220-30677-221 

8505280161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series QaJ^ 
TLD Elements " Svc list end 

JORDAN, E L Divisiort of Emergency Preparedness & Engineering Response (Pos 
830 1 03) 65/05/20 Consolidated Eolson Co of New York, InC lEOpp 30852245 
30852363 

6606030375 Forwards Insp Ropl 50 298/85-14 on 850401 05 & notice ol violation 
JOHNSON, E H Region 4, atllco o( Director 85/05/29 PILANT.J M Nebraska Publi 
Power District, 2pp 30678 003 30676 013, 

—8506030379 Notice el violation from Insp on 650491-05 
‘ Region 4, Office ol Director 85/05/29, Ip 30678 005-30670 005 

-8506030363 Insp Rept 50-298/85 14 on 850401 05. Violation noted lalluro to cafibrii 
diation monitoring Instruments per Tech Spec 6.3 4,durlng Feb Nov 1984. 

BAER.RE, MUHRAY.B. JAUOON.J P Region 4. Office of Director 65/05/22 8p| 
30670 006 30678 013 

8505280167 IE Info Notice 65 043, "Radiography Events at Power Reactors " Svc Ir 
end, 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Po 
630103) 85/05/30 Consolidated Edison Co. of New York, Inc r20pp. 30684 f8' 
30664 287 

8505290195 IE Info Notice 85 044, "Emergency Communicallon Sys Monthly Teal '' Sv 
list end, 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Pc 
830103), 85/05/30 Consolidated Edison Co of New York. Inc f21pp. 30084, 94i 
30664 166. 

6606060677 IE Info Notice 05 045, "Potential Seismic Interaction Involving Movable f 
Core Flux Mapping Sys Used In Westlnohouso Designed Plants." Svo list end 
JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Po 
630103) 65/06/06 Consolidated Edison Co ol New York, Inc I22pp, 30805 00- 
3066 5 046 

6508110162 Forwards Insp Rept 50 298/85-14 ro complaint that 700 mrom In fiCCUm 
fated dose dropped Reading ol 700 mrem accumlalod on dosimeter In excoaa of Tl 
reading reslorerl Radiation exposure iimiis not exceeded.VV/o enci 
JOHNSON, E.H Region 4, Office of Director 65/06/06. HEISES.J. Atflllalion Not A 
signed. Ip 30806052-30806,052 

9506060707 IE Info Notice 85 046, "Clarification of Several Aspeds of Femovablo R 
dioaclive Surface Conlaminallon Limits for Transport Packages " Svc list and. 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (PO 
830103) 85/06/10 Consolidated Edison Co ol Now York, Inc, f24pp. 3104330 
31044 064 

6506140197 Forwards Insp Rapt 60 298/85-10 on 85031 1-16 & notice of vfola1lor).n( 
details & notice of violation withheld (ref 10CFR73 21). 

JOHNSON.EH Region 4. Oilica ol Director. 85/06/10 PILANT.J M Nebraska Pub 
Power District. 2pp, 30696 31 1-30896-314. 

-8506140499 Insp Rent 50-298/85-10 on 86031 1-1 S.Violalions noted (nedaquala ph) 
fcal secunty sys mainl & Inability ta demonstrate weapons qualification Details wi 
held fret 10CFR73 21) 

KELLY, J, A Region 4, Otilce of Director. BUSH.L,, ERVIN, N. Director's Olfico, Offi 
of Inspection and Enforcement, 85/06/03 2pp 30898-313-30868 314 

8506260399 Ack receipt ol 650523 llr Informing NRC of steps taken la correct doliclr 
cles noted In Insp Rapt 50-298/85 09, 

JOHNSON.E H. Region 4. Office of Director 65/06/14. PILANT.J M Nebraska Pub 
Power District 2pp. 31231.353-31231.356 

—8506260405 Rasponds lo NRC 660510 ltr re deficiencies noted In Insp Rept 60-2fl 
85-O9.CorfGctiv0 actions, appropriate emergency plan Implementing procedures revis 
to Indicate nondelegatable aulhorilles & responsibilities 

PILANT.JM. Nebraska Public Power Oislrict. 85/05/23. JOHNSON, E.H. Region 
OHico of Oirector. 2pp 3ia3V.366.3ia31 356 

6506140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Operation or) C 
lain Target Rock Solenoid Operated Valves " Svo list end, 

JORDAN, EL. Division of Emergency Preparedness & Englneenng Response (P- 
830103) 85/06/18 Consolidate Edison Co ol New York, Ino, 134pp. 31266.1l 
31268.304 


6606140636 IE Info Notice 85 048, "Respirator Users Nollce-Deledive SelFContalr 
Breathing Apparatus Air Cylinders” Svc list end. 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (P 
830103). 85/06/19, Consolidated Edison Co ol New York. Ino. 123pp, 313760 
31376;-|03 


R. Periodic operating reports & related correspondence 

SSO6O7OS0S Monthly operatina rept for Mar 1986.W/05O4O3 ltr. 

SALISBURY,J K„ THOMA^N.PV. Nebraska Public Power Distrid, aS/03/31, 6 
30800.109-30800.113 
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8506210056 Monthly operating rept (or May 1985 W/650806 Itr 
SALtS8URY,J K , THOMASON, PV Nebraska Public Power District 85/05/31 Spp 
3(056 135-3(056 139, 


S. Reportable occurrences, LERs & related correspondence 

8506070710 NPDES noncompliance notilication.on 0504 15, biochemical oxygon demand 
exceeded max 1 71 kg/day limit. Caused by addi people on sits as result of replplng & 
refueling outage & (low surges to treatment plant 

COOPER, LJ Nebraska Public Power District 85/05/28 VARNER, D Nebraska, State 
of 2pp 30795 ai5-30795'216 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


P. Security, medical, emergency & fire protection plans 

8506100562 Revised emergency plan implementing procedures,lncludlng table of 
contents,Rev 0 to EPIP 1,1 re plant operations manager initial response & Rev 6 to 
EPIP 1 5 re Initial classification W/B50605 Hr 

FAY.CW Wisconsin Electric Power Co 85/06/05 DENTON,HR Offlco o( Nuclear 
Reactor Regulation, Director MILLER,J.R Operating Reactors Branch 3 130pp 
30794'287-30795 053 

8506270167 Advises that state & local plans lor radiological emergencies adequalQ,8ub] 
to criteria ol App 3 of NUREG- 0654/FEMA-REp.1,Rev 1 & FEMA.43, "Std Guido for 
EvaluaKon of Alert & Noddcafion Sys for Nuclear Power Plants." 

SPECK,SW Federal Emergency Management Agency, 85/06/14. DIRCKS.WJ 
Ollice ol the Executive Director for Operalions. 2pp 31 234'329-31 234,330 


J, Insurance & Indemnity Information 

8506050217 Forwards Endorsement 81 to NELIA Policy NF-178 & Endorsement 66 to 
MAELU Policy MF-63, 

DUNDAS.W J Wisconsin Electric Power Co 85/05/29 OKIce of Resource Manage- 
ment, Director 3pp, 30717,313-30717-315 


P. Operating license stage documents & correspondence 

8506160031 FOIA request (or seven specified documents & ends 
QRABER.L, NUS corp 84/10/29, Division ol Rules and Records. Ip, 30986 260- 
30986.208 

6506130045 Partial response to FOIA request for all documents re NRC procedures (or 
detection & control of alcohol & Illegal drug use by persons engaged In bldg or const 
ol nuclear reactors or lacllllles Forwards App A dooumonls. 

FELTON, J,M Division of Rules and Records. 86/01/28 HEATH, SJ. Washington 
Legal Foundation S5pp. 30037.047-30937-157, 

-6506140196 Discussion w/utll on 021116 re policies on use or possession of drugs or 
alcohol, 

GIBSONJ Olfice of Nuclear Reactor flogulallon. Director. HAGUE.R. NRC • No De- 
tailed Aidllation Given MILLER,J.R Region 3, Ollice ol Director 02/11/16, 3pp 
30036 308-30938:310, 

8608140093 Further response to FOIA request lor eight categories of documents re nu- 
clear spent fuel transportatlomForwards App C documents App C & selected App D 
documents also available in FOR App D Documents 6 & 0-1 2 tor sale by NRC & GPO. 
FELTON,JM. Division ol Rules and Records, 85/01/29, MILLAR, F Environmenlai 
Policy Inslllule, 10pp. 30919:003-30910.043 

-8506140130 Forwards updated summary ol spent fuel shipments, Jul 1083 - Apr 1084 
QREGER.LR, Region 3, Olfice of Director. 66/01/20, HIND,J,A. Division of Radiologi- 
cal & Materials Safety Programs. 9pp. 30919,013-30919 021. 

-8606140147 Forwards updated summary of spent (uol shipments, Jul 1083 - May 1084, 
QREGER.L R Region 3, Ollice of DIrocior 84/06/07. HIND.J A, Region 3, Ollice o( 
Director 10pp. 30919.034-30919:043. 

-6506140400 Potwarda updated summary of spent fuel shipments made during Sept 

MILLER, D E, Region 3, OHIce ol Director, 84/10/11. HIND.J.A, Region 3, Ollice ol Di- 
rector. 2pp. 309212, 1 81 .30922-162, 

-8606140417 Forwards updated summary o( spent fuel ahipmenls.Jul 1983 • Aug 1984, 
QREGER.LR, Region 3, Ollice of Director. 64/09/07. HIND.J,A. Region 3, Ollice ol 
Dfreclor. 13pp ^22,163-30922.176, 

-6506140430 Forwards updated summary ol spent fuel shipments. Jul 1983 . Jul 1984. 
QREQER.LR. Region 3, Office of DIreolor. 84/08/02. MIND.J.A. Region 3, Olfice of 
Kractor. 12pp. 30922- 176-30922:206 

-6506140455 Discusses reevaluallon of West Valley spent luel shipping practices, par 
Greenman 840206 memo re changes In Region I Inspector coverage.Shipments con- 
tinue to be Incident Iree. Inspectors not dispatched (or 840704 Shipment CECO-17, 
GREENMAN,E,Q, Region 1, Office ol Director. 84/07/16. STAHOSTECKI.R. Region 
1, Olfice ol Director. 2pp. 30923:003-30023 004, 

-BS06140608 Forwards updated summary of spent luel shipments, Jul 1903 - Feb 1984. 
QREQEfl,L.R. Region 3. Office of Director 84/03/13. HIND, J A. Region 3. Ollice of 
Diractor. 14pp 30923-134-30923:147. 

-6506140619 Forwards updated summary of spent (uel 8hipment8,Jul 1983 > June 

QnEQER.LR. Region 3. Office ol Director. 84/07/06, HIND,J A. Region 3, Olfice of 
Director. Ilpp 30923; 148-30923:1 68, 

-6506140626 Forwards rev to June 1984 updated summary ol spent luel shipments. 
QREGER.LR, Region 3, Ollice ol DIreolor. 84/07/10. HIND, J.A Region 3, (Slice ol 
Director. 2pp, 30923:159-30929.001 

6506240645 '"Sholdown DHR Analysis, Point Beach Case Study," draft rept. 
CRAMOND,W.R., ERICSON.O.M., SANDERS.Q.A Sandia National Laboratories. 86/ 
02/28. Qerwrio Issues Branch, 938pp, 31176:001-31177,218 


8506170077 Responds lo FOIA request for records re FIN 8.0489, "Containment Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0489 Documents also available in PDR No documents re Quadrex subi to request 
FELTON,J,M Division ol Rules and Records FIN B0489 85/03/25 

REYTBLATT,2 V Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987 076 

-8506170281 "Containment Leak Rate Testing Investigations," monthly progress rept 
(or Nov 1982 

DOUQAN.J R, Oak Ridge National Laboratory. FIN B 0489 62/12/07 ARNDT.Q Me- 
chamcal/Slructural Engmeering Branch Spp 30987-1 16-30887-1 (7 

6506070654 Forwards safety evaluation supporting licensee 831107 & 841228 re- 
sponses lo Generic Hr 83-28, Items 4 2 1 & 4.2 2 re reactor trip sys reliability, provided 
corrective action taken if higher than normal values observed In trip force 
MILLER.J R Operating Reactora Branch 3 06/05/16 FAY.CW Wisconsin Electric 
PowerCo 1p 30796-118.30790-123 

-8506070659 Safety evaluation supporting licensee response to Generic Ltr 83- 
28, Items 4 2.1 & 4 2.2 re reactor trip sys reliability, provided corrective action taken if 
higher than normal valves observed in trip force & response time values 

* NRC - No Detailed Affiliation Given 85/05/16 Spp 30796.119-30798.123 

8506050172 Requests exemption from provisions ol 10CFR50,App A, GDC 4 to elimi- 
nate consideration of large RCS primary loop pipe breaks In structural design 
ba8l&j>er Generic Ltr 84-04 

FAY.(j.W, Wisconsin Elaclrio Power Co 85/05/30, DENTON.HR Office of Nuclear 
Reactor Regulation, Director MILLER.J R Operating Reactors Branch 3 3pp 
30719 036.30719 038 

8506130033 Advises ol fees due (or 041111 & 850502 applications (or amends to Li- 
censes DPR-24 & DPR-27 re environ qualification ol water rogulaling valves & lift indi 
eating assemblies.Fees due Irrespectivo of NRC disposition of application 
DlGCaS.R M. License Fee Management Branch 85/06/05 FAY|c W, Wisconsin Elec- 
Iric Power Co Ip 30667,099-30867.099 

8506160580 Authorizes Implemontation of proposed ASME Code pump & valve inserv- 
Ice testing programs to bo completed no later than 050801, per 650326 request lor 
relief from requirements 

BUTCHER.E J. Operating Reactors Branch 3 85/06/11. FAY.CW Wisconsin Electric 
Power Co. 4pp 30984-148-30904.161 

8606260116 Application for amend to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 105, extending removal schedule for reactor vessel surveillance 
capsules Fee paldf 

FAY.CW, Wisconsin Elaclrio Power Co, B5/08/17 DENTON.H.R Office of Nuclear 
Reactor Regulation, Director. MILLER,J.R. Operating Reactors Branch 3 3pp 
31218:276 31218.284. 

-8606260122 Proposed Tech Spocs.clianging removal schedule lor reactor vessel sur- 
veiltance capsules & max Integrated fast neutron exposure of vessel, 

• Wisconsin Electric PowerCo 65/00/17. 6pp, 31218 279 31218:284, 

8506260113 Forwards tabular summary ol key results trom regional survey of plant spe- 
cific info re potential (or uncontrollea radiation exposures in PWR cavlties.per JQ Part- 
tow 850316 request, No further generic action needed, 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement 65/06/10. 
MURLEY.T.E Region 1, Office ol Director. 0pp. 31211.322-31211.330 


Q, Inspection reports, IE Bulletins & correspondence 

8506140093 Further response to FOIA request for eight categories of documents re nu- 
clear spent fuel iransportollon.Forwards App C documents App C & selected App D 
documents also available In PDR.App D Documents 8 & 8-12 for sale by NRC & GPO, 
FELTON, J.M, Division of Rules and Records 85/01/29. MILLAR, F. Environmental 
Policy Insilluta, lOpp 309 19.003-3091 9-043, 

-6506140455 Discusses reevaluallon ol West Valley spent (uel shipping practices, per 
Greenman 840206 memo re changes In Region I Inspector covorage.^ipmenls con- 
tinue lo be Incident free Inspectors not dispatched (or 840704 Shipment CECO-17 
QREENMAN.EG. Region 1, Office of Direofor, 84/07/16, STAROSTECKI.R, Region 
1, Office of Director, 2pp. 30023,003 30923:004 

BSOS130027 Suppl 1 to IE Info Notice 64-55, "Seal Table Leaks al PWRa " Sve llsl end 
JORDAN,E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 05/05/14, Consolidated Edison Co. of New York, Inc 107pp 31044 065- 
31044:171. 

8505130038 Suppl 1 to IE Info Notice 86-020, "Motor-Operated Valve Failures Due to 
Hammering Effect.'' Svo list and. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 

a . 65/05/14. Consolidated Edison Co of New York, Inc, f07pp 31044:172- 
78, 

8506200590 IE Info Notice 65-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svo list end, 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co. of New York, Inc. 106pp. 30837:258- 
30837:363. 

6505200600 IE Info Notice 85-040, "Deficiencies In Equipment Quallllcatlon Testing & 
Certification Process." Svo list end, 

JORDAN,E,L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/22. Consolidated Edison Co, of New York, Inc, i06pp. 30848:166- 
30648:271 

6505260191 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements." Svo list end. 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 

a . 85/05/29. Consolidated Edison Co. ol New York, Inc. 120pp. 30852.245- 
63 . 
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060528018/ IE ln(D Notice 85 0*13. "Radiography Events at Power Reactors " Svc list 

JORDAN, EL Division ol Emergency Preparedness & Enqineermo Response (Post 
830103). 85/05/30 Consolidated Edison Co of New Yorfi, Inc f20pp 30864-167- 
30864 267 

8505280195 IE Inlo Notice 86 044, "Emergency Comnnmication Sys MontWy Test " Svc 
•'S' S'^Cl ^ . 

JORDAN, E L Orviston o( Emergency Preparedness & Engineering Response (Post 
630103) 85/06/30 Consofidaled Edison Co ol Now VorK, Inc 121pp 30854 045- 
30864,166 

8506130206 Confirms (mdings of V Thomas 850528 lolcon re close oul of IE Bolletin 
70 25Complallon of replacemenl of remaining original affected relays per IE Bollelin 
B2 63 not reported by util or Region III 

FOLEY, WJ ParamstBr, fnc NRC 05 82-240 85/05/30 BAER.R L Engineering S Ge 
nerrc Communications Brandi 2pp 30859 060-30859 061 

8506060677 IE Jnlo Nolice 85-045, "Polenllal Seism ic Irteraclion Involving Movable In 
Core Flux Mapping Sys Used in Westingbouse Designed Plants " Svc Its) end 
JOROAN,Et. Division ol Emergency Preparedness & Enpineorinp Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 122 pp 30B65001- 
30865048. 


8506120214 Rev 2 to AP-305, "ESE Annunciator Response," Rev 1 1o AP-603, "tGEO 
Annunciator Response" S Rev 2 to AP-703, "SSFR Annunciator Response " 

* Florida Power Corp (subs Florida Progress Corp) 85/05/2 D 28pp 30850 ‘^22 
30B50 349 

8506210012 Responds to violations noted in Insp Rwt 50 302/85-18 Corratr-a 
actions admi nisi ra live procedure ro emergency actions during earthquakes revised K 
initiate parallel review instead of series review 

WILGUS.W S Flrarida Power Corp (subs Florida Progress Corp ). 05/05/31 
QRACE,J N. Region 2, Ollice ol Director 2pp 31057 131-31057.132, 

8506130267 Revised emergency plan implementing procedures, Including Rov 2 to EM- ^ 
218, "Duties ol Emergency Repair Team," Rev 2 to EM-217. “Oulios ol Sampt.-g i 
Team" & Rev 10 to BM-210. "Duties of Environ Survey Team " 

‘ Flonda Power Corp (subs Florida Progress Core) 05/06/04 70pp 30869 33^ 
30361 039 

t 

8506120113 Forwards license condition omiUed from Rov 1 to Tech Spec Change Rs- • 
quest 130 re fire pretecllon plan 

WESTAFER.GR Flonda Power Corp (subs Florida Progress Corp) 05/93/07 
DENTON, H R Office of Nuclear Reactor Regulation. Director Ip 30859 95/ 
30850 356 


8506060707 IE fnlo Notice 85 045, "Cfarr (tea Iron of Several Aspecis of Removable Ra 
dioacljvB Surface Conlamlnailon Limifs for Transpcrl Packages " Svo list end 
JORDAN, EL Division of Emergency Preparedness 8 Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co ol New York, Inc 124pp', 31043 301- 
31044 064 


'8506120116 Fire protection license condition .inadvertently omitted from 850524 apps- 
cation lo amend License DPR-72,conststlng ol Rev 1 to Tech Spec Change flfgucji 
13Q 

' Florida Power Corp (subs Flonda Progress Corp) 85/06/07. Ip 30850 355- 
30050 358 


B50614O521 Forwards Safety fnsp Ropls 60-266/05-04 & 50 301/85 04 on 050401- 
0606 No noncompliance noted 

SHAFER, WD Region 3, Office of DIrecto; 85/08/11 FAY, GW. Wisconsin Electric 
Power Co Ip 30697 187-30997 197 

-8506140529 Insp Repls 50 266/05 04 & 60-301/85 04 on 850401-0606 No noncom- 
pltanca or devlallon notadM^or areas Inspected m a Ini, operational safety 
surverllance.refueling activities, & It circular & LER followup 
JACKIW.) N Region 3, Office ol Dircclor. 85/06/1 1 fOpp 30897,188 30897,197 

8506140240 IE Info Nellco 86-047, "Potential Effocl ol LIno-Inducad Operation on Cer- 
tain Target Reck Soleneld Oporateef Valves " Svc list end 

JORDAN, EL Division of Emoraoncy Preparedness & Enoinaering Response (Post 
830103} 85/06/18 Consolidated Edison Co of New York, Inc T34pp 31268 157- 
31268 304. 

8508140639 IE fnlo Nolfce 65.048, "Respirator Users Nollco Dofeciwe Self-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDANiEL Division of Emergency Preparodness & Engineering Response (Post 
8301031 86/06/19, Consolidated Edison Co ol Now York, Inc T23pp. 31378 064 
31376 183 


R. Psriod/o operating reports & refptad correspondence 

8506180363 Monthly Operating rents for May 1085.W/850Q10 Hr 
KRAUSE.CW.WiBcOnaJnEteciilc Power Co 86/05/31. pp. 30093:119-30093,127 

8506200119 Forwards annual enviFon redioactlvity repts for 1964 Ropls divided Into two 
sections Socllon I Includes sampling lochnlques, analytics procedures & 

conclusions Secllon II Indudos companson ol slate & lacillty data. 

MCDONNELL.LJ Wisconsin, Slate ol NRC-30B3e47 85/05/31 KEPPLEFI.JG 
Region 3, Office of Diraclor, Ip, 31023,037-31023,160 

-8506200127 "State of Wl 1964 Point Beach Environ Radioactivily Survey," 

‘ Wisconsin, Slate of NRC-30-83,847 84/12/31 37pp 31023 038 31023 074 


6S0620021G Revised emergency plan implemonling procedures, Including Rov 4 to Pio- 
ceduro EW-204(C), “Release & Ofisite Dose Assessment During Radiological Erricr 
gendos" & Rev 25 lo EM-202, "Dulies ol Emergency Coordinator *’ 

MCKEE,P.F, ROPPEL.VR Florida Power Corp (subs Florida Progress Corp) 85/ 
06/11 B4pp, 31008 283 31009 004 

8506210354 Forwards “OCROR Summary Rept for Crystal River Unit 3 G a norating Sta- 
tion " NRC consultant audit suggests addl aeddant scenarios to suppi vorificohonp*,/ 
lion of DCRDR Addl evaluations will be completed by 851231 
WESTAFER.GR Florida Power Corp (subs Florida Progress Corp), 05/08/1? 
STOLZiJF Op eral in g Reactors Branch 4 2pp 31033 a51-31034'038 

—8506210356 "DCRDR Summarv Repl for Crystal Rivor Unit 3 Gonerallng Station" 

‘ Flonda Power Corp (subs Florida Progress Corp ) 05/04/03 34epp 31093 053- 
31034 038. 


8506260030 Responds to util 050409 Rov 4 to physical security plan Rov docroasejcf 
fectwoness of plan, Licensee Instructed to follow previously approved 

plan.RosubmissIon should Include detailed technical justification 
STOLZ,J F Operating Reactors Branch 4 85/06/18 WILGUS.W.S FHorlda Powc-f 
Corp (subs Ftorida Progress Corp ), 2pp 31223 353 31223 354 


8506240102 Requesls scheduler extension to 840221 confirmatory ordor lor fmplomcn- 
talfon ol SPDS I nslatlalion, testing & training will be complete by end of RofuelV bui 
will no! meet85D701 deadline 

WESTAFER.GR Florida Power Corp (subs Florida Progress Corp) 05/08/19 
STOLZ.J F Operating Reacto/S Branch 4 2pp 31060 163-31060 164 


8506260436 Withdraws 850524 & 0607 Tech Spec Change Requeal 130 re propesed 
license condilion to update guidance In proposed Generic Ltr 85-01 .UHI will conhnue 
lo list fire protection equipmonl In Tech Specs. 

WESTAFER.GR Florida Power Corp. (subs, Florida Progress Corp.) 05/M/ie 
SILVER, H Operating Reactors Branch 4 ip. 31198 196-31190'1S6 


8. Reportable accurrsneas, LERs & related correspondence 

8505270001 LER 85-001-00 on 860516,20% runback from 100% power 
experlencedPowar range nuclear fnstrumanlatfon sensed vollage spike & reacted by 
activating dropped rod turbine runback Caused by Inadvertent jumper grounding W/ 
86M17lfr. 

FAY.C.Vif Wisconsin Elocinc Power Co 85/06/17, KEPPLER.J G Raglor 3. OMIce of 
DIroclor, 3pp. 31 251 •302-31261:304. 


DOCKET 60-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


G. Adjudicatory correspondence 

8506130316 Petition /request tor order lo show cause why plants should not be sl»/t 
down until CRD mechanisms Inspected. 

DOHERTY,JF Doherty, JF 65/06/11. Office of Nuclear Reactor Regulallon, Drec- 
tor. 6pp 30859013 30859 022 


J. Insurance a Indemnity Information 

8506180469 Forwards 1985 Internal cash flow projection lo satisfy raquiremonts ol 
10CFB1 40,21 Anniversary date of Indemnity agreement 860620 , tnereforo.projoclwn 
submfited m llmely manner, 

GREENE, G.E Florida Power Corp (subs Florida Progress Corp,). 05/06/1* 
DENTON, H,R. Office ol Nuclear Reactor Regulation, Director, 2pp, 30077 354- 
30977'355, 
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8B08170077 Responds to F01A request tor records re FIN 0-0409, ‘'Containment Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0409 Documents also available in PDR No documents re Quadrex sub| to request 
FELTON.J M Division ol Rules and Records FIN B 0409 85/03/25 

HEYTBLATT.Z V Warren Wilson College, Swannanoa, NC 7pp 309B7 036 
30967 076 

-B506170S76 "Containment Leak Rate Testing," monthly progress root (or June 1983 
NAUS.D J Oak Ridge National Laboratory FIN B 0480 83/06/30 ARNDT, G Me 
chanlcat/Struoturat Engineering Branch, 2pp 30907 167-30987 168 

8506250064 Further response to FOIA request for documents in three categories ro 
drug or alcohol abuse at nuclear taclliiies Forwards App A documents Documents 
also available in PDR, Processing ol documents continuing 

FELTON,JM Division ol Rules and Records 05/04/10 HEATH,SJ Washington 
Legal Foundation 11pp. 31217 095-31217 109 

• 85062501 56 Intorms that alcohol & drug abuse survey for 10 utils complete per Tem- 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
programs Summary ol site visits end 

0'REILLV.JP Region 2, Olfice of Diroctor 83/04/01 DEYOUNG,RC Director’s 
Office, Ollice ol Inspection and Enforcement 42pp 31217 125-31217 166 

-8506250223 Responds to 030320 roquosl ro results o( selected util & contractor of- 
foils to establish validity ol drug allegations List of actions ulils & contractors taken to 
determine if suspoci Individuals still In employ end, 

0’nEILLY.JP, Region 2, Ollice ol Director 83/04/21 DEYOUNG,R C Director's 
Oflico, Olfice of Inspection and Enlorcemont 3pp. 31217 187 31217 169 

8606030147 Applicnllon (or amend to Llcenso DPR-72,consl3lin9 of Tech Spec Change 
Request 136.cerreding action statement ol Section 3 1 2 0 to roquiro unit bo brougnt 
to cotd shutdown if sys cannot be rostered to operable status Foe paid 
WESTAFER.Q R Florida Power Corp (subs Florida Progress Corp.), 05/05/28 
DENTON, HR Ollice of Nuclear Reactor Regulation, Director 5pp 30674 115- 
30674,120 

-8508030152 Proposed Tech Spec corroding action statement of Section 3 1 2 9 to ro 
quire unit to bo brought to cold shutdown, not hot shutdown, if sys cannot be restored 
to operable status 

* Florida Power Corp (subs Florida Progress Corp) 05/05/26 1p. 30674,120 
30674 1?0 

8506100279 Discusses licensing delays affocllng restart, per Fob 1985 meeting & 
850307 itr.Lack Of NRG closure re Issues along w/Sholly amond will Impact 
slarlimTech Spac changes will take olloct during Mode 4, 

WESTAFER.G.R Florida Power Corp (subs Florida Progress Corp) 85/00/06, 
THOMPSON.HL Division of Licensing 2pp 30791 '046-30791 '065. 

8506180161 Advises that proposed delay to provide odd! time for dlaloguo ro valuo of 
reactor vossel head level trend sys has been denied Undorslanding Is that installation 
will be completed by end of current refueling shutdown 

STOLZ.dF. Operating Reactors Brandi 4, 85/06/06 WILGUS.WS Florida Power 
Corp (subs Florida Progress Corp ). 6pp 30000.1 05-300g0 197 

8508180412 Forwards corroclions to Toblo 3 3 5, Pago 3/4 3-17 of Toch Spec Change 
Request 122 which makes table consistent w/ overall change request When Toch 
Spec change request approved, onci page should bo Included 
WESTAFERQ R. Florida Power Corp (subs, Florida Progress Corp.), 65/06/06 
MOZAFARI.B. Operating Reactors Branch 4. 2pp 3097 7. 360-30 077.361 

6506120113 Forwards license condition omitted from Rev 1 to Tech Spec Change Re- 
quest 130 re lire protecllonplan. 

WESTAFER.Q R Florida Powor Corp (subs, Florida Progross Corp > 05/06/07. 
DENTON.Hfl. Office of Nuclear Reactor Regulation, Dlrodor. 1p 30850:357- 
30850:350 

-6508120116 Fire protection llcenso condition, Inadvertently omitted from 850524 appll- 
cation to amend LloensB DPR-72, consisting ol Rev 1 to Tech Spec Change Request 
130. 

* Florida Power Corp (subs Florida Progress Corp,), 05/06/07, 1p. 30850 358- 
30650.358, 

8506200042 Forwards comments on 8AW 184ap, "0&W Owners Group Evaluation of 
Internal Bolling Concerns In 177 FA Plants." Repl consistent w/bases agreed 
upon Action onissue complete Corroded rept requested 

lAINAS.G.C, Assistant Director (or Operating Reactors, 06/06/11, TUCKEn,H.B. Bab 
cock & Wilcox Operating Plants Owners Group. i2pp. 31043'1 11-31043:1 22 

6606180349 Application for amend to License DPR-72,con8)8ting ol Suppl 1 to 660601 
Tech Spec Change Request 126, per discussions w/NRC Expedited approval request- 
ed to support imminent tuel move Delays will Impact Refuel v crlllcal path. 
WESTAFER.Q R. Florida Power Corp. (subs, Florida Progress Corp.). 86/06/14. 
DENTON.H R. Office of Nuclear Reactor Rogulallon, Director. 3pp. 30976 306 
30976:311. 

-B&061803S4 Suppl 1 to Tech Spec Change Request 128 re ECCS surveillance require- 
ments, 

* Florida Power Corp. (subs Florida Progress Corp,). 66/06/14. 3pp. 30976'309- 
30976311, 

8506200260 Application for amend to License DPR-72, consisting ol revised proposed 
Tech Speo Change Request 124 re replaoomenl of ES swilengoar room w/ remote 
shutdown panel as readout locatlon.Certlflcala ol Sve end. 

WESTAFER.G.R. Florida Power Corp. (subs. Florida Progress Corp). 86/06/17. 
SILVER, H. Operating Reaotore Branch 4. 4pp, 31007:230 31007:234. 

-8506200276 Revised proposed Tech Speo Page 3/4 3-35, Table 3.3-9, "Remote Shut- 
down Monitoring Instrumenlallon," replacing gS switchgear room w/remola shutdown 
panel as readout location. 

' Florida Power Corp. (subs. Florida Progress Corp). 86/06/17, Ip. 31007.234- 
31007:234. 

8506260384 NoUlicatlon ol 850820 meeting w/utll in Belhesda.MD to discuss licensing 
& regional Issues per end agenda. 

SILVER, H. Operaung Reactors Branch 4 86/06/17. STOLZ,J.F. Operating Reactors 
Branch 4. 4pp, 31226:336-31226:339, 


8506250113 Forwards tabular summary ol key results Irom regional survey ol plant-spe- 
dlic Info re potential for uncontrolled radiation exposures in PWR cavilies^ier JG Part- 
low 050315 request No further generic action needed 

TAYLOR.J M Director’s Office, Office ol Inspection and Enforcement 85/06/18 
MURLEYpTE Region 1. Ollice ol Director 9pp 31211 322-31211 330 

8506240110 Advises that 841031 Reliel Request 120 Irom ASME Boiler S Pressure 
Vessel Codo.Sedion XI no longer required since chilled water sys.induding 
header.hydroslalicaily tested to design pressure 

WESTAPER.GR Florida Power Corp (subs Florida Progress Corp) 85/06/19 
DENTON.H R Ollice ol Nuclear Reactor Regulation, Director ip 31061 191- 
31061.191 

0606250367 Requests suppl ol 650214 Tech Spec Change Request 126 by noting that 
deleted capsule schedule wilt be controlled by NRC approval ot B&W Owners Group 
submittals in response to 1OCFR50,App G Rev 2 to BAW-1543 approved on 850508 
WESTAFER.Q R Florida Power Corp (subs Florida Progress Corp ) 85/06/19 
SILVER.H, Operating Reactors Branch 4 1p. 31180 264-31100.264 

8606250480 Forwards revised Page 3/4 5-5 of ECCS surveillance requirements (or 
Toch Spec Change Request 128 

WESTAFER.Q R Florida Power Corp (subs Florida Progress Corp). 85/06/19 
SILVER.H Operating Reactors Branch 4 Ip 31198 202-31198 203 

"8606260401 Revised Page 3/4 5-5 of ECCS surveillance requirements changing 
" prior to Mode 2" to " in Mode 3." Change per Tech Spec Change Request 128 
* Florida Power Corp (subs. Florida Progress Corp) 85/06/19 Ip 31198 203- 
31198-203 


Q, Inspection reports, IE Bulletins & correspondence 

8508240048 Responds to violations noted In Insp Repl 50 302/B5-05 Util disagrees w/ 
stated violation Bioassay program not included In Nov 1972 Reg Guide l.33,App 
A, the ref ore, util not In violation ol Tech Spec 6 8 1 

WESTAFER.Q R Florida Power Corp (subs Florida Progress Corp ) 85/04/04 
GRACE, J N Region 2, Otiico ol Director 2pp 31203.338-31203 339 

8606280198 Forwards response to SALP Rept 50 302/85 03 & generic comments re 
SALP program Repl unfair assessment of util performance Exam ol positive evidence 
would nave resulted In balanced & realistic picture ot util performance 
WILGUS.WS, Florida Power Corp, (subs Florida Progress Corp) 85/04/11 
GRACE, J N Region 2, Office of Director 13pp 31274319-31274,331 

8505 130027 Suppl 1 to IE Into Notice 84-55, "Seal Table Leaks at PWRs," Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Consolidated Edison Co ot Now York, Ino. i07pp 31044 065- 
3l044;f71 

8605130030 Suppl 1 to IE Info Notice 85 020, ’’Motor-Opofaled Valve Failures Duo to 
Hammering Effect " Svo list end, 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co ol Now York, Inc V07pp 31044.172- 
31044 278 

6506200307 Forwards Insp Repl 60-302/05-15 on 050325-29 & notice of violation 
WALKER, R.D, Region 2, Oftice of Director 06/05/17 WILGUS.WS. Florida Powor 
Corp (subs Florida Progress Corp,). 2pp 31022 312-31022:330 

"8508200317 Notice ot violation from Insp on 050325 29. 

• Region 2, Olfice of Director, 85/05/17, 3pp 3l022'314-31022'316. 

"8506200326 Insp Rept 60-302/05 16 on 850325-29 Violations noted'lallure to assure 
conditions advorae to quality promptly corroded, lalture to escalate audit finding to 
NCR & failure to perform Tech Specs audits & Criterion II reviews. 

BELISLE.QA., UPRIQHT.C M. Region 2, Office of Director 86/05/02 14pp, 
31022:317-31 022'33O. 

8506200421 Responds to violations noted In Insp Rept 50-302/65-13. Corrective 
acllon9:overduo roots aatlafaclorily evaluated & dosed & Procedure NCL-01 changed 
to Include temp & humidity requirements during callbr activities. 

WILGUS.WS Florida Power Corp (subs Florida Progress Corp), 86/05/17 

GRACE.J N. Region 2, Oftice ol Director. 3pp 31O2O'29O-31O2O;202. 

8506210026 Responds to violations noted In Insp Rept 60 302/05-16 Corrective 
actions Procedure AM 603 will be revised to specifically prohibit Installation of scaf- 
loldlng/staglng on permanent plant equipment 

WlLQUS,w.S Florida Power Corp, (subs Florida Progress Corp), 85/05/17. 

QRACE.J.N. Region 2, Ollice of Director. 3pp. 31056.096.31066,097. 

8506270672 Forwards Insp Repl 60-302/85-19 on 650329-0426 & notice ot violation 
WALKER, R.D Region 2, OHIce ot Director 85/05/17 WILQUS.W.S. Florida Power 
Corp. (aubs. Florida Progress Carp.). 2pp 31249.317-31249:331. 

"8506270675 Notice Of violation from Insp on 850329 0425, 

* Region 2. Olfice of Director 85/05/17. 2pp 31249 319-31249:320. 

"8506270660 Insp Rept 60-302/86-19 on 850329 0426 Violations noted, failure to have 
adequate corrective action sys & (allure to follow retueling procedures. 

STETKA.TF, PANCIERA,V.W. Region 2, Office ol Director, 85/05/14. 11pp. 
31249'321-31249-331. 

6506200273 Forwards Exam Rept 60-302/OL-85 01 ot exam administered 850304-07. 
BROWNLEE.V L. Region 2, Offfee ol Director 85/05/21 . WILQUS.W S. Florida Power 
Corp (subs Florida Progress Corp.). 2pp 31022:001-31022:115. 

-6506200264 Exam Rept 60-302/OL-85 01 on 850304-07. Exam resulls.3 of 10 senior 
reactor operators & 2 of 7 reactor operators passed, 

LAWYER.S., WILSON.B A, Region 2, Office ol Director. 05/06/17, 113pp 31022,003. 
31022:116. 

6505200890 IE Into Notice 85-030, "Auditability ot Electrical Equipment Ouallltcalion 
Records at Licensees Facilities." Sve list end. 

JORDAN,E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22, ConsolldalM Edison Co. of New '/ork, Inc foepp. 30637.258- 
30037:383 
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060 5200800 IE Info NqIic« 05 040, "0afidam:ie6 in E<;uipmsnl OualiricaUon Tesbng 4 
Certification Process " Sve fist end 

JORDAN, EL Division of Emergency Preparodness & Engineenno Response (Post 
8301033 85/05/22 ConsoDdaied Edison Co of New York, Inc fOBpp 30848, 166- 
30948-271, 

8506240334 Forwards Exam Repi 60-302/01 85-02 of requafiFtcaUon exam admin is 
lered on 650Sf4-16, 

SROWNLEE.V L Region 2, Olfico of DifecIw. 85/05/24 WIGLl/S.WS Florida Power 
Corp (subs, Florida Progress Corp ) 2pp 31202 216-31202 341 

“8506240342 Exam Rept 60-302/OL 85 02 on 860514-16 flequalirfcation exam 
resiillsfive of six sanler roaclor operators & seven of eight reactor operators 
passed Roquatiflcation training progrann successfully correcting aafIcJencies. 

Lawyer, S, WILSOM.BA Region 2. Office of Director 65/05/23 I24pp 31202 218- 
31202 341 

6506280181 IE fnfo Wotico 85-042, ‘loose Phosphor tn Panasonic 800 Series Badge 
TLD Elements “ Sve list end 

JORDAN.EL Division ot Ernergency Preparedness & Engtneonrrg Rosporrse (Posi 
638103) 85/05/26 Cotisolidaled Edison Co of New Yoris, Inc, ■r20pp 30852245 
30852 363 

9505280187 IE Info Notice 88-043. “Radiography Events at Powar Reactors'' Sve list 

JORDAN, E L DrWslon of Emergency Preparedness & EnglnaerJng Response (Post 
830103) 65/05/30. Consolidated Edison Co ot Hew YorK. Inc fWpp 30864.167- 
30664-287 

0505280186 IE Info Motrco 65 044, “Emergency Comnipnication Sys MonlWy Test " Sve 
let end 

JORDAN, E L Divisfon of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. ConsolidalOT Edison Co of Naw Yorlt, fnc I21pp, 30884.046- 
30664,166 


n. Periodic operating reports * related correspondence 


8506140041 Monthly operating rent lor May 1985 W/850607 Hr. 

GRAHAM.D, STEWART, SA„ WESTAFER.Q R, Florida Power Corp (Subs Ficxxll 
Progress Corp) 65/06/31 TAYLOR, JM Director's Office. Olltco of InspccUcn 
Enforcemenl 5pp 30909040 30909.044 


S. RepoNable occurrences, LER» & related correspondence 


8506070084 Special Rapt 65 02 on 850406, during refuolmg & mod ouiago, ftalon 
lion of tire suppression sys tor cable ^reading room taken oul of sve In suf^Torl of 
various mods to cable spreading room Fire watches Immediately establlshod 
SIMPSON, E C Florida Power Corp (subs Florida Progress Corp | 85/05/^2 
GRACE, JN Region 2. Ollico ol Director 2pp 30800 304-30800 305 

8506070020 LER 84-023-00 on 84121 1, during quality programs audil, discovered 
HFJ pumps & discharge valves tested In Modes 4 8 S In devlallon from Itrs ol conurvt- 
menl A SER for Amend 21 Tech Spec change will bo submitted W/a5a53l Hr 
SANDHAl/ER.WK,, WESTAFER.G R Florida Power Corp. (subs Florida Progress 
Corp) 85/05/31 4pp 30801 090-30801 093 

B50610Q007 LER 85-004-00 on 850425 & 0501, during feluallnff outogo,6S% ol svppcvLl 
in safety retalcd portion ol control complex HVAC sys round w/ “doceil boH ' 
Installed Cause unslaiod Support discrepancies will be repaired W/05050t Ur 
BANDHAUER.W.K, WESTAFER.G R, Florida Power Corp (subs Florida Progress 
Corp) 85/05/31 3pp 30829 199-30829 201 

0506140498 Pari 21 rep I ro generator failure Concurs w/enci Louis Allis 850603 llr that 
Jnlsrpolar connectors be removed 

MOBIABTY.J,M Cell tndoslrtes, Inc 85/06/05 MURLEY.7 E. Region 1. Otrice ol Dr 
reclor. 7pp, 30890,354 30698 361 


0606210012 Responds to viola tfon.S noted fn Insp Reel 50-302/85 18. Corrective 
actions administrairve procedure re emergency actions during eari/iquakes revised (e 
Initiate parallel review irrslead of series review 

WlLGUs.W.S. Florida Power Corp (subs FlontJa Progtesa Corp). 85/05/31 
GRACE, JN Region 2, Office of Director. 2pp 3l057,131-3IOi57.132 

8506210052 Forwards supplamenlal response to violations rrotadfn Insp Repi 50302/ 
es-OS.Correclive actions procedure for whole body counlmg sys consistent w/lnlerpre 
iatlon In NRC 850507 Unwritten & included fn bloassay program, 

WILGUSpWS Rcnda Power Corp (subs. Florida Progress Corp) 85/05/31, 
GRACE,J N Region 2, OWico of Oitootot. 3pp 31058'2?6-31C56 260 

6506210218 Submits second revised response to violations noted fn Insp Repi 50-392/ 
B3-27.Cofrecllve actionS'automated surveillance tracMng program developed as 
backup to manual ays Computer iermirral will be located ouTside control room 
WtLGUS.W.S Florida Power Corp (subs Florida Progress Corp,) 85/05/31 
GRACE.J N. Reglort 2, OfIJea of Director, 3pp 31057:058-31057.060, 

6506210443 Responds to NRC Hr re vfolallons noted In Insp Repi 60 302/65 20.Correo- 
tivo acllons.lnojvidual9 Involved courjsoled about roquiremenls for oomplatfng quality 
records. 

WILQUS.WS Florida Power Corp (subs, Florida Progress Corp), 06/05/31, 
GRACE, J N. Region 2, Office of Director 2pp. 3 1055- 161 -3 1055 152 

0506060677 IE Info Notice 65 045, ' ‘Pole n If a I Seismic Intoracllon Involving Movable In 
Coro Flux Mapping Sys Used rn Wesllnahouso Designed Pfanls “ Svo Irsl end 
JORDAN, E L. Division ol Emergency Preparedness A Engineenng Response fPosI 
030103). 86/06/06. Consolidated Edison Co, ol New York, Inc i22pp, 38665001- 
30085046. 

8600210047 Responds lo violations noied in Insp Repi 60-3 02/85,08 Correclrvo ac- 
Ifons: “Operation Section Implemenlation Manual" will be reviewed S revised to 
remove bIi Insiruclioas re plant safety or regutalory compliance. 

WESTAFER.G .R. Florida Power Corp (subs. Florida Progress Corp), 85/06/06 
GRACE,J.N, Region 2, Olflee of Dlrootor. 5pp. 310S6'273-31056:277 

8606210365 Supple response to v]o)a1lons noted In Insp Repi 5O-3O2/04-33.Correctrve 
aclIonsiProcedure OP 4 12, "Waste Gas Disposal i^s.'' wilt bo revised to Incorporate 
methodology lo rfiiule water gas decay tanks w/rllrogen w/o waste gas, 
WESTAFER,G B. Florida Power Corp, (subs. Floitda Progress Corp), 86/06/05, 
GRACE, J.N Region 2, Ofllce of Director. 3pp. 3 ID5S'205 31055-208, 

8506060707 IE Info Nollce 85-046, "ClarWrcallon of Several Aspects ol Removable Ra- 
dioactive Surlace Contamlnalion Limits for Transport Packages " Sve list snci 
JORDAN, E,L. Division of Emergency Preparedness A Engineering Response (PosI 
630103). 65/08/10. Coneolldaled Edison Co. of New York, Inc. lZ4pp 31043,301- 
31044ri»4 

0606120225 Forwards Special Team Insp Repi 50-302/86-00 on 650394 06. Elgin open 
Hems noted, 

ZECH,Q.G. Vendor Pruram Drench. 85/06/10. WILGUS.W Florxia Power Corp. 
(subs, Florida Progress Corp ), 3pp, 30850.302-30850,321. 

'*6606120233 Insp Rapt 50 302/85 09 on 850304-00 Open rtems noted, deflclenl quail- 
ffcallon documentallen flies A IncompJele procedure preparations or ravs to program 
(or preserving quatlllad status ol equipment thtough malnt A surveillance. 

WILSON.RC. Region 2, Office of Dfreclor. ZECH,G.G. Vendor Program Branch. 86/ 
06/03. 17pp.30650;305,3085a;321, 

6606140240 IE Into Notice 05-047, “PolentlaJ Ellectol Line-Induced Operation on Cer- 
tain Tarael Rock Solendd-Operated Valves." Svo Hal ancL 
JOROAN.E.L. DMsIon of Emergency Prepa/edneas A Engineering Response (Pest 
63910^. 85/06/18, Consolldaled Edison Co. of New YorK, Inc. f34pp, 31 286' 157- 
31266 304. 

0606140636 IE Info Notice 05-048, "Respirator Users ND(lce:DeractNe 8ell-Conlalnsd 
Breathing Apparatus Air Cyllndera." 8vc rlsl end, 

JORDAn,E.L. Division ol Emergancy Preparedness A Engineering Responsa (Post 
630103). 85/06/(9. Consolidated Edison Co. ol New York, Inc. (2300. 3(376.064- 
31376:(83 


V. Operator Examinaltons 


8506210429 Confirms oporetor A senior operator requallfication exams during wiser 
850513 & 0617 per lelcon NRC requirements for administration ot operator Teoa$irt| 
written exams oreJ 

BROWNLEE.V L Region 2, Office of Diroctor 85/04/25 WILGUS.W S FlorMa Pwfir 
Corp, (subs, Florida Progress Corp) 4pp 31055.150-31055 161 

0506200273 Forwards Exam Rapt 50'302/OL-85-ai of exam admlnlslorod 05039401 
flROWNL£E.VL Region 2, Ollioe of Director 05/05/21, WILQUS.WS F/orida PiMW 
Corp (subs Florida Progress Corp ) 2pp 31022.001-31022115. 

“6506209284 Exam Rept 50-302/OL-05 01 on 8S0304-07,Exam rosulla.S of tO senior 
reaolor operators A 2 ol 7 reactor operators passed 

LAWYER, S , WILSON, BA Region 2, Ofllce of Director 85/05/17 IfSpp. 31022tMJ 
31022.116 

8500240334 Forwards Exam Repi 50-302/OL 05 02 Of requallfication exam adms 
tdredon 850514-16. 

BROWNLEE, V.L Region 2, Olfico of Director 85/06/24. WIQLUS.W.S FicridaPrwtr 
Corp (subs Florida Progress Corp), 2pp, 31202.216-31202:341 

“8506249342 Exam Rept SO.302/OL-86 02 on 850514-16 Requallficatftm eram 
resulls.tjvs of six senior reactor operators A seven of eight roaclor oporaioi 
passed.Raquaiiflcatlon training program successfully correcting deficiencies 
Lawyer, S , W/LSON.B a. Region 2, Otiice of DIroclor, 8S/0S/23, 124pp 3120221# 
31202 341. 


DOCKET 50-304 2(ON NUCLEAR POWER STATION. UNIT 2 


F. Seourliy, medlcalj emergenoy A fire proleotton plans 


8698039269 Station Procedure Change Request A6S'330 for Rev 5 lo EmorgoacyF^ 
Implemanling Procedure EPIP 550-5, "Technical Support Ctr.OparaKona) Support Ck 
A Main Assembly Area Radiological Supplies " 

* Commonwealth Edison Co. 85/05/14 9pp 30674.062-30674.060. 

8S06930273 Slatlon Procedure Change Requesl A85-329 lor Rev 6 to EmarDoncyPhi; 
rmplemenlln^ Procedure EPIP 650-6, "Monlhly Radfofogical HfPefg0(>cjr t<tuv>fwnl 
Tests 

' Commonweallh Edison Co 86/05/14 8pp. 30673'369-30874'003 

8508030473 Sialloi) Procedure Change Requesl A85.3B2 to Rev 8 to EmergamY 
Imptementlng Procedure EPIP 560 3, ‘'Radlolotfcal Supplies lor Medical Envorjeh' 

‘ Commonweallh Edison Co. 85/05/14 0pp, 30676.281*30676.287, 


0506940403 Ach receipt of Rev 4 lo Dec 1984 emergency plan Changes codslslsaliw 
requiremanis ot 10CFR6D.B4 & accepi0ble.ll safoH review assures no oecrai« »v 
emergency preparedness, NRC approval not naedeo prior to Implemenlation 
PAP^IELLO.CJ, Region 3, Off tee of Director. 85/06/31. REED.C, CommOfwejti 
EdlSOnCo 2pp, 30099.060-30699.061. 


8506200488 Forwards popoladon density maps for use in emergency 
2 ones, Maps prepared by ORNL by projection from 1980 census data A m us l be wiw 
as eslimalesw/o enols, 

RIND, J A. Begton 3, Office of Director 65/05/31. REED.C. Cornmonweami EiMW 
Co, ip. 31020:191-31020:191. 


8508260586 Forwards FEMA 850523 Itr A assoclaled final exorcise 
650306 offsite emergency preparedness exercise for Lake Counly.IL,Ken«M 
County, Wl & Slates of ?L A Wl Deficiency found'lnappropriate traffic oonffol 
PAPERIELLO.C.J. Region 3. Office of Director, 85/06/13. REED,C. CommomwaP 
EdISOtiCo 2pp.31232:111’31232;188. 
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0. Advisory Commlltae on Reactor Safeguards reports & correspondence 

8508240460 Responds to FOIA request for Ends 1 & 2 to SA Varga 620518 Itr to LO 
DelGeorge re facility probabilistic safety study 

F ELTON. J M Division ol Rules and Records 85/03/04 PEDRO. J NUS Corp 2pp 
31206154-31206 203 


8506170077 Responds to FOIA request lor records re FIN 8-0489, ‘‘Containment Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
Q 0489 Documents also available in PDR No documents re Quadrex subj to request 
FELTON. JM Division ol Rules and Records FIN B 0489 85/03/25 

REYTBLATT.2V Warren Wilson College, Swannanoa. NC 7pp 30987.036- 
30997 076 


-8506240470 Fonwards summary of ACRS review questions & comments on facility 
probabilistic safety study as result of 620325 & 26 meetings Listed repts end 
CRIE&MEVER.J M ACRS - Advisory Committee on Reactor Safeguards 82/04/13 
THANOANI.A NHC • No Detailed Alfiliatlon Qtvon IBpp 31206.166 31206 254 


-8506170261 "Containment Leak Rate Testing Investigations," monthly progress rept 
for Nov 1 602 

DOUGAN.JR Oak Ridge Nalional Laboratory. FIN B-0489 82/12/07 ARNDT, G Me- 
chanical/Strudurat Engineering Branch 3pp 30987 115 30987 117 


-8S08240493 Responds to JM Griesmeyer 820310 Ur re review of probabilistic safety 
study Review summary including comments of substance as well as editorial corn- 
men Is end 

LIPINSKI.WC Argo nno National Laboratory 82/03/24. OKRENT.D ACRS - Advisory 
Comnvttee on Reactor Safeguards 4pp 31206.255-31206 258 


P. Oporallng license stage documents & correapondence 


8506030390 Partial response to FOIA request for three categories of documents to be 
made available at PDA re NSHCs App A documents enct & placed In PDR Search 
cofxUnuinfl. 

FELTON.JM Division of Rules and Records 84/11/08 ADATO.M. Union of Con 
cerned Sclenlisis 4pp 30720.001-30720 005. 

-6404020112 Forwards update of Sholly statistics covering 830505- 840224 Eleventh 
monthly FR notice scheduled for publication on 840321. 

EISENHUT.DG Division of Licensing. 84/03/13. OENTON.H.R. OHice ol Nuclear Re- 
actor Raguiaiion, Director. 3pp 30720 019 30720.021 

-8404260461 Forwards updated ‘‘Sholly" stafiatics for 830505 840322 Prehearing con 
lerenca held on request for hearing received on TMI-1 steam gerieralor 
repair Conlenlions accepted by ASLB 

EISENHUTO G. Division of Licensing 64/04/13 OENTON.H fl Office ol Nuclear Re- 
actor Regulation. Director 3pp 30720 022-30720 024 

-8405220511 Forwards update of Sholly slallsllcs covering period 830505- 840425.No 
addi comments or requests for hearing received 

EISENHUT.DG Division ol Licensing 84/05/07 DENTON, H R Office of Nuclear Re- 
actor RegulBlIon, Director 3pp 30720 025-30720.027. 

-S4QS280322 Forwards update of Sholly statistics for period 630506- 840523 ASLB 
issued deoiaion for Grand Gulf on 840423, admitting two contentions lor discovery 
EISENHUT.DG Division of Licensing 64/06/08. DENTON, H R Office of Nuclear Re 
actor Rogulaflen, Director 3pp 30720 028-30720 030. 

-8407300060 Forwards update of Sholly statistics covering 830608-840620. No addI 
comments or requests for hearing received. 

EISENHUT.D.e Division of Lfcensing. 84/07/06. DENTON.H R Office of Nuclear Re- 
actor Regulation. Dfrector. 4pp. 30720.031-30720 034 

-64082000G9 Forwards updated Sholly statistics for period B30S06 840716 Statlsllcs 
Will be updated following 840822 monthly publication of FR notice 
EISENHUT.DG. Division of Licensing 84/08/08 DENTON.H.R. Ollico ol Nuclear Re- 
actor Rogutalfon, Director. 4pp. 30720 036-30720.038. 

-8410040278 Forwards update of Sholly statlstica covering 630506- 840822.Llsts two 
"press release" type notices Issued during reporting period, Next monthly FR notice 
scheduled lor publication on 640824. 

EISENHUT.DG Division of Licensing. 84/09/18. DENTON.H.R. Office ol Nuclear Re- 
actor Regulation, Director 24pp. 30^0 039-30720 062 

8606240436 FOIA request for Ends 1 & 2 to SA Varga 820518 Ur to LO DelGeorge re 
facility probabilistic salety study 

PEDRO,J. NUS Corp. 8S/01/14. Division of Rules and Records. Ip. 31206-153- 
31206:153. 


6506130045 Partial response to FOIA request for all documents re NRC procedures for 
dalecliort & control of alcohol & Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facllltlea.Forwards App A documents. 

FELTON.J M Division of Rules and Records. 85/01/28. HEATH, S.J. Washington 
Legal Foundation 55pp. 30937.047*30937:167. 

— 6S06130124 Confirms Warnlck 820305 telcon re drug use at plant Written statement 
that addressee does not Intend to prosecute plant employees for past drug use will be 
provided 

DAVIS, A.B. Region 3, Office of Director. 82/03/09 FONES,G.C Justice, OepI of, At- 
torney General, Office of. 1p 30940-142-30940:142, 

8506170131 FOJA request for source term event trees prepared by Sandia for sub) 

EhOLLY,S.C. Union of Concerned Sclenlisis 86/01/28 FELTON, J.M. Division of 
Rules and Records. Ip. 30881:151-30981:151. 


8506240460 Responds lo FOIA request for Ends 1 & 2 to SA Varga 820518 Itr to LO 
DolGeorga re faclllN probabilistic salety study 

FELTOI^J.M. Division ol Rules and Records. 85/03/04. PEDRO, J. NUS Corp, 2pp 
31206 164 31206 293. 


8606050263 Ack receipt of 850410 submittal of Topical Rept CE-1-A,Rev 34 Review will 
require more than 60 days to complete 

SPESSARD.R L Region 3, Office ol Director 85/05/23 REED.C Commonwealth 
Edison Co 2pp 30725 336 30725 339 

8506060685 Forwards Amends 89 & 79 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation Amends revise Tech Specs re llmils for total nuclear peaking 
factor Revised peaking factor is 2 32 

NORRIS, J Operaling Beaclors Branch 1 85/05/24 FARRAR.DL. Commonwoallh 
Edison Co 3pp 30784 079-30704 102 

-8506060675 Amends 89 & 79 to Ltconsos DPR 39 & DPR 48, respectively, revising 
Tech Specs re limits for total nuclear peaking laclor.Rovised peaking factor Is 
2 32 Poak cladding temp calculated lo be 2,1 59 F 

VARGA, S.A Operating Reactors Branch 1 85/05/24 10pp 30784.002-30784.091 

-8508060690 Safety evaluation supporting Amends 89 & 79 to Licenses DPR'39 & 
DPR 48, respectively 

* Office of Nuclear Reactor Regulation, Director 05/05/24 lipp 30784.092- 
30784 102 


8506110309 Informs that software used lo perform integrated leak rale tests developed 
by onsite personnal.ln response to J Norris requesT Volumetries Corp provided no 
mall. Volumetries Corp equipment used for containment data acquisition. 

LEBLONO.P.C Commonweallh Edison Co. 85/06/05 DENTON.H R Ollica ol Nuclear 
Reactor Regulation, Director Ip. 30808 097-30806 097 

8506140044 Rosponds to requests for addi info re Item 1 1 of Generic Ltr 03-28, Item 
1 1 re post-trip revlow.Exlenslon granted by Bournfe for LaSalle County Station. 
ALEXANDER.G. Commonwealth Edison Co 85/06/05 DENTON.H.R. Office ol Nucle- 
ar Reactor Regulation, Director 3pp. 30004 1 15-30894 117. 


8506160433 Submits evaluation re recipient 850223 memo concerning Inlerpretatlon of 
NUREG-0737,llem I C 6 requirements relative to Independent verilicallon of legging 
equipment out of sve & plant verification practices 

THOMPSON.H.L Division of Licensing. 85/06/06 SPESSARD.R L Region 3, Office 
Ol Director. 4pp. 30985 277-30085 280 

6506200142 Forwards safety evaluation re Revs 1 6 3 lo lOyr Inservice fnsp 
program, Including request for relief from certain hydrostatic lesling requlroment3.Revs 
1 & 3 acceptable, 

VARGA.S.A. Operating Reactors Branch 1. 85/08/06 FARRAR, D.L Commonwealth 
Edison Co. 2pp. 31043.042-3t043 054 

-8506209150 Salety evaluation supporling Revs 1 a 3 to 10 yr Inservloo Insp program 
& request for relief from hydrostatio testing requirementa 
* Operaling Reactors Branch 1 85/06/06, 11pp. 31043 044-31043:054. 

6506270423 Lists facillllas current 6 revised environ monitoring TLDs elleclive 
050801 LaSalle Station TLDs will bo In effect as of Third Quarter 1985.TLD8 not Hated 
remain unchanged Map lor revised numbers and 

GOLDEN, J.C. Commonwealth Edison Co. 85/06/10. KEPPLER.J.Q. Region 3, Ollico 
Ol Director 6pp 31236:210-31236 224 

8506210151 Requests remitlenca of lees previously requested In NRC B50403 Itr for 
830627,641113 & 20 6 650104 appHcallons requeslinq relief from ASME Code 
requiremonts.Fee requested within 15 days from receipt olllr. 

MILLER, W.O. License Fee Management Branch. 85/06/11, FAHRAR,D.L. Common- 
wealth Edison Co. Ip. 31048 001-31048 001. 

8508170430 Responds to SA Varga 850315 Itr to DL Farrar requesting add! info re 
Hems 2. 1,2.2 2,4 6 2 & 4.6.3 of Generic Ltr 83-26, "Required Actions Based on Gener- 
ic implications ol Salem ATWS Evonis." 

ALEXANDER, Q.L. Commonweallh Edison Co. 86/06/12. DENTON.H.R. Ollico of Nu- 
clear Reactor flegulallon, Director. 4pp. 30958:106-30950.129. 


8506240527 Responds to Generic Ltr 65 02 re fileam generator lube Integrlty.Prlmary 
obiective to optimize reliability of steann generator & aasoclatod sya through periodio 
evaluation ol steam generator conditions. 

ALEXANDER, G.L Commonwealth Edison Co 05/06/17. DENTON.H R Ollico of Nu- 
clear Reactor Regulation, Director. 26pp 31068:207*31066.-232 


8606260113 Forwards tabular summary of key results from regional survey ol plant-spe- 
cific Info re potential for uncordroiled radiation exposures In pWR cavities, per J6 Part- 
low 850316 requesLNo further generic action needed. 

TAYLOR, J.M Oirector’a Office, Office of Inspection and Enforcemenl 85/08/18 
MUflLEY.T.E, Region 1, Oflice ol Director. 9pp. 31211:322-31211-330. 


-SS0624I0501 "Review of Zfon Probablllalio Safety Study " 

LIPtNSKI.WC. Argonne National Laboratory. 82/03/24, 8pp, 31206:269-31206-293 

0SO91 60278 FOIA request lor list of validated computer programs for processing of leak 
rate data & listing of Volumetries faulty program, , . r, 

REYTBLATT.Z.^ Warren Wilson College, Swannanoa, NC. 85/03/08. DENTON.H.R. 
Office of Nuclear Reactor flegulallon. Director. 2pp. 31209:342-31209 343. 

0606170163 Responds to FOIA request tor source ferm event trees prepared by Sandia 
for sub) pIant6.Fofward8 documents listed on app Documents also available In PDR, 
FELTONJ.M. Division of Rules and Records. 85/03/11. SHOLLY, S.C. Union of Con- 
cerned ScienMstS 2pp, 30981:162-30901-209. 

—6506170166 DraH "Containment Event Analysis 6 Estimation ol Source Term 
cT/oTiiMiw^isR Ado lo NLJR£(3~0956<** 

^URflN.W.B. Samdia National Laboralorias, 84/07/31. NRC • No Delaited 
Affiliation Gfwon. 68pp. 30981:164-30961:209. 


8506250222 Forwards responses to NRC Queatlone 1*11 & 14 re pressurizer salety & 
rellel valves, per 850219 Itr Responses to Questions 12 & 13 will be provided by 
651001 

LEBLOND.P.C Commonwealth Edison Co. 05/08/18. DENTON.H.R. Office ol Nuclear 
Reactor Regulation, Director, 17pp. 31180 203 31180-219 

8506270709 Forwards safety evaluation re use of Westinghouse small break LOCA 
model, NOTRUMP.to satisfy TMI Item ILK 3.30. Future planl-specilic analysis per- 
formed for reloads or amend to Tech Specs should be calculated using NOTRUMP, 
VARGA, 8 A. Operating Reactors Branch 1. 65/06/18. FARRAR.DL. Commonwealth 
Edison Co. 9pp 31260 343-31260.351. 

0506250457 Forwards required lee per 10CFRl70,ln response to RM Diggs 850403 & 
0611 ltr8.Submntal of required fees will recehra closer review in future, which should 
preclude recurrence of situatlor) 

LEBLOND.P.C. Commonwealth Edison Co 65/06/19 MILLER, W.O License Fee 
Management Branch. Ip. 31180:308.31160.308 
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85Ofi27OO60 Advises lhal Revs 33,34 & 35 to QA Topical Repl CE-I A satsfy require- 
ments ol App B to 10CFB50 Changes to Section 7 resolve questions re procurement 
activities 

SPESSARD.R U Region 3, Office of Director 85/06/21 HEED.C Commonweal Ih 
Edison Co 2pp 31235 287-31235 286 


Q. Inspection reports, IE Bullellns & correspondence 


8506130045 Rartiel response 1o FOIA request lor all documents lo NRC procedures for 
detection A control of alcohol & Illegal drug use by persons engaged In bldg or const 
ot nuclear reactors or facilities Forwards App A documents 

FELTON, JM Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp. 30937 047-30937 157 

—8506130265 Summarizes Region III & license responses lo drug alfegations.per 
838328 request No followup action necessary Zion drug investigation will be dis 
cussed at future insps 

KEPPLER,JG Region 3, Office of Director 83/04/20 DEYOUNG, RC Director’s 
Olfice. Office of Inspection and Enforcement 2pp 30941 247 39941 248 

8605 130027 Suppf 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svc Hat end 
JOflOAN.EL Division of Emergencv' Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New VorK, Inc i07pp 31044 065- 
31044 171. 

8606130038 SuppI t to IE Info Notice 86-020, "Motor Operated Valve Failures Due to 
Hammaring Elfect " Svc lisl one). 

JORDAN, EL Division of Emergency Preparedness & EngineerirtB Response (Post 
030103) 65/05/ 14 Consolfdalad Edison Co. of New York, tnc, f07pp 31044:172- 
31044-276 

6506040614 Requests assistance (n conducting reviews of end 650513 request for 
relief from certain portions of Inseivlca Irisp program for first 10-yr fnterval for 
facilities Requests that 850630 target date be either confirmed or revised 
THOMPSON, HL Division of Lfconsinn. 85/05/21 NORELfUS.CE Region 3, Office of 
Director 2pp 30719 354-30719,357. 

8605200590 IE fnfo Notice 85-039, "Auditability of Efeclncaf Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, EL. Division of Emergency Preparednass & Engmeenng Response (Post 
630103) 85/05/22. Consolidated Edison Co of New York, Inc foepp 30837 258- 
30837:303. 

8505200600 IE Info Notice 85-040, "Daficlonctes In Equipment Qualification Testing ■& 
Cerlillcalfon Process " Svc list end. 

JORDAN, E L. Division el Emergency Preparedness & Engineoring Response (Post 
830103) 65/05/22 Consolidated Edison Co of New York, fnc, tOepp 30848 166- 
30B46.271 

8505260161 IE fnfo Nelice 65-042, "Loose Phosphor in Panasonic 800 Sorias Badge 
TLD Elamenls " Svc list end 

JORDAN,E,L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29. Cojisalldated Edison Ce of Now Yotk, Inc fZOpp 30852 245- 
30852363, 

8605280187 IE Into Notice 65-043, ‘'Radiography Events at Power Reactors," Svc list 
end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/30. ConsoIirialM Edison Co of Now York, Inc, r20pp 30864.167- 

30864 ■207. 

8505260196 IE fnfo Notice 05 044, "Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co. ol New York, Inc, f21pp 30964.046- 
30864:166. 

8506240653 Insp Repis 50-285/05-18 & 50 304/85 19 on 050430-0529, VIclalion 
nolad failure to submit LER within 30 days per 1 0CFR50 73. 

WfltGHT.G C, Region 3, Of lice of Director. 85/06/05 7pp, 31202.122 31202.128, 

6506060677 IE Info Notice 85-045. "Pete nil a I Seismic Interaction Involving Movable In- 
Cora Flux Mapping Sya Used in Wostingiwusa Designed Plants '' Svc lisl end. 
JORDAN, E.L, Dwlslon ol Emergency Preparedness 4 Engineering Response (Post 
8301 OK. 65/06/06. Consolidated Edison Co. of New YoiS, Inc, i22pp, 30865 001- 

30865 046, 


8506060707 IE Info Notice 85-048, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Umlts for Transport Packages." Svc list end 
JDRDAN.El. Division ol Emergency Preparedness 8 Engineoring Response (Post 
830103). 85/06/10 Consolidated Edison Co ol New York, Inc, i24pp 31043 301- 
31044 064. 


6506260344 Responds to NRC 8SOS14 Hr re noncompliance noted In Safety Insp Repis 
50-295/65-16 4 60 304/85-16 Corrective actions' Specific unit operator cautioned that 
Div Diractiva NSDD A09 defining "at controls" must be malnlalnM. 

FARRAR, D.L. Comuponwoalth Edison Co 86/08/10. KEPPLEfl,J.G. Region 3. Olfice 
of Director. 3pp. 31 230:214-3 1230-216. 

8506210160 Forwards Salely Insp Repl 50-304/84-17 on 840702 06,0829 a 850610- 
12.No nencompllance noted. 

REYES, LA RMlon 3. Olfice of Director. 86/06/14. REED.C Commonwealth Edison 
Co. Ip. 31024.3^31024:327. 

-8606210168 Insp Repl 60-304/84-17 on 840702-06.0829 a 850610-12, No violations 
or deviations noted. Me)or ereaa InapectedlERs 64 OOS 01 & 84-034 00 & 640914 en- 
lorcemsnl conference, 

HARE,S„ MAURA, F„ OULDEMOND.W.Q. Region 3, Office of DTreclor. 85/06/14. 7pp. 
31024.321-31024.327. 


Cer- 


B506140240 IE Info Notice 85 047, "Potential EHocI of Line-Induced Opofalion on 
tdn Tarflet flock Solenoid-Opera led Valvee." list end. 

Emergency Preparedness S Engineering Response (Post 
M0103). 65/00/18. Consolidated Edison Co. of New Yort, Inc. 194pp. 31268.157- 


8506140636 IE Info Notice 65 048, "Respirator Users Notice Defective Self Cool a.<r)e< 
Breathing Apparatus Air Cylinders ” Svc fist end 

JORDAfLE L Division of Emergency Preparedness & Engineering Resporrse fPos: 
930103) 85/06/19 Consolidated Edison Co of New York, Inc f23pp 31376 064 
31376183 

6506270158 Remits fee inadvortenlly omitted from 850513 request lor relief (rom inserv- 
ICG insp program for first 10 yr Interval 

LEQLOND.P.C Commonwealth Edison Co 85/06/19, DENTON, H R Ollfco ol Nucfeir 
Reactor Regulation, Director ip 31236 206 31236 208 


R, Perludfc operating reports 4 related correspondence 

8506210910 Monthly operaUng rapts for May 198S.W/B60605 Hr 
AUSTIN.G , GRAESoER.K L Comm on wealth Edison Co 85/05/31 12pp 31057 H9- 
31057 130 


S. Reportable occurrences, LERs & related correspondence 

0506030824 LER 85 010 00 on 850422, required weekly lunclionol lost ol boric acd 
Iranstor pumps missed Caused by personnel overslgnl Tracking ol required wcc>Y 
surveillanca & dally reviews will prevent recurrence.W/860522 Hr, 

SOPATA,W,J, GRAESSER.KL Commonweallh Edison Co 85/05/22 3t)o 

30686 240-30686242. 

8506070044 LER 85-01 1-00 on 050503, during shift surveillance of moni'M 
panels, discovered I hat previous shift surveillance not performed Caused by porsonnsf 
error Responsible Had Chom technician trained W/8S0531 Hr 
KUECHLE.C , QRAESSER.K I Commonweallh Edison Co. 85/05/31 

30802 004-30802 007 
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F, Security, medical, emergency & fire protection plans 

8506040161 Advises that 650602 Rev 7 lo Industrial security manual conslateni w/Brwt- 
slons of 10CFR5D 54(p> & acceptable 

AXELSON.WL Region 3. Olfice ol Director 05/05/20 HINTZ.OC Wisconsin Pl*i< 
Service Corp Ppp. 30701-353-30701-354 

8500270167 Advises that slate & local plans for radiological emergencies adoqualesutc 
to cfitoda ol App 3 of NUBEG- 0664/FEMA-REP-1,Rev 1 & FEMA 43, “Sid Guido lo( 
Evaluation of Alert & Notification Sys for Nuclear Power Plants " 

SPECK, S.W Federal Emergency Management Agency, 05/06/14 DinCKS.WJ 
Office of the Executive Director lor Operations 2pp. 3 1234 -329-3 1234 330 


J. Insurance 4 Indemnity Information 

8506040658 Forwards Endorsements 69 & 60 to NELIA Policy NF-204 & Endorsoment 
54 to MAELU Policy MF-71 

HINTZpDC Wisconsin Public Service Corp 86/06/31 DINITZ.l Olfice ol Nuclear Re- 
actor Regulallon, Director, 4pp 30700 356-30700.359. 


P. Operating ticonso stage documents & correspondence 

850813004S Partial response to FOIA request for all documents re NRC piocodiitos for 
detection & control ol alcohol & illegal drug use by persons engaged In bldg or const 
of nuclear reaoiors or facihlles.Forwards App A documents 
FELTON, JM Division of Rules and Records 85/01/28 HEATH, SJ Wastunoloe 
Legal Foundation. S5pp 30937‘047-30937.167. 

-6S06140201 Discussion w/ulH on 821116 re policies on possession or use of drugs or 
alcohol. 

GIBSON, J, Olllce of Nuclear Reactor Regulallon, Director NELSON, R L. NRC-ffo 
Detailed Atliliation Given MILLER, J.R. Region 3, Oillce ot Director 82/11/19 Jpp 
30938.311-30930:313. 

8S02160167 Noliflcatlon of 650312 & 13 meetings w/ulil & EOaG In Bethosda.MOlo 
review & resolve second 10-yr fnservice lest program (pumps & valves) 

FAIRTILE.M B Operallnn Reactors Branch 1 05/02/11 VARQA.S A. Operating Rsas- 
tora Branch 1, 3pp, 26962,151-28962.163 

8508170077 Raaponds to FOIA request for records re FIN B 0489, "ContalPmenI Lsak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents teFIN 
0-046 9. Documents also available in PDR.No documents re Quadrex subl lo leqifost 
FELTONr/.M Division of Rules and Records. FIN B 0469. BSmtZi 
REYTSLATT.Z V. Warren Wilson Collage, Swannanoa, NC. 7pp. 30937835- 
30987.076, 

--8210120209 "Gonlalnmenl Leak Rale Testing Investigations," progress summary for 
Sept 1962 

NAUS,D.J. Oak Ridge National Laboratory FIN B-0489 82/10/06, AHNDT.Q Me- 
chanical Engineering Branch 3pp 30907- 11 2-30987-1 14, 

-82 12910006 Forwards Mat of plants for which leak test repis were selected for revww 
by ORNL Leak testing criteria will be prepared from review. W/o enej. 

AhNDTiE.Q. Mechanical /Structural Enoineefing Branch, 82/08/10. SHAPAKERJ 
Containment Systems Branch. 4pp. 3096 a1 18-30987:121, 

~aS 06 170281 "Containment Leak Rate Testing Investigallans," monthly progress repl 
lor Nov 1982. 

DOUGAN,J.R. Oak Ridge Nallonal Laboratory. FIN B-0489 82/12/07. ARNDT, Q W»- 
cbanloal/SIruclural EngTnearlng Branch, 3pp. 30987:1 16-30987.117. 

-8506170416 "Containment Leak Rate Testing," monthly progress rept for Aug 1942 
DOUQAN,J.R, Oak Ridge National Laboratory. FIN B- 04 B 9 . 62/08/26 ARNDT, EO 
Division ol Engineedng Technology. 6pp. 30907-127-30987:132. 
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B5060405S9 Forwards SER re Generic Ltr 03-28, Item 1 1 concerning post-trip review 
profiram description & procedure flesponso does not meat guidelines developed for 
posl-tflp review (n listed areas Acceptable response requosteo by 850830 
VARGA, S A Operating Reactors Branch 1 85/05/15 HINTZ.DC Wisconsin Public 
Service Corp, 2pp 30724 219-30724 225 

>.£506040605 SER re Generic Ur 83-28, Item 1 1 concerning post-trip review group pro- 
gram doscriplion & procedure Acceptable response to listed delicloncies requested to 
corrplete review 

* NRG • No Detailed Alliliation Given 05/05/15 5pp 30724 221-30724 225 

8506040205 Forwards request tor add! info on 050329 submittal re water level measuio- 
monl error & scope of upgrading of subcooling margin monitoring sya Info requested 
wilnin 30 days of ilr receipt 

VARGA.SA Operating Reactors Branch 1 85/05/22 HINTZ,DC Wisconsin Public 
Service Cofp 5pp 30719 263-30719 257 

8506060584 Forwards safety evaluation supporting Westinghouse small break LOCA 
modsf.NOTRUMPilor use in satisfying TMI Item Tl K 3 30 Generic Ur 83-35 provided 
proposed resolution to TMI Item It K 3 31 

VARGA, S A Operating Reactors Branch 1 85/05/28 HINTZ.DC Wisconsin Public 
Service Cotp 9pp 30785.096-30785 104 

8S060705S2 Application for proposed Amend 67 to License DPR-’43, revising Tech 
Specs re QC group organizational changes Fee paid, 

GIESLER,CW. Wisconsin Public Service Com 85/05/30 DENTON, H R Oflico of Nu- 
clear Reactor Regulation, Director 3pp 30756 333 30756 350, 

-8508070554 Proposed Tech Specs reflecting QC group organizational changes 

* Wisconsin Public Service Corp, 65/05/30. 15pp 30756 336-30756,350 

6506110409 Forwards "Kowaunea Nuclear Power Plant, Cycle II Startup Repl.May 
1085 " 

HINTZ,DC Wisconsin Public Service Corp 85/06/07 VARGA, S A, Operating Reac- 
tors Branch 1. Ip 30817,072-30817-116 

—0506110413 "Kewaunee Nuclear Power Plant.Cycle II Startup Rept.May 1985 " 
SCHROCK.CA. WOZNIAK.SF Wisconsin Public Service Corp 65/05/31 44pp, 
30817 073 30817,116 

6506120146 Advises that allort to provide roovalualion of large break LOCA analysis for 
facility on target Revised heat transfer correlation will be submitted by 850801 as indl- 
catea fn oncl & month target schedule 

MINTZ.D C Wisconsin Public Service Corp 05/06/07 VARGA.SA Operating Reac- 
tors Branch 1. 3pp 30652,227-30852 229 

8606210344 Responds to Generic Ltr 05 02 re staff-recommended actions lor resolution 
of unresolved safety issues Involving steam generator lube Integrity, Response (o draft 
NUREG-0844, Seollon 2 212 quosiTons enoL 

HINTZ.D.C Wisconsin Public Service Corp 05/06/17, THOMPSON.H.L Division of Li- 
consing, 2Spp 31032147-31032,171 

85D626D113 Forwards tabular summary of key results from regional survey of plant-spa- 
■cifio info re polential for uncontrollod radiation exposures in PWR cavities, per JG Part- 
tow 850316 request No further generic action needed. 

TAYLOR, JM Director's Office, Oflico of Inspaclion and Enforcomont. 86/06/18 
MURLEY.T.E Region 1. Oflico of Director 9pp, 31211-322-31211 330 


Q. rnspecllon reports, IE Bulletins & correspondence 


8506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 65/06/06 Consolidated Edison Co of New York. Inc f22pp 30865 001- 
30865 046 

8506140234 Forwards Safety Insp Rept 50-305/85 08 on 850513-17 No noncompllance 
Identified 

HARR ISON. JJ Region 3. Ollico of Director 85/06/06 HINTZ.DC Wisconsin Public 
Service Corp 2pp 30893 305-30893 311 

••6506140246 Insp Rapt 50-305/85 08 on 850513-17 No noncompliance or deviation 
noted Ma|or areas inspected core power distribution limits, target axial flux 
ditforence.isothermal temp coefficient & control rod worth measurements 
RING.MA, HARRISON./J Region 3, Offioo Of Director 85/06/06. 5pp 30893 307- 
30893 311 

8506060707 IE Info .Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Suriace Contamination Limits for Transport Packages " Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043 301- 
31044-064 

8506140240 IE Info Notice 65-047, "Polential Effect of Lino Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svo list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/18, Consolidated Edison Co of New York, Inc I34pp 31268 157- 
31268-304, 

0506140636 IE Info Notice 85 048, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/19 Consolidated Edison Co of New York, Inc f23pp 31376 064- 
31376-103. 


R. periodic operating reports A related correspondence 

8506200119 Forwards annual environ radioactivity repts for 1904 Repis divided Into two 
sections Section I Includes sampling techniques.analytical procedures & 
conclusions Section II Includes comparison of state & facility data 
MCDONNELL,LJ Wisconsin, Slate of, NRC-30 03 647 85/05/31 KEPPLER.J Q 
Region 3, Oflice of Director Ip. 31023 037-31023.160 

-6506200134 "State of Wl 1984 Kewaunee Environ Radloactivily Survey." 

• Wisconsin, Stale of NflC-30 83 647, 84/12/31 37pp, 31023 075-31023,111 

8606210019 Monthly operating rapt for May 1905 W/850810 ltr. 

RUITER.GH., HINT40C Wisconsin Public Service Corp 85/05/31, 5pp 31056,087- 
31056 091 


S. Reportable occurrences, LERs & related correspondence 

8506240225 LER 85-01 3-00’on 850404 & OSOS.heal tracing circuit on suction lino lo 
containment hydrogen analyzer 1A discovered Inoperable Caused by failed amphonol 
conneclof. Spare parts ordered & (ailed connector bypassed W/85061 2 Ilr 
PULEC.RP, HINTZ.D.C Wisconsin Public Service Corp. 85/06/12 3pp, 31203 202- 
31203,204. 


6606060363 Responds to NRC 850404 ltr re violations noted In Insp Rept 50 305/85- 
OS.Corteclive actions accumulated dosage calculatod for warkor,TLD processed & In- 
vosligalion inillated.Quidanco added to procedures re whole body count 
HINTZ.DC, Wisconsin Public Service Corp 86/05/03 PAPERIELLO.C J Region 3, 
OfHce of DiroclOf, 6pp 30727, 239-30727:243 

6605130027 SuppI 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs." Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/05/14 Consolidated Edison Co ol New York, Inc i07pp, 31044-065 
31044 171- 

8506 130038 SuppI 1 lo IE Info Notice 85 020, "Molor-Operaled Valve Failures Due to 
Hammering Eilect.” Sve list end 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
630103), 85/06/14, Consolldaled Edison Co. of New York, Inc, t07pp 31044:172- 
31044 278 

6S06200590 IE Info Notice 85 039, "Audilablllty ol Electrical Equipment Quallflcallon 
Hacords at Licensees Facilities " Sve llsl end 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
OSOtOS), 85/05/22, Consolidated Edison Co, of Now York, Inc fOBpp 30837-258- 
30637-363, 

650S260800 IE Info Notice 85-040, "Deficiencies in Equipment Qualllfcallon Testing & 
Cerllficallon Process ” Sve list end 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
830-103} 85/05/22, Consolidated Edison Co of New York, Inc, f06pp, 30848:166 
30848-271, 

8605290181 IE Inlo Notice 86-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Svo llsl end. 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29, Consolldaled Edison Co of New York, Inc, i20pp 30852'245- 
30852.363. 
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F, Security, medical, emergency & lire protection plans 

6506030550 Concludes that State of Wl & local emergency preparedness plans 
adequate Public alert & nolillcatlon sys approved on 650425 per App 3,Rev t to 
NUREG 0654/FEMA-REP-1, "Sfd Guide for Evaluallon of Alert & Notification Sys..,,” 
SPECK,S.W, Federal Emergency Management Agency. 85/06/18 DIRCKS.WJ, 
Oflice of tho Executive Director (or Operations Ip 30686.220 30686.220, 

8506240548 Forwards Safely Insp Repts 50-282/85 07 & 60 306/85-06 on 850513- 
16 No noncompllance noted. 

PAPERIELLO.C J Region 3, Office of Director 85/05/29. URSON.CE Northern 
States Power Co. 2pp 31201-318 31201:331. 

-6506240555 Insp Repts 50-282/85-07 & 60-306/85 06 on Q50513-1S.No noncomnll- 
ance noted Major areas inspected.emergency preparedness exerdse.including 
observations, key (unctions & locations during exercise. 

PATTERSON, J.P., PHILLIPS.M.P. Region 3. Oflico of Director, 86/05/29, 12pp. 
31201.320-31201:331. 

8506040339 Advises that 860516 Rev 11 lo security plan consistent w/ provisions ol 
10CFR60,54(p) & acceptable. 

AXELSON.W.L, Region 3. Office of Director, 85/05/30, URSON.C.E, Northern Stales 
Power Co 2pp. 90703.269-30703:260. 

8606060046 Advises of NRC approval of State of Wl emergency response plan & asso- 
ciated local plans.based on review of FEMA flndlngs.SERs 50-262/62-21 & 50-306/ 
82-21 .Issued on 821227, concluded licensee emergency plan acceptable 
PAPERIELLO,C.J. Region 3, Office of Director 86/05/31. LARSON.CE Northern 
States Power Co. 2pp. 30728-234-30728 236, 


6506290197 IE Into Notice 86-043, "Radiography Events at Power Reactors." Svo list 

JORDAN,E.L. Division of Emergency Preparedness & Engineefing Response (Post 
830103), 85/05/30. Consolidated Edison Co. of New York, Ino. f20pp 30864-1 67- 
30864:287, 


8508110423 Revised emergency plan implementing procedures,lncludlng Rev 6 lo F9-a 
re responslbilltlea during notification of unusual event & Rev 11 lo F3-4 re responsibil- 
ities during^alert,8ite area or general emergency.W/850606 ltr 
SCHUELi^,D.A„ FEY.F.L Northern States Power Co 86/06/06 49pp. 30816:317- 
30817:048. 


3506290195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test." Sve 

JORDAN,E,t.. Division of Emergency Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New York, Inc, I21pp. 30864-046- 


830103), 8 
30864:189, 


85/06/30. 


8506240553 Provides addi Info re mods planned (o conform to Rev 2 lo Reg Guide 
1.97, "Instrumentation for LIght-Water-Cooled Nuclear Power Plants to Assess Plant & 
Environs Conditions During & Following Accident," 

MUSOLF,D. Northern States Power Co 85/06/06. Office of Nuclear Reactor Regula- 
tion, Director. 3pp 31065.311-31065 313. 
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J. Inaurance & Indemnity Information 


6506030521 Forwards Endorsements 77,63,65 & 55 to NELIA Policy NF-174 & MAELU 
Policies WF 51.NF-1S7 & WF 6 8, re spec lively t„ 

JOHNSOM.RG Northern States Power Co 85/05/22 DINITZ,! Anlilrtisl & Economic 
Analysis Branch (Utility Finance) 5pp 30684 333 30664 337, 


P, Operating license alago documents & correspondence 


6506030390 Partial response lo FOIA request tor three caleaories o( documents to be 
made available al PDR ra NSHCsApp A dooumenls encl & placed In PDR Search 

F^TON^M Djvision of Rules and Records 04/11/08. ADATO.M Union of Con 
cerned Scientists 4pp 30720 001-30720 005 

-B506040264 Notice of consideration of issuance of amends to Licenses DPR 24 & 
DPR-60 & proposed NSHC dalermnation & opportunity for hearing re request lo 
change limit of core focal heal flux ratio ,r,n tn-rrn -n c 

CLARK, RA Operating Reactors Branch 3 eS/Oy/OS 7pp 30721 139-30721 216 

6606170077 Responds to FOIA request for records ro FIN B 0469, ' Containment Leak 
Rate Testing Program” & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0480 Documents also available In PDR No documents ra Quadrex subj 'J 
FELTOHJM Division ol Roles and Records FIN 0 0489 86/03/25 

flEYTBLATT.ZV Warron Wilson College, Swannanoa, NC 7pp 30987 036 
30967 076 


’82101202DO "Containmanl Leak Rate Tasting Investigations,” progress summary for 

NA^S^D^J Oak Ridge National Laboratory FIN B-04BD. 02/10/05, ARNDT.G Me- 
chanical Engineering Branch 3pp 30987.1 12 30987 114 


-8212010006 Forvverds list of planls for which leak tesl repts were solectod lor review 
by ORNL.Leak testing criteria will be prepared from review encl , 

AHNDT.EG, Mechanical/SIructurat Engineering Branch 62/08/16 SHAPAKER.J 
Conlalnmenl Systems Branch 4pp 30987118-30987,121. 


'8606170281 "Conlalnment Leak Rato Testing Investigations," monthly progress rapt 

DOUGAKJ fl Oak Ridge National Laboraloiy FfN 0-0489 82/12/07 ARNDT.G. Ma- 
chanlcal/Slructural Engineering Branch 3pp 30967,115 OOBBT-1 17 


-8606170416 “Conlalnmenl Leak Rale Tesllng.” monthly progress reel lor Aug 1982 
DOUGAN.JR Oak Ridge National Laboratory FIN B04D9 82/08/26 ARNDT,E,G 
Division of Engineering Technology. Spp 30987' 127-3 0987, 132, 


8506030107 Forwards aaloly evaluation re util 631104 response to Generic Ltr 03 
26, Items 3 1 , 1 . 3.1 2.3,2.1,3 2 2,4 1 A 45 1. Response to Items accoplablo Review 
complete 

MILLER, JR Operating Reactors Branch 3 85/05/13 MUSOLF.DM Northern Stales 
Power Co 1p. 30706'359-30706361 


8506240073 Forwards safety evaluation accepling Westinghouse Owners Group (WOG) 
use ol NOTRUMP II member of WOG.TMI Action Item II K 3 30 comp Iota & plant spe- 
cific anafysis per TMI Action Hem II K 3 31 duo within 1 yr of receipt of Hr 
BUTCH ER,EJ. Operating Reactors Branch 3 85/06/06 MUSOLF.DM NoiUvem 
Slates Power Co- 9pp, 31156 352-31158 360 

8606250113 Forwards tabular summary of key results from regional survey ol plant spa 
cific Info re polenlial for uncontrolled radiation exposures In PWR cavities, per JG Part- 
low 650315 request No further generic action needed 

TAYLOR.JM Director’s OKice, Office ol Inspection and Enforcement 85/06/16 
MURLEY.TE Region 1, Office of Director 9pp 31211 322-31211 330 

8506270206 Submits addi info re implementation ol NUREG 0737,Mem II F 2 conconww 
fnadequalo core cooling ins tru mental ion ,ln response lo JR Miller 850513 request Diail 
model Tech Specs oncf 

MUSOLF.O. Northern States Power Co 05/06/18 Office of Nuclear Reactor Regula 
tion. Director 9pp 31234 354-31234 362 


Q, Inspection reporta, IE Bulletins & correspondence 


8506130027 SuppI I to IE Inlo Notice 84 55, "Seal Table Leaks ol PWRs " Svc list encl 
JORDAN, EL Dtvision of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co ol Now York, Inc f07pp 31044 065 
31044 171 

8505130033 Suppf 1 lo IE Info Notice 05 020, "Motor Operated Valve Failures Duo to 
Hammering Effect ” Svc list end 

JORDAKEL Divlsioft of Emergency Preparedness & Engineering Response (Poll 
830103) 65/05/14 Consolidated Edison Co of New York, Inc I07pp 31044172 
3I044'278 

9505200590 IE Info Nollce 05-039, "Auditability ol Electrical Equipment Qutilifjcation 
Records at Licensees Facilities " Svc list encl 

JORDAN, EL Division ol Emergency Preparodnosa & Engineering Response (P«l 
830103) 85/06/22 Consolidated Edison Co ol Now York, Inc 106pp 30837 256 
3-0837 363, 

8595200600 IE Info Natico 05-040, "Defidonctes In Equipment Qualificnilon feslwigd 
Certification Process '' Svc list end. 

J OR DAN, EL Division ol Emergency Propa redness & Englneorlng Rospon-se tPoi! 
830103) 05/05/22, Consolidated Edison Co of New York, Inc fOepp 30846 166. 
30840 271, 

0SO620O181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 600 Series Bsd^ 
TLO Elements," Svc list end 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Rosponso (Pen 
030103) 65/05/29. Consolidated Edison Co of New York, Inc 120pp 30052245- 
30852 363 


-8506030116 Safety evaluallon supporting ubi 831104 response to Generic Ltr 83 
28.l1oms 3 1 1,3 1 2,3 2 1,3,22,4,1 & 4 5,1. 

* Olflee of Nuclear Reactor Regulation, Director, 85/05/13 2pp, 30706 360 
30706361. 


0606240540 Forwards Saloty Insp Repts 60 202/05 07 & 60-306/05 00 on 050513 
16 No nonoompllance noted 

PAPERIEILO.CJ, Region 3. Olflee of Director 05/05/20 LARSQN.CE Nwlhern 
Stales Power Co Spp 31201 318-31201 331 


6506040096 Forwards safely evaluation A request foraddl Info re Generic Ltr 82-20 on 
core cooling insirumentalion sys, per NUREG-0737,ltom lliF2.Site audit scheduled for 
850620 10 review funcllonal las! results. 

MILLER ,J R. Operating Reactors Branch 3, 05/05/13 MUSOLF.D.M, Norttiom Slates 
Power Co 2pp 30719258 30710 263 

-0506040110 Safety evaluallon ra Generic Ltr 62-23 on fnadequala core copling Instru- 
mentation sys.per NUREG-0737.Hefft II F 2 Use of proposed genaric Woalinghouse 
approach lo reader vessel level instruirent sya accoplaolo, 

* Office ol Nuclear Reactor Regulation, Dlrodor 85/05/13. 4pp, 30719 260- 
3071 9', 263 

8605240241 Forwards appllcallon for amends to Licenses DPR-42 & OPR 60, request- 
ing Tech Spec change to authonza use ol steam generator sleeves (or repair of de- 
fective steam generator lubes Fee paid 

MUSOLF.D. Northern Stales Power Co. 85/05/17. Odice of Nuclear Reaclor Regula- 
lion, Director. 2pp. 30600 091-30681.101 

-8506240247 Application for amends io Licenses DPR'42 A DPR 60, roquosling Tech 
Spec change to authorize use of steam generator sfeavas for repair of dmectlve 
steam generator lubes 

MUSOLF.D Northern States Power Co a5/05/17.5pp, 30680093 30660 007, 

-9505240273 Proposed Tech Specs requesting authorizallon lo use steam generator 
sleeves for repair of defeolivo steam ger^eralor tubes. 

* Northern Slates Power Co 85/05/17. 400pp. 3O6B0 098-3D660‘1 05. 

-6606030107 "Prairie Island Units 1 A 2 Steam Generator Sleeving Rept {Mechanical 
Sleeves}." 

‘ Westinghouse Electric Corp WCAP-10767. 65/01/31, Wapp 30600. 106-30600' 24 3. 

-6506030195 "Steam Generator Sleeving Rept (Brazed Sfeeves)." 

• Westinghouse Electric Corp. WCAP'10e20. 65/03/31. 154pp. 30680;244-306S1'037, 

-6506030219 "Prairie Island Steam Generator Tuba Repair Using Leak-Tighi Sleeves," 
hna) repi 

• Combustion Engineering, Inc CEN-294-NP, 05/05/16 60pp, 30681;03a'30681.l0l. 

8606130263 SuppI 1 to appllcallon for amends to Licenses OPR 42 A DPR-SO, revising 
Tech Specs to authorize use ol slaair) ganeralor sleeves for repair of dsfeclive sleem 
□eneralor tubes PioprielsHV re^s vnlhh^ (rel t0CFR2,790) 

MUSOLF.D, Northern Slates Power Co. 85/06/03. Office ol Nuclear Reaclor Regular 
lion, Dfreetor. 2pp 30659.001 >30869 012^ 

-8606130287 Requests that proprietary WCAP-l07Se, "Prelrfe Island Units 1 A 2 Steam 
Generator Sleeving Rept (Mechanical Sleeves),” be withheld from public disclosure 
(ref 10CFR2 700). Affidavit encl. 

WIESEMANN,fl.A Wesirngfioosa Electric Corp. 85/03/07. DENTON, H.R. OtIIca of 
Nuclear Reaclor Regulation, Director. 10pp. 30659.003 30659 012, 


-8606240655 Insp Repts 60 282/85-07 A 50-306/05-06 on 050513-16 No noncoirpli 
anco noted Major areas Inspected emergency preparedness exercise, Incfud'O) 
observations, key functions A locations during exercise 

PATTERSON.J,P , PLOSKI.T J , WILLIAMSEN.N R Region 3, Oftico of OIroclOf HI 
05/20 12pp 3I201'320-31201,33I. 

9505280167 IE fofo Notico 85-043, "Radiography Events at Power Reactors” Svclisl 
end. 

JORDAN, E L. Division ol Emergency Properodnoas A Engineering Rasponso (P«l 
830103) 85/05/30. Consolidated Edison Co. cf Now York, Inc. faopp. 30964 107- 
3-0864:267. 

8505200195 IE Info Notice 65 044, "Emergency Communication Sya Monllily Tesl " Sw 
list eocl. 

JORDAN.E.L, Division of Emergency Preparedness A Engineering Respenso {P«l 
630103] 85/05/30 Cortscllddted Edison Co of Now York, Inc i21pp. 36064 045- 
30864.166. 

8506660677 IE tnfo NotIco 85 045, "Potential Seismic Interaction Involving Movabla In- 
Core Ffux Mapping Sys Used In Westinghouse Designed Planls." Svc list end 
JORDAN, E L Divrslon of Emergency Proparodnoss A Engineering Rosponso (Post 
830103). 85/06/06 Consolldaled Edison Co of Now York, Inc, 122pp 30665091 
30865 046. 

8606240269 Forwards Insp Repts 60-282/05-13 A 50-306/86-10 on 850522 Me vioia 
Ilona or deviations noted 

HARR ISON, J, J. Reglort 3. Office of Director 86/08/07 LARSON, CE Northern StaWS 
Power Co. Ip 31202 168-31202.171 

-8506240304 Insp Repts 60-282/05-13 A 50-306/85-10 on B60522NO violations or dS- 
viadons noled.Major areas Inspeclediutll action re lE Bulletin 60'11 concerning inu* 
sonry wall design 

NOF}TON,J,F„ WILLIAMS, CC Region 3, Office of Director. 85/06/05 Sp? 
31202.169-31202:171. 

8506060707 IE Info Notice 05 046, ‘‘Clarification of Several Aspects Of RemovabIsRs 
dioaclivo Surface Contamination Limits for Transport Packages," Svc list end 
JORDAN.E.L Division of Emergency Preparedness A Engineering 

» . 85/06/10 Consolidated Edison Co of New York. Inc i24pp 31043301' 
64, 

6508140240 IE Info Nollce 85 047, "Potential Effect of Line-Induced Operalfon on Csr 
tain Target Rock Solenoid-Operated Valves," Svc list encl. 

JOROAN.E L Division ol Emergency Preparedness A Engineering 

830103). 85/06/18. Consolidated Edison Co. of New York, Inc. i34pp. 3f268,)5T 

31268304. 
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BS06140836 IE Info Notice 85*048, "Respirator Users Notice Defective Self-Contained 
Broatfiing Apparatus Air Cylinders " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc 123pp 31376 064- 
31376 183 

8506270574 Forwards response to Generic Ltr 85*02 on NRC integrated program for 
resolution of unresolved safety issues re steam gonerator tube Integrity, including prac- 
tices for ensuring insp due to Category C-3 results 

WUSOIF.D Northern States Power Co 85/06/19 Oflice of Nuclear Reactor Regula- 
tion, Director 13pp 31239 006-31239 018 


R. Periodic operating reports & related correspondence 

8506100236 Monthly operating repts for Mar 1985 W/850403 Hr 
DUGSTAD.D. MUSOLF,D Northern Slates Power Co 85/03/31 9pp 30827,125- 
30927 133 


S Reportable occurrences, LERs & related correspondence 

8506140032 LER 83 006/03L-0 on e30408,durlng surveillance tesUelay for motor-driven 
auxiliary feedwater pump 21 on lo-lo level In steam generator 21 failed Caused by 
relay coll failure Coil replaced W/830506 Hr 

MUSOt-F.O Northern States Power Co. 83/05/06 2pp 30909 035-30909 036. 

8506170578 LER 83 017/03L-0 on 830712, during surveillance test, coniainment air 
sample fnlet Isolalion valve CY-31642 failed to fully closo on demand Caused by Inac- 
curacy In maintaining hard valve seals W/830611 Hr. 

HUNSTAD,AA. MDSOLF.D Northern Stales Power Co 83/08/11 2pp. 30972 116- 
30072 117. 

8506170477 LER 83 024/03L-0on 831004 & 08, steam How transmitter failed low Cause 
unknown Trans mi Her returned to normal during troubleshooting Unit replaced w/Rose 
mount Model 1 153HD6 transmitter W/e31 103 ltr 

MUSOLF,D Northern Stales Power Co. 83/11/03 2pp 30973 061-30973 062 

6506170464 LER 83 025/03L-0 on 83 1011 .containment air sample inlet Isolation valve 
CV3I642 failed to fully closo, per Tech Spec 3 6A6Causod by loose set screw in 
switch actuator arm & poor contact w/valve switch. Screw tightened W/e31 tIO ltr 
HUNSTAD.AA, MUSOLF.D Northern States Power Co 83/11/10 2pp. 30972 219 
30972 220 

6506160352 Forwards LER 85 002-00 Rept originally submlUed on 050401 as voluntary 
info repi Reason for redesignating event as LER stated 

MUSOLF.D Northern States Power Co 85/06/07 Record Services Branch (Docu- 
ment Control Desk) 2pp 30993 114-30993’1 17 

-8506160363 LER 85 002-00’on 850218, diesel cooling water pump 12 control switch 
mistakenly put in manual Cause not slated. Switch returned to automatic 
HUNSTAD.AA Northarn States Power Co 85/06/07 2pp 30993.1 16-30993-1 17. 


V. Operator Examl nations 

8506040652 Notifies that written & oral exams for operator & senior operators ached 
uled for wk of 850826 Approved ref mall listed In End t required by 050626 
REYES.L Hegton 3. Office ol Director 65/05/24. LARSON, CE Northern States 
Power Co 6pp 30709 025-30709 029, 


DOCKET 60-309 MAINE YANKEE ATOMIC POWER PLANT 


F. SecurJty, medical, emergency & fire protection plans 


8506090064 Forwards draft Rev 0 to "Maine Yankee Writers Guide for Emergency Op- 
erating Procedures." 

WHITTIER, G D Maine Yankee Atomic Power Co. 86/05/30, MILLER, J R. Operating 
Reactors Branch 3 Ip 30727 259-30727.313 


-8506060092 Rev 0 to "Maine Yankee Writers Guide tor Emergency Operating Proce- 
dures." 

MEYER.CE, VICTOR, KJ Maine Yankee Atomic Power Co, 85/04/23 64pp, 
30727.260 30727 313. 


6606050453 Forwards safely evaluation re SPDS design, per NRC 860306 
Itr.lmplementatian does not Involve unrevlewed safely question & does not require 
changato Tech Specs Implementation will be completed by Apr 1986 
WHITTIER, Q D Maine Yankee Atomic Power Co 85/05/31 MILLER,J R Operating 
Reactors Branch 3. 2pp, 30719 061-30719:091, 

.-5506050463 "Safety Evalualion.Maine Yankee Atomic Power Co.SPDS." 

* Maine Yankee Atomic Power Co. 65/06/31. 29pp 30719-063-30719,091 


8506070189 Forwards Insp Repl 60-309/85-03 on 860204-08.No violallon noted 
MARTIN.T.J, Region 1, Office ol Director. 86/05/31, RANDAZZA,J,B Maine Yankee 
Atomic Power Co 2pp 30752,014-30762 026. 


-8506070199 Insp Rept 50-309/65-03 on 850204-08 No noncompllance or deviation 
noted Malor areas Inspected changes to emergency preparedness program.knowledge 
& perlormancs of duties, licensee audits & emergency response ladtllfes. 
GORDON,C,Z„ SMITH.H.H., HARPSTER.T.L. Region 1. Olfice of Director. 85/05/31. 
1 1pp 30762:01 6-30762-026. 


6506140226 Forwards changes to physical security plan, per 10CFfl50.64(p).Changaa do 
not decrease safeguards effectiveness of security plan Changes withheld (ref 
10CFfl73 21 )r 

WHITTfER.G b. Maine Yankee Atomic Power Co 86/06/06. Olfice ol Nuclear Reac- 
tor Regulation, Diraclor, Ip. 30893 216-30893.215, 


8506200469 Handwritten ltr forwarding draff SER on DCRDfl & draft "Evalualion of 
DCROR Summary Rept for Maine Yankee Atomlo Power Station,' Info to be dis- 
cussed at Jul 1 9S5 meeting In BGth08da,MD. „ ^ . ,, , 

SEARS, P M. Operating Reactors Branch 3, 85/06/12. WHITTIER, Q.D. Maine Yankee 
Alomic Power Co 9pp 31055:016-31055,027 


-8506040512 "Evaluation ol DCRDR Summary Rept for Maine Yankee Atomic Power 
Station,” technical evaluation rept 

‘ Science Appllcafions Internalional Corp, (formerly Science Applications Inc) NRC- 
03 82-096 SAIC 85/1060 85/05/08 NRC No Delalled Afiilialian Given 24pp 
31055 028-31055 048 


G, Adjudicatory correspondence 

8506170499 Advises that time lor Commission to review Director's Decision OD-85 6 
expired Commission declined review Decision became final agency aclion on 
850607 Served on 850617. 

CHILK.SJ Office of Ihe Secretary ol the Commission i¥285 451 85/06/14 
MILLER.DS Affiliation Not Assigned Ip 30958 037-30958 037 


H. General correspondence 


0506120100 Ac k receipt ol 850425 Hr re citizens concerns on low level waste storage 
facility Regulations of Generic Ltr 81-38 & 10CFR50 59 re low level waste facilities 
discussed UHl facility In accordanice w/guldellnos 

DIRCKS.W.J, Oflice of the Executive Director (or Operations 85/06/04 SNOWE.O J 
House ot Rep 6pp 30841 349 30041 357 

-8506120104 Fonvards R Bacholder 850408 Hr ro low level waste facility 
CP Explanation of NRC requirements tor authorizing const requested 
SNOWE.O J, House ol Rep 85/04/25 PALLADINO.NJ Commissioners 3pp 
30841 355-30841 357 


8506130403 Ack 850515 consliluenl concern w/ltr ro util low level waste facility 
permit Regulations of f0CFR50 59 & 20 & Generic Ltr 81-38 requirements 
discussed No unrevlewed safely question exists 

DIRCKS.W.J, Office of the Executive Director for Operations 85/06/04 COHEN.WS 
Senate 6pp 30865,065-30865,073 

-8508130404 Forwards RJ Bachefder 850406 Hr re util low level waste storage facility 
permit Requests info on NRC regulations lor low level waslo facility permit. 
COHEN.WS Senate. 85/05/15, DIRCKS.W J Oflice of (ho Executive Director lor Op- 
erations 3pp 30665:070 30665 073 


8506260561 Forwards response to R Bacholder ltr to Senator Cohen re plant low level 
waste storage lac ility Temporary low level waste storage bldg will be built & operated 
per regulations governing nan d ling of waste 

WHITTIER.Q.D Maine Yankee Atomic Power Co 85/06/12 DIRCKS.W J Office ol 
the Executive Director for Operations 3pp 31221:126-31221-128 


P. Operating license stage documents & correspondence 


8506130045 Partial response to FOIA request for all documents re NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A documanfs 

FELTON, J.M. Division of Rules and Records 05/01/28, HEATH.SJ Washington 
Legal Foundation, 55pp, 30937 047-30937-157 

-6500130366 Responds to query re release ot portions of Ofc of I nvos ligations rept re 
drug/alcohot abuse to spocillc licensoes Release not prohibited by FOIA or Privacy 
Act, Concerns over precedent expressed Survey worksheets end 
SHOMAKER.E.C Operations & Admlnlstralive Division 82/12/20 LIEBERMAN.J Re- 
gional Operations & Enforcement Division I70pp 30937 356-30038,188. 

6506170077 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Rate Testing Program" & Quadrox Corp/NRC contracls Fonvards documents re FIN 
B'Oieo.Documents also available In PDR No documents re Quadrox sub] to request 
FELTON, J M Division of Rules and Records FIN B-0409. 85/03/26 

REYTBLATTiZ V Warren Wilson College, Swannanoa, NC. 7pp. 30987.036- 
30987-076, 


-6506170261 "Conlalnmanl Leak Rate Tasting Investigations," monthly progress ropt 
for Nov 1982 

DOUQAN,J,R Oak Ridge Nalional Laboratory FIN B 0489 82/12/07 ARNDT, Q, Me- 
chanical/SlructuralEnginoerlngBranch 3pp.3O937.116-3O087-117 

8S0607C647 Forwards revised evalualion of auxiliary feedwater sys (AFS) In response to 
040928 meeting request re aspects of AFS. Revised evaluation reflecla 850110 & 14 
Itrs.Schedule requested within 30 days to compfBte fdontilied open Hems 
MILLER, J R, Operating Reactors Branch 3. 86/05/14. RANDAZZA.J.B Maine Yankee 
Alomic Power Co 2pp, 30798.124-30798-168 

-8S06070651 Integrated assessment of auxiliary leedwater sys 
• NRC - No Detailed Aflillalion Given. 86/05/14 33pp. 30798-126-30798,158 


8506060393 Requests essislancs In conducting review of end util 850423 submittal re 
coniainment Isolation valves under administrative control Safely evaluation & SALP 
input expected by 850631 

THOMPSON, H L Division of Licensing 05/05/24 STAROSTECKI.fl, Region 1, Ollico 
Ol Director, 3pp. 30773-367-30773 361 


8606040419 Discusses seismic qualification of Electroswitch Switch Corp Series 20K 
switch w/ key-operated mechanism for use In Class IE applications. Switch at least as 
selsffllcaily lugged as pistol haridia version, 

WHITTIER, Q D. Maine Yankee Atomic Powar Co. 86/05/29, MILLER, J R. Operating 
Reactors Branch 3, 2pp. 30699 062-30698.083, 


8506050232 Discusses discrepancy between Ilux-trap water gap ot new scent fue) racks 
in safety analysis & as-bullt dimensions. Mod planned on Phase II racks before 
placement Phase I racks w4ll be modified during refueling outage, 

WHITTIER, G,0 Maine Yankee Atomic Power Co, 85/06/29, MILLER, J.R. Operating 
Reactors Branch 3. Ip, 30717,336 30717:336 


8506100450 Application for amend 1o License OPR 36, consisting ot errata to SuppI 2 to 
Proposed Change 66 ra radiological effluent Tech Specs, Incorporating editorial correc- 
tions 

RANDAZ2A,J,B Maine Yankee Alonilc Power Co. 05/06/29. Record Services Branch 
(Document Control Desk) 2pp. 9O794-269-30794-264 
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“850^100458 Proposed Tech Specs, incorporaling errata to SuppI 2 (o Proposed 
Change 68 re radiologjoat envdor) surveillance program 
* Maine Vankee Atomic Power Co 85/05/29. 4pp 30794 261 30794 264 

8506070462 Forwards response lo 858211 requesl (oraddi into on NUREG 0737, Horn 
ir D.l re performance teslmg ol relief & safety valves 

WRITTI^.GO Maine Vanxe a Atonuc Power Co 85/05/31 MILLER, J R Operating 
floactois Branch 3 17pp 3075S 206 30756222 

85P6T00394 Informs Ihal mod ol letdown S refueling cavity puiilrcation sys will be com 
Dieted during Cycle 9/10 relueling outago.per 1 0CFift5O,App JMod cannot be per- 
loimed during Cycle 6/B relucSing duo lo Jime needed to procure safety valves 
WHirriER.GD Mama VanRee Atomic Power Co 65/05/31 MILLER, JR Operating 
HoactOfS Branch 3 ip 30791.129 30791 129 

8506140263 Responds lo questions posed in NRC 850424 Ur re modified method lor 
control atemeni assembly ejecUon analysis Primary method tor calculaling hoi chan- 
nel fuel enthalpy will be via CHIC KIN code 

WHITTIER.G D Maine Yankee Atomic Power Co 85/06/07 MILLER.J fl Operaling 
Reactors Branch 3 5pp 3I)&94 059 30894 054 

8506140414 Responds (o 850419 request tor addi into on Generic Ltr 83 28, Items 4 5 2 
& 4 5 3 Design change lor time Iasi ol shunt trip & undenrollago devices unnecossaiy 
Fwiclional tests perlorroetl monlhly per Tech Specs 

WHirnER,G D Maine Yankee Atomic Power Co 85/06/07 MILLER.J fl Operating 
Reaclois Branch 3 2pp 30838 022-30838 023 


8505280181 IE Info Notice 95-042, "Loose Phosphor In Panasonic 600 Senes e*J,r 
TLO Elemenls " Svc list end 

JOflDAN.E L Division of Emergency Preparedness & Englncoring Response P;f 
830103) 85/05/29 Consolidated Edison Co ol New York, fnc 120pp 30852 
30852 363 

8505260187 IE Info Nolico 85 043. "Radiography Events at Power Roaclors" Svc W 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rosponso C^s 
830103)1 85/06/30 Consolidated Edison Co ol New York. Inc r20pp 
30864 2B7 

8505280105 IE Itilo Notice 85 044, "Emergency Communication Sys Monthly Tosl 
list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Fl-j 
830103), 85/05/30 Consolidated Edison Co of New York, Inc 121 pp SOflO-inri. 
30864 166 

8506100495 Ack receipt of 850515 ltr informing NRC of steps taken lo correct wVl-fs 
noted in Insp ROpI 50-309/85 05 

EBNETER.SO Region 1. Ollice ol Director 65/05/30 RANOAZZA.JR 
Yankee Atomic Power Co 2pp 30795 061-30795'064 

8506070189 Fonvards Insp Rept 50-309/85 03 on 850204 08 No violallon noted 
MARTIN, TJ Region 1. Office ol Director. 65/05/31 RANDAZZA.JB Maine YanW 
Atomic Power Co 2pp 30752 014-30752 026 


8566140476 Informs that emergency feedwater sys automalic sys not designed (or tesl- 
ma white plant al power.pet MRC 650312 ltr Backlit mod nocessaiy pe* 
f0CFR50-l09NRC has not proven backfit results in subslantial addI protection 
WHITTLER.G 0 Malno Yankoe Atomic Power Co 85/06/07 MILLER.J R Operating 
Reactors Branch 3 2pp 30897 1 18 30997 119 


-8506070169 Insp Repl 50 309/85 03 on 850204-08 No noncompllanco ei deva'i’ 
noted Major areas Inspected changes to emergency preparedness pfogra;Ti,krKiviiltdji> 
3 perlermance of duties, licensee audits & emergency response facitilias 
GORDON.CZ, SMITH.BH.. HARPSTER.TL Region 1. Ottice of Director 65/05/31 
llpp 30752 016-30752.026 


8506180276 Appeals NRC position on turbine driven auxiliary feedwater Tech Specs, per 
Generic LIr 84 08 NRC positlorr Ihal more strlngenl Tech Specs be imposed on tur 
blne-driven auxiliary leeawaler pump constitutes backlit 

WHITTIER.GO Maine Yankee Atomic Power Co 85/06/11. MILLEfl.J R Operating 
Reacteis Branch 3 2pp 30975 284 30975 285 

8506210351 Applicalion for amend lo License DPR 36.consisling of Proposed Change 
1 17 re Cycle 9 operation "Cycle 9 Core Performance AnaIysla''^oncl Foe paid 
RANOAZZA.J 8. Maine Yankee Atomfe Power Co. 86/06/14 Office of Nuclear Reac- 
tor Regulation, Director. 3pp. 31030 340 31031,191 

“0596219362 Proposed Toch Specs consisling of Proposed Change 117 re Cycle 9 op- 
eration. 

* Maine Yankee Atomic Power Co 86/06/14 22pp. 31030 343 31031 002 

“86062103S3 "Cycle 9 Coro Performance Analysis " 

BERGERON.PA, CACCIAPOUTI.R . HUSAIN.A. Maine Yankee Atomic Power Co. 
yAECl479 85/04/30 tSPpp 31031;003-31O3l.191 

8506210135 Inlorms of delay until 850701 to respond to Ganerrc Ltr 85 02, "Staff Rec- 
ommended Actions Stemming From NRC Integrated Program tor flesolulton of Unre- 
solved Safely Issues Re Steam Generator Tube Iniegnty.' 

WHITTIEfl.Q D. Maine Yankee Atomic Power Co 85/06/18. THOMPSON.H L. OWco 
ol Nuclear Reactor Regulation, Director, Ip 31024 340-31024 340 

8606219135 Informs of delay until 860701 to respond to Goneric Hr 85-02. "Slalf Rec- 
ommended Actions Stemming From NRC Integrated Program tor Resolution of Unro- 
soNed Sately Issues Re Steam Generator Tuba Integrily ' 

WHITTlEfl.GD Maine Yankee Atomic Power Co 85/&B/18 THOMPSON.HL. Owi 
slon ol Ucenslng Ip 31024-340-31024 340 

8506210201 Fonvards response to 850416 requesi for addi Info re Generic Ltr 63- 
26, Items 21 & 2 2 2. Util implementing vendor Interface program tor roactor trip sys 
compo^nems.Plarr wi« be imptemenled based on NUT AC ropl. 

WMITrtER.GD. Mams Yankee Atomio Power Co. 85/06/18 BU7CHEH.E.J. Operating 
Reactors Branch 3. 3pp 31024.310 31024-312. 

8S96250113 Forwards tabular summary of key results from regional survey of planl-ape- 
cific into re paten lial tor unconlrolleo radiation exposures in PWfl cayill8s,per JG Part- 
tow 850315 forest No further genetic aetvor needed. 

TAYLOR, J.M Director’s Office, Office of Inspection and Enforcement 65/06/18, 
MURLEYpTE. Region 1, Office ol Director. 9pp. 3121 1-322-3121 1-330. 

6606250104 Bequests addition of end Table 4 10-2 to 850611 Proposed Change 
108.Suppt 1 to License DPR-36, requiring Ihal degraded or defaclive conditions found 
during steam generator lube tnsps bo evaluated per 10CFR50 72 & 73. 

FRIZzLE.CD Maine Yankee Atomic Power Co, 85/06/20 Olfics of Nuclear Reactor 
Regulation, Director. 3pp 3 1 1 80 03 9 3 1 180 04 1. 


0. InipacUon reports, lE Bulletins A correspondence 

85QS130027 Supp1 1 lo lE Into Nobce 84-55, "Seal Table Leaks at PWRs " Svc list end. 
JORDAN, E.L DfvJsiQO of Ernwgancy Preparedness & Englneedng Response (Post 
830103) 85/05/14. Consolidated Edison Co of New VorR, Inc. i07pp. 31044 065- 
31044-.171 

8905130038 SuppI 1 to IE Info Notice 65-020, ''Motor-Operated Valve Failures Otre |o 
Hammering Ertect." Svc list ertcl 

JOROAN,£L. Division of Emergency Preparedness A Engineering Response (Post 
830103), 85/05/14. ConsolidatM Edison Co of New VorR. fnc 107pp. 31044-172- 
31044 276. 

8505200590 IE Info Notice 85-038, "Auditability of Electrical Equipment Qualification 
Records at Licensees Fadlllfes," Svc list end, 

JORDAN, EL. Divfsion of Emergency Preparedness 4 Enolrteertng Response (Post 
630103) 65/05/22, Consolidated Edison Co. ol New York. Inc. 106pp. 30837:258- 
30837:363. 

8605200600 IE into Notice 86-040, "Deficiencies In Equipment Oualifwation Testing & 
Cerliliealwn Process " Svc list end, 

JORDAN, EL Division oi Emergency Preparedness & Engineering Responsa (Post 
830103). 65/05/22. ConsoWatM Edison Co ol New York, Inc, I06pp. 30648:166- 
30848.271. 


8508100379 Forwards addi into to response to NRC 850430 ltr ro violations iKrleC n 
Insp Bop! 50 309/85 04, including 831222 Hr to NRC describing Implamenlation d 
1DCFR81 requiremenis.procedure change requests & Procedure 1-18 4 
WHITTIEfl.G D Maine Yankee Atomic Power Co. 85/06/03 MURLEY.TE Flofliofl 1 
Office of Director, fp 30789 208 30789 231 

“8506100377 Rev 12 to Procedure 1-18-4, "Spem Resin Storage & Processinfl” 

• Maine Yankee Atomic Power Co. 85/05/10 15pp. 30789.217-30709 231 

8S06100634 Ack receipt of 850405 Hr Informing NRC of steps taken to correct Vlolatort 
noted In Insp Repl 50-309/84-26 Inappropriate lo vacate or 
violation Documentation re iransportatlen aclivllfes must be retained tor 2 yrs 
MARTIN.TT Region 1 . Office of Director. 85/06/05 RANDAZZA,JB Maine YsmM 
Atomic Power Co 2pp. 30794 213 30794:217 

8506060677 IE Info Notice 85 045, "PotenUal Seismic InlarafiUon Involving Mevabte t> 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants " Svc llsl one! 
JORDAN.E.L. Division of Emergency Preparedness & Engineering flospooso (M 
830103) 85/06/06 Consolidated Edison Co. of New York, Inc r92pp. 30565001 
30865 048 

85Q6080707 IE into Notice 85 046, "Clarification of Several Aspects of RomovaWj Ra 
dioactiva Surface Contamination Limits for Transport Packages " Svc list onci 
JORDAN,E.L Division of Emergency Preparedness 4 Englnearing Hoapcnso (Post 
830103) 85/06/10. Consolidated Edison Co. of New York, Inc f24pp 31043301 
31044.064. 

8506170413 Forwards Supp1 1 lo 850305 Proposed Change l08,delaUi>g sloann goriwa- 
for lube surveillance reporting requirement Tech Spec 4.10 E 3 re nolllicaMon w/a’it 
ten followup tor Category C-3 Insp results & revising refs. 

FRIZZLE.C 0. Maine Yankee Atomic Power Co. 65/06/11 Record Seivim Qiimh 
(Oocumenl Control Desk) 2pp. 30958 072-30958 078. 

“8506170422 SuppI 1 lo Proposed Change 108 to Tech Spec 4 10 re steam geiwrjkf 
tubs surveiilenco requirements for Category C-3 insp results 

* Malno Yankea Atomic Power Co. 85/08/11 5pp. 30958 074-30958.078 

8506200287 Forwards Safety Insp Rept 69-309/85-10 on 850422-26.No vtoiaUonrwW 
EBNETEH.S.D. Region 1, Office of Director. 85/09/13. RANOAZZA.JO Warn 
Yankee Aloihlc Power Co. 2pp 31008 080-31008 089. 

-8508200271 Insp Repl 50-309/85-10 ort 850422-26.No violation Of dowlon 
noted Maor areas Inspected.docomenl control & correcUvo acllon prograri s wikwip 
on previous NRC findings 

PR£LL,JA, RACHO.E, EAPEN.P.K Region 1, OHice of Director. 66/05/23 8pp 
31008 082-31908.089, 

8506140240 IE Info NoHce 85-047. "Potenllal Effect ol Line-Induced Operation on Off 
tain Target Hock Solenoid Operated Valves '' Svc llsl end 
JORDAN.E.L Division ol Emergency Preparedness & Engineering flespohso (Fom 
830103). 85/06/18 Consolidated Edison Co of Now York, Inc, f34pp 31268.15/ 
31268'304- 

8506140636 IE Into Notice 85 048, "Respirator Users Notlce:Dsfeclive Saif CenUhaS 
Brealhlng Apparatus Air Cylinders " Svc list end. 

JORDAN.E I Division ol Emergency Preparedness & Engineering Response |mi 
830103) 85/08/19. Consolidated Edison Co of Now York, Ino. 123pp. 3137606F 
31378.183 

6506250104 Requests addition of end Table 4.10-2 to 850611 Projto^ CIttW 
106, SuppI I to License OPR-38, requiring that degraded or defective conojlwhs Wuw 
during sieam ganefalor tube Insps be evaluated per 10CFfl60,72 & 73 „ , 

FRIZZLE.C.D. Maine Yankee Alomto Power Co. 85/06/20. Office of Nuclear RMCw 
Regulation, Director 3pp, 31 180 039-31 180 041 


R. Pertodfo operating raperls 6 related correipondence 

6606100374 Monthly operaling repl for Mar 1665,W/850409 Ilf. 

EMBRY, KL, WHfmER,d,D. Maine Yankee Atomic Power Co, 86/W^ 
HATFIELd,RA, Offteo of Resource Managoment Dlfodor. Bpp 30805 2w- 
30805304. 
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S. Reportable occurrences, LERs & related correspondence 

d506070206 LER 85 003 00 on 8 5 04 30, automatic reactor trip on loss o( load occurred 
due to main turbine trip Caused by technician Incorrectly verifying protective circuiting 
contact positions Technician counseled W/850530 Itr 

MCGRATH.RS, WHITTIER, G D Maine Yankee Atomic Power Co 85/05/30 3pp 
3 OBOO 21 8 30800 220 

8506170204 LER 86 004 00 on 850505, high startup rate ol change of power reactor trip 
occurred Caused by electronic noise on wide range nuclear instrumentation 
channels Repairs to si^ress noise will bo performed W/850531 Itr 
MCGRATH, R S , WHITTIER, G D Maine Yankee Atomic Power Co 05/06/05 3pp 
30973 166 30973 168 

8506200364 LER 85 005 00, on 850500, vents & drains on component cooling piping for 
reactor containment air recirculation & penetration coolers determined to be lacking 
conirols needed for containment Integrity bafrlers,W/05O6O7 Itr 
MCDOUGOLO,DP , WHITTIER, G D Maine Yankee Atomic Power Co 85/06/07 Spp 
31020216-31020 218 


DOCKET 50.311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8506180041 Responds to FOIA request for seven specified documents & 
ends Forwards app documents Documents also available in PDR 
FELTON,J M Division ot Rules and Records 84/12/04 GRABER,L NUS Corp 2pp 
30986269 30986 362 

-8506180048 Amend 25 to License DPR-75,addlng new Conditions 2C(10)(i) & 
2 C (10)0) fe installalion of smoko detectors & wrapping of diesel control tray w/lire 
barrier matt 

VARGA,S,A Operating Reactors Branch 1 64/00/30 2pp 30906 201.30986 292 

-8506180050 Safely evaluation supporting Amend 25 to License DPR-75 

* Olllce ol Nuclear Reactor Regulation, Director 04/08/30, 2pp 30986 293 
30987 032 

8506070335 Responds to NRC 850402 Ur re violations noted In Insp Repts 60-272/84. 
46 & 50-311/64-46 Corrective actions future design control audits will address lire pro 
teclion-unique controls & tire protection procedures will be examined annually 
MCNEILL, C; A Public Service Electric & Gas Co ot New Jersey 05/05/28 
MURLEY,T E, Region 1, Ollfco of Director 2pp 30750 057-30760 050 

8585030499 Forwards Sately Insp Rept 60-311/05-12 on 850416-19 No viotalion noted. 
MARTIN.T.T. Region 1, Olllce of Director 05/05/31 MCNEILL,CA. Public Service 
Electric & Gas Co, of New Jersey 2pp 30677‘205 30677 218 

—8506030506 Insp Rept 50-311/85 12 on 050416 19No violation noted Major areas 
inspect ad 'radiation safely program .Intern a I exposure as a ess men (.routine radiological 
surveys, A LARA & calibr & main! of survey motors 

CIOFFI,J., DRAGOUN.T, SHANBAKY.M Region 1, Office ot Director 05/06/24 
12pp 30677 207.30677 218 

8508060460 Advises that response to 041126 audit ol DCRDR delayed until Sept 1985 
due to NRC 850417 request (or info re 27 human engineering discrepancies, 
MCNEILL, C A Public Service Electric & Gas Co ot Wew Jersey 85/05/31 
VARGA,S.A. Operating Reactors Branch 1 Ip 30732 076 30732,076. 

8505210489 Forwards FEMA exorcise rept Requests review of lindings & coordination 
with FEMA Regions II & III to ensure that (our deticloncios correctealn timely manner 
by stales & local govts W/o end 

BELLAMY.R.R, Region 1, OHIce of Director, 05/06/04 MCNEILL.CA Public Service 
Electric & Gas Co of New Jersey, 3pp 31057 216 31057 218 

8595210224 Rev 21 to ‘'Emergency Plan Procedures Index " 

* Public Service Electric & Gas Co, of Now Jersey 05/06/11 7pp, 31024 293- 
31024 299. 

8505170516 Requests that Emergency Plan Procedure EP IV-114 re backup method of 
dose calcutation be removed from procedures manual 

* Publio Service Electric & Gas Co. of Now Jersey. 65/06/17 Record Services 
Branch (Document Control Desk) Ip 30656 198-30956' 196. 

850-5260369 Forwards Safely Insp Repts 60 272/05-12 & 60-31 1/85-13 on 050607- 
31 One violation noted.Implemenlation of commitments in 040607 response to NRC 
840503 Hr verified. 

COLL1NS.SJ, Region 1. Office of Director, 85/00/21. MCNEILL.CA. Public Service 
Electric & Gas Co of New Jersey. 2pp, 31 190,090-31 196 110, 

-8606250379 Insp Repts 60-272/85-12 & 50 311/05-13 on 850507-31 Violation In area 
ol security & two unresolved Hems noted. Major areas Inspected operational safety 
veri1icatlon,malnl observations & licensee event followup review, 

LIMHOTH.O.F. Region 1. Otiice ol Director 06/06/10 16pp, 31198;092-31 190:110, 


H. General correspondence 

8605270465 Requests placement on mailing list to receive notlllcatlons ol meetlng8.Al80 
requests to be contacted on license amends per Shelly amend 
GREEN, R. New Jersey, State of 06/06/13 FISCHER.D NRC • No Detailed Atllllalion 
Gwen, ip, 31261:343-31261.343, 


J. Insurance & Indemnity Inlormailon 

6508100601 Forwards Endorsements 62,17,75 & 76,104,36 a 19 & 20 to NELIA Policies 
NF-220,NF-269.NF-230,NF.164,NF-252 a NF-281 a Endorsements 70.9,60 a 
61,02,20 & 12 a 13 to MAELU Policies MF.73,MF.116,MF-90.MF-44.MF-10e a MF- 
1 12, respectively, 

HOGQ^S.O, Marsh a McLennan, Ino. 65/06/26. DINITZ.I, Assistant Director lor Slate 
a Licensee Relations, 17pp. 30793:312-30793.326, 


P. Operating license stage documents a correspondence 

6506180031 FOIA request lor seven specified documents a ends 
QRABER.L NUS Corp 84/10/29 Division ol Rules and Records Ip 30986 260- 
30986 268 

8506030390 Partial response lo FOIA request for three categories ol documents to be 
made available at PDR re NSHCs.App A documents oncl a placed In PDR Search 
continuing 

FELTON.JM Division ol Rules and Records 84/11/08 ADATO.M Union of Con- 
cerned Scientists 4pp. 30720 001-30720 005 

-8506040451 Notice ol consideration ol Issuance ol amends to Licenses DPR-70 a 
DPR-75 a proposed NSHC determination a opportunity lor hearing re 830127 request 
concerning somiaulomallc switchover ol safety Injection sys 
MCDONALD, DG Operating Reactors Branch 1 83/07/27 7pp, 30722 337- 

30722 343 

8506160041 Responds to FOIA request lo; seven yieciliod documents a 
ends Forwards app documents Documonts also available in PDR 
FELTON.JM Division ol Rules and Records 04/12/04. QRABER.L NUS Corp 2pn 

30986 269-309B6 362 

-0506180048 Amend 26 to License DPR-75, adding new Conditions 2C(10)(i) a 
2 C.(10)(j) re installation ol smoko detectors a wrapping ol diesel conlrol tray w/(»ro 
barrier mall 

VARQA.SA Operating Reactors Branch 1 04/08/30 2pp 30906 201-30906 202, 

-8506180050 Safety evaluation supporting Amend 25 to License OPR-75 

* OKice ol Nuclear Reactor Regulation, Dlreclor 04/00/30, 2pp 30906 293- 

30987 032 

8506130045 Partial response to FOIA request lor all documents re NRC procedures (or 
detection a conlrol of alcohol a Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 
FELTON.JM Division of Rules and Records 85/01/20. HEATH.S.J Washingloni 
Legal Foundation, 55pp 30937 047-30937,157. 

“8500130366 Responds to query re release o( portions ol Ole of Inveslfgallons rept ro 
drug/alcohol abuse to specilio licensees Release not prohibited by FOIA nr Privacy 
Act Concerns over precedent expressed Survey workshools oncl 
SHOMAKER.EC Operations a Administrallve Division 02/12/20 LIEBERMAN.J, Re 
gional Operations a Enforcement Division 170pp 30937 356 30930.180 

8506040024 Forwards Amend 34 to License DPR-75 a safety evaluation. Amend re- 
vises Tech Spec Figure 3 M, "Power Dependent Insertion Limits," per 050111 re- 
quest, 

FISCHER.O.C Operating Reactors Branch 1, 05/05/17 MCNEILL.CA Public Service 
Electric a Gas Co. ol New Jersey, 3pp. 30719:281-30719.209. 

-8606040036 Amend 34 lo License D PR-7 6, re vising Tech Spec Figure 3,1-1, "Power 
OepondonI Insertion Limits " 

VARGA, S A Operating Readers Branch 1, 05/05/17. 4pp 30719 204-30710 207. 

-8606040040 Safety evaluation supporting Amend 34 to License DPR-76 

* Oflice of Nuclear Reactor Regulalion, Dlreclor 05/05/17, 2pp, 30719'20Q- 
30719,289, 

8506060369 Forwards Amends 63 a 34 to Licenses DPR-70 a DPR-76, respectively a 
safety evaluation.Amonds provide lour addi mods to radiological effluent Tech Specs 
Issued in Amends 69 a 20 

FISCHER.D Operating Reactors Branch 1 05/05/28 MCNEILL.CA Publio Service 
Electric a Gas Co of New Jersey. 3pp 30776,333-30776'351 

-8606060364 Amends 63 a 34 lo Licenses OPR-70 a DPR-76,ro8poctivoly, providing 
four addI mods to radiological ellluent Tech Specs Issued In Amends 59 a 20 lo Lu^ 
censes DPR-70 a DPR 76, respectively 

VARGA, S, A. Operating Reactors Branch 1 05/05/28, 14pp. 30776'336 30776'349 

-8606060371 Safely evaluation supporting Amends 03 & 34 lo Licenses OPR-70 a 
OPR.76,re8pectively. 

* Office ot Nuclear Reader Regulalion, Dlreclor 06/05/28, 2pp, 30776:350- 
30776'351, 

8606160654 Forwards Amends 64 a 36 to Licenses DPR-70 a DPR-76, reapocllvely a 
safety evaluation. Amends revise Tech Specs to correct editorial errors & typos In 
Amends 59 a 28 

FISCHER.D 0. Operating Reactors Branch 1, 85/06/30, MCNEILL,C,A, Public Seivleo 
Electric a Gas Co, of New Jersey. 3pp. 30984 101-30004:142. 

-8506180657 Amends 64 & 36 to Licenses OPR-70 a DPfl-76,re8pedlvely, revising 
Tech Specs lo corrod editorial errors a typos In Amends 59 a 28. 

VARGA.S A. Operating Reactors Branch 1, 05/05/30. 37pp 3O904:1O4-3O084'14O, 

-8506180664 Safety evaluation supporting Amends 64 a 36 to Licenses DPR-70 a 
DPR'7B,re8pectively, 

* Oflice of Nuclear Reactor Regulation, Director. 86/06/30 2pp, 30984,141- 
30984,142, 

8606200416 Forwards Amend 37 to License DPR-76 a safely evaluation. Amend re- 
vises control room leak test pressure from 1/4 Inch water gauge to 1/8-Inch waler 
gauge for surveillance lesting. 

FISCHER.D. Operating Reactors Branch 1 85/05/30. MCNEILL, C.A, Publio Service 
Electric a Gas Co. of New Jersey 2pp, 31042,244-31042,262 

—6606200416 Amend 37 lo License DPR-76, revising conlrol room leak lest pressure 
from 1 /4-Inch water gauge |o 1 /8-Inch waler gauge (or surveillance testing 
VARGA, S A, Operating Reactors Branch 1. 85/05/30. 4pp, 3 1042:246-31 042:249. 

-6506200417 Safety evaluation supporting Amend 37 lo License DPR-76, 

* Oflice of Nuclear Reactor Regulation, Director. 86^5/30. 3pp, 31042:260- 
31042:252. 
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85062^0211 Requests that Region I be advised of intended plan of action & timetable 
for dealing w/Allegation RIBS A 0066 submitted in anonymous 850515 Itr re alleged 
weaknesses m QA program Response requostod withm 1 wk of Itr receipt 
STAROSTECKI.R Region 1, Office of Director 65/06/03 MCNEILL, CA Public Serv 
ice Eteclnc 4 Gas Co of New Jersey 2pp 3t203 220-31203 22t 

8506250113 Forwards tabular summary of key results from regional survey of plant-spe- 
cific info re potential (or uncontrollocf radiation exposures in PWR cavities, per JQ Part- 
low 350315 request No turther generic action needed 

TAYLOR.JM Director’s Office, Office of Inspection and Enlorcemanl B5/06/tB 
MURLEY.TE Region t , Oftice of Director 9pp 31211 322-3t211 330 


Q, Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, '‘Seat Table Leaks at PWRs ” Sve list end 
JOROAN,EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New Yoik, Inc 107pp 31044 065 
31044 171 

8505130038 Suppt 1 to IE Info Notice 86 020, "Motor Operated Valve Failures Due to 
Hammering Ertecl*’ Sve list end 

JORDAN, EL Division ol Emergency Preparedness 4 Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co ol New York, Inc 107pp 31044 172- 
31044 278 

8505200590 IE Into Notice 85-039, "Auditability ol Electrical Equipment Quafiflcation 
Records at Licensees Faci files " Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc lOBpp 30837 268- 
30837363 

8505200600 IE Info Notice 85 040, “Dellclancies in Equipment Qualilicalfon Testing 4 
Certificatien Process " Sve list enct 

JORDAN, E L Division Of Emaigency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co of New York. Inc 106pp 3084B 166 
30848 271 

8506030306 Forwards "Nuclear Dept Response to Sixth Quarterly Rept of Nuclear 
Oversight Commillee " Response addresses areas of concern re SALP repl 4 backlog 
of design change requests 

MCNE|Il,CA Public Service Eleclrtc & Gas Co ol New Jersey 85/05/24 

VARGA, S A Operaling Reactors Branch 1. 1p 30674 053 30674 061 

8506070105 Responds to NRC B50425 ttr re vjolalions noted In Insp Rept 50 311/85 
08 Corrective aclions reviow ol in procesa safety- ia!ated/QA required 4 nonsafoty-ro- 
latad/OA required design change packages conducted to assess adequacy. 
MCNEILUCA. Public Service Eleciric & Gas Co ol New Jersey 85/05/24 

MUHLEY,T E , COLLINS.S J Region 1. Office of Director. 3pp 30750 086 30750 088 

8S06070335 Responds to NRC 650402 Ur ro violations noted in Insp Ropis 50-272/84 
46 & SO 31 1/84-46 Correcth/o actions future design control audits will address fire pro 
lecllon-unloue controls 4 Ore protect on procedures will be examined annually 
MCNEILL,CA Public Sendee Electric & Gas Co of New Jeisey 65/05/28. 

WURLEY,T.E Region 1, Office of Director. 2pp 30750057-30750058 

8506260181 IE Info Notice 65 042, “Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements." Sve list onci 

JORDAN,EL Division of Emergency Preparedness 4 Engineering Response (Post 
330103) 65/05/29 ConsoltdalM Edison Co of New York, Inc i20pp 30852.246- 
30852 363 

0506280187 IE Info Notice 85-043, "Radiography Events at Power Reactors " Sve list 
and 

JORDAN, E L Divfsion ol Emergency Preparedness 4 Engineenng Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc f20pp 30864i67- 
30864 237. 

8506280195 IE Info Nolle® 65-044, "Emergency Communication Sys Monthly Test" Sve 
list end. 

JOROAN,E L. Division ol Emergency Preparedness 4 Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co of New York, Inc lEIpp 30864 046- 
3O804’166 

8506030499 Forwards Safety Insp Repl 50-311/65-12 on 850415 19 No violairon noted 
MARTINJT Region 1. Olfice of Director. 05/05/31. MCNEILL,CA. Public Service 
Electric 4 Gas Co ol New Jersey 2pp. 30677 205-30677 218 

-8505030505 Insp Rept 50-311/65-12 on 850415-19 No violation noted Major areas 
Inspected radiation safety program .Internal exposure assessmenUoullne radiofoglcal 
surveys, ALARA 4 calibr & main! of survey meters 

CIOFFLJ., DRAGOUNJ., SHANBAKY.M, Region 1, Office ol Director 85/05/24. 
12pp. 30677'207-30877'21B 

8506100143 Responds to NRC B50502 Itr re violations noted In Insp Reals 60-272/05- 
07 4 50-311/85 07.Correc1fve actions' administrative procedure re guidance on fnitl- 
alien of orv the spot changes to rod position indication revised 
MCNEILL,CA, Public Service Eleciric 4 Gas Co, ol New Jersey 65/06/03. 
COLLINS, S.J Region 1, Office of Director. 3pp. 30761 ,032-3 0791 034 

5506240599 Advises that integrity ol piping sys contafnlno stagnant berated water being 
imalntain9d.lnsarvtca insp rept to continue to provide info required by IE Bulletin 70 17 
4 IE Circular 76 06 

MCNEILL,CA, Public Service Elecinc & Gas Co of New Jersey 85/06/03 
MUHLEY.T E Region 1, Olfice of Director. 4pp. 31066 358-31068:361 , 

8506060677 IE Info Notice 85 045, "Polentlaf Seismic Interaction Involving Movable In- 
Core Flux Mapmng Sys Used In Weslinghouse Designed Piants." Svo iist end 
JORDAN.E L Division of Emergency Preparedness 4 Engineering Rascionse (Post 
630103). 85/06/06. Consoiidated Edison Co ol New York, Inc. i22pp, 30865.001- 
30065 046, 

8506060707 IE Info Notice 85 046, “Clarilication of Several Aspects of Removable Ra- 
dioactive Surface Contamination Llirils lor Transport Packages " Sve fist end 
JORDAN.E L Division ol Emergency Preparedness 4 Engineenng Response (Post 
S30103). 65/06/10 Consolidate Edison Co ol New York, fno. i24pp 31043*301 • 


8S06180272 Advises that nine Tube Lino fittings, identified as potentially rojoclabto per 
NDE on 850226,repracod w/quolilied carbon steel fillings installed under ctosoY s-u- 
pervised weld mg .corn pie ting response to IE Bulletin 63 06 

MCNEILL.CA Public Service Electric 4 Gas Co of New Jersey 05/06/11 
MURLEY.TE Region 1 , Olfice of Director 2pp 30975 255 30975 256 

8506240504 Ack receipt ol 850502 Itr informing NRC ol steps taken to correct violalWii 
noted in Insp Roots 50-272/84 46 4 50 311/64 46 Corrective 4 preventivo aclionsvi'T 
be examined dunng future insp 

EBNETER.SO Region 1, Odice ol Director 85/06/17 MCNEILL.CA Public Ssiwvs 
Electric 4 Gas Co of New Jersey 2pp 31061 326 31061 331 

8606140240 IE Info Notice 85-047, “Potential Effect of Lino-Induced Operation on Ccr 
lam Target flock Solenoid-Operated Valves " Sve list end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering Response (Pcjl 
630103) 85/06/16 Consolidated Edison Co of Now York, Inc 134pp 3I268I5T- 
31268304 

8506140636 IE Info Notice 85 048, "Respirator Users Notice D elec live SQlf-CcnUinel 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN.E L Division ol Emergency Preparedness 4 Engineering Response (Pcif 
830103) 65/06/19 Consolidated Edison Co of New York, Inc 123pp 31376064 
31376 183, 

8506250389 Forwards Safety Insp Ropis 50 272/65 12 4 50-311/85 13 on 850507 
31 One violation noted Impio mentation of commitments in 840607 response to ffRC 
840508 Itr verified 

COLLINS.S J Region 1, Office ol Director 85/06/21 MCNEILL.CA Public Seiwa 
Electric 4 Gas Co of New Jersey 2pp 31198 090 31108 110 

-8506250379 Insp Repts 50-272/85-12 4 50 311/85-13 on 850507-31 Violation In m 
ol security 4 two unresolved items noted Major areas inspected, operational safeY 
vonflcatlon.malnt observations 4 licensee event followup review 
LIMROTH.DF, NORRHOLM.LJ Region 1, Office of Director 85/06/16 fSco 
31198 092-31198 110 


R, Periodic operating reports & related correspondence 

8506210447 "1984 Annual Environ Operating Repl (Nonradiologicat) " W/undatoOII; 

' Public Service Electric & Gas Co ol New Jersey 84/12/31 MURLEY.TE Regw 
t, OllCQ of Director 20pp 31058 010-31058 020 

8506060547 "NPDES Discharge Monitoring fleet for Apr 1085” W/050521 Ur 
RONAFALW,J P Public Service Electric & Gas Co ol New Jorsoy 85/04/30 
RADOW.E New Jersey, Slate of 18pp 30768 153 30760 173 

8606030308 Forwards "Nuclear Dept Response to Sixth Quarterly Rept of Nuclear 
Oversight Commilloo " Response addresses areas of concern re SALP repl & badk-j 
of design change requests 

MCNEIIL.C A Public Sem/ice Electric 4 Gas Co of Now Jorsoy. 85/05/24 
VAflGA,S A Oporaltng Reactors Branch 1 Ip 30674 053 30674 061 

“6606030315 "Nuclear Dept Rosponso to Sixth Quarterly Rept of Nuefear Ovo/syt 
Commilloo " 

* Public Service Electric 4 Gas Co ol New Jersey 05/05/20 7pp 30874 W4 
30674 081 

6508200540 Monthly operating repl for May 1985 W/850610 Hr 
RONAFALVY,JP, ZUPKO.JM Public Service Electric 4 Gas Co ot Now Jersey 85' 
05/31 21pp 31020 035-31020055 


S. Reportable occurrences, LERs & related correspondence 

8506060034 LER 85 004 00 on 8S0413,durlng startup opera tie ns, reactor trip oecu/rt>1 
alter generator synchronizod to grid Caused by personnel error Occurrence discuss-N 
w/operatora & supervisors lnvolvod.W/850510 Hr. 

RUPP.J.L, ZUPKO.J M, Public Service Electric 4 Gas Co of Now Jorsoy 85/05/10 
4pp 30759 353-30759 356 

8506040239 LER 85 0Q6 OO.on 8 50423, re actor trip initiated when turbine lube oil ecovr 
placed in sve Causod by lack of procedural guidance to operators Main lurbino lubrica 
lion oil sya qporatmg procedure revised W/050523 Hr 

RUPP,J L , zUPKO,J M Public Service Eleciric 4 Gas Co ol Now Jersey 65/05/23 
4pp 30709.346-30709 351 

8506170223 LER 85-008-00 on 050502,roaclor trip occurred Caused by main gamilur 
'loss of field' relay actuation duo to IncorrocI wiring Electrical schematic rovis«dN 
show proper wiring procedure Relay rewired W/050531 Itr 
flUPP,J.L„ ZUPKA.J.M, Public Service Electric 4 Gas Co. of New Jorsoy, O5/0W3t 
6pp 30973' 142-30973 146, 

6506210008 LER 65-009-00 on 65051 0.roactor trip occurred while porforming red coo 
Irol assembly survelllanco requirements. Causod by power range high nogaliva neu- 
tron flux rate signals from dropped conirol fod,W/05O6O7 Hr 
RUPP.JL, ZUPKO,JM. Public Service Electric 4 Gas Co of Now Jersey 65/M/09 
4pp. 31057,115-31057 118 


V, Operator ExatitIriallonB 

6506160318 FOIA request for info re Initial operator written exam results on numtotil 

K TMI-2 plan Is. Info provided in 841211 Hr did pertain to Initial exam rasullsTaW 
dates of initial lloensing end. 

HANAUEfl.SK Technical Analysis Core. 84/12/28 FELTON.J.M. Division offliNs 
and Records. 2pp. 30 945,001 •30945:002. 

85061 5032 1 Responds to FOIA request re 841211 response to request for tnlowv 
cerning results of inilial written operator exams taken by candidates at wttd 
planl8.Reccird8 placed In PDR, Privacy Info deleted 

FELTON,JM, Division of Rules and Records, 85/03/27 HAAUER,S.H Techned 
Analysis Corp. 19pp 30945 003-30945'021, 
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DOCKET 60-312 RANCHO SECO NUCLEAR GENERATING STATION 


P. Security, medical, emergency & fire protection plans 

8506030323 Summarizes 850206 meeting w/util re ftre protection List of attendees & 
meeting agenda end 

MINER, S Operating Reactors Branch 4 85/05/20 RODRIGUEZ, R J Sacramento 
Municipal Utility District 17pp 30687 330-30687 346 

8506040248 Forwards addi requests for exemptions from 10CFR50,App R for auxiliaiy 
bldg roof area {Fire Area 74), nuclear svc yard area {Fire Area 69) & nuclear svc cool- 
ing water sume tank level switches End suppis 850220 & 0404 submittals. 
RODRIGUEZ,HJ Sacramento Municipal Utility District 85/05/24 THOMPSON, HL 
Divislofi of Licensing 15pp, 30702 343 30702 356 

8506040082 Forwards emergency preparedness exercise obleclives & extent of play for 
050828 annual exercise 

RODRIGUEZ.RJ Sacramento Municipal Utility District 85/05/26. MARTIN.JB 
Region 5, Ollice of Director 7pp 30701 022-30701 '028 

8506180598 Forwards Amend 67 to License OPR-54 S safely evaluation Amend modi 
lies Commission 830314 order, as revised on 831110, extending completion date lor 
NllREG-0737,llem III D 3 4 actions re control room habitability to Sept 1086 
MINER, S, Operating Reactors Branch 4 05/05/30 RODRIGUEZ.RJ Sacramento 
Municipal Utility District 3pp. 30904 161-30984 160 

-8506180603 Amend 67 to License DPR-54, modifying Commission 830314 order.as re- 
vised orv 831 110, extending completion date for NUREG-0737,llom III D3 4 actions ra 
control room habllabillly to Sept 1986 retueling outage 
STOLZ,JF Operating Reactors Branch 4 85/05/30 2pp 30984 164-30904 165 

-850 61 80004 Safety evaluation supporting Amend 67 to License DPR-54 
' Oflice of Nuclear Reactor Regulation, Director 85/05/30, 3pp 30984 166- 
30964 168 

3506190106 Forwards Amend 68 to License DPR-54,salely evaluation & notice of 
denial Amend delmes operability & surveillance requirements for plant essential elec- 
trical ^3 Proposed operability requirements for essential HVAC sys denied 
MINER, S. Operating Reactors Branch 4 85/06/04 RODRIGUEZ, R J Sacramento 
Municipal Utility Oistricl 4pp. 31015.021-31015 079. 

"6506190108 Amend 68 to License DPR -54, defining operability & surveillance require- 
ments for plant essential electrical sys & operabllfty requirements lor components of 
tire prolecllon sys 

STOLZ.J F. Operating Reactors Branch 4 85/06/04. 17pp, 31015 024-31015 041 

8506200067 Confirms participation In NRC 850619 21 visit to gather Info re implementa- 
llon & operation ol SPDS.per Supp1 1 to NUREG-0737.Menda & schedule end. 
STOLZ.J F. Operating Reactors Branch 4 85/06/07 RODRIGUEZ.RJ Sacramento 
Municipal Utility District 4pp 31043'106-31043 109 

8506240077 Forwards Amend 70 to License DPR-64, safety evaluation & Initial & final 
NSHC determination Amend changes Tech Specs re control room/tochnical support 
dr emergency littering & air supply sys NSHC available In Central Flies 
MINER.S, Operating Reactors Branch 4 05/00/07 RODRIQUEZ.R.J Sacramento 
Mu rjicipal UMllly District 2pp 31157-179 31167'193; 

-8606240082 Amend 70 lo License DPR-54,changing Tech Specs to Incorporate design 
changes to control room/lechnical support ctr emergency llitoring & air supply sys. 
STOLZ,JF Operating Reactors Branch 4 85/06/07. Spp, 31167,181-31167-ie0 

-8506240090 Safety evaluation supporting Amend 70 to License DPR-64, 

* Oflica ol Nuclear Reactor Regulation, Director 85/06/07 6pp 31157:189- 
31157.193 


3. Adjudicatory correspondence 

8506130318 Petition/request lor order lo show cause why plants should not be shut 
down until CRD mechanisms Inspected 

DOHERTY, JF. Doherty, JF 65/06/11, Ollice of Nuclear Reactor Regulation, Direc- 
tor. 6pp 30859,01 3.30859;022, 


J. Insurance 6 Indemnity Information 

8606200312 Forwards Endorsement 63 to MAELU Policy MF-75 & Endorsement 74 to 
NELIA Policy NF.212 

RODRIGUEZ.RJ Sacramento Municipal Utility District. 86/06/12 SALTZMAN.JB. 
Assistant Director for Stale & Licensee Relalions 3pp 31 007‘269-31 007.261, 


P, Operating license stage documents 6 correspondence 

8506030390 Partial response to FOIA request lor three categories of documents to be 
made available at PDR re NSHCs.App A documents enef & placed in PDR .Search 
continuing. 

FELTON,JM Division ol Holes and Records 84/11/08 ADATO.M Union ol Con- 
cerned Scientists 4pp. 30720 001 -30720.005. 

-8506040404 Notice ol consideration ol Issuance of amend to License DPR-64 & pro- 
posed NSHC determination & opportunity for hearing re 640228 request concerning 
surveillance Interval for radiation monitors Inside containment 
STOLZ.J F. Operating Reactors Branch 4, 84/03/06 13pp, 30722,140-30722-183, 

8506100834 Forwards 850327 FR notice re applications & amends to OLs Involving 
NSHC conslderaUons.W /0 end Related correspondence. 

* Operating Reactors Branch 4. #285 680. as/04/01. Docketing & Services Branch 
3pp. 30823.343-30823:346 

8506060639 Forwards Amend 66 to License DPR-54 & safety evaluation Amend 
changes Tech Specs to add surveillance of special Interest steam generator lubes & 
vtsuaT Insps of internal auxiliary feedwater distributor & thermal sleeves. 

MINER.S, Operating Reactors Branch 4, 85/05/20 RODRIQUEZ, R,J, Sacramento 
Municipal Utility District 2pp. 30764-058-30784:072. 


-8506060848 Amend 66 to License DPR-54, changing Tech Specs to add surveillance 
of certain special interest steam generator lubes & visual insps of Internal auxiliary 
feedwater distributor .attachment welds & thermal sleeves 
STOLZ.J F Operating Reactors Branch 4 85/05/26 tOpp 30784 060-30784.069 

-8506060658 Safety evaluation supporting Amend 66 lo License OPR-54 

* Office ot Nuclear Reactor Regulation, Director 85/05/28 3pp 30784 070 
30784 072 

8506110196 Requests prompt approval of proposed Amend 125,Rev t.to License DPR- 
54 lo facilitate startup Request made duo to early completion ol listed work scheduled 
lor 90 day outage 

RODRIGUEZ.R J Sacramento Municipal Utility Oistricl 85/05/29 THOMPSON.H L 
Division 0 1 Licensing Ip 30807 014-30807 014 

8506180598 Forwards Amend 67 to License DPR-54 & safety evaluation Amend modi- 
fies Commission 830314 order.as revised on 831110, extending completion date lor 
NUREG 0737, Item III 0 3 4 actions re control room habitability to Sept 1986 
MINER.S Operating Reactors Branch 4 85/05/30 RODRIGUE^RJ Sacramento 
Municipal Utility District 3pp 30984 161 30984-168 

-8506180603 Amend 67 to License DPR-54, modifying Commission 830314 order.as re- 
vised on 831 110, extending completion dale for NUREG 0737,ltem III D34 actions ro 
control room habitability to Sept 1 986 refueling outage 
STOLZ.J F Operating Reactors Branch 4 85^5/30 2pp 30984-164-30984 166 

-8506180604 Safety evaluation supporting Amend 67 to License DPR-64 

* Ollice of Nucloar Reactor Regulalion, Director 85/05/30 3pp 30984 166- 
30984 168 

8506100285 Forwards Rev 7 to Procedure AP28, “'Post-Trip Transient Rept," in re- 
sponse to 850415 request lor addI Info on Generic Ltr 83-28, Item 1 1, "Post-Trip 
Review," 

RODRIQUEZ, RJ Sacramento Municipal Utility District 85/05/31 THOMPSON.H L 
Division ol Licensing 2pp 30791 224-30791 248 

-6506100300 Rev 7 to Procedure AP 28, "Post-Trip Transient Ropt " 

‘ Sacramenlo Municipal Utility District 84/06/02 22pp 30791 226 30791 246 

8506100420 Advises that verllicotlon review of seismic & environ qualllicalion of shunt 
trip devices completed Shunt trip devices seismically & environmentally qualified, per 
Generic LIr 83-2B 

RODRIGUEZ.RJ Sacramento Municipal Ulllily District, 85/05/31, THOMPSON.H L 
Division of Licensing Ip 30791.026 3079 1 026 

8606190106 Forwards Amend 60 to License DPR-54.saIoty evaluation & notice ol 
denial Amend defines operability & surveillance requirements lor plant essential elec- 
trical sya Proposed operability requirements lor essential HVAC sys donlod 
MINER.S Operating Reactors Branch 4 85/06/04 RODRIQUEZ, R.J, Sacramento 
Municipal Utility District 4pp 31016021-31015.079 

-8506190108 Amend 68 lo License DPR-54, defining operability & surveillance require- 
menis (or plant essential electrical sys & oporabliriy requirements (or components ol 
(ire protection sys 

STOLZ.J F Operating Reactors Branch 4 86/06/04 17pp. 31015 024-31016 041 

-8506190113 Safety evaluation su^ortlng Amend 66 lo License DPR-54 

* Oflice ol Nuclear Reactor Rogulatlon, Director 85/06/04 35pp. 31015 042- 
31016.076. 

-8606190129 Notice ol denial ol amend to License DPR-54 & opportunity lor hearing ra 
proposed Tech Spec establishing operability requirements lor essential HVAC sys. 
STOLZ.J F, Operating Reactors Branch 4. 86/06/04 3pp 31016 077-31015079 

8606210367 Forwards Amend 69 to License OPR-S4 & safety evaluation Amend re- 
vises operaling llmlls for Cycle 7 operation. 

MINER.S Operating Reactors Branch 4 85/06/04 RODRIGUEZ.R J, Sacramento 
Municipal Utility District, 2pp 31048.154-31048 189 

-8506210371 Amend 69 to License DPR*64, revising operating limits for Cycle 7 oper- 
ation, 

STOLZ,J F. Operating Reactors Branch 4. 85/06/04 25pp 31046 166 31040,180, 

-8506210372 Safety evaluation supporting Amend 69 lo License DPR-54 

* Ollice of Nuclear Reactor Regulalion, Krector. 86/06/04 9pp, 31048-181- 
31048:109 

8606110244 Req^uosla that licensee provide addi Into re 850318 application lo amend 
License DPR-54 concerning boron concentration during perloas ot relueling Draft 
transmittal Hr lo licensee & request end. 

KIRSCH.D F. Region 5, Office of Director, 85/06/05. THOMPSON.H L Division ol Li- 
censing 3pp 30807:006-30807’008 

8606110307 Advises that questions In Generic Ltr 85 07, End 2 re Implementation of In- 
tegrated schedules for plant mods do not apply to facility Proposed Amend 106 will 
incorporate sub] "Living Schedule Plan" into OLln accordance w/NRC guidance 
RODRIGUEZ.R J Sacramenlo Municipal Utility District 85/06/06. THOMPSON, H.L 
Division of Licensing, Ip. 30506-21 9-36806-2 19 

8506240077 Forwards Amend 70 to License DPR-64, safety evaluation & initial & final 
NSHC dalerminallon Amend changes Tech Specs re control room/technical support 
dr emergency filtering & air supply 8ys.NSHC available In Central Flies. 

MINER.S Operating Reactors Branch 4. 85/06/07 RODRIGUEZ.RJ. Sacramenlo 
Municipal Utility District 2pp. 31157,179-31167-193 

-8606240082 Amend 70 lo License OPR-54, changing Tech Specs to incorporate design 
changes to control room/lechnical support ctr emergency filtering & air supply sys. 
STOLZiJ.F, Operating Reactors Branch 4, 85/06/07 epp 31167,181.31167:100. 

-8606240090 Safety evaluation supporting Amend 70 to License DPR.54. 

‘ Office of Nuclear Reador Regulation, DIreolor, 06/06/07. 5pp 31187.189- 
31167,193. 
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6508190479 Fonvards response to Generic Llr 65-02 re unresolved safet/ issues con- 
cerniH'g steam generator tube integrity Util aware that steam gonerater tube integrity 
vHat issue to every operating PWFI 

RODRIGUE2.flJ Sacramento Municipal Utility District 85/06/11 THOMPSON, HL 
Division of Licensing 8pp 30998 289-30998 296 

9596200042 Forwards comments on SAW 1043P, "B&W Owners Group Evaluation of 
Internal Bolling Concerns in 177FA Plants” flepl consistent w/bases agreed 
upon Action on issue complete, Corrected rept requested 

LAtNAS.GC Assistant Director lor Operating Fleaclors 65/06/11 TUCKERjHB Bab 
cock & WjIcox Operating Plants Owners Group 12pp 31043 111 31043 122 

6506210071 Forwards requesi for addi info re ulil request (or change in min boron con 
cenlration required during refueling periods Response requested withm 46 days of ftr 
receipt 

STOLZ.JF Operahng Reactors Branch 4 66/08/13 RODRIGUEZ, ft J Sacramento 
Municipal UtHtiy District 3pp 31046031 31046 033 

8506190198 Submits fee for 650412 exemption request re vessel head vents 
( 1 0CFR 5 0 44(c) (3)11 1 ), per 65051 0 request 

RODRIGUEZ.RJ Sacramento Municipal Utility District 65/06/17, OIGGS,R M Lr 
cerpse Foe Managemenl Branch Ip 30995 09v 30995 091 

85062SD113 FoAvards tabular summary of key results from regional survey of plant-spe- 
cific info re potential lor uncontrolled radiation exposures m PWR cavities,per JQ Part 
low 850315 reewesi No further genonc action needed 

TAYLOR, JM Director's Olfice, Office of Inspection and Enforcement 65/06/16 
MURLEY.T E Region 1 , Ollice of Director 9pp. 31 21 1 322 3121 1 330 

6506250430 Responds to NRC 850426 request lor addI info re util response 1o Generic 
Llr e3 28Procedure AP3, "Work Request,” does not allow lor waiver ol testing of 
Class f components or sys 

RODRIGUEZ,HJ Sacramento Municipal Utility Oisificl 85/06/21 THOMPSON,HL. 
Division ol Licensing 4pp 31180 296 31180 299 


Q. Inspection reports^ IE Bulletins & correspondence 


850S28019S IE Info Notice 85 044, “Emergency Communication Sys Monthly Test " Sve 
list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (P«t 
830103), 85/05/30 Consolidated Edison Co of New York, Inc 121pp 30D64 045- 
30864 166 

8506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapdng Sys Used in Westmg^house Designed Plants '* Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (POit 
830103) 85/06/06 Consolidated Edison Co ol New York, Inc 122pp. 30865 Ml 
30865 046 

8506060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removabla flSh 
dioactive Surface Contamination Limits for Transport Packages ” Sve fist end 
JORDAN,EL Division of Emergency Preparedness & Engineering Response (P«t 
830103) 85/06/10 Consolidated Edison Co of New York, Inc. f24pp 31043301 
31044 064 

8506140240 IE Info Notice 85 047, "Potenlial Ellect of Line Induced Operation on Or 
tain Target Rock Solenoid Operated Valves " Sve list end 
JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of Now York, Inc i34pp 31268 IS? 
31260304 

8506)40636 IE Info Notice 85 048 , "Respirator Users Notice, Defective Sel(-Coniain*d 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (Post 
830103). 85/06/19 Consolidated Edison Co of New York, Inc. I23pp 31376061 
31376183 

8506270238 Forwards.for considers lion, draft IE Info notice re 850605 failure ol reader 
trip breaker at facility Safety significance of event warrants issuance ol notice Fciluia 
due to excessive clearance between roller rivet & armature 
THOMPSON.H L Division of Licensing 85/06/20. JORDAN.E L Division ol Emorflwv 
cy Preparedness & Engineering Response (Post 830103) 4pp. 3(262 348-31262351 


8506250253 FOIA request (or Rancho Seco SALP ropt (or 790416 800415, did Aug 
1980 4 Trojan SALP ropl (or Sept 1979 - Aug I980,dfd Oct 1980 
TAYLOR, C NLIS Corn 85/04/09 Division ol Rules and Records Ip 31209 324- 
31209 324. 

8605130027 Supp1 1 to IE Jnfo Noitce 84-55, "Seal Table Leaks al PWRs " Sve (is! end 
JOROAN.EL. Division ol Emergency Preparedness & Engineering Response (Post 
630103} 85/05/14 Consolidated Edison Co ol New York, Inc t07pp 31044 065- 
31044:171 

8505130938 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Erfecl ” Sva list end 

JORDAN.E.L Division ol Emergency Proparedness 4 Engineering Response (Post 
830103) 65/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 172- 
31044*278 

8506110341 Responds to violations noted in Insp Ropt 50-312/85-02 Corrective 
actions procedure requiring tool room staff 1o issue memo whenever quanlily relumed 
antry ol daily weld rod issue log incomplete will be formalized 
RODRIQUEZ.RJ Sacramento Municipal Utility Disirlol 85/05/14 MARTIN.JB, 
Region 5, Office of Director. 5pp, 30806 107 30306 1 1 1 

8506100795 Forwards Insp Rept 50-312/85-04 on 660126 0313 & 0412-30 No vtofa- 
tions noted. 

KIRSCH,DF Region 5, Office of Director 85/05/21 RODRIGUEZ.R. Sacramento 
Municipal Ut Illy Disiricl 1p 30603 276-30803 291 

-850610(1801 Insp Rept 50-312/65 04 on 650126 0313 4 0412-30 No violations or da 
ViatlonsnoledMajorareasinspecledopatallonalsafelyvenlicallon.emergenoyolflctri 
ca) sys walkdown.main1 & survalMance 

ECKHAROTiJH, PEREZ.Q P., MILLER, LF. Regfon S, Office ol Director 85/06/17, 
13pp 30803 279-30803 291 

8505200590 IE Info Notice 65-039, "Audilabilily of Electrical EqiiJpmonI Qualification 
Records al Licensees Facllilies ” Sve fist end 



R, Periodic operaling reports & related correspondence 

8506040071 Forwards corrected Table 2A to util 850130 submitlal, "Refine mont to Dis- 
trict Transmittal Did 850514." Table lists radiological liquid ellluents (or First Ouj/ler 
1980 Original table also end 

RODR(GUEZ,flJ Sacramento Municipal Ulility District 85/05/20 MARTIN, JR 
Region 6, OKice of Dlreclor. 3pp 30700,352-30700 354 

8506260111 Monthly operating rept for May 1986W/850613 Hr 
COLOMBO.R., RODRIGUEZ, R,J Sacramento Municipal Utility District 65/05/31 
I2pp 31228 347-31228*358 


S. Repoiiable occurrences, LERe & related correspondence 

8504120314 Forwards PNL-5200-i2, "Review of Engine Base 4 Bearing Caps for TOI 
DSRV.12,DSflV-16 4 DSRV-20 Diesel Engines " 

LAITY.WW Batlelle Memorial (nstilute, Pacillc Northwest Laboratories FIN B2053 
85/04/04 BERLINQER.C Division oi Licensing ip. 29787 001-29787.017 

-8504120317 "Review of Engine Base 4 Bearing Caps for TDI DSRV-12, OSRV-I0 i 
DSRV-20 Diesel Engines." 

LAITY,W,W. Battelle Memorial Inslitule, Pacific Northwest Laboratories. FIN B 2963 
PNL-5200-12, 65/03/26, Division of Licensing 14pp 29787 002-29787,017 

6506050064 Special Rept 85 04provldes updated list of nonfunctional fire baitlers re- 
ported in 85041 7 followup fo Special Rept 85 03,Approprlate fire watch established 
RODRIGUEZ.R J. Sacramento Municipal Utility orstrlot 86/06/17 MARTIN,JB 
Region 6, Olfice of Director 11pp. 30733.309-30733'319. 

SS06040105 LER 05 005 00 on 850420, valve BWS 041 (n boratlon path closed dunhS 
fuel movemeni .Caused by procedural error Procedure B 8 revised lo require dev 
ancotaolobe placed on BWS 041 alter opening during reiue)(ngW/8505201ir 
COLOMbo,RW, RODRIGUEZ.R J Sacramento Munfcipal Uillity DistriCl 65/05/20 
MARTIN, J,B Region 5, Office o( Director 3pp. 30709.361-30709.363 


8505200600 IE Info Notice 96-040, "Deficiencies In Equipment Qualification Teslino & 
Certificallon Process," Sve list end 


JOROAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc, lOepp 30B48 166- 
30848.271. 


8506040264 Corrected Table 1 (0 Special Rept 86-01 did 850228, Hating (ish radtonu 
elide concentration In sunflsh.bass 4 catfish Original table end 
R0DBIQUEZ,RJ Sacramento Municipal Utility District 85/05/20. MARTINJB 
Region 6, Office of Director, 3pp. 30703*263-30703,255 


6506060639 Fonrrards Amend 66 to Lf cen.se OPR- 5 4 & safety evaluation Amend 
changes Tech Specs to add sun/eillat>ce ol special Interest steam generator lubes 4 
visual Insps ol Internal auxiliary teedwaler dlslribuior 4 Kietmal sfeevos, 

MINER, S Operaling Reactors Branch 4, 85/05/28, RODRlGUEZ.nJ Sacramanto 
Municipal Ulility Disirict 2pp. 30784 050-30784.072 


—8508060646 Amend 60 to Licensa DPR-64,changlng Tech Specs to add surveillance 
Ol certain special Interest steam generator lubes 4 visual insps of Internal auxiliary 
feedwater dr5t(1bulor,aHachmenl weJds 4 thermal sleeves 
STOLZ.J.F Operating Reactors Branch 4. 85/05/28. lOpp 30764.060-3 0764 *069 


-6506060658 Safely evaluation supporting Amend 66 lo License OPR-54 
* Ofifea ol Nuclear Reactor flegulalfon, Director 85/05/28 3pp 30784 070 
30784.072, 


8505260181 IE fnlo Notice 85 042, "Loose Phosphor in Panasonic BOO Series Badge 
TLD Elements " Sve list end. 

JORDAN, E.L Division ol Emergency Preparedness 4 Engmeenna Response (Post 
830103), 85/05/20. Consolidated Edison Co. ol New York, Inc, 120pp 30852:245- 
30852 363. 


8506170276 "Review ol Emergency Diesel Generator Engine 4 Auxiliary Module Wiring 
& Terminations," lechnical evalualion rept 

LAITY.W.W Battelle Memorial Inslitule. Pacific Northwest Laboratories FfN 8-2952 
PNL-52(>0-3 65/05/31 Division of Licensing, 21pp. 3098 1.1 30-30981 *150 


8506110648 PNO-V-85-033.on 860606, Channel C reactor trip breaker failed (o o(p«n 
during surveillance testing of undervoltage trip attachment preliminary info indrcaies 
Inal failed bteaket relurbished during current outage, 

MILLER.L Region 5, Ofllce of Director. 05/06/06, Ip, 30 808 *3 59-3 0808 *3 59 


eauexauusD opeciai Mem es-uoon H&04Zi,eigm bolts connecting incoming line » 
breaker found w/heads nearly or completely sheared off, during routine preventrve 
malnl on swilchgear bus 3A, Caused by IGSCu Investigation In progress 
RODRIGUEZ, RJ Sacramento Municipal Ulility Disirict. 6w08/06, MARTINJB 
Region 6, Oflfce of Director 1 1 pp 31 257* 1 04-3 1 257. 1 1 4, 


8506170362 PNO V-e5-033A, Channel C reactor trip breaker falled.Causad by IrKorred 
measured armature to rrvet clearance 4 (rip paddle where conlaotlng ermature flaw 
squared off Other reactor trip breakers reexamined 
MILLER.L Region 6, Office of Director. 86/06/10, Ip, 30968 '089-309 58 089. 


8505260167 IE Info Notice 85-043, "Radiography Events a I Power fleaclors " Sve list 
end. 

Emergency Preparedness & Englneerlno Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc, 120pp. 30864 167- 
30884:287 ^ 


B508260021 Forwards Vols 1-4 of Rev 1 lo "TDI Diesel Generator Design Review i 
Quality Revflildatlon Rept." Areas of TDI Ownofs Group rocorDmepdaUpfis sWI 
evalualed.Quality revalkfallon items lo be closed out prior to tle-ln, 

RODRIQUEZ, R,J, Sacramento Municipal Utility DistricI 85/08/12. THOMPSON.HI 
Division ol Licensing lOpp, 31 241, 023-31 244:035, 
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••86062^0025 Vols 1 4 o( Rov 1 to “TDI Diesel Generator Design Review & Quality Re 
valitfatson Ropt " 

DEESE.RJ, RAY, CL TDI (Transamenca Delaval, Inc) Owners Group 65/02/20 
I.OBOpp 31241 033-31244036 

6506240297 Special Repl 05 07 provides updated list o( nonfunctional firo barriers re- 
ported in 850517 Special Repl 85 04 Nonfunctional fire barriers detected since rept & 
not restored to functional status within 7 days tdenlilied 

RODRIGUEZ, RJ Sacramento Municipal Utility District 85/06/17 MARTIN, JB 
Region 6, Office of Director 12pp 31061 240-31061 251 

6506270653 LER 85 007 DO on 85051 8, timing characteristics of "astound" undervol- 
tage protection trip relays 427-B1 & 427-B3 out of Tech Spec limits Cause 
unknown Enginoerlnq review/root cause analysis will be Initialed W/050618 Itr 
COIOMBO,RW. RODRIQUEZ,RJ Sacramento Municipal Utility District 85/06/18 
MARTIN, JB Regions, Office of Director 3pp 31249 066-31249 068 

8506250 126 PNO V-85-036 on 85061 8,facllity manually shut down from 15% power due 
to How blockage in mam turbine lubricating oil sys Turbine must be socured,vacuum 
broken in conoonser & primary plant cooled to 230 F Shutdown will last 4 days 
MILLER.L, ECKHARDf,J Region 6, Office of Director 85/06/19 Ip 31180 144- 
31180 144 

6506260064 PNO- V-B 5-037 on 05 0623, unisol able 20 gpm reactor coolant leak 
occurred Caused by cracked weld In 1-inch diameter high point vent line from RCS No 
personnel contamination or radioactive release from reactor bldg occurred. 
ECKHAnOT,JJ, MYERS,C Region 5. Office of Director 85/06/24 Ip 31263 354- 
31253 354 


V Operator Examinations 

8506190519 Requests addi info lor review of Rov 1 to T1 80, "Operator Training Pro- 
gram for NRG Hot License Candidates" & Rev 1 to T2 80, "NRC Licensed Operator 
Retraining Program " Info requested within 14 days, 

STOLZ,J P Operating Reactors Branch 4 05/06/07 RODRIQUEZ, R J Sacramento 
Municipal Utili^ District 5pp 31013 316-31013 320. 
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F. Securfly, medical, emergency & fire protection plans 

9S06030102 Requests postponement of 850611-19 safeguards regulatory effectiveness 
review until 850618-26 to facilitate security mgt personnol attendance at EEI work- 
shop in Washington,DC Informal request granted by E Ten Eyck 
ENOS,J.T. Arkansas Power & Light Co 85/05/16 HUNTER, D R Region 4, Ollice of 
Director Ip 30673.175.30673 175 

8508040192 Discusses 850520 response to NRC 850402 Itr re emergency operations 
staffing issue Plan for facility staffing expected by 850615 Meeting scheduled for 
aS07O6.Deadline lor Implementation of plan changes revised to 851115 
MARTIN,R D Region A, Ofileo of Director 85/06/30 GRIFFIN, J M Arkansas Power 
a Llghl Co. 2pp 30702,336-30702.337 

8506060067 Ack receipt of 850515 changes lo Industrial security plan. Changes consist- 
ent w/ pro visions ot lOCFRSO 54 (p) & acceptable 

HUNTER,0 R Region 4, Office of Director 85/05/31 GRIFFIN.J M Arkansas Power 
& Light Co. 2pp. 30727.198-30727.199 

8506140484 Forwards "Arkansas Nuclear One Site Specific Offsite Radiological Emer- 
gency Preparedness Alert & Notification Sys OA Verification " Prompt alert & notifica- 
tion sya meets design requirements of NUflEG*0654/FEMA-flEP-1,Rev 1 & FEMA43 
SPECK.S.W Federal Emergency Management Agency 05/06/07, DIRCKS.WJ 
Ollice of the Executive Director (or Operalions Ip 30900’1 51 -30901 095 

-6506140466 "Arkansas Nuclear One Site-Specllic Offsite Radiological Emergency Pre- 
paredness Alert & Notification Sys QA Verification." 

' Federal Emergency Management Agency 85/05/16 304pp 30900 152-30901,005 

8506140279 Forwards Insp Repts 50 313/85-07 & 50-368/85 07 on 850401-30 & notice 
ol violation 

HUNTER.D.R, Region 4, Office ol Director, 85/06/10 GRIFFIN, J,M Arkansas Power 
& Light Co 2pp 3O894-O20-3O894 049 

-8506140296 Insp Repts 50-313/85-07 & 50-366/85-07 on 860401-30. Violation 
notedTailure lo follow requirements for radlologically posted area & Install lire door, 
JOHNSON, W D., HARHELL.P.H., MARTIN, L.E. Region 4, Ollice of Director. 85/06/07. 

18 pp. 3aag4'032-308g4 049 

8506140413 Ack receipt ol 841127 & 860404 lira Informing NRC ot slaps taken to cor- 
foot violations noted in Insp Repts 60-313/84-29 & 60-3o0/84-29,SAR separation cri- 
teria should be met w/o reliance on fire barriers, 

HUNTER,D R Region 2, Office of Director 86/06/10 GRIFFIN, J M. Arkansas Power 
& Light Co 6pp 30698’024-308ge.031. 

-6506140427 Responds to NRC 641127 & B50305 lirs re violations noted in Insp Repts 
50-313/64-29 & 60-368/84-29 Corrective actions portions ol conduit & cable tray 
notes & details revised lor clarification 

ENOS.J.T. Arkansas Power & Light Co 85/04/04. DENISE, R.P. Region 4. Office of 
Director, 2pp 30B9B'030-30898 031 

6506 100464 Ack receipt of 86051 S Itr Informing NRC ol steps taken to correct violations 
noted In Insp Repts 60-313/86-02 & 50-360/ 8 5-02, Add I info requested re dale when 
full compliance will be achieved (or notice of deviation 

HUNTER,D.R, Region 4, Office ol Director 85/06/13. GRIFFIN, J,M, Arkansas Power 
& Lfght Co, Ip. 30977:356.30977;368, 

-65061B0466 Responds lo violations & deviations noted In Insp Repts 50-313/86 02 & 

_ g OAP-13 completed verifying that 

■ irgency preparedness program 

I ■ ■ 6705/16, HUNTER.D R, Region 4. Office ol 


8506270390 Forwards info in response to NRC 850610 Hr re emergency plan 
review Rev lo plan in preparation Items identified as requiring addl plan ctiariges will 
be included 

ENOS.JT Arkansas Power & Light Co 05/06/14 MARTIN.RD Region 4, Office of 
Director 14pp 31235 248-31235 261 

6506270666 Discusses possible change to emergency plan which would resolve NRC 
concern of timeframe for staffing emergency operations facility.per util 850510 
response Acceptance requested 

CAMPBELL.TG Arkansas Power & Light Co 85/06/14 MARTIN.RD, Region 4. 
Office ol Director 3pp 31250 028 31260 030 

8506280006 Forwards Insp Repts 50-313/85-10 & 50-368/85-10 on 850422 26 No vio- 
lation or deviation noted 

HUNTER.D R Region 4, Office ol Director 85/06/24 GRIFFIN.J M Arkansas Power 
& Light Co 2pp 31256 166 31256198 

-8506260015 Insp Repts 50 313/85-10 & 50-368/65-10 on 650422-26 No violation or 
deviation noted Deficiency noted Initialing & maintaining communications & demon- 
stration of downgrading emergency classification 

HACKNEY.CA, BAIRD.JB, MARTIN.L E. Region 4, Office of Director 65/06/24 
lipp 31256'180-31256198 


Q, Adjudicatory correspondence 


6506130316 Pet 111 on /request for order to show cause why plants should not be shut 
down until CRD mechanisms inspected 

DOHERTY ,J,F Doherty, JF 85/06/11 OKico of Nuclear Reactor Regulation, Direc- 
tor 6pp 30859 013-30859 022 


P. Operating license stage documents & correspondence 


8506130045 Partial response lo FOIA request lor all documents ro NRC procedures for 
detection & control of atcoho! & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON.JW. Division of Rulos and Records 05/01/28 HEATH.S.J Washington 
Legal Foundation, 55pp 30937 047-30937.157 

-8506130083 Forwards rept of 630309 discussion w/ulil re drug & alcohol abuse at 
facility.per Temporary Instruction 2596/1 

CHECK, P.S Region 4. Office of Director 03/05/10 DEYOUNG.R C Director's Office, 
Office of Inspecllon and Enforcement Ip 30941 '295 30941 295 

-6506130089 Forwards rept of 830309 discussion w/util re drug & alcohol program, 
GAGLIARDO.J E, Region 4, Office ol Director. 83/05/06 CHECK.PS Region 4. 
Office of Director. 1p. 30941 296-3094 1*296 

-8606130092 Discussion w/util on 830309 re facility drug & alcohol program & policy 
QAQILARDO,J E„ COLLINS, J T, Region 4, OKloe ol Director 83/03/09 Region 4, 
Office of Director 3pp 3094T297-3094 1*290 

-8506130381 Forwards schedule ol Region IV meetings w/utlls re alcohol & drug abuse 
& production of ropls on meetings First ropt end 

CHECK.P.S, Region 4. Office of DIreclor 63/03/24. DEYOUNG.R C. Director's Office, 
Office of Inspection and Enforcement. 2pp 30941*277-30941 278 

6606170077 Re^onds to FOIA request (or records re FIN B-0489, "Conlalnmenl Leak 
Rale Testing Program" & Quadrex Corp/NRC contracts Forwards documonts re FIN 
B-04e9.Documenls also available In PDR No documonts re Quadrex sub] to request 
FELTON,J.M Division of Rules and Records FIN B 0489 85/03/25 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC, 7pp, 30987 036- 
30987.078. 

-6210120209 "Containment Leak Rato Testing Investigations," progress summary (or 
Sept 1982. 

NAUS.D.J Oak Ridge National Laboralory. FIN B 0489. 82/10/05 ARNOT.G. Me- 
chanical Engineering Branch. 3pp, 30087,112 30987*1 14 

-6212010006 Forwards list of plants for which leak teat repts were selected lor review 
by ORNL.LeBk testing criteria will be prepared from review W/o end. 

ARNDT.EQ, Mechanlcal/Structural Engineering Branch. 82/08/18 SHAPAKER,J. 
Containment Systems Branch 4pp. 30987*1 18-33087 121 

-8506170416 "Conlalnmenl Leak Rate Testing," monthly progress rept for Aug 1082 
DOUQAN.J R. Oak Ridge National Laboralory, FIN B 0409 82/08/26, ARNDT, E G 
Division of Engineering Technology. 6pp, 30087 127-3O0O7'132 

8506100834 Forwards 850327 FR notice ro applications & amends lo OLs Involving 
NSHC considerations W/o end, Related correspondence. 

* Operating Reactors Branch 4 #285 500, 85/04/01 Docketing 4 Services Branch 
3pp, 30823 343-30823.346, 

BS06100505 Responds to 850311 Hr re Generic Ltr 83-2e,ltems 21 1 (reactor trip sys 
components|,2 1 2 (vendor Interface program), 2.2.1 (equipment c1asslllcalion),2.2 2,4 4 
& 4,6.3 (B&w Owners Group analysis program) 

ENOS,JT Arkansas Power & Light Co 85/05/27, STOLZ,J.F, Operating Reactors 
Branch 4 4pp 30793 289-30793*292. 

8606080514 Forwards proprietary list of regulatory elfectlvoness review team members 
lo accommodate request (or rescheduled 850818-26 regulatory effectiveness review G 
Rossomondo & T Eyck replaced due to date change.Llsl withheld 
HUNTER.D, R Region 4, Office ol Director. 85/05/31 GRIFFIN, J.M, Arkansas Power 
& Light Co. 2pp 30730128-30730:129, 

8506200042 Forwards comments on BAW 1043P. "B&W Owners Group Evaluation of 
Internal Bolting Concerns in 177FA Plants." Repl consistent w/basos agreed 
upon.Aollon on Issue complete. Corrected rept requested 
LAINAS.G 0. Assistant Director for Operating Reactors, 85/06/1 1. TUCKER, H.B Bab- 
cock & Wilcox Operating Plants Owners Group 12pp 31043 111-31043 122 
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8508210268 Forwards response to Generic Ur B5-02,por request Response addresses 
issues in generic Hr & oullines util continuing commitmeni to effective program for as- 
suring steam generator lube integrity & tube rupture mitigation 
ENOS.J T Arkansas Power 8 Light Co B5/06/14 THOMPSON, Hi Division o( Li 
censing 1»tpp 31024 091-31024 104 

9506250113 Forwards tabular summary o1 key results from regional survey oJ plant-spe- 
cific info re potential (or uncontrolled radiation exposures in pWR cavities, per JG Part 
low 850315 request No further generic action needed 

TAYLOR,JM Director’s Offico, Office of Inspection and Enforcement 85/06/18 
MURLEY.T E Region 1, Office of Director 0pp 31211 322-31211 330 

8506250139 Responds to 850417 & 0500 Itrs ra feos lor listed applications rs Generic 
Lfrs 82-16 8 83 37 & NUREG 0737 items Requests remittance of fees currently ro- 
quired for 8403 16 8 1214 requests 

MILLER, WO License Feo Management Branch 85/06/19 ENOS,JT Arkansas 
Power & Light Co 2pp. 31211 320 31211 321 


0. Inepacllon reports, IE Bullet Ins & correspondence 

8503150513 forwards request for addi inlo re once-through steam generator sleovod 
tube insp,in response to 841214 Itr Response requested v4thin 30 days of Hr recolpl 
STOLZ,J F Operating Reactors Branch 4 85/02/28 GRIFFIN, J Arkansas Power & 
LlgMCo 3pp 26375 361-29375 363 

8505130027 Supp1 1 to IE Inlo Notice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN,E L Division ol Emergency Preparedness & Enginaaring Rosponso (Post 
830103) 85/06/14 Consolidated Edison Co o( New Yeik, Inc fO/pp 31044'065- 
31044.171 

8505130038 SuppI 1 1o IE Inlo Notice 85 020, '’Motor-Operated Valve Falfures Due to 
Hammering Eileot " Svo list end 

JORDAN,E L Division ol Emergency Preparedness & EngineorinQ Response (Post 
830103) 86/05/14 Consolidated Edison Co of New Yoik, Inc f07pp 31044 172- 
31044 278 

8605200590 IE Info Notice 85-039, "Auditability of Electrical Equipment Guallbcolion 
Records at Licensees FecHMIes " Sve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Posi 
830103) 86/05/22 Consolidated Edison Co of Now York, Inc loepp 30837258 
30837-363 

8505200600 IE Info Notice 85 040, '^Oeficlendos In Equipment Dualificallon Testing & 
Certification Process," Sve list end 

JORDAN, E L Division of Emergency Proparodnoss & Engineering Response (Post 
830103) 85/06/22 Consolidated Edison Co ol Now Ycik, Inc f06pp 30848166 
30646 271, 

8505280181 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badgo 
TLD Elements " Sve list end 

JOROAN,E L Dwislon of Emergency Preparedness & Engine oring Response (Post 
830103), 85/05/29 Consolidated Edison Co ol Now York, Inc r2(}pp 30852 24S> 
30852 363 

9506280167 IE Info Notice 85 043, "Radiography Evcnls at Power Reactors" Sve list 
and. 

JORDAN, E.L Division of Emergency Proparodnoss & Engine oring Rosponso (Post 
830103) 86/05/30 Consolidated Edison Co, of New York, Inc liOpp. 30864,167- 
30B64 287 

6605200196 IE Info Nollco 65 044, "Emergency Communication Sys Monthly Test." Sve 
list end 

JORDAN,E L Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/05/00 Consolidated Edison Co ol Now York, Inc 121 pp 30864 045- 
30864:166 

8506060677 IE Inlo Nollco 85-045, "Polenllef Seismic Interaction Involving Movable In- 
Core Flux Mapdng Sys Used In Westing^hiouse Designed Plenie " Sve list end 
JORDAN,E L Division ol Emergency Preparedness A Engineering Rosponso (Post 
830103). 05/06/06. Consolidated Edison Co ol New York, Inc. f22pp 30865 001- 
3086S'04a 

8606060707 IE Into Nollco 85-046, "Claiilleallon of Several Aspocts of Removable Ro- 
dioBcllve Surface Co nt a min a Hon Umits lor Transport Packages." Svo list end. 
JOROAN,E L, Division of Emergency Preparedness A Engineering Rosponso (Poal 
830103] 85/06/10 Consolidated Edison Co. ol New York, Inc f24pp 31043 301* 
31044'0e4. 

8506140279 Forwards Insp Repts 60 313/65 07 A 50-368/85 07 on 050401-30 A notice 
of violation 

HUNTER,OR, Region 4, Olfice of Director, 85/06/10. GRIFFIN, J.M. Arkansas Power 
A Ught Co. 2pp. 30394 029 30894 049. 

-8509140289 Notice ol violation from fnsp on 850401-30, 

* Region 4, Ollice of Director. 85/06/10. 2pp. 30894030 30894-031 

-8506140296 Insp Repls 50-313/85 07 A 60368/8507 on e5040l-30 Vlolatiort 
noted failure to fotlow requirements (or radiologicolly posted araa A Install lire door 
JOHNSON.W D , HARR ELL, P,H , MARTIN, L E, Hoglon 4, Olllco of Olteclor. 85/06/07. 
iepp. 30894,032-30894,049. 

6506140413 Ack receipt of 841 127 A 650404 Itrs Informing NRC ol stops taken to cor- 
rect violations noted In Insp Repts 80 313/84-29 A 60 368/84 26,SAfl separation cri- 
laria should be met w/o reliance on lire barriers 

HUNTER,Dfl Region 2, Office of Director, 85/06/10, GRIFFIN, J.M. Arfiansas Power 
A Light Co. 6pp. 30898 024-30898.031. 

-8506140427 Responds 1o NRC 841127 A 850305 Itrs re violations noted In Insp Repls 
60-313/84-29 A 60 368/84-29,Correcl(vo actions: portions of conduit A cable tray 
notes A details revised lor clarHIcatlon 

ENOSJ.T. Arkansas Power A Light Co 65/04/04, DENISE,R P. Region 4. Ollice of 
Director, 2pp. 30698 030-30896.031 , 

8506180484 Ack tacelpl ol 850516 Hr informing NRC of steps taken to correct violations 
noted in fnsp Repte 60-313/85 02 A 60-368/85-02 AddI info requested re date when 
full compliance will be echfeved tor notice ol deviation 

HUNTER, DR, Region 4, Office ol Director 85/06/13 GRIFFIN J.M, Arkansas Power 
A Light Co. ip 30977-356-30977,358 


-65061B04E6 Responds to violations A deviations noted in Insp Repts SO-313/3S 02 a 
50-368/85-02 Corrective actions review of Rev 3 to QAP-13 completed verdying Hat 

P rocedure addresses key elements of emergency preparedness program 
NOSJT Arkansas Power A Light Co 85/05/15 HUNTER, DR Region 4. Qllica cl 
Director 2pp 30977 357 30977 350 

0SO826O36O Forwards Insp Repts 50 313/85-14 A 50 368/85 14 on 850613 17Novto. 
latlon or deviation noted 

HUNTER, DR Region 4, Office of Director 85/06/14 GRIFFIN J M Arkansas Powr 
ALIghtCo ?pp 31230 229 31230 235 

-8506260369 Insp Repls 50-313/85-14 A 50-368/85 14 on 650513 17 No violation or 
deviation noted Major areas inspected mainl program A (ollowup on previous kfonlifeJ 
Items 

BOARDMAN,JR, MARTIN, LE Region 4, Office of Director 85/06/07 Sm 
31230231-31230235 ^ 

8506140240 IE Info Notice 85-047, "Potential Eflocl of Line-Induced Operation onCer 
tain Target Rock Solenoid Operated Valves " Sve list end 
JORDAN, EL Dtvlslon ol Emergency Preparedness A Engineering Rosponso fPosi 
830103) 85/06/16 Consolidated Edison Co of Now York, Inc T34pp 31266 IS7. 
31268 304 

8506140636 IE Info Nolle e 85 046, "Respirator Users Notice Defective SollContauKd 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN.E 1. Division of Emergency Preparedness A Engineering Responso (Posi 
B30103J 85/06/19 Consolidated Edison Co of Now York, Inc I23np 31376 064 
31376 183 

8506280006 Forwards Insp Repls 60-313/85 10 A 50-368/05 10 on 850422-26 No wo 
latte n or deviation noted 

HUNTER, OR Region 4, Olllco of Oireclof 05/06/24 GRIFFIN, JM Arkansas Paviei 
A Light Co 2pp 31256 186-31256 198 

-8506280016 Insp Repls 50-313/85 10 A 50 360/05-10 on 050422-26 No violaltcnof 
deviation noted Deliclency noted Initiating A maintaining communications A demwt- 
slratlon ol downgrading emergency classification 

HACKNEY.CA, BAIRD,J B , MARTIN, LE Region 4, Ollioo o( Director 05/06/24 
11pp. 31256 188 31256 198 


R. Periodic opexaifng reports A related correspondence 

8506070501 Monthly operating ropt for Mar 1905 W/850415 Itr 
MORTON, K L , ENOS.J T. Arkansas Power A Light Co 85/03/31 B ASSETT.H S Dd 
8 Ion of Automated Information Services 7pp 30000 102-30800 100 


S, Reportable occurrences, LERs A related correspondence 

8506040212 PNO IV-85-025 on 850531, unit tripped from 100% power duo to ur«i 
plained closure of main turbine Intercept valvos Steam pressure from valves caused 
long .narrow crack In expansion joint Steam leak Isolated when tuiblno tripped 
JOHNSON.EH Region 4, Ollice of Director 85/05/31 Ip 30701 317-30701 317 

6508140498 Pari 21 ropt ro generator fallute Concurs w/enci Louis Allis 850603 lit that 
Interpolar connectors be removed 

MORIARTYJM Coll Incluslries, Ino 05/06/05 MURLEY.T E Region 1, Ollice oIOi 
rector. 7pp. 308 98 354 -30806 361 

85D61 10334 Supplomenlal Part 21 rept re addi circuit broakors.lurnlshod os sparos,«i/ 
overcurrent Ir/p devices that may have short lime delay band lever Hems require Insp 
A replacomeni I Mink found Incorrect 

KAISER,AF, Brown Boven Corp, (subs of Brown Bovori A Co, Lid) 65/06/1)6 
DEYOUNG.R.C Director’s Office, Olfice of Inspection end EnforcemonI 3pp 
30814'250-30814-252 


DOCKET 60-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8506070110 Forwards corrected Llr AEP.NRC.OOHOT LIr date corrected from 6504?! to 
650521. 

ALEXICH.MP. Indiana A Michigan Electric Co 85/05/31 Record Services Branch 
(Document Control Desk) Ip 30761 325 30751.327, 

-8506070119 Corrected Itr (orwarding revised emergency losponse 
procedure8,(ncfudlng ERP 2 203 re lAG coordinator, ERP 2 04 re emergency plarwo 
coofdinator.ERP 2,206 re lAG membership A ERP 2 06 Procedures wlllihcld (<er 
10CFR2 790) 

ALEXICH,M.P. Indiana A Michigan Electric Co, 85/06/21 Record Services Srarkh 
(Document Control Desk) 2pp 30751 326-30751,327. 

6506100401 Forwards Rev 0 to Westinghouse repi, "Man Machirte Inloifaco Oes^ri, 
Baals Document' Info Coding lor Computer Display Sys," in response to 850521 lO' 
quest lor addi Inlo re SPDS, 

ALEX1CH.M,P. Indiana A Michigan Electee Co 05/05/31, DENTON.Hfl Olfice oINv 
clear Reactor Regulation, Director. Ip 30791*149-30791 175, 

-85061004 10 Rev 0 to "Man Machine Interface Design Basis Document Inlo Coding lor 
Computer Display Sys." 

WClODS,D.D„ ECKERT.S, Westinghouse Electric Corp 80/10/31. 25pp 30701 150- 
30791 175, 

8506180122 Revised plant manager procedures, Including Rev 2 to PMP 2090 EPPOtJ 
re emergency condition duties,Rev 3 to PMP 2080 EPP.014 re personnel injury A cafv 
cellallon lira re App B on hosj> plan A App C on radiological suppi 
* Indiana A Michigan Power Co. 85/06/12 16pp 30976; 183-36976,1 97 

6606210349 Forwards Rev 10 to modified amended security plan Rev wflhhekl (rsl 
10CFn73.21), 

ALEXICH,MP. Indiana A Michigan Eleciric Co, 86/06/12. KEPPLERJO. 
AXE180N,W,L. Region 3, OHice of Oireclor, 3pp, 31031:194-31031-196. 
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8506200 ?21 Rov 2 to Emergency Procedure EPP 008, “’Emergency Medical Plan Guide- 
lines ” 

PALMER, DC. DRAPER, MALESTER Indiana & Michigan Electric Co 85/06/14 4pp 
31009 005-31009 006 

8506250371 Conlirmalory Action Ltr CAL-RIII 85 08 re Inadequacies identified In vital 
area access control program Listed actions will be taken by 850622 including visual 
Insp of designated vital area barriers 

KEPPLEn.J G Region 3, Olllce ol Director 85/06/20 ALEXICH.M P American Elec- 
Iric Power Service Corp ALEXICH.M P Indiana & Michigan Electric Co. Ip 
31160-265 31180 265 

8506280082 Discusses plans to conduct enforcement conference on 850701 In Glen 
Ellyn, IL lo discuss Insp findings during recent safeguards Insp, per 050624 convorsa 
lion 

HINO.J A Region 3. Olfico o( Director 65/00/25 DOLAN, J E American Electric 
Power Service Corp DOLAN, JE Indiana & Michigan Electric Co 1p 31256 274- 
31256 275 


8506070420 Revises 811009 response to Generic Ltr 81-04 Utl! considenng removing 
hydro-electric generating stations from svc lo complete mods Five other possible 
sources of ac power In event ol ac grid loss to plant listed 

ALEXICH.M P Indiana & Michigan Electric Co 85/05/31 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 2pp 30749 3SB-30749 359 

BS06070621 Responds (o request lor addi info per 850115 ltr advising ol potential lor 
removing spray additive sya Tech Spec requirement Wostinghouse will perform analy- 
sis ol removing spray additive Continued plant operation lustTlIed 
ALEXICH.M P Indiana & Michigan Electric Co 85/06/31 DENTON.H R Olllce o( Nu- 
clear Reactor Regulation, Director 2pp 30752 356 30752 357 

8506100485 Application for amends to Licenses DPR-56 & OPR-74, deleting Tech Specs 
6,10.2.1 & 6 13 re environ q ual ill cation NS HC & proposed revised Tech Specs 
end W/o ends Fee paid 

ALEXICH.M P Indiana & Michigan Electric Co 85/05/31 DENTON.H R Olfico of Nu- 
clear Reactor Regulation, Director, 2pp 30794 236 30794 239 


■8606280091 Nottlication ol stgnilicani licensee meeting on 050701 w/ util In Glen 
Ellyn.lL to discuss findings ol recent physical protection Tnsp & apparent breakdown In 
licensee access control program 

* Region 3, Office ol Director 85/06/25 Region 3, Office ol Director Ip 31256 275- 
31256 275 


P. Operating license stage documents & correspondence 


84073001157 Forwards reactor vessel mall surveillance program ropis for 
facilities Resulting license amends will be submitted in Nov 1904 
ALEXICH.M P Indiana & Michigan Electric Co 84/07/20 DENTON.H R Olllce ol Nu- 
clear Reactor Regulation, Director 2pp 30097 012-30097 145 


"8407300165 “Reactor Vessel Mall Surveillance Program lor DC Cook.UnIt 1, Analysis 


of Capsule Y " 

NORHIS.EB Southwest Research Inslilute SWfll-7244 001/1 


84/01/31 67pp 


30907 014-30997.081. 


“8506190193 "Reactor Vessel Mali Surveillance Program lor DC Cook, Unit 2, Analysis 


ol Capsule Y." 

NORRIS, EB Southwest Research Institute SWRI-7244 002/1 84/02/29 67pp 
30997 082-30997.145, 


8506130045 Partial response lo FOIA request lor all documents re NRC procoduros lor 
detection 8, control ol alcohol & illegal drug use by persons engaged in bldg or cons! 
ol nuclear reactors or facilities Forwards App A documents 

FELTON.J.M, Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation. 65pp 30937,047-30037 157 

••8508140126 Discussion w/util on 021103 ro policies on use or possession ol drugs or 
alcohol 

GIBSON,J. Office of Nuclear Reactor Regulation, Director SWANSON, E , 
MILLER.Jfl. NRC • No Dotallod Affiliation Given 82/11/03 3pp 30038.296 
3093a’29d 


8506170077 Responds to FOIA request lor records ro FIN B-0480, "Conlalnmont Leak 
Rate Testing Program" & Quadrex Corp/ NRC coritracts Forwards documents re FIN 
B 0489.Documents also available In PDR.No documents ro Quadrex sub] lo request 
FELTON,J,M, Division of Rules and Records. FIN B 0409. 85/03/26 

RETTaLATT.Z V Warren Wilson College, Swannonon, NC 7pp 30907.036- 
30967’076 


BS061Q0597 Forwards feo lor 850213 application for amends to Licenses DPR 58 & 
DPR-74,per 850521 Hr from RM Diggs slating that original payment not received 
ALEXICH.M P Indiana & Michigan Electric Co 85/05/31 DENTON.H R Olllce ol No 
clear Reactor Regulation, Director 1 p 30793 300-30793.300, 

8506 100252 AppKcation lor amends to Licenses OPR-50 & OPR-74, clarllying definition 
ol quorum & adding footnote to clarify that alternates are not lo bo regular voting 
members on nuclear safety & design rovlew committees 

ALEXICH.M P Indiana & Michigan Electric Co 85/06/04. DENTON.H R Ollica of Nu- 
clear Reactor Regulation, Director 4pp 30791 '192-30761 213 

-8506100281 Proposed Tech Specs clarifying dellnitlon ot quorum & adding footnote to 
ctnrtty that altornales are not to be regular voting members on nuclear safety & design 
review committees 

* Indiana & Michigan Elecific Co 85/06/04 10pp 30791,196-30791,213 


8506120144 Notification of 650626 meeting w/utlls fn Stevensville.MI to discuss status 
ol dovotopmenl ot guidelines document tor preparation, mod & upgrade ol Tech 
Specs.IncludIng writers guide 

WIGGINTON.DL Operating Reactors Branch 1. 85/06/05 VARGA.SA Operating 
Roactors Branch 1 2pp 30041 326-30641.320. 

8506170042 Forwards util 850423 request lo amend Licenses DPR-50 & DPR -74 tor 
review by 650915 Safety evaluation & SALP Input requested Confirmation of due dale 
requested as soon as possible 

THOMPSON.H L Division of Licensing, 65/06/06 NORELIUS.C E. Region 3, Olllce of 
Director 3pp. 30981.110-30961 126 

8506130216 Forwards resubmlllol of Hr AEPNRC0776R did 850531 due lo out-of- 
order or missing pages In Attachment 2 

INFANQER.P.E American Electric Power Service Corp 85/06/07 DENTON.H R , 
WIQGINTON.D NRC • No Detailed Atlillation Given Ip, 30859 331-30859 342. 


-8506130223 Correclod application for amends to Licenses DPR-58 & DPR 74.de)oting 
Tech Specs 6,10 2 1 & 6,13 ro environ qualification Fee paid 
ALEXICH.M P, Indiana & Michigan Electric Co 85/05/31 DENTON.H R Ottica of Nu- 
clear Reactor Rogulalion, Director 2pp 30059'332-30859 333. 


■8506130228 Proposed changes lo Tech Specs 6.10.2.1 & 6.13 ro environ qualification. 
* Indiana & Michigan Eleclric Co 85/06/31. 0pp. 30869'334-30859,342 


“8210120209 "Containment Leak Rate Testing Investigations," progress summoty (or 
Sept 1982 

NAUS.O.J Oak Ridge National Laboratory FIN 8-0409 02/10/05, ARNDT, Q Me- 
chanical Engineering Branch. 3pp. 30987 112-30007'114 


■3212010008 Forwards list ol plants for which look test repis wore selected (or review 
by ORNLLeak testing criteria will bo prepared from revlew.W/o end 
ARNDT, E.Q. Mechanical /Structure I Englneoring Branch 82/00/18. SHAPAKER.J 
Containment Systems Branch, 4pp, 30087:118 30907.121. 


“8606170416 "Containment Leak Rate Testing," monthly progress rept lor Auc 1082. 
DOUQAN.J R Oak Ridge National Laboratory^, FIN B 0480 82/00/26. ARNDT, E Q, 
Division of Engineering Technology 6pp. 30007.1 27-30987 132. 


8506060571 Forwards SER supporting response to lloma 4 2 1 & 4.2.2 ol Generic Ltr 
83 28 re reactor trip sys retlabllity. 

VARGA.SA Operating Reactors Branch 1, 85/05/23, DOLAN, J Indiana & Michigan 
Eleclric Co. DOLAN, J, American Electric Power Service Corp 3pp 30785,062- 
30785 068 


“8606060576 SER supporting response lo Items 4 2,1 & 4,2,2 ot Generic Ltr 63-28 re 
reactor tdp sys reliBbfIlty. 

* Operating Reactors Branch 1 85/05/23, 4pp, 30705 065 3O766;O60 


8606070006 Forwards safety evaluation supporting Wostinghouse small break LOCA 
model NOTRUMP tor use in satislymg TMI Item ILK, 3 30, Generic Ltr 03-36 provided 
proposed genetic resolution ot TMI Item ILK 3.31 . , 

VARGA.SA Operating Reactors Branch 1 85/06/23 DOLAN,J, Indiana & Michigan 
Electric Co. DOLAN, 3, American Electric Power Service Corp 10pp. 30799 036- 
30799.044. 


6506060226 Corrected application (or amends lo Licenses DPR-50 & DPR-74, providing 
proposed revs lo Unit 1 Tech Spec Pages 3/4 6-17,6-20 & 6-22,lnadvertenlly omitted 
from 841019 application, per 850523 lelcon w/DL Wlgginton 
ALEXICH,M,P, Indiana & Michigan Electric Co 65/05/31, DENTON.H R. Olllce of Nu- 
clear Reactor Regulation, Director. Ip. 30727:316-30727:319 

“8506060230 Proposed changes lo Tech Spec Pages 3/4 6-17,6-20 & 6-22 re contain- 
ment Isolation valve isolation times 

• Indiana & Michigan Electric Co, 85/05/31 3pp, 30727:317-30727,319, 


6506070246 Requests change to updated FSAR Section 1 .7, "QA," re review ot condi- 
tion facts perlormed by plant nuclear satety review commIttee.AmerIcan Electric 
Power Svc Corp & nuclear safety & design review committee, 

ALEXICH,M.P, Indiana & Michigan Eleclric Co. 85/05/31, Record Services Branch 
(Document Control Desk). 7pp. 30761.351-30761 ;357, 


8506260113 Forwards tabular summary ot key results from regional survey of plant-spe- 
cific info ro potential tor uncontrolled radiation exposures in PWR cavilies.psr JQ Part- 
low 850315 request No further generic action needed, 

TAYLOR, JM Director’s Olllce, Office of Inspection and Enforcement, 85/06/18 
MURLEY.TE, Region 1. Olllce ol Director 9pp 31211,322 3121 T330 


8606270528 Provides addI into documenting verbal clarification ol 850510 electrical 
generation Tech Spec change Electrical Interlocks preventing battery chargers from 
being connected to Train N battery at same lime, will be maintained, 

ALEXICH.M P, Indiana & Michigan Electric Co, 85/06/20. DENTON.H R, OKIca of Nu- 
clear Reactor Regulation, Director Ip 31239,147-31239.147. 


Q, Inepection reports, IE Bulletins A correspondence 

8505130027 Supp1 1 to IE Into Notice 64-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Post 
830103), 86/05/14, Consolidated Edison Co of New York, Ino 107pp, 31044'066. 
31044,171. 

8506130038 SuppI 1 to IE Into Notice 05 020, “’Motor-Operated Valve Failures Due to 
Hammering Effeol " Svc list end, , 

JORDAN, E.L. Division ot Emergency Preparedness & Engineering Response (Post 
830103 , 05/05/14 Consolidated Edison Co, of New York, Inc, f07pp, 31044:172- 

31044.270 

8605200590 IE Info Notice 85 039, '’Auditability ol Electrical Equipment Quallticalion 
Records at Licensees Facilities " Svc list end, 

JORDAN.E, L, Division ol Emergency Preparedness & Engineering Response (Post 
830103), 85/06/22 Consolidated Edison Co. of New York, Inc, fOOpp 3O837'260- 
30637:363, 

8605200600 IE Into Notice 65 040, "Dellclenclas in Equipment Quallticalion Testing & 
Carl Ideation Process." Svc list end, 

JORDAN,E.L. Division ol Emergency Preparedness A Engineering Response (Post 
830103). 85/06/22 Consolidated Edison Co. ol New York, Inc. I06pp, 30940:1 66- 

30848.271 

8505280181 IE Into Notice 65 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements." Svc list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103 , 85/05/29, Consolidaled Edison Co. of New York, Ino, 120pp 30B52,245- 
30852:363. 
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05O526O1S7 IE Info Notice 85-043, ‘'fladioflfaphy Events at Power fleaclofs" Svc |j;t 
end , 

JO ROAN, EL Division ol Emergercy Prepatsdoess & Enoineetina Response (Post 
830 103) as/os/'ao ConsoLdated Edison Co ol New Yoik, Inc 120pp 30884 167- 
30864 287 

SSOSaaOIM IE info Nolice 85-044. "Emergency CommunicalKrn Sys Mont My Tost " Svc 
list end ^ _ , 

JORDAN E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New VorK, Inc 121pp 30864,045- 
30B84 166 

8506068677 IE Info Notice 85 045, "Polerlial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westing^lioiJse Designed Plants ’ Svc lisl end 
JORDAN, E L Division of Emaraency Preparedness & Engineering Response (Post 
830103) 05/08/06 Consolidated Edison Co ol New Yorli. Inc 122pp. 30865 001 
S0B65046 

85Q624Q301 Forwards revised pages to Insp Repls 50 315/85-10 & 5 0-3 16/8 5- 10, cor- 

sIhafI^^O Region 3, Office of Director 85/06/06 DOLAN.JE American Eleclric 
Power Sarvico Corp DOLAN, JE Indiana & Michigan Electric Co Ip 31203 151- 
31203163. 

-8508240312 Revised pages lo Insp Repls 50 315/85-10 & SO-316/85-10, correcling 
lypos re licensee actions on previously identilied items, 

’ Regions. Office of Diroctor 85/06/06 2pp 31203 1 62-31203 153 

8506246659 Insp Repls 50 315/85-14 S 50 316/85 14 On 850423 0520 Viofation 
noted improper storage ol llammabte tiqiiid's & failure lo documenl reactor coolant 
How during reactor coolant boron reduction 

WRIGHT,GC Regions, Office of Dlreclor. 85/05/06 lOpp, 31201:136-31201 145 

8506060707 IE Info NoUce 85 046, "Clarification of Several Aspects of Removable Ra- 
dioaclive Surface CotUarmnatmii Limits for Transport Pachages " Svc fist one! 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/10 Consolidated Edison Co of New Yorli, Inc. f24pp, 31043 301- 
31044 064 

8506140240 IE Info Nolice 85 047. "Potenlial Elfsct ol Line-Induced Operation on Cer- 
tain Targal Rook Solenoid-Operated Valves " Svc list end 

JORDAN.E L Dvision of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of New York, Inc 134pp 31268 167- 
31288304. 

65I>&1 40S36 IE Info Notice 85 048, "Respirator Users Notice Delecive Self Contained 
Erealbing Apparatus Air Cylinders " Svc )is1 end 

JORDAf^EL. Dmsion of Emergency Preparedness & Enaineenng Response (Post 
B30103J 85/06/19 Consolidated Edison Co ol New York, Inc f23pp 31376 064. 
31378 183. 

8506250371 Confiimaloiy Action Ltr CAL-RIII8S08 re Inadequacies idenllfled in vilal 
area access control program Listed actions will be taken by 850622 F[>cludtng visual 
Insp ol designated vital area barriers 

KEPPLEfl.JG Region 3. Office ol Diraclor 85/06/20 ALEXICH.MP Amaflcan Elec- 
tric Power Service Corp ALEXICH.M P. Indiana & Michigan- Electric Co Ip 
31180 265-31180 265. 

8506270507 Ack receipt ol 850614 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repls SO-315/65 07 & 50-316/85.07 Util will provide docutnenled evi 
dance ol Increased mg I attention re procedural adherence 

SPESSARD,R,L. RMlon 3. Office of Diraclor 85/06/21 DOLAN.JE Amancan Efec- 
Iric Power Service Corp DOLAN.J.E Indiana & Michigan Electric Co Ip. 31238,001- 
31238 014. 

-BS06270S11 Responds lo NRC 850420 Itf re vrolatlona noted fn Jnsp Repls 50-315/85 
07 & 50-31 6/05 OT.Corrective actionsiQA Procedure 18 2 revised lo sire ngl hen re- 
quirements lor clearly documenlina commitments In text ol audit repls. 

ALEXICH,M.P Indiana 4 Michigan Electric Co 85/06/14 KEPPIER,JG. Region 3, 
Office of Director 13pp, 31 238. 002-3 1 23 8 0 1 4, 

e50&270567 Forwards response (o 850417 Generic LIr 85-02 on resolullon of unre- 
Bolvad salely Issues le steam generator tube inlagntyNo severe steam generator 
tube degradation probtems exist at plenl.insp program adoeuale 
ALEXICH,M P rndiana S Michigan Electric Co 85/06/21 DENTON.H R, Office Of Nu- 
clear Reactor Regulation, Director. 6pp 31239 122-31239 127 

8506260082 Discusses plans to conduct enforcement conference on 850701 In Glen 
Eilyn.lL to discuss insp findings during recent safeguards Insp, per 850624 conversa- 
tion, 

HIND.J.A Region 3, Ofllca of Director BS/06/25 DOLAN.J.E. American Electric 
Power Senrice Corp DOLAN.JE, Indiana 4 Michigan Electric Co ip 3 1 266' 274- 
31256 276 

'-8506280091 NoliTcatlon of sfgnificani licensee mseiing on 6S070I w/ util In Glen 
Ellyn, IL to discuss findings of recent physical prelection insp & apparent breekdown In 
licensea access conItoJ piogtam 

* Region 3, Office of Director 85/06/25, Region 3, Office ol Direclor Ip 31256 275- 
31256275 


R. Periodic aperaling reports 4 related correspondence 

6588070637 Monthly operating reel tor Mar 1985W/e50405 Hr, 

CLIMER, SVENSSON,e.A , SI^TH.W.G. Indiana 4 Michigan Electric Co. 85/03/31. 
app 30795'3 25 30705,332. 


S. Reportable occurrences, LERs & related correspondence 

860611)0040 Forwards LERs 83-086/031-0,83 oe6/03L 0,83 087/03L-0 A 83 088/O3L- 

0 . 

SMITH.W.G, Indiana & Michigan Eleclric Co. 83/09/14. KEPPLERJG. Region 3, 
Office ol Director Ip. 30829:123 30829 124. 

-8506100048 LER 63-086/03L-0 on 8808t7,w/RCS in Mode 6, low pressure carbon dl 
oxide fire protection sys (wee removed from svc to perform repairs on hose reel 
header ays Caused by open pilot valve solenc^d coll Coll replaced. 

PALMER, RA, Indiana 4 Michigan Electric Co, 83/69/14 ip 30829.125-S0da9'125 


-8506100053 LER 83O07/O3LOon 830818,w/RCS fn Mode S.Train B lower cOiT'i''- 
roent airborne monitor could not be roturned to svc after daily routine parliculaio t‘'9 
change Caused by crrcuit board failures 4 dirt m micro computer 
PALMER.RA Indiana 4 Michigan Eleclric Co 83/09/14 Ip, 30 629 126-30926 125 

-8606100060 LER 03-088/03 L-0 'on 030821, w/RCS In Mode 6,Train A lower conU.''- 
mem airborne monitor twree removed from svc for repairs lo containment lowra-V 
noble gas monitor Caused by failure fn detector I/O card 

PALMER.RA Indiana & Michigan Electric Co 83/09/14, 1p 30629 127-3002912? 

8503210420 NPDES noncompliance nolilioation on 850102, Unit 2 Steam gcneri',< 
drained through blowdown sys found lo have suspended solids conconlration ol 32)i 
ppm.On 8501ia,Unil 1 daiJy steam generator blowdown for suspended solidi missul 
SMITH.WG Indiana 4 Michigan Electric Co 85/03/12 KEPPLER.JG Regions. 
OKwe of Oivoclor 5[>p 29462 337-29462 341 

8S06T20064 LER 82 003/04X-1'on 8201 15, unplanned gas release delecied byefevalel 
veni alack gaseous monitor reading Cause undetermined Procedure for holmm gss 
test changed to allow one portion ol waste gas to be tasted W/65D5D3 ltr, 
PARIS,JM. SMITH.WG Indiana 4 Michigan Electric Co, 85/05/03 KEPPLERJC 
Region 3, Othce ot Director 3pp 30857 2B5-30B57.2B7 

8506040431 Part 21 repi ra resistance temp detector (RTD) calibr anomalies rn firth 
rrfg by RdF Co Safety margin assessments being performed for operating plan's b 
evaluate potential effects on plant Tech Specs 

RAHE.EP Wesiinghouso Electnc Corp 85/06/06 THOMAS.CO Division of Ltefni. 
Ing 4pp 3Q709 090-30709 093 

8506060557 Forwards LER 85 020-00 & LER 85 021-00 
SMITH.W.G Indiana 4 Michigan Electric Co. 85/05/24 Record Services BrnnchfOKr 
umeni Control Desk) Ip, 30788 181-30768' 183 

-8506060562 LER 85-020-00;on 850429,low pressure C02 firo suppression ays fir 
Quadrant 1 ot reactor cable tunnet Isolated w/o lire watch oovorago Cousod by per- 
sonnel error.Petsonnel counseled 

BUND, A A Indiana & Michigan Electric Co 85/05/24 3pp 30760.182 30760187 

-8506060566 LER 85 021-00 on 8 504 29, reactor vessel How requlremonl nol venri-l 
prior to RCS boron ditullon Procedure for lining reactor refueling cavity roused lo n- 
duds verificslion/ document atfon ol reactor vessel flow during RCS dilution 
BAKEH.K.R Indiana 4 Michigan Electric Co 85/05/24 Ip. 30768'IB3-3076a 183 

8506650014 LER 65 022-00 on 850502 4 04-07, during refueling.hlgj) alarms locoivcdc'i 
lower containment monitor particulate channels CTS-1301 4 EflS 1401 Caused by 
fluctuation activity resulllna in erroneous alarms.Volue will be updated W/flS053l) Ur 
KRIESEL,T.A, SMITH, WQ. Indiana 4 Michigan Eleclric Co 85/06/30 ^{f 
30718 205-30718 206 

8506850276 LER 85-023 OO.on 8 50502, definition of auxiliary bldg crano fond blofkti 
being heavy load not emphasized In plant procedures Cautions will be added lo tppf- 
cable plant procedures by 85081 5,W/850631 Hr 

ALLARD.JD. SMITH.WG. Indiana 4 Michigan Efectrio Co. 85/05/31 CpP 
30717:348-30717.350 

6606180601 LER 85 024-00 on a50507,lnopefablo firo barrier discovered Caused by 
defective fire seal.Plre watch established Const 4 maint depis requested to riiivu* 
event w/personnel responsible lor performing wark.W/8S0606 ltr 
STIETZEU.F., SMITKW.G Indiana 4 Michigan Elecirio Co 05/06/06 2p9 
30990359 309g0’360. 


DOCKET 60-316 DONALD C, COOK NUCLEAR POWER PLANT, UNIT 2 


F, Securlly, medloel, emergency li lire proteclion plane 

86060701 10 Forwards corrected Ltr AEP-NRC.0a48T Ltr date corrected from 850-121 S' 
S50521. 

ALEXICH,M P Indiana 4 Michigan Eleclric Co. 86/05/31. Record Sotvicos GrzncA 
(Document Control Desk). 1p 30761. 325-30761 -327. 

-0506070119 Corrected ltr lorwarding revised emergency rosponsa 
procedures. Including ERP 2 203 re I AG coordinalor.ERP 2 04 re etne/gency plw^ 
coordinalor,EflP 2,205 re JAG membership 4 ERP 2,06.Procedures wilhhoM (n 
10CFR2,790). 

ALEXiCH.MP. Indiana 4 Michigan Elecirio Co. 85/05/21. Record So/vicos Biaix 
(Document Control Desk) 2pp, 30751.326 30761:327 

8606100401 Forwards Rev 0 to West ing house rept, "Man-Machine Inlerlaco 
Basis Document Info Coding for Computer Display Sys," In response lo 85W21 r 
quest for addi info re SPOS, 

ALEXICH.MP. Indiana 4 Michigan Electric Co 85/05/31. DENTON, H R OIIkgoIN 
clear Reactor Regulation, Director, Ip. 30791 149-30791:175 

8606180122 Revised plant manager pfocadures.Including Rev 2 lo PMP 2060 EPP0 
re emergency condrtion duties, Rev 3 lo PMP 2080 EPP.014 re personnel injury 
collation Itrs re App B on hosp plan 4 App C on radiological suppl. 

' Indiana 4 Michigan Power Co. 85/06/12, iSpp, 3097S'1 83-30975. 197 


8506210349 Forwards Rev 10 to modillod amended security plan Rev wrlhhold (' 
10CFn73,21V ^ „ 

ALEXICH,M.P, Indiana 4 Michigan Electric Co. 85/08/12, KEPPi.Efl,J( 
AXELSON.W.L Region 3, Office ol (Director. 3pp. 31 031 -194-31 031. 190 



PALMER.D.C.. DRAPER. MALESTER Indiana 4 Michigan Electric Co 85/06/14 4| 
31 009. 005-31 009,006 


8506260371 Connmialory Acllon Ltr CAL-RIII-S5-06 re Inadequacies IdanllliMf in v 
area access control program, Lis led actions i^ll be taken by 850622 including ms 
Insp of designated vital area barriers. „ 

K£PPLER,J,G. Redon 3, Office of Director, 85/06/20, ALEXICH.M.P. Americana 
trie Power Service ^rp tp, 31 160:265-31180:265. 
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B5062a0062 Dlscussos plans to conclucl entorcement conference on 850701 In Glen 
Ellyn.lL to discuss insp findings during recent safeguards insp.per 850624 conversa- 
tion 

HIND,J A Region 3, Office of Director 05/06/25 DOLAN, J E American Electric 
Power Service Corp Ip 31256’274-31256 275 

"8506280091 Notification of significant licensee meeting on 850701 w/ utif In Glen 
Ellyn, IL to discuss findings of recent physical protection Insp & apparent breakdown In 
licensee access control program 

* Region 3, Office of Director 85/06/25 Region 3, Office of Director Ip, 31256 275- 
31255276 


8506070621 Responds to request for addi info per 850115 Ur advising of potential (or 
removing spray additive sys Tech Spec requirement Wostinghouse will perform analy- 
sis of removing spray additive Continued plant operation lustifled 
ALEXICHpM P Indiana & Michigan Electric Co 85/05/31 DENTON.H R Office of Nu 
clear Reactor Rogulalion, Director 2pp 30752 356-30752 357 

8506100485 Application for amends to Licenses DPR-5B & OPR-74, deleting Tech Specs 
610 2 1 & 6 13 re environ quatificallon NSHC & proposed revised Tech Specs 
end W/o ends Fee paid 

ALEXICH.M P. Indiana & Michigan Elecfnc Co 85/05/31 DENTON.H R Office of Nu 
dear Reactor Regulation, Direclor 2pp 30794 236-30794 239 


P. Operallng license stage documents & correspondence 


6107300157 Forwards reactor vessel mail surveillance program repts for 
lacililies Resulting license amends will be submitted In Nov 1904 
ALEXICH.M P Indiana & Michigan Electric Co 84/07/20 DENTON.H R Office of Nu- 
clear Reader Rogulalion. Director 2pp 30997.012-30997 145 

"6508190193 "Reactor Vessel Matt Surveillance Program tor DC Cook, Unit 2, Analysis 
o1 Capsule Y ” 

NORRIS, EB Southwest Research Institute SWRI.7244 002/1 84/02/29 67pp 
30997 082-30997.145 


BS06030390 Partial response to FOIA request for three categories of documents to be 
mado avaslablo al PDR re NSHCs App A documents oncf & placed In PDR Search 
continuing 

FELTON, J M Division of Rules and Records 84/11/08 ADATO.M Union of Con- 
cerned Scienfisls 4pp 30720 001-30720 005 

"64042302 9B Notice of consideration of Issuance of amend to License DPR-74 & pro- 
posed NSHC determination & opportunity lor hearing. 

VARQA.SA Operating Reactors Branch 1 84/04/03 10pp 30723 055 30723 064. 

8506130045 Partial response to FOIA request lor all documents ro NRC procedures lor 
detection & control of alcohol & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON.JM, Division ol Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937,157 

“8508140126 Discussion w/util on 821103 re policies on use or possession of drugs or 
alcohol. 

GIBSON, J Ollice of Nuclear Reactor Rogulalion, Director SWANSON.E., 
MILLER.JR NRC - No Dotallod Afliliation Given 82/11/03. 3pp 30938.296 
30938 293 

6506170077 Responds to FOIA request lor records ro FIN 0 0489, "Containmont Leak 
Rate Testing Program" & Quatirox Corp/NRC contracts Forwards documents re FIN 
8 0489 Documonls also available in PDR No documents ro Quadrox sub) fo request 
FELTON.JM Division of Rules and Records FIN B 0489 86/03/25. 

REYTBLATT.Z V Warren Wilson College, Swannanoa, NC 7pp, 30967 036 
3(}9a7'076 


"6210120209 "ConlainmenI Leak Rato Testing Invesflgalions," progress summary lor 
Sept 1882 

NAUS.DJ Oak Ridge National Laboratory, FIN B 0409 82/10/05, ARNDT, Q Me- 
chanical Engineering Branch. 3pp. 30087 112 30907'114 

-8212010006 Forwards list of plants lor which leak test repts were selected for review 
by ORNL Leak testing cfiloria will be prepared from review W/o end. 

ARNDT.E G MecbanIcal/SIructural Engineering Branch 62/08/16 SHAPAKER.J 
Containment Systems Branch 4pp 30087 118-30967 121. 

--8506170416 ‘’Containment Leak Rate Testing," monthly progress ropl for Aug 1982 
DOUGAN.JR Oak Ridge National Laboratory FiN 0 0409 82/08/26 ARNDT, E.Q. 
Division of Engineering Technology 6pp 30007'1 27-30987 132, 

0508060671 Fonvards SER supporting response to Items 4 2.1 & 4 2 2 of Generic Ltr 
63-28 re reactor trip sys rellabllily 

VARGA.S.A Operating Reactors Branch 1 86/05/23 DOLAN.J, Indiana & Michigan 
Electric Co DOLAN.J American Eleclrio Power Sorvloo Corp 3pp 30785 062- 
307G5 06B 


. 0506060576 SER supporting response to Items 4 2 1 & 4 22 of Generic Ltr 83-26 ro 
reactor trip sys reliability 

‘ Operating Reactors Branch 1 86/05/23. 4pp. 30785 065-30785 068 

8500070000 Forwards safety evaluation supporting Weslinghouse small break LOCA 
modal NOTRUMP for use In satisfying TMI Item II K 3,30.Qenorlc Ltr 83-36 provided 
proposed generic resolution ofTMl Item II K3.31, 

VARQA.SA. Operating Reactors Branch 1 85/05/23 DOLAN,J. Indiana & Michigan 
Electric Co. DOLAN,J American Electric Power Service Corp lOpp 30799 036 
30799.044 


8606070246 Requests change to updated FSAR Section 1 7, "QA," re review ol condi- 
tion repts performed by plant nuclear safety review commilteo,American Electric 
Power Svc Corp & nuclear safety & design review committee. 

AL£XICH,M.P. Indiana & Michigan Electric Co. 85/06/31 Record Services Branch 
(Document Control Desk) 7pp. 30761.361-30761 357. 


0606070322 Forwards corrected ltr AEPNRC,0916A to replace previous submittal w/ 
erroneous dale of 850421 rather than 860521 

ALEXICH.M, P, Indiana & Michigan Electric Co, 85/05/31. OENTON.H.R, Ollice of Nu- 
clear Reactor Regulation, Director Ip 30751 .358-30761 '360 


■6506070320 Provides revised list of Exxon safety analysis submiltal dales based on 
Jan 1986,Cycle 6 startup date Continued operation justiiled on same basis allowed lor 

a cle 5. Meeting on 860530 requested to discuss analysis, 

EXICH.M.P. Indiana 4 Michigan Eleclrio Co 86/06/21, DENTON.H R, Ollice of Nu- 
clear Reactor Regulation, Director 2pp 30751 ’359-30751'360 


0506070420 Revises 011009 response to Generic LIr 81-04 Ulll considering removing 
hydro-electric generating stations from svc to complete mods Five other possible 
sources ol ao power In event of ac grid loss to plant Haled 

ALEXICH.M P. Indiana 4 Michigan Electric Co, 85/05/31. DENTON.H, R. Office of Nu- 
clear Reactor Regulation, Director. 2pp, 30749'358-30749.359 


8506100597 Forwards fee for 650213 application for amends to Licenses DPR-58 & 
DPR-74, per 850521 Hr from RM Diggs staling that original payment not received 
ALEXICH.M P, Indiana 4 Michigan &oc trie Co 85/05/31 DENTON.H R Office of Nu- 
clear Reactor Regulation, Director 1p 30793 306-30793 308 

8606100252 Application for amends to Licenses DPR-58 4 DPR-74, clarifying definition 
of quorum 4 adding footnote to clarify that alternates are not to bo regular voting 
members on nuclear safety 4 design review committees 

ALEXICH.M P Indiana 4 Michigan Electric Co 85/06/04 DENTON.H R Office of Nu 
clear Reactor Regulation, Direclor 4pp 30791 192-30791 213. 

"85061 00261 Proposed Tech Specs clarifying definition of quorum 4 adding footnote to 
clarify that alternates are not to be regular voting members on nuclear safety & design 
review committees 

' Indiana 4 Michigan Eleclrio Co. 85/06/04 lOpp 30701.196 30791 213 

8506120144 Notification of 850626 meeting w/utils in StovensvIlle.MI to discuss status 
of development ol guidelines documeni lor preparation.mod 4 upgrade of Tech 
Specs .Including writers guide 

WIQGINTON.D L, Operating Reactors Branch 1 85/06/05. VARGA.S.A Oporaling 
Reactors Branch 1 2pp. 30841 328-30841 329. 

8506170042 Forwards uti) 850423 request to amend Licenses DPR 56 4 OPR-74 for 
review by 85001 S Safety evaluation & SALP input requested Conlirmalion of due dale 
requested as soon as possible 

THOMPSON.H L Division of Licensing 85/06/06 NORELIUS.C E Region 3, Office of 
Direclor 3pp 30981'110-30981'126 

8606130218 Forwards resubmitlal of Ltr AEP NRC.077SR did 850531 due to out of* 
order or missing pages In Attachment 2 

INFANGER.P.E American Electric Power Service Corp, 85/00/07 DENTON.H R , 
WIQGINTON.D NRC - No Detailed Atlilialion Given Ip 30859 331-30059.342 

"B6061 30223 Corrected application lor amends to Licenses DPR-60 4 DPH-74 .deleting 
Tech Specs 6.10.2,1 4 6,13 ro environ quallllcatlon Fee paid. 

ALEXtCH,M,P Indiana & Michigan Electric Co 85/05/31 DENTON.H R Office of Nu- 
clear Reactor Regulalion, Direclor 2pp. 30dS9'd32'30859.333 

■■8606130228 Proposed changes to Tech Specs 6,10.2,1 4 6 13 re environ qualilicatlon. 
‘ Indiana 4 Michigan Electric Co. 85/05/31 9pp 30859'334-30059 342 

6606140169 Folwards proprietary slides entitled, "Cycle 6 Safety Analysis Status 
Review," presented al 850530 meeting w/NRC 4 util R6 Stout affidavit also 
end Slides withheld (rol 1OCFR2,70O) 

COPELAND.RA Exxon Nuclear Co., Inc (subs ol Exxon Corp) 85/06/10. 
WIQGINTON.D Operating Reactors Branch 1 4pp 30093’024-30093 027 

8506250113 Forwards tabular summary of key rosulls from regional survey ol plant-spe- 
cific info ro potential for uncontrollea radiation exposures in PWR cavt1lo9,pQf JQ Part- 
low 050315 request No further generic action needed. 

TAYLOR,JM. Direclof'B Ollice, Ollice ol Inspection and Enforcement 05/06/16 
MURLEY.T.E. Region 1, Office ol Direclor, 9pp 31 21 11322-31211 '330 

8506270S26 Provides addI Info documenting verbal clarlllcallon of B60510 oloctrical 
generation Tech Spec change.Electrlcal Interlocks preventing battery chargers from 
being connected to Train N battery at same time, will bo malnfalnod, 

ALEXICH.M.P Indiana 4 Michigan ElacIrloCo 85/06/20. OENTON.H.n, Office of Nu- 
clear Reactor Regulalion, Director 1p 31239,147-31239i147 


Q. Inspection reporte, IE Bulletins 4 correspondence 

8606130027 Suppl 1 to IE Info Notice 84-56, "Seal Table Leaks al PWRs " Svo list end. 
JORDAN.E L. Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 85/06/14 Consolidated Edison Co of New York, Inc. l07pp. 31044.005- 
31044:171, 

8505130036 Suppl 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Duo to 
Hammering Effect " Svo list end 

JORDAN.t.L Division ol Emergency Preparedness 4 Engineering Response (Poet 
830103). 85/05/14 Consolidated Edison Co of New York, Ino l07pp, 31044.172- 
31044:278, 

0505200660 IE Info Notice 85-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svo list end. 

JORDAN,E.L Division of Emergency Preparedness 4 Engineering Response (Post 
8301 03) 86/05/22. Consolidated Edison Co ot New YorK, Inc f06pp. 30B37'258« 
30837 303. 

6505200600 IE Info Notice 85-040, "Oefldencies In Equipment Qualification Testing 4 
Certilloallon Process." Svo list end 

JORDAN.E.L Division ol Emergency Preparedness 4 Engineering Response (Post 
830103), 85/05/22. Consolidated Edison Co ol New York, Inc, 106pp 30348:166- 
30848:271 

860S2601B1 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements." Svc list end. 

JORDAN, E.L, Division ol Emergency Preparedness 4 Engineering Response (Poet 
830103), 85/05/29 Consolidated Edison Co, of New York, Ino. 120pp 30852:245- 
30652:363 
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.,.-,05013 nadograpr/ Events a1 Power Reactors” SVC 1)91 

'JZZ 


■I a- 


iO arisc 


S?|i'’sr Soffit' K" 

,.cn Reels 50-315/85-10 & 50 316/65-10, correcting 

*^,l^.?rcS%S It Swe 

l;^7^47'^rR^?r^«°oV" 10PP 3'201 136-31201 145 

J5060W70T IS fr‘o Notice °^n\imM^Tl^ns°l>^alfkage^ 
XKi'reS-j^areCortarwmatonUmdsIw TraM^^ Engineenno Response (Post 

31044 064 

S5M140240 IE inlo Nowe 85 047. Potental Efieci of UM Induced Operation on Cer- 
u,nTj^«iRcKk5oiery»id0^at^aN«^^^'S e Engineering Response (Post 

?34pp 31268167- 

31268 304 

Si06l«)W« !E Info Nowe 65-048, ' Respirator Users Notice OelecUva Sell Contained 

8301031 85/06/19 ConsoltdatiM Edison Co ol New YwK, me laupp 
313’6163 

>tA< 4 tAi 7 < <v«-&matofv Action LU CAL-Rltl 65-08 re Inadecniacies IdenlilM In vital 
**ffea®^clsftl^7c>^Listld ^Sons will be taken by 050622 Including visual 

^^^l^'^l'w^lOvectM 65/06/20 ALEXICH.MP AmericanElec- 
^ S^^C^pTaleXICHMP. Indiana S Michigan Eleolrlo Co Ip 

31180 265-31160 265 

8506270607 Ack rece.pi o1 6S0614 Itf inlormuw NRC of steps takeri to correci violations 
«!«lm Insp Repts >O-3l5/06-O7 & 50-316/85 07.Ulil will proirtde documented evi 
isanra el inCTeased mot attention re procedural adherence _ . . 

SPES^RD R L Regioo 3, Olfice 01 Dnector 85/06/21 DOLAN,J E. Ameton Me- 
tric Power Service 0O1-AN,J!E Indiana & Michigan Electric Co Ip 31236001- 
31238014 

'4$06270$11 Re«)OrxJs I 0 NflC 650429 lU re inolalions noted in Insp Repis 60-316/65- 
07 6 60-31 6/65-07 Correctrve actions QA Procedure 182 revised lo strengthen re- 
Qwemeitts tor dearly dowmenung comnKtments in text ol audit repts , ^ ^ , „ 

ALEXiCHM P Intfena & MehiMn Eleclnc Co 85/06/14 KEPPLER.JQ, Region 3, 
Ottica ol Dirocjor 13pp 31238 002-31238014 

8608270687 Forwards response to 850417 Generic LIr 854)2 on resolution of unre- 
sdved s^ty issues re steam generalor tube IntegntyNo severe slaam generator 
BAe degradation probtems exist at plant Insp program adewate 
AL0tid4,M P tfxSana & Michigan Electric Co 85/06/21 DENTON,H R Office ol Nu- 
ctoer Reactor Re^bon, Oreclor 6]^ 31239 122-31239.127, 

8608280082 Discusses plans to conduct enlorcement conferance on 860701 In Glen 
E8yn.K. to dksoiss insp iirxSngs during recenl safeguards Insp.per 660624 conversa 
boa 

A Ro^ 3, 0(5ce ol Daeclor 65/06/25 DOLAN.J E American Electric 
Power Service Corp. IXXAN.JE Indiana A Mlcl9gan Electric Co Ip 31253 274- 
31256 275 

«4S06260081 Nob6catx>n ol significant bcensee meeting on 650701 w/ ulil In Glen 
E0yn.ll to tSscuss firyfings ol recenl physical protection Insp A apparent breakdown In 
Iceraae accasa control program 

• Region 3k Office of Da^tw 85/06/26. Region 3, Office of Director. Ip 31266,276 
31256275- 

R. PerkirSc operating rtportt A ralattd correapondance 

8608070037 Montfifv (weraUng repUof Mar 1 985 W/850405 Iff. 

CUMCR, SVO4SSOM,0 A. SM1TH,W Q Indiana A Michigan Eleciric Co 85/03/31 
BppL 30800:345-30600'352 

$. AeportaWe oecurrencea, LERi A ralatad corratpondenca 
8808)0007$ Forwarda LERs 834)79/031-0 A 83-080/03L-0 

"•«'»" 1' 

830817, during A/B diesel generator operability 
''a'v® replaced ^ 
PALM^UIA. todana $ Mlchigsn Electito Co M/09/14, Ip, 30829.258-30829,258. 


ftao32t0420 NPOES noncompliance notification on 850102,Unit 2 steam generator 
drSlLugh blowdown sys found to have suspended solids Mncenlraflon of 3296 
rnmOn 850112 Unit 1 dally steam generator blowdown for su^spendod solids missed 
IMwQ Indiana & Mfchigan fiectric Co 05/03/12 KEfiPLER.JG Region 3. 
Office of Director 5pp 29462 337-29462 341 

aKnAnandil Part 21 reel re resistance temp detector (RTD) calibr anomalies in RIOs 
" mfg by RdF Co Safe^ margin assessments being performed for operating plants lo 

r'aHE E P^Westinghouso^Electric Corp 8^5/05/06 THOMAS.C 0 Division of Utens- 
mg 4pp 30709090-30709888 

flxnfl 9 B 037 S LER 65 011-00 on 850520, alarm signals received on Ifiroo lower conUnv 
ment area radiation monitors resulting In containment purgo/oxhausl IsolaWn 

Q? 08 WL SMITH ,WQ Indiana & Michigan Eleclnc Co. 05/06/14 2pp 

31230 284-31230 285 

docket 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 
F. Security, medical, emergency & fire proteclion plans 

0506070081 Rev 3 to Emergency Response Plan Implemontation Procedure CRP.P 
•'ffiOTcSlWcIrrCo 85/05/24 14pp 30750 059-30760 072 

•"laHImore Gas & Electric Co 65/05/24 11pp 30740 301 30749 31 1 

0SO6O7O26B Rev tt.Change 5 to Emergency Response Plan Implomonlatlofii Ptocodjro 

^BsiLot Gas""lStnS^86/05/29 12pp 30752 071-30762.002 

8506240417 Forwards corrected pages to Amend 04 & 76,97 & 70 & 98 lo LIconsai 
nDR Ji DPR BQ fdSDSCl[V6lV 

JAFFEOH Operating Reactors Branch 3 05/05/31. LUNDVALL,AE BalNmota Gat 
A Eleciric Co Ip 3^53 357 31153 363 

"0506240431 Corrected Amends 75 & 79 to License DPR 69 A Amends 03 S 0610 
License OPR 53 re lire hose stations & containment sys, 

• NRC • No Detailed Aft ilia lion Given 85/05/31 Gpp 31153 3G0-31163 363 

8606240536 Forwards Insp Repis 60 317/85 09 & 50-318/05-00 on 0504810503 8 
notice ol violation Potential negative trend In performance ol conlrot room operaljts 
may result from weaknesses In control room opotojor 'fojhihO ,L,r,v,A. 
WbNZINQER.EC Region 1, Olllce ol Director 05/06/10 LUNDVALL,AL GBilinKvu 
Gas & Electric Co 2pp 31066171-31060102 

-0506240541 Insp Ropts 60-317/05 09 & 60 310/05 00 on 05040 1 0506 ViOlsKfl 
noted vol adlustmonl tor audible count ralo ol source rango noulron Ilux In coalcJ 

rorEYTTTRIMBL°E.O^<!f,^EL^^^ Rogion 1. Olllco ol Diroclor, 85/08/12 

19pp 31066174-31060.102 

8608260148 Submits schedule (or Implemontation of core oxll thermocouple 
syseer NRC 850600 verbal reqoosl Clorillcation/conlirmation of other flog Gu>Jkr 

LUNWALL,Te *Batt/moro Gas & Electric Co 06/06/10. QUTCHCn.CJ Operai-rvj 
Reactors Branch 3 4pp 31219'263 31210 266 

J, Insurance $ Indemnity Information 

8606120008 Folwards Endorsements 61 & 40 to NEI.IA Policy NF-216 A MAElUPu’'<¥ 

YORK!w*^.**Bairimor 0 Gas A Electric Co 05/00/06. DINITZ.L Asslsiant Oiroctor Lf 
State A Licensee Relations 3pp. 30062 091-30052’003. 

P, Operating license stage documents & correspondence 

8506030390 Partial rosponse to FOIA request for throe catogorioa of documoMS tot-a 
made available at PDR re NSHCsApp A docomonis onef A placed In PDR Search 

FELTON,^ M Division ol Rules and Records 04/11/00, ADATO.M Unron ol Coo- 
carned Sclontisis 4pp. 30720 001 -30720'005 

-8402170240 Notice of consideralion ol Issuance ol amende to Licenses OPR 53 A 

■ ty (or hoarlng 

opp ao 72 i’oea 3072f ose 


DPR^SO Aprqposed N SHC deter ml nallon_A 


MILLER,J,R. Operating Reactors Branch 3. 04 

-S506040276 Notice ol considefallon of issuance of amend lo License OPflSJ Ijacn 
posed NSHO determlnallon A opportunity for hearing re 030822 request lor char^'i 
lo Tech Spec lo allow Cycle 7 operallon, ^ ... 

MILLEfl,J.R, Operating Reactors Branch 3, 83/10/06 14pp. 30721.007 30721 138 

8608170077 Responds to FOIA request lor records re FIN B-0489, "Conlalnnwnt LeW 
Ralo Testing wogram'* A Quadrex Corp/NRC contracts Forwards docunwrus re F.M 
0 O489.Docum0ni8 also available In PDR No documents to Quadrox subl IJ '*9*5 
FELTON,J,M. Division of Rules and Records, FIN 6-0480 B5fM/2A 
REYTBLATT,2,V, V/arren Wilson College, Swannanoa, NO 7pp. SOMnorS- 
30987.076, 

-8210120209 "Containment Leak Rale Testing Invesllgations," progress summiry hjf 
Sepl 1982. . , .-..frtyi 

NAU8,D,J, Oak Ridge National Laboratory. FIN B 0400, 82/10/05. ARNDT, 0 
chanical Engineering Branch. 3pp. 30987:1 12-30007’ 114, 

-8212010006 Forwards llsl ol plants for which leak test repts woro selected lor rev®* 
by ORNLLeak lesling criteria will be prepared from review W/o encl. , 

ARNDT, E.Q, Mecharilcal/Structural Engineofing Branch 82/00/18. SHAPAKERJ 
Conlalnmenl Systems Branch 4pp. 30987;1 10-30987:121. 
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••8506170416 “Containment Leak Rale Testing,” monthly progress rept lor Aug 1982 
OOUGAN.Jfl Oak Ridge National Laboratory FIN B0489 82/08/26 ARNDT, EG 
Division of Engineering Technology 6pp 30987 127-309Q7. 132 

6506110110 Forwards Amends 103 & 85 to Licenses DPR‘53 & DPR-69, respectively & 
safety evaluation Amends change Tech Specs to reflect changes to surveillance re 
quirements for snubbers & clarify independence of ECCS & shutdown cooling sys 
JAFFE.DH Operating Reactors Branch 3 85/05/16 LUNDVALL.AE Baltimore Gas 
4 Electric Co 2pp 30837 003-30837 070 

-8606110115 Amends 103 & 85 to Licenses DPR-53 & DPR- 69, re spec lively, changing 
Tech Specs to reflect surveillance requirements for snubbers, clarifying independence 
of ECCs a shutdown cooling sys & deleting pressurization curve 
MILLeR.J R Operating Reactors Branch 3. 85/05/16 62pp 30837 005-30837.066 

-8506110120 Safety evaluation supporting Amends 103 & 65 to Licenses DPR-53 & 
OPR 69, respectively 

' Office of Nuclear Reactor Regulation, Director, 85/05/16 4pp. 30837 067- 
30837 070 

8506060318 Foiwards Amend 104 to License DPR-53 & safety evaluation Amend 
changes Tech Specs for slarlup testing & operation tor Fuel Cycle 8 
JAFFE.O H Operating Reactors Branch 3 85/05/20 LUNDVALL,A E Baltimore Gas 
& Eleclnc Co 3pp 30783'00 1-30783 054 

-8606060346 Amend 104 to License DPR- 53, changing Tech Specs lor startup testing & 
operation for Fuel Cycle 8 

TOURIGNY.EG Operating Reactors Branch 3. 85/05/20 30pp 30783 004- 
30783.041 

-8506060356 Safety evaluation supporting Amend 104 to License DPR-53. 

' Office of Nuclear Reactor Regulation, Director 85/05/20 13pp 30783'042- 
30783 054 

8506030330 Requests payment for 850419 appllcalion to use damping values In ASME 
Code Case N 41 1 for plant 

DIGQS,R,M License Fee Management Branch 85/05/21 LUNDVALL,AE, Baltimore 
Gas & Electric Co 1p 30687-329 30667 329. 

8506030381 Suppis 850228 response lo Generic Ltr 84-24 All mods associated w/ 
equipmenl qualification program scheduled lor refueling outage satisfactorily 
completed Solenoid operated Isolated valves In Unit 2 RCS vent path upgraded 
LUNDVALUA E Ballimore Gas & Electric Co 85/05/26 MILLER.J R. Operating Re- 
actors Branch 3 19pp 30673.324-30673 342. 

850607D560 Provides addi info In support of 850419 request to use ASME Coda Case 
N-411 for analysis of new piping sys & reanalysls of existing sys 
OLSON, R.C, Baltimore Gas & 0octrlc Co 85/05/31. MILLER.J R, Operating Reactors 
Branch 3 2pp 3 0763 -042-307 63 043 

8506240417 Forwards corrected pages lo Amend 94 & 75,97 & 79 & 98 to Licenses 
DPR 53 & DPR-69, respectively 

JAFFE,DH Operating Reactors Branch 3. 85/05/31, LUNDVALL,AE Baltimore Gas 
& Electric Co. Ip. 31153.357-31163.363 

-6608240431 Corrected Amends 76 & 79 to License DPR 89 & Amends 83 & 98 to 
License OPR S3 re lire hose stations & containment sys. 

* NRC - No Detailed Alllllalion Given 85/05/31 6pp 31163 3B8-31163-3e3 

0506110290 Remits fee for application for permission lo use damping values In ASME 
Code Case N 41 1 W/o end. 

LUNDVALL,A E. Baltimore Gas & Electric Co 85/06/03 DIGGS, R.M. License Foe 
Management Branch. 2pp 30816 199-3061 6.200. 

0506110091 Responds lo 860423 request lor addI info re proposed trip two/leave-two 
guidelines lor post-LOCA operation of reactor coolant pumps. 

LUNDVALL,A.E. Baltimore Gas & Electric Co, 05/06/04, MILLER.J R Operating Re- 
actors Branch 3 3pp, 30807.028-30607.030 

8S06110251 Provides partial response to Generic Lir 63-26, "Required Actions Based 
on Generic Implications of Salem ATWS Events,'' Vendor equipment technical Info 
program valid response to Item 2.2 2, 

LuNDVALL,A,E Baltimore Gas & Elecirio Co. 65/06/07 MILLER.J R Operating Re- 
aders Branch 3, 2pp 30007.004-30807.005 

8506240138 Summary of 650530 operating reactor events meeting lo brief Ofc 
Olrector.div directors A representatives on events since 850515 meetlng.Llst of 
attend aes.viewgraphs & status of assignments end, 

CRUTCHFIELD, 0, Assistant Director for Safety Assessment 86/06/13, 

THOMPSON, hL Division of Licensing 25pp. 31166.316-31 165-340, 

6506200319 Documents lelcon re Barton pressure transmitters Existing Iransmittars not 
replaced during sevenlh refuelIng.LeavIng transmitters in sys for Cycle 8 has not af- 
fected uncertainty factors used In reload analysis In Lundvall 850222 Ur 
DENTON.R.E Pacific Gas & Electric Co, 85/06/17 JAFFE.D.H, Operating Reactors 
Branch 3. Ip, 31007.258-31007-258 

8506240072 Responds to request for addi Into re Generic Llr 85-02, "Staff Recom- 
mended Acllons Stemming From NRG Integrated Program for Resolution of Unre- 
solved Safety Issues re Sloam Generator Tube Inlegnty’^' 

POINDEXTeR.C.H, Boston Edison Co 85/06/19, THOMPSON, H L Division of Llcens- 
Ing. 1Opp,31O61;290.31O61;3O7. 

0506270630 Provides addi info re 660426 proposed change lo Tech Specs lo clarify 
requlromenls for conlainmant tendon end anchorage & adjacent concrete 
surfeces.Concrete crack observation program examines 1 1 locations, per structural in 
tearity test. 

DENTON.R.E, Baltimore Gas & Electric Co, 06/00/19, BUTCHER, E,J, Operating Re- 
actors Branch 3. 2pp. 31236:037*31238:038 


Q, Inspection reports, IE Bullstins & correspondence 

8506130027 Supp1 1 to IE Info Notice 84-56, "Seal Table Leaks at PWRs." Svo list end. 
JORDAN, E,L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/14. ^snsolldated Edison Co, of New York. Inc I07pp. 31044’065- 
31044:171. 


850S1 30038 SuppI 1 to IE Info Notice 85 020, "Motor Operated Valve Failures Due to 
Hammering Effect " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 172- 
31044 278 

6S05200S90 IE Info Notice 85 039, "Audilabllity of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/22 Consolidated Edison Co of New York. Inc f06pp 30837 250- 
30837 363 

8505200600 IE Info Notice 05-040, "Deficiencies in Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New VorR, Inc. lOOpp 30848 166- 
30848,271 

8606070017 Forwards Insp Repis 50-317/85 05 & 50-318/85 05 on 650326 29 No vio- 
lation noted 

MAHTIN.TT Region 1, OKico of Director 85/05/22 LUNDVALL.AE Baltimore Gas 
& Electric Co 2pp 30800 320-30800-334 

-8S06070021 Insp Repts 50-317/85-05 & 50 318/65 05 on 050326-29 No violations 
noted Major areas inspected training & qualification of contractor personnel.planning & 
preparation & enhanced radiation worker training 

CLEMONS.P , SHANBAKY.M Region 1, Ollioo ol Director 85/05/20 5pp 30800 330- 
30800 334 

SS060400S3 Repts number of lubes plugged In steam generators during May 1985 in- 
sorvico insp.por Tech Spec 4.4 5 5 Lists ol tubes plugged In Steam Generators 11 & 
12 & reason tor plugging end 

LUNDVALL,AE Baltimore Gas & Elecirio Co 85/05/28 TAYLOR.JM Director's 
Office, Office ol Inspection and Enforcement 4pp 30701 033-30701:036, 

8606260181 IE Info Nolice 85 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/29 Consolidated Edison Co of New YorR, Inc f20pp 30852-245 
30062 363 

8505260167 IE Info Notice 85-043, "Radiography Events al Power Reactors." Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30864 167- 
30864 287 

650S28019S IE Info Notice 85-044, "Emergency Communication Sys Monthly Test." Svc 
list end. 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/30 Consolidated Edison Co. ol New Yoik. Inc i21pp 30864.045- 
30864:166 

8506030009 Forwards fabrication radiographic std shooting sketches showing casting- 
to-casting weld locations in reactor coolant pump casings.ln eupport ol 050204 re- 
quest for InservIce insp program relief from AsME Code Section XI 
DENTON.R.E. Baltimore Gas & Electric Co. 05/05/31, JAFFE.D.H Operating Reac- 
tors Branch 3 9pp. 30674 108-30674-114 

8506080077 IE Info Notice 85-045. "Polenllal Seismic Inleracllon Involving Movable In 
Core Flux Mapping Sys Used in Westinghouse Designed Plants " Svo list end 
JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06. Consolldatod Edison Co of New York, Ino, I22pp a0865-001- 
30865.046. 

8506060707 IE Info Notice 05 046, "Clarllicallon of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages " Svc list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co, of New York, Inc. f24pp. 31043-30i- 
31044:064 

8606260170 Forwards "Response to NRC Position on Energy Balance re IE Bulletin 80- 
11,” All 22 walls In question satisfy NRC criteria using elastic working stress analysis 
methodology. 

POINDEXTER.C.H, Baltimore Gas a Electric Co 85/08/12, BUTCHER, EJ, Operating 
Reactors Branch 3 Ip 31221:170-31221-218 

-8506260177 "Response to NRC Posllion on Energy Balance re IE Bulletin 80-1 1." 
VENTURA, JC Bechtel Corp, 85/05/21 48pp, 31221-171-31221.218, 

6606 140240 IE Info Notice 85 047, "Polenllal Effect ol Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves.'' Svc list end 

JORDAN.E L Division ol Emergency Preparedness a Engineering Response (Post 
830103), 05/06/18. ConsolldalM Edison Co, of New York, Inc, f34pp 31268-157- 
31268:304, 

8606240091 Forwards Insp Rept 50-317/86-11 on 650426-0603 No violation noted. 
EBNETER.S.D. Region 1, Office ol Direclor. 86/06/18, LUNDVALL,AE. Baltimore 
Gas a Electric Co, Ipp 31001:271.31061:270, 

-8506240095 Insp RepI 60-317/86-11 on 850426 0503.No violation noted. Major areas 
Inspeoled InservIce Insp activities a licensee actions on previous Insp findings. 
McTbREARTY.R A„ WiQQINS.J,T Region 1, Oflice of Director. 85/06/04, 6pp. 
Sio-ei 273 31061:278 

8606240536 Forwards Insp Repts 50 317/65 09 a 50-318/85-09 on 850401-0506 a 
notice of vIolallon.Polentlal negative trend in performance of control room operators 
may result from weaknesses In control room operator training. 

WENZINQER,E,C. Region 1, OHice ol Director. 86/06/18 LUNDVALL, A.E. Baltimore 
Gas a Electric Co 2pp. 3 1066:1 7 1-31066-1 92, 

-8506240538 Notice of violation from Insp on 850401-0606. 

* Region 1, Office of Direclor 86/06/18 Ip, 31 066:1 73-31 066-1 73 
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-8506240541 Insp Repts 50-317/85-09 & 50 318/85 09 on 850401 0506 Violation 
rolod vol adjustmenl for audible count rate ol source range neutron (lux m control 
room reduced to inaudible point 

FOLEY, T, TaiMBLE,DC„ £LSASSER,TC Region 1, Oflice o( Director 85/06/12 
19pp 3106617431066102 

8606140636 IE (nfo Notice 65 048, "Respirator Users Notice Delect wa Sal (-Contained 
Breallrirg Apparatus Air Cylinders " Sue list and 

JORDAM.EL Division o( Emergency preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co o( New YorR, Inc 123pp 31376 064- 
31376.183 

6506280005 Discusses addi alternative insp requiremenis Imposed in lieir ol reactor 
coolant pump casrnaa weld volunnelrlc exam Surface exam ot erre reactor coolant 

S in each unit will be performed on axlenor casing weid surface areas, 

rON.RE Baltimore Gas & Eteciric Co 85/06/24 JAFFE,D H Operating Reac- 
tors Branch 3 2pp 31266 208-31256 209 


R. Parlorllc opBratlng reports ft related ootiesponderwe 

8506070634 Monlhly operating repts (or Mar 1085W/85O412 Mr 
BEWLEY.E K Baltimore Gas & Electrfc Co 85/03/31 1 Ipp 30795 305 30795 315 

8506270327 Monthly operating repts for May 19a5VV/B50617 Ur 
9EWLEY,E.K BalllmotB Gas ft Etectnc Cry 85(05/31 llpp 31252 296 31252 306 

8508210069 Forwards update ol Tables IA,lC & 2B to "EltloonI & Waste Disposal 
Semiannual Rspt, Second Halt 1984 ’’ Update includes slrontium results 
LUNDVALL.A E Baltimore Gas S Electric Co 35/06/03 MUHLEY,TE Region 1, 
01 (ice of Director, Ip 31056 145 31056 179 

-8506210078 Corrected Tables,! A, 1C & 2B to "ElKuent & Waste Disposal Semiannual 
RooLSecond Hall 1984 " Wind frequency disiribullons enct 
* Baltimore Gas & Electric Co 84/12/31. 35pp 31056146 31056 179 


5. Repo/tabre occurreneesr LERa ft related correspondence 

8506060564 NonroutIne fadioloaical environ operating rept During Mar 19B6,oyslar sam- 
ples showed presence ol Ag-1 10m Caused by natural tendency ol oysters to concen- 
trate environ silver 

FUHRMAN.G R. Balllmore Gaa & Electric Co, 85/04/22 Region 1, Ofllce ot Director 
2pp 007eB'192.307eB:193 

6506040635 Part 21 rapt re Coll Industries emergency diesel genarator set failure during 
overspoad tests following diesel ongtna overnadl Initially reported on 8S0517, Louis 
Allis representative sent to site to ovaTuata (allure 

LEUS)NK,H,M Louis AUia Co 65/05/21 MURLEY.T E Region 1. Oftice of Director, 
tp 30700 347 30700'347 

8506030314 Part 21 rept re shipment of tncorrecl Joseph T Ryerson ft Son, Inc matl 
which could compromlsa RCS pressure boundary Inlognty Initially reported on 
850524 Body to bonnet sluds removed AddI corrective action not yel dalermlned 
LUNDVALLAE Baltimore Gas & Eleclric Co 8S/O5/20 MUFILEY.TE Region 1, 
OHice ol Director 2pp 30673,302-30873 303 

8506070260 Part 21 rept ra (allure of Inner polar conneolor between damper bar circuit 
on generator maltr field Cause ol failure not defined Furllier investigation necessary. 
LEUSINK.HH Louls-Allis CO, 65/05/29 MURLEY.TE Region 1, Ollice ol Director. 
Ip 30751,360 30761.350. 

050814049S Part 21 repi re generator failure Concurs w/enci Louis Allis 850603 Ur that 
Interpol ar connectors be removed 

MORIARTY.JM Coll Industries, Inc. 85/06/05 MURLEY.T.E Region 1, Oincsof D1 
raolor 7pp, 3t«98.354-3089B'361 . 
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F. Security, medical, emergency ft firs protection plane 

8506070081 Rev 3 to Emergency Response Plan Implementation Procedure ERPIP 
4.1 22.1, "Planl Parameters.^' 

* Baltimore Gas ft Electric Co. 65/05/24 i4pp 30750 059 30750072. 

8506070375 Revised emergency response plan fmplementallon procedures, Including 
Rev ft.ChangeS to ERPIP 4.1 3 re technical support elr ft Rev9 to ERPIP 5,4 re train- 
ing 

' Baltimore Ges & Eleclric Co. 85/05/24. lipp 30749301-30749.311. 

B 506070268 Rev H.Change 6 lo Emergency Response Plan Implsmentallon Procedure 
ERPIP 3 0, ’‘Immediale Actions ’’ 

' Baltimore Gas & Eleclric Co, 85/05/29 I2pp. SD752 071-30762.092, 

8506240417 Forwards corrected pages to Amend 94 & 75,97 ft 79 ft 98 to Licenses 
DPR-53 ft DPR 69.respecllVely. 

JAFFE.D,H, Oparaling Reaclors Branch 3. 65/05/31. LUNDVALL.A E. Ballimora Gas 
iEJecWcCfr, Ip 31T53-.357-31 153.363. 

-8508240431 Corrected Amends 75 ft 79 to License DPR 69 ft Amends 63 ft 9ft to 
Ucetrse DPR-53 re fire hoso stations ft cortlalnment sys 

• NRG . No Detailed AflillaKon Given, 05/06/31. 6pp, 31163.358-31 163'363 

8508240536 Forwards Insp Repts 60.317/85 09 ft 50-316/85-09 on 850401-0508 ft 
noUce ol vlo)Btk>[)Po1en(laf negative trend in performance of control room operalors 
may result from wealrnesses in control room operator training, 

WENZINGER,E.C. Region 1, Oftice o( C^reclor. 85/06/18. LUNDVALL.A E. Balllmore 
Gas ft Elacfiic Co. 2pp. 31066.171-31066.192 

-8508240541 fnsp Repis 50-317/05-09 ft 50318/8509 on 850401-0506. Violation 
noledarol adjustmenl for audible count rale of source range neutron flux fn control 
room reduced to Inaudible point. 

FOLEY, T. Regfon 1, OHIce of Director. 05/O6/f2, 19pp. 31066:174-31066:192. 


8506260148 Submits schedulo for implementation of core exit thermocouple meniVvg 
sys.per NRC 050608 verbal request Clarilicalion/coniirmation ol other Reg Gj ;e 
1 97 work items also provided 

LUNDVALL,AE Baltimore Gas ft Electric Co 85/06/19 BUTCHER, EJ, Opfirave 
Reactors Branch 3 4pp 31219 253-31219 256 


J. Insurance ft Indemnity Information 


8506120098 Forwards Endorsements 61 ft 48 to NELIA Policy NF 216 A MAEIU Po'cv 
WF 76,respectiV8ly 

YORK.WG Baltimore Gas A Electrrc Co 85/06/06 DINIT2.I Ass Islam Dirwlorta' 
Slate ft Licensee Relations 3pp 30852 091-30352 093 


P. Operating license stage documents & correspondence 

8506030390 Partial response lo FOIA request for three categories ol documonls lo t-a 
made available at PuR re NSHCs App A documents enef & placed In FDR Sei'd) 
conlinuing 

FELTONJM Division of Rules and Records 04/11/08 ADATO.M. Union ot (V* 
cerned Scientists 4pp, 30720 001-30720005 

-8402170240 Notice of considerallon ol issuance ol amends (o Licenses DPR 511 
OPR-69 A proposed NSHC determination A opportunity tor hearing 
MILtER.Jn (iperaling Reactors Branch 3 84/02/03 9pp 30721 080-30721096 

8S061 10110 Forwards Amends 103 ft 05 to Licenses DPR-53 A DPR 09, rospocirvJVi 
safety evaluation Amends change Tech Specs lo rellecl changes lo surveillance re 

S uirements lor snubbers & clarify indepenctence of ECCS A sliuldown cooling sys 
AFFE.D.H Operating Reactors Branch 3 85/05/16 LUNDVALL.A E BaflinKxa ttij 
A Elactfic Co 2pp. 30837 003-30837 070, 

-8606110116 Amends 103 A 05 to Licenses DPR-53 A DPR 69.rospocllvofy, Changrg 
Tech Specs lo reflect surveillance requiremenis for snubbers.clarltying Inclcpoml^a 
of ECCS ft shutdown cooling sys A deleting pressurization curve 
MILLER, JR Operating Raactors Branch 3. 85/05/16 62pp 30837 005 30037 066 

”8506110120 Safely evafualion supporting Amends 103 A 85 to Liconsea 0PR5J I 
DPR 69, respectively 

■ Office of Nuclear Reactor Regulation, Director 85/05/18, 4pp 3093?'06’- 
30837 070, 

6G 06030330 Requests payment for 650419 application lo use damping values In A&V£ 
Cods Case N 41 1 lor planl 

DIGGS.R M License Fee Management Branch 85/05/21 LUNOVALL,AE Paltrvvi 
Gas A Electric Co Ip. 30687 32^30687,329 

8506030361 Suppis 850228 response to Generic Ltr 84-24 All mods essocfjited w 
equipment quafiflcation program scheduled for refueling outage setislaclorl; 
completed Solenoid operated Isolated valves In Unit 2 RCS vent path upgraded 
LUNDVALL,AE, Baltimore Gas A Eleclric Co 85/06/28 MILLER, JR, OporsUngBs 
actors Branch 3 19pp 30673 324-30673 342. 

8506040020 Informs that Amend 84 lo License DPR 69 Issued on 850E0I lncorf«ei 
referred lo amended paragraph as Q, Requests correction to Paragraph H. 

JAFFE,D H Operating Reactors Branch 3 86/05/20. LUNDVALL.A E Oalllmora Os 
A Eleclnc Co. 2pp 30719.280-30719.291. 

8506070560 Provides addi Info In support of 850419 request to use ASME Code Cin 
N 411 for analysis of new piping sys A reanalysis of existing sys. 

OLSON.R.C BallimoreGas A Bectric Co. 86/05/31 MILLER, JR Operalirtg fioiCW 
Branch 3 2pp 30763,042-30763.043. 

6 SOS 2404 17 Forwards corrected pages lo Amend 94 A 75,97 A 78 A 98 to LicofiW* 
DPR 53 ft DPR- 6 0jesp actively 

JAFFE,D.H Operating fleaclors Branch 3. 85/05/31. LUNDVALL,AE BalUmoreGi 
ftElecIricCo ip 31163’357.31163.363. 

-6506240431 Corrected Amends 75 ft 79 to License DPR-69 ft Amends ft3 ft M t 
License DPR S3 re lire hose stations ft containment sys. 

‘ NRC - No Detailed Af/illellan Given 85/05/31. 6pp 31163.358 31153 363 

8506110290 Remits fee (or application for permission |o use damping veluos in ASM 
Oo^G Oflso N 4i 1 VV/o ©nc) 

LUNOVALL.A.E Baltimore Gas ft Electric Co, 05/06/03 DIGGS.R M. License 
Management Branch, 2pp, 30816:199-30816.200, 

6508110091 Responds to 850423 request (or addi Info re proposed Irlp-two/lea'fbf* 
guidelines lor post-LOCA operation of reactor coolant pumps 
LUNDVALL,A,E Baltimore Gas A Electric Co, 86/06/04. MILLER, J.fl. Oporabng B 
aolors Branch 3. 3pp. 30B07'0 28-30807:030. 

6606110251 Provides partial response to Generic Ltr 83-28, “Required Actions 
on Generic Implications of Salem AtWS Events." Vendor equipment technfcil tn 
program valtd response lo Item 2,2 2. 

LUNOVALLiA E, Baltimore Gas ft Electric Co, 85/06/07. MILLER,JB Operating fl 
actors Branch 3. 2pp. 30807 .004-30607'005, 

6506240136 Summary ol 850530 operating reactor events meeting fo brtei C 
Direclor.div directors ft repress nfatives on events since 850516 mealing UsI 
attendees, viowgraphs ft status of assignments end, 

CRUTCH FIELD, D. Assistant Director for Safety Assessment 95/OS/I 
THOMPSON.HL. Division oi Licensing, 25pp 31165-31B-311B5.340. 

6506240072 Responds to requesl for addi Info ra Generic Lir 85-02, "Sfsff 
mended Actons Stanimlng From NRC Integrated Program lor Resoluton o( to 
solved Safety Issues re Steam Generator Tube Integrity.” 

POINDEXTER.C H. Boston Edison Co. 85/06/19. THOMPSON.H L, Division ol Uw 
Ing 10pp. 3 1 061,298-3106 1-30 7. 
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8506270530 Provides addi info re 850426 proposed change lo Tech Specs to clarity 
requirements for containment tendon end anchorage & adjacent concrete 
aurtaces Concrete crack observation program examines 11 iocalions.per structurai in 
tegrity teat, 

DENTON.RE Baitimore Gas & Eiectric Co 85/06/19 BUTCHER, EJ. Operating Re- 
actors Branch 3 2pp 31238 037-31238 038 


Q, Inspection reporla, IE Bulletins & correspondence 

65 OS 130027 Supp1 1 lo IE Info Notice 84-55, ‘'Seai Table Leaks at PWfls ” Svc iist enci 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co, o( New York, Inc 107pp 31044 065- 
31044’171 

6505130038 SuppI 1 to IE Info Notice 85 020, “Motor Operated Valve Failures Due lo 
Kammering Eilect ” Svc list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 06/05/14 Consolidated Edison Co ol New York, Inc f07pp, 31044 172- 
31044 276 

BS0S2O059O IE Info Notice 85-039, "Auditability of Electrical Equipment Qualilioalion 
Records at Licensees Facilities “ Svc list end 

JORDAN, E.L Division Of Emergency Preparedness & Engineering Response (Post 
03l)103)' 85/05/22 Consolidated Edison Co of New York, Inc 106pp 30837 258- 
30837 363, 

6505200600 |E Info Notice 85 040, "Deficiencies in Equipment Quallfioalion Testing & 
Cerlification Process " Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/22 Consolidated Edison Co of New York, Inc 106pp 30848’166- 
30848 271, 

B506070017 Forwards Insp Repts 60-317/85 05 & 50 318/85 05 on 850326-29 No vio- 
lation noted 

MARTIN.TT Region 1, Office ol Director 85/05/22 LUNOVALU,AE. Baltimore Gas 
& Electric Co 2pp 30800 328-30800 334 

-8506070021 Insp Repts 50 317/05 05 & 50 318/85 06 on 050326-29 No violations 
noted. Major areas Inspected training & qualification ot contractor personnel, planning & 
preparation & enhanced radiation worker training 

CLEMONS.P, SHANBAKY.M Region 1, Office ol Director, 85/05/20 5pp 30800 330 
30800-334 

8506260181 IE Info Notice 85 042, "Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29, Consolidated Edison Co, ol New York, Inc, I20pp, 308S2'245 
30852-363 

850S28D167 IE Info Notice 85 043, "Radiography Events at Power Reactors" Svc list 
end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
83D103) 85/05/30, Consolidated Edison Co, ol New York, Inc, I20pp 30864:167- 
30864-287 

3505280196 IE Info Notice 85-044, "Emergency Communication Sys Monthly Teat " Svc 
list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30, Consolidated Edison Co of New York, Inc i2lpp 30864:046- 
3O064''I66 

8606030009 Forwards labricalion radiographic aid shooting sketches showing castifig- 
to casting weld locations In reactor coolant pump casings, In support of 850204 re- 
quest for Inservlce Insp program relief from ASME Code Section xl 
DENTON, R.E, Baltimore Gas & Electric Co, 85/05/31, JAFFE.D H, Operating Reac- 
tors Branch 3 9pp 30674:106 30674-114 

85060-60677 IE Info Notice 85-046, "Potenlial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westing^house Designed Plants " Svc list end. 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/06. Consolidated Edison Co of New York, Inc. i22pp, 30865-001- 
30865:046 

8606060707 IE Info Notice 86-046, "C lari Ileal Ion of Several Aspects ol Removable Ra- 
dioactive Surface Contaminallon Limits for Transport Packages." Svc list end. 
JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10. Consolidated Edison Co of New York, Inc. f24pp. 31043-301- 
31044064 

8506260170 Forwards "Response to NRC Position on Energy Balance re IE Bulletin 80- 
It,” All 22 walls In question satisfy NRC criteria using elastic working alress analysis 
methodology. 

POINDEXIER.CH. Baltimore Gas & Electric Co B5/06/12. BUTCHER, E.J, Operating 
Reactors Branch 3 Ip. 31221.170-31221-218 

-6506260177 "Response lo NRC Position on Energy Balance re IE Bulletin 80-11." 
VENTURA,JC Bechtel Corp 85/05/21, 48pp, 31221:171-31221:218 

6506140240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/06/18 Consolidated Edison Co, of New York, Inc. f34pp. 31268-167- 
31268:304 

6S06240&36 Forwards Insp Repts 50-317/85-09 & 60-316/85-09 on 850401-0506 & 
notice of vIolallon.Potentfal negative trend In performance of control room operators 

K tsult from weaknesses In control room operator training 

INGER.E.C. Region 1, Office of Director, 85/06/18 LUNDVALL.A.E, Baltimore 
Gas a Electrto Co. 2pp. 31 066:1 7 1-3 1066:1 92. 

-8606240541 Insp Repts 50-317/85-09 6 50-318/85-09 on 850401-0506. Violation 
noled,vo| adjustment for audible count rata of source range neutron flux In cortfrol 
room reduced to Inaudible point. 

FOLEY.T, TRIMBLE, DC., ELSASSER,T.C. Region 1, Office of Director, 65/06/12. 
19pp. 31066:174-31066:192. 


8506140636 IE Info Notico 05 048, "Re&pirator Users Notice Defective Soil-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN, El Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc I23pp 31376 064- 
31376.183 

8506280005 Discusses add! alternative insp requirements imposed In lieu of reactor 
coolant pump casings weld volumetric exam Surface exam of one reactor coolanl 
pump in each unit will be performed on exterior casing weld surface areas 
DENTON.R.E Baltimore Gas & Eledrio Co 85/06/24 JAFFE.D H Operating Reac- 
tors Branch 3 2pp. 31256,208-31256 209 


R. Periodic operating reports & related correspondence 


8506070634 Monthly operating repts for Mar 1985 W/850412 Itr 
BEWLEY.EK Baltimore Gas & Electric Co 85/03/31, lipp 30795 305-30795,315 

6506270327 Monthly operating repts for May 1985 W/B50617 Itr 
BEWLEY.E K, Baltimore Gas & Electric Co. 05/05/31. lipp 31252 296 31262,306, 

8506210069 Forwards update of Tables 1A,1C & 2B to "EKIuonl & Waste Disposal 
Semiannual R^t, Second Half 1904 " Update Includes strontium results 
LUNDVALL,AE Baltimore Gas 6 Elociric Co 85/06/03 MURLEY.T.E, Region 1. 
OlfiCQ ol Direclor, 1p 31056 145 31056 179 

-8506210078 Corrected Tables, 1 A. 1C & 20 lo "Effluent & Waste Disposal Semiannual 
RMt, Second Half 1984," Wind frequency distributions end 
• Baltimore Gas & Electric Co 84/12/31 35pp 31056.146 31056 179 


S. Reportable occurrences, LERe & related correspondence 


8606060664 Nonroullne radiological environ operating rept During Mar 1085,oystor sam- 
ples showed presence of Ag 1 10m Caused by natural tendency of oysters to concen 
Irate environ silver 

FUHRMAN.Q R Baltimore Gas & Elaotric Co 05/04/22 Region 1, Olfico of Director 
2pp, 30768-192-30768.183 

8506070603 Forwards Technical Review Rept AEOO/T503, "Pressurlzor Level Instru 
mentation of C-E Reactor Units " 

CHIRAMAL.M. Reactor Operations Analysis Branch 86/05/02, SEYFRiT.K.V. Reactor 
Operations Analysis Branch. Ip, 30798-042-30798 050 

-8606070696 "Pfossurizer Level Instrumental ion of C E fleaclor Units," technical 
review rept 

CHIRAMAL.M. Reactor Operations Analysis Branch. 05/05/02 6pp. 30798:043- 
30790-050 


8S06040035 Part 21 rept re Colt Indi'strios emerooncy diesel generator sol failure during 
overspeod tests following diesel engine overhaul. Initially reported on 050517 Louis 
Allis representative sent to site to evaluate failure. 

LEUSINK.HH, LouIs-AIIIb Co 85/06/21. MURLEY.TE. Region 1, Olfico ol Director 
Ip, 30700-347-30700:347 

8506030026 LER 86-001 -OO.on 050423, manual trip occurred as result of degradation of 
reactor coolant pump 21 A shaft seal. Degradation caused by temp fluctuations result- 
ing in pressure oscillations between stages ot seel W/060523 Itr. 

ELKINS, D.5., RUSSELL, L.B. Baltimore Qaa & Electric Co. 05/05/23. 6pp. 30606:114- 
30606-119, 

8506030314 Part 21 rept re shipment ol incorrect Joseph T Ryerson & Son, Inc metl 
which could compromise RCS pressure boundary Integrity Initially reported on 
B50524.Body-to-bonnet studs removed, AddI corrective action not yet determined. 
LUNDVALL,A,E. Baltimore Gas (k Eteotrio Co. 05/05/20. MUFILEY.T.E Region 1. 
Office of Director. 2pp, 30673.302-30873.303. 

8506070269 Part 21 rept re failure of inner polar conneclor between damper bar circuit 
on generator main field Cause of (allure not deflnad.Further Investigation necessary. 
LEUSINK.H.H, Louls-Allis Co. 85/06/29. MURLEY.TE Region 1, Office of Director, 
Ip. 30751:360-30761.350. 

8508130414 LER 85 002-00 on 8 50506, automatic trip occurred due lo low reactor cool- 
ant (low condition resulting from loss ol reactor coolant pump 21 A Caused by jarring 
of auxiliary cubicle door housing 261 overcurrent device.W/650606 Itr. 

HOLIAN.B.E., RUSSELL, LB. Baltimore Gas & Electric Co, 85/06/05. 4pp. 30868:318- 
30668:319, 

8506140408 Part 21 rept re generator falture.Concurs w/enci Louis Allis 660603 Itr that 
Inle^lar connectors be removed. 

MORIARTY.J.M. Colt Industries, Inc. 65/06/05, MURLEY.T.E, Region 1, Office of Di- 
rector, 7pp 30606:364-30898:361. 

8500250208 LER 85-004 OO.on 65051 6, surveillance testing determined that control 
room post-loss of coolant Incident filler sys did nol meet limils (or Mow rale, pressure 
drop & elficiancy, Caused by accumulation of dust 8, dlrlW/650613 Itr. 

ANbROSIK,R., RUSSELL, LB. Baltimore Gas & Electric Co, 65/06/13. 6pp. 

31200:355-31200.369, 

8506260016 LER 85-003-00 on 65051 8, Incorrect slud mail & cracked studs Identified In 
presaurlzer spray valves & bypass valves Problems initially Identllled on 850425 fol- 
lowing reactor trip Sluds replaced w/approved matl.W/B50617 Ur. 

ROMNEY, K.M., RUSSELL, LB, Baltimore Qaa & Electric Co. 85/06/17 4pp 

31220:268-31229:271. 

9506270432 LER 85-005 OO.on 850523, recirculation acluallon signal Inadvertently 

initiated, Caused by technician violaUng procedure.which stipulates that only one chan- 
nel can be tested at tlme.Teohn1c1ana coun8e1ed.W/65062i Itr. 

ANDROSIK.R,, RUSSELL, L.B, Baltimore Qaa 6 Eleotrio Co. 85/06/21. 3pp. 

31262:271-31252:273. 
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DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Securllyi m«dlcal, emergency & lire proJeclIon plans 

9506160056 FOJA request for TMI emergency evacualion plan 
WEISS, M M AT&T Bell Laboratories Normerly Bell Telephone Laboratories, Inc ) 85/ 
83/05 WURLEY.TE Region 1, Otfice ol Director Ip 30986 25Z-3<I9B6 25? 

6506250083 Furtlier response to FOIA request lor documents re AamodI 840621 
motion & Cl r (or Disease Control review of motion 

FELTON, JM, Division ol Rules and Records 85/03/27 AAWODT,M M Aamodls 
7pp 31209243 31209300 

'•6506260087 Forwards program description on “Epidemiologic Surveillance rn 
Pennsylvania Case of Nuclear Power Plants “ 

TOKUHATA,GK Pennsylvania, Commonweallh ol 84/07/05 QRANT.P TMI Program 
Oflice Ip 31209 251 -3 1209 251 

“6506260091 “Epidemiologic Surveillance In Pennsylvania Case ol Nuclear Power 
Plants ” 

TOKUHATA,GK Pennsylvania, Commonweallh of 84/06/30 lOpp 31209 252- 
31209 263 

“6506250097 Forwards critique ol "AamodI Cancer Repi " Critique based on limited 
data Conclusions reached by Aamodt group are highly untenable & methodology used 
does not meet even most lenient epidemiorogic std 

TOKUKATA,G K Pennsylvania, Commonwealth ol, 84/08/28 HINSON.C Radiologi- 
cal Assessment Branch 5pp 31209 264-31209 268 

8506180056 Responds to FOIA roquasl lor TMt emergency evacuation plan Forwards 
App A document Document also available in FDR App B documenls avarlabfo in PDR 
FELTON, JM Divislorr of Rules and Records B6/04/12 WEISS, M M AT&T Bell Lab 
oralones (formerly Bell Telephone Laboratories, Inc) 3pp 3098 6 253-30906 267 

“8506180062 Rev 0 lo "Emergency Staffino " 

‘ General Public Utiljlies Corp - GPU Service Corp 81/01/31 12pp, 30986 256- 
30966.267 

6506070206 Forwards Safeguards Insp RepI 50 320/85 06 on 850304-03 & notice cf 
violation 

WARTIM.TT Region 1, Ollice of Director 85/00/03 STANDERFEH.F General Public 
Ulililies Corp ' GPU Service Corp 2pp 30751*337-30751 345 

“6506070214 Notice ol violation from insp on 850304-08 Deleils withheld (ref 
10CFR2JS0) 

* Region 1, Oflice ol DIreclor 85/06/03 1p 30761:339-30751 *33 9 

“8506070223 Physical Security Insp Rept 50-320/85 06 on 850304-08, Violation 
noted failure to properly control pholo ID badges & lo corrmlete annual physical fit- 
ness tests by three protection personnel Details deleted (lef 10CFR2 790) 
DUNUP,JM, KEIMIG.HR Region 1. Ofitce of Director 85/05/20, 6pp 30761 340- 
30751 345. 

6506110247 Rev 0 (0 Emergency Plan ImplemBnting Procedure 4000- IMP- 1300, 16, 
"Search & Rescue." 

‘ General Public Ulilities Corp - GPU Service Corp 85/06/06 15pp 30606 191- 
30806 205, 

6506160378 Revised emergency plan implementing procedures, Including table of 
conlents.Rev 0-00 to 4000 IMP 130027 re activation ot emergency operalTons lacllily 
& Tempotaiy Change Notice 6400 3851-85 146 to Procedure 1054 8 

* General Public Utilities Corp - GPU Service Corp 85/0S/13 51pp 30978,064- 
30978.114 

6606240426 Forwards Insp Rept 60 320/85-10 on 850411 0517 & notice of violation 
TRAVERS.W.D TMI Pfogram Oifico 85/06/18 STAND ERFER.F.R General Public 
Utilities Corp - GPU Service Corp. 2pp 31160 312-31 160*327 

“6606240432 Notice of violation from Insp on 8SD4f1'0517.PortlonB deleted (ref 
fOCFfl73 21). 

•TMI Program OlfiCO, 85/06/10, Ip. 31 160*314 31160314. 

“8606240442 Insp Rept 50'320/85-10 on 850411 051 7.Violatlon noted failure lo 
comoly w/procedures re security practices Portions deleted (rel 10CFR73,21). 
COOKr, MOSLAKJ., BELL.J TMI Program Ollice. 85/06/12 13pp. 31160315 
31160:327. 

6506280021 Rev 1-00 to Administrative Procedure Manual Procedure 4CI0D-ADM- 
1300,01, "Maintaining Emeroency Preparedness " 

* General Public Ulilllles core - GPU Service Corp. 85/06/18. 23pp 31257*025- 
31257.047, 


Q. Adjudicatory correspondence 

6506040662 Order granting staff 050428 motion lo conform proposed Tech Specs In 
accordance w/accornpanylng 850426 amend ol order. Served on 850604 
WOLFE, SJ., PARIS, 0,H, SHON.FJ Atomic Safety and Licensing Board Panel #285 
286. 65/06/03, Ollice of the Executive Legaf DIreclor, 2pp 3070ff049 30708,050, 


J. ineurance A Indemnity Intormatlon 

6506100601 Forwards Endorsemenfs 62,17,75 & 76,104,30 & 19 & 20 to NELfA Policies 
NF-22O,NF-260,NF-23O,NF-164,NF-252 & NF-281 & Entforsemenls 70,9.60 & 
61,82,20 & 12 & 13 lo MAELU Policies MF-73.MF-1 15,MF-fl0,MF-44,MF.1O6 & MF- 
1 1 2, respectively. 

HDGGE,S D, Marsh & McLennan, Inc 85/06/26. DINITZ,!. Asslslat]l Director for State 
& Licensee Relations. 17pp. 30793,312-30793:328 


P. Operating license stage documents A correepondenca 


“8103180940 Responds to 810126 comments on rept fd IE invesligalion Into info lb** 
concerning TMI accident Draft repts> previously supplied received no commenlsfi«(4 
Inpnnimg process when comments received 

MOSELEY, NC Division ol Program Development & Appraisal 81/02/W 
GAMBLE.DH Office ol Inspector & Auditor Ip 30874 025 30874 025 

“8103180946 Forwards commonls on draft IE rept of investigation Into info flowroTW 
accident Conclusions not adequately supported by rept 

GAMBLE.DH Oflice of Inspector & Auditor 81/01/26 MOSELEY.NC Divsslonol 
Program Development & Appraisal Ip 30673 093-30873.093 

8508140961 Partial response to FOIA request for documents re safety of steam seners- 
tors at facility from 1079 lo present Forwards App A documents Records available in 
PDR & LPDR NUREG/BR 0052 end 

FELTON.JM Division of Rules and Records 85/01/25 DETJEN.J Philfldoiphia In- 
quirer, Philadelphia, PA 13pp 30911 002-30911 014, 

-6506140137 Special Temporary Procedure f 02-0055, * 'On ce-Tli rough Steam GcrWfi- 
lor Temporary Recirculation & Chemical Addition " 

' General Public Utilities Corp • GPU Service Corp 82/10/04 7pp 30911-033- 
3091 1 044 

“8506140166 Responds lo 021026 request for Info re steam generator lube Integrity i! 
facility from 1979 to present Supporting documentation end 
HUKILl.H General Public Utilities Corp • GPU Service Corp 02/1 1/5J 
EISENHUT.DQ Division of Licensing 33pp. 3091 1.046-30911 243 

8506130045 Partial response lo FOIA request for all documents re NHC procedures far 
detection & control of alcohol & Illegal drug use by persons engaged in blilg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON.JM Division of Rules and Records, 85/01/20 HEATH.SJ Washing’in 
legal Foundaltori 55pp 30937 047-30937 157, 

“8506130332 Advises lhal Informant that worked at facility named six Individuals who 
allegedly used drugs onsita No communication made w/util because allogalxHis M 
not Involve current employ oos 

DIRCKS.WJ Ollice of the Executive Director lor Operations 03/04/27 PALLADIKO. 
GILINSKY, AHEARNE Commissioners 2pp 30941 258 30941 264 

8506200110 FOIA request for oarllest did document suggesting or describing poaccU 
uses of nuclear onergy.descriplion ol Eisenhower Atoms lor Peace Program, roc</.t 
repi on health elfacls of reactor accident TMI & rept on fusion power 
BEST.J R Affiliation Not Assigned 85/03/06 NflC - No Detailed AHiltatlon GNca Ig 
31039 361 31039*361 

86061701 17 Further response lo FOIA request for nine categories of documents re TM 
1 & TMI-2 Forwards Apr 1979 telegram re possible sabotage 
FELTON,JM Division of Rules and Records 05/03/22 DEEMER.CR. Afliliabonlliit 
Assigned Ip 30981232-30981,235 

“7906260405 Advises saboiago not responsible lor TMI Incident per HR Demon 
statement Human factor overrode automatic safely functions 
' Federal Bureau ol Invesligalion 79/04/30, Commissioners Ip 30961233 
30981 235 

66062001 17 Responds to FOIA request for documenls describing peocolul uso ol nu- 
clear onergy.descriplion of Eisenhower Atoms for Peace Program & rocont rept on 
health effects of reactor accident at TMI Documents available In library or PDR 
FELTON, J,M Division of Rules and Records, 85/03/27, BEST.J R AfbffaWon Not As- 
signed. 2pp 31039 362 31039 363, 

6506250083 Further response lo FOIA request lor documents re AamodI 640621 
motion & Clr for Disease Control review of motion 

FELTON.J M Division of Rules and Records 05/03/27 AAMODT.M M Aamodts 
7pp 31209 243 31209 300. 

“8409190111 Responds lo S Chilk 840827 staff requirements memo to radoloflicil 
concerns raised by Aamodt at 84031 5 meeting Surveys re effects on human hoaflh ft 
plant life following TMI accident not scientifically conducted. 
biRCKSjWJ, Ollice of the Executive Director for Operations 04/OB/O7 PALLAOINO 
ROBERTS, ASSELSTINE Commissioners lOpp 31209*260 31209*276 

-•8506260106 Responds lo 700808 Hr to Hendrie ro apparent refusal of NRG lo oxtea- 
sively review hundreds of repls by TMI area rosldonta experiencing physiologies! rest 
Hons to accident End Itr from LE Arnold only Hr received, 

DENTON.hr Office ol Nuclear Reactor Regulation, Director. 79/09/20, REEO.Sfl 
Pennsylyanla,Commonweallhof2pp.3l209,277-312a9.264. 

“6506250116 Forwards curriculum vitae of J Candler re M AamodI request to check 
medical records & vital statistics of cases ol cancer Identlffod In study of lew snval 
populations living on ridges near TMI. 

COBB,JC Colorado, Unfv of 84/09/10. PALLADINO,N J. Commissioners I6pp 
3 1200'265-31 209.300 

6S062S0064 Further response to FOIA request for documents In three calogorlos ra 
drug or alcohol abuse at nuclear facHitfos Forwards App A documents Documoatt 
also available In PDR Processing of documents continuing 
FELTON, J.M. Division of Rules and Records. 65/04/10, HEATH.SJ. Washingloe 
Legal Foundation, lipp, 31217 095-31217:109 

“8606250102 Discussion w/GPU on 820302 in Parsipanny.NJ re poficlas for dolect'Wv 
& screening of employees for drug or alcohol abuse 
' NRC No Detailed Affiliation Given, 82/03/02. 4pp 3 1 2 l 7:1 06 31 21 7,1 09, 

6505300675 Recommends that Commission determine whether to roteaso nortpubte 

Info to Advisory Panel ort TMI-2 Cleanup on case-by-case basis, 

DIRCKS.W.J, Office of the Executive Director lor Operations SECY-85 163. 85/05/ 
01. 13pp. 30783 294 30783.306 


6606110561 Further response lo FO/A request for documenls re Oct 1983 rept by H 
Hoyt & S Afoot on NRC In vos ligations Forwards App A tfocumonls Documents also 
available In PDR Into partially wilhheld (ref FOIA Exemptions 2,6 & 7). 

FELTON, j.M. (Vision of Rules and Records, 85/01/17. BAUSER.D.B Shaw, Pittman, 
Polls & Trowbridge. 22pp 30873,053-30673 076, 


8506060546 Provides clarllloatlon re statement made by B Snyder at Comtr^SMn 
850307 meeting w/Adviaory Panel lor Deconlaminatlon of TMI-2, per H My«j 
revest Page 70 of 850307 transcript end. 

DIRCKS.W.J. Office of the Execulive Director for Oporalions 85/05/17 
KAMMERER.C.C Oifico of Congressional Affairs 3pp 30785 022-30785,033, 
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-*505060549 Provides views re TMI-2 polar crane allegations per 840926 request TMI- 
2 senior personnel did not, in all casos.comply w/QPU administrative 

procedures Enforcement decisions responsibility of TMI Project Ofc 
HAYES.BB Office of Investigation, 84/10/18 DIHCKS.WJ Olfice of the Executive 
Director for Operations 13pp 30785 025-30785 037 

-6506060551 Requests views on "deliberateness, willfullness &/or intent” re polar crane 
allegations Reply requested tw next wk to assure prompt reply to Congress 
DIRCKS.WJ Office of the Executive Director for Operations 04/09/26 HAYES, 8 
Office of Investigation Ip 30785 038-30785 038 

85061)30670 Notifies that 840713 request to waive all fees lor facility denied by Com 
mission 850428 order Analysis of estimate of lees likely to be assessed shows ostl- 
tnala to be excessive 

DiRCKS,WJ Office of the Executive Director lor Operations. 85/05/22 
STANDERFEH,F R General Public Ulilitios Corp - GPU Service Corp 2pp 
30687 300 30687 309 

659606Q411 Transcript ot 650522 meeting in Washlnglon,OC re oral presentalion by 
participants on lilting immediate effectiveness of 1979 shutdown orders Pp 1-121 

• Commissioners. 85/05/22 127pp 30765 230 30766.127 

-8506060416 “Characterization of Aerosol Sample From TMI Reactor Auxiliary Bldg" 
KANAPILLY.G M , STANLEY.J A . NEWTON.Q.A Inhalation Toxicology Research In 
slituto LMF-70 8t/01/31 17pp. 30766 019-30768 035 

$506030283 Forwards Rev 5 to "Technical Evaluation Rept lor Defuoling Water Clean- 
up Sys," correcting & claritying description of low level alarm setpoints for fuel trans- 
fer canal Sys description will be revised accordingly 

STANDERFER.F R General Public Utilities Corp - GPU Service Corp 85/05/28 
SNYOER,B J. TMI Program Office, ip 30674 004*30674 007 

“8606030293 Rev 5 to "Technical Evaluation Rept for Defueling Water Cleanup Sys," 
Section 3 2 2 4 

BOLDT,G K , SMITH. E T General Public Utilities Corp • GPU Service Corp. 15737-2- 
G03-106 H05 84/11/01 3pp. 30674 005-30674 007 

3506040108 Provides addi Info re util decision to Install reactivity monitoring sys as addi 
precaution against criticality during defueling operations.per 850411 
request Assessment of reactivity monitoring sys provided 

STANDERFER.F R General Public Utilities Corp - GPU Service Corp 85/05/20 
flOaiNSON.G Pennsylvania State Univ., University Park, PA 3pp 30700339- 
30700 341 

8506120199 Notities that proposed Rev 10 to organization plan discussed in 850320 Hr 
acceptable Listed changes necessary based on upcoming recovery activillos Modified 
Figure 1 2 end 

SfJYDER.BJ TMI Program Office 85/06/06 ST ANDERFER.F.R. General Public Utili- 
ties Corp, • GPU Service Corp. 2pp 30841-359 30041.362 

-8506120204 Util organization plan. 

* General Public Utilities Corp - GPU Service Corp. 85/06/05. Ip 30841.361- 
30841:362 

85061 40S63 Requests publication of FR notice ot consideration of issuance of amend 
to License DPR-73 & proposed NSHC determination & opportunity for hearing re vent 
monitor lestlng.NSHC determination available in Central Fifes 
SNYOER.B J TMI Program Offico. 86/06/06 NOTTINGHAM, D. Division of Licensing. 
3pp. 30934 349-30934-351 

8506170449 Submits list ot topics for discussion at Commission 850620 meeting w/TMU 
2 Advisory Panel Requests that any addi topics lor discussion bo sant tar in advance 
ol meeting for placement on agenda. 

PALLAOINO.N J. CommissionerB. 86/06/06. MORRIS, A E. Advisory Council for De- 
contamination of TMI Unit 2 2pp 31044.360-31044.361. 

8506210364 Requests add! info to complete review of technical evaluation rept re 
design of fuel storage canisters, including mex predicted radlolytic gas generation rate 
in canister. 

TflAVERS.WD TMI Program Office. 85/06/10 STANDERFER.F R. General Public 
Ulilltias Corp. - GPU Service Corp. 4pp. 31048:190 31048.183. 

8505180445 Forwards Rev 4 to Technical Evaluation Rept 16737-2-G03-104, "Contain- 
ment Air Control Envelope." Rev Incorporates changes to Sections 2.1 & 3 3.1 permit- 
lira establishment of acceptable airborne activity levels on case-by case basis. 
STONDERFER.F.R. General Public Utilllles Corp • GPU Service Corp. 86/06/12 
SNYDEH.B.J. TMI Program Offico. Ip 30976:036-30978.035 

-8608160451 Rev 4 to "Containment Air Control Envelope." 

SMITH.C L. General Public Utilities Corp. - GPU Service Corp. 16737-2 G03-104 R04. 
65/06/06. 23pp 30978.036-30978.058. 

8506190143 Forwards Rev 6 to 16737-2-G03-106. "Defuoling Water Cleanup Sys," 
technical evaluation repLRev addresses sys operation during (nllial phase of defueling 
effort. 

STANDERFER.F.R General Public Utilities Corp. ■ GPU Service Corp 86/06/13. 
SNYDER, B.J TMI Program Olfice. 1p. 30095.046-30995.050 

-8506190148 Rev 8 to "Defueling Water Cleartup Sys." 

80LDT.Q.K . SMITH, E.T. General Public Utilities Corp • GPU Service Corp. 16737-2- 
Q03-106 ROe 85/06/03. 5pp. 30995 046-30995:060, 

8S06200026 Foiwerds Rev 2 to "TMI-2 DW Sys Description for Dewatering Sys for De- 
luellng Canisters (ECA-3265-0 4-0087)." Sys designed to remove & tiller 
water Description (or In-vessel sys will not be issued due to uncomplicated design. 
STANDERFER,F.R. General Public Utilities Corp. • GPU Service Corp. 85^6/14. 
SNYDER, B.J. TMI Program Olfice. Ip. 31007:104-31007:124. 

-8508200028 Rev 2 to “TMI-2 Dhr Sys Description for Dewatering Sys (or De(ualing 
Canisters (ECA-3255-84-0087)." 

RIL,C,R.. MAYS.R.L. General Public Utilities Corp - GPU Service Corp. 15737-2-M72- 
DSOl R02. 85/06/06 20pp. 31 007-1 05-3 1007: 124. 

SS062 10324 Forwards applloation (or amend to License DPH-73, consisting of Change 
Request 50 & recovery operations plan Change Request 32, revising Tech Specs re 
essential parameters monitoring InsIrumentallon.Fee paid. 

STANDERFER.fr. General Public Utilities Corp ■ GPU Service Corp, 85/06/18. 
SNYDER, B.J. TMI Program Office. 3pp 31033.039-31033:048. 


-8506210327 Appllcelion tor amend to License DPR-YS, consisting ol Change Request 
50 & recovery operations plan Change Request 32, revising Tech Specs re essential 
parameters monitoring Instrumentation 

* General Public Utilities Corp - GPU Service Corp 85/06/18 4pp 31033 041- 
31033 044 

—8506210329 Proposed Tech Specs re essential parameters monitoring Instrumentation 

* General Public Utilities Corp - GPU Service Corp 05/08/18 4pp 31033.045 
31033 048 

8506210360 Forwards application lor amend to License DPR 73, consisting ot Change 
Requests 49 & 31. revising Tech Specs re bldg atmospheric control sys Fee paid 
STANDERFER.fr General Public Utilities Corp - GPU Service Corp 85/06/16 
SNYDER.B J. TMI Program OHice 2pp 31031-212 31031 262 

“850 821 0363 Application for amend to License DPR-73.consisting of Change Requests 
49 & 31 .revising Toch Specs re bldg atmospheric control sys 
STANDERFEr.F R. General Public Ltiiiilies Corp - GPU Service Corp 85/06/16 4pp 
31031 214-31031 217 

“8508210388 Proposed Tech Specs re bldg atmospheric control sys 

* General Public Ulilllios Corp - GPU Service Corp 85/06/18 45pp 31031.218- 
31031 262 

8508280117 Fonvarda Rev 1 ot 1985 program summary schodule.roplaclng program In- 
termediate master schedule for 1985 submitted on 850216 

STANDERFER.F R General Public Ulilllles Corp - GPU Service Corp 85/06/20 
SNYOER.B J TMI Program Office 4pp 31180 025-31160 031 


Q. Inspection reports, IE Bulletins & correspondence 

850S 130027 Supp1 1 to IE Into Nolico 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New York. Inc I07pp 31044 065- 
31044 171 

850S 130038 Suppi 1 to IE Into Notice 85 020, “Motor Opareted Value Failures Dun to 
Hammering Effect " Svc list end 

JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/0S/14 Consolidated Edison Co of Now York, Inc f07pp 31044 172- 
31044-276 

8506030310 Forwards Exam Rept 60 320/85 09 ol exams administered during wk ot 
BS0401 

KISTER.H.B. Region 1. Olllco of Director. 85/05/15 STANDERFER.F General Public 
Utilities Corp - GPU Service Corp 2pp 30685.264-30685.204 

-8606030318 Exam Rept 50-320/85 09 on 660402 & 03 Exam rosulls.four candidates 
examined & oi>e reactor operator & three senior reactor operator licenses 
issued Inconsistent answers on written exam Indicate nonunilorm Irelnlng program re- 
sults. 

DUDLEY.N, KELLER.R.M.. KISTER.H.B Region 1. Oltico ol Director 85/05/14 
19pp 30685.208-30685 284 

8505200690 IE Info Notice 85-030, “Auditability of Electrical Equipment Qualification 
Records at Llconsees Foclliiies ” Svo list end 

JORDAN, E-L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 65/05/22 Consolidated Edison Co of Now York, Inc. t06pp 30837 258- 
30037.363 

6505200600 IE Info Notice 85'040, "Oellciencles In Equipment Quatllicalion Testing & 
Certification Process " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co ol New York, Inc I06pp 30848-.166- 
30848 271 

8505280181 IE Info Notice 85 042, “Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements.*' Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Enginsaring Response (Post 
830103) 86/06/29 Consolidated Edison Co. ol Now York, Inc. faopp. 30052:246- 
30852-363. 

8506030169 Submits listed corrections to util 850507 response to NRG 050322 Ilf ro 
request tor rellel from Insoivice insp lest requirements (or certain Category 8 & C 
valves Revised Table I end. 

STANDERFER.F R. General Public Utilities Corp - GPU Service Corp. 85/06/29 
SNYOER.B J. TMI Program Office, 4pp. 30674 168-30674.161 

8505280187 IE Info Notice 85 043, "Radiography Events at Power Reactors." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30 Consolidated Edison Co. ol New Voik, Inc, 120pp 30864.167- 
30864:267. 

8505280195 IE Info Notice 85 044, "Emergency CommiinIcBtion Sys Monthly Test." Svc 
fist end. 

JORDAN, E.L. Division of Emergency Preparedness & Englnserlng Response {Post 
830103). 85/05/30, Consolidated Edison Co of New York, Inc I21pp. 30864-045- 
30884:166 

8508070208 Forwards Safeguards Insp Rept 50-320/65-06 on 850304-08 & notice ol 
viofailon. 

MARTIN.T.T. Region 1, Office ol Director 85/06/03. STANDERFER.F. General Public 
Utilities Corp - GPU Service Corp, 2pp. 30761:337-30761:346 

-6506070214 Notice ol violation from Insp on 650304-08.Delail8 withheld (ret 
10CFR2.790). 

* Region 1, Olfice of Director. 85/06/03 Ip. 30751:339-30761-339. 

-8608070223 Physical Secunty Insp Rept 50-320/85 06 on 8S0304-08, Violation 
noled;lBilure to properly control photo |D badges & to complete annual physical fit- 
ness tests by three protection personnel, Details deleted (ref 10CFR2.790). 

DUNLAP, J.M. KElMIG.flR Region 1, Otiice ol Director. 85/05/20 6pp 30761.340- 
30761:345. 
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&S061<I00'9'9 Responds to violations noted in Insp Repi 50 320/85-08 Corrective 
actions ]ab foreman responsible lor ninning siecincat testing leads through door lo 
auxiliaiyblda exhaust fan housing & supervisor counsefacl 

STANDEnFER,F R General Public (Jlililies Corp • QPU Service Coip 85/06/05 
MURLEY.T.E Region 1, Office of Direclor 4pp 30883 220 30893223 

8506CE0877 IE Info Notice 85-045, ’'Potential Seismic fnteraclion Involving Movable In- 
Core Flux Mapping Sys Used In Wostinghouse Designed Plants ” Svc lisl end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
890103) 85/oe/OS Consolidated Edison Co of Now YorS. Inc r22pp 30865 001- 
30885046 

8 SOSO 80707 IE Info Notice 85 048, "Clanfication of Several Aspects of Removable Ra- 
dioactive Surface Contamination Llmlls for Transport Packages " Svc list and 
JORDAN, Et Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New VotK, fnc 124pp 31043 301- 
31044 064 

8508140240 IE Info Notice 85 047, ’’Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves ” Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/ tB Consolidated Edison Co of Now York, Inc i34pp 31268 167- 
3126B 304 

8506240428 Forwards Insp Rapt 50-320/85 10 on 850411-0517 & notice of violation. 
TRAVEHS.W.D TMI Program Office 85/06/18 STANDERFEB,F R General Public 
UliliUes Corp - GPU Service Corp. 2pp 31 160 31 2 3 1 1 80 327. 

-8506240432 Notice of violation from Insp on 8504 f 1-0517 Portions deleted (ret 
tOCFR73 21) 

' TMI Program Office 85/06/10 Ip 31160314-31160 314. 

-6566240442 Insp RopI 50 320/85-10 on 8504 1 1-051 7.Violatfon noted, failure la 
comply w/procodures re security practices Portions deleted (ref 10CFR73 21) 
COOI<.R. MOSLAK.T, BELL.jr TMI Program Office. 05/06/12 |3pp 31160315- 
31160 327 

8506140536 IE Info Notlca 85-048, "Respirator Users Notice Defective Self Contained 
Bra&ihina Apparatus Ait Cylinders " Svc list end. 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/1S, Consolidated Edison Co of New York, Inc f23pp 31376<}e4- 
31376183 


R. Periodic operating reports & related correspondence 


-8506130372 Staff requirements memo on Commission 830303 discussion 
VVashlnglon.DC re Ole ot Investigations investigation into preemploymonl psycho'O'T' 
cal testing at TMI.Marked up 840709 mmules & draft IE info notice ond 
CHILK,SJ Office of the Secretary of the Commission 83/03/16 PLAINE.ttM Otf>ce 
of the General Counsel HAYES.B B Office of Invesligation. 8pp 30941 26^ 
30941 276 


6606070269 Part 21 repi re failure of inner polar connector between dampor bat CJ’O./l 
on generator mam field Cause of failure not defined Further invostlaallon nocessery 
LELrsiNK,HH Louis Allis Co 85/05/29 MURLEY.TE Region 1, Office ol Dirociy 
ip 30751 350-30751 350 

8S03 130557 Amends 850523 Part 21 rept to include Lochte Grado 242 as accoplaL'a 
mall Info Itr & Itr lo ulil end 

CUMMtNS.Bn Heniy Pratt Co 85/05/30 KEPPLER.J.G Region 3, Ottico ot Direcicr 
3pp 30891 09B-30891 -106 


-6506130573 Part 21 rept re lack of Loclile on Pratt nuclear model valvos w/Lliritavque 
oP8rators,per Bechtel 0SO507 Itr & Oeliclency Evaluation Rept 04-101 Actua'ers 
should be reinstalled In valves using Loclile Grades AV,271 & 277 
CUMMINS.B,R Henry Pratt Co 05/05/23 KEPPLER.J.G Region 3. Ollico of Dv«tiy 
epp 30891 -101 -30691 -106 

8506140498 Part 21 rept re generator failure Concurs w/encl Louis A Die 850603 Itl ttut 
fnletpolBi connectors be removed. 

MORIARTY.JM. Colt Industries. Inc 85/06/05 MURLEY.TE Region 1. OHico ol Di- 
rector 7pp. 308S8;354-30898 361 


8S06170512 PNO TMI 85 005 on 85061 l.small electrical fire occurred on uiipoi level cf 
fuel handling bldg Caused by shorted welding cables used for mods to suomergoii do 
mineralizer sys No personnel Injury, equipment damage or radiological rotoaso 
COOK.R, C0WQ|LL,C Region 1. Office ol Director. 85/06/12 Ip 30956216- 
30956216 


T. Hearing transcripts on nen-antitruai matters 


8606030378 Transcript of Advisory Panel on Decontamination of TMI-2 050516 mestiM 
In HarrisburaPA Pp 1-1 15 Supporting documentation encl 
• Advisory Council for Decontamination of TMI Unit 2 85/05/16, 176pp SOO/SOTa 
30676 253 


6506058435 Further response to FOIA request for documents re radiation exposure to 
workers from 1679 to presenLApp A documents end 

FELTON, JM Division ot Rules and Records 84/12/17 DETJ£N,J Philadelphia In- 
quirer, Philadelphia, PA 2pp 30745.074-30745 187. 

-8506050474 "TMI Statistical Summary Rapt ol Personnel Monitoring Info. 
10CFR20.407.19&2.*' 

HUKILL.HD Ganeral Public Utilities Corp • GPU Service Corp 82/12/31- 2op. 
30746 265-30745266 ^ 


8506051)532 Forwards Apr 1885 monthly progress rept prepared by EA 
Englneenng.Science & Technology, Inc 

RESSLER.WC. General Public Utilities Corp GPU Service Corp 85/05/20, 
HICKEY, C NRC • No Detailed Atfillallon Given Ip. 30725’ 163 30725:164 

-85O80S0536 "TMI Aquatic Sto^ Monthly Rept lor Apr 1 985 " 

• EA Engineering, Science & Teobnolcgy, Ino 86/04/30 12pp 30726.154-30725:164. 

0506040009 Submits TMI Program Ofc vraeklv status rept lor wk of 850520-24 
TRAVERS, W.D TMI Program Office. 85/05/24, OENTON.HR Office of Nuclear Re- 
actor Regulation, Director. SNYDER, BJ. TMI Program Office 4pp. 30719310- 
30719:313. 


V. Operator Examinations 


9506030310 Fonvarda Exam Rept 60-320/85 09 of exams adminlstorod during nk ot 
850401 

KISTER.H.B Reglonl.Olflceof Director. 85/05/15 STANOERFER.F General Pubk 
Utilities Corp - GPU Service Corp 2pp 30e8S;264-30885'204 

“8606030318 Exam Rept 60320/85 09 on 850402 & 03 Exam resultsTour candidates 
examined & one reactor operator & three senior reactor operator liccntes 
issued.tnconsfsienl answers on written exam Indtcale nonunflorm training progrein re 
suits 

DUOLEY.N, KELLER.RM. XISTER.HB Region 1, Office ol Olroclor 65105)14 
lOpp a0685'266 306a6’284. 

6 5061 30192 Foiwards response to 860425 request for addi into ra fuol hai)dlin() server 
reactor operator training revs to training program.lncludlng Rev 0 lo AdmIrilstratVa 
Procedure Manual 4210-AOM-2610 01 on requirements for certification, 
STANOERFER.F R. General Public Utilities Corp, • GPU Servfco Corp. 95/06/10 
TRAVERS, W D. TMI Program Office 4pp, 30860,001-30860.1 1 2 


0506130399 Forwards "Elfluenl Summary,TMI-2 Liquid & Gaseous Effluents (Summatv 
ol All ReleasashFIrat Quarter 1986 ’’ Interp/stalion of dose summary table also encr 
STANDEflFEB.r.R General Public Utilities ^rp. • GPU Service (tore 85/06/30. 
MURLEY’.TE. Region 1, Office of Director 2pp 30668’291 -30888 299. 


•8606130197 Rev 0 to Administrative Procedure Manual 4210 AOM-261 001, "Roquifo- 
ments for Certification of Candidates for NRC Operator Licenses." 

PERWNS.C Genera) Public UtHiUes Corp. - GR) Service Corp, 04/02/ 10. 15tp 
30860 005.30860.019. p rr 


•*6508130'402 "Efifuent Summa(y,TM(-2 Liquid & Gaseous Etffirents fSummaiv of Alt 
ReraasssjjFirsI Quarter 1986 ’* 

STANDEHFER,F.H. Gerteral Pubilo Ullliliea Oorp. - GPU Soivfce Corp. 85 / 03/31 7 pd, 
30888,283 3O866’209, ^ 


•6509130201 Rev 0 00 lo Program Development Manual 6200 ADM-20a2.O1, "Training 
& Educ Dept Training Sys Development Process." 

• General Public Utilities Corp. • GPU Service Corp. 85/04/15 24pp 30860 OiO- 

30860,112. rr 


65081 p445 Submits TMI Program Ofc weekly fitatue rept for wk of 850526 0602 
TRAVERS.W.O TMI Program Oltice. 86/08/93. OENTOHH.R Ofiice ot Nuclear Re- 
actor Regulation, Direolor. SNYOER.BJ TMI Program Office, 4pp 30835047. 
30635,050 

8508200429 Submits TMI Program Otc weekly slalus rept for 850603 00. 

TRAVEHS.W.D TMI Program Office 85/06/10. DENTON, H.R OffPea ol Nuclear Re- 
actor Regulation. Diraolor. SNYDEfi.B.J. TMI Prograrn Office. 4pp 31042 228- 
31042 231. 

Submits TMI Program Oto weakly status rept for 850610-16, 

TflAVeHS,VyD. TMI Prooram Ofiice 85/06/17. DEW-ON.H,R. Office of Nuclear Re- 
acts Regulation, Director. SNYDER, 0.J TMI Program Office 4pp 31167’313. 
31 157 316 

'monitoring repyucluding tritium coneentraltoit data through 
8^305, table of weekly tnllum samplings for Apr 1986 & Sr-89 & Sr-eo results for First 
Qtiailef 1665. 

Service Corp, 85/06/19. 

TRAVERS,W.D TMI Program Ofiice. 30pp. 310e&314"3f055'352. 

S. Reportable oceimreneei, LEfla & reftied correapondence 

860619M4S Partial response to FOIA request for all documents re NRC procedures for 
dstection A control of alcohol S Iflegal drug use by persons ongaa^ In bldg or const 
tocffittes.Fonvards App A doeuWnts, 

FELroN.J.M Diviston of flufes and Racords 6S/01/28. HEATK,SJ. Washington 
Legs! Foundatton S5pp. 30937:047-30937.167. 


“0608130207 Rev 1-00 to Administrative Manual 621 2-ADM 2611 04, "Fuel Hiadling 
Senior Reactor Operator Training Program,Unit 2." 

General Public Utiiiilea Core - GPU Service Corp 05/05/23. 69pp 30860 044 
30860:112 

4506160261 Responds to NRC 850211 request for addI Info on licensed oporatorra- 
qualification program,Rov 3-00 to TMI Training Dept Administrative Manual 6212 ADM 
261 1, "Licensed Operator Requalilicatfon Program • Unit 2,” end 
STANDERFEfLF.R General publte Utilities Corp. • GPU Service Corp 85/06/13 
SNYDER, BJ TMI Program Office. 3pp. 30995:129-30995:1 69, 

“0506190268 Rev 3-00 to TMI Training Dept Administrative Manual 6212-AOM 2611 01. 
ycensed Operator Requalilicalion Program • Unit 2." 

LEONAflO.B., NEWTON.S.L, MILLER, A General Public Utilities Corp. - GPU Service 
Corp. 85/06/06, 28pp, 30995 132-30995,159 

e6M240426 Forwards Insp Rept 50-320/85-10 on 850411-0517 & notlca of violatioft 
TRAVERS, W.D TMI Program Office. 86/08/IB. STANDERFEH.F R General PubW 
Utilities Corp. - GPU Service Corp. 2pp, 31160.312-31 160:327. 

“8506240442 Insp Rept 60.320/86-10 on 860411-0517 Violation noted’ failwa 10 
comply w/procedures re security practices Portione deleted (ref 1 0CFft73 21) 
CTOKfl^MOSLAK,T. BELL.J. TMI Program Office. 86/06/12. 13pp. 31160 SIS- 
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F. Security, medical, emergency & fire protection plans 

8506040346 Forwards fee for 850404 application lor relief from certain ASME Code re- 
quirements & 850416 application for schedular exemption for outage related App R 
mods, per 850503 Itr 

GUCWA.lt Georgia Power Co 85/05/22 DIGGS, RM Llconse Foe Management 
Branch tp 30703 068-30703 068 

8606060495 Notification of 850612 meeting w/util in Belhesda,MD to discuss DCRDR 
program 

m\^NBARK.GW Operating Reactors Branch 4 85/05/30 STOLZ,J F Operating 
Reactors Branch 4 3pp 30784 253 30784 255 

8506 160 461 Fomards draft SER re procedures generation packaoe (PGP) tor emergen- 
cy operation procedures.PGP reviewed per NUREG-OOOO, Generic Ltr 82-33 S SuppI 1 
to NUREG 0737 Requests rev ol PGP. 

STOLZ.J F Operating Reactors Branch 4 85/06/05 flECKHAM,J T Georgia Power 
Co 16pp 30985 252-30885 267 

8506170232 Foiwards replacements for emergency plan Implementing procedures,HNP- 
8000 ssrie5,w/listed exceptions Title sheets deleted & numbers changed 
SORRELL,EC Georgia Power Co. 85/06/11. Record Services Branch (Document 
Control Deslt) Ip 30950106-30952 276 

-85016170236 Emergency plan Implementing procedures & deleted title shoots, Including 
Procedures HNP-B007 re decontamination of clothing & hats & HNP 8004 re dosime- 
liy issuance & tracking 

• Georgia Power Co 85/06/11. 880pp 30950107-30952 275 

8506240571 Forwards Amend 3 to response to 10CFR50 48 & App R due to installation 
of analog transmitter trip 8ys,refinement ol calculations & design changes allowing 
greater flexibility of operation in event of lire 

GUCWA.LT Georgia Power Co 65/06/17 STOLZ.J F Operating Reactors Branch 4 
233pp 31159 124-31 159'356 


P. OperalEng license stage documents & correspondence 


8606030390 Partial response to FOIA request for throe categories of documents to be 
mads available at PDR re NSHCsApp A documents onef & placed In PDR Search 
continuing 

FELTON.J.M Division of Rules and Records 84/11/08 ADATO.M Union of Con- 
cerned Scientists 4pp 30720 001-30720’005 

••$463050304 Notice of consideration ot Issuance of amends to Licenses DPR-67 & 
NPF-5 & pioposed NSHC determination & opportunity lor heanng.Amonds add limiting 
conditions re scram discharge vol vent & drain valves. 

STOLZ.J.F Operating Reactors Branch 4 84/02/21 8pp 30722 019-30722,036 

8606100834 Foiwards 850327 FR notice re applications & amends to OLs Involving 
NSHC considerations W/o encI.Rolaled correspondence 

* Operating Reactors Branch 4 #285 580 05/04/01, Docketing & Services Branch 
3pp 30B23^343-30a23’346 

$506250064 Further response to FOIA request for documents in throe categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documonts.Documonts 
also available in PDR Processing of documents continuing, 

FELTON.JM Division of Rules and Records, 05/04/f0 HEATH.SJ Washington 
Legal Foundation, lipp, 31217,095 31217'109 


■6506260156 Informs that alcohol & drug abuse survey lor 10 ulils complete per Tom 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
programs Summary ol site visits end, 

0'REILLY.JP, Region 2, Office of Director 03/04/01. DEYOUNG, R.C Director's 
Office, Office of Inspection and Enforcement, 42pp. 31217 125-31217 166. 


-8506260223 Responds to 830328 request re results ol selected util & contractor of- 
forts to establish validity of drug allegations. List ol actions ulils & contractors taken to 
determine If suspect Individuals still In employ end 

O’REILLY, J,P, Region 2, Office of Director. 83/04/21. DE YOUNG, R.C, Director’s 
Office, Office of Inspection and Enforcement. 3pp 31217'167*31217.169, 


8506040433 Application for amend to License DPR-57, deleting Tech Spec Table 6.9 2-1 
re requirements to rept results of secondary containment leak tests & summaries ol 
primary coolant leakage to drywell.Fee paid. 

BECKHAM, J T Georgia Power Co. 85/05/20. STOLZ.J F Operating Reactors Branch 
4. 6pp S0699'084-30699.0d1. 


■8506040441 Proposed Tech Spec deleting Table 6.9 2-1 re requirements to rept re- 
sults ol secondary conleinmenl leak tesla & summaries of primary coolant leakage to 
drywall 

* Georgia Power Co, 86/05/20. 2pp, 30689.090-30699 091 . 


8506120308 Responds to 650404 request (or addi into following NRC review ot re- 
sponse to Generic Ltr 83-28 re Salem ATWS event requirements Legend for equip- 
ment location index code contents & draft safety evaluation document end 
GUCWA.LT Georgia Power Co 85/06/03 STOLZ.J F Operating Reactors Branch 4 
42pp 30849.023-30849 064 

8506180536 Forwards safety evaluations supporting requests lor relief from insorvica 
lesling requirements for pumps & valves Certain requests should be granted while 
others should be conditionally granted 

STOLZ.J F. Operating Reactors Branch 4 85/06/04 BECKHAM.JT Georgia Power 
Co 3pp. 30964 007-30984 090 

”8506 IB 0539 Safety evaluation supporting request for reltof from ASME Section XI 
Code requirements lor Insotvico testing requirements 

' Office ol Nuclear Reactor Regulation, Director 85/06/04 39pp 30984 010- 
30984 040. 

-8500180668 Safety evaluation supporting request for relief from ASME Section XI 
Code requirements lor inservice testing requirements 

‘ Ollice ot Nuclear Reactor Regulation, Director 85/06/04, 40pp 30984 049- 
30984090 

8S06200016 Forwards SER re ulll 831107 response to Generic Ltr 83 26, Item 1.1, 
"Post-Trip Review ’’ AddI info to correct listed deficiencies requested within 60 days of 
Hr receipt 

STOLZ,JF Operating Reactors Branch 4 05/06/07 BECKHAM.JT Georgia Power 
Co. 3pp 31043,133-31043,141 

-8506290017 SER basod on util 031107 response to Generic Ltr 83 28, Item 1 1, "Post- 
Trip Review ’’ Addi info requested to correct listed deficiencies 
• NRC - No Oolailod Affiliation Given 85/06/07 6pp 31043 136-31043,141 

8506190169 Forwards fee.requested in NRC 650520 Itr.for 840910 application for 
amend to Llconse DPR-57, requesting relief from Implementation of mods associated 
w/Mark I containment long term program 

GUCWA,LT Georgia Power Co 85/06/10 DIGQS.RM License Fee Management 
Branch 1p 30995 034-30995 034 

6506240 136 Summary ol 850530 operating reactor events meeting to brief Ofc 
Dlreclor.dlv directors & representatives on events since 850515 meeting List of 
attendees, viewgraphs & status ol assignments end 

CRUTCHFIELD, D Assistant Director for Safety Assessment 85/06/13. 
THOMPSON, H.L Division ol Licensing. 25pp 31 155 316 31165 340 

3506240682 Informs that 860416 Hr does not represent backfit as defined by criteria in 
Manual Chapter 05l4.lsolation ol ell containment purge & vent linos under 3 Inches in 
diamofor consistent w/NUREG 0737,ltem II E 4 2 (7) 

DENTON, HR Olllce of Nuclear Reactor Regulation, Director 05/06/18 

BECKHAM.J.T, Georgia Power Co 3pp 31157'124-31167T26. 


O. Inspecllon reports, IE Bulletins & correspondence 

8506210276 Forwards HFA relay replacement schedule rellecling changes to planned 
outage dates, per IE Bulletin 04-02 re GE Typo HFA relays 
GUCWA.L T, Georgia Power Co. 66/03/21 QRACE.J N Region 2, Office of Director 
3pp 3106601831056020 

8606210363 Responds to NRC 850401 Itr re violations noted in Insp Ropts 60-321 /BO- 
OT & 60 366/05-07.Corfodivo actions'Procoduro HNP-911 being revised & reformat- 
ted as Administrative Control Procedure 30AC-OPS 003, 

QUCWA,L T Georgia Power Co, 05/04/29 GRACE, J N. Region 2, Olllce ol Dirootor. 
7pp 31066.105.31065 201 

8506130027 Supp1 1 to IE Info Notice 04-56, "Seat Table Leaks at PWRs." Svo list onci 
JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co of New York, Inc. l07pp 31044;065- 
31044:171. 

8505130036 SuppI 1 lo IE Info Notice 65 020, "Motor-Operated Valve Failures Duo to 
Hammering Etfoct.'' Svo list end. 

JORDAN,E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05^4. Consolidated Edison Co, of New York, Inc l07pp, 31044,172- 
31044.278. 

8506210522 Forwards Insp Repts 60 321/85-10 & e0-366/e6-10 on 850323-0427 & 
notice of violation 

WALKER.R,D, Region 2, Olllce ol Director, 85/05/17 KELLY,RJ Georgia Power Co, 
2pp. 31O57'32O-3fO57;320, 

-BS062 10524 Notice ol violation from Insp on 650323-0427. 

‘ Region 2, Office ol Director, 85/05/17. 2pp 31057'322-31057,323. 


8606040348 Forwards fee for B50404 application for relief from certain ASME Code ro 
quliemenfs & 860416 application for schedular exemption lor outage-related App R 
mods, per 850503 Hr 

QUCWA,L.T. Georgia Power Co 86/05/22. DIGGS, R.M, Llconse Fee Management 
Branch. Ip. 30703:068-30703 068. 


-8506210526 Insp Repts 60 321/66-10 & 50-366/85-10 on 850323-0427 Violation 
noted.lmproper valve lineup & failure to properly Implement weekly battery pilot cell 
surveillance procedure. 

HOLMES-HAY,P„ NEJFELT.Q , PANCIERA,V.W Region 2, Office ot Director, 65/06/ 
17 0pp. 31057.324-31057,329. 


8506060655 Notification of rescheduled 850602 technical appeal meeting w/ulils in 
Bethesda.MD re NUREQ-0737,ltem I I.E.4. 2, Position 7 & whether Lines 3 S under can 
be excepted from requirements, 

HERMANN, R, A. Operating Reactors Branch 2, 86/05/22. VASSALLO,D,B. Operating 
Reactors Branch 2. 1p. 30784:076-30784:076 


8605200590 IE Info Notice 86 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities '' Sve list end 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison ol New YorK, Inc. lOepp. 30837:258- 
30837:363 


8506060504 NolHIcation of 860613 meeting w/ulll In Belhesda.MD to discuss proposed 
changes to diesel generator Tech Specs, 

flIVENBARKiG.W. Operating Reactors Branch 4. 86/05/30, STOLZ,J.F. Operating 
Reactors Branch 4, 3pp. 30784'268-30764.260. 


8506110323 Forwards draft updated FSAR revs re selsmio design & analysis, pr 
850513 response to NRC question, Final revs, being made in FSAR update, expected 
^850722 „ . 

QUCWA.LT, Georgia Power Co, 85/05/30, STOLZ,J,F, Operating Reactors Branch 4, 
102pp 30808.219-30808:320, 


8505200600 IE Info Notice 65 040, "Deficiencies In Equipment Qualification Testing & 
Cerlillcallon Process," Svo list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/05/22, Consolidated Edison Co. ol New York, Inc, i06pp. 30848:166- 
30e48'271 

8506270726 Forwards Insp Repts 60-321/e6-13 & 60 366/86-13 on 850429-0503 No 
violations or deviations loentlfied. 

BROWNLEE,V,L. Region 2, Office ol Director, 86/05/23, KELLY, R.J, Georgia Power 
Co. Ip, 31249:260-31249.300. 
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-8506270732 Insp Repts 50-321/85-13 & 50 366/86 13 oa 850429 0503 No viOleWi>s 
ofjOSvialions noted Major aroas inspected plan) chemistry -4 inservfce fasp of pumps & 

ROSS.WJ. BLAKE.JJ Region 2, Office o) Director 85/05/21. lOpp 31249 291- 


8606270564 Forwards fnsp Ropis 60-321/65-14 & 60 366/85-14 on 850506-10 No vio- 
lalions or deviations noted 

BROWNLEE, VL Region 2, Office oJ Director &5/05/2a NElLV.RJ Georgia Power 
Co 2pp 31251 12831251 139 

-8506270569 Insp Repts 50-321/85 14 & 50 366/85-14 on 850506 10 No vsolalion or 
aaviaijort noted Mafor araas inspected Inservice insp & Jicensee acUoa on previous on- 
forcomenl mailer. 

CROWLEV.br. BLAKE, JJ Region 2. Office of Direclor 85/05/23 12pp 31261 128- 

i/lO 


-8506130573 Pad 21 rept re lack of Loctite on Pratt nuclear model valves vv/Limi1«?«if 
operators, per Seclitol 850507 Itr & Deficiency Evaluation Repi 84 101 Actua'ji 
snould be reinslalled In valves using Loctite Grades AV,271 & 277 
CUMMJNS,B R Henry Pratt Co 85/05/23 KEPPLER,J G Region 3, Oflico ol Director 
6pp 30891 101-30891 106 

6506200411 LER 85 016 00 on 850519, RCIC pump failed to meat rnlad flow regw'* 
ment of 400 gpm at normal reactor vessel oporaling pressure Caused by falfure rt 
RCIC sys automatic control amplified circuit board Circuit board replacod W/i&SCKC? 
Itr 

TIPPS.S B , NIX,H C Georgia Power Co, 85/06/07 3pp 31020 276 31020 277 

85 06 360 4 47 LER 05 016 OO.on 6505 15, safety relict valve A activated & remaln-ed open 
& reactor manually scrammed Caused by falling water from control HVAC creatirrg ei 
cessfve moisture In panel 1H1 1 P926 HVAC filter train maint done W/050Qt4 Itr, 
TIPPS,S,B,NIX,HC Georgia Power Co 85/06/14 7pp 31230 32S 31230335 


8S05280161 IE Info Nolico 85-042, "Loose pfiospfior In Panasonic 800 Series Badge 
TLD Efemenis ’’ Svo Jisl end 

JORDAN,E L Division of Emergency Preparedness A Engineonna Response (Post 
830103] 85/05/29 Consolidated Edison ol New York, Inc 120pp 30852 245 
30852363 
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A. Appllcallon/constructlon stage documonts A correspondence 


8505280187 1E Into Nobca 85 043, ’Radiography Events el Power Reactors" Svc list 
end 


JORDAN, E L Division of Emergency Preparedness A Engineering Responsa (Post 
830103] 66/05/30 Consolidated Edison Co o( Now York, Inc f20pp. 30864 167- 
3C0&4-2B7 

505260195 IE Info Notice 85 044, "Emeigency Communication Sys Monlhly Test," Svc 
list end 

JORDAN,E L Division of Emergency Preparedness A Engineering Response (Post 
630103)^85/05/30 Consolidated Edison Co of New York, Inc 12lpp 30864 ’045- 


30854:166 


8S062502S1 Partial response to FOIA request for documents re radiological omorgen.-y 
plans A carrespondonca between NRC A util since Jan 1984 App A cfocumonts avjs- 
aWe In PDR Search A review of addi documents cor^linulng 
FELTON.JM Division of Rules and Records 05/04/16 BELAIR.R R KlrKpatncIi j 
LocMiarl 4pp 31244 039 31244 099 

-8606250490 Forwards point by point response to five rocommondnllons Idonldicdii'HE 
Circwtar BO 05 Based on respoi^e IE circular can be closed 
WYNNE,JQ. Long Island Lighting Co 04/11/27 ESELGROTH,P, NRC - No Oolaw 
Affilpatlon Given Ip. 31244 079 31244 086 


6506060677 IE Info Notice 65 045, '’Potential Seismic fnleraction (nvolving Movable In- 
Westinghouse Designed Plants " Svc Ifst end 
JORDAN,E,L Division ol Emergency Preparedness A Engineering Response (Post 
830103], 85/06/06 Consolidated Edison Co of Now York, Inc 122pp 3086S 001- 
30665 046. 

8606060707 IE Ifilo Notice 85 046, "Clarificallon of Severaf Asjiaels o( Removable Ra- 
dfoactrva Surface Contamination Limits for Transport Packages " Svc list encf 

Emergency Preparedness A Engineering Response (Post 
830103) 85/06/10, Consolidated Edison Co of New York, inc, f24pp 31043 301- 
31044 084. 


6506140240 IE Info Notice B5-047, "Poterliaf Efleot of Line-Induced Operatfon on Cer- 
tain Target Rock Solanold-OperatedVatves,” Svc list end 

Emargorrcy Preparedness A Enflineering Response {Post 
83010^ 85/06/16 Consolidated Edison Co ol New York, Inc fsipp, 31268'167- 
31 26B'304r 

0506140636 IE Info Notice 85 046, "Rospiralor Users Notice Oefacifvo Self Contained 
Breathing Apparatus Atr Cylinders " Svc fist and 

•division of Emergency Preparedness A Engfneerino Response (Post 
830103), 85/06/19. Consolidaled Edison Oo ol New York. lnc i23pp 31376064- 
3 1376 '1&3 


S. Reporlabl# occurrences, LERa A related correspondence 


850417017^1 Forwards evaluation of review of svc water sys air release valve 
failures Review of a r reiease valve tfesign fmUated by Georgia Power Co for Hatch 
piants Study rosulte Indicate plants air release valves may be underdeslened 


-8 6041 701 93 Forwards evaluation ol review ol svc water sys air release valve 
faildfes Consicferalion ol Issuance of IE Info notice (o address concerns racommend- 
od. 

(PPOLITO.T A. AEOD. Director’s Otto. 85/03/29 JORDAN, EL Oivlsion of Emeraen 
cy PreparednoBS A Engineering Response (Post 030103) tp 28804:270-29904 270 


-0504170196 Fonvards evaluaUon ol review ol avc water sys air release vako 
failures Stucfy cqncludos that svc water air rereaso valves used for FHR ays are un 
der rated A should be redesigned, 

SALAH,S, Reaclor Operellons Ana^is Branch. 85/03/29 SEYFRILK.V Reactor Op- 
erations Anslysis Branch. Ip. 299O4.271-29’9O4;2e0, ^ 


—0504170207 "Svc Water Sys Air Release Valve Failures," AEOD engineering a valua- 
tion repL 

SALAH.S. AEOD, Di rector’s Office. 95/03/29 19pp, 29904,272-299041260. 

8506070106 Notification that Special Rept 50-321/1084-010 act issuad in 1984, Info pro- 
r^ded should account for special rept numbers not issued in 1884 A is intended to 
clarify records. 

S'OO^'oO-Sm^ fl5/04/03 QRACE.J.N. Reflion 2. Office of Director, Ip. 


8606040681 LER 85-011 -OO.on 050424, Train A Ol standby gas trealmenl sys 
started Caused by Inadequate special jnslructions wlhfeh failed to gwa detailed Instruc- 
tions for returfifng battery charger to svc.Train A returned to normal. W/86062f (tr 
TIPPS,S,B„ NW.H C. Qaorela Power Co 85/05/21 3pp. 30708 263-30708 265. 

S50607006S LER 85-017-00 on 85051 5,delermrned cable Iray support 33 located in 
cable spreading^ rwm could experience overioadirrg during OBE or SSE Caused by A/ 


E desl^ error.Cable support modiffBd.W/a5652e Hr. 

TIPPS.S B., NtK,H.C Georgia Power Co. 85/05/28. 6pp 30001 356 30801 360. 


6566130557 Amends 850523 Pari 21 rept to include Loctite Grade 242 as accoolable 
iriatJ,lnfo fir A Itr to util end. 

Sp^ffil^OOS-SOsSlW XEPPLER.J.G, Region 3. Office ot Director. 


-8506260164 Provides addi info re emergenoy diesel gencralor tube oil consunwM 
WYNNE, J G, Long Island Lighting Co 84/03/06 ES^GROTH.P NRC No Dokl->l 
Atlillehon Given 5pp 31244'163-31244 176 


F. Securlly, medical, emergency A (Ire protection plans 


8506250273 FOIA request for all written mails did 840102 or later or If undated.ctsartil 
alter Jan 1984 re radiological emergency plannlrig A preparedness (or plant 
BELAIR,RR Kirkpatrick A Lockhart BELAIR,RR, SuKolk County, NY 65/03/13 
Office ol Admlnislralion 3pp 31244 036-31244 038 

6506250291 Partial response to FOIA requesl for documents re radiological omcrgencif 
plans A correspondence between NRC A util since Jan 1984 App A aocumanis avs’L 
able in POR Search A review of addI documenis continuing, 

FELTON.JM Division of Rules and Records 85/04/15 BELAIR.R, R. KItkpeIrKk 8 
Lockhart 4pp. 31244 039 31244 099 

-8404110261 Requests end FEMA reel re LILCO transition plan bo Iransmillod to ap- 
plicani for evaluation A response.Dratt transmittal Mr also end 
WGANO.F.G, Emergency Preparedness Branch 84/03/29 SCHWENCEn.A LtcrYij 
Ing Branch 2 ip 31244 156-31244 102 

-6411060160 Forwards J Carpenter 841004,0822 A 0412 llrs to NRC ro radlotogicil 
emergency response plan for consideration 

JORDAN, E.L Division of Emergency Preparedness A Engineering Response fPosl 
830103). 04/10/30. KfllMM.R.w Federal Emergency ManagomonI Ajoncy ip 
31244'103.31244’121. 


-6411080536 Responds to 841004 A 0412 llrs re adequacy of evacuQllon plans A C4 
pablllty of util offsite organization to implemerit plans.FEMA rosponsiblo for ofisila 
emergency planning Copies of Carpenter 840412,0822 A 1004 llrs sent lo heanr^ 
boaro 

DEVOUNG.flC, Director’s Office, Office ol Inspection and EnforcomonI 04/10/30 
CARPENTER, J, Affiliation Not Assigned Ip. 31244.102-31244:102 

-8411090107 Forwards J Carpenter 841004,0822 A 0412 llrs ro apparent lack of ade- 
quate radiological emergency response plan for evacuation of public RC DoVoung 
841026 response end 

JORDAN, E.L. Division of Emergency Preparedness A Engineerlrig Response (pmi 
630103} 84/10/30. UURENSQN.J A. Atomic Safety and Lfcenaing Board Panel tpp. 
31244:l00-31244;101. 


-8S062SO323 Responds to Insp Rept 50 322/84-3 8, Sec lion 2 6.2 re Inadequate rnord. 
lorfng ol training received by fire brigade members Computer run program dovoKiped 
provldfiw listed qualification a. Sam pie l/aling end. „ 

QRUNSEICHR W Long Island Llghling Co, 85/02/21. ESELQROTH.P. NRC - No De- 
tailed AlfiliafJon Given 8pp. 31 244.044 31244,052. 


-8504260464 Temporary Procedure Change 04-371 (o Rev 2 to Procedure 27 30401. 
"NSST A Reserve Station Svc Transformer Transfer Checks ” 

* Long Island Lighting Co. 84/05/15 6pp. 31244:067-31244.071, 


—8504260152 Forwards updated llsling of open Insp Hems re licensing at plant Foot se- 
curity Items A two engineering Issues require reaolullon prior to issuance ol fow powH 
OL. 

WURLEY.T.E. Region 1, Office ol Director. 84/10/01. DENTON, H.R. Otlice d Nvdea 
Reaclor Regulation, Diredor 26pp. 31244.122-31244‘155. 


8506060366 Forwards SALP Rept 50-322/85-99 for Mar 1984 - Feb 1685 Mosling to 
discuss assessment scheduled for 05O8O7.Licenseo should be prepared lo wscuM 
assessment A plans to Improve performance at meeting. , . . 

WURLEY.TE, Region 1, Office of Director. 8S/06/24. LEONARD, J.D, Long Waf*S 
Llghling Co. 4pp. 30769.160-30769 21 1. 

-8604060407 SALP Rept 60-322/86-99 for Mar 1964 - Feb 19 e 5 .Weakn 08 se 8 noted w/ 
control of plant evolutlona A timely reaolullon of QC deficlencloa-Efieclive mgt mveh*- 
ment A control of moat plant activities noted. 

‘ Region 1, Office of DIreclor 65/05/24. 4Bpp 30769:1 64-30759:2 11. 
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8506060516 Forwards monthly rept for Apr 1985 re status of oHsUb emergency pre 
paredrjesB (or OL reviews Delays in schedule for Limerick & Shoreham for lull power 
operaUon remain due to offsilo emergency preparedness Issues 
DfRCKS.WJ Office of (he Executive Director for Operations 05/'05/28 PALLADINO 
Commissioners lipp 30705 007-30785 017 


8506038401 Forwards Commission 850516 statement of policy on Emergency Planning 
S(d 10CFR50,47 as published In FR on 850521 Statement Includes interim guidance 
to licensing boards, per US Court of Appeals decision in Guard vs NRC 

^ Hearing Branch 3 #285 222 85/05/29 MARGULIES.M B . 
KLINb.J R , SHON.FJ Atomic Safety and Licensing Board Panel Ip 30678.038- 
30878-048 


0506170098 Ack receipt of 850129 Hr informing NRC of Steps taken to correct violations 
noted In Insp Rept 50-322/84-46 Remaining licensing issues should be resolved w/ 
WHR 

EBNETER.SD Region 1. Office of Director 85/05/30 LEONARD, J.B. Long Island 
Lighting Co 4pp 30078 244-30978 287 


8506030635 Advises of Issuance of attached Suffolk County Executive Order 1 085-1 ,(J1- 
rectlng county govt to review Shoreham ernergency response plan & to conduct exer- 
cfsa or plarr COTiflcale of Svc end Re lata d correspondence 
IRWIN.D.P, Hunton & Williams IRWIN, D.P. Long Island Lighting Co #285 237 85/ 
05/31 PALLADINO, ROBERTS, ASSELSTINE Commissioners I6pp 30687.145 
30687*160 


8506030623 Response opposing Suffolk County & State of NY 650517 motion (or ro- 
conslderallon of ASLB 850506 order denying portions of testimony on relocation clr 
Issues Certificate of Svc end 

MCCLESKEY.K E Long Island Lighting Co MCCLESKEY.K E Hunton & Williams 
#285 255, 85/05/30 Atomic Safety and Licensing Board Panel, 10pp 30687 113- 
30687 130 

8506030632 Wotton for extension of lime until 850614 to respond to 850521 motion to 
intervene on boh all of residents of Nassau County due to anticipated emergency plan 
exercise Csrtllicata of Svc end 

MCCLESKEY.K E Long Island Lighling Co MCCLESKEY.K, E Hunton & Wtlltams 
#205 256 85/05/31 Atomic Safety and Licensing Board Panel. 6pp 30687-139- 
30687 144. 


6508030635 Advises of Issuance of attached Suffolk County Executive Order 1985-1,cit- 
rectlng county govt to review Shoreham emergency response plan & to conduct exer- 
cise of plan Certificate of Svc end Related correspondence 
IRWIN.DP Hunton & Williams. IRWIN.OP Long Island Lighting Co #265 237 65/ 
05/31. PALLADINO, ROBERTS, ASSELSTINE Commlssfeners 16pp 30687145- 
30687:160 


8508130271 Informs that Red Cross never given permission to use facility as avacuation 
base In event of accident at facility Served on 65061 1 . 

RICKEN,R Mlneo Union Free School District, NY #285 370 05/05/31 Atomic 
Safety anti Licensing Board Panel Ip, 30860 331-30860 331 


8506070069 Forwards Insp Rept 60-322/85 06 on 850122-25 No violations noted 
MARTIN.TT Region 1. Office of Director 05/05/31 LEONARD, JD Long Island 
Lighting Co, 4pp 3 07 50 ’073-3 0750 .083 

-8506070083 Insp Rept 60-322/85-06 on 850122-25 No violations noted Major areas 
Inspectediopen items from previous insp & status of programs for changes to emor- 
gancv preparedness program, performance of duty & liconseo audits. 

SMITH.R.H,, COHEN.I , HARPSTER.T.L Region 1, Office of Director 05/05/29 7pp, 
30750.077-30750 083 


8506040612 Notifies that util response to Suffolk County first request for admissions 
docketed & filed on 650603 

CLEMENT S.W L Docketing & Services Branch #285 261 85/06/03 Docketing & 
Services Branch, Ip 30708 098-3 0708 ’09 8 

8506040616 Notifies that listed safeguards documents docketed & filed on 050603. 
CLEM ENTS, W.L Docketing & Services Branch #285 262, 85/06/03 Docketing a 
Services Branch Ip 30700 086-30708 036 


6506100576 Formalizes util understanding of NRC position on applicant resolufion of 
fire protection issues outlined In Insp Rept 50 322/84-46 a associated notice of 
daviations Calculation summaries end 

LEONARD.J D Long Island Lighting Co. 65/06/03, DENTON, H.H Office of Nuclear 
Reactor Regulation, Director 20pp 30703- 125-30703 144 

8506140425 Response denying Long Island Coalition lor Safe Living 7 850521 motion 
to intervene re Board 850625 hearing on L1LCO emergency plan Motion inexcusably 
late & suN matter excluded by Board 850506 order Cerllflcato of Svc end 
IRWIN, D P Hunton & Williams. IRWIN.D.P. Long Island Lighting Co #286 393 85/ 
06/10. Atomic Safely and Licensing Board Panel. 60pp 30898,039-30898.098 

8606180044 Requests rev to Section 2, Item E of License NPF-19 to relied Rev 10 to 
physical aecurily den w/ stipulation that Attachment Ilf (ra compliance w/10CFR73 66) 
need not apply. Flaquest based on ASLB Partial Initial Dadslon LBP-85-ie. 
LEONARD.J.D Long Island Lighting Co. 86/06/17. DENTON.Hn Ofllce of Nuclear 
Reactor Regulation. Director. Ip 30076.279-30075,279 

6506250447 Ack receipt of B6O501 Hr informing NRC of slops taken to correct violations 
noted In Insp Rapt 60-322/05-06. 

MARTIN.TT Region 1, Office of Direclof 85/08/20 LEONARD. JD Long Island 
Lfghtmg Co. 2pp 31 198.1 97-31 108.199, 


8506040670 Order roquasHng Suffolk County position re present signiticance of 850530 
executive order as soon as position formulaled.Servod on 850604 
SHOEMAKER.C J Atomic Safety and Ucenslng Appeal Panel #205 271 85/06/03 
Suffolk County, NY 2pp 30708 099-30708 100, 

8506040672 States that on 850603, 620007 Joint security status rept, 021015 agreement 
in principle & LILCO response to Suffolk County request for ASLB ruling whether doc- 
uments treated as safeguards filed in safeguards docket of proceeding 
CLEMENTS. W.L Docketing & Services Branch #285 263 85/06/03 Docketing & 
Servfoos Branch. Ip, 30708 095-30708095 

8506040874 Motion for postponement of ora) argument on Commission review of ALAB- 
800.Sulfo!k County executive raises Important questions of law & policy Certiticale of 
Svc end. 

DOUGHEHTY.J B, Shoreham Opponents Coalition, DOUGHERTY ,J B Dougherty, J.B. 
#265 272 B5/OQ/03, Commlssionera 3pp, 30708-091 •3O7O0’O93 

8506040679 Motion lor posiponement ol 850604 oral argument on issues re Phase III/ 
IV licensing of facility scheduled by Commission 8S0530 notice Postponemonl needed 
to resolve county conflict re Issue Certificate of Svc end. 

BROWN, H.H Suffolk County, NY. BROWN.H.H Kirkpatrick & Lockhart #285 206 
86/06/03 Commlssionera 9pp. 30706 051-30708 059. 


-8506250452 Responds to NRC 850328 Hr re violations noted In Insp Rept 60-322/85- 
OS.Correclive actions withheld (rel 10CFR73 21) 

LEONARO,J D Long Island Lighting Co 85/05/01 MURLEY.T E. Region 1, Office of 
Director Ip 31 198' 190-31 108.190 

8606280067 Forwards Insp Rept 60-322/85-23 on 850420 0501 No violation or dovi 
atlon noted Remaining 14 licensing Issues being referred to NRR for resojullon. 
EBNETER.S.D. Region 1, Olllce of Director. 06/06/24, LEONARD,J.D. Long Island 
Lighting Co 4pp 31264:224-31 254:233, 

-8506280060 Insp Rept 60-322/85-23 on 060429-0501 No Violation or deviation 
noted. Major areas Inspected emergency lighting & safe shutdown capability of plant in 
event of fire & followup of previous Insp. 

KRASOPOULOS.A., PULLANI.S.V.. ANDERSON, CJ Region 1. Office of Director. 85/ 
05/29. 6pp 31254:228-31254.233 


Q, Adjudicatory correspondence 


8508040603 Forwards executive order directing review ol emergency response plan & 
exercise ol plan.KIrkpatrIck & Lockhart no longer representing county In matter Oral 
ergumonl should not be adjourned 

ASHARE.MB Suffolk County, NY #265 273, 85/06/03 PALUOINO.NJ. Commis- 
sioners 7pp. 30708 039 30708,045, 

6508080383 Order extending lime until 850610 for parties to respond to 050521 motion 
to ir^tervena on behalf ol residents of Nassau County re emergency planning 
proceeding. Served on 050604. 

MARGULIES.M B. Atomic Safety and Licensing Board Panel #285 260, B5/06/03. 
Olllce of the Executive Legal Director Ip. 30727-238-30727.238 

8506060388 Forwards brief supporting applicant position on appeal from 650417 partial 
Initial decision ro emergency planning. Implications of Suffolx County Execullvo Order 
1-1685 unclear.CertIlieale of Svc encT. 

CHRISTMAN, J N. HunlOn & Williams CHRISTMAN, J.N Long Island Lighting Co. 
#285 293. 05/06/03, ROSENTHAL.A.S,, WILBER.HA, EDLES.Q.J, Atomic Saloly 
and Licensing Appeal Panel 5pp. 30727:001-30727-197. 


BS06130276 Advises ol no contractual or other obligation tor use of schools as "congre- 
gate care clrs" in event of radiological accident at facility Served on 85061 1 
MCLEAN, C.C Oyster Bay-East Norwich Central School District, NY. #285 380 85/ 
05/17. MARGULIES,M.B. Atomic Safely and Licensing Board Panel. Ip. 30850.208- 
30059:208, 

8806030401 Forwards Commission 650516 statement of policy on Emergency Planning 
Std 10CFR50 47 as published In FR on 650521, Statement includes Interim guidance 
to licensing boardB,per US Court ol Appeals decision In Guard vs NRC. 
BORDENICK,B.M. Healing Branch 3. #285 222. 85/05/29 MARQULIES.M.B., 
KLINE ,J.R., SHON.F.J Atomic Safely and Licensing Board Panel. Ip. 30678.038- 
30676.048. 

8806130159 Withdraws use of schools as part of evacuation plan In case of radiological 
emergency at (aclllty.Disapproves of including schools In venture w/o Informing board 
of education or admInIstration.Senred on 86081 1 . 

FENTON.C,J. Hicksville Public Schools, NY. #286 377 05/06/29. MARGULIES.M. 
Afomlo Safely and Licensing Board Panel. Ip. 3086T208-30861.206. 

6506130227 Disagrees w/planned svo as relocation ctr or as decontamination & moni- 
toring facility In event of emergency, Served on 860611. 

KANE.G M. Plalnedoe Public Schools, NY, #265 382 85/05/29. MARGULIES.M. 
Atomic Safety and Licensing Board Panel, Ip ao059;346-3O859,346 

85061 30302 Cohlirms that ElmonI Union Free School District has not authorized use of 
facilities for evacuation purposes In event ol disaster of facllity.Use of facility will have 
to be negotiated separately.Setved on 85061 1 . 

CALIENDO.R.J, AHIIIailon Not Assigned, #285 379. 85/08/29. MARQUL|ES,M 
Atomic Safety and Licensing Board Panel. Ip. 30859:086-30850.086. 


-8806060390 Brief supporting applicant position on appeal from 850417 partial Initial 
decision re emergency planning. Supporting docOmenlallon end 
CHRISTMAN.W.f. Long Island Lighting Co. CHRISTMAN, W.T. Hunton & Williams, 85/ 
06/03, Atomic Safely and Licensing Appeal Panel. ig2pp 30727’006 30727-197. 

8506060413 Notice of appearance In proceeding 
ASHARE.M.D. Suffolk County, NY, #288 277. 0S/O6/O3. 2pp 3O72e;266-3O728.207 

8506070494 Reaponse to Suffolk County & Stale of NY 850517 motion (or reconsider- 
ation of ALAB 850506 order or, In alternative, motion to reopen LILCO relocation clr 
schame.Cerflficate of Svo end. 

BORDENICK.B.M. Hearing Branch 3. #266 313, 05/08/03 Atomic Safety and Licens- 
ing Board Panel 12pp. 30766.321-307&6.332 

8806130260 Advlaes ol misrepresentation on part of Nassau County chapter of Ameri- 
can Red Cross re agreement w/utll to be used as shelter In event of emergency el 
(aclHty.Opportunlty to approve or disapprove never given, Served on 860811. 
HILTON.J.Q. The United Methodist Church, Belhpago, NY. #285 381. 65/06/03 
MARGULIES.M. Atomic Safety and Licensing Boaru Panel. 1 p 30859:330-30859:330 

8508170191 Notice of appearance in proceedlng.Cer1i(lcale of Svc end. 

ASHARE.M B Suffolk County, NY. #285 428. 85/06/03, 6pp. 30958; 184-30056-1 89 

8806170200 Notice of appearance In proceeding Certificate ol Svc end. 

ASHARE.M.B. Suffolk County, NY, #285 427, 85/08/03. 6pp 3O956’19O-3O056:19B, 

8806170506 Notice of appearance In proceedlng.Certlflcale ol Svo end. 

ASHARE.M.B. Suffolk County, NY, #205 426 85/06/03. Commisalonors. 6pp 
300 56-2 33-30056:238. 



130 DOCKETED ITEMS 


8506070485 Ofder denying 050401 molion requoslmg Investigation of DOE re unspact- 
lied ex parte contacts Movants provided no evidence of intproper ex parte commeni* 
cations between DOE & Cominlssjon Served on 850605. 

CHILK.SJ Office of the Secretary of the CommissJon If 2^5 315 85/06/05 New 
york, State of 2pp 307S6 204-30756 205 

8506070676 Foiwards affidavit of <ID Leonard 
FIOLFE.RM Hunton & Wiilpams IS* 285 325 85/06/05 PALIADINO.N J . 
ASSELSTINE.J.K.BEiHNTHAL.FM. Commissioners Ip 30785 220-30785 258 

''6506070680 Afirdavil of JO Leonard addressing 650507 affidavit of OG Bndenbaugh & 
GC Minor submitted w/Su(folk County & State of NY pelilien for reconsideration of 
CLI-65-01 

LEONAflD.JD Long Island Lighting Co 85/05/20 30pp 30785 221-30785 256 

050S1 10455 Staff response Id Long Island Coalition lor Safe Living 850521 motion to 
intojvone re use of Nassau County Veterans Memorial Coliseum in ultl ovacualion 
plan Petition shoufd be denied based on listed reasons Corfificate of Svc end 
BOHDENICK.B M Hearing Branch 3 #285 358 85/06/07 Atomic Safely and Licons 
I ng Board Panol 1 0pp. 3031 6 1 57-306 16.166 

8506100750 Forwards petifions .order to show cause & memorandum of law before 
Stale of NY Supremo Court seeking to annul Sulfolk CounN Executive Order 1-1985 
did 850530 OL hearing should be suspended until courts of Slate of NY have acted 
LATHAM.S B Twomey, Latham & Shea UTHAM.S B Sulfolk County. NY #265 344. 
85/06/09 PALUD IN O.N, ROBERTS.! M. ASSELSTINE.JK Commissioners 133pp 
30602 10B-30802 240 

8506 114352 Molion lor poslponement of 850611 mceling to discuss & vote on Phase 
lll/IV low power license Conflict over which counsel represents Suliolk County pre- 
vents fair representation Certificate of Svc end 

UNPHER.LC Suffolk County. NY UNPHER.LC Kirkpatrick & Lockhart #285 351 
85/06/10 Commissioners 3Spp 30806.127-30806.161 

850S11D472 Memorandum & order denying Suffolk County & State of NY 650517 
motion tor reconsiderafion of Board 860506 order re Conlonlion 24 0 or other 
relief Interveners failed to carry heavy burden lor reopening record Served on 850810 
MAHGULIES.M B . KLINE.J R . SHON.F J. Atomic Safety and Lfcansing Board Panel. 
#285 350 05/06/fO Suffolk County. NY 14pp 30816 275 30816 268 

8506130144 Notifies that ASLA6 assumes MB Ashare will file & seive submissren per 
850603 order Briefs on cross-appeals from ASL8 850417 partial Initial decision due on 
850703 & 11 

SHOEMAKER.CJ Atomic Safety and Lfeensing Appeal Panel #265 372 85/06/10 
ASHARE, MB Suffolk County, NY Ip 30861. 195-30861. 195 

8506140425 Response denying Long Island Coalllion for Safe Living 7 850521 motion 
to intervene re Board 850625 hearing on LILCO emergency plan Motion inexcusably 
late & sud mailer excluded by Board 850506 order .Cedlflcale of Svc end 
IRWIN.DP Hunton 4 Williams IRWIN, DP Long Island Lighting Co #265 393 85/ 
08/ 10 Atomic Safely and Licensing Board Panel 60pp. 30898 039-30808 098 

8506130140 Requests <hat Commission not permit HH Brown llr.sen/ed on 85061 0.to 
disrupt previously Intended aolJon re long-ponding application for low power 
license Purports that Executive Order 1985-1 remains In otiect. 

IRWIN.DP Hunton & Williams IRWIN.DP. Long Island Lighting Co. #285 371. 85/ 
06/11. PALUDINO.NJ., HOBERTS.TM. ASSELSTINE.JK Commissioners Spp 
30861:199 30661-207. 


8506130208 Notifies that 850603 Hr terminating addressee svcs remains In eftecl.Any 
furihor altempis la inlenrene In proceedings will be reported to bar 
B 330 Clallon.lm mediate return of all county files demanded Served on 85061 1 
ASHARE.MB. Suffolk County, NY. #285 383. 85/06/11 BROWN.H. Klikpalrick 4 
Lockhart. 2pp 30859352-30859 353 


SSQ6130250 Forwards resolution signed by 14 members of Suffolk Counly legislature 
stipulaflng that svcs of Kfrkpalrick 4 Lockhart novor terminated by Suffolk Counly & 
that contract w/Suffolk Counly conllnuos. 

BROWN.H H Kirkpatrick 4 Lockhart. #286 373. 85/03/11. PALLADINO.N J , 
ASSELSTINE,J.K . BERNTHAL.FJ. Commissioners 2pp 30859:326-30059.327. 


8508130306 Molion for leave to file oul-of lime response to Long tsfand Coalllion for 
Sate Living metion to Intervene. 

LETSCHE,K j Sulfolk CounN, NY. LEySCHE.K J. Kirkpalrieh 9 Lockhart #285 388 
85/06/11. Atomic Safety ana Licensing Board Panel 2pp 30859 077-30889.084 


8508180478 Memorandum & order denying Long Island Coalition for Safe Living B'Hr'ii 
molten fo intervene in reopened proceeding on Conlenlion 24 ro adequacy oJdrt .,3 
na led relocation otf on 850024 Senred on 050617 ' 

MARGULIES.M B , KLINE.J.R , SHON.F J Atomic Safely and LIconalna Board 
#285 459 85/06/14 Long Island Coalition for Safe Living llpp Straffii]!! 


8508190486 Roquosis lhal Letsche 850611 motion to file response lo Long Is'ardC v 
tition molion lo intervene be disregarded Advises that Counly of Suffolk lakes Me’. 
SI lion on Coalition motion to intervene W/Cerlilicate of Svc 
KELLEY.ER New York, State of #285 480 85/06/14. MARGULIESOR 
KLINE.J R, SHON.F J Atomic Safely and Licensing Board Panol 4 pd 

Qnona •ono rr r 


8506240103 Stall requirements memo re Commission 850604 oral areuiiK-t n 
Washfngton.DC w/parties lo review ALAB 800 No requiramenls mado 
CHILK.S J Oiltce of Ihe Secretary of the Commission 85/06/14 Olflco ol IhoS^r*. 
la ly of the Commission Ip 31157 221-31157 221 

8506160040 Responds lo 850610 Itr ro ropresentatfon ol Sulfolk rou-.S ^ 
proceedings KIrkpafric & Lockhart will continue as counsel for county.Slato Sucrt-* 
court ruling & county resolution supporting representation end 
LANPHER.LC Kirlmatrlck & Lockhart #265 474 85/06/17. ROSENTHAHS 
EDLES.GJ, WILBER.HA Atomic Safety and Licensing Appeal Panel P-j 
30975-286 30975 311 

8506180293 Forwards Suffolk Counly & State ol NY molion lor stay ol low ptfAd k- 
cense 4 unexecuted affidavits of DG Bridenbaugh & GC Minor sihjwhi^o 
motion Emergency motion will be filed w/ US Court ol Appeals lo avoid mc-o 
riehls 

LETSCHE.KJ Kirkpatrick & Lockhart #285 456 85/08/17 ROSENIHAIAS 
EDLES.GJ, WILBER.HA Atomic Safety and Licensing Appeal Panol 7.-3 
30976 217-30975 250 a kk « ■-«««. 


-8508180301 Motion for slay of low power license pending review of Sulfolk 
Stale of NY appeal of ASLB B50614 Decision LBP-85-tO or pending compIckfl S 
review by US Court ol Appeals of NRC violations of NEPA Corlificalo of Svc end 
LETSCHE.KJ Suffolk Counly. NY LETSCHE.KJ Kirkpatrick S Loclf.V’ 
PALOMfNO.F G Now York, State ol 85/06/17 Atomic Safety and Licensing Aiir-i 
Panel 32pp 30975 219 30975 250 


8506190416 Order granting Sulfolk Counly & Stale of NY motion (or slay ol cfli'..* 
ness ol ASLB 850614 Partial Initial Decision LBP-BS-IO.aulhorizung NRIf lo ISVjsI. * 
power hcense.panding lurlhor order of Board Served on 650617 
SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 462 65r0firi/ 
Suffolk County, NY 2pp 30996 264-30998 265 

6SOSt90437 Ack receijpt of 850617 order for slay of decision granting LILCO t«wp'*jr 
OL 4 forwards 850617 Itr advising US Court of Appoala lhal no nciton no«'W<> 
emergency stay motion at this lime. 

LANPHER.LC. Kirkpatrick & Lockhart. LANPHER.LC. Suffolk County, NY #2(1510 
85/06/17 nOSENTHAL.A S , EDLES.G J , WILBEH.H A Atomic Saloly and Lto i -t 
Appeal Panel. Spp 30998 266 30098-270 

8500210295 Advises that legal svcs of Kiikpalrick & Lockhart lormfnatocl liy 1 
County effective QSOOOSliems mentioned In Kirkpatrick & Lockhert 6500 1/ rids 
c i/ssoc) 

KELLEY.ER Suliolk Counly, NY. #286 514 85/06/17 ROSENTHMA?. 

EDLES.GJ, WILBER.HA. Atomic Solely and Licensing Appeal Penu! ?,p 
31035 090 31035095. 


-8506210305 Nollco of appeal & request for slay of ASLB 650614 order aullMu.ig 
Issuance ol low power license ASLAB should disregard Kirkpatrick 4 Lockl^iti>'-^'x 
request for relief Firm does not represent counly W/Corliflcata of Svc. 

KELLEY.E.R Suffolk County, NY. 85/06/17. Atomic Safety and Llconslne 
Panel. 4pp 31035002-31035095 

8508200112 Order denying slay request submitted on Sulfolk County bohaW byCevy 
ally-Critorla sol forth In 10CFR2 7B8 not addressed In motion. Resolution of repfej-'v 
latlon controversy required by 850G12.Servod on 850619, 

SHOEMAKER.CJ Atomic Safely and Licensing Appeal Panel #285 506 as/W'iL 
Sulfolk County, NY. 4pp 31008-101-31008.104. 


—8506 1303 11 Response eupporting Long Island Coalition for Safe Living molion lo inter- 
yeno In 850626 emergency planning nearing re ulil proposed use o7 Nassau County 
Veterans Memorial Coliseum as rfliocallon cfr.CerllfIcate of Svc end 
LETSCHE.KJ- Suffolk County, NY. LETSCHE.KJ. Kirkpatrick S Lockhart. 85/00/11 
Atomic Safely and Lfcansing Board Panel. 6pp. 30859:078 30859084. 


8506210452 Foiwards affidavit of DG Bridenbaugh & QC Minor in support ol &."■ !( 
Counly & Slate ol NY B50B17 motion for stay of low power licenso. 

LETSCHE.KJ Kirkpatrick & Lockhart #285 534 85/06/18, ROSENTffALAS. 
EDLES.G J., WILBEH.H A Atomic Safety and Licensing Appeal Panol, Ip 3l45t2l1 
31054:227, 


8506130309 Requests lhal Commission refrain from licensing action until dispute re- 
solved 4 opportunity provided lor legally aulhorized representatives of Sulfolk County 
tojpresenl vfews.Served on 85061 1 

MOYNIHAN.O.P. Senate #285 384, 85/06/11. PALLADINO Commissioners. Ip 
30859.062-30659.082. 


8606170093 Responds lo LC Lanpher 850322 request for clarification o I safeguards Info 
requirements re tacilily secorfly matters. NRC will loirfew prolecfed info to determine 
whether protaefion luslllfed Solved on 860813 

HOyLE.JC. Office of the Secretary of the Commission #285 447, 85/06/11 
ASHARE.MB Suffolk Counly, NY UNPHER.LC, KlikpaWck & Lockhart. Ip 
30953-335-30953.33B. 

8508160177 Advises that on 860608 suit filed In Stale of NY Supreme Court to enjoin 
Execulhro Order 1985,1 4 declare order null 4 void On 860810 Justice RW Doyle 
held, on motion lor prelMnety ln|unctlon,thal executive order was null & void. 

® Wlllfems #286 473. 85/06/13. ROSENTHAL, A.S., 
EDLES.GJ, WiLBER,H.A Aloinlo Safety and Licensing Appeal Panel. 3pp. 
30976:165-30976:187. <* rr rr 


0S062 10516 Forwards notice ol appeal 4 request lor stay on behalf ol Suffolk Cko-y 
did 850618,Reque3ts that similar notice did 850617 be disregarded. Urtoxocuiedt** 
davit ancl. 

KELLEY.E.R Suffolk County, NY #285 633. 85/08/18 ROSENTHAtAS 
EDLES.Q.J., WILBER.H A Atomic Safely and Licensing Appeal Panel Ip 3105*l3-5- 
31054,133 

"6606210525 Notice of appeal of & request for slay of issuance of ficense.or.&hotAlta 
Issued, to stay effecllveness pending Appeal Board review of Suffolk County apped / 
merits of ASLB 860814 decision W/Cerllficale of Svo. 

KELLEY,E R, New York, Stale of 85/06/10 Atomic Safety and Lfconsing ftfiS 
Panel, 27pp. 31054:134-31054:160 

8506200130 Response to Suffolk County 4 State of NY 850617 molion lor slay clew 
ance of tow power license pending ASUB review or comptetlon ol ravlow tif IfS 
Court of Appeala.Stay request must oe denled.W/Cortificatfl ol Svc. 

PERLIS.R,Q. Hearing Branch 3. #285 495, 85/06/18. Atomic Safety and Uesranj 
Appeal Panel. 14pp. 31007-207-31007:220, 


8808170349 Partial Initial decision on TDI emergency dfesel generators NRfl aulhorized 
lo issue license for low power lesting (up fo 6% rated power) upon llndlnge on appli- 
cable 10CFR5057W matter8,SeivBd on 850814. 

BflENNER.L , FERGUSON, G.A , MORRIS.P.A. Atomte Safety and Licensing Board 
Panel, #285 495. 85/06/14. 170pp 30957:018-30957; 192. 


(506200289 Memorandum 4 order extending emergency stay granted by AStB b 
850620 to allow renewal of Suffolk County 4 Stale of NY [omt motion for sW 
dente life ol effectiveness ol ASLB 850614 partial Initial decision Served onBSiXtk 
SHOEMAKER, JC. Atomic Safety and Licensing Appeal Panel. #285 490. 85/M/ik 
Suffolk County, NY, 8pp, 31008 016-31008:023. 
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8506210265 Responds to 850525 rec^uesl to make limited appearance statements at re 
opened 850625 hearing on emergency planning proceeding Board will not lake limited 
appearance statements but hearing open to public Served on 650620 
MARGULIES.M B Atomic Safety and Licensing Board Panel #285 520 05/06/19 
ROSENFELO.S, Long Island Coalition for Safe Living 2pp 31024 079 31024 080 

•>8506210274 Requests opportunity to make limited appearance statements at hearing 
re role of Nassau Veterans Memorial Coliseum In utit evacuation plan 
ROSENFELO.S Long Island Coalition for Safe Living 05/05/25 MARGULIES.M B 
Atomic Safety and Licensing Board Panel 2pp 31024 080-31024 000. 

3506210SD3 Response supporting 850614 motion for extension until 850802 lor filing 
bnafs for appeal of 850417 emergency planning partial decision Cerlllicate of Svc 
end 

LETSCHE.K J Suffolk County. NY LETSCHE.K J Kirkpatrick & Lockhart #285 532 
85/06/19 Atomic Safely ana Licensing Appeal Panel 5pp 31054.163-31054 107 

8506210227 Requests NRC grant short postponement of util emergency 
planning, pending NY Slate Court of Appeals resolution of order enlolning county oxec- 
utiva from modifying Suffolk County position Cortilicate of Svc end 
ASHARE.M.B Suffolk County, NY #205 517 05/06/20 PALLADINO,NJ Commls 
sione>s 6pp 3102i S5S 31021 S64 

8506210279 Forwards Slate of NY & Suffolk County molion for stay of license for 
facililv.por ALAB 810 & New York Supreme Court 850610 ordor prohiblfmg action or 
policies of Suffolk County Executive Order 1-1905 

UNPHER,LC Kirkpatrick & Lockhart LANPHER,LC Suffolk County, NY #205 511 
85/06/20, PALLADINO,NJ. ZECH,LW, ASSELSTINE,J K Commissioners epp. 
31024 115-31024.149 

"8500210284 Motion for stay of facility low power license based on NRC violations of 
NEPA due to nuthorizing low power operation w/o supplementing 1977 EIS & Irrep 
arable injury to Stale of NY & Suffolk County 

LETSCHE.K J Suffolk County, NY LETSCHE.K J Kirkpatrick & Lockhart 
PALOMINO.F.G New York, Stale of. 85/06/20 Commissioners IDpp 31024 121- 
31024,130 

"8506210286 Affidavit of DO Brldenbaugh & GC Minor supporting 850620 motion for 
Slay based on design Implementation of facility Certificate of Svc and 
BRlDENBAUQH.D , MINOR.G C Suffolk County, NY BRIDENBAUGH.D MHB Techni- 
cal Associates 05/06/17 19pp 31024 131-31024 149 

8506210297 Memorandum & order granting Suffolk County & State of NY extension 
urrtil 650802 to tile brief in support of appeal from 850417 partial inilial 
dacislofi Served on 850620 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 500 85/06/20 
Suffolk Ceunty, NY 2pp 31035 097-31035 098 

8506210316 Order CLI 85-12 denying 850306 Slata of NY & Suffolk County renewal of 
request for NRC supplementation of facility FES required by NEPA Separate view of 
Commissioner Asseistfne end Served on 850620. 

CHILK.SJ Office of the Secretary of the Commission #205 510 85/06/20 Now 
York. Slate of 12pp 31034 296-31 034*307 

65662 10521 Forwards LILCO rosponso opposing Suffolk County & State of NY 850617 
molion for slay lor ASLB Decision LBP-85-18, granting low power OL Amended re 
sponso may bo Hied following svc of County molion. 

IRV/IN.D.P Hunlon & Williams IRWIN.D.P, Long Island Lighting Co #286 544 85/ 
06/20. PALLADINO.N.J., ASSELSTINE.J K , BERNTHAL.FM. Commissioners. 2pp 
31064 065-31054 066, 

"6506210523 Response opposing Suffolk County & State of NY 850617 motion for stay 
of low power license Motion untimely & fails to satisfy Commission stay 
criteria Unexecuted aflldavit of JD Leonard & Certllicales of Svc end. 

ROLFE.R M Long Island Llghllng Co, ROLFE,R,M Hunlon & Williams, 05/06/10 
Atomic Safely and Licensing Appeal Panel 66pp 31054'.067-31054 132. 

8508240746 Agrees w/ Ashore 850620 contention lhal, pending resolution by New York 
courts of dispute re represenlallon of county, wisest course Is lor Commission to defer 
consideration of all util related mallers.Suppl to 050620 stay molion end 
LANPHER.LC. Kirkpatrick & Lockhart LANPHER.LC Suffolk County, NV 
LAN? HER, L.C. Now York, State of #885 546 85/06/21 PALUDINO.NJ Commis- 
sioners, 2pp. 31100.017-31180’024 

-8506240765 SuppI to 850621 stay motion addressing CLI-85-12 & agreeing w/Com* 
mlssionar Asselatine dissanling views Assertion in CLI 85-12 re ammguily in county 
posHton dispuled Coftlflcale of Svc end, 

LetSCHE.K.J. Suffolk County, NY LETSCHE.K J Kirkpatrick & Lockhart 
PALOMINO.F.G. New York, Slate of, 85/06/21, Commissioners. 6pp 31180 010- 
31180.024, 

BS06270533 Motion for continuance of bearing scheduled to commence on 850626 re 
reopening ol evidentiary record on Contention 24 0 Requests expedited consideration 
ol motion W Certlftoate of Svc, 

ZAHNLEUTERiRJ., QUNBRUM.M New York, State of #285 667 85/06/21 Atomic 
Safely and Licensing Board Panel Bpp. 31 238:039-31 23D;046. 

8506270182 Response opposing last-mlnule molions by State of NY & Kirkpatrick & 
Lockhart to postpone relocation clr hearings scheduled to begin on 850625. No evi- 
dence of change In operallve facts presenled.Certillcate of Svc end, 

IRWIN.D.P Long Island Lighting Co IRWIN.D.P. Hunton & Williams, #285 688. 85/ 
06/24 Atomlo Safely and Licensing Board Panel 6pp. 31234.339-31234.346 

0506280028 Memorandum & order denying Suffolk County & Stale of NY 850620 & 21 
molions for stay ol tacilHy low power license unlil 050627, per ALAB -8 10 & CLI-SS- 
12 Commissioner Asselstlne dissenting views end Served on 850624. 

CHILK,S,J. Office ol the Secrelary of the Commission #285 563 85/06/24, Suffolk 
County. NY. 3pp. 31 256:024-31 2 56 ’Oae. 

05062B0090 Order summadly denying Suffolk County 850616 appeal of ASLB 860614 
partial Initial d8Cislon.Appeal does llltle more than rehearse Suffolk County/Sfato of 
NY 860810 joint Stay motion denied In ALAB-aio.Served on 850624, 

SHOEMAKER, C.J. Atomic SafeN and Licensing Appeal Panel. #286 661 85/06/24. 
Suffolk County, NY. 2pp, 31256:030-31266 031. 


8505270522 Advises that if representation controversy unresolved by 850812, Appeal 
Board will require all attys purporting to represent Suffolk County before NRC to pro- 
vide detailed statomom re measures taken to obtain resolution 
SHOEMAKER, C Atomic Safety and Licensing Appeal Panel #205 594 05/06/26 
ASHARE,MB Suffolk County. NY BROWN.H H Kirkpatrick & Lockhart Ip 
31239 148-31239 148 


H. General correspondence 


8506250291 Partial response to FOfA request for documents re radiological emergoncy 
plans & correspondence between NRC & ulil since Jan 1984 App A tfocumenls avail- 
able In PDR Search & review of addi documonls continuing 

FELTON, J M Division of Rules and Records 85/04/15 BE LAIR, R R Kirkpatrick & 
Lockhart 4pp 31244 039 31244 099 

"6411080185 Expresses concern re Inadequacy of evacuation provisions of radiological 
emergoncy response plan Requests that remarks be ontereci Into hearing transcript as 
objection to issuance ol OL 

CARPENTER, J Affiliation Not Assigned 84/10/04 DEYOUNG.R C Director’s Olflca, 
Olfico of Inspection and Enforcement 6pp 31244 104-31244 109 

"8411080191 Expresses disappointment re NRC failure to respond to 840412 Itr ro In- 
adequacy of radiological emergency response plan, Con carnis jo plan reitorated & cost 
of plant decried 

CARPENTER, J Affiliation Not Assigned 84/08/22. PALLADINO Commissioners 6pp 
31244 110 31244 115 

"8411080196 Expresses concern ro radiological emergency response plan 
CARPENTER.J, Affilialion Not Assigned 04/04/12 NRC - NtJ Detailed Affiliation 
Given 6pp 31244116 31244 121 

"8506250482 Responds to 850212 Ur raising questions re safety of plant & allllude of 
util towards residents of Long Island community Util designated space for nows ctr at 
hotel in Ronkonkoma NRC published 280 Insp repts since April 1073 
SfROSNIDER,J Region 1, Office of Director 85/03/10 RUBANO.Dd Affiliation Not 
Assigned 2pp 31244 056-31244 057 

8506040358 Responds to 050415 request for info re constituent concerns based on 
850324 "60 Minutes" program concerning plant const Synopsis of Region I review of 
Info contained in program end No now technical issues Iclenllfied. 

DlRCKS.WJ, Office of the Executive Director for Operations 85/05/28 
WARNER, JW Senate Bpp 30719 178 30719 196 

"850'60403D1 Requests review & rept on problems stated In end P Tyson 050325 Ur 
WARNER,JW Senate, 85/04/15 KAMMERER.C Office of Congressional Affairs 
12pp 30719 105 30719196. 

8506060586 Responds to 850320 request for Info re constiluont concerns based on 
850324 "60 Minutes" program concerning plant consf Synopsis of Region 1 review of 
info contained in program end, No now technical Issues loorrtlfiod 
DIRCKS.W J, Office of Ihe Executive DIfoclor for Operations 85/05/20. BYRD.R.C. 
Senate 7pp, 30785 105 30785-113 

"8508060589 Forwards constituent Ur re "60 Minutes" program concerning facility 
CO nst,cost, kick backs & mgl Comments requested, 

BYRD.RC Sonato, 85/03/29 KAMMERER.C Offica of Congressional Affairs 2pp 
30785.112-30785-113 


J. Insurance & Indemnity Information 


8506100601 Foiwaids Endorsements 02,17,75 & 76,104,30 & 19 & 20 to NELIA Policies 
NF-220,NF-269,NF-a30,NF-ie4,NF-252 & NF-281 & Endorsements 70,0,60 & 
61,82,20 & 12 & 13 to MAELU Policies MF-73,MF-115,MF.flO,MF-44,MF-100 & MF- 
1 1 2,r0sjeclivoly. 

HDGQE.S D, Marsh & McLennan, Inc 05/05/28 DINITZ.I Asslatant Director lor Slate 
& Licensee Relations 17pp 30703 312-30703 328 


P. Operating license stage documents & correspondence 


85061 3004S Partial rasponse to FOIA request for all documents re NRC procedures for 
detection & conirol of alcohol & illegal drug use by persona engaged in bldg or const 
of nudear reactors or facIlitles.Forwards App A documents. 

FELTON,JM Division ol Rules and Records 85/01 /2B. HEATH, SJ Washington 
Legal Foundation 65pp. 30937.047-30937-157. 

"85061 30366 Responds to query re release of portions of Ola of Invosllgallons rept re 
drug/alcohol abuse to spoclllc licensees, Release not prohibited by FOIA or Privacy 
Act. Concerns over precedent expressed Survey worksheets end 
SHOMAKER.E C. Operations & Administrative Division. 82/12/20. LIEBERMAN.J Re- 
gional Operations & Enforcement Division 170pp 30937-3 56-30038; 180. 

8506150246 Appeals NRC Incomplete response as denial ol FOIA request for Info re 
Issues discussed In Commisalen 840516 Order CLI-84 8 pertaining to exemption re- 
quirements In ufit OL proceeding.To date only two parfiaf responses received, 
BELAIR.R R. Kirkpatrick & Lockhart, 85/02/05. Office of tiie Executive Director lor 
Operations. 2pp. 30060 163-30060.164 

65061S0251 Further response lo FOIA request for Into re iasuoa discussed In Commis- 
sion 840516 Ordor CL1-B4-8 ro exemption reouiremenls in OL proceeding. App F docu- 
menls partially & App Q documents completely withheld (ref FOIA Exemption 5), 
FELTON, J M Division ol Rules and Records 85/03/10. BELAIR,R.R, Kirkpatrick & 
Lockhart 8pp. 30960.1 65-30960; 229. 

"6506150266 Staff requirements memo re 840516 meeting on continuation of review ol 
proposed Shoreham order.Qeneral agreement reached on proposed order as modified 
at meatlng, 

CMILK.S.J. Office of the Secrelary of the Commission. 84/05/ 18, Office of the Secre- 
tary ol the Commission. 5pp. 30960.189 30960-107. 
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•>85081 50272 Supports Commission e<10S16 decision to clarify limilations of OL pro- 
ceedings & to procead expeditiously w/sludy of axemplion process Suggestions for 
consideration in future study offered 

COWAM.BZ Atomic Industrial Forum 84/08/23 PAtlAOINO.NJ Commrssioners 
Spp 30960 106-30960 209 

-8506160283 Staff requiremonts memo re 640511 conlinuahon of discussion or oral 
presentations & proposed order re OL proceeding Poilions deleted 
uHlLK.S J Of lice of the Secretary of tne Commission 64/05/18 Office of the Secre- 
tary of the Commission 1. 30960 2 1 a 30960 216 

-8508150284 Fenvards rev to proposed draft order In SCCY 84-393A based upon Com- 
missioner commenls Additions 1o draft order underlined.doletions lined outW/o end 
BLUME.M Office of the Genoraf Counsel 84/1 1/IS REAMER, W, CUTCHiN,M. 
DAVIS.P NRC - No Detailed Affiliation Given Ip 30969 219.30960 219 

8606170077 Responds to FOIA request for records re FIN B 0469, "Conlairmont Leak 
Rais Testing Program" & Ouadrex Corp/NRC contracts Forwards documents ro FiN 
6-0488 Oocumanis also avallahio In PDR No documents re Quadrex subj to request 
FELTON, JM Division of Rules and Records FIN 9 0469 85/0^25 

REYTBLATT.ZV Warren Wilson College. Swannanoa, NC 7pp 30987.036- 
30987.076 

-8212010006 Forwards list ot plants for which leak test repts were selected lor review 
by ORNL Leak testing criteria will be prepared from review W/o end 
ARKOT.EG. Mechanical/Struclural Engineering Branch 82/08/16 SHAPAKER.J 
Containment Systems Branch 4pp 50987 1 18 30967 121 

-6606170416 "Containment Leak Rale Testing," monthly progress rent for Aug 1982 
DOLfGAN.J R Oak Ridp National Laboratory FIN B 0489 82/03/26 ARNDT, E G 
Division of Engineering Technology 6pp 30967 127>30887:1 32 

8506260281 Partial response to FOIA request lor documents re radioioglcat emergency 
plans & correspondence between NRC & utit since Jan 1984 App A documents avail- 
able In PDR Search & review of addf documents continuing 
FELTON,J M. OivlBion of Rules and Records. 65/04/15 BELAIR.R R Kirkpatrick & 
Lockhart 4pp 31244 039 31244 099 


—8566260541 Proposed Tech Spec 3 10 5 suspendmg provisions of Tech SpecJLj} 
during performance of startup test program until reactor has oporalod lor I20 EfM 
* long Island Lighting Co 65/06/19 Ip 31220 079-31 220 079 


Q, Inspacllon reports, IE Bulisllns & correspondence 


8506250291 Partial response to FOIA request for documants ra radiological onviij.'rc 
plans & correspondence between NRC & util since Jan 1984 App A documon'jV^' 
able in POR Search & review of addi documents continuing 
FELTON. JM Division of Rules and Records. 05/04/15 BELAIR.R R KIAnav,-] i 
Lockhart 4pp 31244 039 31244 099 


-8506250323 Responds to Insp RepI 50-322/64-38, Sec tf on 2 6 2 ro lnadoaiial« rru» 
toring of training received by fire brigade members Computer run program dmk*! 
providina listed quallllcalionsSamplolisting end * 

GRUNSEICH.RW Long Island Lighting Co 95/02/21 ESELQROTH.P NnC'ltoCis. 
tailed Affiliation Given Spp 31244 044-31244 052 


-8506250338 Forwards 650115 memo Indicating that Insp Bept 50 3 2 2/84 37 rrci.t 
that ulil plans to reperform tube oil consumption tests on TDI omeroeacy diescls^'t 
ator sets at 3.300 kW Util has no such intention Requirements have boon met 
GRUNSEICH.R.W Long Island Lighting Co 85/02/26 ESELQROTH.P NRC Mo[V» 
tailed Affiliation Given 3pp 31244 053 31244 055 


-8606250486 Discusses criteria lor AO Investigations for SALP, Requests ihalrsvi t 
inspector ofc be Informed in timely manner of listed info to facllilalo lair A scevr'j 
assessment Related Into end 

ESELQROTH.P W Region 1, Office of Director 85/01/02 STEIQEll.WE loafllsiid 
Lighting Co 2pp 31244 076 31 244 077 • 

-8506250489 Requests that Insp Item 82-14 06 be dosed based on fact llvt dit-c. 
lions in control room not controlled engineering documents 
WYNNE.JQ Long Island Lighting Co 84/12/11 ESELQROTH.P NRC - No tXHf-- 
Allilialion Given Ip 31244078 31244.078 


-8508260318 Discussos status of Colt emergency dieseJ generator in response to 
request Engine 901 nsaring completlen of remaining fnillal callbr A circuit 
checkouts Anticipates initial engine run-in on 650206 

Pl/HCELL,A.T Long Island LlgJitlng Co 85/01/30 ESELQROTHP NRC No Do 
tailed Alfiriatlon Given Ip. 31244 043-31244 043 

8505280483 Responds to 8503 12 Jtr forwarding P Bower allogatlons ro design & const 
llaws.Summary of fnvosllgatlon end 

MURLEY.TE Region 1, Office of Director 85/05/13 KESSEL.RH New York. Stale 
of 8pp 30668 343-30688.356 

-8506030140 Forwards P Bower 0SO205 Hr re alleged technical deteots In plant control 
sysjndicatlons ot failure to detect problems & altilude of pressing forward towards 
commercial operallon regardless of defects 

KESSEL,R M. New York. State of 85/03/12. CHILK.S J Ollice of Iho Secretaiy of Iho 
Commission 6pp. 30686.351-30668 356 

6506110039 Describes monitoring location to be added to groundwater monitoring 
program, per 850327 lelcon Proposed freshwater Well M 3 will be monitored lor chlo- 
rine content A water level 

LEONARD, J.D. Long Island Lighting Co, 35/05/21 DENTON.H R Offteo of Nudeaf 
Reactor Regulation. DIrsclor. Spp 30832 114-30832.116 

8606030424 Requests devlatton from policy that emergency powerod diesol genaiator 
sets not be used for peakfng svc.based on end Stale of NY PSC 850516 request. 
LEONARD,J.D. Long Island Lighting Co. 65/05/29 DENTON.H R Office of Nuclear 
Reactor Regulalton, Direotor, 5pp 30676' 110-30676.135 

-8606030428 "New York Power Pool, 1965 Summer Operallnn Reserve, Projection & 
Analysis " 

* New York, Stale ot, 85/05/31. 21pp 30676 1 15-30870,135 

8506030451 Forwards resumes of RM Macfna.DJ Kelly, CT Losnedahl.AJ Somme & JF 
Alexander for review & approval as ftrsi five backup shift technical advisors, per LI 
cense Condition la.Proinpl review requested 

LEONARD, JD Long Island Lighting Co. 65/05/31. DENTON.H R Office of Nuclear 
Reactor Regulation, Director l5pp 30879’ 169 30678.121. 


-8506260152 Fonvards updated listing of open Insp items ro licensing o1 plnnlFcutfr 
gjfily Items & two engineering Issues require resolution prior to issuance of trw pw j 

MURLEY.TE Region 1 , Office of Direotor 04/10/01 DENTON.H, R Office of Nwi'v 
Reactor Regulation, Director. 26pp. 31244 122-31244 155 


860S1 38027 Supp1 1 to IE Info Nolioe 04-55, "Seal Table Leake at PWRa " Svalislcrj 
JO ROAN, EL. Division of Emergency Preparedness & Engineering Rosponss Rq 
830103) 05/05/14 Consolidated Edison Co ol New York, Inc 107pp 3H)«0<}- 
31044.171 


8505130038 SuppI 1 to IE Info Notice 85 020, “Motor-Operated Volvo Failures OwH) 
HammarJno Effect " Svo list end 

JORDAN, EL Division Of Emergency Preparedness & Engineering flosponM IPi^t 
830103) 85/05/14. Consolidated Edison Co of Now York, Inc 10700 31041 IN 
31044 278 


8S06200590 IE Into Notice 85 030, "Auditability of Electrical Equipmonl 
Records at Licensees Facilities." Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Englnoorlnp Rosponso IP, -it 
830103) 85/05/22 Consolidated Edison Co ol New YorK, Inc. lOOpp 3W7i^ 
30037:383. 

8506200800 IE Info Notice 85 040, "Deficiencies in Equipment Oualificflllon lestMl 
Carttlioatton Process " Sve list end 

JORDAN.EL. Division of Emergency Preparedness & Enginooilon Rospoess (PuP 
63010^. BS/05/22. Consolidated Edison Co of New York, Inc ToOpp 30648115 
30848,271 

6506090398 Folwards SALP Rept 50-322/85-99 for Mar 1884 • Fob 1085, MmI/ijij 
discuss assessment scheduled for 360607.Llcensee should bo prepared to dYvw 
assessment & plans to improve performance at meeting. 

MURLEY.T E. Region 1. Office ol Director. 85/05/24 LEOMARD.J D Lom IuvJ 
Lighting Co. 4pp 50759.160 30769*211. 


8506070571 Fonwards "Coll Emergency Diesel Generator Installallon Into to be Incorpo- 
rated In FSAR," Info prolimlnaiy & does not contain details of actual tte-ln of Gofi 
diesels.Tfe-ln Info will be forwarded when finalized. 

LEONARD, J.0 Long Island Ughling Co 85/05/31. DENTON, H.R. Oittc© of Nuclear 
Reactor Regulation. Director. Ip 30756:01 6-30768:230 

-8606070573 "Colt Emargancy Diesel Generator Inslellalioni Into to be Incorporated In 
FSAR." W/eleven oversize drawings Apertora cards available in PDR. 

• Long Island Lighting Co 85/05/31 217pp. 30758.016 30758:236 

8506 1902 IB Forwards roaume of KL Fare baugh, per 840906 commitment KL Farabaugh 
Is replacement on-shIft advisor.Updafed lisi or on shill advisors operating experlenco 

S)SO GI|Cl« 

LEONARb.J.O Long Island Lighting Co. 85/00/05 DENTON,HR Offpoe ol Nuclear 
Reactor Hegulatton, Director Spp, 30995,261-30995253 


-8506060407 SALP Repf 60.322/e5-9B for Mar 1984 • Fob 1986 Weaknossoi wt(4vl 
control of plant evolutions & timely resolution ol QC dallctenclos.Elfocllvo mgi mAt- 
ment & control of most plant acllvllles noted. 

‘ Region 1, Office of Director 85/05/24. 48pp. 30769.164-80759211 

6506280191 IE Into Notice 85 042, "Loose Phosphor in Panasonic 800 Senes (hKk* 
TLD Elements," Svo list end 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29. (^nsolldalsd Edison Co of New York. Inc r20pp. 306MJ4k 
30a62-363. 

9506030472 Forwards Irrsp Rept 60-322/85-20 on 850401-0515 No vtolalton nolcd 
KISTER.H.B. Region 1, Office of Direotor. 85/05/28. LEONAHD.JD Long •‘**''1 
Lighting Co. 4pp, 3O67e-O7O-3O676iO01 


860617<W19 Staff requiremanis memo ra 850530 aWirmatlon/dlscusslon & vole in 
WashInglon.DC on SEGY-8S'154 re motion to investigate DOE actions cohcernlrvg 
fecllfly.Qrder denying motion to investigate actions approved. 

CHILK.S J Ollfce of the Secretary of the Commission. 85/06/07. PLAINE,H.H. Otffco 
ol the General Counsel 1p 30979:288-30979 288. 


-8506030479 Insp Rept 60-322/85-20 on 850401 -051 S.No violation noted Malw «a 
inspected, evaluation of wetwell/drywell inerting nitrogen cooling compoa^Cdi 
diesel generator testing status & previous Insp items, 

ESELQROTHP.W., SfflOSNiDER.J H. Region 1, Office ol Director 85/05/23 6« 
30676 074-30676.0B1. 


6506140425 Response detwing Long Island Coalition (or Safe Living 7 850621 motion 
to Inten/ene ro Board 850625 hearing on LILCO emergency piaaMOtlon Inexcusably 
ilate & suM matter excluded by Board 850606 order.CettTfIcate ol Svo enct, 
fHWIN.DP. Hunton & WIHrams. tnWIN.D.P. Long Island Lighting Co #285 393, 65/ 
06/10. Atomic Safety and Lleensing Board Panel, 60pp 3O898.O30-3O808:O98, 


8505280187 IE Info Notice 85 043, "Radiography Events at Power Roaelor* " Svc w 
end 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Rasporiw P&6 
BSOIOSj. 86/05/30. Consolidated Edison Co, of New York, Inc f20pp 30^111 
30864'287, 


8606260538 Application for amend to Ucense NPF-1 9, changing Tech Spec 3,10 5 to 
allow suspension ot Tech Spec 3 6 6,2 during performance of starlup fesl program 
until reactor has operated 120 EFPD. 

LEONARD, J.D. Long Island Ughtlng Co 06/06/19. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director. Spp, 31220,076-31220.070. 


8505280195 IE Info Notice 85-044, "Emergency Communication Sys Monthly Tml" 9# 
list end 

JORDAN, E L Olvtsion of Emergency Preparedness A Engineering Response IfW 
8301031, 85/05/30 Consolidated Edison Co. of New York, Inc. f2lpp. 30664015. 
30864:168. 
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&5061?0098 Ack receipt of 850129 Itr informing NRC of steps taken to correct violations 
n^lod In Insp Rept 50-322/84-46 Remaining licensing Issues should bo resolved w/ 

EBNETER.SD Region 1, Office of Director 85/05/30 LEONARD.J B Long Island 
Lighting Co 4pp 30978 244-30978 287 

850B070069 Forwards Insp Rept 50-322/85 06 on 8S0122-25.No violations noted 
MARTIN,! T Region 1, Office of Director 85/05/31 LEONARD.J D Long Island 
Lighting Co. 4pp 30750 073-30750 083 

—8506070063 Insp Rept 50 322/85 06 on 850122-25 No violations noted Major areas 
inspected open Hems from previous insp S status of programs for changes to emer- 

t ency preparedness program, performance of duty & licensee audits 
.MITH,R H , COHEN, I , HARPSTER,T L Region 1, Office of Director 85/05/29 7pp 
30750 077 30750 003 

8S06100576 Formalizes Util understanding ol NRC position on applicant resolution of 
fire protection Issues outlined in Insp Rept 50-322/84-46 & associated notice of 
deviations Calculation summaries end 

LEONAnD,JD, Long Island Lighting Co 85/06/03 DENTON,H R Oiiioe of Nuclear 
Reader Regulation, Director 20pp 30793'1 25-30793 144 

6S06100536 Forwards Insp Rept 50 322/65 04 on 850211-15, No violations 
noted Certain activities require improvement per NUREG-0737, 

MARTIN, TT Region 1, Office of Director. 85/08/05 LEONARD.J D. Long Island 
Lighting Co 4pp, 30703 160-30793,201. 

-8506100543 Insp Rept 50-322/85 04 on 050211-16 No violations or deviations 
noledMajor areas Inspected, NUREQ-0737 Items II B 3,11 F 1-1,ll F 1-2,II,F 1-3 & 
Iff D 3 3. 

NlMITZ.RL, MILLER.MT, CHUENQ.LS Region 1, Ollice Of Director, 85/04/19 
3app 30793 164-30793 201 

8506060677 IE Into Notice 65-045, "Potential Seismic Interaction Involving Movable In- 
Coro flux Mapping Sys Used In Wasling^house Designed Plants " Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/06/06 Consolidated Edison Co Of Now York, Inc. I22pp 30885,001- 
30865 040 

8506 140 4 52 Responds to NRC 850507 Ur re violations noted In Insp Rept 50 322/85- 
12 Corrective actions performance of preventative malnl octivilles tor Diesel Generator 
101 swilchgear relays scheduled consistent w/overall operability schedule 
LEONARD.J D. Long Island Lighting Co. 85/06/06 MURLEY.TE Region 1, Office of 
Director, 4pp 3O80O'332-3O89B,335 

8506060707 IE Into Notice 85-046, "Clarification ol Several Aspects of Removable Ra- 
dioaoltve Surface Conlamlnatlon Limits lor Transport Packages," Svo list end, 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 65/06/10 Consolidated Edison Co ol Now York, Inc, f24pp 31043 301- 
31044 004. 

8506146240 IE Info Notice 05-047, "Potential Effect of Lino-Induced Operation on Cer- 
laln Target Rock Solenoid Operated Valves " Sve list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 65/06/18 Consolidated Edison Co. ot New York. Inc I34pp. 31268:167- 
31268 304. 

850614l>636 IE Into Notice 85-040, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders." Sve list enc| 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/06/19 Consolidated Edison Co of New York, Inc f23pp 31376.064- 
31376 183 

8506250447 AcK receipt of 850601 Ur Informing NRC ol stops taken to correct violations 
noted in Inw Rept 50-322/05-05 

MARTIN,! T Region 1, Office of Director, 85/06/20. LEONARD, J.D, Long Island 
LIghling Co 2pp. 31196-107-31190’190 

-8506250452 Responds to NRC 850328 Ur re violations noted In Insp Rept 60-322/85- 
05 Corr active acllons withheld (ref l0CFR7a21} 

LEONARD,J,D Long Island Lighting Co 86/05/01. MURLEY.T.E. Region 1, Office ol 
Diredor. Ip 31168.169-31166:109. 

850S2S0OS7 Forwards Insp Rept 50-322/86-23 on 650429-0501 No violation or davl- 
ellon noted.Remalning 1 4 licensing Issues being referred to NRR for resolution, 
EBNETER.S.D. Region 1, Ollice ol Director. 85/06/24 LEONARD, J.D Long Island 
Lighting Co 4pp aii254;224-31264'233. 

-8606260060 Insp Rept 50-322/85-23 on 850429-0501. No violation or deviation 
noted Major areas Inspecled’emergency lighting & safe shutdown capability ol plant in 
event of fire & followup of previous Insp. 

KRASOPOULOS,A., PULLANI.S V.. ANDERSON, CJ. Region 1, Office of Director. 86/ 
05/29 6pp.31264'22e-31264 23a. 


n. Periodic operating reports & related correspondence 

8508100099 Monthly Operating rept for Mar 1985.W/S50410 Ur. 

MACINA,R. STEIGER, WE Long Island Lighting Co 86/03/31, 4pp. 30829,202- 
30829' 205. 

8506060536 Forwards monthly rept tor Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operallon remain due to offsite emergency preparedness Issues. 

DIRCKS,WJ. Office ol the Executive Director lor Operations. 85/05/28. PALLADINO 
Commissioners. 11pp. 30785:007-30785,01 7. 


8. Reportable occurrences, LERs & related correspondence 

8504120314 Forwards PNL-6200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV»12,DSRV-16 & DSRV-20 Diesel Engines." 

LAITY, W.W, Batlelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2652. 
85/04/04. BERLtNQER,C Division of Ucensing. 1p 29787.001-26787:017. 


-8504120317 "Review ol Engine Base & Bearing Caps for TDI DSRV-12, DSRV-16 & 
DSRV-20 Diesel Engines " 

LAITY.WW , RICHMOND.WD Batlelle Memorial Institute, Pacific Northwest Laborato 
ries FIN B-2952 PNL-5200-12 85/03/26 Division of Licensing 14pp 29787 002- 
29787-017 

6506250291 Partial response to FOIA request for documents re radiological emergency 
plans & correspondence between NRC & util since Jan 1984 App A documents avail 
able in POR.Search & review ot addi documents continuing 

FELTON.J M Division of Rules and Records 85/04M5 BELAIR.R R Kirkpatrick & 
Lockhart 4pp. 31244 039 31244 099 

-6506260483 Forwards rept of 840414 Incident re loss of offsite power Rept discusses 
concerns raised in NRC Rept 84-10 Correct breaker number Is 103-2 not 100 2 as 
stated in rept. 

WYNNE.J.G Long Island Lighting Co 85/01/25 ESELGROTH.P NRC - No Detailed 
Affiliation Given 0pp. 31244 058-31244 068 

-8506250485 Forwards 850107 rept of 841210 Incident re blade guide removal w/asso 
elated control rod In sorted .Control Rod 22-43 viewed for orientation ol fuel support 
pieco.Blade guide removed under Impression that control rod was withdrawn 
STEIQER.WE Long Island LIghling Co 85/01/17 ESELGROTH.P NRC - No Do 
tailed AKiliation Given 4pp 312^44 072-31244 075 

-8506250468 Discusses criteria for AO Investigations for SALP Requests that resident 
inspector etc be informed In timely manner of listed Info to facilitate lair & accurate 
assessmenLR elated info end. 

ESELGROTH.PW Region 1. Office ol Director 85/01/02 STEIGER.W E Long Island 
Lighting Co 2pp 31244076-31244,077 

6506030402 UER 85-01 7-00 on 050429, two scrams & ona hall NS4 Isolation initialed 
due to pressure oscillallons In reactor pressure vessel level ref leg Caused by per- 
formance of MSIV leakage control surveillance test.W/850517 Ur 
RHOADS, Q., STEIQER.WE, Long Island LIghling Co 85/05/17 4pp 30684-328- 
30684 331 

8506 120250 Documents responses to NRC positions re TDI diesel 

generators Crankshaft & engine block insp criteria developed, job task analysis re pro 
cedures desig^ned, training & instrumentation & malnl program completed 
LEONARD,JD, Lone Island Lighting Co 85/05/29 D^TON.H R OUlco of Nuclear 
Reactor Regulation, Director 27pp 30850 274-30850'300 

8506120563 LER 85 016 00 On 8 50 509, reactor protection sys actuation occurred duo to 
false high flux signal causing upscale spike on Intormealate range monitor Channel 
D Caused by personnel burning In core Instrument cables W/8S0S30 Ur. 

RHOADS, Q , STEIGER, W.E Long Island Lighting Co 85/06/30, 3pp 30050.084- 
30858 086 

8606130557 Amends 850523 Part 21 rept to Include Loctito Grade 242 as acceptable 
matl.lnfo Ur 8 Ur to ulil end 

CUMMINS,B R. Henry Pratt Co. 85/05/30. KEPPLER,J Q Region 3, Office of Director. 
3pp 30091:098-30801.106 

-8506130573 Rart 21 rept re lack of Loclile on Pratt nuclear model valves w/Llmitorque 
oporalors.per Bechtel 850507 Ur & Deficiency Evaluation Rept 84-101 Actuators 
should bo reinstalled In valvea using Loclite Grades AV,271 & 277 
CUMMINS, B R, Henry Pratt Co 85/05/23 KEPPLER,J Q. Region 3. Office ol Director. 
6pp. 30691 -fOI-SOSOI'lOe 

8506170278 "Review ol Emergency Diesel Generator Engine & Auxiliary Modulo Wiring 
& Terminations," technical evaluation rept. 

UITY.W.W , RICHMOND, W D Batlelle Memorial Institute, Pacific Northwest Leborato- 
rles. FIN B-2962. PNL-S20Q 3. 85/05/31 BERLINGER.C.H. Division of Licensing 
21pp. 30981:130 30981:160 

8508200285 Eorwards request for add I info to complete review ol dosign revlow/quallty 
revalidatlon rept re TDI diesel generators Response requosled by 050020 
BUTLER.WR. Licensing BrancTi 2, 85/06/10, LeONARD.J,D. Long Island Lighting Co. 
6pp 31 043, 202-3 1043'206 

8505200022 PNS-l-66-OOB.on 65061 6, bomb threat received.Soarch ol control room & 
reactor bldg completed w/negative results 

BAILEY.RJ., KElMIQ.R.R. Region 1, Office of Olreclor 85/06/17, tp 31007.120- 
31007:128, 

8506250434 LER 85 019 OO.on 85051 0.temporary procedure change notice re clarifica- 
tion of Procedure 24 602.01 (Intermediate range monitor functional lest) not reviewed 
& approved within required time frame Log wIliTje reviewed dally.W/850617 Itr. 
RHOADS.G.Q,, STEIQER.W.E. Long Island LIghling Co, 86/06/17 3pp. ai199'230- 
31199:232 

0508250441 LER 86-02000on 650521, lull scram & one half NS4 Isolation 
Inlllaled.Caused by pressure transient In common variable leg that occurred when high 
pressure header isolation valve lor level transmitter 1B21 *LT1&6B opened,W/B506l7 
Itr. 

RHOADS.Q.G, STEIQER.W.E Long Island Lighting Co B5/06/17. 3pp, 31199.228- 
31199-228. 


T. Hearing trenacrIpU on non-antItrust matters 

8606050586 Further response to FOIA request for ContracI NRC-1 7.65-207 5 elf docu- 
ments re contract & documents concerning lermlnallon of Contract SECY-04-327.App 
B documents end & available In PDR. 

FELTON. J.M. Division ol Rules and Records NRC-1 7-65 207, 84/12/14. BIRD.C.C, 
Wald, Harkrader & Rosa. 6pp. 30783:194-30783.282. 

— 8S080S0761 Informs of substantially mlatranacnbed transcript Pages 2,660- 
3,11fi.Hunton & Williams B40823 Ur describing attempt to reconstruct argumenie 
encLRequests reporting firm be removed from hearings. 

MILLER^. E. Atomic Safety and Licensing Boara Panel. 64/08/23. LEINS,E.W 
Atomic Safety and Licensing Board Panel. 1p 307B3;247'30783:249. 
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-8506050765 Returns tfanscnpt ol ASLB 840314 heanng fe ULCO Correct ect copy re- 
quested by 840910 W/o enci 

SULLIVAN, P, A Otiice of the Secretary of the Commission. 04/09/04 BECKER, D 
Free State Reporting, Inc ip 30783 252-30763 252 

8506100004 Tfanscnpt of 350530 aflirmation/discusslon & vote in Washington, DC ra 
SECY.85 154 concerning motion to investigate DOE actions involving facility Pp 1-3 
•Commissioners 85/05/30 6pp. 30330 254 30830 260 

8506170067 Transcript ol Commission 850604 meeting in Washington, DC re oral argu- 
ment on facility Pp 1-116 

•Commissioners 85/06/04 121pp 30900 096-30950 216 

8506240393 Transonpt of 650811 public meoling in Washing ton,DC re discussion /possi- 
ble vole on review of ALAB-000 & related mattets Pp 1-5 
■Commissioners 85706/11 9pp 31156 307-31156 316 

8506210317 Transcript of 850619 tetcon In Balhesda.WD re emergency planning 
procedure Pp 15,807-15,840 

■ Commissioners 85706/19 35pp 31034 310-31034 345 


V. Operator EKamlnallons 

8506250291 Partial response to FOtA request lor documents re radiological emergency 
plans & correspondence between NRC & ulil since Jan 1984 App A documents avaif 
able in PDR Search & review of addi documenis continuing 

FELTON,JW Division of Rules and Records 85/04716 BELAIR,RR Kirkpatricks 
Lockhart 4pp 31244 039-31244 099 

-8506250323 Responds to insp flept 50 322/84-3 8,Sec lion 2,6 2 re fn adequate moni 
toring ol training received by Ire brigade members Computer run program developed 
providing listed qualifications Sample listing end 

GRUNSEICH,fl.W Long Island Lighting Co 65/02/21 ESELGROTH.P, NRC No De- 
tailed Aff ilia lion Grven 9pp 31 24+044 31244 052 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Appllcalfon/conslruellon stage cfooumenta & correspondence 

8608040591 Parlial response to FOIA request for documents ro Ole of Inspector & 
Auditor rept by R Smith on allegations of staff misconduct of facility App A documenis 
end & in PDR Documen1 1 ol App B withheld (ref FOIA Exemption 6) 

FELTON,JW, Division of Rules and Records 84712/11 DEvlNE,T Government Ac- 
countability Project, lOpp 30737 200-30739 215 

-8406070355 Forwards 640503 10CFR2 2Q6 petition filed by Qovl Accounlability 
Project re conduct ol NRC porsonriel Involved in licensing review for facility W/o end 
LI6BEflMAN,J Regional Operations & Enforcement Division, 84/05/15 
MESSENGER,Q Office of fnspeclor & Auditor Ip 39738088 3073 6 253 

-8506040636 Forwards GAP 2 206 peliilon for con side ration, per Commission 040413 
memorandum & order. 

TRUBATCH.S L. Office o( the General Counsel 84/04/16 MESSENGER, G Office of 
Inspector & Auditor, ip, 30737 339-30736 069 

-8S06040B69 Affidavit of C Slokos re matl false sletemenis & othor evidence that could 
compromise quality of facility. Misconduct Involves procedure qualification testa & 
plant mods during not functional testing, Supporting Info end. 

STOKES.C Affiliation Not Assigned 84/04/12 11pp 30736 070-30730 087 

-8586040709 Recommends that attached Ur be sent to Devine re erroneous statement 
re Ole of Inspector & Auditor In 840700 rapt of Interview. Davino possibly sotting stage 
for tulure Issue fobs raised to further dolay facility Ficensing. 

SMITH, R M Olfica of Inspoclor & Auditor. 04/07/13 MESSENGER, G H Oflica ol In- 
spector & Auditor Ip, 3O736'26I-3O736'201, 

-8606040716 Discusses 840719 telcon w/T ReJim.Indonlity ol recent Ofc of Inspector 
8l Auditor rept re facility unknown.fl Smith working on ropt ra allegations by T 
DevIne.Supporllng documentallon end 

BOWERS,H. Office of Inspector & Auditor. 84/07/10, MESSENGER, Q H Oflica ol In- 
spector & Auditor 4pp. 30736'263 30738 206 

-6506040727 Summarizes 640723 & 24 telcons w/T Devine re addI matters raised in 
840719 Itr concerning facility invesligalion 

SMITH,R M, Office of Inspector & Auditor 84/07/27, Office ol Inspector & Auditor, 
9pp. 3073a',290-3973a'2&7 

-8506040734 Foiwards comments on RM Smith In answer 1o T Devine 840725 llr.Ltr 
contained various derogatory cemmenls about handling of facility investigation 
MESSENGER.G.H. Office of fnspaclor & Auditor 84/08/01. PALLADINO Commis- 
sioners. Ip. 30738:296-30738:300, 

-8506050073 Rept of 640625-27 Interview w/TM Devine re al legations raised In GAP 
840812 & 0503 pelillons 

SMITH, R.M Office of Inspector & Auditor. 84/07/02 9pp. 30736.307-30739'316. 

-6506050088 Responds to request by Chairman ofc re public disclosure of rapt of In- 
vestlgalion entitled, "Diablo canyon ■ 2,206 Petition." Ole of Irrspector & Auoilor has 
no o&ectlons to release of rept w/o deletions 

MESSENGER, G H. Olllce of Inspector & Auditor. 84/08/13 PUFNE.H Office ol the 
General Counsel Ip, 30738 319-30738,319. 

-8506050093 Requests that Exhibit 10, Attachment B, Exhibit 6,Atlachment Q & Exhibit 
liAtlachment H be removed from 840601 rept of invesllgation entitled, "Diablo 
Canyon • 2206 Petition" & repraced.Name of O’Neill A R Fisher should bo deleted. 
MESSENGER.G.H Office of Inspector & Auditor. 84/08/16. PLAINE.H.H. Omce of the 
General Counsel. Ip. 30738320-30738.320, 

-8606050104 Forwards Ofc of Insoeoloi & Auditor 840801 rept of Investigation entitled, 
"Diablo Canyon - 2 20fi Petition, for use In responding to vaifous matters raised by T 
Devine of GAP Name of O’Neill delated from mall, 

MESSENGER, G.H, Office of Inspector & Auditor 04/08/31. MARTIN, J.G. Region 5, 
Office of Director. Ip. 30738 321 -30738 32 1 . 


-8508050114 Submits info from 840313 meeting w/T Devine & J Clowe It froiii G/p | 
four alFegors T Devine staled hardware problems written up on memos ralb6rif.4i -j 
nonconformance repts & Informal repairs made at plant 

SHACKLETON.O C Ollica ol Investigation 84/03/16 BISHOP, TW RochmIOVi 
of Director ip 30730 322-30738 324 

-6506069123 Ack 040627 note Advises that NRC prepared for site visit If srn,l>vitii 
desired Supporting documentation end 

SHOLLENBERGER Region 5, Office ol Director 84/07/05 DEVINE, T 6«vur.'<^ 
Accountability Project 12pp 30738 325-30738 336 

-8506060144 Affidavit of H Hudson re QA breakdown for work cf Pullman PwuFi;'' 
ucts at facility QA breakdown for welding, NDE, hydrostatic lasts, vontfor QAiiwOia 

HUDSON, H Pullman Power Products Corp (formerly Pullman, Inc ) 84/01/1? J1..0 
30739 183 30739 213 

-8506050156 Forwards Ofc of Inspector & Auditor 840801 ropt ro facilillcs 
HERB.F Olllce ol Inspector & Auditor 84/08/08 COMBS.F, Office orCor»«5«, 
Affairs Ip 30739 214-30739 215 

-8506060169 Discusses Devine 840725 Itr.withdrawing allegations agaJrtsI flJtC ( 
cernlng facilities, Devine cited "coverup" as reason for withdrawal Possibiii1/{»4'j 
GAP trying to evoke emotional rosponse & cloud litigated Issue 
SMTJH.R M Office of Inspoclor & Auditor. 84/08/01 MESSENGER.G If Olfua ,■ 
specter & Auditor, 2pp 30738 301-30738 302 

“8506050165 Discusses 840723 & 24 telcons w/T Dovino re ij'. 

investigalior) Devine Informed lhat addi witnesses may not be Intorviowod un'4u r 
to do so develops Devine announced withdrawal of allogationa 
SMITH.RM Ofifee of Inspoclor & Auditor 04/07/27 Office of Inspector 4 lU: 
3pp 30738303-30738 305 

0606120432 Further response to 840913 FOIA request re 040612 ConofosiiVoll 
Ing on plant. Forwards app documents Documents also avnilabto in F*OR 
FELTON,J M Division ol Rules and Records 85/02/01 DEVINE, T Gevcinnv 1 
couniabllify Project 6pp 30681 037-30002 247 

“6 406210040 Forwards responses to H Myers 840410 questions re avclil ol ir.jtAc 
ily practices employed in early const phase. Responses (0 be inciudod in(/v - 
briefing book for B40614 Udall hearings 

DIRCKS.WJ, Office of the Executive Direclor for OporatJorvs Sf'M 
KAMMERER.C Office of Congressional Affairs. 13pp 30662 248-30062 2G1 

-8406210045 Requests IE stall w/QA expertise respond to Congiossman UifaUt' 

Ur re Nuclear Sves Corp audit & related questions re facility 
PALI.ADINO.NJ Commissioners 84/06/01 DIRCKS.W.J. Olllce of the fico'-s 
rector for Operations Ip 30661 063 30681 172 

-65 06120471 Idenlifles (n(o re plant licensing action per 840612 briefing Msfyi" 
still under review are piping & supports, resolution of certain nllogalioni a $. : 
design basis revalidation program plan S Trubatch memo end 
ZERBE,J E Office ol Policy Evalualions. 04/06/13 PALLADINO, GILINJKr, ti 
ERTS Commissioners 5pp 30001 349-30881 '353. 

"8508120478 Presents overview ol remaining actions & licensing milosicrvsri 
power OL, Including ASLB decision, low powor adjudIcation.lDVP reviow,anag4<r 
design A const deficiencies & listed adjudicatory Items, 

TRUBATCH.S L NRC • No Detailed Affiliation Given 04/06/13 NRC - No Pc'. 
Affiliation Given. 6pp, 3OOB1'354-3O802 114 

-8506120490 Provides schodulo for warmup re Udall commlltoo haarlng 
discussed Include legal Issuos.stalus ol plant & reviews, Commission loslirnan/4' 
siort to grant full power authorization Questions for staff end 
PALLADINO.N.J. Commissioners 64/06/11. Commissioners 6pp 5(4'J 
30082.120 

-66 06120495 Responds to 85051 8 request lor meeting ro Nuclear Sves Corpi c 
PuUman Kellogg piping work at plant in 1977 Late Juf suggested W mool t« r’, 
discussion, 

NAYMARK.S Quadiex Corp 64/05/31 PALLADINO, NJ CommJssxifWfs 
308e2.121-30802'126. 

-8596120514 Requests that Commissioner responses to ACRE 040400 rapt 
control measures at facility be directed to Ofo of Secretary by 840813 
sponsa also submitted. 

ASSELSTINEJ.K Commissioners 84/06/11. PALLADINO, QILINSKY. R061 
Commissioners, Ip, 30882' 179-30862.247 

8606120973 Final response to FOIA request for documenis ro Commission iwru 
June-Aug 1984 re effects ol earthquakes on plant emergency jproporodnessFcr't 
Apps C & E documents, Apps 0 4 F documents withheld (r^ef FOIA Exempbenil 
FELTON, JM Division ol Rules and Records. 85/02/07. BELL, N. Nuclear Into-. 

& Resource Service. 6pp 30062:001 •30662'041. 

-8506120153 Supports release of transcripts of Commission meetings re DxibtoCi 
emergency preparedness. 

ASSELSTINE.XK Commissioners 04/10/09, NRC - No Detailed Airillatlon Gw 
30662.038 30862,038, 

-8506120224 Submits responses to 840907 memo re suggested Commission sek 
minimize potential for delay in plant case, SECY action on COMJA 64-7 cornf^eia 
CHILK.SJ Office ol the Secretary of the Commission, 84/10/18. ASSELSTINE' 
missloners Ip 3O862.O46-3O662,OS0. 

8506109676 Forwards addi Info re Internal review program, per NRC raquostSumn, 
resolution categories ol items reviewed by Internal review prograrr) end RdaiNr 
spondenco, „ , 

sSHIFFeR,J D, Pacific Gas & Electric Co #286 764 85/02/21 KNlGHTONat 
censing Branch 3 14pp 30024:1 63-30824i 176. 

8503159633 Requests addi Info re design of piping branch connections intotfe. 
submitted by 850304 

KNIQHTON.Q.W. Licensing Branch 3. 86/02/26, SHIFFER.J.D Pacific OMiS 
Co. 5pp. 26376:356-26375.380 
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8506150041 Responds to FOIA requests for records re SSER (NUREG 0787) Forwards 
App B & C documents App A & B documents available in FOR Into in App C docu- 
ments partially withheld (rot FOIA Exemptions 5,6 & 7) 

Felton, J M Division of Rules and Records 85/03/01 GARDE,B P Government Ac- 
countabilily Project 210pp 31067 005-3 1067‘292 

“6506160117 Responds to 840530 request re mgt contacts for listed plants w/lntegrat- 
ed licensing schedules, per E Christenbury 840530 lelcon w/Eisenhut 
CUNNINQHAM,G H Office of the Executive Legal Director 84/06/07 DENTON.H fl 
Office of Nuclear Reactor Regulation, Director Ip 31067 292-31067 292 

8S061 10706 Requests notification if participation In clionl closeout briefings re allega- 
lions desired 

SHOLLENBERGER Region 5, Office of Director 85/03/22 DEVINE.T Government 
Accountability Project Ip 30831 209-30831 209 

6S061 00489 Ack receipt of 850325 telegram re followup Interview of clients lor pending 
allegalions Finalization of interview schedules requested Second witness name should 
be deleted If telegram publicly available 

DEVINE,! Government Accountability Project 85/03/26, SHOLLENBERGER Region 
5, Office o1 Director Ip 30804 255-30804 255. 

BS06110151 Application for amend to License 04-08134 03,extend!ng expiration date to 
BOiMSO.Fee paid Related correspondence 

SHIFFER,J D Pacific Gas & Electric Co #205 398 85/03/27 DAVIS.J.Q Offico of 
Nuclear Material Safety & Safeguards.DIrector 1p 30836 248-30836 248 

8506110709 Forwards Rev 1 to selsmically-induced sys Interaction program final rept 
documenting Unit 2 resulls.Unit 2 Intoraclion data sheets will bo submitted within 90 
days W/o encLRelated correspondence 

SHIFFER,JO Pacific Gas & Electric Co #285 749.85/04/22 KNIGHTON.GW Li- 
censing Branch 3 2pp 30832 266-30832 267 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

6508040557 FOIA request lor documents generated in connection w/SSER 22 
(NliREG'0675) re operation of facilities which provided further findings on whistle- 
blower charges 

DEVINE,!. Government Accountability Project 84/09/13 Office of Administration Ip. 
39723 065 30723 065 

8506040560 Partial response to FOIA request for documents generated In connection 
W/SSER 22,NUREG 0675 re operation of facilities. App A documents available In 
PDR 

FELTON.JM Division of Rules and Records 64/11/10. DEVINE,! Government Ac- 
countability Project. 4pp. 30723 066 30724 160 

8506040591 Partial response to FOIA request for documonis ro Ofc of Inspector & 
Auditor rent ^ R Smith on allegations of staff misconduct of (aclIity.App A documents 
end & In PDFI Document 1 of App B withheld (ref FOIA Exemption 6) 

FEL!ON,JM Division of Rules and Records. 84/12/11 DEVINE.T Government Ac- 
countability Project lOpp 30737.200-30730 216 

-8506040721 Forwards SSER 22 re facility Allldavll of M Hartzman end 
KNIGHT.J P NRG - No Detailed Affllialion Given 84/07/10, SMITH.R NRG - No De- 
tailed Affiliation Given Ip 3073e-267-30730 286. 

8508100086 Forwards Rev 1 to "Soismically Induced Sys Inleractlon Program,” final 
rooLdocumanllng results of program lor Unit 2 & fulfilling commitment in SSER 
1 1 NRG will be notified when all mods & final insp complete lor Unit 2 
SHIFFER.J.O Pacific Gas & Efecfrio Co. 85/04/22 KNIGHTON.GW Licensing 
Branch 3 2pp 30766 001-30769.014 

8606070040 Forwards SSERs 28-31. W/o ends. 

KNIGHTON.G.W. Licensing Branch 3 85/05/20. SHIFFER.J D Pacific Gas & Electric 
Co 4pp. 30790:028-30799 031. 

8506110080 Forwards linat rept on turbine bldg operating deck, addressing SSER 20 
Homs requiring resolution prior to lull power operation 

SHIFFEn.JD. Pacific Gas & Electric Co 85/06/06 KNIGHTON.GW Licensing 
Branch 3. Ip 30807 031-30807.086. 

—85061 10082 "Diablo Canyon Unit 2 Turbine Bldg Operating Deck," final rept 

* Pacific Gas & Electric Co. 85/06/30 55pp 30807 032-30807 066 

8506260423 Forwards final rept on pipeway structures to assist staff review.per SSER 
20.R8pt Includes consolidation of all previous audit followup responses given to NRC 
& addresses SSER 29 civll/structural Items. 

SNIFFER. J.O. Pacific Gas & Electric Co 85/06/10. KNIGHTON.G.W. Licensing 
Branch 3- Ip 31231.274-31231-362 

-8506260435 “Pipeway Structures," final rept 

* Pacific Gas & Eleciric Co. 85/06/30 78pp. 31231*276-31231 362 

8606190360 Forwards addi Info on Unit 2 annulus support columns subj lo jet Impinge- 
ment loading, per Allegation 163 in SSER 28.Effect of thermal axial growth of support 
on concrete slab at 140 It elevation Included Action complete for both units. 

SNIFFER, J.D Pacific Gas & Eleciric Co 85/06/14, KNIGHTON.GW Licensing 
Branch 3. 3pp. 30996:351 -30997-003. 

05 96250357 Confirms completion of mods to upgrade Unit 1 core exit thermocouple 
i, InstaSlation & lasting of Unit 2 radiation exposure rate monitors, per SSER 
31,NUREG 0737, Item II.F 2 & Rev 3 to Reg Guide 1,97. 

SHIFFEB,J.D, PacHic Gas & Electric Co 86/06/21, KNIGHTON.G.W Licensing 
Branch 3. 2pp, 31 180.360-31160:361. 


F. SacurHy, medical, emergency & fire protection plans 

BSQ9110135 Forwards public version of revised emergency plan implementing 
pfticedu(e8,lnc)udlng Rev 1 to EP OP-0 1, "Reactor Trip Response ' & Rev 6 lo EP Q- 
3, "Notilication of Offsite Organizations." 

SHIFFER,J.D Pacific Gas & Electrjo Co. 85/02/04. MARTIN, J.B, Region S, Office of 
Director. 4pp, 30836-305-30937.002. 


-850 6 1101 45 Public version of revised emergency plan implemenling 
procedures,including Rev 1 to EP OP 0 1. "Reactor Trip Response" & Rev 5 lo EP G- 
3, "Notification of Offsite Organizations " 

SNIFFER, J D Pacific Gas & Electric Co 65/02/04 56pp 30836 309 30837 002 

8506120073 Final response to FOIA request for documents re Commission meeting in 
June-Aug 1684 re ellecls of earthquakes on plant emergency preparedness Forwards 
Apps C a E documents Apps D a F documents withheld (ref FOIA Exemption 5) 
FELTON.J M Division ot Rules and Records 85/02/07 BELL.N Nuclear Information 
a Resource Service 6pp 30882 001-30862 041 

-8408200500 Staff requirements memo re 840003 Commission vote to Inillalo generic 
rulemaking on effects of earthquakes on emergency planning Order approved ro com 
plicaling effects of earthquakes on Diablo Canyon emergency planning 
CHILK,Bj Office of the Secretary of the Commission 84/08/07 PLAINE.HH Ofllco 
of the General Counsel 1p 30862 043-30862 045 

-8506120094 Forwards final versions of dissenting views on Diablo Canyon orders re 
earthquakes a emergency planning a Immediate effectiveness.for attachment to ap- 
propriate Commission order 

ASSELSTINE.J.K Commissioners 84/08/10 CHILK.SJ Office of the Secretary of 
the Commission 17pp 30862 007-30862 026 

-B50612O1S9 Advises that Comimiselon response to subcommilteo 040609 request lor 
documents re ellecls of earthquakes on emergency preparedness 
unacceptable Transcripts of closed Commission meelinns a SECY 84-291 requested 
by 840921 

MARKEY.EJ House of Rep., Interior a Insular Affairs 84/09/17 PALLADINO.NJ 
Commissioners Ip 30862:039 30062 039 

--B506120164 Forwards transcripts of closed Commission moolings a SECY-84-291 in 
response lo 840917 roquosLDocumonls transmitted per 840921 agreement to pre- 
serve confidentiality a limited to Inlornal subcommilteo uso. 

PALLADINO.NJ Commissioners 84/09/21 MARKEY.E House of Rep , Interior a In- 
sular Affairs Ip. 30862 040-30062.040. 

-8508120172 Notifies of 041005 lelcon w/Congressman Markoy ro Diablo Canyon 
transcripts Commission encouraged to release documents Concerns re Commission 
actions staled 

PALLADINO.NJ Commissionora 04/10/05 ROBERTS Commissioners Ip 
30862041-30062 041 

8506060578 Forwards Insp Ropta 50 275/85-22 & 50-323/85 15 on 850408-12 a 22- 
26.No violation noted 

KIRSCH.D F Region 5. Office of Director. 05/05/16 SHIFFER.J D. Pacific Gas a 
Electric Co. 2pp 30768 204-30708.213 

-8S060806B3 Insp Repls 60-275/05-22 a 60-323/85-15 on 850400-12 a 22-26 Mo vio- 
lation or deviation noted.Major areas inspoctod. Implementation of lire protection pro 
gram 

QUALLS.P. Region 5. Office of Director 05/05/15. 0pp 30768-206 30768-213. 

8606030504 Forwards Rev 3 to Sections 1.11,1V a V of San Luis Obispo County emer- 
goncy response plan W/o end 

SHIFFER.J.D. Pacific Gas a Eleciric Co 85/05/23. MARTIN.J B Region 5. Office of 
Director, ip 30679.140-30679 140 

8606200439 Forwards Emergency Preparedness Insp Repls 50-275/05-10 a 60-323/ 
BS-18 on 850408-12 a 22-26 No Violation noted. 

WENSUWSKI.F A Region 6, Office of Director 05/05/30, SHIFFER.J D Pacific Gas 
& Eleciric Co. Ip 31020-123-31020.129 

-8606200448 Insp Repls 60-276/85 18 & 60 323/05-1 B on 050408-12 a 22-26 No vio- 
lation or deficiencies noted Major areas inspected, changos to emergency plan w/im- 
pfemenling procedures, knowledge a performance of dutios & licenseo audits. 
PRENDERQAST.K. Region 6. Office of Director 85/05/29. 8pp. 31020 124- 
31020:120 

8506240377 Forwards Insp Repls 60 276/86-13 & 50-323/85-13 on 050415-10 No vio- 
lation noted. 

WENSUWSKI.F.A. Region 6. Ofllco of Director. 85/06/04. SNIFFER, J D Pacific Gas 
& Electric Co. 2pp 31202:134-31202:142. 

-8506240402 Insp Repts 50 275/95-13 & 60-323/05-13 on 850416-10 No violation or 
deviation noted.Major areas inspeclod.general empioyeo radiation protection training 
a Implementation of NUREG O737.ll0ms II B 3 a II.F.1 i plant tours. 

QARCIA.E M. Region 6. Office of Director. 05/06/04 7pp. 31202 136 31202.142. 

8506110086 Forwards revised End 2 to util 650529 LIr DCL-85-196.Rev corrects identi- 
fication of proprietary Info re updates to implemenling procedures 
SHtFFER.J^D. Pacific Gas a Electric Co. 65/06/06. MARTIN.J.8. Region 6. cilice of 
Director. 3pp 30616-201-30616.203. 

0606110106 Forwards summary of complelod prafuel load acilvllles. including NUREQ- 
0737 Items.equipment qualification, Rev 3 to Reg Guide 1 .97 a other commitments 
SNIFFER, JD. Pacific Gas a Eleciric Co 65/06/08 KNIGHTON.G.W. Licensing 
Branchs 9pp 30607 019-30807:027 

8606250410 Confirms lelcon ro Intllating arrangements for NRC contingency totecom- 
munlcations at emergency operations Tacllily Utit esllmate lor labor a malls to accom- 
plish listed tasks requests. 

WENSUWSKI.F A. Region 5, Office of Director, 85/06/20. SHIFFER.J D Pacific Gas 
a Electric Co. 2pp. 31180-293-31180-294. 

6506250357 Confirms completion of mods lo upgrade Unit 1 core exit thermocouple iys 
a Installation a lasting of Unit 2 radiation exposure rate monlior8,per SSER 
31,NUREQ-0737,ltem II.F.2 a Rev 3 lo Reg Guide 1.97 

SK1FFER,JD. Pacific Gas a Electric Go. 85/06/21. KNIGHTON.G.W. Licensing 
Branch 3. 2pp. 31 160:360 31 160:361. 

6506270488 Forwards Ofc of Investigations summary of Investigation for Case S-B3 002 
re allegations of falsUled a Inadequate security personnel background investigations 
by Pinkerton's Ino No violations noted. 

SCARANO.R A. Region 5, Office of Director. 65/08/24. SNIFFER. J.D. Pacific Gas a 
Electric Co 10pp 31237:354-31237:363. 
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Q. Adjudicatory correspondence 

8S062800S8 Decision ALAB-ei1 finding that Unit 2 verilicallon program sufficient to es- 
tablish that ficensing criteria met License authorization grantad by ASLB inttial decision 
romain5elfectiveServedon850627 

SHOEMAKER.CJ. Atomic Safety and Licensing Appeai Panei #285 604 85/06/27. 
26pp 31256 116-3 1256:1 43 


d. Insurance & Indemnity Information 

6506140426 Forwards Endorsement 44 to NELIA Policy NF-228 & Endorsemeni 15 to 
W A ELU Policy MF- 103 , „ . 

CRANE, P.A Pacific Gas & Eleclric Co 65/06/11 SAUTZMAN.JD Assistant Director 
tor Slate & Licensee Ftelatlona 2pp 30896 036 30996036. 

8506190161 Forwards Endorsement 1 to NELIA Certilicate N76 & Endorsement 1 to 
MAELU Certificate M.76 ^ . r, . 

CRANE, PA Pacific Gas & Electric Co 85/06/14 SALTZMAN.JD A ssislan I Director 
lor State & Licensee Relations 3pp 30905 037-30095039 


0, Advisory Committee on Reactor Safeguards reports A correspondence 

6506070048 Forwards comments of ACRS consultants re facility seismic reevalualion 
prog ram .based on discussions at ACRS subcommlltea 650321-22 meelmgs 
KNIGHTON, QW Licensing Branch 3 85/08/17 SHIPPER, JD Pa cillc Gas & Electric 
Co 4pp 30799 013-30796 023 

■■8506070062 Comments on ACRS Subcommittee on Extrema External Phenomena 
650321-22 mBatings ACRS should monitor seismic design margins program closely to 
ensure results S program remain on schedule for 3 yr completion 
POMEROY,P.W Rondout Associates, Inc POWEfioY,P.W ACRS • Advisory Commit- 
tee on Reactor Safeguards 85/04/26 SEISS,Cj OKRENT.O , SAV10,fl ACRS • Advi- 
sory Commiltee on Reactor Safeguards 2pp 30709 017 30799 023. 


P. Operating license stage documents A correepondence 


8506030372 Forwards final draft repi re aerial radiation survey of taciiity performed 
during Sept Oct 19B4.Rept will be assumed acceptable if no response received by 
85042 2. Wo end , , , 

TIPTON.WJ EGAQ, Inc. 85/04/04, IVY,L. Region 6, Office ol Director Ip. 
30673 354-30673 364 

8506100746 Ack receipt of 650327 Hr re 850321 planned closeout briefing for GAP 
clients Briefing scheduled on 850508,per 850408 telcon Reguesls times lor lelcons 
SHOLLEN8ERQER Region 5, Office ol Director 86/04/09 DEVINE,T Government 
Accountability Projeot. 1 p 30803 073-30803 073. 

86061 604S3 Confirms arrangements re lelcons planned w/GAP cllenta on 850502 A 1 5 
SHOLLENBERGER Region 5, Ollice ol Director 85/04/19 DEVINE,T Government 
Accountability Project Ip, 30891 ,054-30891 '054 

8506100066 Forwards Rev 1 to "Setsmically Induced Sys Interaction Program," final 
repI, documenting results of program lor Unit 2 & fulfilling commilment In SSER 
li.NRC will bo notified when all mods & llnal Insp complete for Unit 2 
SHIPPER, J.D Pacific Qaa A Electric Co 86/04/22. KNiQHTON,GW Licensing 
Branchs 2pp 30786.001-30789 014 

-860B1 00092 Rev 1 to "Selsmicelly Induced Sys Interaction Program," final rept. 
♦Pacilic Gas & Electric Co 86/04/22, 1,092pp 30786 003-31)769.014. 


asoOOAOZSI Requests addi Info re Generic Ltr 63 28, Item 1.2 re post trip 
revlew.MarJced-up technical evaluation rept lor fad lity.w/ Initial resulls.enci 
KNIGHTON,G.W LIcensInfl Branch 3. 85/05/20 SHIPFER,JD Pacific Gas & Electric 
Co 18pp, 30700.340-307 60 367 

8506030123 Informs ol 850522 completion ol tensioning of reactor vessel head Add I 
into submitted re schedule (or completion of all remaining eclivlllfis required to support 
Initial criticality A power ascension. 

SHIFFER.,fD. Pacific Gas A Elecliic Co, 05/05/28 KNIQHTON,G.W Licensing 
Branch 3, Ip. 30874-140 30874.148. 


8506040210 Forwards application for amend to Licenses DPR 80 A DPR-01, consisting 
ol Amend Request 05 06, revising Tech Spec Section 65 2,2 to change composition 
of GONPRAC io reflect reorganizallon ol nuclear power cenota1lon.Pee paid. 

SHIPPER, J.D, Pacilic Gas A Elacirfo Co 05/06/30, D^TON.H R Office ol Nuclear 
Reactor Regulallon, Director, Ip 39703,24 6 3<)703’252 

-8606040224 Application for amend Io Licenses DPROQ A DPR 8i,conslst1ng ol 
Amend Request 85-06, revising Tech Spec Section 6,6.22 to change composition of 
GONPRAC to reflect reorganization of nuclear power generation 
SHIFFER.J D. Pacific Gas A Electric Co, 65/05/30 Ip 30703.247-30703 247 

-8806040234 Proposed Tech Spec Section 66.2.2.changing composition of GONPRAC 
to reflect reorganization of nuclear power generation, 

• Pacific Gas A Electric Co. 65/06/30 5pp. 30703 246-30703:2 62, 


8506110108 forwards summary ol completed profuel load activities, including NUREQ- 
0737 ltems,equlpinenl qualificatlon,Rev 3 to Reg Guide 1,97 A other commitments, 
SHIFFER.J D. Pacific Gas A Electric Co, 85/06/06 KNIGHTON, G,W. Licensing 
Branch 3. 9pp. 30807-01 9.30607,027. 


8506190135 Responds to NRC 850522 comments to clarify util 850130 long-term seis- 
mic program plan No new studies or Invesligatlons proposed AddI Info will be proi,4ded 
in progress repts A at meetings during course of progiam, 

SHIFreR.J.D. Pacific Gas AElectilc Co, 85/06/11, OENTON,H.R, Office of Nuclear 
Reaclor Regulallon, Director 30pp. 30996-057.30995 086. 


8506240088 Lists comments re Draft Order 85-101 concerning waste discharge require- 
ments for facilities. 

HOWE.H.M, Pacific Gas A Electric Co 85/06/12, JONES, KR, California, State ol, 
2pp. 31204:237-31204:238. 

6506270111 forwards "Altarnale Oemussellng Program Evaluation A Heal Treatment 
Optimization Studies," per Provision D.6 of NPOES permit. 

HOWE.H M. Pacific Gas A Elecldc Co. 65/06/12. JONES,K.R. California. State of. 
24pp. 31238:272-31 239;286. 


6506210326 Responds to Generic Ltr 85 02, "Staff Recommended Actions Slvm'->-g 
From NRC Integrated Progiam for Resolution ol Unresolved Safety Issues re Stsi-" 
Generator Tube Integrity ” Visual insps of steam generators performed dunsg statjj. 
SNIFFER, JD. Pacific Gas A Eiectric Co 85/06/17 THOWPSON.HL Division cfL- 
censmg 13pp 31033 026 31033 038 

6506250113 Forwards tabular summary of key results from remonel survey ol plant spe- 
cific info re potential for uncontfolied radiation exposures in PWfl cavilies.perJG fal- 
low 650315 request No further generic action needed 

TAYLOR.JM Director's Oflice, Office of Inspection and Enforcement B5/«/'3 
MURLEY.T E Region 1, Office of Director 9pp 31211 322.31211 330 

S506260676 Forwards summary of NRC 650523 meeting w/util NRC comments cn is 
evaluation program discusseo 

KNIQHTON.QW Licensing Branch 3 85/06/10 SHIFFER.J 0 PacKlo Gas A Oett-,. 
Co 4pp 31239311-31239317 

-8506190522 Forwards aummaiy of 850522 meeting w/PGAE A consultants r» 
comments on seismic reovaluatlon program Schedule lor further progiam ersbaSv 
drawn up A format for future evaluations agreed imon 

REITER, L Geosciences Branch 05/06/11 KNIGHTOW.G Licensing Branch? Jpp 
31239315 31239 317 

8506250397 Forwards proposed rev to Tech Specs re administrative controls lor s'art^ 
repts, flCS reliol valves.loose part detection sys inslrumontation A bases toi«r«r,'.a! 
power sys Formal license amend will be provided within 90 days 
SHIFFER,JO Pacific Gas A Electric Co 85/06/20 KNIQHTON.GW Lkens-g 
Branchs 1p 31180 345-31180 356 

-850S250407 Proposed Tech Specs re administrative controls (or slorlup tep'5,flCA 
reliaf valves.loose part detection sys Instrumentation A bases lor electrical powsr m 
• Pacilic Gas A Electric Co 85/00/20 11pp 31180 346 31 160356 

8506280329 Requests addi Info re response Io Generic Ltr 83 21ll!sr) 
2 1,22,3 1 2,3. 2.3,4 4 A 4 5,lncluding process of classifying equipmenl as ssislyrdj' 
ed A descnplion of ulil/vendor Interlace program tor safoty-related componenis 
KNIGHTON,G.W Licensing Branch 3 05/06/20 SHIFFER.J D Pacific Gas A Be K 
Co. 5pp 31263 306-31268 312 


Q. Inspection reports, IE Bulletins A correspondence 


8506040560 Parllal response to FOIA request for documents generated In conneclryi 
w/SSER 22,NUREQ 0675 re operation of tacillties App A documents available n 
PDR 

FEl.TON,JW Division of Rules and Records 84/11/16 DEVINE.T. Government Ac 
countability Project 4pp 30723 066.30724 160 

-8506040565 Rov 11 Io OA Instruction 08 "Program for Insp A Accoplenco olEisunj 
Concrete Expansion Anchors In Plpo Hanger Installations.’’ Supporting docomer'i*' 0 fi 
end 

RUNYAN, JP Kellogg Co 77/01/17 200pp. 30723 070-30724 OOB 

-8506040569 Rev 6 to QCP-0 "QC Procedure for Inslallallon A Insp of Stud aSM 
Concrele Expansion Anchors," 

" Foley, Inc. 83/11/07 16pp. 30724.009-30724 024 

-B606040574 Rev 2 lo Gl-I "Procedure for Inspoclinn Grid ’’ 

TENNYSON.V Foley, Inc 73/09/29 21pp 30724.025 30724 002. 

8506040591 Parllal response to FOIA request for documents re OFc of Impcilut I 
Auditor repi by F Smith on allegations of stall misconduct of factirly App A (toa/nei/! 
end A in PDR. Document 1 ot App B withlield (ret FOIA Exemption 6J 
FELTON.J M. Division ol Rules and Records 84/12/11. DEVINE, T GovatnieenI A. 
countability Project lOpp 30737.200.30739 216, 

-8506040629 "QA Rept Ol Documentation A Radiographic Film Review " 

RUNYAN,J,P MW Kellogg Co, 77/04/22 6pp 30737 334-30737.338 

0506250059 FOIA request lor ell records A Inlo re Vendor Insp Branch 640929^44 
99900840/83 01 at Cardinal Industrial Products Corn that mention Diablo Canvon 
DEVIN E,T. Government Accountability Project. 86/02/01 Office ol Admrnistiiixrt 
2pp. 31059 '325-31 059 328. 

8SOS260087 Responds to FOIA request for records re Vendor Insp Branch 840224 
99900640/83 Ol at Cardinal Industrial Products Corp ihal mention D<abo 
Canyon-Foiwards App A documents. Apps A A B documents available in PDR 
FELTON.J M Division of Rules and Records, 65/03/04 DEVINE, T Qovommont At 
countability Project 3pp 310S9.327-3106g’363 

BSOS130O27 Supp1 1 to IE Info Notice 84 55, "Seal Table Leaks at PWRs " Svclsl^ 
JORDAN, E L Division of Emergency Preparedness A Engineering Response {Pem 
830103), 85/05/14 Consolidated Edison Co, ol New York, Inc, I07pp 31044ft)5- 
31044:171, 

8505130036 SuppI 1 to IE Info Notice 05-020, "Motor- Ope rated Valve Failures Pus tJ 
Hammering Ettacl " Sve list end. . 

JOHOAN.E L. Division ol Emergency Preparedness A Engineering Response (Pw 
830103), 85/05/14 Consolidated Edison Co of New York, Ino. l07pp. 3IM1172 
31044'278, 

8506060421 Forwards Insp Repts 60-275/85 19 A 60-323/85-19 on 850422 26W9VO- 
latlons or deviations noted. ^ ^ , 

KIRSCH.D.F, Region 6, Otiice ol DIreclor. 86/05/16 SHIFFER,JD Paofeassi 
Eiectric Co 2pp 30768.001-30768 007 

-8606060424 Insp Repts 60-276/e6-19 A 60-323/85-19 on 850422-26 No vWaWier 
deviation noted.Major areas Inspected, IE bulletins.drculara.nolices A outslanr^opsn 
it6 ms 

PEflEIRA,0,B, OODDS.fl. Region 6, Office of Director. 85/05/16, Spp. 30J6e<»3- 
30768.007, 

8506060578 Forwards Insp Repts 50-275/86-22 A 60-323/85-15 on 85O408-»2&2a- 
26,No violation noted. , ■ 

KIRSCH.DF. Region 5, Office of Director, 85/05/16, SHIFFERJ.O. PaaficOasi 
Elecliic Co, 2pp. 5O760'2(M-3O788,213, 
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->506060583 Insp Repls 50 276/85-22 & 50-323/85.16 on 850408-12 & 22-26, No vio 
laton or deviation noted Major areas inspected implementation of (ira protection pro- 
mam 

QUALLS, P, YOUNG, T , DODDS,R Region 5, Office of Director 85/05/15 Bpp 
0076B206 3076B213 

8505200S90 IE Inlo Notice 85 039, "Auditabililv of Electrical Equipment Qualification 
Records at Licensees Facilities '' Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/22 Consolidated Edison Co of New YorR, Inc I06pp 30837 256- 
30837 363 

8SOS200680 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing & 
Certification Process " Svc list end 

uOaDAN,£ L Division of Emergency Preparedness & Engineering Response (Post 
530103) 85/05/22 Consolidated Edison Co of New YorR, Inc lOepp 30848 166- 
3OB40 271 

6505268151 IE Inlo Notice 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TtD Elemenis ” Svc list end 

JORDAN, EL Division Of Emergency Preparedness & Engineering Response (Posl 
830103) 85/05/29, Consolidated Edison Co of New YorR, Ino T20pp. 30852.245- 
30852 363, 

0506288167 IE Info Notice 85 043, "Radiography Events at Power Reactors " Svc list 
and 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posl 
03010^. 85/05/30 Consolidated Edison Co of New YorR, Inc. i20pp 30864.167- 
30864 2B7. 

85052B0195 IE Info Notice 85 044, "Emergancy Communication Sys Monthly Tesi ” Svc 
list end 

JORDAN4E L, Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co of Now YorR, Inc I21pp, 30864 045- 
30B64 166. 

8506200439 Forwards Emergency Preparedness Insp Repts 50-275/86-10 & 50-323/ 
85-18 on 850408-12 & 22-26 No violation noted 

W£NSUWSKI,F A Region 5, Office of Director, 85/05/30 SHIPPER, J D Pacillc Gas 
fiEleCtdcCo Ip 31020’123 31020 129 

-8506280446 Insp Repls 50-276/85-10 & 50 323/85-18 on 850408-12 & 22-26 No vio- 
lation Or deficiencies noted.MaJor areas inspected changes lo emergency plan w/lm- 
pEementing procedures, Rnowledge & performance of duties & licensee audits 
PHENDERGAST,K , FISH.R.F. Region 6. Olfice of Director, 85/05/29 6pp 
31020.124 31020 129 

>505240377 Fonrvards Insp Repls 50-275/85-13 & 60-323/05-13 on 850415-19 No vio- 
lation noted 

WENSLAWSKI.FA Region 5. Office ol Director 86/06/04 SHIPPER, J D Pad lie Gas 
&EtedricCo 2pp 31202 134-31202 142 

-8506240402 Insp Repls 60 276/85-13 & 60-323/85-13 on B50415.19.No violalion or 
deviation noted Major areas Inspected general employee radiation protection training 
& Implementation ol NUREG 0737, Items II, B 3 & 11 F.1 & plant lours 
GARCIA.E M., CILLS.M., YUHAS,Q,P. Region 6, Office of Director. 85/05/04 7pp 
31202;136-31202142 

8606060677 IE Info Notice 85 046, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Weslinghousa Designed Plants." Svc list end, 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co, oj Now York, Ino T22pp 30865'001. 
30885 046. 

81508280153 Forwards Insp Repts 50-276/86-17 & 60-323/86-17 on 850407-0525 S 
notice oJ violation. 

KIRSCH.D F. Region 5, Office ol Director 85/06/07. SNIFFER, J 0. Pacillc Gas & 
ElecIfIcCo. 2pp 31229.123 31229:150 

-0506260157 Insp Repts SO-276/86-17 & 60-323/86-17 on 860407-0526. Violalion 
notediload timing out of spec for diesel genorafor. 

M.ENDONCA,M M., PADAUAN.M.L , ROSS.T.M, Region 5, Olllce of Director, 65/06/ 
08 25pp. 31229.126-31229:160 

6506080707 IE Inlo Notice 86 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport PacRages." Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/10, Consolidated Edison Co. of New York, Ino. 124pp 31043.301- 
31044.064 

8506170521 Fonwards Rept of Investigation 5-84-023 on 841207.No violations 
noted Major areas Investigated allegations on containment pressure & temps upon 
steam condensation & discriminatory layoff for raising safety concern 
KIRSCH.D F Region 6, Office of Director. 85/08/11. SClilFFER.J.D. Pacific Gas i 
Electric Co Ip 30958.205-30966:210. 

-8508170523 Rept of Investigation S-B4-023'allegallons on containment pressure A 
temps upon steam condensation & discrimlnalory layoff for raising safely concern 
MEEKS,R A„ SHACKLETON.O.C. Region 5, OlHce of Director. HAYES,B,B. Office of 
Investigation 84/12/07. 5pp 30956,206-30956:210 

8506 2 10328 Responds to Generic Llr 65-02, "Staff Recommended Actions Stemming 
From NRG Integrated Program lor Resolution ol Unresolved Safety Issues re Steam 
Generator Tube Integrity "Visual insps of steam generators performed during startup, 
SHIPPER, J.D, Pacific Gas & Electric Co. 85/06/17. THOMPSON, H.L Division of Li- 
censing. 1 3 pp. 31 033-026-31 033.030 

8506140240 IE Info Notice 85-047, "Potential Effect of Line- Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves," Svo Nat end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/06/18. Consolidated Edison Co. o' New York, Inc. 134pp 31268:157- 
31268-304. 

BS061 40636 IE Info Notice 85 048, "Respirator Users NotlceiOefectlve Self-Contained 
Breathing Apparatus Air Cylinders," Svo list end. 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
B30103) 65/00/10, Consolidated Edison Co, ol New York, Ino. I23pp. 31376.064- 
31376:183. 


R. Periodic operating reports & related correspondence 

8504020379 "Discharge Soil Monitoring Rept for Feb 1965 " W/850310 llr. 
THORNBERRY.R C Pacific Gas & Electric Co 85/02/28 JONES, K R California, 
State of 12pp 29504 162-29584 171 


S Reportable occurrences, LERa & related correspondence 

8506040591 Partial response to FOIA request (or documents re Ofc of Inspector & 
Auditor rept by R Smith on allegations ol staff misconduct of facility App A documents 
end 8 In PDR Document 1 of App B wilhheJd (ref FOIA Exemption 6) 

FELTON, JM Division of Rules and Records. 84/12/11. DEVINE, T Government Ac- 
countability Project lOpp 30737 200-30730 215 

-8506040620 "QA Rept of Accomplished Job Tasks" Supporting documentation end 
QESKE.D M W. Kellogg Co 84/12/11 22pp 30737312-30737333 

8506040431 Part 21 rept re resistance lemo detector (RTD) calibr anomalies In RTDs 
mfg by RdF Co Safety margin assessments being performed for operating plants lo 
evaluate potential effects on plant Tech Specs 

RAHE,E P Westinghouso Electric Corp 85/05/06 THOMAS.C O Division ol Licens- 
ing 4pp 30709 080-30709 093 


T. Hearing transcripts on non-antltrust matters 

85G6120432 Further response to 840913 FOIA request re 840612 Congressional hrlof- 
Ing on plant Forwards app documents Documents also available In POR 
FELTON.JM Division of Rules and Records 85/02/01 DEVINE, f Government Ac- 
countability Project, epp 30681 037-30861 -062 

-8506120440 Testimony Ol HR Denton boloro House of Representatives Subcommitloo 
on Energy & Environ on 840614 re plant licensing concerns 
DENTON, H R Office of Nuclear Reactor Regulation, Director 84/06/14. 8pp 
30801,043-30881 050 

-8506120444 Testimony ol NJ Palladino before House of Ropresentallves Subcommit- 
tee on Energy & Environ on 840614 ra plant licensing concerns 
PALLADIN0,N,J Commissioners. 84/0f/1 4 lOpp 30981 ,051 -30B8T062 

-8506120455 Testimony of NJ Palladino before House ol Representatives Subcommit- 
tee on Energy & Environ on 8401 24 re plant licensing concerns 
PALUDINO,NJ Commissioners B4/of/24, lipp 30881-173-30881.211 

-8506120526 Forwards draft Palladino leslltnony to be presented balore House ol Rap 
rase ntal Ives Subcommittee on Energy & Environ on 040614 ra plant licensing con- 
earns 

KAMMERER.C. Office of Congressional Affairs 84/06/11 PALUDINO, QILINSKY, 
ROBERTS Commissioners 5pp 30882 265-30862 270. 

850626025S Further response to FOIA request for all documents re 040012 Congres- 
sional briefing an Diablo Canyon Forwards transcript ol meeting Document also avail- 
able In PDR Portions ol transcript withheld (ref FOIA Exemption?) 

FELTON, J.W. Division ol Rules and Records 85/04/16 DEVINE.T Government Ac- 
oounlabllity Project Ip 31222-140-31222:199. 

-8506260263 Transcript of 840612 maaiing In Washington, DC ro warmup lor Chairman 
on Dfablo Canyon Pp 1-69 

’ Commiasloners B4/08/12 Bflpp 31222 141-31222 109 


U. Congreaslonal/Exacutlve Correspond ance 

8506130045 Partial response lo FOIA request lor all documents re NRG procedures for 
detection & control of alcohol & Illegal drug use by peraons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A dccumenls, 

FELTON, JM Division ol Rules and Records 05/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937.047-30937;157. 

-8506130131 Inquires about history & legality of NRC requirement that englneer8,even 
as nonfaderal employees, take mandatory psychological screening teals for employ 
meni at mclsar power plant 

PANETTA,L.E House of Rep 82/03/29, PALLADINO.N Commissioners Ip 
30037:157-30937 157, 

8608120432 Further response to 840913 FOIA request re 840612 Gongreasjonal brief- 
ing on plant Forwards app documents. Documents also available In FOR. 

FELTON, J.M Division of Rules and Hocords. 05/02/01 DEVINE, T. Government Ac- 
countability Project 6pp. 3 088 T 037 -30 68 1.062 

-B406210050 Requests NRC brief Subcommittee on Energy & Environ on 640614 re 
workings ol regulatory process of Diablo Canyon, particularly Nuclear Sves Corp audit 
UDALUM.K. House of Rep., Interior & Insular Affairs 84/05/23. PALLADINO, N.J 
Commissioners. 2pp 30882.261-30882.264 

-8506120459 Forwards revised response lo Congressman L Panetta re consideration o( 
ASLAB 840324 decision, NRC guidelines for resolving allegations & Implementation of 
safety margins. Rev In lieu of end 840521 draft. 

PALLADINO, N.J, Commissioners. 84/08/13. GfLfNSKY, ROBERTS, ASSELSTINE 
Commissioners. 6pp. 30881.212-30881:348. 

8506120073 Final response to FOIA request for documents re Commission meeting in 
June-Aug 1664 re effects of earthquakes on plant emergency preparedness.Foiwards 
Apps C 5 E documents Apps D & F documents withheld (ref FOIA Exemption 5). 
FELTON, J M Division of Rules and Records. 85/02/07 BELL.N. Nuclear Inlormellon 
& Resource Service. 6pp. 30862.001-30862-041. 

-8508120159 Advises that Commission response to subcommlHee 840009 request for 
documente re effects ol earthquakes on emergency preparedness 
unacceptable Transcripts of closed Commission meetings & SECY-84-291 requested 
by 640^21. 

MARKEY,E.J. House of Rep. Interior & Insular Affairs. 84/09/17, PALLADINO, N,J, 
Commissioners, Ip. 30862:039-30862.039. 



138 DOCKETED ITEMS 


“B506 120164 Forwards transcripls of closed Commissiort meDtings & SECY '04-291 in 
response lo 040917 reques! Docunnenis transmiltod per 840921 agreemonl to pre- 
serve conlidonllality & limited lo internal subcommitfeo use 

PAtLADINO.NJ Commissioners 84/09/21. WARKEY.E Houso of Rep , Interior & In- 
sular Affairs Ip 30B62040 30862 040 

8506060033 Discusses Commission 850225 response lo E Markoy 841217 lequasf for 
detailed responses to JK Assolslina critic ism of Commission decision not lo consider 
effects of earthquakes on omergency planning 

AS5ELSTINE,JK Commissioners 05/03/19 MAFIKEY.E House ol Rep , Energy a 
Comrnefce 17pp 30782 001 307B2 017 


V. Operator Examinations 


8506100872 Forwards schedule (or conducting operator exams for remainder of FY 



onii I v 

slon of Human Faclora Safety 3pp 30824.179-30024 181 


docket 60-324 BBOKSWICK STEAM ELECTRIC PLANT, UNIT 2 


P. Security, medical, emergency A (Ire protection plans 

8506050596 Forwards safety evaluation approving conlirued implementation of SPOS 
defined In Suppl 1 lo NUREG-0737 contingant on satislaclory confirmatory review re 
parameter selection Response requested wTlhin 60 days 

VASSALLO.D B Opera tmg Reactors Branch 2 85/05/16 UTLEY.E.G Carolina Power 
& Light Co 3pp 30737 '161 -30737. 175. 

-8506050601 Safety evaluation approving Implemenlation of SPOS defined In Supp) 1 
to NUHEG 0737 Continued fmplementallorv of SPDS conditional lo satisfactory con- 
firmatory review on design Info requested re parameter selection 
• NRC - No Dolalled Afllllalfon Given 85/05/16 12pp 30737.1 64-30737’ 176 

8606270687 Forwards Inap Repts 60 324/65 09 & 50-325/85-09 on 850401-30 No vio- 
lation noted 

VERRELLl.DM Region 2, Oftico ol Director, 85/05/23 UTLEY.EE Carolina Power & 
Light Co Ip 31260 350-31250 360 

-8506270591 Insp Repls 60 324/05-09 S 50-325/65-09 on 050401-30 No violation or 
deviation noled Major areas inspected surveil Ian co.maliit, operational safety 

verlficatlon.ESF sye waikdown.ln ofc LER review & plant fra nslenls 
GARNER.LW,, HfCKS.T E , FREDRICKSON.P Region 2, Ollice of Director 85/05/22 
10pp. 31250 351-31250 360, 

8506240006 Summary of B5052B meeting w/ulif lo discuss util 850415 proposal re chlo- 
rine monitoring sys & control room haolf ability, per TMI Item III.D3 4.Supportlng docu- 
ment at Ion encf 

GRATENHUIS.M. Operating Reactors Branch 2 65/06/07 Operating Reactors 
Branch 2 7pp 31158335 31158 341 

B506190274 Informs that per 660529 meeting w/NRC re malnt of sllghi positive pres- 
sure In control room during operation of amorgency ventilation &ys,uli( agreed lo recal- 
culate dose rates Results expected by 850902 (or NRC review 
ZIMMERMAN, S.R. Carolina Power & Light Co 85/06/14, VASSALLO.DB Operating 
Reactors Branch 2 1p, 309D5:2B4-30B95'204, 

6506240636 Requests rev to 830302 control room hahltabllitv submittal Indicating mod 
ol chlorine detection sys.per 850529 meeting Updated Info consists nl w/ proposed 
mod also requestod 

VASSALLO.D.B Operating Reactors Branch 2, 85/06/14. UTLEY, E E Carolina Power 
& Light Co 2pp 3 ft 52.349-31 152 350. 


H. General correspondence 

BE06270435 Informs of promotion of EE Utley to senior executive vice president. 
ZIMMERMAN, S R. Carolina Power & Ughl Co. 65/00/17 DENTON, H R. Office ol Nu- 
clear Reactor Ragulatlorr, Dlioctor. Ip 31 250;1 66-31 250 156 


J. Insurance & Indemnity Inlornnatlon 

8506060446 Forwards Endorsement 48 to MAGLU Policy MF-BO 
BARHAM, C.D. Consumers Power Co. 85/06/29 SALTZMAN.J Assfslanl Director lor 
State & Licensee Relations 2pp. 30732'224 30732 225. 

e506(>6l)468 Forwards Endorsement 57 lo NELIA Policy NP-218 
BARHAM.ao. Carolina Power & Light Co. 85/05/29, SALTZMAN,J. Assistant Director 
lor State & Licensee Relations, 2pp. 30730'1 46-30730' 1 49 


P, Operating license stage documents & correspondence 

8504120182 Responds to FOIA request tor Caseload Forecast Panel files IrvOfo ol Re- 
source Mgt.Forwards Haled documents.DocLimenta also available fn PDR. 

FELTON, JM. Divlsicn of Rules and Records. 04/08/06. KILLEf ER,C, Shaw, Pittman, 
Potts & Trowbridge. 2pp. 30300.003-30303 '129. 

-8S04 120393 Provides daily staff notes lor 810925.NDllces ol violation Issued to utils 
for Failure to notify NRD by 810701 of inability to complete Implementation of prompt 
publlQ notification sys. 

DIRCKS,W.J. Olfica of the Executive Director for Operations. 61/09/26. PALLADINO 
Commissioners. Ip 30301.253 30301:253 

B5061 70077 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
8-04B9 Documents also available In POR.No documents re Quadrax subj lo request. 
FELTON,J,M. Division of Rules and Records. FIN B-0489. 85/03/25. 
REYTBLATT.Z.V. Warren Wilson College, Swarmanoa, NC. 7pp. 30987.036- 
30987:076. 


-8210120209 "Contammonl Leak Rale Testing Investigations," proaresa twittar^li 
Sepl 1982. 

NAUS.DJ OaX Ridge National Laboratory FIN 8 0489 82/10/05 ARNDTS trx 
chanical Engineering Branch 3pp 30987 112-30987 114 

-8212010006 Forwards list of plants (or which leak test repts were BQlocledturre.-* 
by ORNL Leah lesling criteria will be prepared from review W/o end 
ARNDT,EG M e chanical /Struclural Engineering Branch 82/08/18 SHAPAUPy 
Containment Systems Branch 4pp 30987 1 18 30987 121 

-0506170416 ‘'Containment Leak Rate Testing," monthly progress ropl for A.g ij-j 
DOUGAN.JR. Oak Ridge National Laboratory FIN B-0489 02/08/26 AWTEa 
Division of Engineering Technology 6 pp 30907 127-30987 132 

8506250064 Further response to FOIA request for documents in Itiroo 
drug or alcohol abuse at nuclear (acllitles Forwards App A dooomontsDo'ii'^ ] 
also available In PDR Processing of documents continuing 
FELTON.JM Division of Rules and Records 85/04/10 HEATH.SJ WaPir^r - 
Legal Foundation 1 1 pp 3 1 21 7 005-3 1 21 7 1 09 ^ ' 

-e50'6250156 Informs that alcohol & drug abuse survey (or tO ullls complotoixr Tc-v 
porary Inslructlon 2695/1 Utils have Insliluled reasonable ptvn * i 
programs Summary of site visits end 

0’REILLY,JP Region 2 , Oltice of Director 03/04/01, DEYOUNaRC IHi-'.rt 
Office, Oftica ol Inspection and Enforcement 42pp 31217.125 31217 156 

8506070066 Approves 831121 & 840420 requests lo dispose ol 12,000 nal’oi 4 «i"t 
lubricating oils containing trace amounts of licensed radioactive rnnlH try vn 
combu 3 tion.Tech Spec amend needed for annual disposal, 

VASSALLO.D.B. Operaling Reactors Branch 2 86/05/16. UTLEY.E E <'arelv'jf,,j 
& Light Co, 2pp 30793.009 30799 010. 

8508070061 Advises that, based on review ot proposal In 841221 & 050426 lime L'.'> 
lion o( opening angle for purge & vent valves, surveillance Tech Spocs for va.‘«i v- 
necessary 

VASSALLO,D B Operating Reactors Branch 2 85/05/20 UTLEY.E C, Cwlmar^jr 
SLIghtCo 2pp. 30799011-30799 012 

8606120086 Forwards Amends 82 & 109 lo Licenses OPH-71 & OPR 02. roj(X\li,‘, i 
safety evaluation Amends revise Tech Specs lo correctly Identity certain (olii)i swo- 
aled w/plant emergency power supplies. 

GROTENHUIS,M, Operaling Reactors Branch 2 86/05/23. UTlIlY.rc ra.’n 
Power & Ughl Co 2pp, 30884 041-30884 057 

-0506120091 Annends 82 & 109 to Licenses DPn-71 & DPR 02, rospoclivofy . -9 
Tech Specs lo correctly identity certain relays associated w/pfanl om<'igoflc.y p »-v 
supplies & correcting setpoint values (or actuating relays 
VASSALLO.D B. Operaling Reactors Branch 2 05/08/23, tzpp StPHrm- 
30084.054. 

”0506120097 Safety evaluation supporling Amends 82 & 109 to LlcotW'* Orfl » 4 
DPR-62,respac1ively 

* Otilco ot Nuclear Reactor Regulation, Dlredor. 85/06/23 3pp aowi •'*- 
30884 067. 

8506120134 Discusses util 841210 response to Generic Ur 84-23 & NURI (>0Df<'..-i 
II, F.2. Replacement of mechanical level Indicators w/analog level lfan 5 milirinn.i.j- 
ble. 

VASSALLO,D B Operating Reactors Branch 2. 05/05/23. UTLEY.E fc DarC't.nir.-./ 
& Light Co. 3pp 30803*243-30603 245. 

0506170074 Forwards Amends 83 8 110 to Licenses DPR-7t & OPR 02. ia}p«.:vrVL 
safely evaluatton. Amends incorporate new reporting requiromonia ns ilelinKhlbyO.'* 
mission In 631219 Generic Ltr 83-43, 

QROTENHUIS.M Operating Reactors Branch 2 85/05/28 UTILY.IT (l* • 1 
Power & Light Go. 2pp 30980:21 7-3O9BO'204 

”8506170089 Amends 83 & 110 lo Licenses DPfl-71 & DPR-62,rospocl(v«ly. irKotvi; 
^nji new reporting requirements aa defined by Commlasfen In 83'(210 Generic is r 

VASSALLO.D.B, Operating Reactors Branch 2. 85/05/28. OOpp 
30980.281 

”8606170103 Safety evaluation supporling Amends 83 & 110 lo LIcensca OPAR I 
DPR-62. 

‘ Office of Nuclear Reactor Regulation, Director Q5/0S/20. 3pp 
30980.284 

6506170081 Forwards safety evaluation re adequacy o( station electrical (hstntwKcit 
voltages & EQG EA-6773, "Adequacy ot Stallon Elociric Distrlbulior* Sya Vci*jy« ' 
Informal rept.Ulil 640630 study 01 sya acceptable 

VASSAllO.D.B. Operating Reaclora Branch 2. 86/06/29 UTLEY.E E Csrohni Fewer 
& Light Co 2pp. 30980:285-30980:290. 

”8506 170085 Safely evalualion supporting adequacy of station electrical (hstr^A'tcc 
voltages. 

' Office of Nuclear Reactor Regulation, Director. 05/05/20. 4pp WOCi-*’' 
30960.290. 

-8506030352 “Adequacy of Station Electric Distrlbullon Sys Vollagos. Biuoswrck Sswn 
Electric SlaUon.UnIts 1 & 2,” Informal repl. 

UDY,A.C EQ&G, Inc. FIN A-6429. EQQ-EA 6773. 86/05/31, NRC - NO 
atlon Given. 19pp. 30980.291-30980:309. 

8506120202 Notification ot 850606 meeting w/utll In Bethesda.MO to discus* 
equipment qualitioatlon program. 

QROTENHlJlS.M. Operating Readers Branch 2. 85/06/04 MNTQHr*. 
EISENHUT.D., EDISON.Q. NRC • No Detailed Affiliation Qlvan. 2pp 
30841.368, 

8506170167 Summary of 060529 meeting w/utll re response lo Qonofk: Ltr ftfOites- 
cernl;^ hydrogen recomblner capabllityXist of attendees end. 

GROTENHUtS.M. Operating Reactors Brandi 2. 85/016/05, Operating Rmcxxi 
B ranch 2, 4pp. 30960:312-30080:316. 
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BS06240fl49 Foiwards safety evaluation re Generic Ur 83 2B,lfem 1 2 concerning post 
tnp review (fata & info capability Post-trip review data & Info capabilities acceptable 
VASSALLO.D B Operating Reactors Branch 2 85/06/10 UTLEY^E E Carolina Power 
& Light Co 2pp 31 149 353-31150 001 

—6506246652 Safely evaluation re Generic Ltr 83-28, Item 1 2 concerning posl-lrip 
review data & info capability 

Ollice of Nuclear Reactor Regulation. Director 85/06/10 lOpp 31149 355 
31150,001 

8S031B0307 Forwards Rev 1 to CPL-21-103, “Design Rept tor Recirculation & Reactor 
Water Cleanup Sys Weld Overlay Repairs & Flaw Analysis at Brunswick Steam Elec- 
tric Plant, Unit 1“ & Table 1 cross reterencing weld numbers from 841204 submiUal 
2IMMERMAN,S R Carolina Power & Light Co 65/06/14 VASSALLO.D B Operating 
Reactors Branch 2 2pp 30977 198-30977.247 

-8506160315 Rev 1 to “Design RopI for Recirculation & Reactor Water Cleanup Sys 
Weld Overlay Repairs & Flaw Analysis at Brunswick Steam Electric Plant.UnIt 1 ■' 
KLEINSMITH.M £ . WENNER.TJ., GUSTIN.H L NUTECH Engineers, Inc CPL-21-103 
H01. 85/03/31 49pp 30977 200-30977 247 

6506240S21 Appllcalion to amend Licenses DPR-62 & DPR-71. changing Toch Specs to 
delete requirements for radioactivity monitors on individual branchos ol reactor bldg 
component cooling svc water sys 

CUTTER.AB Carolina Power & Light Co 85/06/18 VASSALLO.D B Operating Reac- 
tors Branch 2 Spp 31066 194-31066.206 

-6506240523 Proposed Tech Specs deleting requirements for radloactivily monitors on 
individual branches oi reactor bldg component cooling svc water 
• Carolina Power & Light Co. 85/06/16 8pp. 31060 199-31066 206 

B506260302 Summary of meeting w/util to discuss extension oi timo to complete onvi- 
lon qualilicatlon Attendance list end. 

THOMPSON.H L Division of Licensing 85/06/19 DENTON.H.R Ollice ol Nuclear 
Reactor Regulation, Director 4pp 31225 354-31225 357 

8508260569 Summary of 850608 meeting w/utll re present status of environ qualifica- 
tion of equipment inmortant to safety. Attendees list end 

GROTENHUIS.M Operating Reactors Branch 4 65/06/19 Operating Reactors 
Branch 4. 4pp 31224 017-31224 020 


Q. Inspection reports, IE Bulletins & correspondence 

6506120234 flesportse to appeal of denlal-ln part ot Eddleman FOIA request lor docu 
ments lo SALp repts lor llslod plants since 1979 Forwards Apps A & B 
documents Apps C & D & portions of App B documents withheld (ref FOIA Exemp- 
lionaSA?) 

DIRCI<S,W J Office of the Executivo Director for Operations 65/02/06 RUNKLE.J. 
Runkte, J.D 13pp. 30669 033-30869 045 

6606210464 Responds to viotallon & deviation noted in Insp Repts 60 324/65 01 & 60- 
325/85 01. Corrective adionB.Tralnlng Instruction TI-202 will bo revised by 850701 lo 
provide definitive guidance on roquallfication requirements 

DIETZ, C.R. Cerolina Power & Light Co 85/04/05. GRACE, J N Region 2, Ollico of 
Director Spp 31057 245 31057-247. 

8506210064 Responds to violations noted In Insp Repts 50-325/85 04 & 50-324/86- 
04 Corrective actions Procedure 01-22 revised to clarify steps & allachments to bo 
oomploted prior to plant restart 

DtET2.CR Carolina Power & Light Co. 65/04/19 GRACE.JN Region 2, Office ol 
Director 3pp. 31056-282-31056 324 

-6S06210074 Rev 9 to Vol VII of Operating Instruction 01-22, “Plant Incident & Poat- 
Tnp Investigation *' 

CHASE.J.W Carolina Power & Light Co. 85/01/26. 40pp 31056 285-31056,324 

8506260086 Su{mls 850405 response to violations noted in Insp Repts 50-325/85-01 & 
60 324/05 01. Corrective actlon8;TI-202 revised lo require score of greater than 70% 
In each category w/60% overall average In In-house final exam 
DIETZ.CR Carolina Power & Light Co. 85/04/19. GRACE.JN Region 2. Office of 
Director. 2pp- 31204.345-31204:354 

-6808250092 Rpv 3 to Vol 1 ol Training Instruction TI-202, "Roptacemanl Training lor 
Senior Licensed Operating Personnel 

• Carolina Power & Light Co 84/11/12. Spp. 31204.347-31204.354. 

8506250099 Amends 860406 & 19 responses to violations noted in Insp Repts 60-324/ 
65-01 A 50-326/85-01 Corrective actions-TI-aoO & TI-202 reviewed to determine revs 
required to achieve compliance w/requatillcallon training criteria 
DIETZ.CR Carolina Power & Light Co. 85/05/03 GRACE.JN Region 2, Office of 
Director. 4pp 31204-333-31 204*344. 

0505130027 SuppI 1 to fE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list end. 
JOROAN.E L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 65/05/14. Consolidated Edison Co. ol New York, Inc. 107pp. 31044-066- 
31044.171. 

S5051 30038 Supp! 1 to l£ Into Notice 85-020, “Motor-Opereled Valve Failures Duo lo 
Hammering E fleet " Svc list end. 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co, of New York, Inc 107pp 31044:172- 
31044 278 

B506210421 Suppls 850426 response to violations noted in Insp Repts 60-324/64-39 & 
S0-32S/84-39.due to ommlssfon of Una 7 in second paragraph of Part II Corrective 
actions- Ol 01 will be revised by 850522. 

D1ETZ.C.R Carolina Power & Light Co. 85/05/20. GRACE, J.N. Region 2, Ollice of 
Director. 5pp. 31055,088-31055.072. 

8505200590 IE Info Notice 86-039 "Auditability of Eleotrical Equipment Qualification 
Records at Licensees Facilities," Svc list end. 

JORDAN.EL. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co ol New York, Inc. 106pp, 30837,266- 
30837:363. 


6505200800 IE Info Notice 05 040, "Deficiencies In Equipment Qualification Testing & 
Corllfication Process " Svc list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 86/05/22 Consolidated Edison Co of New York, Inc t06pp 30B48 166- 
30848 271 

8508270587 Forwards Insp Repts 60 324/86-09 & 50-325/85-00 on 850401-30 No vio 
latlon noted 

VERRELLl.DM Region 2, Ollico ol Director 85/05/23 UTLEY.EE Carolina Power & 
Light Co Ip 31250-350-31260 360 

-6506270591 Insp Ropts 50-324/85 09 & 50-325/85 09 on 850401-30 No violalion or 
deviation noted Major areas inspected survelllanco.malnl.operational safety 
vorihcalion.ESF sys walkdown.in ofc LER review & plant transients 
GAHNER.L W . HICKS, T.E . FREDRICKSON.P Region 2. Ohice ol Director 85/05/22 
lOpp 31250 361 -31 2S0-360 

8505260181 IE Info Notice BS 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements " Svc list end 

JORDAN, E L Division ol Emergency Proparodness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of Now York. Inc 120pp 30852 245- 
30852 363 

8506280187 IE Info Notice 05 043, “Radiography Events at Power Reactors “ Svc list 
end 

JORDAN,EL. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co of New York, Inc 120pp. 30864 167- 
30a64:M7 

6S0S2BD195 IE Info Notice 85 044, "Emergency Communicallon Sys Monthly Test " Svc 
list end 

JORDAN.E.L Division of Emergency Preparedness & Enginoerlng Response (Post 
830103). 85/05/30 Consolidated Edison Co of New York, Inc 121 pp 30664 045 
30864-186 

8506060877 IE Info Nollco 85 046, “Potonlial Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used In Westingliouso Designed Plants ” Svc list end 
JORDAN, E L Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/06^6 Consolidated Edison Co of Now York, Inc f22pp 30865 001- 
30865-046 

8506080707 IE Info Notice 85 046, “Clarification of Several Aspocis of Removablo Ra- 
dioactive Surface Contamination Limits for Transport Packages." Svc list end 
JORDAN.E.L. Division Of Emorgoncy Preparedness a Engineering Response (Post 
030103). 85/06/10 Consolidated EdI&orr Co. of New York, Inc I24pp. 31043 301- 
31044.064. 

8506140240 IE Info Notice 85 047. “Potontlat Effect ol Llno-lnducod Oporalion on Cer- 
tain Target Rock Solenoid Operated Valves." Svc list end 

JORDAN.EL Division of Emergency Preparedness a Engineering Response (Post 
830103) 85/06/18. Consolidaiod Edison Co. of New York, Inc I34pp. 31268-167- 
31266 304. 

8S06140636 IE Info Notice 85-04B, "Respirator Users Notice-Defoctiva Self-Contafned 
Breathing Apparatus Air Cylinders " Svc list end 

J0RDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
B30103). 86/06/19. Consolidaiod Edison Co. of Now Yorl«, Inc f23pp 31376.064- 
31376-163. 


R. Periodic operating reporta & related correspondence 


6506140059 Forwards monihly operating rapis for May 1065 Change In description ol 
Oulego B4-O38,report8d to NRC In Summer 1984, rrol made In Jen 1985 issue of 
NUREG 0020 Outage scheduled, not (oread as reported 

DIETZ.CR Carolina Power & Light Co 86/06/05. TAYLOR.JM. Director's Ollico. 
Ollice of Inspection and Enforcement. Ip. 30009:004-30009:017 

--6506140050 Monthly operating repts for May 1965 
HARRISON, F. Carolina Power & Light Co 85/06/31. 13pp. 30009 005 30909:017. 


S, Repoiiable occurrences, LEfls & related correspondence 


8508060337 NPDES noncompllance notillcation.on 850129-31, circulating water sys 
pumps cmerated w/less than two fine mesh screens Vibrations detected in 480 volt 
breaKer.Broaker & screen Inspected & tested w/no defects noted & returned to svc. 
STARKEY, R.B Carolina Power & Light Co. 85/02/28. WAKILD.C North Carolina, 
State Of. Ip 30768 326-30766.326. 

8506070196 Forwards Engineering Evaluation Rapt AEOD/E506, "Valve Stem Suscepti- 
bility to IGSCC Due lo Improper Heal Treatment." Corrective actions suggested 
IPPOLITO.T A AEOD, Director's Oflice. 85/05/20 ROSS.D.F, Ollice ol Nuclear Regu- 
latory Research, Director. JOROAN.E L, Division of Emergency Preparedness & Engi- 
neering Response (Post 830103) 2pp. 30798 319 30788:331, 

-8506070209 Forwards Engineering Evaluation Rept AEOO/E506, "Valve Stem Sus- 
ceptibility to IGSCC Due to Improper Heal Treatment *' 

HSU.C. Reactor Operations Analysla Branch, 85/05/20. SEYFHIT.K.V. Reactor Oper- 
ations Analysis Branch. 2pp. 30798:321-30798:331 

-8506070220 "Valve Stem Susceptibility to IGSCC Due lo Improper Heal Treatment," 
engineering avaiuafton repf, 

HSlI.C. Reactor Operations Analysis Branch. 65/05/13. 9pp. 30703:323-30798-331, 

8508140S80 LER 84 002 01: on e40120,normal power supply feed breaker 2C lo emer- 
gency bus E-4 opQned,Cau8ed by design misapplicallon of degraded voltage relay de- 
vices of E-4 New undenrollage relay devices will be installed W/850605 ltr. 
PASTVA,MJ., D1ETZ.C.R. Carolina Power & Light Co. 85/08/05. Spp. 30918:353- 
30918:367 
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8506110334 Supplemental Part 21 rapt re add! clrcinl breakers.lurnished as spares, w/ 
overcurranl trip devices that may have short lime delay band fever. Items require insp 
i reptacemenfinink tound incorrect j i.ji oc/nR/nR 

KAISEn,AF Brown Boven Corp {subs of Brown Boveri & Co . ltdl) 85/06/06 
BEVOUNG.R.C Director's Oflice, Office ol Inspection and Enforcement 3pp 
30B14 250 30814 252 


8S06170077 Responds to FOIA request for records re FIN B0489, "Conlarnmont L*i( 
Rato Testing Program” & Quadrox Corp/NRC contracts Forwards cfocymcnts r« F.M 
G 0489.Documents also available in PDR No documents re Quodrex suhi lo req.i«a 
FELTON, JM Division of Rules and Records FIN 0 0409 55/M'rj 

RGYTBLATT,ZV Warren Wilson College, Swannaroa, NG 7pp 3095fC'j5 
309S7 076 


8506270110 NPDES noncompliance noUtication on 850604^saeen 2D stopped turt?ing 
due to Hooded pressure switch on screen wash header Caused by pro Kerr spray 
noizle In screen wash sys, spraying water fn wrortg direction SwilOTrepasrea 
STARKEY RB Carolina^ Power A Lighf Co 85^6/18, WAI<ILD,C North Carolina, 
Slate of. Ip 31252 068 3125? 066 


V. Operator ExamlnatlonB 

8506250086 Suppis 650405 response to vlolalrofis noted In Insp Repls 50 325/65-01 & 
60-324/85 Ol.Corrective actions Tf 202 revised |o require score ol greater than 70% 
In each category w/80% overall average in in house Ijnal e-xarn. 

DIETZ CR Carolina Power & light (5) 85/04/19 GRACE, j N Region 2, Oflico o( 
Director 2pp 31204.345-31204 354 

-650G260002 Rev 3 to Vol 1 of Training Inalruction Tl 202> "Repiacemant Training (or 
Senior licensed Operating Personnel ’ 

‘ Carolina Power &Ug hi Co 84/11/12 8pp 31204 347-31204 354 

8506250099 Amends 650405 A 10 responses to violalions noted In Insp Repts 60-324/ 
05-01 & 50-325/85 01 Corrective actions T1-20D 8 Tl-202 raviewad lo deletrmne revs 

required 10 achieve compliance w/requaliljcaiJon lialnlrig enter a 

DIETZ CR Carolina Power & Light Co 85 /OS/ 03 GRACE.JN Region 2, Office ol 
Director 4pp 31204 333-31204 344 

DOCKET 50-326 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

8505050596 Fofwarda safety evaluation approving continued (mplennentalion of SPDS 
defined In Supp1 1 to NUREG 0737 contingent on sallslactory contimiatory review re 
Daramater selection Response requaslsd wilhin 60 days _ 

VASSALLO.D.B, Operating Reactors Branch 2 86/05/16, UTLEY,EE Carolln-a Power 
A Light CO. 3pp 30737.161-30737.175, 

-8506050601 Safety avalualion approving inplemenlalion ol SPDS defined In Suppl 1 
to ML) REG 0737 Continued implementation ol SPDS conditional to satisfactory con- 
firmatory review on design Info requosled re parameter selection 
• NRC - No Detailed Alfflialion Given 85/05/16 12pp 30737 164 30737 175, 

8506270587 Forwards Insp Repts 60-324/65-09 8 50-325/85 09 on 850401 30 No vio- 

i/ERHELIjfD M Regiorx 2, Office of Dlreclor. 85/05/23 UTLEY,E.E. Carolina Power & 
Light Co Ip. 31250350-31250.360. 

-8606270591 Insp Repts 60 324/65-09 8 50-325/85 09 on 850401-30 No violation or 
deviation noted, Major areas insMcted 8urvaillanco.rraint,opera(lonal sfliely 
verification, ESF sys walKdown.ln-ofc LER review 8 plant Iranslonts, 

GARNER, LW. Region 2. Ollice ol Dlreclor. 85/05/22 10pp. 3 1250'3 51 -31250,360 

8506240006 Summary of 850529 meeting w/utll lo discuss util 850416 proposal re chlo- 
rine monitoring sys & control room habitability, per TMI Item III.0.3 4 Suppoiiing docu- 
rrfihtatten enoT ^ „ ,, „ . 

GRATENHUIS.M Operating Reactors Branch 2 65/06/07, Operating Reactors 
Branch 2. 7pp 31166335-31 156:341. 

8506190274 Informs that per 850520 meeting w/NRC re malnl of afight positive pres- 
sure In control room dunng operation of emergency ventilation sys,utH agreed to recal- 
culate dose rales Results expected by 850902 for NRC review. „ „ , 

ZIMMEHMAN,S,R Carolina Power A llgbt Co 85/06/14, VASSALLO,0,B. Operating 
Reactors Branch 2 Ip 30995:204-30905:294. 

0606240636 Requests rev IP 530302 control room habitabllEly submittal indicating mod 
of chlorine delecilon sys,per 850529 mealing, Updated Inio consistent w/proposed 
mod also raquested _ 

VASSALLO,d B Operating Reaclora Branch 2, 55/06/14 UTLEY.E.E. Carolina Power 
ALIghlCo.Zpp 31162:349-31152350 


H. Oanaral correspondanee 

8506279436 Informs ol promotion ol EE Utley to senior executive vice preslderil 
ZIMMERMAN.SR Carolina Power 8 Light Co 85/06/17. DENTON, HR, OHioe ol Nu- 
clear Reactor Regulal ion, Director. Ip 31250:166 31250-166. 


J, Insurance A indemnity Information 


-6210120209 "Containment Leak Rate Testing Investigations," progioas sum.iwyljr 
Sept 1962 

NAUS.DJ Oak Ridge National Laboratory FIN B 0489. 82/10/05 ARNDT.G 
chamcal Engineering Branch 3pp 30987 112 30987 114 

-8212010006 Forwards list Ol plants lor which leak test repts wero soleclod for 
by OHNL Leak testing criteria will bo prepared from review W/o end 
ARNDT.EQ Mechanical/ Structural Engineering Branch 82/00/IB SHAPAKERl 
Containment Systems Branch 4pp 30987 118-30987 121 

-8696170416 "Containment Leak Rale Tasting," monthly progress rent lor Aug 
DOUGAN,JR Oak Ridge National Laboratory FIN 8-0489. 02/08/26 ARflDl.EG 
Division ol Engineering Technology 6pp 30987 127-30987 132 

3606258064 Further response to FOIA request for documents In three catcgnr,£i ri 
drug or alcohol abuse at nuclear facilities Forwards App A documonlsOocurrf’i 
also available in PDR Processing of documents continuing 
FELTON.JM Division Of Rules and Records 85/04/10 HEATH, SJ. Wastivn 
Legal Fo-undalioh 11pp 31217 095 31217109 

-6506260156 Informs that alcohol 8 drug abuse survey for 10 utils eomplote perTe-i 
porary Instrucllon 2695/1 Utils have Instituted reasoneblo prerm',' 
programs Summary of sito visits and 

O'REILLY ,JP Region 2, OKIce ol Director 83/04/01 DEYOUNG.RC Dirix'ri 
Ofltce, Ollice of Inspection and Enforcoment 42pp. 3121 7'125 31217 160 


5606070056 Approves 831121 8 940420 requests to dispose ol 12,000 gallons wi: 3 
lubricating oils containing trace amounts of licensed radioacllvo malls by 
combustion Tech Spec amend needed lor annual disposal 

VASSALLO,D B, Operating Reactors Branch 2 05/05/16 UTLEY.E E Carolina Pc*a 
8 Light Co 2pp 30799 009 30799 010 


8506070061 Advises Ihat.based on review ol proposal In 841221 A 650426 llisrol.-i'^ 
tior> ol opening angle for purge A vent valves, surveillance Tech Specs for vahciiA 
necessary , , „ „ 

VASSALLO,D B, Operating Reactors Branch 2, 85/05/20. UTLEY.E E Carolina Fu*,d 
A Light Co 2pp 30799 011 30799.012 


8506120086 Forwards Amends 82 8 109 to Licenses DPR.71 8 DPR 62, rospccbviVI 
safety evaluation Amends revise Tech Specs to corroclly identily certain folayjas'^-x 
aled w/plant emergency power supplies 

QROTENHUIS.M Operating Reactors Branch 2 85/05/23 UTLEV.EC Cvv-'J 
Pnuic, I Inhl nn Onn .nnflfla 041-30884 057 


-3506120091 Amends 82 A 109 lo Licenses DPB-71 A DPR-62,rospoctivoty. 

Tech Specs to correctly Identity certain relays associated w/planl omergcncy fc*v 
eupplles A correcting solpoini values for actuating relays 

VASSAL LO,D.B. Operaling Reactors Branch 2. 05/05/23. I2pp SOAaiOH- 
30084 054 


-8506120697 Saloty evaluation supporting Amends 02 & 109 to LIconsos DPR fl I 
DPR "62 lively 

* Olllco of Nuclear Reactor Regulation, Director 85/05/23 3pp 30664 cil 
30854.057. 

3S0612Q134 Discusses util 041210 response to Generic Ltr 84-23 8 NUREQ 0137 1'in 
II F 2 Replacement ol mechanical level Indicators w/analog level transmllleMtcvV-J 
bto. 

VASSALLO.D.B Operating Reactors Branch 2 85/05/23. UTLEY.E E Carolmj rv*<r 
A Light Co. 3pp 30883 243-30883'245. 

6606170074 Forwards Amends 83 A 110 to Licenses DPH-7f A OPR-02. rosMclAt’t i 
salaly evaluation Amends Incorporate new reporting requirements as defined by 
mission tn 631219 Generic Ltr 83-43 ,it. r i,. 

QROTENHUIS.M. Operating Reactors Branch 2 05/05/20, UTLEY, fjE CariA'i 
Power A Light Co. 2pp, 30980'217-30980'284 

-8506170069 Amanda 83 A 110 lo Licenses DPR-71 A DPR-62,re8i)octivoly, Itkwv*-^ 
ln|| new reporting requirements as defined by Commission in 83i219 Gonooc tirw 

VASSALLO.D.B, Operating Reactors Branch 2 85/05/26 63pp 30M0Ji>- 
309e0'2d1. 

-eSOdlTOlOS Safety evaloallon supporting Amends 03 A 110 to Licenses 0Pfl7l 4 
DPR 62 

‘ Ofbea ol Nuclear Reaclor Regulation, Director. 85/05/20 3pp 30980 Mi- 
30980.284. 


8606060443 Forwards Endorsement 46 lo MAELU Policy MP 80. 

BARHAM;C.D. Consumers Power Co. 65/06/29 SALTZMAN.J. Assialant Director for 
State A Licensee Relations. 2pp. 30732.'224'30732:225. 

3506060468 Forwards Endorsement 67 lo N ELIA Policy NF-2 16. , , ^ . 

BARHAM.C D. Carolina Power A Light Co, 85/05/29. SALTZMAN.J. Assistant Director 
tor stale A Licensee Relations. 2pp, 30730.148-30730:149, 


p, Operaling license stage documents A correapondence 


;061 70081 Forwards safety evaluation re adequacy of station electrical dIsinbiAon ij-i 
voltages A EQQ-EA 0773, "Adequacy of Slatlon Eleclrlo DistribuHon Sys ViHlegei. 

I litl Ai3a onjiiarttakln 


Informal fept,Ulil 840830 study of sya acceptable 
VASSAILO.DB, i'' ^ 


□nuauu aiuuy ui sya uuoorimuiti , _ 

w. Operating Reactors Branch 2. 05/05/29, UTLEY.E E. Carolir^l Pc*® 

ft I inki nn Orvn >)nQnn oA^.fiadAn 9an 


-^6506170085 Safety evalaallon supposing adequacy of atalioa elocUical diilnbvwriyi 
voltages 

* Oflico of Nuclear Reactor Regulation, Director a5/05/20, 4pp 30960- 
30060*260. 


aS0412<)182 Responds to FOIA request for Caseload Forecast Panel files In Ofo ol Re- 
source Mgt Forwards listed documents, Documents also availsble fn PDR, 

FELTON. J.M Division of Rules and Records. 84/06/06. KILIEFER.C. Shaw, Pittman, 
Potts A Trowbridge. 2pp. 30300-003-36303 129, 


-8504120393 Provides dally staff notes tor 610925Notfces of violation Issued to utils 
for failure to noilfy NRC by 810701 ol IrtaWHty to compfste Implamenlatlor of prompt 
puWtc nollllcatten sys. ^ 

DIRCKSiW J. Office ol Ihe Executive Director lor Operattons, 81/09/29, PAL LADING 
Commissioners. Ip. 30301 ■253-30301:253. 


-3506030352 "Adequacy of Station Electric Distribution Sya VoHagos, Brunswick SW 
Electric Slatlon, Unils 1 A 2," Informal rapt 

UDY,A.C. EQAQ, Inc, FIN A-6429, EQG-EA-6773, 85/05/31. NRC • No DflUrW 
allon Qlveii. 19pp. 30980.291-30980:309. 

8506170167 Summary ol 850529 meeting w/util re response to Qenorio Ltr 64-09*/ 
corning hydrogen recomblner capabllltyXist ol attendees errcL _ ^ 

GROTENHtilS.M, Operating Reactors Branch 2. 86/06/05. Oparatiitg 
Branch 2. 4pp 30980.312-30060:316. 
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8508240849 Forwards safety evaluation rs Generic Ltr 83-28, Item 1 2 concerning post- 
tnp review data & info capability Post-trip review data & Info capabilities acceptable 
VASSALLO.DB Operating Reactors Branch 2 85/06/10 UTLEY^E.E Carolina Power 
& Light Co 2pp 31149 3?3.31150 001 

•'B5062406S2 Safety evaluation re Generic Ltr 83-28, Itenfi 1 2 concerning post-trip 
review data & info capability 

* Office of Nuclear Reactor Regulation, Director 85/06/10 lOpp 31149 355- 
31150 001 

8508180307 Forwards Rev 1 to CPL-21-103, "Design Rept for Recirculation & Reactor 
Water Cleanup Sys Weld Overlay Repairs & Flaw Analysis at Brunswick Steam Elec- 
tric Plant,Unil 1” & Table 1 cross referencing weld numbers from 841204 submittal 
ZIMWEHMAN,SR Caroliria Power & Light Co 85/06/14 VASSALLO.DB Operating 
Reactors Branch 2 2pp 30977. 19B-30977'247 

-•8506188315 Rev 1 to "Design Rept for Recirculation & Reactor Water Cleanup Sys 
Weld Overlay Repairs & Flaw Analysis at Brunswick Steam Electric Plant, Unit 1 
KLEINSMITH,M E , WENNER.T J , GUSTIN,H.L NUTECH Engineers, Inc. CPL-21.103 
R01 85/03/31 49pp 30 97 7' 200 -3097 7 247 

8506240521 Application to amend Licenses DPR-62 & DPR-71. changing Tech Specs to 
delete requirements for radioactivity monitors on individual branchas of reactor bldg 
component cooling svc water sys 

CUTTER.A B Carolina Power & Light Co 85/06/16 VASSALLO.D.B, Operating Reac- 
tors Branch 2. 6pp 31066,194-31066 206. 

-B506240523 Proposed Tech Specs deleting requirements for radioactivity monitors on 
individual branches of reactor bldg component cooling svc water 

• Carolina Power & Light Co 85/06/18 Bpp 31066 199-31066'206, 


O. Fnspecllon reports, IE Bulletins 8 correspondence 

8S061 20234 Response to appeal of denlal-ln-part of Eddleman FOIA request for docu 
mants re SALp repts for listed plants since 1979 Forwards Aws A & B 
documents Apps C & D & portions of App B documenis withheld (ref FOIA Exemp- 
tions 5 & 7) 

DIRCKS,W J Office of the Executive Director for Operations 65/02/06, RUNKLE.J. 
Runkla.JD 13pp 30889.033-30889 045 

85062104B4 Responds to violation & deviation noted in Insp Repts 60 324/85-01 & 50- 
325/B5-01 Corrective actions Training Instruction TI-202 will be revised by 850701 to 
provide definitive guidance on requallilcatlon requirements. 

D1ETZ,C R Caroirna Power & Light Co 85/04/05. GRACE,J.N, Region 2, Office of 
Director 3pp, 31057'245-31057’247. 

8506210064 Responds to violations noted In Insp Repts 50-325/65-04 & 50-324/85- 
04 Corrective actlons'Procedure 01-22 revised to clarify steps & attachments to be 
coF^teled prior to plant restart 

DIETZ.CR Carolina Power & Light Co. 85/04/19. GRACE.J.N Region 2, Office of 
Director, 3pp. 31056 282-3 1056'324. 

-8506210074 Rev 9 to Vol VII of Operating Instruction 01-22, “Plant Incident & Posl- 
Trfp frwastfaation." 

CHASE,JW Carolina Power & Light Co 85/01/26 40pp. 31O50-285-31OB6'324. 

B50B25006S Suppis 850405 response to violations noted in Insp Repts 60-326/85-01 & 
50-324/B5 01. Corrective acllon8.TI-202 revised to require score of greater than 70% 
In each calegoty w/80% overall average In in house final exam. 

□lETZ.CR Carolina Power & Light Co. 85/04/19, GRACE, JN Region 2, Office of 
Director 2pp. 31204:345-31204.354 

-8506250092 Rev 3 to Vol 1 of Training Instruction Tt-202, “Replacement Training for 
Senior Licensed Operating Personnel.’ 

• Carolina Power & Light Co, 84/11/12. Bpp. 31204 347-31204.354 

6506250009 Amends 850405 & 19 responses to violations noted In Insp Repts 50-324/ 
85-01 & 50 326/85-01. Corrective actio ns ’Tl -200 & TI-202 reviewed to deterrnlne revs 
riaquired to achieve compliance w/requallllcatlon training criteria 
DieTZ.C H Carolina Power & Light Co, 86/06/03 GRACE, J.N. Region 2, Office of 
DItector. 4pp. 31204:333-31204:344 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaka at PWRs " Svc list end. 
JO ROAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. of Now York, Inc T07pp 31044’065 
31044.171. 

8505 1300 3 8 SuppI 1 to IE Into Notice 65 020, "Motor-Operated Valve Failures Due to 
Kemmetfng Elfect " Svc list end 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New York, Inc. T07pp, 31044-172- 
31044:278 

8506210421 Suppis 650426 response to violations noted in Insp Repts 60-324/84-39 & 
50-325/84-39.aue to ommissfon ol Line 7 In second paragraph of Part 11 Corrective 
actions 01-01 will be revlaed by 850522. 

01ETZ.C.R. Carolina Power & Light Co. 86/05/20. GRACE, J N Region 2, Otfloe of 
Director. Bpp 31 055:068-31 055-072. 

4505200590 IE Info Notice 85-039, "Auditability of Electrical Equipment Ouallficatlon 
Records at Licensees Facilities." Svo list end 

JORDAN. E,L Division of Emergency Preparedneaa & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co. of New York, Inc, loepp. 30837-258- 
30837:363. 

8506200800 IE Info Notice 85-040, “Deficiencies In Equipment Qualification Testing & 
CertfflcaUon Process." Svc list anct. 

JOrDAN.E L Division of Emergancy Preparedness & Engineering Response (Post 
830103). eS/05/22. Consolidated Edison Co. ol New York, Inc, 106pp, 30848:166- 
30846:271, 

850&270587 Forwards Insp Repts 60-324/85-09 & 60-325/85-09 on 650401-30.No vio- 
lation noted, 

VERRELLI.D M. Region 2, Office ol Director, 85/05/23, UTLEY, E.E. Carolina Power & 
Light Co. Ip. 31250:350-31260:360 


-8506270591 Insp Repts 50 324/85 09 & 50-325/85-09 on 850401-30 No Violation or 
deviatfon noled Major areas inspected surveillance.maint, operational safety 

vonfication.ESF sys walkdown,in-olc LER review & plant transients 
GARNER.L W , HICKS.T E , FREDRICKSON, P Region 2, Office of Director. 85/05/22 
lOpp 31250 361-31250360 

8505280181 IE Info Notice 85 042, “Loose Phosphor in Panasonic 800 Series Badge 
TLD Elemonta '' Svc list end 

JO ROAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/29 Consolidated Edison Co ol New York, Inc 120pp 30852 245- 
30B52 363. 

8505280187 IE Info Notice 05 043, "Radiography Events at Power Reactors ” Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/30 Consolidated; Edison Co ol New York, Inc 120pp 30864 167- 

30864 287 

8505260196 IE Info Notice 85-044, ’‘Emergency Communication Sys Monthly Test " Svc 
list end 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidate d Edison Co of New York, Inc 121 pp 30864 045- 
30864 166 

6506060677 IE Into Notice 65-045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants “ Svc list and 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/06/06 Consolidated Edison Co of New York, Inc i22pp 30865 001- 

30865 046 

S606060707 IE Info Notice 85-046, "Clarification ol Several Aspects of Removable fla- 
dtoactive Surlace Contamlnalion Limits for Transport Packages." Svc list end. 
JORDAN.E L Division of Emergency Preparedness & Enginearing Response (Post 
830103) 85/06/10 Consolidated Edison Co of Now York, Inc, f24pp 31043 301- 
31O44'064 

8506140240 IE Into Notice 85 047, "Potential Effect of Line Induced Operation on Cer- 
tain Target Rock Solenold-Oporatad Valves ■' Svc list end 

JORDAN, E,L Division o! Emergency Preparedness & Engineering Response (Post 
830103), 85/00/10 Consolidated Edison Co of New York. Inc 134pp 31268157- 
31260 304 

8606140636 IE Info Notice 85-046, "Respirator Users Notice Defective Salf-Contalned 
Breathing Apparatus Air Cylinders," Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc I23pp 31376.064- 
31376,183 


R, Periodic operating reporta & related correspondence 

6B0614D069 Forwards monthly operating repts (or May 1965 Change In dascripllon of 
Outage 84 -03 8, re ported to NRC in Summer 1904, not made in Jan 1985 issue of 
NUREG-002D.Oulage scheduled, not forced as reported. 

DIETZ.C R, Carolina Power & Light Co, 85/06/05 TAYLOR, J M Dirodor's Office, 
OHice of Inspection and Enforcemanl, Ip 30909 004-30909 017 

-8S06140060 Monthly operating repts for May 1985. 

HARRISON.F Carolina Power 5. Ugh I Co, 85/05/31. 13pp 30909'005-309og 017, 


S. Reportable occurrences, LERa & related correspondence 

8506040117 LER 85 0ia00'on 650420, containment atmosphere control ays isolation 
occurred.On 85O426,r0aDlor water cleanup sys Inboard primary containment valve Iso- 
lallon occurred W/850620 ltr. 

PASTVA.MJ, DIETZ.CR. Carolina Power & Light Co. 05/05/20 3pp 30710 209 
30710 211 

8506050213 LER BS-022 00.on 6 50 50 2, primary containment Group 6 & reactor b!dg 
ventilation ays Isolated due to trouble start control relay CR-4 catching lire Caused by 
relwcoll insulation breakdown, Relays Inspectod.W/OSOSSQ ltr 
PASTVA,M.J, DIETZ.CR. Carolina Power & Light Co. 86/06/30. 2pp 30718.203- 
30718 204 

8506070095 LER 85-021 00;on 850501,02,10,14 & 16.aulomallc Isolations of common 
control bldg HVAC ays occurred Caused by spurious actuation of sys air Intaha 
detector. Reservoir levels in detectors reatorarf,W/05O531 ltr, 

PASTVA,MJ„ DIETZ, C.R. Carolina Power & Light Co. 85/05/31 2pp. 30000-297- 
30800 298 

8506070652 LER 85 023 00. on 650 502, primary containment Group 6 isolation of RHR 
ays shutdown cooling Inboard primary containment valve 1-E11-F009 occurred.CauBad 
by spurious Interruption of logic drcuilry.W/8S0S31 Hr, 

PASWA.MJ, DIETZ, C.R. Carolina Power & Light Co. 85/05/31. 2pp, 30796.297- 
30795 298. 

8508060471 Identification of LER l-86-026:on 850510, live pinhole leaks discovered on 
reactor Recirculation Loops A & B riser piping alter Induction heat stress Improvement 
lasting.per IE Bulletins 82 03 & 83 02 & Generic LIr 84-11. LER forthcoming. 

DIETZ, C.R. Carolina Power & Light Co. 85/06/03. Record Services Branch (Docu- 
ment Control Desk), 1p 30731:171-30731.171 

8608110334 Supplemental Part 21 rept re addi circuit breakers, furnished as sparea.w/ 
overcurreni trip devices that may have short time delay band laver.ltems require Insp 
& replacement If link found Incorrect. 

KAISER.A.F, Brown Boveri Corp. (subs, of Brown Boverl & Co., Ltd) 85/00/08. 
DEYOUNG, RC. Director's Ollica, Office of Inspection and Enforcement. 3pp, 
30814:250-30614:262. 

8506200449 LER 86 026 OO.on 8S051O,rouiine corporate QA audit of plant periodic test 
performances revealed that from 850126-0321, hfghpraaaura C02 (ire extinguishing 
sys of Units 1 & 2 common control bldg lnoperableiw/850607 ltr. 

PASTVA,M.J., DIETZ.C, R. Carolina Power & Light Co. 85/06/07. 2pp 31020:143- 
31020-144. 
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ft50621D456 LER 85 027-00on 850513.eni&fflency dieseJ goneiatof 2 automallcally 
slatted due to loss el plan etnergoncy ao bus E'2.Caused by actuation of breakot 
position master linkage Planl eleciricians received live lima training W/850612 Ur 
PASTVA,MJ. DIETZ, CR Carolina Power & Ligbt Co 85/06/12. 2pp 31057235 
31057 236 


8506210476 LER 85-019 00 on a50515,conlrol bldg emergsiiicy air (lUralion sys Tram 2A 
aulomallcally imliated Caused by accldenlal shorting of fire detector by auxiliary opera 
tor Work request initiated to correct detector W/ 85061 2 Itr. 

PASTVA.MJ, DIETZ.CR Carolina Power & Light Co 85/06/12. 2pp 31057336 
31057 337 


8506240004 LER 85-029 00 on 850515, during reluelmg outage, primary containment 
Group 1 Isolation occurred while MSI Vs closed Caused by shorting el test lead to 
relay B21 K22,iniliating Channel A logic trip signal Fuses replaced W/e5051 3 Hr, 
PASTVA,MJ, 01ETZ,CR. Carolina Power & Light Co 85/06/13. 3pp 31204 148 
31204:148 


8506240005 LER 85-028-00 on 850514,deslgn error determined in standby gas liaat- 
mont sys which would prevent automatic initiation following loss of oHsite power Plant 
mods will be implemenlad by d50708.W/850613 Hr 

PASTVA,MJ, D1ETZ.CR. Carolina Power & Light Co 85/06/13 2pp 31203 361- 
31203 362. 


8506240010 LER 85 023 01, on e50502,during refueling outage, Group 8 isolation o( 
RHR sys shutdown cooling Inboard primary containment isolation valve 1-E11-F009 
occurred Caused by spurious Interrupllon o1 logic circuitry W/8506 13 Ur 
PASTVA,MJ„ DIETZ.CR. Carolina Power & Light Co 85/06/13 2pp 31204 149- 
31204 150 


8506240113 LER 85 021 01 on 830501,02,10,14 & 16,aulome1la Initiations or fsolQlions 
o1 common control bldg HVAC sys occurred. Caused by spurious fiie afarirs, actuation 
of fire deteclor & spurious actualion of chlorine daleclor,W/eS0613 Itr 
PASTVA.MJ, DIETZ,CR Carolina Power S Light Co, 85/06/13 2pp 31203269 
31203 290 


8506260546 LER 85 030 00 on 850519, Groups 2,6 & 8 containment Isolation received 
when breaker CB5B in reactor protection sys power distribution panel opened Caused 
by toss of power to components supplied by breaker Labels revised, W/65061 8 Ur 
POULKRM. DIETZ, CR Carolina Power A Light Co 85/06/18, 2pp 31232.064 
31232 065 


8608270110 NPDES noncompliance noli lica Horn on 850604,6craGn 2D stopped turning 
due to flooded pressure switch on screen wash header, Caused by broken spray 
nozzle in screen wash sys, spraying water in wrong direction Switch repaired 
STARKEY, R 8 Carolina Power & Light Co. 85/06/18. WAKILD.C North Carolina, 
State of. Ip 31252 06e-3i252 068 

8506270267 LER 85 033 00 on 850620,durlng tost of safety/ relief valves, 1 valve would 
not lift & 9 of remaining iO valves actuated al higher than allowed so Ipoints Caused 
by setpoint drilf. W/C50619 Itr, 

QIVERSON.AP, DIETZ, C,R Carolina Power & Light Co 86/06/19, 2pp 3f252’160- 
31252.161, 


8506280179 LER 85-031 00 on 850523, full Irip of reactor prolecllon sys Channels A & B 
occurred Caused by high current In Inductfotii heal stress Improvement ^IHSI) 
equipment Trip signal reset IHSI cables shielded & reloeeled.W/8 50620 Itr. 
pAsTVA.MJ., DIETZ.CR. Carolina Power & Light Co. 85/06/20. 2pp, 31276,262- 
31276.263, 


V. Operator Examinations 


0606260508 Forwards Amends 38 & 30 to Licenses DPR-77 & OPR 79, lespecLveb 
safety evaluation Amends change license conditions re physical security plan 
ADENSAM.E Q Licensing Branch 4 85/06/11 PARRIS.H.G Tennessee Valev/ 
Ihoiity 3pp 31223 199-31223 208 ' 

-8506260511 Amends 38 & 30 to Licenses OPR-77 & OPR-79,respec1iv0ly, cha-e 
license conditions re physical security plan ’ 

THOMPSON.HL Division of Licensing 85/06/11 4pp 31223 202-31223 205 

-8506260514 Safety evaluation supporting Amends 38 & 30 to Licenses DPR?/ 
DPR-79.respect(vely 

* Office ol Nuclear Reactor Regulation, Director 05/06/11 3pp 31223 }> 
31223 206. 

6508190287 Rev 20 to Radiological Emergency Plan SON REP. '1181 ol Effa.' 
Pages " W/850614 Itr 

MARKS.BK, HUFHAM.JW Tennessee Valley Authority. 85/08/14 QffACEJ 
Region 2, Ollice ol Director 6pp. 30976.036-30076 041 

8506260467 Forwards '“Sequoyah Nuclear Power Plant Exorcise Conduclfd 
850206,*’ per of (site radiological emergency preparedness plans Five delicIcncieK 
served requiring schedule of corrective octlon 

KRIMM,R W Federal Emergency Management Agency 05/06/21 JOROAN,EL 0 
Sion ol Emergency Preparedness & Engineering Responsa (Post 8301031 1 
31221,067-31221 096, 

• 6508260472 "Sequoyah Nuclear Power Planl Exercise Conducted on 850209" 

• Federal Emergency Management Agency 85/03/05 29pp 31221'068 3122l{<! 


P. Operating license stage documents & correspondence 

8506170131 FOIA request lor source term event trees prepared by Sandia (ms 
plants 

SHOLLY.SC, Union of Concerned Scientists 05/01/28 FELTON, JM, Dw^SNin 
Rules and Records 1p 30981 161-30981 161, 

6506170153 Responds to FOIA request lor source term event trees ptopaiodbySm 
for sub) plants Forwards documents listed on app Documents also available m 20 
FELTON,JM Division of Rules and Records 85/03/11, SHOLLY.SC UnloflolO 
cerned Scientists 2pp 309B1 152-30981’209. 

8504100285 Inlorms that TVA has become 12lh participant In Woslinghouse Oarn 
Group High Energy Line Break/Superhoated Blowdowns Outside Conlammeni $. 
group 

CERMAK,J.O, Standardized Nuclear Unit Power Plant System 85/03/1 

WIQQINTON.DL, Ollice ol Nuclear Reactor Regulation, Oiroclor Ip 2972921 
26729 226 

85061 70077 Responds to FOIA request for records re FIN B 0489. "Conlalnmeni Le 
Rato Testing Program" & Quadrox Corp/NRC contracts. Forwards documents tef 
B -0489 Documents also available In PDR.No documents re Ouadiex subjtotequs 
FELTON.J.M. Division of Rules and Records. FIN B-0469 85/9311 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC, 7pp 304878: 
30987 078 

-821201C006 Forwards list of plants for which leak test ropla wore seloctod forreti 
by ORNL Leak testing criteria will be prepared from review W/o end, 

ARNDT, E.G. Mechanical/ Structural Engineering Branch 82/08/10 SIIAPAKLF 
Contalnmonl Systems Branch, 4pp 30987:110 30087:121, 


B5062600B6 Suppis 850405 response to vlolatlona noted In Insp Repis 60 326/85 01 & 
SO 324/85 Ol.uorreclive actions TI-202 revised to require score of greater than 70% 
In each category w/eo% overall avaiego in In house final exam 
DIETZ ,C,R. Carolina Power & Ughl Co. 85/04/19 GRACE, J,N Region 2, OKIca ol 
Director 2pp 31204:345-31204.354. 

-8506250092 Rev 3 to Vol 1 of Training Instruction TI-202, "Replacement Training for 
Senior Licensed ppeiating Personnel,' 

• Carolina Power & Light Co, 84/11/12, 8pp, 31204:347-31204,354, 

8606250099 Amends 660405 A 19 responses to violations noted In Insp Repts 50-324/ 
85 01 & 50-325/65 Ol.Correcllve acllons,TI-200 & Tl 202 reviewed to determine revs 
required to achieve compliance w/requalillcallon training cilterla 
DIETZ.C,R, Carolina Power 4 Light Co. 85/05/03, GRACE.JN Region 2, Office ol 
Diraclor. 4pp. 31204,333 31204:344. 


DOCKET 60-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


P, Security, medical, emergency A tire prelection plana 

8606210129 Advises of completion ol review of 850114 Itr addressing deficiencies In 
Revs 9 A 11 to radiological emergency plan Appropriate action taken .Implementing 
actions will be reviewed during next Insp ol emergence preparedness program. 
WALKER,R,D, Region 2, Office ol Oireclor. 65/04/08. PAffRIS.H.Q. Tennessee Valley 
Authority Ip. 31057:024-31057:024. 

6506030198 Rev 10 to radiological amergency plan, clarifying Irdning requirements lor 
news media. W/8S052a Itr, 

MARKS,B,K, HUFHAM,J,W, Tennessee Valley Authority. 85/05/28, GRACE, J.N. 
Region 2, Office ol Director. 7pp. 30673:267-30673'273. 

8506040103 Responds to 850412 request for addi Info re intrusion detection 
sys.Detalled test procedures A data gatneilng for 7-day testing A return to svo testing 
will be provided on monthly basis. 

DOMER,J.A Tennessee valley Authority. 85/05/26. NOVAK, T M. Licensing Branch 4. 
3pp. 30699:358-30699.360. 

8506110533 Revised emergency plan Implementing jMOcedures, including index A Rev 8 
to SQN-IP-17 re emergericy equipment 4 suppltea W/850606 ilr. 

HIIFHAM,J.W. Tennessee Valley Authority. M/06/06. GRACE, J.N. Region 2, Office of 
Director, 31pp, 30815:193-30815.223, 


-8S06170418 "ContaInmanI Leak Rate Testing," monthly progross root for Ana 18 
DOUQAN.J R Oak Ridge National Laboraloty FIN B 0469, 82/00/28 ARNoT.E 
Division of Engineering Technology. 6pp. 3O9e7'127*3O907'132, 

-8S06170496 Requests permission to observe upcoming Types A,B & C lasts ttH' 
facllltles.per FIN B 0489, “Conlainmant Leak Rate Tesling 
DOUQAN,J,R, Oak Ridge National Laboratory, FIN B 0409. 82/10/01. O'REILIYJ 
Region 2. Olfice ol Director Ip, 30987' 133-30987:1 33, 

8606190081 Further response to FOIA request (or documonls A Info re NUREG/f 
3697, SAND 84 0936.NUREQ/CR.3418,SAND 83-1617, A Board NeLficatw : 
32.App B A App C documents available In PDR Review of acfdl documents contflu 
FELfON,J,M. Division of Rules and Records. 86/03/27. CURRAN,D, Haimw, 

A Jordan Spp. 31010:156-31013:043, 

-8608190128 Responds to Itr from RC Lewla.Reglon ll,requesllng curronl oqufxrs 
qualification tost schedules (or TVA planls. Schedules lor Browns Ferry A Seiioi 
plants end Schedules for Walls Bar A Bellelonte planls awaiting SER compleixn 
MILLS, L.M. Tennessee Valley Aulhorily. 82/10/15, POTAPOV^U. Region 4, 0l1i« 
Director. 6pp. 31010:185-31010:170. 

8506260064 Further response to FOIA request (or documents In three calegenes 
drug or alcohol abuse al nuclear facitilies. Forwards App A documenlsO^< 
also available In PDR, Processing ol documents conllnuing. 

FELTON.JM, Division ol Rules and Records. 86/04/10, HEATH, SJ Washw 
Legal Foundation. 1 1 pp 3 1 2 1 7:095-31 21 7:1 09, 

— S606250156 Informs lhal alcohol A drug abuse survey for 10 utils comptole pM Ti 
porary Inslruotlon 2595/1,111119 have instituted reasonable prsvsr! 
prqgrem9.Summaiy of site visits end, 

0'REILLY.JP. Region 2, OHice ol Director, 03/04/01. DEYOUNG, RC, Ovec* 
Office, Olfice ol Inspection and Enforcement, 42pp, 31217:126-31217:166 

8506030569 Notiticallon of 650530 meeting w/utll In Bethesda.MO to discuss thrihp 
review A enhancements to TVA employee concerns program- 
KENYON,T,J, Licensing Branch 4, 86/06/24, ADENSAM.E.G, Llcensirw 8<anc» 
2pp. 308e7'322-30687:324, 

6506060417 Summary ol B50502 meeting w/util A public re TVA proposed enhsr 
ments to employee concerns program.Handouls A list ol attendees bikL 
KENYON, T.J. Licensing Branch 4. 86/05/24. Licensing Branch 4. 31pp. 307851 
30785:212. 
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85Q€04012a Responds to 850322,0402 & 23 requests for addi Info following preliminary 
review of licensee responses to Generic Ltr 63-28, Item 2 2 2 Reconsideration of re- 
quest lor add I Info requested 

DOMEH,JA Tennessee Valley Authority 85/05/31 THOMPSON.HL Division of LI 
censiHig 2pp 30699 361-30669 362 

85QB070039 Provides addI response to Generic Ltr 83-28.llem 2.2 16 re safety related 
equipment, per 850322 & 0402 momos to HQ Parris requesting addi info Terms '‘tm 
portanHo safety" & "safely-related" synonymous 

DOMER,JA Tennessee Valley Authority 85/05/31 AOENSAM,E Licensing Branch 
4 2pp 30751 -321 -30751 322 

8SQ6190274 Notification of 850613 meeling w/util In Qethesda.MD to discuss progress 
of OTC third party interview program & enhancements to util employee concern pro- 
grams 

KENYON.T J Licensing Branch 4 85/06/06 ADENSAM.E G Licensing Branch 4 
epp 30990 172-30990177 

8506260508 Forwards Amends 38 & 30 to Licenses DPn-77 & OPH-79, respectively & 
safety evaluation Amends change license conditions re physical security plan 
AOENSAM,EG Licensing Branch 4 85/06/11 PARRIS.HG Tennessee Valley Au 
thonty. 3pp 31223 199-31223 208 

"8506280511 Amends 38 & 30 to Licenses DPR-77 & DPR 79,re5pectively, changing 
ficenss domiitlons re physical securlly plan 

TKOMPSON,H L Division of Licensing 85/06/11. 4pp. 31223 202-31223 205 

-8506260514 Safety evaluation supporting Amends 38 & 30 to Licenses DPR-77 & 
OPR-79 ,respeotlv6ly 

' Office oi Nuclear Reactor Regulation, Director 85/06/11. 3pp 31223‘206- 
31223 208 

8506210190 Forwards response to Generic Ltr 85-02 re recommended action stemming 
from NRC integrated program for resolution of unresolved safety Issues concerning 
steam generator tube Integrity Comments on draft NURE6 0844 expected by due 
data. 

DOMERJ.A Tennessee Valley Authority 05/06/17. THOMPSON.H.L Division Of Li 
censing 9pp. 31024 300 31024 300 

6506250113 Forwards tabular summary of key results from regional survey of plant-spe- 
cific Info re potential tor unconlrolleti radiation exposures in rWR cavitles.per JG Part 
low 850315 recuestNo lurthor generic action needed 

TAYLOR, JM uireotor’s Office, Office of Inspection and Enforcement 05/06/18 
MUHLEY.TE Region 1, Olfice of Director. 9pp. 31211 322-31211.330 

55062 S0741 Forwards corrected Page 9 to Section IV of order modifying licenses lor 
Browns Ferry Units 1,2 & 3 & Sequoyah Units 1 & 2,including End 1 omillod from 
some copies 

TAYLOR, J M. Director’s Office, Ofllce ol Inspection and Enforcement. 85/08/21, Di- 
rector's Offtce, Ottice ol Inapccllon and Enforcement 2pp. 31227 254-31227.272 


0. Inspection reports, IE Bulletins & correspondence 

6506240273 Responds to NRC 850325 Hr re violations noted in Insp Repts 50 259/85- 
03,60-260/85-03,50-298/85 03,60-327/85-04, 50 320/85 04.50 390/86.06,60-391/65- 
06,50-438/85 03 & 50 439/65 03 

DOMER,J A. Tennessee Valley Authority. 85/04/24 QRACE.J N. Region 2, Office ol 
Diroctor. 7pp. 31203 081-31203 087. 

8506210096 Suppis 850322 response to NRC 850222 ltr re violations noted in Insp 
Repts S0-327/B5-0S & 50-328/85 OS.Corrective actions:6-monlh program re out of- 
caltbr repi evaluations being established 

DOMER.J.A. Tennessee Valley Authority 85/06/10 GRACE.JN. Region 2, Office ol 
Director. 2pp. 31056 205 31056 206. 

8506270712 Forwards notice of violation from insp on 060408-12 omillod from original 
submiltel Dates of required responses based on Issuance date of corrected nolice. 
VERRELLI.D.M Redon 2. Olfice of Director. 85/05/13. PARRIS.H.Q. Tennessee 
Valley Authority, lp.31246.360-31246 361. 

"&&OB27078B Notice ol violallon from Insp on 650408-12 Violation noted, during June- 
Dee 1934, numerous (allures to achieve required lower limit of detection lor Xo-138 
due to excessive decay time between sampling & analysis noted. 

* Region 2. Office of Director. 86/05/13 Ip. 31246.361-31246:361 

8506130027 SuppI 1 to IE Into Notice 84-55, "Seal Table Leaks at PWRs ” Svc list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (PosI 
630103) 85/05/14. Consolidated Edison Co of New York, Inc t07pp. 31044 065- 
31044.171 

8505130038 SuppI 1 to IE Info Notice 86-020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Svc list end. 

JORDAN, fcL, Division of Emergency Preparedness & Engineering Response {Post 
630103). 86/05/14. Consolidated Edison Co. of New York, Inc. I07pp, 31044:172- 
31044:278. 

8505200590 IE Info Notice 85 03& "Auditability of Electrical Equipment Queilficatlon 
Records at Lfeensees Facilities " Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 55/05/22. Consolidated Edison Co. of New York, Inc. 106pp, 30637:268- 
30637:363. 

8505200500 IE Info Notice 85-040, “Dellclencles In Equipment Qualification Testing & 
Certification Process." Syc list end 

JORDAN.E.L, Division o( Emergency Preparedness & Engineering Response (Post 
830103). 8S/0S/22. Consolidated Edison Co. of New York, Ino. f06pp. 30848:186- 
30846:271, 

8505250181 IE Info Notice 85-042, "Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements " Svc list end, 

JORDAN, EL. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29. Consolidated Edison Co. ol New York, Ino. 120pp, 30852:246- 
30862i63. 


8605280187 IE Info Notice 85 043, "Radiography Events at Power Reactors." Svc list 
end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30664 167- 
30884 287 

8505260195 IE Into Notice 85 044, "Emergency Communication Sys Monthly Test " Svc 
lisl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/30 Consolidated Edison Co of New York. Inc 121pp 30864 045- 
30864-166 

8506060677 IE Info Notice 85 045, "Polonllal Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghouse Designed Plants ” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/06. Consolidated Edison Co of New York, Inc f22pp 30865 001- 
30865 046 

8506110245 Forwards response (o 650507 ilr re notice ol violation & proposed imposi- 
tion of civil penalty noted In Insp Ropt 50 327/85-24 duo to seal tube leak & thimble 
tube ejection event 

DOMER.J A Tennessee Valley Authority 85/06/06 TAYLOR, J.M Director’s Olllco, 
Olfice of Inspection and Enlorcemont 16pp 30606 059-30B06 074 

8508060707 IE Info Notice 65-046, "Ctarificatlon of Several Aspects ol Removable Ra- 
dioactive Surface ContaminatlDn Limits for Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10. Consolldalad Edison Co of Now York, Inc 124pp 31043 301- 
31044-064. 

85061 B0396 EN-B5-047-lnform3 ol Issuance ol order modifying licenses based on re- 
sults of special review conducted to Investigate circumstances surrounding prepara- 
tion of nonconformance repts ro conlainmoni pressure transmitters 
BEACH.B Diroctor' s Office. Olllco ol Inspection and Enlorcoment 85/06/17 2pp 
30976 343 30976 344 

8506140240 IE Info Notice 85-047, "Potential Effect of Lino-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN.E L Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidalod Edison Co. ol Now York, Inc. f34pp. 31268167- 
31268-304 

8S06140636 IE Info Nollco 85 040. "Respirator Users Noilco DefeclIve Self-Contained 
Breathing Apparatus Air Cylinders ” Svc fist end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
830103) 86/06/19 Consolidated Edison Co of Now York. Inc 123pp 31376 084- 
31376 183. 


R. Periodic operating reporta & related correspondence 

8506100128 Monthly operating repts for Mar 1965 W/6504f2 ltr. 

DUPREE.D C . EDDINGS.M G.. WALLACE, P R. Tennessee Valley Authority. 85/03/31 
33pp 30829.208 30829-240. 

8506060537 "NPDES Discharge Monitoring Ropt for Fob-Apr 1985” 

RIVERS.M E. Tennessee Valley Authority 85/04/30 76pp 30767-260 30767:332 

8506110653 Forwards revised "Discharge Monitoring Ropt tor Dec 1984,” rollocling 
Mrmll limit changes. 

RIVERS.M E Tonnossoo Valley Aulhorily. 85/05/31 MARLAR.J. Environmental Pro 
lection Agency, Ip. 30931.1 17-30831.1 W 

"8506110660 Revised "Disctiargo Monitoring Rept lor Dec 1984 " 

RIVERS, M.E, Tennessee Vallay Authority. 84/12/31. Ip. 30831.1 18-30831:1 18. 


S. Reportable occurrences, LERs & related correspondence 

8508200370 Further response to FOIA request re Part 21 repts concerning faffure of 
dampers furnished by Ruskln Mfg Co. Forwards documents listed In App C.Documents 
also available In PDR 

FELTON. J M Division ol Rules and Records. 85/03/11. GARDE, B.P Qovarnmenf Ac- 
countability Project. 2pp 31039:337-31039-360. 

"8506200389 Foiwards Pari 21 repts from TVA re Ruskln dampers.Problem appears 
generic. 

MURPHY,C.E. Region 2, Atlanta, Reactor Construction & Engineering Stmport Branch. 
80/02/28, Region 4, Dallas, Vendor Inspaclion Branch. 7pp 31039:339 3-1039 345, 

-8S06200412 Forwards Part 81 rept from TVA re Ruskln damper failures. 

MURPHY.C.E. Region 2. Atlanta, Reactor Construction & Engineering Simport Branch 
80/05/06, Region 4, Dallas, Vendor Inspection Branch, 6pp. 31039:353-31036 360, 

6506130557 Amends 850523 Part 21 rept to Include Loclite Grade 242 as acceptable 
mall Info ltr & ltr lo util end. 

CUMMINS, B.R. Henry Pralt Co 85/05/30. KePPLER,J.Q. Region 3. Office of Director. 
3pp. 3089 1 .098-30691 :1 06. 

"OS06130S73 Part 21 rept re lack of Loctite on Pratt nuclear model valves w/Llmllorqus 
operators, per Bechtel 850507 ltr & Deficiency Evaluation Rept 84-101. Actuators 
should be reinstalled in valves using Loclite Qrades AV,271 & 277. 

CUMMINS, B R. Henry Pratt Co. 85/05/23. KEPPLER,J G. Region 3. Office of Olreotor. 
epp 30891 -loi-aoBaitioe, 

8606240264 LER 86-020 O0;on 6505l4.both RHR trains Inadvertently Isolated by clo- 
sure of Train B sucllon valve-Caused by worK performed on reactor vessel level Inslru- 
mentailoh sys to refill sensa llnes.Sucllon rees(abli8hed.W/SS081 1 ltr, 

FRYE.M.E., WALLACE,P.R. Tennessee Valley Authority. 85/06/11 3pp. 31203:143- 
31203:146. 

8SO62702S7 LER B6-004-02:on 850116,64 deficiencies found during visual insp ol fire 
door3.0n 850329,addl 15 deficiencies found, Sunreltiance Instructions performad late 
due to personnel error.Ltr written lo maint personnei.W/850013 ltr, 

ORMSBY.D.P., WALLACE, P.R. Tennessee Valley Authority. 65/08/13. 4pp. 
31252:156-31252.159, 



144 DOCKETED ITEMS 


6506180497 Fowarrfs order modifying Licenses DPR-77,DPR*79,DPR>33, DPR-52 & 
DPR 68 to ensure prompt evaluation, conecllon 4 reporting of potentially significant 
safety conditions, resulting Irorri 850327-29 review re nonconformance repls 
TAYLOR, J M Director's Office, Office of Inspection and Enforcement 85/06/14 
PARRIS,HG Tennessee Valley Authority 2pp 30977 176-30977 188 

-8506 180499 Order modifying Licenses DPR-77,OPR-79,DPR-33,OPR-52 & DPR 68 Co 
ensure prompt avaluation,correction 8 reporlirrg of potentially significant safety condi- 
tions 

TAYLOR,J M Director’s Office, Office of Inspection and Enforcement 65/06/14 Ten- 
nessee Valley Aulhority lipp 30977 178-30977188 

8506260527 LEH 85 01900on 85a524,de3ign reviaw reveaied that during seismFc 
event.Mnch demineralized waler pipe & hiph pressure firo protection header could 
have failed Deminerafized wafer pipe isolaleo for repair W/85CI61 7 llr 
DUGGiN.G E , WALLACE, P R Tennessee ValJey Authonly, 85/06/17 3pp 
31232 242 31232 244 

8506260741 Forwards corrocled Page 9 fo Section IV of order modifying licenses for 
Browns Ferry Units 1,2 8 3 & Sequoyah Units 1 & 2,[nc)uding End 1 omitted from 
some copies „ 

TAYLOR, JM Director’s Office, Office of fnspeotion and Enforcement 65/06/21 Di 
rector's Office, Office of Inspeclionand Enforcement 2pp 31227 254-31227 272 

“8 5 06 28 07 52 Forwards repl on review A findings of TVA liandLng 8 technical adequacy 
of two nonconformance repls re plant comainmoni pressura transmitters Identifies 
managerial 8 process breakdowns In two mafor areas 

WCKEE,P Operalrng Reactor Program arancn WAHSH,LB Reactor Systems Branch 
QARG.H Equipment Qualification Branch 85/04/16 DENTON,H R Office of Nuclear 
Reactor Regulafior>, Dfrecfor TAYLOR, J R Director’s Offico, Office of Inspection and 
Enforcement 17pp 31227 250 31227 272. 

8506270797 LER 85-021 00 on 850523,[nadvertenl main control room ventilation (sola 
lion occurred Caused by bad pO'Wer supply on radiation monitor Power supply replaced 
& monitor relumed to svc.W/B5062l itr, 

DUGGfN.GE. WALLACE, PR. Tennessee Valley Authonly 85/08/21 3pp 
31248 348-31248 350 


V. Operator Examinations 


8506150318 FOIA request for Info re initial operator wrilton exam resulls on number of 
post-TM|2 plants fnfo provided In 841211 Itr did parlain 1o Inllial exam results Table 
listing dates of inilial licensing end 

HANAUER.SH Technical Analysis Core 84/f2/28, FELTON.J M. Division o1 Rules 
and Records 2pp 30945 00 1-3 094 5.002 


8506150321 Responds to FOIA request re 641211 response to request lor Info con- 
cerning results of Initial wrlHon operator exams taken by candidates at tisled 
plants. Records placed fn PDR Privacy Info deleted 

FELTON.J M Division of Rules and Records 85/03/27 HAAUER,SH. Technical 
Analysis Corp 19pp 30945 003 3094502f 


DOCKET 50-328 SEQUOYAH MUCLEAR PLANT, LTNIT 2 


F. Security, medical, emergency A fire prolecllon plane 

8506210129 Advises of complelfon of review of 850114 Itr addressing deficiencies In 
Revs 9 8 11 to radiological emerasncy plan Appropriate action taken Implemenllnfl 
actions will bo re via wed during next Insp of emergency pr^e redness program 
WALKER, n D Region 2. Office of Director, 85/04/08, PARRIS, H,G. Tennessee Valley 
Authority Ip. 31057 024 31057;024, 

8506030198 Rev 19 lo radlologicaf emergency plan.clarl lying training requlromonls for 
news media W/850520 llr. 

MAflKS,BK. HUFHAM,J.W Tennessee Valley Authority 85/05/23 GRACE,J,N. 
Region 2, Ollice o1 Director 7pp. 30673'26 7-30673 ‘273 

6506110533 Revised emergency plan Implementing proceifures, Including Index & Rev B 
lo SQN-iP-17 re emergancy equipment & supplies W/ 850606 Itr. 

HUFHAU.J.W Tennessee valley Authority 85/06/06 GRACE.J.N, Region 2, Ofdcaol 
Director, 31 pp 30815 193 -308 16' 223. 

850826 0508 Forwards Amends 38 8 30 to Licenses DPR-77 A DPfl-79, respectivaly A 
safety evaluation Amends change license conditions re physical socun^ plan 
ADENSAM.EG, Llconsino Branch 4, 85/06/11. PARRIS, H.G Tennessee Valley Au- 
thority 3pp, 3 1 223 i 99-3 1223,208, 

-B508260S11 Amends 38 A 30 to Licenses DPR-77 A DPR-79, rasped Nefy, changing 
license conditions re physical secudty plan 

THOMPSON,HL Divfefon el Licensing 86/06/11 4pp. 31223 202-31223'205, 

-8506280514 Safety evalualfon supportfog Amends 36 & 30 to Licenses PPR'77 A 
OPR-79, respectively. 

‘ Ollice of Nuclear Reactor Regulallon, Director. 85/06/11, 3pp. 31 223 ’206- 
31223' 208. 


P. Operating license stage documents A correspondence 


8506170131 FOIA request for source term event trees prepared by Sandia fw sjh 
plants 

SHOLLY.SC Union of Concerned Scientists 85/01/28 FELTON.J M, DiyiUvocI 
Rules and Records Ip 30981 151 30981 tSI 

8506170153 Responds lo FOIA request for source term eveni trees prepared by Sifoa 
for sub) plants Forwards documents listed on app Documents also avallablo in, FDA 
FELTON,J M Division of Rules and Records, 85/03/11- SHOLLY.SC Union of Ccrv 
cerned Scienlists 2pp 30981 1 52-30981 209 

8504100285 Informs that TVA has become 12th participant in We sting lieu so 
Group High Energy Line Break /Superheated Blowdowns Outside ConiBiiwvnt S-A 

Ser^IAK.JO Standardized Nuclear Unit Power Plant System e5/63''ii 

WIGGINTON.OL Office of Nuclear Reactor Regulation, Director tp EOfSfrt- 
29729 228 

8506 170077 Responds to FOIA request tor records re FIN B-04Q9, ’'Conlariiment Lejii 
Rale Testing Program" A Quadrex Corp/NRC contracts Forwards documents laFis, 
B-0489 Documents also available in PDR No documents re Quadrox sub] t» recwipi 
FELTON,JM Division of Rules and Records FIN 6-0480. 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp 305870,v. 
30987 076 


-8210120209 "Containment Leak Rale Testing Investigations," progross sumim.'ylv 
Sepi 1982 

NAUS.DJ Oak Ridge National Laboratory FIN B 0489 82/10/05 ARNDT, Q Vt 
chanical Engineering Branch 3pp 30987 112-30987 114 

-8212010006 Forwards list of planis for which leak test repts were sofoclod lor in, 
by ORNL.Leak testing criteria will be prepared from review W/a end, 

ArNDT.EQ Mechanical/Structural Engineering Branch. 82/00/10 SHAPAKERJ 
Containment Systems Branch 4pp 30987 110-30987 121 

-8506170416 "Containment Leak Rate Testing," monthly progross repl (or Aug 
DOUQAN,J,H Oak Ridge National Laboratory FIN B 0489 82/08/26 AlfrarFS 
Division of Engineering Technology. 6pp 30987 127-30907.132, 

-8506170496 Requests permission to observe upcoming Typos A.B A C tests 
facilities, per FIN B 0489, "Containment Leak Rate Testing 
CX)LIQAN,JR Oak Ridge National Laboratory FIN 8 0409 82/10/01 O'lflElLLyjF' 
Region 2, 0 If Ice of Director, 1p 30907 133-30987 133 


6505190081 Furthar response to FOIA request for documents A into ro NUflEQrCfl 
3597, SAND 84 0938, NUREQ/CR 3418, SAND 03-1617, A Board Nolificatw «i 
32 Apa e A App C documents available In PDR Review of addi documents cectruns 
FELfoN,JM, Division of Rules and Records 85/03/27, CURRAN.D ftarmon Wlsi 
A Jordan 8pp. 31010’156-31013 043 


—5506190126 Responds to Hr from RC Lewis, Region II, requesting current equ'inv t 
qualification test schedules lor TVA plants Schedules for Brawns Foriy A 8iK}-xr,ei 
plants end Schedules (or Watts Bar A Bellofonle plants awalllnn SER comploi-on 
MILLS, L M, Tennessee Valley Authority. 82/10/13 POTAPOV^ U Region 4. Olfva d 
Director. 6pp, 31010.165-31010170 

8505250064 Further response lo FOIA request lor documents In throo catcgorv} n 
drug or alcohol abuse at nuclear facilities. Forwards App A documenta Docunv » 
also available In PDR Processing of documenis conlmulng 
FELTON, JM Division of Rules and Records 86/04/10 HEATH.SJ Washwj':'’ 
Legal Foundation 11pp. 3121 7,095-31 217’109 


-8605250166 Informs that alcohol A drug abuso survey (or 10 utils complote pwTt-i- 
porary Instruction 2806/1. Utils have Instituted reasonabto pi(iv«nt,:i 

programs Summary of site visits end 

O’REILLY, JP Region 2. Ollice of Director, 83/04/01, DEYOUNG, n.C OvK'j's 
Office, Oflice of Inspection and Enforcomonl 42pp. 3121 7 125 31217 166 


5506030550 Notification of 850S30 meeting w/utll in Belhesda.MD lo discuss llvrd;k’*i' 
review A enhancements lo TVA employee concerns program 
KENYON.TJ Licensing Branch 4. 85/05/24. ADENSAM.E.G Licensing Bisivh f 
2pp. SOeO? 322-30687:324. 


8508060417 Summary of 650502 meeting w/utll A public re TVA proposori 
ments to employee concerns program Handouts A list ol altondees onci 
KENYON, TJ Licensing Branch 4. 85/05/24. Licensing Branch 4 3lpp 90/85 1|'- 
30785*21 2, 


8506040120 Responds to 860322,0402 A 23 requesla for addI info following proJmn*', 
review ol licensee responses to Generic Llr 83-20, Item 2 2 2 Reca^Bldoral«nofI«' 
que8l for addi Info requested. 

DOMER,J.A. Tennessee Valley Authority 85/05/31 THOMPSON, MU Drv) 4 ion«fl> 
cansing. 2pp 30699‘361 -30699:362. 

8506070039 Provides addi response (o Qanerio Llr 83.20jlefT» 2 2.10 ro safety lebtftf 
equipment, per 850322 A 0402 memos lo HG Parris requasling add! Irrfoiermt'm 
portanl-to-safaty" A "safety-related” synonymous, 

OOMEfl,J.A, Tennessee valley Authority. 85/05/31. ADENSAM.E. Ll&onstng BdnO 
4. 2pp 30751:321-30751.322 


5506160287 Rev 20 lo Radiological Emergancy Plan SON REP, "Lfst ol Elfaclivs 
Pages "W/fl506 14 Itr. 

MARKS, B-K, HUFHAM.JW. Tennessee Valley Authority 85/06/14. GRACE, J.N. 
Region 2, Office of Diraclor 6pp. 30976 036 30976:041. 

8505260467 Forwards "Sequoyah Nuclear Power Plant Exercise Conducted on 
850206," par offsiie radiological emergancy preparedness plans, Five deficiencies ob- 
served requiring schedule of corrective action 

KFtlMM.R W. Federal Emergency Management Agency. 85/05/21. JORDAN, E L Divi- 
sion of Emergency Preparedness A Engineering Response (Post 830103). Ip. 
31221.067-31221:098 

-5505260472 "Sequoyah Nuclear Power Plant Exercise Conducted on 850206," 

‘ Federal Emergency Management Agency. 55/03/05. 29pp, 31221:066-31221.096. 


8506180274 Notification ol 850613 maeling w/ulil In Bethesda.MO to diacuss prOjrHi 
of QIC third party interview program A enhancements to util employeo cenewnpo- 
grams. ^ 

KENYON, T.J Licensing Branch 4. 85/06/06 ADENSAM.E.G Licensing Branch * 
epp 30090:1 72-30990, 177 

5506260505 Forwards Amends 38 A 30 to Licenses DPR-77 A DPR'7D, respetW^Vi 
safely evaluation, Amends change license conditions re physical security plan 
AOENSAM.E.G. Licensing Branch 4 85/06/11, PARRIS.HG Tonnosaee VaUoyAr 
fhorily, 9pp 31 223.1 99.3T223'208. 

-6506260511 Amends 38 A 30 to Licenses OPR-77 A OPR-79, reapecifvely, chvgr# 
license coiKfItlons re physical security plan. 

THOMPSON, H.L. Dlvbion of Licensing 85/06/11. 4pp. 31 223 ‘202-31 223 205 
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-a 506 2 60514 Safety evalualion supporting Amends 38 & 30 to Licenses DPR*77 & 
DPR-79.reBp6ctively 

* OKice oi Nuclear Reactor Regulation, Director 85/06/11 3pp 31823 206- 
31223.208. 

0506240138 Summary ol 950530 operating reactor events meeting to brief Ofc 
Director, dw directors & representatives on events since 850515 meeting List of 
allendees.viewgraphs & status of assignments end 

CRUTCHFIELD.D Assistant Director for Safety Assessreent 68/06/13 
THOMPSON.H L Division of Licensing 25pp 31165 316 31 155 340 

3506210190 Forwards response to Generic LIr 85-02 re recommended action stemming 
from NRG integrated program for resolution of unresolved safety issues concerning 
steam generator lube integrity Comments on draft NUREG 0844 expected by due 
dale 

DOMER.JA Tennessee Valley Authority 85/06/17 THOMPSON.H L Division of LI 
censing spp 31024 300 31024 309 

8506250113 Forwards tabular summary ol key results from regional survey of plant-spo- 
cilic Info re potential lor uncontrolleo radiation exposures in PWR cavitles.per JG Part- 
low 850315 request No further generic aclion needed 

TAYLOR.J M Director's Office, Office of Inspection and Enforcement 85/06/18. 
MURLEY.T E Region 1. Offico of Director. 9pp. 3121 1.322-31211.330 

6506260741 Fonvards corrected Page o to Section IV ol order modifying licenses for 
Browns Ferry Units 1,2 & 3 & Sequoyah Units 1 & 2, Including Enel l omitted from 
somo copies 

TAYLOR.JM Director's Office, Office ol Inspection and Enforcement. 85/06/21. Di 
reclor's Office, Office of Inspection and Enforcement 2pp 31227.254-31227 272 


O. Inspection reports, IE Bulletins A correspondence 

6506240273 Responds to NRC 850325 Mr re violations noted in Insp Repis 50-259/85 

03.50 260/85 03,60-296/86 03,50-327/85 04. 60-328/85-04,50 390/85 06,60 391/85- 

06.50 436/85 03 & 50 439/85 03 

OOMER,J A Tennessee Valley Authority 85/04/24 GRACE.J N Region 2. Office of 
Director 7pp 31203 081-31203 087 

65062 100 98 Suppis 650322 response to NRC 850222 Itr re violations noted In Insp 
Repie 50-327 /65-05 & 50-328/85 05 Corrective actiona.6 month program re out-ol 
cafibr ropt evaluations being established. 

DOMEH.JA Tennessee Valley Authority 85/05/10 GRACE.J N Region 2. Office of 
Dtreclor 2pp 31056 205 31056:206 

8SO'6270712 Forwards notice of violation from Insp on 850408-12 omitted from original 
Eubmiltal Dales of required responses based on Issuance date of correctad notice. 
VERRELLI.DM. Region 2, Offico ol Director 85/05/13 PARRIS.H.G Tennessee 
Valloy Aultiorily Ip 31246:360-31246.361 

"0506270766 Notice ol Violation from insp on 850408* 12. Violation noted during Juno 
Dec 1984, numerous failures to achieve required lower limlf of deioollon lor xe-isa 
rfue to excessive decay lime between sampling & analysis noted 
• Region 2. Office of Director. 85/05/13 Ip. 31246.361-31246'381, 

S50S 130027 Supp1 1 to IE Into Notice 84-65, "Seal Table Leaks at PWRs." Svc list end. 
JORDAN, E L Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/05/14. Consolidated Edison Co. of New York, Inc. I07pp 31044.065* 
31044 171, 

6506130036 SuppI 1 to IE Info Notice 65 020, "Motor-Operated Valve Failures Dug to 
Hammering Effect ” Svc list end. 

JORDAN.fcL Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/14. Consolidated Edison Co of New York, Inc. f07pp. 31044'172- 
31044-27e 

8505200SB0 )E Info Nollcs 65 039, "Auditability of Electrical Equipment Quatlllcallon 
Records at licensees Facilities." Svo list end. 

JORDAN, EL. Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co of New York. Inc. 106pp. 3O037-25O- 
30837 363 

8505200600 IE Into Notice 85 040, "Deficiencies in Equipment Quallllcation Testing & 
Certihcatlon Process." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/22. Consolidated Edison Co. ol New York, Inc. fOOpp. 30848.166- 
30848.271, 

8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elenfonls." Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/29 Consolidated Edison Co. of New York, Inc. T20pp. 30652:245- 
30652 363. 

8505280187 IE Info Notice 86-043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN.C.L Division Of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/30. Consolidated Edison Co of New York, Inc f20pp 30864'167- 
30864.287 

6506280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test." Svc 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 66/05/30 Consolidaled Edison Co. ol New York, Inc. 121 pp 30064.045 
30864:166, 

8506080677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westinghouse Designed Plants.” Svo list end. 
JORDAN, E L. Division of Emergency preparedness & Engineering Response (Post 
830103), 85/06/06. Consolidated Edison Co of New York, Inc. f22pp. 30865.001* 
30866.048 

8506060707 IE Info Notice 86-046. "Clarillcation of Several Aspects of Removable Ra- 
dioactive Surface Contamination Llmita (or Transport Packages ” Svc list end 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/06/10. Consolidate Edison Co. of New York, Inti. f24pp. 31043’301- 
31044 064. 


8506100396 EN 85 047 informs of issuance of order modifying licenses based on re- 
sults ol special review conducted to investigate circumstances surrounding prepara- 
fion of nonconformance repts re containment pressure transmitters. 

BEACH.B Director's Office, Office of Inspection arid Er^lorcement 65/06/17 2pp 
30976 343 30976 344 

8506140240 IE Info Notice 85-047, "Potential Effect ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Vatves " Svc list end 

JORDAN, E L Divislori of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co ol New York. Inc 134pp 3 1260. 157- 
31268 304 

8506140636 IE Info Notice 85 048, “Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E.L Divislori ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co. of New York. Inc 12app. 31376 064- 
31376 1 63 


R. Periodic operating reports & related correspondence 

8506100126 Monthly operating repts for Mar 1985 W/BS0412 Ur. 

DUPRE E.D.C . EDDINGS.M G . WALLACE.P R Tennessee Valloy Authorify 85/03/3 1 
33pp 30829-20B-30B26 240 

8506000537 "NPDES Discharge Monitoring Rept lor Fob Apr 1905 " 

RIVERS.M E Tennessee Valley Aulhority. 85/04/30 75pp 30767 260 30767.332 

8506110653 Forwards revised "Discharge Monitoring Rept lor Dec 1084," refracting 
permit limit changes 

RIVERS.M E Tennessee Valley Authority 85/05/31 MARLAR.J Environmental Pro- 
tection Agency. 1p 30831 117-30831 117. 

"8606110680 Revised "Discharge Monitoring Rept for Dec 1984 " 

RIVERS, M.E Tennessee Valley Aulhonly 84/12/31 Ip 30031 118-30831 118 . 


S. Reportable occurrences, LERs & related correspondence 


8506200370 Further response to FOIA request re Part 21 repis concerning fallura of 
dampers furnished tw RuskIn Mfg Co Forwards documents listed in App C Documents 
also available In PDR 

FELTON.J.M. Division ol Rules and Records 85/03/11 GARDE.B.P Govornmont Ac- 
countability Project. 2pp 31039 337-31030 360 

"8506200389 Forwards Part 21 repts from TVA re Ruskin dampors Problem appears 
generic. 

MURPHY.C.E Reglorr 2, Atlanta, Reactor Construction & Engineering Support Branch 
90/02/28 Region 4. Dallas, Vendor Inspection Branch. 7pp 31039 339 31039*345 

"8500200412 Forwards Part 21 rept from TVA re Ruskin damper failures. 

MURPHY.C.E. Region 2, Atlanta, Reactor Construction & Engineering Supporl Branch. 
60/05/05. Region 4, Dallas, Vendor Inspection Branch 8pp. 31039 353 31030 360. 

8508040483 LER 85 008 OO'on 850423,hourly lire watch not performed duo to Inoper- 
able door.Caused by excessive pulling on door handle to ovorcomo door wolght & 
pressure differences Survoltlanco will be performed every 10 months W/Q50522 Ur 
ORMSBY.DP. WALLACE, PR Tennessee Valloy Aulhorlly 05/05/22 Spp 
30709:117.30709:119. 

8506050442 LER 85 009 OO'on 850503, reactor tripped due to main turbino trip Caused 
by main generator trip due to loss of both stator cooling water pumps. Point connector 
removed & wiring Inspected W/850524 Itr. 

FRYE.M.E., WALLACE.P. R. Tennessee Valley Authority. 85/05/24 3pp 30726,257- 
30726:259 

0506130557 Amends 050523 Part 21 ropt to Include Loctito Grade 242 as acceptable 
mall.lnfo Itr & Itr to util end 

CUMMINS.B.R Henry Pratt Co 65/05/30 KEPPLER.J G. Region 3, Office ol Director, 
3PP 
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V. Operator ExamlnalionB 

8SO615O310 FOIA request (or into re inilial operalor writlan exam resuEts on number o( 
posl-TMI-2 plants Into prodded in 841211 Hr did pertain to initial exam results Table 
listing dates of initial (icensing end 

HANAUER.SH Technical Analysis Cor p 84/12/28 FELTON, JM Division ot Rules 
and Records 2pp 30945 001-30945 OE52 

8506150321 Responds to FOIA request re 841211 response to request (or into con- 
cerning resuHs of initial wriUen operator exams lalren by candidates at listed 
plants Records placed in PDR Privacy info dolotod 

FELTON.JM Division of Rules and Records 85/03/27 HAAU£R,SH Tocbnioal 
Analysis Corp. 19pp 30945 003 30945 021 


DOCKET 60-329 MIDLAND PLANT, UNIT 1 


A. Appllcatlon/construcllon stage documents & correspondence 

8506250185 Partial response to FOIA request (or records re BNL Investigation ol EE 
Kent allegations. Forwards App A documonis Documents also available In 
POR Ramainino documents witl be forwarded upon cotnplelion of NRC review 
FELTON.JM Divislor? of Rulos and Records 85/04/18 GAflOE.BP Qovernmenl Ac- 
countability Pfo)oc I 3pp 31215 093-31215 152 

-8506250260 Discusses GAP 620906 comments on inlorview w/EE Kent, former weld 
Ing inspector at plant Errors In Itr noted Handling of allegations described Transcript 
0162081 2 Interview being prepared 

FOSTER, JE Office of Invesllgation 62/09/24. KEPPLER.J G Region 3, Office ol Di 
rector 3pp. 31215,108 31215110 

-8506250321 Forwards BNL ropt re EE Kent allegations al Midland plani Info re San 
Onofre discovered fn course o( revfaw 

WEIL.CH, Office ol Investigation 85/02/20 JOHNSON, A Office of In ves If gallon. 
2pp 31215151-31215 152. 

-8506260332 Forwards unexecuted alfidavit ol EE Kent re quality ol const at plant 
GARDE, BP Affiliation Not Assigned 82/06/29 KEPPLER NRC - No Delallad Allill 
allon Given, 14pp, 31215 163 31215170 

8S06190214 Requests extension of due date (or payment of bill to (acHilata resolution ol 
contestod fees Conlerence to discuss billing procedures also requested Review ol Info 
ro Bills DO 184 8 DO 185 end 

COOK,J W, Consumers Power Co 85/06/07 MILLER, WO. License Fee Managemont 
Branch 4pp 30665 239 30695 242. 

8506210316 Responds to Generic Llr 85-02 re rccommondod actions to assure sloam 
generator lube Integrity & rupture millgallon Facility steam generators in long term diy 
layup since project shut doWA In Jul 1984 

COOK.JW, Consumers Power Co. 05/06/17, THOMPSON, H.L Division ol Licensing, 
2pp 31034'34S31034 347 


Q. Adjudicatory correspondence 

8506140293 Order exlendlng^time unlll 850621 lor Commission la determine whelhor 10 
review Director’s Decision DD B4-17,par 10CFR2 772 Served on 850612 
CHILK.SJ Office of the Secretary of the Commission #285 398, 85/06/12 1p. 
30894.026 30894"02e. 

6606280078 Order affirming 840724 Director's Decision DD 84 17 denying BP Garde 
10CPR2 206 petilion for action against ulil ro plant const Const abandoned on 
84091 0.No fudher enforcement a cl f on required. Served on 8S0624. 

CHILK,SJ Office of the Secretary of Ire Commission #285 659 85/06/24 2pp 
3 1253'362 31253.362 


Q. Inspection reports, IE Bulletins & correspondence 

8506110384 Responds to FOIA request tor records re coatings delamlnaUon problem al 
Midland, Forwards Apps A,G & C documents Documents also available In 
PDR.SanIthed version of document In App C end 

FELTON.JM Division ol Rules and Records 84/12/26, DUTLER,NL. Smitti, 
Haughey, Rice & Roegge. 4pp 3 0873, 003 -3 0873-052. 

-6506110449 Partially deleted Itr eck receipt of concerns re const al sllo.Concerns will 
be reviewed during forthcoming fnsps. 

FOSTER, JE Re^on 3, OfUce of Director 61/02/13, AMiliation Not Assigned, Ip, 
30873-052 30673.052 

8506250186 Partial response to FOIA request for records re BNL Investigation of EE 
Kent allegallons Forwards App A documents.-Cfocumenls also available In 
PDR.Remainlna documenls will be forwarded upon completion ol NRC review. 
FELTON, J.M Division of Rules and Records, 85/04/16 GARDE, B.P. Government Ac- 
countability Project. 3pp, 31215093 31216:162. 

-6508250211 Discusses welding allegations noted unresolved In Insp R^t 82-04 .Re- 
quests that staled quesllons re OA/QC practices be addressed by NRC Bochlol QC 
insp records end 

STAMIRIS.B, Slamiris, B. 82/06/12 FOSTER.J. Region 3. Office of Director 6pp. 
31216 096 31216 1 00 

-6606250220 Forwards Safely Insp Repts 50 329/62-12 & 50 330/02-12 on 820601- 
02 No nonconfoliance noted. 

LITTLE, W,S, flegion 3, Office of Director. 82/06/25. COOK.JW Consumers Power 
Co.2pp 31216:f01-31 216:102, 

-8SQ6260230 Insp Repts 50-329/e2>12 & 60-330/62-12 on 820601 02.No noncompll- 
ance or deviations noted Major areas Inspected preseivice Insp procedures.work 
activities, NDE personnel data & certifications & previous Insp findings. 

WARD.KD, DANieiSON.DH Region 3, Office of Director. 82/06/14 5pp 
3121 5:103-31 21 6, 107 


-8506250258 Documents 820302 telcon w/EE Kent re allegations conceiningv>.ll. 
deliciencies at plant Details of allegations stated Region III committ^ to lr<p « 
welds 

FOSTER.J E Office of Investigation 82/03/03 Olfico of Invostigalon U. 

31215111-31215113 

-8506250270 Documents Info developed concerning EE Kent allegations lo wcMd-' 
ciencias at plant Kent not qualified to inspect welds Deficiencies in wolds lnspc(.r..jt 
Morris discussed Welds described by Kent acceptable 

FOSTER.J E Office ol Investigation 82/03/05 Office of InvoallgalHw ?r. 

31215 116 31215125 

-8506250279 Documents 620317 telcons w/B Stamaris & EE Kent ro allogaNvsi 
welding deficiencies at plant Region III Insps described, indrcnlmg w- 
acceptable Kent disagreed ASME Code ro socket weld angagemoni discussiM 
FOSTER.J E Office of Investigation 85/03/22 Office of fnvQsliflaiJOn h: 

31215 126 31215 127, 

-6506250303 Forwards documents re possible evaluation of welding lolatod Bllogi',, 
by EE Kent.to eld In preparation for 631122 meeting lo discuss Issue & lASp«ti.t 
anco for plants No NRC commitment made for funding sves 
HARRISON.JJ Region 3, Office of Director 83/11/15 HALL, RE Uiookhaunfi 
tional Laboratory lipp 31215139-31215149. 

-8508260315 Forwards BNL insp repl re Allegatfons 19 & 20 ol employmonldsT.’*/’. 
lion by Bechtel at plant, for infoCH Well 650327 handwritten nolo IncludodW/o u, 
WEIL.C H Office of Invastigalion 05/02/20 PAWLIK.E T Office of Invostigatiun i 
31215.150-31215 150 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks al PWRa " Svclslr.. 
JORDAN, EL Division of Emergency Preparedness & Engineorlng Response (P. 
830103) 85/05/14 Consolidated Edison Co of New York, Inc fO/pp SltWt- 
31044.171 

8505130038 SuppI 1 to IE Info Notice 05 020, "Motor Operated Valve Failures 
Hammering Effect " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Enginooting Response iP. 
830103) 65/05/14 Consolidated Edison Co of New YorR, Inc I07pp 3101<li 
31044 276 

8505200590 IE Info Notice 85 039, "Auditability ol Electrical Equipment Oual'M, 
Records at Licensees Facilities." Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering RosfHjnwtP, 
630103). 65/05/22 Consolidated Edison Co of New YorR, Inc lOOpp 309)1 p 
30B37’363 

8505200600 IE Info Notice 85 040, "Deficiencies in Equipment Ounllffcallon rnt'iij 
Certification Process." Svo list end, 

JORDAN, E L Division of Emergency Preparedness & Engineering Rosponw f* 
830103) 85/05/22 Consolidated Edison Co of New YorR, Ino, lOOpp 3081JI! 
30848 271 

8505260161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 000 Scnsi Pj* 
TLD Elements " Svo list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Rosponw iP 
830103), 65/05/29 Consolidated Edison Co of New York, Inc f20pp 30SS2f- 
30852 363. 

8505280187 IE Info Notice BS043, "Radiography Events at Power Roaclors " SiC 
end 

JORDAN.EL Division ol Emergency Preparedness & Enginooting Responw tP. 
830103) 85/05/30 Consolidated Edison Co of Now YorR, Inc, r20pp SOBSili 
30664 267 

6506080677 IE Info Notice 85 046, "Potential Solsmic Interaction Invotving Mwit't 
Core Ffux Mapping Sys Used In Wesllngtiouso Designed Plants ” Svo lisl twnl 
JORDAN,E,L. Division of Emergency Preparednoas & Engineering Rosponsi (P 
830103). 85/06/06, Consolidated Edison Co. of New YorR, fnc. r22pp 38855<) 
30865.046 

8606060707 IE Info Notice 85 046, "Clarification of Several Aspools of Ramovabc 
dioaotiva Surface Contamination Limits for Transport Packages " Sve Hal onct 
JORDAN.E.L Division of Emergency Preparedness & EAglnooilng Rospon»(r 
830103). 85/06/10. Consolidated Edison Co. of Now York, Ino \2App 310+) 3 
31044.064. 

8508140240 IE Info Notice 65 047, "Potential Effecl of Line Induced Operation on t 
lain Target Rock Solenoid-Operated Valves " Svo list end, 

JORDAN, E,L, Division of Emergency Preparedness & Engineering HosporrM (I 
830103), 85/06/18 Consolidated Edison Co of New York, Inc. ia4pp 312681 
31268,304. 

8508140636 IE Info Notice 65-048, "Respirator Users Notice Oefoclivo SdlCnwa 
Breathing Apparatus Air Cylinders," Sve list end. 

JORDAN, E,L Olvlsion of Emergency Preparedness & Engineering RosponJ* 0 
830103) 85/08/19 Consolidated Edison Co of Now York, Ino 123pp 3t3T8( 
31376,183 


R, Periodic operating reports & related correspondence 

6506050310 Forwards Bechtel nonconformance repts, quality audit findings Q4W r 
of nonconformity.ulll nonconformance repts,audlt finding ropte & qualiiy actior 
quests lor Apr 1986,pef ALAB-106, 

COOK,J,W. Consumers Power Co, 85/06/26, TAYLOR.J.MI, Dlreolor'e Olheo, Olftc 
Inspeotlon and Enforcement, 15pp 30726 014-30726.028. 


8. Reportable occurrences, LERs & related correspondence 

6506110355 FOIA request for records re coating delamfnatlon problem al Midianl 
8UTLER,NL, Smith, Haughey, Rice & Roegge. 84/11/28, FELTON,JM. 
Rules and Records. 2pp. 306/3.001-30873:002 
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35031 103G4 Responds to FOIA request lor records re coatinqs delaminatlon problem at 
Midland Forwards Apps A,B & C documents Documents also available in 
FDR Sanllizcd version o( document In App C end. 

FELTON, J,M Division of Rules and Records 04/12/20 BUTLER NL Smith 
Haiighoy, Rico & Rooggo 4pp 30073 003-30073 052 


“8608110376 Requests svcs of L Abramson & D Lurie to provide technical assistance 
in assess moot ol CPC statistlool approach to testing potentially dofective protective 
coating In loactor bldg 

LtTTLE.WS Region 3, Office of Director 82/06/08 CLARK, JW Management Sup- 
port Branch Ip. 30873 013 30873.013 


*•6606110433 Trip rept of 020630 0701 visit to site re testing of potentially defective 
confainmonl coatings 

ADRAWSON.L , LURIE.D Management Support Branch 62/07/15 CLARK, J.W, Man- 
agomanl Support Branch 4 pp. 30873.0 14-3O073;O24 


■6606110440 Expresses appreciation tor technical assistance offered by L Abramsom & 
D Luna ro containment protective coaling deficiency 

LITTLE, W S Region 3, Oflico of Director 03/12/07 CLARK, J.W Management Sup 
port Branch Ip 30073 025 30073,051 

>6600110449 Partially dolotod Ur ack recolpt ol concerns re const at sile Concerns will 
bo (ovlowod during lorthcomlng Insps 

FOSTER, J.E Ro^on 3, Oflico ol Director 01/02/13, Affiliation Not Assigned. Ip. 
30973,052-30073 052. 


6504120314 Forwards PNL-5200-12, "Review ol Engine Base & Bearing Caps lor TDI 
DSnV-12.DSRV.10 & DSRV-20 Diesel Engines." 

LAITYiWw Baltello Momorlal Instltulo, Pacilic Northwest Laboratories FIN B-2963 
65/04/04 OERLINGERiC, Division ol Licensing fp 29787 001-29787 017 

•0504120317 "Rovlow of Engine Base & Bearing Capa for TDI DSRV-12, DSRV-16 & 
DSRV-20 Diesel Engines," 

LAITY.W W. Daltolle Memorial Inslllule, Pacific Northwest Laboratories FIN B-2963 
PNL-5200 12 05/03/20, Division Ol Licensing 14pp 29787 002-29787 017 


0506250166 Parllal rosponso lo FOIA request lor records ro BNL Investigation of EG 
Kont allognllons Forwards App A dooumonis Documents also available in 
PDR.nomalnlng documonls will be forwarded upon completion of NRC review 
FELTON, J M Division ol Rulos and Records 85/04/18 GARDE.B.P Government Ac- 
counlabllily PfO|ecl 3pp. 31216 093-31216 152. 

••6606260206 Documonis 820302 totcon w/EE Kent to gather addi Info re allegations ol 
wold doNclonclos at plant, Atlogodjy unacceptable wolds identified Disagreements w/ 
wold Inn specs noted Into given to R Cook.rosidont Inspector, 

FOSTER, J.E OKlco ot Investigation, 02/03/04. Office of Investigation 2pp. 
3121B;1 14-31215,115 


■8506260260 Documents 020317 contact w/R Vandonbosch ro EE Kent allegations 
concorning wold doticloncles at planl.Pasl problems w/welding program Identified & 
corioctoiJ. Vandonbosch confidant In present program. 

FOSTER ,JE, OKlco ol Invostigation 82/03/22, Office of Investigation 3pp 
31215,120-31215 130, 


>•6506260296 Documents 020022 tolcon w/D Garde re EE Kent allMatlons Inspector 
IdontJlied w/new Info on welding doNclonclos wilt bo contacted B Garde will request 
Indopondonl audit of welding aolivlllQS Rotated Into end , ^ 

FOSTER, J E. Office ol Invostlgallon 02/09/30 KEPPLER,J Q, Region 3, Office of Ol 
factor Opp 31216,131-31216,138 

6500070128 Inlorim doliclonoy root ro potential for cracking of check valves In on- 
or^nlno mounlod alarting air piping ol TDI diesel nonofators,lnUlalN reported on 
650401 Cause not dotorminod.No corroclive actions Related correspondence. 

COOK.J W Consumers Power Co //206 010 05/04/26 KEPPLER,J,G, Region 3, 
OriiCD ol Dlrodor 3pp. 30700 330-3O7OD;34O. 

0506130667 Amends 8B0523 Part 21 ropl to Include Locllto Grade 242 as acceptable 

CUMMINs!^R!^HoniY' Pratt Co. 05/05/30 KEPPLER,J G Region 3, Office of Director. 
3pp. 3000 1 008-30091:100. 

“8506130673 Port 21 rept ro lack ol Loolito on Prall nuclear model valves w/LimItorque 
oppraiora.por Bechtel 860607 Ur & Dolicioncy Evaluation Rept 04-101 Actuators 
should 1)0 roinstaitod In valves using t-ootlt° & p7 

CUMMINS B.R Henry Pratt Co. 86/05/23 KEPPLER.J G. Region 3, Olfice ol Director 
epp. 30891 '101 -3000 1:100. 

8506 17 0270 "Review ol Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Tormlnotions," technical evaluation rept, piw r sow 

LAITY, W.W Baltolle Momorlal Institute, Paoilic Northwest Laboratories. FIN B-2952. 
PNL'6200-3. 05/06/31 Division ol Licensing, 21pp. 309 81 '130-30981 160 


DOCKET 60-330 MIDLAND PLANT, UNIT 2 

A. Applloatlon/conatruotlon stage dooumenta & correspondence 

$506250155 Parllal response to FOIA request lor records re ^^L InvesligaUon of EE 
Keni allegations, Forwards App A docuiijenis Documents also avd^ 
POR.RomaTning documonls will be forwarded upoo comp^tion of NRC revi w 
FELTON, J.M. Division ol Rules and Records. 66/04/18. GARDE, B P. Government a 
counlablllly Prolect. 3pp. 31216.093-31216:162. 

“B6062B0250 DlscuBBOs GAP 020906 comments on Interview 
iS inapector at p&rrors in llr noted Handling of allegations descrlbed.Transoript 

oft Ol KSi* B2/0B/E4 KEPPLER.J 0 R.Jl.P 3, Ollic. .1 OL 
foclor. 3pp 31216,10B-31216:110, 

“B5O6260321 Forwards BNL rept re EE Kent allegations at Midland plant. Into re San 

JOHNSON.A Office of Invesllgaflon, 

2pp. 31216'151-31 215:162. 

.“66062 B0332 Forwards uneftecut^ “’{'‘‘flo/Qe/M SpL^“l®C^‘^No Dialled Alllli- 
GARDE, B.P. Affiliation Not Assigned. 02/06/29, KEPHUbn ivn 
atton Given 1 4pp. 3 1 21 6:1 63-3 12 1 6:1 70. 


8506190214 Requests erdension ol due date lor payment ol bill lo laolUete resolution of 
contested tees Conference to discuss billing procedures also requested Review ol info 
ro Bills DO 104 & DO 185 end 

COOKiJ W Consumers Power Co 85/06/07 MILLER, W O License Feo Management 
Branch 4pp 30995 239-30995 242 

6506210318 Responds to Generic Lty 85 02 ro recommended actions to assure steam 
generator tube inlegrity & rupture mitigation Facility steam generators in long term dry 
layup since project shut down in Jul 1984 

COOKiJ W Consumers Power Co 85/06/17 THOMPSON, H L Division of Licensina 
2pp 31034 346-31034 347 


G. Adjudicatory correspondence 


8508140293 Order extending time until 850621 tor Commission to determine whether to 
review Director’s Decision DD 84-17,per 10CFR2 772 Served on 850612 
CMILK.SJ, Oflico of the Secretary of the Commission #265 398 85/06/12 tp 
30894 026-30894 026 

8506280078 Order affirming 840724 Director's Decision OD 84-17 denying BP Garde 
10CFR2 206 petition for action against util re plant const Const abandoned ort 
840910 No further enforcement action required Served on 650624 
CHILK.SJ Office of the Secretary of the Commission #285 559 85/06/24 2pp 
31253.362-31253 362 


Q. Inspection reports, IE Bulletins & correspondence 


85061 10364 Responds to FOIA request for records re coalings dofaminatton problem at 
Midland Forwards Apps A,B & C documents Documents also available in 
PDR Sanitized version of documenl in App C end 

FELTON.J M Division of Rules and Records 84/12/28 BUTLER, N L Smith, 
Haughey, Rice & Roegge 4pp 30B73 003-30873 052 

“86081 10449 Partially deleted Itr ack receipt ot concerns re const at site Concerns will 
be reviewed during forthcoming Insps 

FOSTER. JE. Region 3, Office of Director 81/02/13, AHilialion Not Assigned Ip 
30873 052-30873 052 


8506250185 Partial response to FOIA request lor records re BNL investigation of EE 
Kent allegations Forwards App A documents Documents also available in 
PDR Remaining documents will Be forwarded upon completion ol NRC review 
FELTON, J.M Division of Rules and Records 85/04/10 GARDE, B P Government Ac- 
countability Project 3pp 31215093-31215 162 

“8508250211 Discusses welding allegations noted unresolved In Insp Rept 82-04 Re- 
quests that staled questions re OA/QC practices be addressed by NRC Bechtel C3C 
insp records end. ,, 

STAMIRIS.B. Stamms, B 82/05/12, FOSTER, J Region 3. Olfice ol Director 5pp 
31216.096 31215.100 


“850S260220 Forwards Safety Insp Repls 50-329/02-12 & 50-330/82-12 on 820601- 

02 No noncompliance noted r, 

LITTLE WS Region 3. Office of Director 82/06/25 COOK, J.W Consumers Power 
Co. app 31215 101-3iai5‘102, 

--8506250230 Insp Repts 60-329/82-12 & 50-330/82-12 on 820601 -02 No rioncomplt- 
ance or deviations noted Major areas Inspected preservice insp procedures.work 
aotivlties.NDE personnel data & certifications & previous insp findings ^ ^ 

WARDKD.. DANIELSON.D H. Region 3, Office of Director 82/06/14 5pp 
31216.103 31215'107 

“8508250268 Documents 820302 telcon w/EE Kent re allegations concerning welding 
deficiencies at plani Details ol allegations staled, Region 111 committed lo insp ol 

Foster, J E office of investigation, 82/03/03 OKice of Irrvestigalion 3pp. 

31215 111-31215.113 

“8506260270 Documents info developed concerning EE Kent allegati'ons re weld deb- 
dendas at plant Kent not qualified lo inspect welds Deficiencies in welds inspected by 

Morris discussed, Welds described by Kent acceptable 

FOSTER,J.E. Olfice of frivestlgation 82/03/05 Olfice a( Investigation 2pp 

3121S'116-3121 5-125, 

“8506260279 Documents 820317 telcons w/B Stamaris & EE 
welding deliclendes at plant, Region III insps ^ 

acceelabla Kent disagreed. ASME Code re socket weld engagornent discussed 
FOsfER.J.E. Olfice of Investigation 85/03/22, Office of Investigation 2pp 

3121 6-1 26-31 215 127 

tional Laboratory 1ipp 31215.139 31216149, 

850RS*t(i315 Forwards BNL Insp rept re Allegations 19 & 20 ol employmenl di^rlmiria- 
lion hv BechKXntlfor lnfo.cfi Weil Bs'baa? handwritten note included W/o reeL 
WE1L,?)H, Office ol Investigation 85/02/20. PAWLIK.ET, Office of Investigation ip 
31 21 5- 150-3 121 5: 150. 

ftRrtfiiloos? SuDol 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs.” Sve I'S* 
JORDAN E L division ol Emergency Preparedness & 

MOlWLBe/OS/irCon^^^^^ of NewYorK. Inc. 107pp 31044 065- 

31044:171 

8506130038 SuppI 1 lo IE Info Notice 85-020, "Molor-Operaled Valve Failures Doe to 

830103) 65/05/14, Consolidated Edison Co. of New YorK. Inc i07pp, 10 
31044-278 
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8S05200590 IE Info Notice 65 069. “Auditability ot Electrical Equipment Qualilicalion 
Records at Licensees Facilities ’’ Svc list end 

JORDAN.EL Division ol Emergency Preparedness S Engmeonng Response (Post 
830103) 85/05/32 Consolidated Edison Co ol Nevr YorR, Inc t06pp 30837 SSB- 
30837363 

0505200600 IE Into Notice B5 040, “Deficiencies in Equipment Quafitication Testing 
Certification Process " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/32 Consolidated Edison Co ol New YoiK. Inc f06pp. 30B48 166- 
30B48 271 

8505260181 IE Into Notice 65 042, "Loose Pfiosphor in Panasonic SOO Senes Badge 
TLD Elements " Svc list and 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/05/26 Consolidated Edison Co of New York, Inc 120pp 308S2 245- 
30052 363 

05O526O1B7 IE Into Notice 05-043, “Radiography Events at Power Reactors “ Svc hst 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
asotOS) 85/05/30 Consolidated Edison Co ol New York. Inc t20pp 30864 167 

30864 287 

8506060877 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants " Svc list end 
JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co ol New Vorfi. Inc i23pp 30665 001- 

30865 046 

8506060707 IE Into Notice 85 046. "Clariltcalion ol Several Aspects of Removable Ra- 
dioactive Surface Conlamlnalion Limits for Transport PacRagos " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Enginoernie Response (Post 
830103} 65/06/10 Consolidated Edison Co ol New YoiR, Inc r24pp 31043301- 
31044 064 

8506140240 IE Into Notice 85-047, "Potential Effect ol Line Induced Oporation on Cer- 
tain Target Rock Solenoid-Operated Valves ” Svc list encl. 

JORDAN.EL Division of Emergoncy Preparedness & Engineering Response (Post 
830103). 85/06/16 Consolidated Edison Co ol Now York, Inc 134pp. 31268 157- 
31268 304 

0506140636 IE Info Notice 85 048, "Respirator Users Notice Detective Self Contained 
Breathing Apparatus Air Cylinders " Svc list encl 

JOROAf^EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of Now York, Inc 123pp 31376 064 
31376 183 


R. Periodic operating reports A related correspondence 

8506050310 Forwards Bechtel nonconformance repis.quality audit lindings.BiW ropls 
of non conformity , util nonconformance repts, audit finding repta & quality action re 
quests for Apr IfiBS.por ALAB-106 

COOK.J W. Consumers Power Co. 85/05/25 TAYLOR, J.M Director’s OlHco, Olfica ol 
Inspection and EnforcemenI tSpp 30726014-30726 026 


5. Reportabis occurrences, LER8 & related correepondence 

8506 110365 FOIA request tor records re coaUng delamlnatlon problem at Midland 
BUTLER.NL Smllh, Haughoy, Rice & floagge, 84/11/20. FELTON, J.M. Division of 
Rules and Records 2pp 30873.001-30873.002 

8506110364 Responds to FOIA request lor records re coatings delaminolion problem at 
Midland Forwards Apps A,8 & C documents Documents also available In 
PDR. Sanitized version ol document in App C encl 

FELTON.J.M. Division of Rules and Records 84/12/28. BUTLER, N.L. Smith, 
Haughey, Rice & Roegge, 4pp 30873.003 30873 052 

-'0506110375 Requests svcs of L Abramson & O Lurie to provide technical assistance 
in assessment of CPC slallstical approach lo testing potenlially daleclivo protective 
coating in reactor bldg 

LinLE,W.S Regions. OKIee of Director. 82/06/08. CLARK.JW ManagemenI Sup- 
port Branch Ip 30873.013-30873.013 

“8506110433 Trip rapt ol 620630-0701 visit 1o site re testing of potenlially defective 
containment coatings 

ABRAM SON, L , LURIE, 0. Manage mom Support Branch 02/07/15 CLARK,JW Man- 
agement Support Branch. 4pp 315873 014-30873 024. 

“6606110440 Expresses appreciation for technical assistance offered by L Abramsom & 
D Lurie re containment protecifve coaling deficiency 

LinLE,WS Region 3. Office ol Director 83/12/1)7 CURK.JW ManagemenI Sup- 
port Branch. Ip 30873026-30873.051. 

“8506 110449 Partially delated Hr ack receipt of concerns re const at slle.Concetns will 
be reviewed during forthcoming Insps 

FOSTER.J,E. Region 3, Oflfco of Director. Bl/02/13. Allllialfon Not Assigned Ip 
30873.052-30873.052 

0504120314 Fonvards PNL-5200-12, "Review of Engine Base A Searing Caps lor TDI 
DSnV-12,OSRV-ia & OSRV-20 Dioael Engines," 

LAITY.W.W Baflolle Memorial Instiluta, Pacific Northwest Laboratories FIN B-2963. 
85/04/04. 0ERLINQER.C Division of Licensing. 1 p 29787 001-20787.017 

-0504120317 "Review ol Engine Base 8 Bearing Caps tor TDf DSRV-12, DSRV-16 8 
DSRV-20 Diesel Engines” 

LAITY.W.W Balieile Memorial Institute, Paclllc Northwes) Laboratories, FIN B 2063. 
PNL-5200-12 65/03/26. DiWstono I Licensing 14pp, 20787002-28767.017. 

8606250105 Partial response lo FOIA request lor records re BNL Investigation of EE 
Kent ailegallons Forwards App A documents Documents also available in 
PDR.Remaining documents will be forwarded upon completion of NRC review. 
FELTON,J.M Division ol Rules and Records 85/04/18. QARDE.S P, Government Ac- 
countability Prelect. 3pp 31215:093 31216.152 


•85O025O26S Documents 820302 telcon w/EE Kent to gather addi Into re allegsLO'^ V 
weld detjciencies at plant Allegedly unacceptable welds Identified Disagicmerris 
welding specs noted Into given to R Cook, resident Inspector 
FOSTER .J E Oflice of Invesligatlon 82/03/04 Office of Invesligaton 2m 
31215114 31215 115 “ 


“8506250288 Documents 820317 contact w/R Vandenbosch re EE Keni sllccst'v'.i 
concerning weld deficiencies at plant Past problems w/ welding program Identr;^ 1 
corrected Vandenbosch conlideni in present program 
FOSTER.JE Ollico ol Investigation 82/03/22 Office ol lnvesti(iai)oi> 
31215 128 31215130 

--05OS25O29B Documents 820922 lelcon w/B Garde re EE Kent atlegalions Insoeclcr 
identilied w/new info on welding deficiencies will be contacted B Garde wi1 reeurji 
independent audit ol welding activities Related Info encl 

FOSTER. J E Oflico of Invesitgalion 82/00/30 KEPPLER.J G Region 3, Olfice cf ft 
rector. 8pp 31215 131-31215 138 

8506070128 Interim deficiency repi re potential tor cracking of check valves m on 
engine mounted starling air piping ol TDI diesel generators Inilially rciwrted w 
850401 Cause nol determined No corrective actions flolated correspondence 
COOK.JW Consumers Power Co #205 810 05/04/26. KEPPLER,J G ReoemB 
Office of Director 3pp 30798 338-30798 340 ^ 

8506130557 Amends 850523 Pari 21 repi to Include Loclito Grade 242 as acccpiab' 
mall Info Itr & Hr to ulil encl ^ 

CUMMINS.B R Henry Prall Co 85/05/30 KEPPLER.J G Region 3. Office el D'&.V 
3pp 30891 098 30891 106 

“8506130573 Pari 21 rept re lack of Lootile on Prall nuclear model valves w/timi'orqu* 
operators, per Bechtel 650507 Hr 5 OGlIclency Evaluation Repi 84-101 ActuaMs 
should he relnslalled In valves using Loclile Graoes AV,271 & 277 
CUMMINS.B R Henry Pratt Co 05/05/23 KEPPLER.J G Regions. Office oIDuec-v 
6pp 30891 101-30B91 106 

8506170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module Wri-j 
& Terminations," technical evafualion repi 

LAITY, WW Balieile Memorial Inslilote. Pacific Northwest Laboiatorios FIN BK5J 
PNL-5200-3 85/05/31 Division ol Licensing 21pp 30981 130-30981 150 


DOCKET 50 331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 


8506120139 Forwards, "In Progress Audit of DCRDR for Duane Arnold Energy C»' 
Audit conducted per NUREG 0737,Suppl 1 by Sclonco Applicalions Inti Cmp tn 
860318 21. 

VASSALLO.D B, Operating Reactors Branch 2 85/05/23 LIU, I Iowa Eloclflclrii-li 
Powor Co 2pp 30883 201-30063 242 

“6505150044 "In Progress Audit of DCRDR lor Duano Arnold Energy CIr " 

* Science Applications Intornalional Corp , (formerly Science Appucallons Inc) NRC- 
03-62-096 85/05/02 NRC - No Detailed Alflllatlon Given 40pp 30883 ju)- 
30883 242. 

8506170653 Fonvards oxomptlon from requiromeni ol 10CFR50 46 whicli sots scherk-'r 
for installation of allernalivo shutdown capabllily.Exomptlon oxtonds doadime ler cen- 
pleiron of allornalive shutdown capability to Mar 1087. 

VASSALLO.D B Operaling Reactors Branch 2. 85/05/30 LIU.L Iowa Elocinc Li^l 5 
Power Co 2pp 30980.025-30980 031 

“8508170657 Exemption from requiremanl of 10CFR60 48 re schedulo tor Instalirt-on el 
allernalivo shutdown capability Deadline lor completion of alternalivo shutdown teiu 
bihty extended to Mar 1987 

DENTON.HR Oflice ol Nuclear Roaclor Regulalion, Director 86/05/30 lowaElcxinc 
Light & Power Co 5pp 30880.027-30080.031 

8506240347 Forwards Safety Insp Rept 50-331/85-00 on 860319 0520 No nonccmpl- 
ance noted 

SHAFER.WD Region 3. Oflice ol Director 85/06/06 LIU.L. Iowa Elociric Iforil I 
Power Co 2pp 31203 169-31203:182 

“8606240362 Insp Rept 60 331/65-08 on 850319 0520 No noncomplianco noted Mfer 
areas Inspected actions on previous litsp findings.qperational safety 
vertflcalion.suiveillance.LER, TMI acllon Homs & Part 21 ropls on Ruskin hio dampen. 
BOVD.D C. Region 3. Oflice of Director 85/06/06 t2pp. 312O3-171-3I203 182 

8S061100B5 Advises of decision not to conduct 851030 oil hours annual emergoncy 
planning exercise committed lo In 841121 Itr Oil-hours exercise will bo conducted n 
1986 to ensure consistency w/NUREQ-0054 guidance. 

MCGAUGHY,R.W. Iowa Eloolric Light & Power Co 85/06/07 KEPPLER.J Q fltgxyi 
3. Oflice of Director. Ip 30806.026-30806 028 

8500140366 Fowafds Safely Insp Rept 60-331/85-12 on 860506-10 & notice ol vKiU 
Don. 

PAPERIELLO.C J. Region 3, Oflice of Director. 85/06/07. LIU.L Iowa EloeWe light i 
Power Co. 2pp 30898 287-30898'297. 

—8500140366 Notice of violation from Insp on 850606-10 
PAPERIELLO.C J. Region 3, Oflice of Director. 85/06/07. Ip 3089&260-3069&239 

-8506140377 Insp Rept 50 331/85-12 on 850506-10 Violations noted falluto lo«dberi 
to radlallon work permit procedure & failure lo make adequate survey of locked high 
radiation area 

GRANT.W.B,, GREQER.L.R. Region 3, OHIce ol Director. 85/08/07 8pp 30898230 
30898’297, 


P. Operaling license stage documenle 6 correspondence 
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£506130045 Partial response (o FOIA request tor ell documents re NRC procedures tor 
detection & control of alcohol & illegal drug use by persons engaged in btdg or const 
ol nuclear reactors or iacilitles Forwards App A documents 

FELTON.JM Division ol Rules and Records 05/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937157 

"6506140217 Discussion w/util on 821119 re policies on use or possession of drugs or 
afcoheJ 

GIBSON.J. OHIce ol Nuclear Reactor Regulation, Director CLARDY,L NRC • No De- 
tailed Alfitiation Given MILLEH.JR. Region 3, Ollica of Director 82/11/19 4pp 
30938 317-30938 320 

6506170077 Responds to FOIA request lor records re FIN B-0469. ''Containment Leak 
Rata Testing Program" & Quadrex Corp/NRC contracts Forwards documents ro FIN 
E 0489 Documents also available In PDR No documents re Quadrex sub) to request 
FELTON.J M Division ol Rules and Records FIN B 0489 05/03/25 

REYTBLATT.Z V Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987 076 

•-8506170261 "Contain meni Leak Rale Testing Invesligallons." monthly progress ropt 
tor Nov 1982 

OOJGAN.JR Oak Ridge National Laboratory FIN 8-0489 82/12/07 ARNDT.G Me- 
chamcal/SIructural Engineering Branch 3pp. 30987.115-30987 117 

6S06050490 Summary of B50307 meeting w/utll In Bethesda,MD re consolidation ol 
Tech Spec changes In three amend requests concerning lead test assemblies. APRM 

1 rod block monitor. VIewgraphs end. 

THAOANI.M C Operating Reactors Branch 2 85/05/16 Operating Reactors Branch 

2 20pp. 30741 176-30741-195 

6506170107 Forwards Amend 120 to License DPR-40 & safely evaluation Amend 
changes Tech Specs to permit implementation of APRM. rod block monitor & Tech 
Spec improvatoenls & extends load line limits for uprating energy ctr. 

THADANI.M C Operating Reactors Branch 2 85/05/28 LIU,L Iowa Electric Light & 
Power Co 2pp. 30980 339-30980 340 

-6608170114 Amend 120 to License DPR-49.revising Tech Specs to permit Implemen- 
tation ol APRM.rod block monitor & Tech Spec program improvements & extended 
load tine limits for imratirig enemy ctr 

VASSAILO.DB Operating Ftoactors Branch 2 85/05/20. 62pp 30980 341- 
30981.040 

-6506170122 Safety evaluation supporting Amend 120 to License DPR-49 
' Oltice of Nuclear Reactor Kagutailon, Director 85/05/28. 12pp 30981 041- 
30081 052 

8506170143 Forwards Amend 119 to License DPR-49 & safety evaluation Amend re- 
vises Tech Specs to incorporate changes permitting reactor operation w/one recircu- 
lation loop out ol SVC 

THADANI.M C. Operating Reactors Branch 2 85/05/28 LIU.L. Iowa Electric Light & 
Power Co. 2pp 30981'053-309B1.054 

“8608170160 Amend 119 to License DPR-49,rovlslng Tech Specs to Incorporate 
changes permitting reactor operation w/one recirculation loop out of svc 
VASSALLO.DB Operating Reactors Branch 2. 85/05/28 49pp. 30981.055- 
30381 103 

-8506170160 Safety evaluation supporting Amend 119 to License DPR 49 
‘ Otfice of Nuclear Reactor Regulation, Director. 05/05/20. 6pp. 30981 104- 
30981:109. 

6506170210 Forwards Amend 122 lo License DPR-49 & safety evaluation Amend re- 
vises Tech Specs to Incorporate change to conform to loriting requiromonis ot 
l0CFR50,App J.requiring Type C water tests bo conducted at pressure not less than 
1 10 Pa 

THADANI.M C Operating Reactors Branch 2, 85/05/28 LIU.L Iowa Electric Light & 
Power Co 2pp. 3O06O 316-3O96O:323. 

-6506170222 Amerid 122 to License DPR-49,revlslng Tech Specs to incorporate 
change to conform lo testing requirements of 10CFR60,App J.requiring Type C water 
tests to be conducted at pressure not less than 1.10 Pa 
VASSALIO.D.B. Licensing Branch 2 85/05/28. 4pp 30960-318 30960 321 

-6506170234 Safety evalaullon supporting Amend 122 to License DPR-49. 

* OfNce ol Nuclear Reactor Regulation, Director. 65/05/28 2pp 30860:322- 
30S60'323 

6505170516 Forwards Amend 121 to License OPR 48 & salely evaluation. Amend re- 
vises Tech Specs to Incorporate updated reactor pressure vessel pressure-temp 
brmls,mfr> boltup temp & reeclor vessel capsule tvllhdrawal schedule. 

THADAN1.M.C. Operating Reactors Branch 2 85/05/28. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 30981 '330-30981 -344. 

-650617061$ Amend 121 to License DPR-49,revisln9 Tech Specs lo incorporate updat- 
ed reactor pressure vessel pressure-temp llmits.min boltup temp & reactor vessel cap 
sule Wthdrawal schedule. 

VASSALLO.O.B Operating Reactors Branch 2. 85/05/28 10pp. 30981.332- 

30931.341 

“8506170622 Safely evaluation supporting Amend 121 to License DPR-49. 

* OHice of Nuclear Reactor Reguiaflon, Director. 85/05/28. 3pp 30981 '342- 
30SB1'344. 

6SQ6140347 Forwards addi info re repairs to welds In recirculation sys piping.includlng 
methodology used for detection, evaluation & sizing of IQSCC & weld overlay ultrason- 
ic Ies1m0,per 850531 request, 

MCGAUq1hY,R.W Iowa Electric Light & Power Co, 86/06/07. DENTON, H.R Office of 
Nuclear Reactor fleguialion, Director. 34pp 30898 201-30898:234. 

8606170428 Forwards revised Page 36 to "Second 10-Yr Inservice Insp & Testing 
Plan," due to inconsistency noted in 650501 original submiUat. 

MCQAUGHY.R.W. Iowa Electric Light & Power Co, 85/08/10. DENTON.H. Office of 
Nuclear Reactor Regulation, Director. Ip. 30957:205-30857:206. 

“8506170433 Revised Page 36 to "Second 10-Yr InservIce Insp & Testing Plan," cor- 
recting Section 11.0 re code classiflcallon drawings. 

* Iowa Eloclrio Light 8, Power Co, 85/06/10. Ip. 30957:206-30957:206, 


8508240316 Forwards safety evaluation supporting 830815 request lor partial relief from 
ASME Code.Seclion XI requirements on individual valve leak testing of seven tours- 
drywell vacuum breakers 

VASSALLO.O B Operating Reactors Branch 2 85/06/10 LIU.L Iowa Electric Light & 
Power Co 2pp 31 156 280 31 1 56 203 

-0508240337 Safely evaluation supporting relief from ASME Code Section XI require- 
ments on individual vacuum breaker leakage testing ol seven torus drywell vacuum 
breakers 

* Oft ice of Nuclear Reactor Regulation, Director 85/06/10 2pp 31156 2B2- 
31156 283 

8506200163 Forwards Amend 123 to License DPR-49 & safety evaluation Amend re- 
vises Tech Specs lo permit changing ot well cooling water backwash automatic valves 
to manual valves, kept locked shut 

THADANI.M C Operating Reactors Branch 2 85/06/11 LIU.L Iowa Eloclrlc Light & 
Power Co 2pp 3l042 344-31043 001 

—8506200187 Amend 123 to License DPR-49, revising Tech Specs to permit changing of 
well cooling water backwash automatic valves to manual valves kept locked shut 
VASSALLO.DB Operating Reactors Branch 2 05/06/11 14pp 31042 346 

31042 359 

-8506200191 Salely evaluation supporting Amend 123 to License DPR 49 

* Office of Nuclear Reactor Regulalton, Director 65/06/11 5pp 31042 360 

31043 001 

85C6240335 Forwards Page 3 12-13 tnadvertontly omitted Irom Amend 120 lo License 
DPR 49 Issued on 850528 tor Incorporation In Tech Specs 

THADANI.M C Operating Reactors Branch 2 85/06^1 LIU.L Iowa Electric Light & 
Power Co 3pp. 31156 262-31 1 56 265 

-SS06240338 Corrected Pago 3 12-13 from Amend 120 to License DPR-49,re min criti- 
cal power ratio al rated power 

* NRC- No Detailed Afiiliatlon Given B5/06/1 1 Ip 31156 265 31156 265 

8506240638 Forwards safety evaluation ro post accident sampling sys 

^ Evaluation shows that PASS described In submittals meets 1 1 criteria spocl- 
^UBEG 0737,Kem H B 3. 

VASSALLO.O B. Operating Reactors Branch 2 65/06/1 1 LIU.L Iowa Electric Light & 
Power Co 2pp 31152 338-31152.348 

-8503240643 Safety evaluation re NUREG 0737,ltem II.B3 concerning post-accident 
sampling sys. 

* Office of Nuclear Reactor Regulation, DIroctor. 85/06/11 0pp. 31162.340- 
31152 348 

B5061 90279 Application for amend lo License DPR-49,revlsing effective date (or Amend 
121 to 850731 to permit performanco of 10 yr vessel hydrostatic lest w/loaded 
fuel Foe paid 

MCGAUQHY.R.W Iowa Electric Light & Power Co 85/06/14 DENTON.H Otilce ol 
Nuclear Reactor Regulation, Director 6pp 30095 288 30005 203 

8606100333 Informs that all weld avetlay designs moot acceptance criteria dolinoaled in 
Generic Ltr 84-11, based on Into provided previously & post repair Insp results Min 
thickness of RRD-J7 weld overlay Included llrst overlay layer 
MCGAUQHY.nW Iowa Electric Light & Power Co 85/06/14. DENTON.H Ofllco of 
Nuclear Reactor Regulation, Director. 2pp 30996 211-30906 212 

8506250443 Remits foe Inadvertently omitted from 050614 aubmlttal 
MCQAUGHY.R.W. lowa Electric Light & Power Co 86/06/20. DENTON.H. Office ot 
Nuclear Reactor Regulation, Director, Ip 31 160 300-31 180*300 


a. Inspection reports, IE Bultellns & correspondence 

8505130027 Supp1 1 lo IE Into Notice 84 55, "Seal Table Leaks at PWRs." Svc list end, 
JOHOAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New York, Inc. f07pp 31044 065- 
SWdd.171 

6505130038 Suppt 1 lo IE Into Nollco 85 020. "Motor-Operated Valve Failures Due lo 
Hammering Effect " Svc list end 

JORDAN, t.L. Division ot Emergency Preparedness & EnQinaarlng Response (Post 
830103). 85/06/14 Consolidated Edison Co ot New York, Inc f07pp. 31044:172- 
31044*278 

9506060017 Summary of BS0422 meeting w/util to Bethesda,MD re util presentation ol 
results of Insp of siatoleas steel piping wolds per Generic Ltr 84-1 1 & proposed pro- 
gram lor repairs ol pipe cracks 

THADANI.M C Operating Reactors Branch 2 86/05/16. Operaling Reactors Branch 
2 3pp. 30775 290-30776 325. 

“8506060020 Notification Of 850422 meeting w/ulll in Bethesda.MD tor licensee briefing 
on findings resulling from piping exam per Generic Ltr 04-1 1 VIewgraphs end 
THADAW.M.C Operating Reactors Branch 2. 85/04/17 DENTON.H , EISENHUT.D, 
EDI SON, Q NRC - No Detailed Allillation Given. 25pp 30776*301 -30776-325. 

8505200690 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facllllies " Svc list end 

JORDAN.EL. Division d Emergency Preparedness a Engineering Response (Post 
830103) 85/06/22, Consotidatad Edisort Go of New York, Inc. t06pp. 30837*266- 
30837 363. 

8505200600 IE Into Notice 85 040, "Oeliclencles In Equipment Oualiltcation Testing & 
CerWicatlon Process," Svc list end 

JORDAN.E L Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co. of New York, Inc. I08pp. 30848.166- 
30846:271. 

6505260161 IE Info Notice 65-042, "Loose Phosphor In Panasonic 600 Series Badge 
TLD Elements " Svc list end, 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
030103). 85/05/29 Consolidated Edison Co of New York, Inc. i20pp 30852:245- 
30852.363 
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i65053BO187 IE Info Notice 6&043, "Radiography Events at Power Reactors" Svc list 
one! 

JORDAN ,E L Divisiorr of Emorgoncy Preparedness S Engineonng Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30S64 167 
30864 2B7 

0505280195 IE Info Notice 85 044, "Emergency Corrmunicalion Sys Monthly Tost " Svc 
list end 

JORDAN, E L Division ot Eme/gancy Preparedness & Engineennq Response (Post 
830103) 85/05/30 Consolidalod Edison Co of New York, Inc I21pp 30864 045 
30364 166 

6506140075 Responds to violations noted in Insp Rept 60 331/85 09 Corrective 
actions monitoring program revised to require semiannual wildlife samples & monthly 
fog of environ sampling expanded to provido mgt w/moradala 
MCGAUGHY.RW Iowa Electric Light 8 Power Co 85/06/04 KEPPLERJG Region 
3, Offico of Director 3pp 30804 308 30894 310 

8606060677 IE Info Notice 85 045, ■"Potential Seismic Jnteraclion Involving Movable In 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 30865 001- 

30865046 

8506240347 Forwards Safety Insp Rept 50 331/8S-0B on 850319 0520 No noncompll- 
anca noted 

SHAFER, WD Region 3, Offico of Director 85/06/06 LIU,L Iowa Electric Light & 
Power Co. 2pp 31203 169 31203182 

-6606240362 Insp Rept 50 331/85 03 on 850316 0520 No noncompliancQ noted Major 
areas inspected actions on previous insp findings.i^eratianal safely 
verillcatioasurvellIance,LER, TMI action items & Perl 21 repls on Ruskin lire dampers 
fiOYD.DC Region 3. Office of Director 85/06/06 12pp 31203 171-31203 182 

8506140366 Forwards Safety fnsp Rept 50 331/85 12 on 850506-10 & nolice of viola- 
lion 

PAPERIELLO.CJ Region 3, Olfjce of Diroolor 85/05/07 LIU,L Iowa Electric Light & 
Power Co 2pp 30898 287-30698 297 

-8508140368 Notice of violation from insp on 6SOS06 10 
PAPERIELLO.CJ Region 3, Office of Director 85/06/07 Ip 30898 289 30898 289 

-8508140377 Insp Rept 50-331/65 12 on 860506 10 Vtolalions noted, failure to adhere 
to radiation work permit procedure & failure to make adequate survey of locked high 
radiation area, 

QRANT.W B , GREQER.L R Region 3, Ofilce o1 Direclor, 85/06/07. 8pp 30898 290- 
30898 297 

8506140661 Requests payment of fee for 850501 application (or relief (rom ASME code 
reqtifremenls S second lO-yr inseivlco fnsp plan.por 10CFfl17O 
DIQQS,R M. License Fee Management Branch 85/06/07 LIU,L Iowa Electric Light & 
Power Co Ip 3091 0'335-3091 0 335. 

8606260209 Responds to violations noted In Insp Rept 50-331/86-10. Corrective 
actions revs to repair procedure to remove unwarranted data requlromer^ts will be 
complelecf by 850830 

MCGAUGHY.RW. Iowa Electric Light & Power Co. 85/08/07 KEPPLEB.JG Region 
3, Office of Direclor Spp 31229 281-31229 265 

8606060707 IE Info Notice 85-046, "Ciarificallon ol Several Aspects of Removable Ra- 
dioactive Surface Contamination Ltmila for Transport Packages " Svc list end, 
JOROAN.E.L Division of Emergency Preparedness & Eng mooring Response (Post 
830103) 85/06/10 Consolidated Edison Co. of New York, Inc i24pp 31048301- 
31044 064 

8506170428 Forwards revised Page 36 to "Second 10-Yr Inservice Insp & Testing 
Plan," dua to Inconsistency nolerfin 850501 originel submittal 
MCGAUGHY.R.W, Iowa Electric Light & Power Co 85/06/10 DENTON, H, Odice ol 
Nuclear Reactor Regulation, Director, tp 30957 205 30957 206. 

-8506170433 Revised Page 36 to "Second 10 Yr Inservice Insp S Testing Plan," cor- 
recting Section 1 1 ,0 re coda classiJIcalion drawings, 

• Iowa Electric Light & Power Co 85/06/10 Ip 30967 206-30957.206 

8506260351 Forwards Safety Insp Rapt 50-331/86-14 on 850520-24, No noncompliance 
noted 

RE YES, LA. Region 3, OHfee of Director 85/06/13 LIU,L. Iowa Electric Light S Power 
Co Ip 31 230, 221 -31 230-225, 

-•8806260358 Insp Rept 50-331/86 14 on 650520 24 No violation or deviation 
noted Mdor areas In8pectad.relueling preparallons.survelflances & tost activities 
MILSROt.W-, QULDtMOND.W. Region 3, Office of Director 65/00/13, 4pp, 
31230, •222-31230.226, 


8606140240 IE Info Notice 85 047, "Potential Effect of Line Induced 
lain Target Rock Solenoid Operated Valves." Svo list end 
JORDAN, E,L Division ol Emergency Preparedness & Englneerini 
830103) 86/06/18 Consolidated Edison Co, of New York, Inc ' 
31268-304 


Operation on Cor- 

9 Response (Post 
f34pp, 31288 167- 


5506 140636 IE Info Nolice 85 048, "Respirator Users Nollce.Delectivo Self Coriifafned 
Breathing Apparatus Air Cylinders," Svc list end 

JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (Post 
830103), 86/06/19 Consolidated Edison Co of New York, Inc, I23pp 31376064- 
31376-183, ^ 


8506240060 Monthly operating rept for May 1985 W/85061S Hr 
PUTNAM.KS, MINECK.DK Iowa Electric Light & Power Co 85/05/31 > 
31203 343 31203 350 •" 


S. Reportable occurrences, LERs & related correspondence 

8506050059 LER 85 010 01 on 850310,piplng ultrasonic insps revealed several iurkSn 
recirculation piping w/circumferentlal &/or axial Indications Cause not sialedW-''! 
being repaired w/ overlays W/050521 Itr 

PUTNAM,KS, MINECK.DL Iowa Electric Light S Power Co 85/05/20 hs 

30726 354-30726 360 

8506050468 LER 85 012-00 on 850425,w/reaclor shut down & da fueled, Group III isj.}. 
lion & both standby gas trealment sys auto- inilaled on downscale reactor b'dc^ri 
radiation monitor trips Caused by procedural error W/850524 Hr, 

PROBST.JR., MINECK.D.L Iowa Electric Light & Power Co 85/05/24 4 y 

30725 277-30725 280 

6506140620 LER 85 013 00 on 650501, reactor water cleanup sys Isolnlod on Mfid' 
(erenfial (lovir condition Caused by mainl personnel bumping speed cortro’lMS/Jrs- 
turned to normal svc W/850530 Itr a h <. 

PUTNAM.KS, MINECK.DL Iowa Electric Light & Power Co 85/05/39 J-* 

30932 134-30932 136 

8506140498 Pari 21 rept re generator failure Concurs w/enci Louis Allis 650663 IVfd 
interpolar connectors be removed 

MORIARTY.JM Colt Industries, Inc 85/08/05 MURLEY.TE. Region I.OfkeollY 
rector 7pp 30898 354-3O80B 361 

8506170284 LER 85 014-00, on 85 050 6, Stand by gas treatment sys aclualod CiusHh 
jumper cable disconnecting due to opening door panel, Jumper reJnstatfeit w/rt<i 
secure mechanism Isolation & ventilation sys reset W/B60605 Itr 
SMITH, J , MINECK.DL Iowa Electric Light & Power Co 85/06/05 3pp 3M72iv 


DOCKET 60-332 BARNWELL REPROCESSING PLANT 


S Reportable occurrences, LERs & related correspondence 

8506240517 Port 21 rept re potential separation of aluminum nameplate IrcmHMOy 
Type SBW or SZO transiormors In Nelson electric Class 1,035 volt molsr coil i 
ctrs.w/potenllal short circuit Initially reported on 860610 
LAUGKLIN.J R Nelson Electric Co 85/06/19 Director’s Otiico, Office ol InjcvKl-'i 
and Enforcement Spp 31062 103-31062 105 


DOCKET 60-333 JAMES A, FITZPATRICK NUCLEAR POWER PLANT 


F, Security, medical, emergency & tire protection plans 

85021 S0049 Forwards revised Figure 3 lo Rev 7 to physical socurily plan Flour j »<-% 
held (ral 10CFR73.21 & 2,790) j r 

‘ NRC - No Detailed Alllliatlon Given 85/01/22, Record Services Qranch (Decu^et 
Control Desk). Ip 2893 3 ’330-20 93 3, 33 8, 

8506050815 Forwards exemption from requirements of 10CFR50,40(c)i4), attwiftg 
deadline for completing alternate shutdown capability until startup of Gycfe 9 eslr*’ 
ad in Jan 1987 

VASSALLO,D,B. Operating Reactors Branch 2 86/05/06 BAYNE,JP Ifuw tj’t 
Power Authority (formerly Power Authority of Ihe State ol Now York ipp 30733439 
30733 303 

-8506050817 Exemption (rom roqulremonls of 10CFR60 48fc)(4)' extending deadiira fj 
completing all mods required for alternate shutdown capability until elaitupol Ci.el 
oetimatedin Jan 1987 

DENTON.H.R, Offico of Nuclear Roaclor Regulation, Olroclor 85/05/06 tl'ew tKrl 
Power Authority (formerly Power Authority ol the State of New York), 6pp 30TS3}» 


8506060440 Comments on effectiveness of site perimeter Intrusion alarm sys per SEC 
850430 roquesL^s In compliance, per physical insp of Intrusion dotoctlon sysDe’ais 
wilhh eld jrol 1 0CFR2 790,9.6 & 73 21 ) 

BRONS,J.C New York Power Authority (formerly Power Authority of the Slate ol f.-* 
York) 85/05/30. VASSALLO.DB, Operating Reactors Branch 2 Ip 30732Z5I 


8506140803 Advises (hat 860410 Rev 3 to security force training & qualifitaiion pi»* 
consistent w/provialona of 10CFR60.64(p) & acceptable 
MARTIN.T.T Region 1, Office of Director 05/05/30. fiAYNE,JP. Now Vwk Mvr 
Authority (formerly Power Autiiority of the Stale of New York) 3pp 30932-1 iv 
30932 145, 

8508210418 Forwards Interim safety evaiuallon approving ulll 030630 pioc<xlure 5 .jio- 
aration package (PGP) for emergency oporallng procedures upon resofutiort d 
exceptions, PGP aubmitted par Generic Ltr 82-33, "SuppI 1 to NUREG-0737." 
VASSALLO.D.B, Operating Reactors Branch 2. 86/06/10. BRONS,JC New YvA 
Power Authority (formerly Power Authority ol the State of New Yoik) Zpp 31O40W 


R. Periodic operating reports A related correspondence 

6606200454 Forwards NPOES sewage treatment monthly mohiloring rept lor Apr 
1985.Violairon noted-lolal suspended solids monthly average exceeded limit Caused 
by addi loading from outage personnel. 

MCQAUGHY,R.W. Iowa Eleclrfo Light & Power Co, 86/05/30, KEPPLER,J Q Region 
3, Office ol Director, Ip 31020,14^1020:149 

-8506200457 NPDES sewage treatment monlhly monitoring rept (or Apr 1985 
• Iowa Electric Light & Power Co 85/04/30, 1p 31020:148-31020149. 


-ai)uezi0423 inierim safety evaluation approving ulll 830630 proKjoifutos eonwjto* 
package (PQP) (or emergency operating procedures upon resolution ol 
noted In Section 2.PQP submitlea per Qenerio Llr 82-33 re Suppl 1 lo NOREG-ONf 
• NRC - No Detailed Alllliatlon Given. 86/06/10. 16pp 31046:096-31048 1M 

8606170372 Withdraws 850321 request to extend deadline (or comploboni of Hvd 
annual emergency preparedness exercise until 840831 A deslgnatfon of Aug data M 
computation of all future exercIses.Oale already consistent w/IE Info Notice S24I 
BRONS,J.C New York Power Authority (formerly Power Aulhoiity ol Ihe Slate of hea 
VASSALLO.D.B Operaling Reactors Qranch 2 2pp 30958*32 

30956.133. 
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35-05180286 Discusses details ol integrated imptemenlalion sctieduto ol SPDS & ATWS 
rule mods, per Suppl 1 to NUREG 0737 Schedule accelerating SPDS Implementation 
by One refueling cycle proposed 

BRONS,J C New York Power Authority (formerly Power Authority ol the State ol New 
Voik) B5/0B/14 VASSALLO.D B Operating Reactors Branch 2 5pp 30976 031- 
30976 035 

8506200236 Requests exemption from 10CFR50,App R, Sections III LI 6 IIIL2b re 
quirements based on end now analyses re amount of lime available (or operator ac- 
tions before automatic depressunzalion sys Initiation necessary Fee paid 
BRONS.J C New York Power Authority (formerly Power Authority of the State ol New 
York) 86706/14 VASSALLO.D B Operating Reactors Branch 2. 3pp 31008 060 
31006062 

6506310096 Clarifies relationship between emergency response facilities & SPDS com- 
pletion schedules Interim method, providing required info to new facility until SPDS 
complete, described 

BRONS,J C New York Power Authority (formerly Power Authority of the Slalo ol New 
York) 85/06/14 VASSALLO,DB Operating Reactors Branch 2 4pp 31024 230 
31024 233 

85D6240505 Forwards requasi lor addi info re SPDS parameter safety analysis & Imple- 
menlation clan Response requested by 051 101 

VASSALLO.D B Operating Reactors Branch 2 85/06/17 BRONS.J C New York 
Power Aulhonty (formerly Power Authority of the Slate ol New Yoik) 6pp 31155 351- 
31155 356 


I. Financial information 


8506180124 Forwards 1984 annual financial statement & cerlilied estimated cash flow 
for 1084-1 oas.per 10CFR140 21(9) re guarantee ol paymonl ol delerred premiums 
BRONS.J C New York Power Aujliorily (lormerly Power Authority ol the State ol New 
York) 85/06/14 OINITZ.I Office or State Programs, Director 2pp 30976 312- 
30975 351 


P. Operating license stage documents & correspondence 

850S1 30045 Partial response to FOIA request for all documents re NRC procedures for 
deieclJon & control of alcohol & illegal drug use by persons engaged in bldg or const 
ot nuclear reactors or facilities Forwards App A documents 

FELTON, JM Division of Rules and Records 85/01/28 HEATH.SJ Washington 
Legal Foundation 65pp 30937 047-30937 157 

•“6606130366 Responds to query re release ol portions ol Ole of Invosligalions rept re 
drug/alcohol abuse to spocillc licensees Release not prohibited by FOIA or Privacy 
Acl Concerns over precedent expressed Survey worksheets end, 

SHOMAKGR.EC Operations & Admlnistfalive Division 82/12/20 LIEBERMAN.J Re- 
gional Op orations & Enforcement Division 170pp 30937’356'3093Q,108 

B506030662 Informs that data In 850426,0503 & 09 submittals re IGSCG in RCS piping 
weld indicates applicant compliance w/Goneric Llr 84-11 Plans for insp or mods to 
RCPB piping sys requested 3 months before next outage 

VASSALl.O,D B Operating Reactors Branch 2, 85/05/24 BAYNE.J P New York 
Power Aulhorlly (lormerly Power Authority ot Iho State of New York) 2pp, 30687:302- 
30607 303 

8506140378 Forwards Amend 93 lo License DPR-50 & safety evaluation. Amend re 
vises Tech Specs to Incorporate radiological etiluont Tech Specs that comply w/ 
10CFR50,App I Amend elleclivo 850701 W/o safety evaluation 
ABELSON.H I Operating Reactors Branch 2. 85/05/20 BAYNE, J P, New York Power 
Authority (formerly Power Authority ol the State of Now York) 3pp 30906 264- 
30906 3B1. 

-BSOB 140384 Amend 93 to License DP R-59, re vising Tech Specs lo incorporate radio- 
logical Qflluent Tech Specs that comply w/ fOCFRSO.App I Amend eftective 850701 
VASSALLO.D B Operating Reactors Branch 2 85/05/20 100pp. 30906'267- 
39006 361 

8506170377 Forwards Amend 92 to License DPR 59 4 safety evaluation. Amend re- 
vises Tech Specs re operability & surveillance requirements tor hydraulic & mechani- 
cal snubbers 

ABELSON.H I. Operating Reactors Branch 2 85/06/29 BAYNE, J.P, New York Power 
Authority (formerly Power Authority of the State ol New York) 2pp 30998'332- 
3099S352. 

- 85061 70383 Amend 92 to License DP R-59, revising Tech Specs re operability & sur- 
veillance requirements for hydraulic & mechanical snubbers, 

VASSALLO.D.B Operating Reactors Branch 2 85/05/29. 14pp. 30998 334- 
30998 347 

-85061703B7 Safety evaluation supporting Amend 92 lo License DPR-50 

* OKIce ol Nuclear Reactor Regulation, Director, 86/05/29. 6pp 30908.346- 
30998 352, 

8506170S45 Forwards Amend 01 lo License DPR-59 & safely evaluation. Amend re- 
vises Tech Specs by changing Table 3 7*1 lo correct error re isolation signals sped 
(led for two reactor water sample line valves 

ABELSON.H 1 Operating Reactors Branch 2. 85/06/29 BRONS.J.C, New York Power 
Authority (formerly Power Authority of the State of New York) 2pp. 30981 '296- 
30981302 

'•8506170662 Safety evaluation supporting Amend 91 to License DPR-69 

* Office of Nuclear Reaolor Regulaflen, Director 65/05/29 2pp 30981‘301- 
30981,302, 

8S0B140465 Forwards corrected Page 33 of Amend 90 lo License DPR-59 Page 33 
Issued w/emend failed to relied changes made by Amend 69. 

ABELSON.H.L Operating Reactors Branch 2. 85/06/06, BRONS.J C, New York Power 
Authority (formerly Power Authority of the Slate of New York), 2pp. 30906'256- 
30906 258 

— e508't40439 Corrected Page 33 of Amend 90 to License DPR-SO re APRM sys 

* NRC ■ No Delallad Affiliation Given. B5/06/05. Ip. 30906:25e-30e06'268. 


8506240138 Summary of 850530 operating reactor events meeting lo brief Ofc 
Director.div directors & representatives on events since 850516 meeting Lit ol 
attendees, vie wgraphs & status ol assignments end 

CRUTCHFIELO.D Assistant Director lor Safety Assessment 85/06/13 
THOMPSON.HL Division ol Licensing 25pp 31155 316-31155 340 

8506240746 Forwards answers to Questions 1 ,3 & 4 (rom 850522 Stale ol NY public 
hearing re low level wasle Answers consistent w/ 850603 & 13 comments on pro- 
posed policy statement on low level storage at sites 

THOMPSON.H L Division ol Llcer^sing 85/06/13 BROWNING, R Division of Waste 
Management 4pp 31157 305 31157 312 

-8506240754 Requests assistance In obtaining response to listed questions re storage 
ol non-ulil waste at reactor sites, in response to 850522 Slate of NY public hearing on 
low level waste mgt Response requested by 850613 

MURLEY.TE Region 1, Oltice of Director. 85/06/04 REHM.T. Otfice of the Execu- 
tive Director lor Operations 4pp 31157309-31157312 

8506240624 Forwards SER re ulit 840629 response to Gonerio Llr 84-09, "Recombinor 
Capability Requirements ol 10CFR50 44(c)(3)(llt ” Response acceplable 
VASSALLO.D B Operating Reactors Branch 2 85/06/17 BRONS.J C Now York 
Power Authority (lormerly Power Authority ot the State ol New York) 2pp 31 152 353- 
31152 358 

-8506240631 SER supporting ulil 840629 response lo Generic Hr 84-09. ‘‘Rocomblner 
Capability Requirements ol 10CFR50 44(c)(3)(ii) " 

“ Oflice of Nuclear Reactor Regulation, Director 85/06/17, 4pp 31152'355- 
31152 358 


Q, Inspection reports, IE Bulletine & correBpondepco 

B605130027 Suppl 1 lo IE Info Notice 84 55, "Seal Table Leaks at PWRs ” Sve list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Pest 
830103), 95/05/14 Consolidated Edison Co of Now York, Inc. 107pp. 31044 065- 
31044 171, 

8605130038 Suppl 1 to IE Info Nollce 05-020, “Motor Operated Valve Failures Due lo 
Hammering Ellect " Sve list encL 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ol Now York, Inc 107pp 31044:172- 
31044 276, 

6505200500 IE Info Notice 85 039, ''Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities,’' Sve list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103 , 86/05/22 Consolidated Edison Co of New York, Inc 106pp 30837 258- 

30837.363 

8505200600 IE Info Notice 85 040, “Dollclencles in Equipment Qualification Testing & 
Certillcallcin Process " Sve list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103 . 85/05/22 Consolidated Edison Co. of New York, Inc ia6pp 30848.166- 
30848:271. 

8606030662 Informs that data in 850426,0503 & 09 submittals re IGSCC In RCS piping 
weld Indicates applicanl compliance w/Ganoric Ltr 84-11, Plans for Insp or mods lo 
RCPB piping sya requested 3 months before next outage. 

VASSALLOib B. Operating Reactors Branch 2 86/05/24 BAYNE.J P, Now York 
Power Authority (formerly Power Authonty of the State of New York) 2pp 3Q6B7'302- 
306B7'3D3, 

8506080405 Ack receipt ol 65D403 ltr informing NRC of stops taken to correct violations 
noted In Insp Rept to-333/84-24 Ccmplollon dates acceptable except (or Items 04- 
24-02, 04-2/hOeA.84-24 06D, 84-24-080 8 e4-24-10A, 

MARTIN.T.T, Region 1, Office of Director 86/05/28 QLOVIER.HA New York Power 
Authority (formerly Power Authority of tho State of New York). 2pp 30711'250- 
30711:261 

8605260161 IE Info Nollce 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements." Sve list end, 

JORDAN, EL, Division of Emergency Preparedness & Enplneerlng Response (Post 
830103). 85/05/20 ConsoSIdaled Edison Co of New York. Inc, 120pp, 30852-245- 

30852.363 

B5052801B7 IE Info Notice 85-043, "Radiography Events at Power Reactors " Svo list 
end 

JORDAN.E.L. Division of Emergency Preparedness Engineering Rosponae (Post 
830103). 85/05/30, Consolidated Edison Co of New York, Inc 120pp, 30Q64'167. 
30864:287 

860S280106 IE Info Notice 85 044, "Emergency Communication Sys Monthly Teat." Sve 
list end 

JORDAN.E L. Division of Emergency Preparedness & Enginooring Response (Post 
830103) 86/05/30, Consolidated Edison (jo. of New York, Inc. i21pp, 30864:045- 
30864 166, 

6506060440 Comments on effectiveness of site perimeter Intrusion alann aysjier NRC 
850430 request. Sys In com pi lance, per physical Insp of intrusion detea tlon sys.Detalla 
withheld (ro( 10CFR2.790,9 5 & 73 21) 

BRONS,J.C New York Power Authority (formerly Power Authority ol the Stale of New 
York). 85/05/30 VASSALLO.D.B, Operating Reactors Branch 2. 1p. 30732.221- 
30732 221, 

860B070442 Responds to NRC 850510 llr re violations noted in Insp Rept 50 333/65- 
06 Corrective acllons'radlatlon protectlen personnel notified & written Instructions & 
mocedural requirements will be issued lor monitoring drywell work 
QLOVIER.H.A New York Power Aulhorlly (formerly Power Authority of the State of 
New York) 85/05/30. MARTIN,T.T. Region 1, Otfice of Director. 2pp, 30760:032- 
30750 033 

6608100616 Forwards Safety Insp Rept 60-333/85-10 on 650415-10 No violation noted 
EBNETER,SD Region 1, Office of Director. 85/06/05, QLOViER,H.A. New York 
Power Authority (lormerly Power Authority of the Slate of New York). 2pp, 30794' 270- 
30794.278 
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•-8506100S25 (nsp Rept 50 333/65-tO on 650415 (9 No violalion noted, Major areas 
inspected licensee response to Generic Ur 04 11, observation of NDE in 
progress, QA/QC activities & review of NDE personnel qualification/cerlification 
records 

MCBnEAnTY,R A , KORTAS.A J , DURfl,J P. Region 1, Office of Director 55/05/04 
7pp 30794 272-30794 270 

8506080677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Cora Flux Mapping Sya Used in Wes I rno house Designed Plants *' Svc list end 
JOnOAN,E L Division of Emergency' Preparodness & Engineering Response (Post 
830IO3j 85/06/06 Consolidated Edison Co of New York, Inc 122pp 30665 001- 
30865 046 

6606240007 Forwards safety evaluation providing basis for conclusion (hat plant can be 
safely operated for at least one addi fuel cycle, per NRC 650524 Hr re insp of 08 welds 
in RCS piping 

VASSALLO.DB Operating Reactors Branch 2 65/06/06 BRONS,J.C. New York 
Power Authority (formerly Power Authority of the Slate of New York) 2pp 31156,326- 
31156334 

••BS06240011 Safety evaluation re Insp & repair of RCS piping Plant can be safely re- 
turned to operation In present conliguratlon for duration ol Cycle 7. 

" Office ol Nuclear Reactor Regulation, Director 85/06/06 7pp 31156326- 
31156334 


8606040364 Revised emergency preparedness plan implementing procedures, irK‘tf.i 
Issue 7, Rev 3 to EPP/IP 266 re dose assessment based on environ meakreiv'' 
& samples & Issue 7,Rev 4 to EPP/IP 5 2 Revised index end W/050524 itr 
CAREY,JJ Duquesne Light Co 65/05/24 60pp 30703 271-30703 331 

85061 00B14 Requests coordination w/ stale & local planning authorities to assure o''s.' 
radiological emergency preparedness deficiencies, noted by FEMA during 640627 ej 
ercise, expeditiously corrected 

BELLAMY,R R Emergency Preparedness Branch 85/06/04 CAHEY.J J Duaw.) 
Light Co 2pp 30791 309-30791 353 

-8410110357 Discusses end RW Krimm 840S30 ltr,fofwarding offsite radioloc'cal sire 
goncy preparedness plan exercise reptsTwo Category A wfici6i«.i* 

iOenllflad rnr,lo U,- 1 I 

JORDAN, 

830103) 

30791-32. 

8606170420 Informs of plans to Install addI emergency lighting & dedicated corwwjr«i 
lion 8y5,per Generic Ltr 85 01 & App R Completion oy Jul Improbable sincere*’ 
have only recently been identified 

CAHEY.J J Duquesne Light Co 05/06/06 VARGA, S A Operotlno Roactora 
1 5pp 30057 214.30957’210 


EL Division of Emergency Preparedness & Engineering Resporsso (Pu« 
84/10/02 MARTIN,TT Division Of Engineering S Technical ProgiaiTts 

4 30791 353 


6506060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, E,L Division ol Emergency Preparedness & Engineering Response (Peat 
830103) 85/06/10 Consolidated Edison Co of New Yoik, Ijic I24pp, 31043 301- 
3104 4 064 

6506170372 Withdraws 650321 roquost to extend deadline tor compfellon of third 
annual emergency preparedness exercise until 84083 1 & designallon of Aug date lor 
coi^ulatlon ol all future exercises Data already consistent w/iE Info Notice 82-44. 
BRdNS,J C Now York Power Authority (formerly Power Aulhonty of the State of New 
York). 65/08/12 VASSALLO,0 B Operating Reactors Branch 2. 2pp 30968:132- 
30956 133 

6506260686 Forwards Safety Insp Rept 50-333/65 08 on 860409-12 No violations 
noted 

EBNETER,SD Region 1, Oltico of Director. 85/08/13 GLOVIER.HA New York 
Power Authority (formerly Power Authority ol the State of New York) 2pp. 31229'233 
31220 239. 


-6506260677 Insp Rept 50 333/65 06 on 850409 t2.No viola tIO'ns noted Major areas 
Inspected containment leakage testing .Including review of containment integrated leak 
rale lest & local leak rate test procedurea 

VITO.O J, HODSON.J, KUCHARSKI,S. Region 1, Office ol Director. 85/05/29 5pp 
31229 235 31220,239. 


8506149240 IE Info Nolica 65-047. "Polenlial Effect ol Line Induced 
lain Target Rock Solenoid Operatod Valves " Svc list one! 
JORDAN, E.L. Division ol Emergency Preparedness S Engineerin 
830103) 85/06/18 Consolidated Edison Co of New York, Inc. 
31268 304. 


Operation on Cer- 

g Response (Post 
f34pp 31268'tS7- 


8506140836 IE Info Notice 05 048, ’‘Respirator Users Notice Dolective Sell-Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDAN, EL. Division ol Emergency Preparedness & Engineering Response (Post 
030103) es/oe/tg. Consolidated Edlaen Co ol New York, Inc. 12300. 31376 O04- 
31376'ia3, 


R. Periodic operating reports & related correspondence 


8506160310 Monthly operating rept lor May 1085 W/850610 Hr, 
COOK.J.. GLOVIER.H A New York Power Authority (formerly 
State of New York). 85/05/31. 23pp. 30993091-30693.113. 


Power Authority ol the 


8S06140111 Forwards Insp Rept 60-334/05 12 on 850406 0513 No violation noted 
WENZINGER.E.C. Region 1. Office of Director 85/06/10 CAHEY,J J DuqwsMLv. 
Co 2pp 30B93 173 30693 188 U rwuy 


•8506140117 Insp Rept 60 334/65-12 on 850406 0513 No violation noted Mafcw a-ia' 
Inspected plant oporations.housekoeplng.fire protection.radiologloal controls pfiy«j 
secunty & survaillanca activities 

TROSKOSKI.WM, JOHNSON.DM, TRIPP.LE Region 1. Olllce of Orroclor 85105 
24 14pp. 30893 175-30093 168 


8506210331 Forwards Safety Insp Repis 50 334/05-13 & 50 412/85-11 on 8M513 
17.No violalion noted 

MARTIN.TT. Roglon 1, Office of Director 85/06/18 CAREY ,JJ Duquosno LwhiCe 
2pp 31032 355-31033 003 ^ 


iiisp nojjiB ou-jjtfoa 1 .) a II on usuaiu-irivo YiViVi' 

noled Major areas inspected operational radiological environ nw«t\ers 
program, action on previous Items & program for QC of analytical monsuremcnis 
STRUCKMEYER.R,, SHANBAKY.MM Region 1, Office ol Diroclor 05/06/13 §» 
31032 257-3 10a3'003 ^ 


8508240259 Discusses Safety Insp Rept 50-334/85-11 on 850321-0405 a lorttifi 
notice of violation Fire protection roquiromonta not appropriately acted uponp-i 
10CFR50,App R 

WENZINGER,e.C, Region 1, Office ol Director 85/08/18. CAREY, JJ, DuqossMW' 
Co. 3pp. 31081:192-31061.195, ^ 

“8506240252 Notice of violation from insp on 850321-0405 VtolalFon noled vembv 
duct routed between cable spreading room & process Inalrumenl room fri 
areas. Interconnecting areas where redundant power oabloa located 
• Raglon 1, Office of Director 85/06/18. Ip 31061 105-31061 195 


P. Operating license stage documents & correapondenoe 

8508180031 FOIA request for aovon specified documonis & ends 
QRABER.L NUS Corp. 84/10/20 Division of Rules and Records Ip 
30988.268, 

8606130046 Partial response to FOIA request lor all documents re NRC procedmify 
detection & control of alcohol & Illegal drug use by persons engaged In bldscircon!i 
of nuclear reactors or lacllltles Forwards App A documents 
FELTON, J.M, Division of Rules and Records, 85/01/28. HEATH, SJ WwAnal.v 
Legal Foundallon. 66pp. 30 937:04 7-30 937' 1 67 


S. Reportable occurrences, LERs & related correspondence 

8S06040096 LER 85-011-00.on fl5O5O0,cfuring refueling outage. Inoperable snubbers 
found as result of functional testing Lockup & bleed rates outside acceptable 
range-Snubbers overhauled Remaining snubbera funcllonally tested W/850517 ltr, 
LISfcNO.R.T.i GLOV)ER,HA, New York Power Authority (lormerly Power Authority of 
the State of New York), 05/05/17, 3pp. 30710212-30710 214, 

6586030289 Summary of operating reactors events 850516 mealing Div directors or rep- 
leaenlalives briefed on events occurring since 850507 meeting Assignment of follow 
up review responsibilities discussed Attendance list end. 

CRUTCHFIELD, D, Assistant Director for Safety Assessment 65/05/22, 

THOMPSON.H L. Division ol Licensing. 18pp, 3 0708,02 1-30708 ;03fl, 

S606070310 LER 85 012 OO.’on 6 50503, during scheduled mairrt outage.two reader 
scrams occurred.Cau8ed by Improperly vafvad Instruments resulting in false low level 
signal & backfilled Instrument llne,respadiyaly.V//850530 Hr 


LINDSEY,D,J„ GLOVIER.H A, New York Power Authority (formerly Power Authority ol 
the State el New York). 85/05/30, 2pp, 30600.160 30800,161. 

8S062S0465 LER 85 014-00,on 85051 1,fe actor high pressure LC switch found to actu- 
ate at 81 psig Redundant switch found to actuate at 82 psig Switches immediately re- 
calibr A tested successfully per surveillance procedure,w/B5061 1 Hr. 

KEITH, H.N., GLOVIEfl,H.A. New York Power Authority (formerly Power Authority of 
the State of New York) 85/06/1 1 , 3pp 31 1 99:206-311 99:208, 
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F. Sacurfly, medical, emergency & lire prctecllort plana 

6606160031 FOIA request for seven specified documents & ends 
GRABER.L, NUS Corp 64/10/29. Division of Rules and Records. Ip. 30986:286- 
30986:268. 


-8S061303S6 Responds to query re release of portions of Ole ol fnvoatin aliens reft rr 
drug/alcohol abuse to specllio llcensees.Release not prohibited by FOIA or Pmaq 
Act. Concerns over precedani expressed Survey worksheets end 
SHOMAKER,E.C. Operations & Administrative Division, 82/12/20 LIEBERM/UM Rfr 
glonal Operations A Enforcement Division, 170pp 30937;356-30D38.1Be 

8506060133 Forwards safety evaluation supporting Westing house small break LOW 
model NOTRUMP for satisfying TMI Action Item II K 3 30,Gonorlc Hr 63-35 provid« 
proposed resolution of TMI Item ll,K,3 31. 

VARGA, S A Operating Reactors Branch 1, 86/05/28. CAREY,J.J Duquosno 
Co 10pp. 30702 146-30782;164. 

8608130330 Responds to 850313 request lor description ol specific Implemonlatw 
plan re safety evaluation of WCAP-10271,No Tech Spec changes on reactor l/ipsvi 
analM channels, per Generic Ltr 83-26,llem 4 5,3, requested, 

CAREY,J,J, Duquesne Light Co, 85/05/31, VARQA,SA. Operating Reactors Brancf 
1,2pp. 30859.070.30859,071, 

8606210229 Summary of 850506 meeting w/utila A Bechtel Corp In Belhesd3.M9 r< 
respiralory protection for subatmospherlo containments Agenda A list ol atiendH! 
end. 

NEIQHBORS,J D, Operaling Reactors Branch 1. 85/08/05 Operalino Rsirtsr! 
Branch 1, 16pp. 31048;04S-31048'069, 

8606280149 Ac k receipt of 850422 request lhal util determine whether or notevertwi! 
delta T trip function response time consistent w/setety 
assumptrons-Westlnghouse conlacfed A Investigation ol lead lag compensation iliit 
ed. 

CAREY,J,J, Duquesne Light Co, 85/06/11 VAHQA,S.A, Operating Roaclors Brantf 
1,2pp.31276'2iS031276'261. 

8506260433 Responds to 860307 SSEH on Integral simulation test program re kJofiMi« 
unacceptable Items. Response addresses testing molhods lor outside roott^awr 
SP/Stv? needing pressure Isolalion verification A safety injection vaXts 
CAREY, J.J, Duquesne Light Co. 85/06/13, VARGA.S.A Operating Reactors Brancf 
1.7pp. 31232,001-31232,007. 
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8S0621014B Forwards response lo Generic Ur 85 03 concerning recommended actions 
stemming Irom NRC integrated program for resolution of unresolved safety Issues re 
steam generator lube integrity 

CARE/.JJ Duquesne Light Co 85/06/14 THOMPSON.H L Division of Licensing 
12pp 31034 32e'31034 339 

65C62S0103 Forwards application lor amend to License DPR 66, removing Iodine sem- 
pfer cartndges from radloactivo gaseous effluent monitoring Instrumentation 
CAREY, JJ Duquesne Light Co 85/06/17 VARGA, S A Operating Ro actors Branch 
1 3pp 31218 286-31216 295 

-8506260105 Application lor amend to License DPR- 66, re moving iodine sampler car- 
tndges from radioactive gaseous ellluent monitoring instrumentation listed In Tables 

• Duquesne Light Co. B5/06/17 Ip 31218 280-31216 288 

-8506268109 Proposed Tech Spec Tables 3 3-13 & 4 3-13, removing Iodine sampler 
cartridges tram radioactive gaseous effluent monitoring Instrumentation Util NSHC de- 
lermlnallan end 

* Duquesne Light Co 85/06/17 7pp 31218’28g-31218 295 

8506370506 Forwards tables & figures summarizing history of reactor trip breakers In 
response lo requirement for addl justification contained In 850424 preliminary safety 
evaluation per Generic Ltr 03-26, Item 4 2 1 

CAREY, JJ. Duquesne Light Co 85/06/17. VARGA.S A Operating Reactors Branch 
1 32pp 3123a016-31238'036 

85063501 13 Forwards tabular summary of key results from regional survoy of plant-spe- 
dfic info re potential for unconirolloti radiation exposures in PWR cavities, per JG Part- 
low B50315 request No further generic action needed, 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcement 65/08/18 
MURLEY.TE Region 1, Office of Director QRACE.JN Region 2, Office of Director 
KEPPLEfl.JG Region 3, Office of Director 9pp 31211 322-31211,330 

8506270517 Corrects 850613 response lo SSER ro inservlce testing 
piogiam Accumulator discharge ilow would bo greater than expected RHR flow 
through valves under DBA conditions. 

CAflEY.J J. Duquesne Light Co. 85/06/20 VARGA.S A Operating Reactors Branch 
1 2pp 31237 340 31237 341 

6506270903 Requests payment of fee for 650528 application requesting permission to 
use ASME Coiie Case N 288 

DIGGS, R M- License Fee Management Branch 85/06/21 CAREY ,J d. Duquesne 
UghtCo Ip 31258 352-31250 352. 


O. Inapsctlon reports, IE Bulletins & correspondence 

B506140655 Responds to NRC 850405 Hr ro violations noted In Insp Ropt 60 334/84- 
30 Corrective actions Schneider Power Corp QC procedures will be reviewed to doter- 
nvno If changes can be Incorporated to provide addl clarification. 

CAREY. J 3 Duquesne Light Co. 05/05/10, EBNETER.SD, Region 1, Office of Direc- 
tor 4pp, 30932.108-30932.111 

850S13D027 SuppI 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, EX Division ot Emergency Preparedness & Engineering Response (Post 
0301031 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044:065- 
31044 171. 

8S0S 130038 SuppI 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Ellect '* Svc list end 

JORDAN, E.L. Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. ol New York, Inc 107pp, 31044 172- 
31044-276 

8505200590 IE Info Notice 65 039, "Auditability ol Electrical Equipment Qualification 
Records al Lfesnsses Fqclfitfss " Svc list end 

JORDAN, EL. Division Of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/22 Consolidated Edison Co, ol New York. I no. 106pp, 30837 258- 
30B 37.363 

8505200600 IE Inlo Notice 85 040, "Deficiencies In Equipment Qualification Testing & 
Certification Process " Svc list end. 

JORDAN, E.L Division Of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22, Consolidated Edison Co. ol New York, Inc. lOBpp 30846:168- 
30848 271 

8506110315 Requests authorization to use ASME Sectlor) XI Code Case N -288 .waiving 
100 F min lest temp requlremenl for both Class 1 & 2 components conslructsd enlire- 
w of austenitic malls, during remainder of first Inservlce insp interval. 

CAREY.JJ, Duquesne Lignt Co. 85/06/28, VARGA.S A, Operating Reactors Branch 
1. Ip. 30606:218 30606.216 

85052801B1 IE Info NoHce 85 042, "Loose Phosphor In Panasonic 600 Serlas Badge 
TLO Efamenis." Svc list end. 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/2S. Consolldaled Edison Co of New York, Inc. 120pp 30852.245- 
30652.383 

85052BO187 IE Info Notice 86-043, "Radiography Events al Power Reactors" Svc list 
erreJ 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co. of New York, Inc. t20pp 30864-1 87- 
30864-287. 

8505280185 IE Info Notice 85 044, "Emergenoy Communication Sys Monthly Teal " Svc 
list and. 

JORDAN,E,L, Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/30 Consolidated Edison Co. of New York, Inc. i21pp. 30864:046- 
30864.166. 

860S10081S Forwards Safety Insp Rept 60-334/86-09 on 850325-29 ,Nd violations ob- 
served. 

EBNETEF,S,D. Region 1, Office of Director, 86/06/05, CAREY.JJ. Duquesne Light 
Co 2pp.30794s194-307e4;200, 


-8506100625 Insp Rept 50.334/85 09 on 850325-29 No violation idontiFied Major areas 
inspected licensee action on previous Insp lindinps & nonllcensed training 
BISSETT.P, EAPEN.PK, Region 1, Ofifee ol Director 85/05/07 5pp 30794 196- 
30794-200 

8506000677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants " Svo lisfenci 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/06 Consolidated Edison Co of New York, irre 122pp 30865 001- 
30665 040 

6506060707 IE Into Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN, E L Division ol Emergency Preparedness & Enginegfing Response (Post 
830103) 65/06/10 Consolldaled Edison Co of New York, Inc 124pp 31043 301- 
31044 064 

B506140111 Forwards Insp Rept 50-334/05 12 on 850406-0513 No violation noted 
WENZINQER,E C Region 1, Office of Director 85/06/10, CAREY.JJ Duquesne Light 
Co 2pp, 30693.173-30893-188 

-6506140117 Insp Rapt 50-334/85-12 on BSO4O0-O513 No violation noted Major areas 
Inspected plant operalions.housekeeplng.fiie prole ctlon, radiological controls, physical 
aecurrly & surveillance activitres 

TROSKOSKI.W M , JOHNSON, D M , TRIPP.LE Region 1, Office ol Director 85/05/ 
24 14pp 30893.176 30893 188 

8506140240 IE Info Notice 85 047, "Potential Etfect of Lino Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Svc list end 

JORDAN.E L. Division o! Emergency Preparedness 8 Englnaerlnn Response (Post 
830103), 85/08/18 Consolidated Edison Co of New York, Inc. 134pp 31268 157- 
31268,304 

8506210331 Forwards Safety Insp Repls 50 334/05-13 & 50-412/85-11 on 850513- 
1 7 No violation noted 

MARTIN, TT Region 1, Ollice of Director. 85/08/18. CAREY,J,J Duquesne Light Co 
2pp 31032.365-31033.003 

-8506210332 Insp Repts 50 334/85-13 & 60-412/85 11 on 850513-17 No violation 
noted Major areas Insoected.operallonal radiological environ monitoring 
prog ram .action on previous Items & program lor OG ot analytical measurements 
STflUCKMEYER.R , SHANBAKY.M.M, Region 1. Office ol Director, 85/06/13 flpp 
31032 267-31033 003 

8506240259 Discusses Safety insp Rept 50-334/85-11 on 850321 0405 & forwards 
notice of violation Fire protection requirements not appropriately acted upon.por 
10CFR50.to R. 

WENZiNQER.E.C Region 1, Office of Director. 86/06/18. CAREY, J.J Duquesne Light 
Co. 3pp, 31O6l'f32-3fO01:195 

-0500240262 Notice of violation from Insp on 850321 -0405.Violatton noted ventilation 
duct routed between cable spreading room & process Instrument room fire 
a roes, interconnecting areas where redundant power cables located. 

• Region 1,OHic0 of Director 85/06/18, Ip 31061-195 31061.196. 

8506140636 IE Info Nollco 65-046, "Respirator Users NollceiDefectIve Self-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Responsa (Post 
630103) 05/06/10, Consolidated Edison Co. of New York, Inc. 123pp. 31376.064- 
31376-163. 


R. Psrlodio operating reports A related correapondence 

8506070180 Monthly Operating rept for Mar 1986 W/060408 Hr. 

SMITH, P A., CAREY, J J. Duquesne Light Co. 85/03/31 6pp 30000-260 30800:264. 

8606030529 NPOES discharge monitoring rept for Apr 1SBS.W/8S0526 Hr. 

STEEDX.S, DEVOS, D.H. Duquestia Lftht Co. 05/04/30. REID.R.W. Operating Reac- 
tors Branch 4, 21pp 30675-350-30676.006 


S. Reportable occurrences, LERs & related correspondence 

6506060672 LER 65 010-00 on 850 5 06, reactor tripped due to lo-lo level In Steam gener- 
ator B.Caused by combination of Inadequate communication between reactor & tur- 
bine operators. Event discussed w/appropfiate personnel W/650521 Hr. 

DRUQA,R,J., LACEY.W.S Duquesne Light Co, 86/05/21. MURLEY.T.E. Region 1, 
Office of Director. 4pp. 30746:297-30746.300 

6506200491 LER 86-009-0Q.on e50429,inve8llgallon revealed that testing el logic trains 
on nonstaggered basis caused failure to lost Train A In required frequency Caused by 
tracking deficiency re reactor trip response lime teatlrig.W/650523 Hr. 

DRUGA,RJ., LACEY, W.S, Duquesne Light Co. 05/05/22. MURLEY.T.E. Region 1, 
Office oi Direolor. 4pp. 31055:048-31065.(152 

8506200498 LER B5-O07-00.on 841130,durlng QC Insp ol hydraulic snubbers, oil reser- 
voirs lo four snubbers positioned so that existence of positive fluid head lo snubber 
seats could not be verified Two snubbers found inoperable.W/B60B24 Hr 
ORUQA.RJ., t-ACEY,W.S. Duquesna Light Co. 86/05/24. MURLEY.TE Region 1, 
OHice of Dlraotor. 4pp 31020.090-31020,093, 

8606200371 LER 85-006-00.on 850S02,8purlous reactor trip occurred w/o valid 
signal Mainl surveillance procedure In progress on one channel of steam line pressure 
protection halted & renewed for procedural errors,W/850S2B Hr. 

DRUGA,R.J.. LACEY,WS, Duquesne Light Co, 66/05/20. MURLEY.T.E Region 1. 
Office of Dfreofor, 4pp. 31020.221-31020.224. 

8506130557 Amends 850523 Part 21 rapt to Irvclude LocIHe Grade 242 ae acceptable 
mall. Info Hr & Ur to util end 

CUMMINS.8.R. Henry Pratt Co. 86/05/30 KEPPLER,J.Q. Region 3, Olfice of Director. 
3pp. 30091:098-30891:106. 
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-8606130573 Part 21 rapt re lack ot Loctite on Pratt nuclear model valves w/ Li mi torque 
oporalors,per Bechtel 850507 Itr & Deticioncy Evaluation Rapt 04-101 Actuators 
should be reinstalled in valves using Loclito Grades AV,271 & 277 ^ . 

CUMMINS, 8 R Henry Pratt Co, 05705/23 KEPPLER.JG Region 3, Office o1 Director 
6pp 30091 101-30891 106 


8506110334 Supplemental Part 21 repl re addl circuit breakers, furnished as spa res, w/ 
overcurrent irip devices that may have short lime delay band lever Items require insp 
& replacement if link lound incorrect 

KAISER, A F Browrs Boven Corp (subs of Brown Bovon & Co, Lid) 85/06/06 
DEYOUNG, R C Director’s OHice, OHioe of Inspection and Enlorcemenl 3pp 
30614 250-30814 252. 


DOCKET 50-395 ST, LUCIE PLANT, UNIT 1 


F. Security, medical, emergency A lire protecllon plans 

8506270682 Discusses Insp Repis 50-335/85-06 8 50 389/05 06 on 850225 0301 & 
(oivrards nolice of violation Imposilion of civil penalty not proposed based on ulil im- 

QRACE^kf^^Reg^on^^^ Otico of Director 85/05/22 WILLIAMS, J W Florida Power S 
Light Co. 3pp 31249 343-31240 347. 

-8506270697 Notice ol violation from insp on 850225-0301 Violations noted Inadequate 
liro protection fealures for sys needed to maintain hoi shutdown conoitiors 8 proce- 
dural errors 8 late Implementation of aliornale shutdown procedure 
* Begiorv 2, OSfioe of Director 85705/22, 2pp 31249 346-31 249’347 

8506040469 Requests mod ol 840614 cofilirniing ordore requiring implementation of up- 
qradad emergency operating procedures by 850701 Implcmanlallon of emergency op- 
erating procedures not expected until 860115 due lo required valid a fen & training 
WILLIAMS JW Florida Power 8 Light Co 85/05/31 THOMPSON, HL Division Ol Li- 
censing Ip 30697’262-30697 262 

8506050189 Advises that 850500 rev to guard training & qualitfcalion plan consistent w/ 
provision a of 10CFR50,54(p) 8 acceptable 

WALKER, R D. Region. 2, Office of Director. 85/05/31 WILLIAMS, JW Ftonda Power 
a Light Co 3pp 30716,212-30718 214 

8506260395 Forwards Saleguards Insp Repts 50 335/05 01 & 50-309/65-13 on 
65051 2-1 6.No violations or deviations noted 

BROWNLEE VL. Region 2, Office of Director 65/06/10 WILLIAMS, JW Florida 
Power & Light Co 2pp 31199 303 31199 305. 

-8506250403 Safeguards Insp Hopls 50 389/05-13 & 50 335/85 01 orr 850512-18 No 
viofallens or devlallons noted Major areas inspected security plan 8 impl'ementing pro- 
CQcfuros 8 security audit program Details willtfield [ref lOCFfl? 7B0td) & 73 21) 
MOORE, D.E. MCGUIRE, DR, Region 2, Olllce ol Director 05/06/05. Ip 31199 305- 
31199.305 


8506240332 Forwards safety evaluation approving conllnued impleinenlallon ol SPD5 
required per NUREG-0737,Suppl 1 Addl Info requested re paramelai selection 
BUTCHER.EJ, Operating Reactors Branch 3 83/06/11. WILIIAMS,JW, Florida 
Power a Light Co 2pp 31166 266 31166 270. 


-8506240341 Safety evaluation approving continued Implementation of SPDS required 
per NUREG-D737.Suppl 1 Addl design Info requested re addition ol hot leg tomp, stock 
& a team line radiation monitor to parameters selected (or display 
* Office of Nuclear Reactor Roguintion, Director, 85/06/11 12pp 31156 268- 
31 156‘270, 


8506140028 Forwards Rev 6 to "Topical QA Rept " Changes do not reduce o*-' 
ments in program description previously accepted by NRC 
WILLIAMS, JW Florida Power 8 Light Co 85/06/10 THOM PSD N,H L DiYiS-uncll 
censing Ip 30694 118 30894 251 

-8506140040 Rev 8 lo "Topical QA Rept ” 

' Florida Power 8 Light Co 85/06/10 133pp 30094 119 30894 251 

6506240123 Responds lo Generic Hr 05 02 re programs providing assurance ihjp. 
ability of steam generator lube rupture remains acceptably low Category C-2i'ti 
generator tube insp recommendations will bo submitte-d by 050916, 

WILLIAMS,JW Florida Power 8 Light Co 85/06/10 THQMPSOM.H L Div.s,uftdl 
censing Spp 31061 218 31061 225 

6506280030 Confirms 850311 commitment lor validation ol CEFLAShMASsrraH , 
LOCA code by post-teat analysis of Somiscalo Tost S-UT-0,por TMf Action Rani'g' 
II K 3 30 a II K 3 31 

WILLIAMS, JW Florida Power 8 Light Co 05/06/24 THOMPSON, HU OlV 1 S^ndl 
censing Ip, 31253 329 31253 329 


Q. Inspection reports, IE Bulletins 8 correspondenco 


8506210511 Forwards SALP Repts 50-250/85 01.50-251/86-01, 50-335/65 82 4! 
389/05-02 for Jul 1963 - Oct 1984 

GRACE.J N Region 2, Ollico of Director 85/02/07 WILLIAMS, J W Florafa Pe<u 
Light Co 3pp 31057 262 31057 319 

"6596210615 SALP flepla 50-335/85 02 8 50 389/85 02 lor Jul 1983 - Ocl 
* Region 2, Office of Director 05/02/07. 23pp 31057:297-31057 310 

86D3260235 Ack receipt ol 850301 Itr Informing NRC of steps tekon lo collect vM/ 
noted (n Insp Repts 50-335/85 01 8 50 309/95-01 

WALKEH.R D Region 2, Olllce of Director 85/03/20. WILLIAMS, J W Florida R. 
8 Light Co Ip 29503 123 29503 124. 

"6503260239 Responds to NRG 950201 Hr re violations noted In Insp Hopls 50-33' i 
01 8 50-399/85 01 Corrective actions withheld Crol 10CFR73 21J, 

WILLIAMS, JW Florida Power 8 Light Co 85/03/01 GRACE.J N Hogton /.O”,! 
Director Ip, 20503 124-29503 124 

8506210049 Forwards Insp Repts 50-335/95 07 & 50-369/85 07 O-n G502U'C>>tl 
notice of violation 

WALKER, R D Region 2. Olllce ol Director 85/05/07. WILLIAMS, J W FEorjila Tv 
a Ugh) Co 2pp 31056 125-31056‘133 

"6506210051 Nolico of violation from insp on 050212-031 1 
’ Region 2, Olllce ol Director 85/05/07 Ip 31056.127-31050127 

..0506210055 Insp Repts 50 335/B5-07 8 50 360/85 07 on 65021 Z-OGH We 
noted failure to Implement proceduro for oquipmont out of sve 
CRLENJAK.R.V , BIBB.H fc, ELROD,S,A Region 2, Olllce of Olroctoi. e5/05'97 1 
31058129 3106B'133 

8506210S06 Forwards Insp Repis 50-335/06 08 & 60-300/05 09 on, 6503120; 
nolico of violation 

WALKER, RD. Region 2, Ollico ol Director 85/05/08, WILLIAMS, J W FfoiKlif, 
8 LighI Co 2pp 31057-254 31057.261. 


p. Operating license etage documenle & cerrespendence 

8506170077 Responds to FOIA request lor records re FIN B 0469. "Contalnmenl Leak 
Rale Tesllne Program'* & Quadrox Corp/NRC eoniracta Forwards documanis re FIN 
B 0499 Documents also available in PDR No documanis re Quadrex sub) to requosl 
FELTON ,J M Division ol Rules and Records, FIN 0 0489, 05/03/26 

REYTBLATT,Z.V. Warren Wilson Collage, Swannanoa, NC, 7pp 30987.036- 
3(je87-078. 


■6506210614 Nolico of violation from Insp on 050312 0400, 

• Region 2, Office of Director. 85/05/00. Ip. 31057 258-31057.256 

■6508210518 Insp Repis 50 335/65 08 8 60-380/05-06 on 950312-0408 VMj 
noted’ failure to Install safety related batteries par drawings 8 lalluro la tmplerwiri 
velllarrco Instruction Tech Specs. 

CRLENJAK.R.V,, BI0B,H E , ELROD.S.A. Region 2, Ollico ol DllOCWr OS/OJ/M 
3 1057 -257-31 057,261. 


■8210120209 "ContaJnmenl Leak Rate Tesling Investigations," progress summary lor 
Sept 1982. 

NAUS.D.J Oak Ridge National Laboratory, FIN 0 0489 82/10/05 ARNDT, Q Me- 
chanical Engineering Branch. 3pp. 30987-1 12-30907-1 14. 


8606130027 Supp1 1 to IE Inlo Nollco 64-66, "Seal Table Leaks a1 PWFts " Svchl 
JORDAN, EL Division of Emergency Preparedness & Enoinoorlr^g Rosporr^i 
930103). 96/05/14 Consolidated Edison Co of Now York, Ino r07pp 318M 
31044-171, 


-8212010006 Forwards tisl ol planis lor which leek tost repts ware selected for review 
by ORNL Leak testing criteria will be prepared from revlaw.W/o end. 

ARNDT, EG, Maohanloal/SIniclural Engineering Branch 82/08/18 SHAPAKEn,J, 
Containment Systems Branch. 4pp. 30987.118 30987 121, 


"8506170416 "ConlBlnmont Leak Rale Testing," monthly pregress rent lor Aug 1982 
DOUGAN,J.R. Oak Ridge National Laboratory. FIN B0489. 62/06/26. ARNDT.EG. 
Divialon of Engineering Technology 6pp, 309871127-30987:132. 


"8506170496 Requests permission to observe upcoming Types A,0 & C testa at fisted 
tacllltles,per FIN 0-0469, "Containment Leak Rale Testing 

DOUGANJ R, Oak Ridge National LaboralOfy, FIN B-0489. 82/10/01, 0'REILLY,J P. 
Regtoft 2, Office of Director. Ip, 30987.133-3fS987;133 


8606040545 Forwards safety evaluation on ulil 840724 requasi to delete FSAR, Section 
8.3, 1.1 .6 re insulating mall on underground power cables. Request QCcepleble.TAC 
68363 complete. 

MILLER, Ja Operating Reaclore Branch 3, 86/05/08 WILLtAMS.JW. Florida Power 
& Ught Co. Ip 30724:1 95-30724:1 68. 


"8606040548 Safety evaluation supporting util 840724 request lo delela FSAR, Section 
8 3.1.1 .9 re insulating mall on underground power cables, 

‘ Office of Nuclear Reactor Regulation, Director. 65/05/06. 3pp. 30724.196- 
30724:198, 


8505130038 SuppI 1 lo IE Info Nolico 85 020, "Motor. Operated Valvo rajlufdO 
Hammering Enecl," Sve list end 

JOHDAN,EL Division of Emergency Preparedness & Engineering Rospocs* 
830103 . 85/05/14 Consolldaled Edison Co of Now York, Inc. tOFpp 3l(Xf 
31044-279. 

6506200171 Forwards Exam Repta S0-335/OL.9S.O1 & 50 3 99/ OLDS Ot ol Sni.'i 
ministered on 850211-13 8, 0305 

BROWNLEE, VL Region 2, Olllce ol DIreclor 05/05/2f. WILLIAMSJW f 
Power & Ught Co, 2pp, 31023.161-31023 266. 

"6608200177 Exam Repis 60 336/OL-86 01 & 60-3a9/OU 66 01 on 650211 
030S.Exam resulls-all 10 candidates passed oral exams & 7 ol 8 candKlaiM p 
writlen exams. 

JOHNSON, A.H., WILSON,BA Region 2, Office of DIreclor. 85/05/13 i 
31023-163-31023:265. 

8505200690 IE Info Notice 95 039, "Auditablllly ol Eleciricaf Equlpmont Ou«N 
Records al Licensees Facilities." Svo list end 

JDRDAN,E.L Division of Emergency Preparedness & Engineering RosporrH 
930103). 65/05/22. Consolidated Edison Co. ol New York, Inc lOOpp 3082 
30637.363 


8506070487 Forwards addl info re reactor coolant pump Irip, par NRC 850423 A 26 
requesis.Con1alAnnenl Isolalfon actuation signets do not alfeol any reaclor coolant 
pump essential sves. 

WJLLIAMS,tf W. Florida Power & Light Co. 85/06/03 MILLER, J.R. Operating Reactora 
Branch 3. 4pp 30767:356-30757:359, 


8505200600 IE Info Notice 65-040, "Dellclenclea In Equipment Oualiricalion Ts; 
Cerllllcelion Process." Svo list end. 

JOROAN,E,L. Division of Emergency Preparedness & Engineering Respona 
830103). 85/05/22. Consolidated Edison Co. of New Yoik, Inc. 106(9. 308<i 
30848:271, 
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t50e270682 Discu5S9S Insp Repls 50'd35/85-06 & 50-389/05 06 on 850225 0301 & 
forwards notice of violation Imposition of civil penalty not proposed based on util Im 
mediately reporting problem 

GRACE, J N Region 2, Office of Director 85/05/22 WILLIAMS, J W Florida Power & 
Light Co 3pp 31249 343 31249,347 

-8506270697 Notice of violation from insp on 850225 0301 Violations noted inadequate 
fire protection features for sys needed to maintain hot shutdown conditions & proce- 
dural errors & lato implementation of alternate shutdown procedure 
■ Region 2, Office of Director 85/05/22 2pp 31249 346-31249 347 

8506260161 IE Irrto Notice 85 042, "Loose Phosphor In Panasonic 800 Senes Badge 
TLD Elements" Svc list end 

JORDAN,E L Division ot Emergency Preparedness & Engineering Response (Post 
&30103) 85/05/29 Consolidated Edison Co Ql New Yorfr, Inc i20pp 30852 245 
30852 303 

6605280167 IE Info Notice 85 043, "Radiography Events at Power Reactors," Svc list 
end 

JORDAN,E L Duvision of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New YorK, Inc f20pp 30884-1 67- 
30864 307 

8505280105 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test" Svc 
list end 

JOROAIV,E L Division of Emergency Preparedness & Enflineenng Response (Post 
830103] 85/05/30 Consolidated Edison Co. of New YorK, Inc i21pp, 30864'045- 
30864 186 

650306QQ77 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weslinghouse Designed Plants " Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/06 Consolidated Edison Co. of New YorR, Inc f22pp 30865 001- 
30865046 

8506060707 IE Info Notice 85-046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamlnallon Limits for Transport Packages." Svc list end, 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10 Consolidated Edison Co. of New York, Inc I24pp 31043-301- 
31044 064. 

8506260395 Forwards Safeguards Insp Repls 50-335/85-01 & 50-380/85-13 on 
850512-16 No violations or deviations noted. 

8ROWNLEE.V.L. Region 2, Office ot Director. 85/06/10 WILLIAMS, J,W Florida 
Power a Light Co 2pp 31 199,303-31 199-305 

-8 5062 50403 Safeguards Insp Repls 50 389/65-13 a 50-335/65-01 on 860512-16 No 
violations or deviations noted Malor areas Inspected security plan a implementing pro- 
cedures a security audit program Details withheld (rol 1OGFR2.70O{d} A 73 21), 
MOORED e . MCGUIRE.D.fl Region 2, Office of Director. 85/06/05 Ip, 31190 305- 
31199 305 

8506140240 IE Inlo Notice 65 047, "Potential Effect of Lino-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN, EL Division of Emergency Preparedness a Engineering Response (Post 
830103) 65/06/18 Consolidated Edison Co oi New York, Inc I34pp 31268-157- 
31268 304 

6506 24 0123 Responds to Generic Ltr 85 02 re programs providing assurance that prob- 
ability of steam generator tube rupture remains accoptabjy low Category C-2 steam 
generator tube Insp recommendations will be submltled by 650916, 

WILLIAMS, JW. Florida Power a Light Co. 85/00/10. THOMPSON,H.L Division of LI 
censing 8pp. 91061 210-31061.225, 

850614D63B IE Into Notice 85 048, "Respirator Users Nollce Defective Sell Contained 
Breathing- Apparatus Air Cylinders." Svc list and 

JORDAN.E L Division ol Emergenoy Preparedness A Engineering Response (Post 
030103) 85/06/19 Consolidated Edison Co. of Now York, Inc I23pp 31376:064- 
31370-183. 


R. Periodic operating raporia a related correspondence 

6506110231 FOIA request for 1983 annual rept for safety relief valve challenges ol 
hated plants & annual plant mod, testa a experiments rept for 1983 per 10CFR60,S9. 
PEDRO, J. NUS Corp. 84/10/25. Division of Rules and Records 1p 30839-140- 
30839 140 

6 S66 110242 Responds to FOIA request for 1903 annual plant mod,leal8 & experiments 
& safety relief valve challenges rept3.Forwards App B documanis App A documents 
available Jn PDR, Availability of repts listed by facility. 

FELTON,JM Division of Rules and Recoras 04/12/20. PEORO,J NUS Corp. 6pp. 
30a3B;141-30B41.130 

6506100116 Monthly operating repts for Mar 1 985.W/65041 S Hr. 

QRANLN.W., WILLIAMS, J.W, Rorida Power A Light Co. 05/03/31. 16pp. 30028:305- 
30828 321. 


S. Reporiable occurrencos, LERs A related correapondenca 

8506130557 Amends BS0523 Part 21 rept to Include Loctite Grade 242 as acceptable 
mall. Info Hr A ltr to util end. 

CUMMINS, B R, Heniy Pratt Co. 85/05/30. KEPPLER,J G. Region 3, Office ol DIreolor. 
3pp. 30091:098-30091 ;1 06. 

-850i6130S73 Part 21 rept re lack of Loctite on Pratt nuclear model valves w/LlmItorque 
operators,per Bechtel 850607 ltr A Deficiency Evaluation Rept 84-101 Actuatora 
should be reinstalled in valves using Loollte Qrades AV,271 A 277, 

CUMMINS.B R. Henry Pratt Co. 85/05/23, KEPPLER.J.Q. Region 3, Office ot DIreotor. 
epp. 30091.101-30091:106. 

8506110334 Supplemental Pari 21 rept re addi circuit breakers.furnished as spares, w/ 
ovetcurrenl trip devices that may have short lime delay band lever.ltems require Insp 
A replBcement it link found Incorrect, 

KAISER, A F. Brown Boverl Corp. (subs, of Brown Boverl A Co^ Ltd.) 85/06/06, 
DEYOUNG ,R.C Director's Office, Office of Inspection and Enforcement. 3pp 
308 14:250-3061 4:252. 


V. Operator Examinations 

8506200171 Forwards Exam Repls 50 335/OL-85-01 A 50-309/OL-B5 01 ol exams ad- 
ministered on 050211-13 A 0305 

BROWNLEE, VL Region 2, OlHce of Director 85/05/21 WILLIAMS.J.W Florida 
Power A Light Co. 2pp 31023,161-31023 265 

-8506200177 Exam Repts 50 335/OLB5 01 A 50 389/OL-B5-01 on 850211-13 A 
0305 Exam results all 10 candidates passed oral exams A 7 of 8 candidates passed 
Written exams 

JOHNSON,AH, WILSON.BA Region 2. Office ol Director 85/05/13 103pp 
31023163 31023 205 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8506070624 Forwards comments on facility DCRDR program plan, Meeting will be 
scheduled to discuss concerns Tentative agenda end 

TOURIGNY.E G Operating Reactors Branch 3 85/05/23 OPEKA.J F. Northeast Nu 
clear Energy Co, (subs ot Northeast Utilities) 33pp 30798 163 30766 195 

8506040482 Application for amend to License DPR-65, revising Tech Specs re fire pro- 
tection sys, Including lire detectors, fire water pump diesols.spray/sprlnkler sys, hose 
station A penetration fire barriers Fee paid 

OPEKA.J F , SEARS, C F Northeast Nuclear Energy Co (subs Ot Northeast Utilities). 
OPEKA.J F Northeast Utilities 65/05/28 MILLER, J R Operating Reactors Branch 3. 
5pp 30697316-30607 342 

-8506040464 Proposed Tech Specs re lire protection sys.lnctudlng fire detectors, flro 
water pump dieaels,spr^/sprinKler sys, hose station A penetration fire barriers 
* Northeast Nuclear Energy Co (subs ot Northeast Utilities) 85/05/31 20pp 
30697-323 30697:342. 

0506060236 Advises that revs to inadequate core cooling sys (NUREQ-O737,U0m ll.F 2) 
emergency operating procedures will be Implemented after successful completion of 
ws testing A callhr.per ongoing DCRDR, in response to 850418 Ur 
OPEl^.JF Northeast Nuclear Energy Co (subs, of Northeast Ulilllias) OPEKA.J F 
Northeast Utilities. 85/05/30, MILLER.JR Operating Reactors Branch 3 2pp 
30727 225 30727,220 

8506110435 Forwards Rev 0 to physical security plan Rev withheld (ret 10CPR73 21 A 
2 790} 

OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKA.J F 
Northeast Utilities 65/05/31. YOUNGBLOOD.B.J, Llcanslng Branch 1 MURLEY.TE 
Region 1, Oflice of Director. 3pp 30816-309-30816.311. 

8606110280 Emergency plan Imdementlng procedures, Including Rev 7 to EPIP 4211 re 
on-call procedure A Rev 8 to EPIP 4216 re Unit 1 slack A containment air post-acci- 
dent sampling, Em orgency plan Implementing procedures Index end W/0506()G ltr. 
HERBERT.N , OpEKA.J.F, Northeast Nuclear Enargy Co. (subs, ol Northeast Utilities) 
OPEKA,JF Northeast Utilities 65/06/06 121 pp 30606-220-30806:340. 

8506210369 Forwards Safety Insp Repls 50 245/85-10 A 50-336/85-13 on 8S0326- 
0513 No violation noted Receipt of util 850402,04 A 26 lira re Issues Identified during 
insps ack AddI followup will occur during routine insp 

WENZINGEn.E.C Region 1. Office ol Director. 05/08/17 OPEKA.J F. Northeast Nu 
clear Energy Co, (subs ol Northeast Ulllitios), 2pp. 31031-263 31031.274 

-8606210376 Safely Insp Repts 50-245/85 10 A 50-336/85-13 on 850325-0513 No Vio- 
lation noled.Major areas lnspecled:planl operations, equipment alignment A 
readiness, radiation protedion,physlcal security A fire protection 
SHEDLOSKYiJ.T, Region 1, Office of Director 85/06/07 10pp. 31031.265- 
31031 274. 


P. Operating license stage documents A correspondence 

8S06170Q77 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Rale Testing Program" A Quadrax Corp/NRC contracls.Forwards documents re FIN 
B'0466 Documents also available In PDR, No documents re Quadrex sub) to request 
FELTON, JM Dfvis/on of Rules and Records, FfN 6-0480 85/03/25, 

REYTBLATT.Z V. Warren Wilson Collage, Swannanoa, NC. 7pp. 30987:036- 
30987-076 

-8210120209 "Containment Leak Rote Testing Investigations," progress summary lor 
Sept 1982. 

NAUS.DJ. Oak Ridge National Laboratory. FIN B 0469. 62/10/05, ARNDT.G Me- 
chanical Engineering Branch. 3pp, 30937,112-30907-114. 

-8212010006 Forwards list of plants for which leak test repts were selected for review 
bv ORNLiLeak testing criteria will be prepared from review. W/o end. 

ATtNDT,EG Mechanical /Structural Engineering Branch. 82/08/18 SHAPAKER,J. 
Containment Systems Branch. 4pp. 30987:110-30907:121. 

-8506170416 "Containment Leak Rate Testing," monthly progress rept lor Aug 1982 
DOUQANJ.R Oak Ridge National Laboratory FIN B 04B9. 82/00/26 ARNDT, E G 
Division of Engineering Technology 6pp. 30987.1 27-30907:1 32. 

8500030515 Advises that proposed Tech Spec revs re limiting overtime for persons per- 
forming safety-related funcuons currently under review A approval.Proposed changes 
will be submitted by 850630. 

OPEKA,J.F, Connecticut Yankee Atomic Power Co OPEKA,J,F, Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). OPEKA,JP. Northeast Utilities. 85/05/24 
MILLlbR.J.R. Operating Reactors Branch 3. ^OLINSKI.JA. Operating Reactors 
Branch 6. Ip, 30e79;0a-30679 023. 

8506040482 Application lor amend to License DPR-6S, revising Tech Specs re lire pro- 
tection sy3,lncludlng lire detectors, lire water pump diesels, spray/sprinkler sys,hose 
station A penetration lire barrler3.Fee paid. 

OPEKA,J,F„ SEARS,C.F. Northeast Nuclear Energy Co. (subs, of Northeast Ulillltes) 
OPEKA,J.F, Northeast Utilities. 65/05/20 MILLER, J.R. Operating Reactors Branch 3. 
5pp. 30697:318-30697:342, 


I 
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-<S508040464 Proposed Tech Soecs re fire proteclion sys, Including fire detaclors^lire 
water pump diesels, sprw/sprinkler sya.hose station & penietration fire barriers 
* Northeast Nucloar Energy Co (subs of (Northeast Utilities )> 85/05/3 1 20pp 
30697 323-30697 342 

8506070284 Responds to 650419 request for addi into rs post trip review program, per 
Generic Ur 83-28 Revised Procedure SP 2671, "Duty Officer Reouiraments After Trip 
or ESP Actuation" & Procedure EOP 2525, "Std Post-Tnp Actions’’ end 
OPEKA,JF, SEAHS.CF Northeast Nuclear Energy Co (subs of Northeast Utilities) 
OPEKA,JF. Northeast Utilities 85/05/26 MILLER.JR Operating Reactors Btarich 3. 
2pp 30752 093-30752138 

~8506D70298 Rev 0 to EOP 2525^ "Std Post-Trip Actions ’’ 

KEENAN,J S Northeast Nuclear Energy Co (subs of Northeast Utilities) 84/02/24 
17pp 30752 095-30752111 

-8608070308 Rev 1 to Station Procedure SP 2671, “Duty Oflicer Requirements Alter 
Trip or ESF Acluatloa" 

KEENAN, J S Northeast Nuclear Energy Co (subs of Northeast Utilities) 85/04/25 
27pp 30752 112-30752138 

8506120335 Application for amends to Licenses OPR-S1,DPR-2l & DPR 65, incerporal 
ing 10CFR50,App I reiiuirements into safety Tech Specs & eliminating need for sepa 
rate App B to licenses Foe paid 

OPEKA.J.F Connecticut Yankee Atomic Power Co OPEKA,JF Northeast Nuclear 
Energy Co (subs of Northeast Utilities) OPEKAJF Northeast Utilities 85/05/29 
ZWOllNSKUA Operating Reactors Srartch 5. MILLERJfl Operating Reactors 
Branch 3 3pp 30649 077-30850.100 


8506250432 Fonvards replacomenl page for insertion into Attachment 2 as seccvi 
page of "Sleeving Program" section ot Info onci m EJ Butcher 850612 lIrPertiiv 
info presented at 850501 meeting & updated meeting handouts provided w/ltr 
OPEKA.J F Northeast Nuclear Energy Co (sobs of Northeast Ulililles) OPEKAJf 
Northeast Utilities 85/06/18 BUTCHER,ET Operating Reactors Branch 3 Uc 
31180 337-31180 338 i' » ‘K 


Q. Inapectton reports, )E Bulletins & correspondence 


8S05130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN.E L Division of Emergency Proparednoss & Engineering Response (Pca 
830103) 85/05/14 Consolidated Edison Co of New York, Inc f07pp 31044W 


8S0S1 30038 SuppI t to IE tnfo Notice 05 020, "Motor-Oporaled Valve Failures Due t; 
Kamnioring Effect " Svc list ertcl 

JORDAN.E L DNiaion of Emergency Preparedness & Englneerino Response IPcs 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 t7J 

^^nAA 070 * 


8505200590 IE Into Notfee 85 039, "Auditability of Electrical Equipment QuaCricab^ 
Records at Licensees Facilities " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response fPos 
83010^ 85/05/22 Consolidated Edison Co of Now York, Inc foepp 3083 7 258 
30837 363 


-8S0812036S Proposed Tech Specs efimlnatlng App B lo licenses by incorporating 
tOCFRSO.App I requirements 

* Connecticut Yankee Atomic Power Co 85/05/31 3Blpp 30849 080 30850 100 

6506080445 Responds to 850424 questions to confirm that containment Isolation.w/ 
continued reactor coolant pump operation, will not lead to seal or pump damage or 
failure Critical components located in mild environs 

OPEKA.JF. Northeast Nucloar Energy Co (subs of Northeast Utilities). OPEKA.J F 
Northeast Utilities 85/05/30. MILLER,JR. Oporaling Reactors Branch 3. 2ap 
30732.222-30732 223 


6506100513 Forwards reload safety analysis In support ot Cycle 7 reload.Core reload 
will not adversely affect plant safety 

OPEKAJF. Northeast Nuclear Energy Co (subs cl Northeast Utilities). SEARS.CF, 
OPEKA.JF. Northeast Utilities 85/06/05 MILLER.JR Operating Reactors Branch 3. 
4pp 30783 236-30793 263 


"8506100524 "Millstone Nuclear Power Stallon.Unlt 2 Cycle 7 Final Reload Safety Anal- 
ysis" 

’ Northeast Nuclear Energy Co. (subs, cl Northeast Utilities) 86/08/30 22pp. 
30793.242-30793 263. 


6506210381 Foiwerda draft Rev 7 to QA program topical repi for review & 
^roval.Reason & basis for changes also and 

OPEKA,J.F., SEARS.CF Northeast Utilities Service Co. (subs of Northeast Utilities) 
OPEKA.JF. Northeast Utilities. 85/06/05. MURLEY.T.E. Region I, Office of Director 
5pp. 31055.217-31055 357 


8505200600 IE Info Notice 85 040, "Detldoncloa in Equipment Qualilication Tesline I 
Certification Process " Svc list end 

JORDAN.E L Division of Emergency Proparednoss & Engineering Response (P« 
830103) 85/05/22 Consolidated Edison Co of New York, tnc foB op 30848165 
•ina>i a *d7 i 


8508140227 Responds to NRC 050425 Itr re violations noted in Insp Rept 50 336;65. 
08 Corrective actions all facility calibr stds will ba checked against applicable ASifiE 
Section XI & reg guide requirements.ResultS Will be provided by 851 139 
OPEKA.J F- Noftnaast Nuclear Energy Co (subs of Northeast Utiliiios) OPEKAJF 
Northeast Utilities 85/05/28 EBNETER.SD. Region 1, Ollica ot Director 3tti 
30893159-30893152 


6505280161 IE Info Notice 85-042, "Loose Phosphor fn Panasonic 800 Series Badew 
TLD Elomonta " Svc list end ^ 


JORDAN.E L Division of Emergency Proparednoss & Enginostlng Response (PosI 
630103). 85/05/29 Consolidated Edison Co. of New York, Inc. T20pp 30852245 
30852'363 


BB0S100427 Discusses intended applications of Drillco Maxi Bolt concrete ancborsiE 
Bulletin 79 02 factor of safety used to compensate for uncertainly In load carrying u 
p^abllity duo to friction between expansion anchor boll wedge S concrolo 
OPEKA.J F. Connecticut Yankee Atomic Power Co. OPtKA,J F. Northeast Nuckii 
Energy Co. (subs of Northeast Utilities) OPEKA.J F Northeast utilitloa 85/65/13 
MURlEY.TE Region 1. Office of Diroclor 4pp 30701 145-30791.148 


-8S06210363 Oratl Rev 7 to QA program lopJcal rept. 

' Nerthaasl Utilities 85/08/05. ISBpp. 31055:222-31 055'367 

8508110252 "Corporate Organization Nuclear Incjdonla Procedure Manual." W/aS0606 
hr 

RODGERS., OPEKA.J F Northeast Nuclear Energy Co (subs of Northeast Utilities). 
OPEKA.J.F, Northeast Utilities. 65/06/06 22epp 30807.227-30BOB.094 

6506140503 Application for amend lo Licenao DPR 65.revislng Tech Spec Sections 
3 2 . 1 ,Pags 3/4 2-15 322 2,Page 3/4 2-6 re Cycle 7 reload, based on discussions w/ 
NRG 

OPEKA,J.F., SEARS.CF Northeast Nuclear Energy Co. (subs of Northeast Ulililles). 
OPEKA,JF Northeast Ulllitiea. 85/68/11 BUTCl^H.EJ Operating Reactors Branch 
3. 2pp. 30897.217-30897:220 

-8506140605 Proposed revs lo Tech Spec Saollons 3 2.1, Page 3/4 2-1 & 3 2 2 2,Paae 
3/4 2-S ra Cycle 7 reload 

• Northeast Nuclear Energy Co. (subs of Northeast Utilities). 85/06/11 2pp 
30897'219-a0897:220 


85052S01C7 IE Info Notice 05 043, "Radiography Events at Power Reactors" Svc bst 
end. 

JORDAN.E L Division of Emergency Proparednoss & Engineering Responso (Pnl 
830103). 86/05/30. Consolidated Edison Co. of New York, Inc i20pp 30861 
30864 287 

8605280105 IE Into Notice 06 044, "Emergency Communioallon Sys Monthly Tost" $ft 
list end 

JORDANiE.L. Division of Emergency Preparedness & Engineering Rosporse (Post 
830103). 8S/05/30. Consolidated Edison Co. of New York, Inc 12100 30684045- 
30&64'166. 


8508100401 Responds to NRC BS0503 Itr re violations noted In Insp Rept 50 336/65- 
IZ.Corredlve actions.llow test box modified lo conform w/roquiromonis of Figure 
2605D-1, Sketch I.Including installation of tost oquipmenl Valves V'12 & V-13 
OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) OPEKAJF, 
BfSHOP.R.W. Norlhsast Utllltlas. 86/06/31 WEN2INQER.E.C. Region 1. OfFicoolfr 
rector 2pp. 30794:246-30794.247. 


8SS61TC381 Forwards resuffs of core barrel Insp performed during Cycle 7 refueling 
outege.Through wall cracks at thernna) shield support Lugs 4 & 6 not propagated. 
OPEKA.JF., SEARS.CF. Northeast Nuefea; Energy Co (sobs of Northeast Ulililles) 
OPEKA,J.F. Northeast Utilities. 65/06/1 1. BUTCHER.E J. Operating Reactors Branch 
3 4pp. 30956:137-30956:140. 

8508170486 Responds to NRC 860111 request for atfdl Info re NUHEQ-0737, TMl Item 
11.0.1 concerning performance testing of relief & safely valves.seiectlon of transients 
& valve Infat conditlons.vatva operebiifty & thermal-hydraulic analysis. 

OPEKA.J.F., 8EARS.C F. Norlnensl Nuclear Energy Co. (subs of Northeasl Utilities} 
OPEKA,JF Northeast Utilities. 85/06/11 BUTCHER ,E.J Operating Reactors Branch 
3. 17pp. 30957.359-30fl58'016 


8506Q60877 IE Info Notice 85 046, "Potential Seismic Intoraclion Involving Movable In- 
Core Flux Mapping Sys Used fn Weatinghouse Designed Plants." Svc list end 
JORDAN.E L. Divlalon ol Emergency Preparedness & Enalneerlng Response 1P«I 
839103). 06/06/08, Consolidated Edison Co ol New York, Inc 122pp 30865001 
30865:048 


8508080707 IE Info Notice 85 046, "Clarification of Several Aspects ol Removable flj 
dioacllve Surface Contamination Limits for Transport Packages." Svc list end 
JORDAN.E L Division of Emergency Preparedness & Englnoerlng Response (Post 
630103) 86/08/10. Consolidated Edison Co of Now York, Inc. {24pp. 31043301 
31044.064. 


8508170526 Application lo amend License DPR-as.changlng Tech Specs re battery svc 
test lor onsite power distribution 8y8.allow1ng 60 month performance discharge test lo 
be performed in lieu of tB-monlh battery svc test Fee paid. 

OPtKA,JF„ SEARS.CF. Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utililles. 85/08/11 BUTCHER.E J. Operating Reactors Branch 
3. 3pp. 30968‘200 S0956-204 


8506210294 Forwards summary of & handouts from 860501 meeting re chemical clean 
Ing process & steam generator tube Inap.Sleam ganeralore will conform to Tc<f 
Specs upon completion of relaletf adivitlea. 

OPEKA,J.F.. SEARS.C.F. Northeast Nuclear Energy Co. (subs ol 
OPEKA.JF. Northeast Utilities 66/06/12. BUTCHER.E J. Operallr 
3. Sepp. 31035;031-ai035,089. 


Northeasl UMIi«) 
g Reactors Brand 


-8506170526 Proposed Tech &ac changes re battery svc test for ensile power dlslrl 
button sys Change allows perto/nvanca discharge last to be performed In lieu of 18- 
month battery svc test. 

• Northeaat Nuclear Energy Co. (subs, of Norlheael Utilities). 85/06/30 2pp. 
30956-203-30956.204. 

8S08210294 Forwards summary ef & handouts from 850501 meatino re chontlcal dean- 
ing process & steam generator tube Jn8p.Sleain generators will conform to Tech 
Specs upon completion of related activities. 

OPEKA,J.F., SEARS.C.F. Northeast Nuclear Ettergy Co. (subs, of Northeast Ulililles), 
OPEKA,J.F, Northeast Utitltles. 86/06/12 BUTCHER.E J. Operallng Reactors Branch 
3. 59pp. 31 036 031-31 035.069. 


8608210389 Forwards Safely Insp Repts 60-24S/85-10 & 50 336/as- 13 on 859)25 
0513.No violation noled.Recelpt of util 850402,04 & 26 lira re issues Ideniified duw 
In^s Bck AddI followup will occur during routine Insp. 

WENZINGERjE.C. Region 1, Office of Diroclor, 85/06/17, OPEKA.J,F. Northeasl Mi 
clear Energy Co. (subs of Northeast Utilities). 2pp 3 103 1:28 3-3 1031 -274 


“8506210376 Safety Insp Rapta 50-246/86*10 & 60-336/a6-13 on 860325-0513 Novo 
lation noted Major areas Inspected plant operations, equipment alignmont i 
readiness.radlation protection, physical security & fire proteclion 
SHEDLOSKY,J.T., MCBREARTY.R.A,, MCCABE.E.C. Region 1, Office of Diroclor tfij 
08/07. 10pp. 3 1031 '265-31 031:274. 
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8-506 14 0240 IE Into Notice 85-047, ''Potential Efiect of Line Induced Operation on Cer- 
tain Taraet RocV Solenoid Operated Valves " Svc list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
330103} 85/06/18 Consolidated Edison Co of Nevr Yoik, Inc 134pp 31268157- 
31288 304. 

8508210358 Forwards Safety Insp Rapta 60 245/85 11 & 50 336/06-14 on 050415-19 
& notice of violation Insp of shlprnenl of radwaste conducted on 650311 by Stale of 
SC losulied in civil penalty & suspension of burial site privileges 
MURLEY.TE. Region 1, Office of Director 85/00/18 OPEKA.J.F Northeast Nuclear 
Energy Co (subs, of Northeast Utilities) 3pp 31033 004 31033 025 

“6506210357 Nolice of violation from insp on 860415-19 
' Region 1, Office of Director 85/05/16 3pp 31033 007-31033 009. 

“8506810358 tnsp Repis 50 245/85 11 & 50-336/85-14 on 850415 19 Violation 
noted failure to follow procedures for receipt insps 

SHANaAKY,U M . CLEMONS, P , BICEHOUSE.H Region 1, Oflico of Director 85/06/ 
06 tSpp 310330.10-31033.025. 

8506340586 Forwards Insp Repl 50-336/85-16 on 650429 0503 No violation noted 
ESNETER.S.O Region 1, Office of Director 85/06/18 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 31159117-31159 123 

-850824657S Insp Repl 50 336/85-18 on B50429 0503 No violation noted Malor areas 
inspected areas of insetvice insp program ac1ivitie5,including ultrasonic exam of piping 
rady current test of steam generator tubes & sleeves 
GRAYER, WIGGINS, J. Region 1. Office of Director B5/05/29 5pp 31159110- 
31159)23 

8506140836 IE Into Notice 85-04B, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Svc list and 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/19 Consolidated Edison Co of New York, Inc 123pp 31376 064- 
31376 183 


H. Parlocfle operating reports & related correspondence 

6566070104 Monthly operaung repl for Mar 1985 W/850415 Itr 
GtBSON,J, MROCZKA.EJ Northeast Nuclear Energy Co. (subs of Northeast Utili- 
ties) MROCZKA.EJ Northeast Utilities 85/03/31 7pp 30800191-30800197 


S. Reporlebhr oecurrencea, LERs A related correapondence 

8506130557 Amends 850523 Part 21 rept to Include Loctite Grade 242 as acceptable 
mall Info itr S Itr to util end 

CUMMINS.B R. Ronry Pratt Co, 85/05/30 KEPPLER,J G Region 3, Oflice of Director 
3pp. 30891 098-30891 106 

“8608130573 Part 21 rept re lack ol Loctite on Pratt nuclear model valves w/LlmItorque 
opetalors,per Bechtel 850507 Itr & Defidonoy Evaluation Rept 84-101 Actuators 
sfioufd be reinstaKad (o valves using Loctite Graoes AV,271 & Z77 
CUMMINS,BB Henry Pratt Co 85/05/23, KEPPLER,J.Q Region 3. Olllce of Director 
epp 30891:101-30691,106. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. SacurltVt medical, emergency A fire protection plana 

6506050052 FOIA request (or ends to Gulf Stale Ullts 040820 delloienoy rept re ITE- 
Goutd Type 2150 overload relays 8, ends to NHC 840830 Itr to VEPCO re request lor 
eddi lolo on SPDS to be placed In PDR 

GRABEH.L NUS Corp 85/01/31 Division of Rules and Records Ip 30746.004- 
30746 004 

1506050061 Responds to FOIA request for end to Gulf State Utils B40B20 Itr to NRC re 
Gould Type 2150 overload relays A undated request (or add) Info re Surry A North 
Anna SPDS Forwards App A documents Documents also available In PDR. 
FELTON,J,M. Division of Rules and Records, 85/03/04, GRABER,L. NUS Corp 2pp. 
30745 005-30745:011. 

“6506050069 Attachment ot final Deficiency Repl OR-138 re ITE-Gould Type 2150 
overload retays out of callbr.Relays sent back A replaced w/Llo overload 
relays Response to request (or addi Info re Surry A North Anna SPDS end 

• GuM Stales Utilities Co 84/08/20 NRC - No Detailed Affiliation Given. 6pp 
30745007-30746011 

6506210061 Submits status rept re avallabttily of hardened technical support ctr for May 
1S8S emergency exercise Use ol new facility would enhance employee training A ex- 
ercise, 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.) 85/04/25. GRACE, J N 
Region 2, Office of Director 2pp. 3i066 140-31056'141 

6506240691 Advises that 850319 mod to emergency plan consistent w/provlslona of 
tOCFRSO 47 (fa) A acceptable. 

8R0WNLEE,VL Region 2, Office ol Director. 85/04/25. STEWART, WL. Virginia 
Power (Virginia Elodtic A Power Co.) Ip 31 201:086-31 201:085, 

6506260024 Advises that 841120 & 850220 revs to corporate emergency response plan 
consistent w/provisions ol 10CFR50.47(b) A lOCFRSO.App E requirements A accept- 
able, 

BROWNLEE,V.L Region 2. Office of Director. 85/04/26 STEWART.WL Virginia 
Power (Vtfglnia Eleclrre A Power Co,), Ip. 31200 276-31200,275. 

6606270710 Forwards SALP Rents 50-280/85-05,50-261/85 06.60-338/85 04 A 60- 
339/S5-04 for Sept 1963 - Feb (985. 

GRACE.J.N Region 2, Office of Director. 85/05/10 STEWART.W.L Virginia Power 
(VlrglnlA Elactno A Power Co ) 2pp. 31246.285-31246 34 1. 

“6506270730 SALP Repts 50-338/86-04 A 50-339/65-04 for Sept 1983 - Feb 
IseS.Three violations A one deviation noted, Including (allure to follow protective relay 
mainl procedure A failure to maintain welding control 

• Region 2, Office ol Director. 85/05/10 17pp 31246:287-31248.316. 


8606270643 Foiwards Insp Repts 50-338/85-12 A 50-339/85 12 on 860401- 0505 A 
notices of violation A deviation 

WALKER.R L Region 3, Office of Director 85/05/22 STEWART, W L Virginia Power 
(Virginia Electric A Power Co ) 2pp 31249 348-31249 361 

--8506270856 Insp Repts 50 338/85-12 & 50-339/65 12 ot^ 850401-0505 Violation 
noted failure to properly perform surveillance of battery electrolyte levels Deviation 
noted failure to property set lurbrne toed limiter 

BRANCH, M.W. LUEHMAN.JG, ELROD.S Region 2, Oflice ot Director 85/05/22 
lOpp 31249 352 31349361 

6506030476 Emergency plan Implementing procedures.induding Rev 6 to EPIP-1 01 re 
emargoncy manager controlling procedure, Rev 4 to EPIP-1 02 re response to notifica- 
tion ol unusual event A Rev 5 to EPIP-1 05 ro general emergency W/850S24 Itr 
STEWART.W L Virginia Power (Virginia Electric A Power Co ) 85/05/24 GRACE.J.N 
Region 2. Olllce of Director 150pp. 30677 027-30677 175 

8S06200160 Forwards FEMA evaluation of 841115 offsite emergency preparedness ex- 
ercise A related correspondence Offsite deficiency Identified by FEMA being 
rosolved Encourages close work w/slale A local authorities for next oxerdse 
BROWNLEE.V.L Region 2, Office of Director 85/05/28. STEWART.WL Virginia 
Power (Virginia Electric A Power Co.) 2pp. 31021:001-31021 103 

8506060003 Forwards addI Info, per B60429 l 0 lcon,darlfylng procedure ganeratlon pack- 
age to allow ctoseoul of safety evaluation 

STEWART.WL. Virginia Power (Virginia Eloclrlc A Power Co) 85/05/31 
DENTON.HB Olllce of Nuclear Reactor Regulation, Director THOMPSON, HL Divi 
Sion of Licensing 5pp 30728 066-30728:070. 

8606080038 Revised emergency Implomantlng procedures, including EPIP lisLRev 8 lo 
EPIP-3 02 re eciivalion of technical support ctr A Rev 7 to EPIP-3 03 re activation ol 
operational! support ctr W/06OS31 Itr 

STEWART.W L Virginia Power (Virginia Electric A Power Co >. 85/05/31 GRACE.J N 
Region 2. Oillco ol tlireotor 78pp. 30727-324.30728 033 

85062405S1 Advises that 850102 Rev 12 to physical security plarr consistent w/provi- 
sions of 10GFR50 54 (p) & acceptable 

WALKER.R.0 Region 2, Office ol Diroctor 85/06/18 STEWART.WL Virginia Power 
(Virginia Electric A Power Co ) 3pp. 31065 30S 31065 310 

8SO027O448 Revised “Corporate Emergency Response Plan '* W/O 50821 Ur 
OATTS.JI, STEWART.WL.. FERGUSON.J.H Virginia Power (Virginia Etectrio A 
Power Co) 85/06/21 GRACE,JN Region 2, Office ol Director 255pp 31235269 
31 236*1 03 


0. Adjudfeatory correBpondenee 

8608240766 Post-hearing brlaf requesting Board find In util favor la proposed OL amend 
authorizing receipt A storage of up to 500 spent nuclear fuel assemblies No basis 
from sabolaga or human error consideralions for denying proposed amend. 
MAUPIN.M.W. Virginia Power (Virginia Electric A Power Co.), MAUPIN.M.W Hunlon A 
Williams #285 5S0 85/06/21 Atomic Safety and Licensing Board Panel 13pp 
31161*260-31161:300 

“0606240788 Proposed findings of fact A conctusions of law re util 020713 application 
to amend OL.authorizing receipt A atorsga ol up to 500 spent nuclear fuel 
assombfies.Unsigned.undated order A Certificate of Svc end 
* Vtrgtola Power (Virginia ElacUlo A Power Co.) 85/06/21 44pp. 31161.263- 
31161*306 

8608270536 Forwards new Inlo.conslslina of RE Cunningham 850810 Hr lo WL 
8tewart,potentlally retevanl A mail to aSLB proceeding re util receipt ol spent 
fuel Certificate ol Svc end Related correspondence 

ROUSE, L.C, Advanced Fuel A Spent Fuel Licensing Branch #285 577. 86/08/21 
WOLFE, SJ Atomlo Safety and Licensing Board Panel. 10pp. 31238 '047-31238 066 


P, Operating Itoense stage documents A correspondence 

86061 10320 FOIA request (or 840101 detaltod 6 yr summary repl A rev dtd B40401,rel- 
erenced in util 84051 6 Hr to HR Denton 

PEDRO, J. NUS Corp 84/12/14 Division of pules and Records. Ip. 30841*131- 
30B41 131 

8508110339 Responds lo FOIA request for 040101 detailed B-yr summary rspt A rev 
dtd 840401 Jan 1984 rept available in PDR.Search ol files indicates that 840401 rev 
not submitted lo NRC. 

FELTON, JM Division of Rulaa and Records 85/01/10. PEDRO, J NUS Corp. 1p. 
30841.132-30841:226 

“86081 10346 Rev 0 to "6-yr Plan Summary Rept,19a4-196B " 

' Vfrgfnfa Power (Virginia Efeofrfo A Power Co,), 84/01/01. fl4pp, 30341*133- 
30841 226. 

8606170077 Responds (q FOfA request for records re FIN B-04B9, "Conlalnmenl Leak 
Rate Testing Program" A Quadrex Corp/NRC coniracta Forwards documents ro FIN 
B»04B9.Documetits also available In PDR.No documenta re Quadrex sub) to request. 
FELTON, J.M. Division of Rules and Records, FIN B 0489. 85/03/25 
REYTBU\TT.ZV Warren Wilson College, Swannanoa, NC 7pp 30987.036- 
30987:076 

-0212010006 Forwards list ol plants (or which leak test repts were selected for review 
by ORNL Leak testing criteria will be prepared from reviaw.W/o end. 

ARNDT.E.Q. Meohanical/Structural Engineering Branch. 82/08/1 8, 8HAPAKER,J 
Containment Systema Branch. 4pp, 3O907*1 18-30987.121. 

“8606170416 "Containment Leak Rale Testing," monthly progresa rept (or Aug 1682 
DOUGANJ.R Oak Ridge Nallonal Uboraloiy. FIN B-0489. 82/06/26. ARNDT, E.G. 
Division of Engineering Technology. 6pp 306B7.127-30987*132 
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8506030453 Requesls return of surveillance frequency (or moving control rod assem- 
blies (rom weekly interval back 1o 31-day interval required by Tech Specs, per 820804 
commitment Justification provided 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 05/05^24 

DENTON.HR Office of Nuclear Reactor Regulation, Director MILLER, JR Operating 
Reactors Branch 3. 2pp. 30876059 30676060 

8506040129 Forwards revised VEP NFE-1-A, “NOMAD Code & Model;' m response to 
850304 Itr accepting rept for ref in licensing actions 

STEWART.W L Virginia Power (Virginia Electnc & Power Co ) 85/05/28 

THOMPSON, HL Division of Licensing THOMAS,CO Standardization & Special 
Projects Branch Ip, 30700 156 30700 278 

-8506040140 Revised "NOMAD Code & Model ” 

DZIADOSZ.D. BERRYMAN,RM, BOV/MAN.SM Virginia Power (Virginia Electric & 
PowerCo) VEP-NFE-1-A 85/05/31 120pp 30700 159 30700270 

8506240086 Foiwards salety evaluation accepting Westinghouse Ownors Group (WOG) 
use of NOTRUMP if member of WOG.TMf Action Ham II K 3 30 complete & plant spa 
cilic analysis per TMI Action Item II K 3 31 due within 1 yr of (tr receipt 
BUTCHEfl,EJ Operating Reactors Branch 3 65/06/04 STEWART.W L Virginia 
Power (Virginia Electrics Power Co) 9pp 31156 342 31156350 

6506210229 Summary of 650506 meeting w/utils & Bechtel Coip in Belhesda.MD re 
rospitaloty proteciton lor subatmospheric containments Agenda & list of attondeos 
end 

NEIGHBORS,JO Operating Reactors Branch t 85/06/05 Operating Reactors 
Branchl tSpp 31048 045-31048 059 

8606240531 Responds to Generic LIr 85 02, “Staff Recommended Actions Stemming 
From NRC Integrated Program tor Resolution of Unresolved Safety Issue re Steam 
Generator Tube Integrity’’^ Oescrjplion of steam generator Insp sampling program 
end 

STEWART,WL Virginia Power (Virginia Electric & Power Co) 06/06/17 
THOMPSCN,H L. Division of Licensing Upp 31062 021-31062 037 

8506250113 Forwards tabular summary of key results from regional survey of plant spe- 
cific Into re potential lor uncontrolled radiation exposures In PWR cavities, per JG Part- 
low 850315 request No further generic action needed 

TAYLOR,JM Director's Office, Cffice ol Inspection and Enforcement 65/06/18 
MURLEY,T E Region 1, OllJce ol Director 9pp 31211 322-3121 1 330 


Q. Inspection reports, IE Bullet Ine & correspondence 

8506210072 Responds to NRC 650322 Itr re violations noted In Insp Repls 50 336/65 
03 & 50-339/65-03 Corrective actions personnel reins true led Operating Procedure 
182-OP-7 7 revised re closure of Inlel/oullat valves w/re frige rati on unit secured 
STEWART.W L Virginia Power (Virginia Electric A Power Co) 85/04/22. GRACE, J N. 
Region 2 , Office of Director, 3pp. 31056 326-31056 328 

8506270710 Forwards SALP Repts 50 280/65 05,50-281/85 05,50 336/85 04 & 59- 
339/85 04 for Sept 1983 • Feb 1985 

GRACE,JN Regfon 2, Office of Director. 85/05/10 STEWART.W L Virginia Power 
(Virginia Elecinc A Power Co.) 2pp. 31246 265-31246 341. 

-8506270730 SALP Repts 50-338/85-04 A 60339/8504 (or Sept 1983 - Feb 
1985 Three violations A one devlellen noted, Including failure to lollow proloctivo relay 
main! procedure A failure lo maintain welding control 

* Region 2, Office of Director, 85/05/10, 17pp 31246 287-3124 6 315 

8505130027 Suppl 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRs " Sve list end. 
JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Post 
030103), 85/05/14 Consolidated Edison Co of Now York, Inc (07pp 31044 065 
31044-171, 

8505130036 Suppl 1 lo IE Info Notice 85 020, '"Malor- Operated Valve Failures Due lo 
Hammering Effect " Sve list end. 

JORDAN, E.L. Division ol Emergency Praparednesa A Engineering Response (Post 
030103) 86/05/14. Consolidaled Edison Co ol New York, Inc. fo/pp. 31044 172 
31044 278, 

8505200690 IE Info Notice 65*030, ''Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities," Sve fist end. 

JOROAN.E.L. Division of Emergency Preparedness A Engineering Respor>sa (Post 
030103), 85/05/22, Consolidaled Edison Co, of New York, Inc foOpp 30637:258- 
30837.363 

8505200600 IE Into Notice 86-040, "Deficiencies In Equipment Qualification Testing A 
Certlllcallon Process " Sve list end 

JORDAN.E L Division ol Emergency Preparedness A Engineering Response (Post 
030103), 86/05/22, Consolidaled Edison Co ol New York, Inc. f06pp 30648 166 
30848 271, 

8506270643 Forwards Insp Repts 60-338/05-12 A 60-339/85-12 on 850401- 0505 A 
notices of violation A deviation. 

WALKER.R L, Region 3, Office of Director, 85/06/22 STEWART, W.L Virginia Power 
(Virginia Electric A Power Co.) 2pp. 31249.348-31249:361. 

-8506270046 Notice of violation from Insp on 850401-0505 

* Region 2, Olflco ol Direolor, 85/06/22, Ip, 31 249.350-31 249-350, 

-8506270852 Notice of deviation from insp on 650401-0506. 

* Region 2, Otfliie of Director, 85/05/22 Ip, 31249.351-31249361 

-8506270858 Insp Repts 50-333/85-12 A 60-339/B5-12 on 850401-0505. Violation 
noled.lalluro to properly perform surveillance of ballery electrolyte levels Deviafion 
notedilailure to properly set turbine load limiter, 

BRANCH,M,W„ LUEHMAN.J.G,, ELROD.S Region 2, Office of Director 85/05/22, 
10pp.31249;352-31249;361, 

8605280181 IE Into Notice 65-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements," Sve list and. 

JORDANiE L, Otvl^n ql Emergency Preparedness A Engineering Response (Post 
030103), 66/06/29. Consolidaled Edison Co, of New Yom, Inc i 20 pp, 30852-245- 
30852:363. 


8505280187 IE Into Notice 85 043, "Radiography Events at Power Reactors “ Si : 14 
end 

JORDAN.E L Division of Emorgency Proparodness A Engineering Response (Pc<t 
830103) 85/05/30 Consolidated Edison Co of New York, Inc f20pp 30664157 
30864207 

8505280195 IE Into Notice 85-044, "Emergency Communication Sys Monthly Tosl" Sv- 
listenci 

JORDAN.E L Division ol Emergency Preparodnoss A Engineering Response fPeq 
830103) 85/05/30 Consolidated Edison Co of New York, Inc \2\pa 3066404^ 
30864 166 


8606060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving MovaUeln 
Coro Flux Mapping Sys Used in Wostinghouso Designed Plants " Sve list end 
JORDAN.E L Division of Emergency Preparedness A Engineering Response (Pea 
830103) 85/06/06 Consolidated Edison Co of New York, Inc \22pp 30365001 
30865046 

8606080707 IE Info Notice 85 046, “Clarttioalion of Several Aspects of Removab'efU, 
dioactive Surface Contamination Limits for Transport Packages " Sve list end 
JORDAN.E L Division of Emorgency Preparedness A Engineenng Response (PuS 
830103) 85/06/10 Consolidated Edison Co of New Yoik, Inc 124pp 3t0433i}i 
31044 064 


8606140240 IE Info Notice 85 047, "Potential EffocI of Lino Induced Operation on C« 
tam Torgef Rock Solenoid Operated Vatvos “ Sve list end 
JORDAN.E L Division of Emorgency Preparedness A Engineering Response [P «1 
830103) 85/06/18 Consolidated Edison Co ol New Yoik, Inc f34pp 312881 ') 
31268304 

8608140636 IE Info Notice 85 040, "Respirator Users Notice Deleclivo SelfCotxUneq 
Breathing Apparatus Air Cylinders " Sve list onci 

JORDANiE L Division of Emergency Preparedness A Engineering Response (P...il 
830103) 85/06/19 Consolidated Edison Co o( New York, Inc faspp 31376064 
31376183 


R. PerlQdlc operating reports A related correspondence 


8506070158 Monthly operating repts lor Mar 1085 W/850412 Itr, 

L 6 E,J N , STEWART.W L Virginia Power (Virginia Electric A Power Co > 85/00/31 
BEEBE, M R Ollice ol Resource Management, Director 16pp 30000 287 30808252 


S. Reportablo occurrences, LERs A related correspondence 


8606060286 LER 65 005 OO'on 050503,surveillance not performed on seismic liiaxialre 
sponse spectrum recorder Caused by Inaccessibility during power opotallonsTesI kiI 
be performed during next relueling outage W/05OS23 Itr 

HARRELL,EW Virginia Power (VIrgima Etociric A Power Co) 85/05/23 3<» 
30759,309 30769 311 


8506140498 Part 21 rept re generator failure Concurs w/onol Louis Allis 850603 Id irm 
interpotar connectors be removed 

MORIAHTY,J,M Coll Industries, Ino 06/06/06 MURLEY.T E Rogton I, Olftfo el Oi- 
rector. 7pp 30890-354-30898 361, 

6506170295 LER 83-061/03X-3,on 830921 .second high head safety Injoclion (HSSl 
pump removed from svo while first HSSl pump inoporablo-CausocI toy high boanra 
vibrations Second pump returned to sve within action stalomeni limfla W/BSOW 1tr 
HARRELL.EW Virginia Power (Virginia Electrlo A Power Co). ©5/06/08 4ki 
80972.343 30972 346 

8506170636 LER 65 006 OO.on 850520, diesel driven firo pump bocarw 
in operable, Caused by engine coolant hoso rupture during porformanco of weeMysu 
veillance test Pump repaired A relumed lo svo W/8506a6 Itr. 

HARRELL.EW Virginia Power (Virginia Electric A Power Co). 85/06/06 fee 
30972.1S1-30972.153 

85081B0141 PNO 11-85-061-00 85061 3, unplanned roloaso of radioactivo 
occurred .Caused by relief valves lifting as result of water filiing surgo drum tIUE re- 
moves radioactive gas from primary coolant Ollailo doses negligible 
COLLINS.O, BROWNLEE, V Region 2, Office of Director, 85/06/14 1p 3097526) 
30975:268. 

8506260581 LER 84-009-01 ’on 840911, motor driven fire pump not roturned lo s* 
within 7 days allowed by Tech Spec 3,7.14.1 Caused by failure ol isolation bultei^ 
valve disk Valves lo be replaced w/slalnless steel Internals, W/05001 8 Hr. 
HARREIL,E.W Virginia Power (Virginia Electrlo A Power Co). 8&/00/I8 4« 
31232:107-31232,110 1 


T. Hearing transcripts on non-antllrust matters 


8S06240739 Forwards proposed corrections to transcript Pp 175-336. Coitificato of 
end 

MAUPIN.M,W Virginia Power (Viroinia Electric A Power Co.) #285 651. 65/08/21 
Atomic Safety ancf Licensing Board Panel 6 pp, 31161'351-31t6l 355 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F, Security, medical, emergency A fire protection plans 

8506050052 FOIA request (or ends to QuH State Utils 840820 dslicfoncy lopl relTE 
Gould Type 2160 overload relays A ends to NRC 840B30 Itr to VEPCO f« 
addi Into on SPDS lo be placed In PDR 

QRABER.L, NUS Corp, 85/01/31. Division of Rules and Records Ip. 30745{IO( 
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a 59(050061 Responds to FOIA request (or end to GuH State Utils 840020 Itr to NRC re 
Goutd Type 2150 overload relays & undated request for addi into re Surry & North 
Anna SrDS Forwards App A documents Documents also available in PDR. 

FELTON, J M Division of Rules and Records 85/03/04 GRABER.L NUS Corp 2pp 
30745 0/5-30745 on, 

"8506050069 Attachment ot (Inal Deticlency Repl DR-1 38 re ITE-Gould Typo 2150 
evorload relays out ol calibr Relays sent back & replaced w/LIO overload 
tel^ Rasponse to request for add) inh re Surry & North Anna SPDS end 
* Gull States Utililies Co 84/08/20 NRC • No Detailed Aftillation Given 5pp 
30745 007-30746 011 

6506 2 to 06 1 Submits status rept re availability of hardened technical support ctr for May 
1985 emergency exercise Use ol new facility would enhance erpployee training & ex- 
ercise 

STEWART, WL Virginia Power (Virginia Electric & Power Col 05/04/25 GRACE,JN 
Region 2, (Difica ot Director 2pp 31056 140-31056 141 

85D6240691 Advises that 050319 mod to emergency plan consistent w/ provisions ol 
10CFR50 47(bl & acceptable 

BROWNLGE.VL Hegfon 2, Office of Direcfor, 85/04/25 STEWARr.WL. Virginia 
Power (Virginia Electric & Power Co ), Ip. 31201 085 31201 005 

8 S 06 25002 4 Advises that 841 120 & 850220 revs to corporate emergency response plan 
consistent w/provisions of 10CFR50, 47(b) & 10CFR50,App E requirements & accept- 
able 

BROWNLEE.VL Region 2, Office of Director 85/04/26 STEWART, W.L Virginia 
Power (Virginia Electric & Power Co) Ip 31200 275-31200 275 

6506270716 Forwards SALP Ropts 60-280/85-05,50 281/05 05,50-338/85 04 & 50- 
339/86-04 for Sept 1963 - Feb 1905 

GRACE,J N Region 2, Office ol Director. 85/05/10 STEW ART ,W L Virginia Power 
(Virginia Electric & Power Co) 2pp, 31246 285-31246 341 

--8506270730 SALP Repts 50-338/85 04 & 50-339/65 04 tor Sept 1983 - Feb 
199SThfee violations & one deviation noted.lndudlng failure to follow protective relay 
msint procedure & failure to maintain welding control 
’ Region 2. Office of Director 85/05/10, 17pp, 31246 287-31246 315 

6506270643 Forwards Insp Repls 50 330/85-12 & 60 339/86-12 on 850401- 0505 & 
notices ol violation & deviation 

WALKER, R L Region 3, Office of Director 85/05/22 STEWART, W L Virginia Power 
(Viiginla Bectnc & Power Co,) 2pp 31249'34a 31249‘361 

“6506270668 Insp Repls 50-338/85-12 & 50-339/85-12 on 850401-0505 Violation 
noted failure to properly perform aun/elllance of battery eloctrolyle levels Deviation 
noted (allure lo properly set turbine load limiter 

BRANCH, MW Region 2, Office ol Director 85/06/22 lOpp, 31249 352-31249‘361. 

6506930479 Emergency plan implementing procedures, including Rev 6 lo EPtP-1 01 re 
emsrgency manager controlling procedure, Rev 4 lo EPIP-1.02 re response to notiflca 
Iron ol unusual event & Rev B to EPIP-1.05 re general emergency W/850524 Hr 
STEWART, W.L Virginia Power (Virginia Electric & Power Co ) 85/05/24 GRACE, J N. 
Region a. OJIlcBol Director. 150pp 30877’0a7-30677'176 

6506200160 Forwards FEMA evaluation of B41115 oltsito emergency preparedness ex- 
eicise & related correspondence Ollsite deficiency Identified by FEMA being 
resolved Encourages close work w/stalo & local aulhorllies for next exorcise. 
BROWNLEE.VL. Region 2, Office of Director 85/05/28 STEWART, W.L, Virginia 
Power (Virginia Eledrfc & Power Co), 2pp 31021 ,001-31021 ;103, 

8506060003 Forwards addI Info, per 850428 tolcon, clarifying procedure generation pack- 
age to allow closeout of safety evaluation 

STEWART.WL. Virginia Power (Virginia Electric & Power Co). 85/05/31. 
DENTON, HR. OHIce of Nuclear Reactor Regulation, Director 6pp, 30720 066 
30728 079. 

8506060936 Revised emergency Implemenling procedures, Including EPIP list, Rev 8 lo 
EPIP-3 02 re activation of lechnical support cir & Rev 7 to EPIP-3,03 re activation o( 
operational support ctr.W/850631 Itr 

STEWART.W L Virginia Power (Virginia Electric & Power Co,), 85/05/31 GRACE, J N. 
Region 2. Otfica of Director. 72pp. 3 07 27; 324 -3 072 8, 033. 

8508240551 Advises that 850102 Rev 12 to physical security plan consistent w/provi- 
slons ol 10CFR50,64(p) & acceptable, 

WALKER.ro Region 2, Office of Director, 85/06/18. STEWART.W L Virginia Power 
[Viiglnia Eleclrlc & Power Co,). 3pp. 31065.308 31065:310. 

8506270446 Revised "Corporate Emergency Response Plan " W/850621 Itr 
OATTS.J.I, Virginia Power (Virginia Electric & Power Co,), 85/06/21 286pp, 
31 235' 289-31 236-1 83. 


Q, Ad|udlcalory correspondence 

B50624D7B5 Post hearing briel requesting Board find In util favor re proposed QL ameriid 
authorizing receipt & storage of up to 500 spent nuclear fuel assemblleB.No basis 
from sabotage or human error considerations for denying proposed amend. 
MAUPJN.M.W, Virginia Power (Virginia Electric & Power Co.) MAUPIN.M.W, Hunton & 
Williams. #285 650. 85/06/21 Atomic Safety and Licensing Board Panel 13pp. 
31161-260-31 181.306, 

-8506240768 Proposed findings of tact & conclusions of law re util 820713 applicallon 
lo amend OL, authorizing receipt & storage of up to 600 spent nuclear fuel 
assemblies Unsigned .undated order & Certificate of Svc end. 
aiieTaM (Virginia Electric & Power Co). 86/06/21 44pp. 3118t-263- 

6506270535 Forwards new Inlo.conslsllng of RE Cunningham 850610 Itr to WL 
Slawart.polenllaHy relevant & mall to ASL6 proceeding re util receipt of spent 
fuel CertIfiCBle ot Svo end. Related correspondence. 

ROUSE.L.G. Advanced Fuel & Spent Fuel Licensing Branch. #265 677. 65/06/21. 
WOLFE.SJ. Atomic Safety and Licensing Board Panel 10pp. 31236 047-31238:056. 


P, Operating license stage documents & correspondence 

8506110329 FOIA request for 840101 detailed 5 yr summary rept & rev did 840401,ref- 
erenced in util 840515 Hr to HR Denton 

PEDRO, J NUS Corp 84/12/14 Division ol Rules and Records 1p 30841 Ifll- 
30841 131 

8506110339 Responds lo FOIA request for 640101 detailed Syr summary rept & rev 
dtd 840401 Jan 1984 rept available in PDR Search ol hiss incficates that 840401 rev 
not submitted to NRC 

FELTON, J M Division ol Rules and Records 85/01/16 PEDRO, J NUS Corp Ip 
30841 132-30841 226 

-6506110346 Rev 0 to "5 yr Plan Summary Repl,1 984 -1988 " 

‘ Virginia Power (Virginia Electric & Power Co) 84/01/01 94pp, 30841 133- 
30841 226. 

8506030453 Requests relurn of sun/eiffanco frequency (or moving control rod assem 
biles from weekly Interval back to 31 -day interval required by Tech Specs, per 820804 
commitment Justilication provided 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 05/05/24 

DENTON.H R Oilice of Nuclear Reactor Rogulation, Director MILLER, J R Operating 
Reactors Branch 3 2pp 30676 059-30676 060 

6506040129 Forwards revised VEP-NFE 1-A. "NOMAD Code & Model," In response to 
650304 Itr accepting rept for rel In licensing actions 

STEWART.WL wginia Power (Virginia Electric & Power Co) 05/05/28 

THOMPSON, H.L Division ol Licensing Ip 30700.158-30700,278 

■■8506040140 Revised "NOMAD Code & Model " 

DZIADOSZ.D Virginia Power (Virglrria Electric & Power Co) VEP-NFE-1-A 85/05/31 
lOOpp 30700,159-30700.278 

6506240066 Forwards safety evaluation accepting Westinghouse Owners Group (WOG) 
use of NOTRUMP, 1 1 member ol WOG.TMI Action Ham IfK 3,30 complete & plan! spe- 
cific analysis per TM1 Action Item 11 K 3,31 duo within 1 yr of Itr roceipl 
BUTCHER.EJ, Operating Reactors Branch 3. 85/06/04 STEWART.WL Virginia 
Power (Virginia Electric & Power Co ) 9pp 31 166 342-31156 350 

B506210229 Summary of 850508 meeting w/utila & Bechtel Corp in Belhesda.MO re 
respiratory protection for subalmospharic containments Agenda & list of attendees 
end 

NEIGHBORS, JD Operating Reactors Branch 1. 05/06/05 Operating Reactors 
Branch 1 15pp 31048,046-31040:059 

8506240531 Responds lo Generic Llr 85 02, "Sloff Recommended Actions Stemming 
From NRC Integrated Program for Resolution of Unresolved Safety Issue re Steam 
Generator Tube Integrity Description of steam generator insp sampling program 
end 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.) 85/06/17 
THOMPSON, H.L, Division of Licensing, 17pp. 31062 021-31062 037 

6606250113 Forwards tabular summaiy of key results from regional survey ol plant-spe 
citic Info re potential for unconirolled radiation exposures In PWR cavities, per JG Part- 
low 850315 request No further generic action needed 

TAYLOR,J.M Director's Office, Office ol (nspeetton and EnforcemonI 85/06/10. 
MURLEV.TE Region 1, Office of Director 9pp 31211,322-31211 330. 


Q. Inspection reporta, iE Bulietins & correspondence 

8S06210D72 Responds lo NRC 850322 Hr re violations noted in Insp Repls 50-338/65- 
03 & 50-339/8 5 03 Corrective actions .personnel rolnstruoted Operating Procedure 
1 &2 OP-7 7 revised re closure ot Inlet/oullet valves w/ refrigeration unit secured. 
STEWART, W.L Virginia Power (Virginia Electric & Power Co) 85/04/22. GRACE, J N 
Region 2, Office ol Director, Spp. 31 056 326-31 056-328. 

8506270710 Forwards SALP Repts 50.280/86-05,60.281/85 05,60 338/85 04 & 60- 
339/85-04 lor Sept 1983 ■ Feb 1985 

GRACE, J N Region 2, Office of Director. 85/05/10, STEWART ,W.L Virginia Power 
(Virginia Electric & Powar Co). 2pp, ai248’205-31246.341. 

-0608270730 SALP Repts 60 330/85-04 & 60-339/85 04 for Sapl 1983 - Feb 
1985.Three violelfons & one deviation noted, including (allure to follow protective relay 
maint procedure & failure to maintain welding conlrof. 

* Region 2, Office of Director. 85/05/10. 17pp. 3 1246.287-3 1246-3 16 

8506130027 SuppI 1 to IE Info Notice 64-55, "Soe| Table Leaks at PWRs " Svc list encl. 
JORDAN, E,L Division ol Emergency Preparodneas & Engineering Response (Post 
830103] 06/05/14- Conaolldated Edison Co. of New York, (no tQ7pp. 31044.065- 
31044.171 

8506130038 SuppI 1 to IE Info Notice 85-020. "Motor-Operated Valve Failures Due to 
Hammering Effect " Svc Ifsl end, 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103), BS/OSi/H Consolidated Edison Co. of New York, Inc, f07pp 31044:172- 
31044.278. 

8506200590 IE Info Notice 85 030, "Auditability of Electrical Equipment Qualification 
Records al Licensees FBClIilies," Svo list encl 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
030103), 05/05/22 Consolidated Edison Co, of New York, Inc 106pp. 30837:268- 
30837 363, 

8505200800 IE Info Notice 85-040, "DetIcloncleB In Equipment Qualification Testing & 
Certiffcatlon Process." Svc list encl, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) BS/05/22. Consolidated Edison Co. of New York, Inc. i06pp 30848- 186- 
30848,271. 

8506270843 Forwards Insp Repts 50-338/85-12 & 50-339/85-12 on 850401- 0505 & 
notices of violation & deviation. 

WALKER.R L. Region 3. Office of Director. 85/05/22. STEWART, W.L. Virginia Power 
(Virginia Eleclrlc & Power Co.). 2pp. 31249.348-31246.361 
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-6506270648 Notice of violation from insp on 850401-0505 
' Region 2, Office of Director 85/05/22 Ip 31249 350 31249 350 


A. Appllcallon/eonelructlon stags documents & correspondence 


-8506270652 Notice of deviation from insp on 650401 0505 
* Region 2, Office of Director 65/05/22 Ip 3t249 3S1-3t249 35t 

-8506270658 Insp Repts 50-336/6512 & 50 339/85 12 on 850401-0505 Violation 
noted failure to properly perform sunrebllanca of battery electrolyto levels Deviation 
noted failure to properly sol turbine load limiter 

BRANCH.MW, LUEHMAN.J Q . ELROD, S Region 2, Office ol Director. 85/05/22 
10pp. 31249 352-3t 249.361 


SS052C01B1 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLO Elements " Svc list end 

JORDAN,E L. Division of Emergency Preparedness & Engmeenng Response (Post 
830103) 65/05/29. Consolidated Edison Co of New YorK, Inc 120pp 30852 245 
30852 363 

8505280187 IE Info Notice 85 043, "Radiography Events at Power Reactors." Svc Irst 
end 

JOROAN.E L. Division of Emergency Preparedness & Englneorfriig Response (Post 
630103) 85/05/30 Consolidated Edison Co. of New York, Inc f20pp 30864 167- 
30864 287 

8505280195 IE Info Notice 85-044, "Emergency Communication Sys Wonlhly Tesi " Svc 
list and 

JOROAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co of New York, Inc i21pp 30664.045- 
30864.166 


8566150041 Responds to FOIA requests for records re SSER (NUREG 07671 Forward! 
App B 6 C documents App A & B documents available in PDR Info in ApoCdo.^ 
ments partially withheld (ref FOIA Exemptions 6,6 & 7) 

FELTON, JM Division ol Rules and Records 85/03/01 GAROE,BP Governnwim* 
countability Prelect. 210pp 31067 005 31067'292. xv 


-8506150117 Responds to 840530 request re mgt contacts for listed plants wMtew • 
ed licensing schedules, per E Chrfstenbury 840530 telcort w/Eisenhut 
CUNNINGHAM.G H. Office of the Executive Legal Director 84/06/07 DENTONHR 
Otfice of Nuclear Reactor Regulation, Director Ip 31067 292-31067 292 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8506060392 Responds to open items identified in Section 22, a I SSER 5 (NUftEG-OTKi 
re leakage reduction program requirements ot NUREG 0737 .Item fll.D 11 
JENS,W H Detroit Edison Co 86/06/03 YOUNG BLOOD,B J Lfcenslno Bianth i 

4pp 30729'265.30729.268 vofiauig orantn i 


B5O6O6O406 Forwards comments on SSER 5 (NUREG 0798) Review conducted to *-•> 
tify differences between SSER 6 & FSAR,Toch Specs & correspondence S to^)^^^^la 
update on commitments & actions addressed as future activiliea In SSER 6 
JENS.W H Detroit Edison Co. 85/06/03. YOUNGBLOOD.B J Llcensina GraiKh 1 
55pp. 30730' 150 30730 204. ” 


F. Security, medical, emergency & fire protection plans 


8506060677 IE Info Notice 85 045, "Potential Seismic rntoractlon Involving Movable In- 
Core Flux Mapping Sys Used m Wesllnghouse Designed Plants " Svc list end 
JORDAN.E,L Drvlsion of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co. of New York, Inc T22pp 30865 001- 
30665'046 


8506100107 Third partial response to FOIA request lor documents re 84062627 M 
scale joint emergency exercise & as to whether facility moots stds tl 
tOCFRSO 47 Forwards App A documents App B documents availaoto in PDR 
FELTON, J M Division ol Rules and Records 84/12/27 PUNTENNEYJE 
Energy Coalition, 4pp 30818 342-308 19'231 


8506060707 IE Info Notice 85 048, "Cl a nil cation of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc fist end. 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10, Consolidated Edison Co ol New YorS, Inc. 124pp. 31043 301- 
31044.064 


Forwards comments re facility emergency metoorotogical prooram c*r 
810603 request Info on Lake Erie breeze circulation ol si to should Ijo consweredM 
etfecis cl gaseous release on effluent transport & dose detormiination 
HOUSTON,fl.W. Accident Evaluation Branch 81/06/26 RAMOS,SL EmofocncvP.- 
parednesa Dovalopment Branch (Pre 820201 ) 2 pp 30819 042-30610.162 


6506140240 IE Info Notice 85 047, "Potential Effoct ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co ol New York, (nc 134pp. 31268 157- 
31268304 


'8406210141 Comments on study of effects of thermal Inlornal boundary layer (TiBLI 
on gaseous effluent plume transport Applicant will continue to study lolaHonthp t* 
tween meteorological data & TIBL to develop emorgency proparednoss dossnodel 
GAMMILL,WP. Meteorology & Effluent Treatment Branch, 84/06/13, PAGAflO/G 
Emorgency Preparedness Branch. 2pp, 30819'229 30819 231 . 


8506140636 IE Info Notice 85-046, "Resplralor Users Notice. Defective Self-Contained 
Breathing Apparatus Air Cylinders ’* Svc list end, 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Posi 
830103), 05/06/19 Consolidated Edison Co. ol New York, Inc, f23pp. 31376 064 
31376'i83. 


R. Periodic operating reports & related correspondence 

6606070168 Monthly operating repts tor Mar 1&85.W/850412 Itr 
LEE,JN, STEWART,W.L. Virginia Power (Virginia Electric & Power Co) 85/03/31 
BEEBE,M,R Otfice of Resource Management, Director, 16pp 3O8OO.267-3O8OO*202 


'6506100113 Forwards working paper for facility omorgoncy plan ovatuallon 
MYERS, J.G. Battelle Memorial tnstitute, Pacific Northwest Laboratotlas at/W'Ot 
PSOMAS.P, NRC • No Detailed Affiliation Given, 30pp 30018 346 30819 013 

'8506100116 Fonvards review of facility emergency plan. 

PICKETT, BD, Battelle Memorial Inatifula, Pacific Norlhwesl Laboratories 81/C6fl6 
PSOMAS.P EP Licensing Branch, 20pp 30810 014-30810 041. 


6506060536 Forwards monthly repl for Apr 1985 ro status of olfalto emernsney He- 
parodness lor OL re views. Delays In schedule for Limerick & Shoroliam for full pwdi 
operation remain due to offsite emergency preparedness issues 
DIRCKS.W J Office of the Executive Director for Operations. 85/05/28 PALUtDVO 
Commissioners, lipp 307e6.007-30785'017 


S. Reportable occurrences, LERe A related correspondence 


6506140498 Part 21 ropt re generator failure Concurs w/onci Louis Allis 650603 Ur that 
interpolar connectors be removed. 

MORIARTY.J.M Colt Industries, Inc 85/06/05 MURLEYJ.E. Region 1, Office ol Di 
reclor, 7pp. 30898 354-30898,361 


8506180141 PNO-II 85 O61’on 65061 3, unplanned release of radioactive gases 
occurred Caused by relief valves lifting as result ol water filling surge drum that re- 
moves radioactive gas from primary coolant Offsite doses negligible. 

COLLINS.D, BROWN LEE, V. Region 2, Office of Director, 65/06/14 Ip. 3(>975.266- 
30975' 268, 


T. Hearing transcripts on non-antltrual matters 


aoui»i4U2US ACK receipt oi request lor legal action to rectify alfegocf problem w/ltoid- 
threatened evacuation routes lor areas near facility Immediate onlorcomontecliMto 
suspend or limit operation of laolllty unnecessary 

7AYL0H,J,M, Director's Office, Office of Inspection and Enforcement 65/M/0!L 
NIETUBICZ.S Affiliation Not Assigned. 3pp, 30007'1 10 30907 113 


-8506140221 Notice ol receipt ol 850417 request that NRC Inslitulo legal action to(« 
tify alleged lack of viable evacuation routes under flood conditions tor certain neji 
near facility. 

TAYLOR, J,M, Director’s Office. Office ol Inspection and EnlorcomenI, 85/96/05 Ip 
30907.113 30907:113, 


6606250090 Forwards Safeguards Insp Repl 50 341/85-23 on 850591-02 Walso 
noted in breakdown of security sya, Notice ol violation & roof details wilhbeld (rel 
10CFR73,21). 

HIND.J A Region 3. Office of Director. 85/06/05, JENS.W H Dolrolt EdisenCo to 
31180036-31180,038 


8506240739 Forwards proposed oorreclions to tran8cripl.Pp 176 336, Corlilioata of Svc 
end. 

MAUPIN.MW, Vlrginfa Power (Vlfflinia Electric & Power Co) #285 651, 85/06/21. 
Alomb Saiety ancTLicensing Board Panel, 5pp 3 1161 :3B1-31 161:355 


V, Operator Examlnatloni 


8506150318 FOIA request for info re Initial eperafor written exam results on number ol 
post-TMI2 plants Info provided in 641211 llr did pertain to Initial exam results.Tabl 0 
listing dates of Initial licensing end. 

HANAUER.SH. Technical Analysis Corp. 84/12/28. FELTON,JM, Division of Rules 
end Records. 2pp 30945:001-30946 002 


8506150321 Responds to FOIA request re 641211 response lo request for into con- 
cerning results of Initial w/lllan operator exams taken by candidates at listed 
plants Records placed In PDR, Privacy Info deleted 

FELTON.JM. Division ol Rules and Records 85/03/27, HAAUEfl,S.H. Technical 
Analysis Cbrp. 16pp.30945003-30945021 


DOCKET 50.341 ENRICO FERMJ ATOMIC POWER PLANT, UNIT 2 


-8500250098 Physical Security Insp Repl 60-341/85-23 on 850501-02 Noncompfiaive 
noted. failure lo adequaiely control or monitor access to vital area due to failure ta re- 
spond lo vital area alarm.Datalls withheld (ref 10CFR73 21) 

BELANQER.J.L, CREED, J R , AXELSON.W L Region 3, Olffco ol Director 65/06/C6 
Ip. 31180,038-31180.038. 


8606100353 Requests exemption from requirement for conducting full partiOMicn 
emergency preparedness exercise within 1 yr prior to issuance ol lull mv 
requested lo allow for possibility that B% power limitation not lifted 
JENS.W H. Detroit Edison Co, 85/06/14. YOUNQBLCfOD.B.J. Licensing OrarBit 1 
3pp.30978-116.3097ei117, 


forwards listing ol hosps w/capabllity lo treat radioaclivety cortiamnated 
Indivltfuals. Listing contalnM in "Mf Emergency Preparedness Plan,Div of Raifido^ 
Health Procedures," Tab MS.Paga TM6-2. 

JENS,W.H. Detroit Edison Co, 86/06/18. YOUNGBLOOD, BJ Llcenstno BrarKfi 1 
2pp. 31007,224-31007:226, 

8606200146 Addresses UL labeling of Fire Doors R3-13 & T3 6 & lr»8la)lallon<rfecwtn)l 
rwm fire deleotors & blast resistant & walertlghl door8.lnfo should be Included to nest 
SER rev to support completion of OondlUon 2,C(9)(e), 

JENS.W.H. Detroit Edison Co, 86/06/18. YOUNGS LOOD,B J. Ucenaing BrarKfi 1 
12pp. 31008:144-31008:168, ^ 
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Q. Adjudicatory correspondenco 

8506D30229 Advises lhai time (or Commission to review Director's Decision DD 85 4 
expired Corn mission declined review Decision became linal anency action on 
65052B Served on 850531 , 

CHILK.S J Office of the Secretary of the Commission #285 228 85/05/31 
PUNTENNEY,J E Safe Energy Coalition. Ip 30673 290 30673’290 


H. General correspondence 

850811 01 BS Irnplores govt to Institute legal action to salislactorily address & remedy 
problem of Hood threatened existing evacuation facilities prior to issuance of lull 
power license 

NIETUBICZ.S Allillatlon Not Assigned 85/04/17 Region 3, Office of Director 2pp, 
3DB38:128 30336 f29 


P. OperaUng license stage documents & correspondence 

8505040094 Requests clarification of OL condition for electrical & instrumenlallon & 
controt as-bulll drawing program Revised paragraph listed lor possible Incorporation 
into License NPF 33. 

A60ST.F E Dalroll Edison Co. 85/05/27. KEPPLER.J G. Region 3, Oifico of Diroctcr. 
2pp 30700 342-30700’343. 

8506100003 Informs fhaf 850328 rev fo FSAR Chapter 17 2 in compliance w/require 
menls of ^p B to 10CFR50 & acceptable 

SPESSARD.BL Region 3, Office of Director 85/06/05 JENS.WH Detroit Edison 
Co Ip. 30791 308-30791.308 

8506100366 Forwards marked-up changes to facility Tech Specs, correcting clarifying 
pages Proposed changes will be Incorporated Into teen Specs w/Tull power 
license Changes reflect plant FSAR & SERs 

JENS.W.H. Detroit Edison Co 85/06/06, YOUNGBLOOD, B J Licensing Branch 1 
72pp 30769 297-30790 010, 

850617040G Forwards process control program covering solidification &/or dewatering 
using NUS supplied temporary processing & solidification sys & solidification using 
permanently Installed asphalt extruder/evaporator. 

JENS.WH. Delrojl Edison Co 85/06/12 YOUNGBLOOD,B.J Licensing Branch 1 
lOpp 30958 159-30958 168, 

S5082701SO AcK receipt of B50527 request lor amend to License NFP-SS re electrical & 
Instrumentation & control as-bulli drawing program Request will be considered prior to 
Issuance ol full powar license, 

SPESSARD.RU Region 3. Office of Director. 05/06/18, JENS.W.H Detroit Edison 
Co Ip. 31238.205-31236'207 

85D8260133 Application for amend to License NFF-33.revlslng Tech Specs to relloctor 
flanilzational mod, per 850614 meoling w/Reglon III & two minor technical changes, 
JENS.WH Detroit Edison Co. 85/06/21. YOUNGBLOOD, B.J. Licensing Branch 1, 
3pp 31220.080 31220,100 

>-8508260137 Proposed changes to Tech Specs re control rod block Instrumentation 
setpoinls.admlnlstrative confrols.offslte organization, unit organization & Independent 
safely engineering group Jusliflcallon end 
' Dalroll Edison Co 85/06/21. 18pp, 31220 003 3J220.100 


O. Inspection roports, IE Bulletins A correspondence 

8506 2 101 65 Desenbes plan for income rating outstanding design info into hanger 
Eketchas (or large bore piping in RHR bldg, In response to P Kaufman 841199 
request Listing of nangsr sketch numbers end. 

JENS.W.H Detroit Edison Co 85/01/08. KEPPLEfl,J G. Region 3, Office of Director, 
epp. 31O24.'22f-31024-226. 

8566100016 Amends 850219 response to violations noted in Insp Rapt GO-341/84 
85 Word "correctly" In Initial response should be disregarded, due to incorrect Installa- 
tion ol some solenoid valves Conclusions & corrective actions unchanged. 
JENS,W.H. Detroit Edison Co 85/04/11, KEPPLER,J.Q Region 3, oTfice ol Director 
Ip. 30791,208 3079V299. 

660S130037 Supp1 1 to IE Info Notice 64-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/14 Consolidated Edison Co. of New York, Inc. 107pp. 31044,065- 
31044'f71 

860 B 130038 Sup pi 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammarfrra Effect " Svo list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co, ol New York, Inc f07pp. 31044,172- 
31044-27B. 

8506040606 Forwards Exam Rept 60-341/85-01 ol exam administered on 850212. 
REYES.L.A, Region 3, Office of Director. 85/05/20 JENS.W.H. Detroit Edison Co 1p. 
30708 286-30700.002, 

-8606040613 Exam Rept 50-341/85-01 Of exam administered on B50212.Exam 
re3u1ls;two Instructors & all reactor operators passed exam 
LANQ,T„ LEVY,!., SLY.G, Region 3, Olllce of Director. 86/05/17, 76pp. 30708,287- 
30709002. 

6505200590 IE Info Notice BS-039, "Auditability ol Electrical Equipment Qualillcatlon 
Records at Licensees Facilities " Sve list end. 

JORDAN,E.L. Dh/lsion of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co. of New York, Inc, i06pp. 30837.258- 
30837:363. 

6605200600 IE Inlo Notice SS-040, "Daficlencles In Equipment Qualification Testing & 
Cerification Process." Sve list end. 

JORDAN.E. L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co, ol New York, Ino. lOepp. 30648 186- 
30848:271 


8506070452 Responds to violations noted (r» Insp Rept 50-341/85 10 Corrective 
Bcticns policy statement Issued requiring design change documents be used for all 
future revs & proper nameplates be applied to electrical equipment 
• Detroit Edison Co 85/05/24 KEPPLER.J G Region 3, Office ol Director, 4pp 
30752 368-30752 361 

8505230181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Sve list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of Now York, Inc I20pp 30852 245 
3085Z 363 

8506Q4019B Forwards Insp Rept 50-341/85 26 on 850513-22 No violation 
nded Response fo (wo urrresolvod items re preventive main! program requested 
within 30 days. 

SPESSARD.R L Region 3, Office of Director 85/05/20. JENS.WH Detroit Edison 
Co 2pp 30702 357-30702 363. 

-8506040211 Insp Rept 50 341/85-26 on 850513-22 No violation or deviation 
nolad Major areas Inspocled malnt.design change, surveillance, tests & experiments & 
OA program lor startup activities 

HASSE.R , HAWKINS, F Region 3. Office of Director 85/OS/29 6pp 30702,359- 
30702.363 

8505260187 IE Inle NolloQ 85-043, "Radiography Events at Power Reactors" Sve list 
end 

JORDAN.E L Division of Emergency Preparedness & Englneorlng Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New York, Inc 120pp 30864- 167- 
30864 287 

8505280185 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test" Sve 
list end. 

JORDAN, E.L Division, of Emergency Preparedness & En,glneering Response (Post 
830103) 85/05/30, Consolldalod Edison Co of New York, Inc 121 pp 30064,045- 
30384.166. 

8506140049 Responds to noncomplianco noted in Insp Rept 50-341/85-13 Corrective 
actions.c on version of contractor unique procedures (o ulli maint procedures ongoing 
since Sept 1984. 

JENS,J H Detroit Edison Co 85/06/05. KEPPLER.J, Q Region 3, Oliice of Director. 
4pp 30894.289 30894,292 

8506250090 Forwards Safeguards Insp Rept 50-341/85 23 on 850501-02. Violation 
noted In breakdown of security oysNollco of violation & rept details withhold (ref 
10CFR73 21) 

HINDpJ A Region 3, Office of Director. 05/06/05 JENS,W H. Detroit Edison Co 2pp 
31180 036-31180,038, 

-0SOS25OOS8 Physical Security Insp Rept 60-341/85-23 on 850501-02 Noncompliance 
noled.falluro to adequately control or monitor access to vital area due to failure to re- 
spond (0 vlfal area aierm Oetails withheld (ref fOGFR73 21) 

BELANGER. J L., CREED, J H., AXELSON.W.L Region 3. Olllce of Director 85/06/06 
tp. 31180,038-31180 030. 

0606060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Cora Flux Mapping Sys Used in Woatinghouse OoBignad Plants." Svo list end, 
JORDAN.E L Dwialon of Emergoncy Preparedness & Engineering Response (Post 
830103) 85/06/00. Consolidated Edison Co of New York, Inc 122pp 30865-001- 
30865-046 

8506060707 IE Info Notice 85-046, "Clarification o! Several Aspocle of Removable Ra- 
dioactive Surface Contamination Limits (or Transport Packages “ Sve list end 
JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10, Consolidated Edison Co ol New York, Ino, 124pp 31043.301- 
31044 064. 

6508260238 Responds to NRC ltr re open Horn noted In Insp Rept 50-341/05 16.Each 
div of Class 1 E power normally supplied by at least two physically Independent circuits 
from transmission rraiwork. 

JENS.W.H Detroit Edison Co 85/06/14. KEPPLER.J .G, Region 3. Office of Director 
16pp. 31232:261-31232.265. 

85061402 40 IE Into Notice B5 047, "Potential Effect ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Sve list end, 

JORDAN.E L Division of Emergenoy Preparedness & Engineering Response (Post 
830103). BS/OehB. Consolidated Edison Co, of New YorK, Inc. I34pp. 31268:167- 
31268:304. 

6806140636 IE Info Notice B5-048, "Reapirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders " Svo list end. 

JORDAN.E, L Division of Emergency Preparedness & Engineering Response (Post 
830103) B5/06/19. Consolidated Edisorr Co. of New York, Ino. i23pp. 31376.064- 
31376-183 

85062702 39 Forwards Insp Rept 60-341/85-28 on 8S0521-24,No violations noted. 
SPESSARO.n.L Region 3, Office ol Director. 85/06/21. JENS.W.H Detroit Edison 
Co. 2pp. 31235.154-31235:184. 

-8506270242 Insp Rept 50-341/65-28 on 8S0521-24.No violations or deviations 
noted Major areas fnspected licensee as-bufll program, Independent design review of 
separation criteria apdlcallons.LERs & action on previous Insp findings. 

FALEVITS.Z.. MENDEZ.R, WILLIAMS.CC Region 3. Office Of Director. 86/06/21. 
9pp 31 23 5-168-31 235:164. 

6506270571 Forwards addi Info re Unresolved item 85-009-01 on electrical separation 
noted in Insp Rept 60-341 /85-09,paf 850620 telcon w/MD Lynch. Representative sam- 
ples of Casas where IE & non- IE clrculla interface discussed, 

JENS.W.H Detroit Edison Co. 86/06/24. YOUNG BLOOD, B.J. Licensing Branch 1. 
6pp. 31239.061-31239 OOS 

8606260097 Notifies of meeting w/utll on 860702 In Newport, Ml to discuss SALP 
flndlngs.Encourages appropriate corporate & plant mgt attendance Mealing open to 
other Interested parties. 

NORELIUS.CE, Region 3. Office of Director. 85/06/25 JENS,W.H, Detroit Edison Co. 
1p. 31256:348 31256 34B. 
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n. Periodic operating reports & related correspondence 

8606070400 Monthly operating rapt for Mar 1685W/a50411 Itr 
WEGELE,AE, LENART.R S. Detroit Edison Co 65/03/31 4pp 30801 071- 
30601 074 

8606060536 Forwards monthly rept lor Apr 1985 ra status of olfsite emergency pre- 
paredness for OL reviews Delays fn schodule for Liirerfck & Shoreham for lull power 
operation remain due to offsite emergency preparedness issues 
DIFICKS.WJ Office ol the Exaculive Director for Operallons 85/05/28 PALLAOINO 
Commissioners lipp 30785 007-30765 017 


S. Reportable occurrences, LERs 8i related correspondence 

8506040663 LER 65 006 00 on 850407, Div 1 Standby gas treatment sys 
m operable Caused by failure to follow procedures (or processing abnormal lineup 
sheet oriof to ro turning ays to svcOn 8 504 22 .exhaust fan (ailed to start W/850524 Itr 
WEGELE,AE, LENART.R S Dotroif Edison Co 85/05/24, Spp 3 0708 273- 
30708 277 


8506100011 Fonvards Amend 1 to tOCFRSO.App R review rept, per C Tiarr-l 
requasl Amend provides addi mods in Fire Area El, withdraws 050208 oxempLoi.- 

S uest lor Fire Area R1 & incorporates 850306 response to 860124 Iti ro 
own review 

WITHERS.BD Portland General Electric Co 85/05/31 MILLER, JR OpcratirnH-,.- 
tors Branch 3 2pp 30790018-30791 019 ^ 

"8606100012 “Trojan Nuclear Plant, 10CFR50,App R Review " 

’ Portland General Electric Co 85/05/31 359pp 30700021-30791.019 

8506210430 Forwards safety evaluation supporting continued implemeniatton of SPDi 
per 830415 submittal re Generic Llr 82-33, "Requirements for Emargency Rescvr^-i 
Capabilities " SPDS must still meet requirements of Supp1 1 to NUREG 0737 
BUTCHER, EJ Operating Reactors Branch 3 85/06/13 WITHERS.BD Pfy'.j 
Genera! Electric Co 3pp 31048 077-31048 079 

85061B0442 Forwards application (or amend to License NPF-t,conslsting d Lsctoe 
Change Application 123, adding “fail to-start" to group of emergency diesel gtiitf-v 
trips not automatically bypassed duo to loss of vdtage Foe paid 
WITHERS,BD Portland General Elociric Co 85/06/14 BUTCHER, EJ Optratiivifh- 
actors Branch 3 Ip 30977 108 30977.1 13 


8506050360 LER 65 007 00 on 650423,24 & 25,Teeh Spec 3 3 7 1 1 b violated due to 
grab samples not taken within required 8 h period when radiation monitor 
inoperable Caused by personnel error Personnel counseled Proceduro wnllenW/ 
850524 Itr 

WEGELE,AE, LENART.R S Detroit Edison Co 85/05/24. Spp 30725 356- 
30725360 

8506070082 LER 6S 008 00 on 8504 25, reactor proloclion sys actuated twice Caused by 
false upscale trip due to bumping of intermediate range monitor cables First control 
rod valvod out Second control roalnserted fully W/as052S Itr 
WEGELE,AE, LENART.R S Detroit Edison Co 85/05/25 3pp 30800 306- 

30800 303 

8506 060405 LER 85 009-00 on 860426,GRD friction testing performed w/o reactor pro- 
tection sys shorting links being removed, per Tech Specs Sltorlmg links removed & 
leslfna continued Tech Spec change will be requested W/650528 llr. 

WEGELE,AE. LENART.R S. Detroit Edison Co, 85/05/26 3pp 30769 123- 

30769 125. 

8506660365 LER 85 011 00 on 850427, two reactor protection sys actuations occurred 
from source range monitor upscale trips Caused by radio Iremiency signal from test 
equipment Procedure revised to prevent reoccurrence W/850527 llr 

WEGELE.AE, LENART.R S Detroit Edison Co. 85/06/27. Spp 30768 354- 

30768 356 


■S5061 80450 Application for amend lo License NPF-t.consIstlng ol License ctai* 
Application 123,adding “falMo-starr to group of emergency diosol generatoi Inwru 
automatically bypassed upon loss of voltage, 

WITHERS.BD Portland General Electric Co 85/06/14 Spp 30977 109-30977 m 

■8506180456 Proposed Tech Specs adding "fail-to start" lo group of emergency 
generator trips not automatically bypassed upon loss of voStage on emergoncvbwir 
or satoty (niectlon signal Certificate ol Sve end 
‘ Portland General Elociric Co, 05/06/14 2pp. 30977 112-30977 113 


8506180489 Forwards application for amend to License NPF-1, consisting of Ciianoete 
plrcalion 122,revlsing Tech Specs ro (Ire pump diesel engine survtlli^ 
requiremenl.correcting RCS vo) & clearly identifying low population zone Fee piKj 
WITHERS.BD Po ri I and General Eleclric Co 85/06/14 BUTCHER.EJ OpoidmHe. 
actors Branch 3 1p 30977 167-30977-175 


-8506180492 Apdication for amend to License NPF-1 .consisting ol Change Appftj’.,n 
122, revising Tech ^ecs re fire pump diesel engino sijfvi,iiij,ii 
requirement, correcting RCS vo) & clearly identifying low population zone 
WITHERS.B D Portland General Electric Co, 85/06/14, 3pp 30977 1 68-30977 170 

"8506180494 Proposed Tech Specs revising fire pump diesel ongme survcilh.< 
requirement, correcting RCS vol & (dentilying low population zone 
* Portland General Electric Co 85/06/14 spp, 30977 171-30977 175. 


8506060308 LER 65 013 00 on 850 4 28,6600 n da ry containment Inlegrily not established 
during core alterations for CRD friction test Caused by personnel misunderstanding 
applicability of requirement Procedure change initiated waS0526 Itr, 

WEQELE,AE, LENART,RS. Detroit EAsoh Co. 86/05/28 4pp 30759 228 

307S9 231. 

6506060382 LER 85 012-00.on 8 50428 .reactor scrammed twice during Installation of re- 
actor protecllon sys shorting links Caused by personnel failure lo follow wntfen proco 
duros. Event being reviewed & warnPng signs posted W/e50528 llr 
WEGELE,A.E„ LENART.R S Detroit Edison Co. 85/06/28 3pp 30766 357 


8506240472 Revised emergency plan implementing procoduraa, including Rov6to£P 
to fo accident dose assessment work shoel mefhod & Rev 6 to EP-aS re emerwci 
operating facility computer analysis method Revised table of contents onci 
' Portland General EfoeWo Co 05/06/14. 20pp 31061;341 3t06t.368 

85062S046S Requests cost estimate lo Install addI telephone clrcuils in omcrgcncyrip 
e rations facility & permission to use site property lor contnoercy 
telecommunications Estimate for labor & mails to accomplish listed tasks noedeo 
WENSLAWSKI,F.A Region 5, Office of Director 05/06/20 WITHERS.BD Pafid 
General Electric Co 2pp 31198.200-31ie8’201. 


8606060418 LER 85 OtO OO.on 8 50427, reactor protection sys tripped Caused by APRM 
E upscale tnp due to recorder door malfunction LPRM cables & connectors repaired & 
chart recorder door modified W/850528 llr, 

WEQELE,A,E, LENART.R.S Detroit Edison Co. 86/05/28 3pp 30769.126 

-iAfi ' 


8S06070202 LER 85 014 OO'on 050601, reactor protection sys actuation occurred on er 
fonaous indication at reactor vessel level 3, resulting In full scram & Isolation signal 
for valve groups 4,13 & 15 Caused by personnel erroriW/85053 1 llr, 

WEGELE,AE, LENART.R S Detroit Edison Co 85/05/31. 4pp 30801,216 

30801:218 

8506100796 LER 85 015 00:ori 650508,durlng restoration ol reactor vossol level fnslru- 
ment to svc.full scram signal generated. Caused by erroneous level Indicallon due to 
Incorrool valving technique. Valve training continuing W/85053 1 llr, 

WEG£LE,A.E., LENART.R.S Detroit Edison Co, 85/05/31. 4pp 30803 300 

30803,303, 


I. Financial Information 

8506170437 Forwards 1984 annual repts ol Portland General Electric Co, Eugene Wjw 
& Electric Board & Pacillc Power & Light Co 

WITHERS.BD Portland General Electric Co, 05/06/1 1 BUTCHER.EJ Opeiabnafie- 
actors Branch 3 Ip 30966,240-30967,017 

-8606170440 "1984 Annuo) Rept " 

SHORT.RH Portland General Electrio Co 84/12/31 42pp 30956 241-30956260 
"8506170444 "1084 Annual Rept," 

PRATT, CP Eugene Water & Electricity Board 04/12/31. 36pp OOSSetfi- 
30956:316, 

"0506170448 "1984 Annual Rept," 

FR1SBEE,DC Pacific Power & Light Co, 04/12/31, 64pp 30956 317-309570(7 


85061S0300 LER 86 016-00 on 05O5O9,scram & several primary containment Isolations 
occurred Caused by Improper valving on reactor water level Instrument Personnel 
counseled Permanent Instairallon plai>n9d.W/85061O Itr. 

W£GELE,A.E,, LENART.R.S, Detroit Edison Co, 85/06/10. 4pp. 30993,083- 
30993 086 


V. Operator Examinations 

8506048606 Forwards Exam Rept 60-341/65-01 ol exam administered on 860212 
REYES, LA, Region 3, Office Ol Director 85/05/20. JENS.WH, Detroit Edison Co Ip. 
30708,286-30709.002, 

-8606040813 Exam Rept 50 341/85 01 of exam adminislorad on 850212 Exam 
results.two Instructors & all reactor operators passed exam 
WNQ,T„ LEVY,!., SLY,Q, Regton 3, Office ol Director, 85/05/17. 76pp. 30708.287- 
30709 002. 
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F. BecuNty, msdioal, emergency & firs protection plans 

8506040640 Revs to radiological emergency response plan Implementing 
mocetfirres, Including revised table ol contents & Rev 1 to EP-34, "Stlo Evacuation S 
Roantry." 

PUZEY,A.M. Portland General Electric Co, 05/06/06. lOpp 30709 014-30709:024, 


P. Operating license stage documents A correspondence 


6506030390 Partial response to FOIA request for throe caCegorlos of documents lets 
made available at PDR re NSHCsApp A documents enef & placed fn PDRS^ 
continuing, 

FELTON,JM, Division of Rules and Records 04/11/00, AOATO,M Union of (Jw 
earned Scientists. 4pp, 30720 001-30720,005, 


-0402210139 Forwards update ol Shelly stallstics for 830606-840126 Two fequ«tsFvi 
nearing & one comment recoived.RequesIs lor hearing dismissed on t»o 
plaants Prehearing conference scheduled for Grand Gulf petition 
EISENHUT.D.G. Division of Licenslna 84/02/07. DENTON, H R. Office of NudearRs 
aolor Regulation, Director. 3pp 30720:016-30720,018, 

E ate of Sholly statistics covering 830505- 640224 EEevsKtIi 
ed (or publication on 840321, 

ol Licensing. 84/03/13 DENTON, HR Office of Nuclear Ri- 
ir. 3pp 30720:010 30720,021, 


-8404020112 Forwards u 
monthly FR notice schec 
EISENHUT.D.G Division 
actor Regulation, Direcic 


-8404260461 Forwards updated "Sholly" slallatlcs for 830606 840322 Pfoheartngeflo 
ferenco held on request for hearing received on TMI-1 steam generrbr 
repalr.Contentlons accepted by ASLB. 

EISENHUT.D.G, Division of Licensing, 84/04/13, DENTON, HR Office of Nuclear fl* 
actor Regulation, Director. Spp. 30720,022-30720,024. 

-8406220611 Forwards update of Sholly statistics covering period 830505- e4W75No 
addi comments or requests for hearing received. 

EISENHUT.D.G Wvislon of Licensing 84/06/07. DENTON.H.R Of (ice of NuciMt Re- 
actor Regulation, Olreotor Spp. 30720.026-30720:027. 
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"9406260322 Forwards update of Sholly statistics for period 630S06- 640523 ASLB 
issued dBcisfon for Grand Gulf on B40423, admitting two conlontions for discovery 
EISENHUT.DG Division of Licensing 84/06/06 DENTON, HR Office of Nuclear Re- 
actor Regulation, Director 3pp 307 ot 028-30720 030 

"8407300050 Forwards update of Sholly statistics coveting 830506-640620 No addi 
conunenis or requests lor hearing received 

EISENHUT.D-G Division of Licensing 84/07/06 DENTON, H R Office of Nuclear Re- 
actor Regulation, Director 4pp 30720 031-30720 034 

"8409200009 Forwards updated Shelly statistics tor period 830506-840716 Statistics 
will be updated following 040822 monthly publication of FR notice 
EISENHUT.D G Division of Licensing 84/08/08, DENTON^H R Office of Nuclear Re- 
actor Regulation, Director 4pp 30720 035 30720 036 

• 8410040278 Foiwards update of Sholly statistics covering 830506 840022 Lists two 
“press release'’ type notices Issued during reporting period Next monthly FR notice 
scheduled lor publication on 840924, 

EISENHUT.D G Division of Licensing B4/09/1D DENTON, HR Of lice of Nuclear Re 
actor Regulation, Director, 24 pp 30720 ’03 9 30720 062 

-85D60403D3 Notice of consideration of Issuance of amend to License NPF-1 & pro 
osed NSHC determination & opportunity for hearing re onsite & offsite organization 
OURIGNY.E.G Operating Reactors Branch 3 83/11/14 7pp 30721 235 30721 241. 

"SS06049398 Notice of consideration of Issuance of amend to License NPF-1 & pro 
posed NSKC determination & opperlunily lor hearing re 830801 request to Increase 
stoiago capacity of spent fuel pool to 1 ,400 fuel assemblies 
Miller, J n Operating Reactors Branch 3 83/11/26 13pp, 30721 ’242-30721 285 

8S0417D478 Requests remittance of addI fee lor 840424 application for amend to LI 
cense NPF-1, proposing Tech Spec changes ro NUREQ 0737 items 
DIGGS, RM Ctcense Fee Management Branch 85/04/09 WITHERS.B.D Portland 
General Electric Co Ip 29905 000-29905 009 

350SO7O643 Forwards request for addi Info re response to Generic Llr 83-20, "Generic 
Implications of Salem ATWS Events," concerning position on post maint operability 
testing of safely-related components Response requested within 46 days 
TOUHIGNY.EG. Operating Reactors Branch 3 85/05/28 WITHERS, BD Portland 
General Electric Co. 4pp, 30796 159-30790 162 

8506050162 Forwards lee associated w/appllcatlon for Amend 93 to License NPF-1 .per 
NRG 850409 llr 

WITHER.B D Portland General Eloctrlc Co 65/05/30, DIGGS, R M License Fee Man- 
agennenl Branch, ip 30719 039-30719.039 

8506060257 Provides clarification of previous util commllmentB re NUREG-Q737 require 
menl (or environ qualllicatlon of containment high range radiation monitors Room 
temp vulcanizing sealed connectors ensure environ qualification. 

WITHGRS,B D Portland General Electric Co 85/05/31 MILLER, J R, Operating Reac- 
lois Branch 3. 2pp 30727 227-30727 228 

8SD624962S Requests review of Tech Spec requiromonta to confirm that response time 
surveillance requirement eppropriate & conststant w/daf(nltlon of roaclor Irip ays re- 
sDonso time. License amend needed If response time incorrecl, 

BUTCH ER.EJ Operating Reactors Branch 3 65/06/06 WITHERS, B,D Portland 
General Electric Co 2pp, 31152 351-31 152'352 

9506180597 Forwards request for add! info to continue evaluation of submittals lor TMI 
Item IIDl.tnfo re selection of transients & valve inlet & downstream conditions ro- 
Duesisd within 30 days of receipt of Itr 

SUTCHER.EJ Operating Reactors Branch 3 05/06/12. WITHERS, BD Portland 
General Electric Co. 9pp 30984.162-30984 160 

8506200352 Forwards request (or addi Info re core exit thermocouple sys, subcooling 
margin monitors & reactor vessel level Instrumentation sys, in order to complete roview 
of 840312 & 850104 submittals for TMI Item II F,2,3. 

BUTCHER, E.J, Oparating Reactora Branch 3, 85/06/13 WITHERS,BD Portland 
General Electric Co 2pp. 31041,298-31041.209 

9506210426 Forwards request tor addi Info re valve lest pressure In order to complete 
review ol B50116 request for rev to permanent tost program for Valve MO-G612.W/0 
end 

BUTCHER.EJ Operating Reactors Branch 3. 65/06/13 WiTHERS.BD Portland 
General Electric Co 2pp. 31044 354-31044*365. 

6506180322 Responds to 650416 request lor addi Info re Genorlc Ltr 03-28, Items 2 2 2, 
"Vendor Interlace" & 4 5 3, "Review ol Intervals for On-line Functional Testing." 
Vendor equipment Info program Implemented by procedure mods. 

Withers, B.D, Portland General Electric Co 86/06/14. MILLER,J R. Operating Reac- 
tors Branch 3. 2pp 30977(24 8-30977 ’240 

8506180442 Forwards application lor amend to License NPF-1, consisting ol License 
Change Application 123, adding •'lail-to-start'’ to group of omergoncy diesel generator 
trips not auiomatlcaliy bypassed due to loss of vditege,Fee paia 
WITHERS.B D. Portland General Electric Co 66/06/14 BUTCHER, E.J, Oporating Re- 
actors Branch 3 Ip. 30977.108-30977:113. 

-8506160450 Application for amend to License NPF-1, consisting of License Change 
Application 123, adding ‘'lall-to-slarl'’ to group ol emergency diesel generator trips nol 
auiomalicBlIy bypassed upon loss of volfage. 

WITHERSpBD, Portland Gen&al Electric Co 86/06/14 3pp. 30977 109-30977:111 

"8506180456 Proposed Tech Specs adding "fall-to-slart'' to group of emergency diesel 
generator trips not automatically bypassed upon loss of voltage on emergency bus &/ 
or safety Injection s|gnal.CertlllQale ol Svo end. 

* Portland General Electric Co 85/06/14. 2pp. 3097M12-30977’113. 

8598180489 Forwards application for amend to License NPF-1, consisting of Change Ap- 
plication 122, revising Tech Specs re lire pump diesel engine surveiflance 
requiremeni, correcting RCS vol & clearly identifying low population zone Fee paid. 
WITHERS, B.D. Portland General Elecirto Co. 85/06/14. BUTCHER, E J. Operating Re- 
aciora Branch 3, Ip. 30977-1 67-30977:1 76. 

"8506180492 Appjicatlon for amend to License NPF-I .consisting of Change Application 
)22,rev|s1ng Tech ^cs re (Ire pump diesel engine surveillance 
requirement, correcting RCS vol & clearly Identifying low population zone 
WITHERS.B 0. Portland General Electric Co. 86/08/14. 3pp. 30977' 166-30977-1 70 


"B5061B0494 Proposed Tech Specs revising tire pump diesel engine surveillance 
requirement, correcting RCS vol & identifying low population zone 
• Portland General Electric Co 85/06/14 5pp 30977 171-30977 175 

8506200263 Forwards partial response to Genorlc Ur 85 02 re steam generator tube 
integrrly Addi response will be completed by 650901 Program (or steam generator 
tube mCegnty & rupture mitigafton end 

WITHERS.B D Portland General Electric Co 85/06/14 THOMPSON.H L Division of 
Licensing 9pp 31008 071-31008 079 

85082501 13 Forwards tabular summary ol key results from regional survey ol ptant-spe- 
ciflc info ro potential lor uncorrlrolled radiation exposures in PWR cavities.per JQ Part- 
low 850315 request No further generic action needed 

TAYLOR, JM Director's Office, Office of tnspeclion and Enforcement 85/08/18 
MURLEY.T.E Region 1, Office of Director gpp 31211 322-31211,330 


Q. Inspection reports, IE Bulletins & corrsspondence 


8506260253 FOIA request for Rancho Seco SALP ropl for 790415-000415, dtd Aug 
1900 & Tfojsn SALP rept (or SopI 1979 • Aug 1960,cltd Oct 1980 
TAYLOR.C NUS Corp B5/04/09 Division of Rules and Records Ip 31209 324- 
31209 324 

8505130027 Suppl 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svo list end 
JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/14 CcinsolKlalod Edison Co ol New York, Inc 107pp. 31044 065- 
31044-171 

8505130036 Suppl 1 to IE Inte Notice 65 020, "Motor Operated Volvo Failures Duo to 
Hammering Effect,'' Svo fist end 

JORDAN, EL Division of Emergency Proparerfneas & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co, of Now York, Inc i07pp 31044 172- 
31044 27S, 

8505200690 |E info Notice 85 039, "Auditability ol Electrical Equipment Qualification 
Records at Licensees Facllillos " Sve list end 

JORDAN.E L Division ot Emergency Preparednosa & Engineering Response (Post 
630103) 85/05/22 Consolidated Edison Co of New York, Inc f06pp 30B37‘2S8- 
30837 363 


BG0520D600 IE Into Notice 85 040, "DoflclenclQS In Equipment Qualification Testing & 
CertrficaHon Process " Svo fist end 

JORDAN.E L Division ol Emergency Preparedness & Enginoerlng Response {Post 
830103) 05/05/22 Consolidated Edison Co of New York, Inc 106pp 30848-168 
30848 271. 

8505280181 IE Into Notice 65 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Sve list onol 

JORDAN.E L. Division of Emergency Prepa redness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co, ot Now York, Inc 120pp 30852 245 
30862 363. 

8505200187 IE Info Notice 05-043, "Radiography Events at Power Reactors ” Svo list 
end 

JORDAN, E.L Division of Emergency Preparedness & Enginoerlng Response (Post 
830103), 85/05/30, ConsoHdalod Edison Co. of Now York, Inc, 120pp 30864.167- 
30BB4 287 

8505280195 IE Info Notice 85 044. "Emergency Communloaflon Sys Monthly Tost.” Sve 
Ifsf ertcl, 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consotidated Edison Co of New York, Inc 121pp. 30864 045- 
30064- JSS 

8606040353 Ack receipt of 850422 Hr Informing MRC of stops taken to correct violations 
noted in Insp Rapt 50-344/86 08. 

KIRSCH.DF Region 5, Office of Director. 85/05/30 WITHERS.B.D. Portland General 
Eleciric Co. Ip. 30703:061-30703.066, 

8508200448 Forwards Insp Rept 60-344/85-13 on 850402 0513 No violations Identified, 
KIRSCH.D F, Region B, Oirice of Director 05/05/31. WITHERS.B D. Portland General 
ElQctricCo ip 31020.132-31020.142 

"8508200462 Insp Rept 50 344/85-13 on 850402-0513 No violations noted. Major 
areas inspectedioperational safely venllcation, corrective 
actlon.m aim, surveillance .followup on previous I nsps, refueling activities & operation. 
R(CHARDS.S A , KELIUND.G.C , DODDS.R T. Ra^on 6, Office of Dfroefor 85/05/28 
10pp, 31020:133.31020:142, 

6506240488 Forwards Insp RepI 50-344/85 16 on 650513-17.No violation noted 
KIRSCH.D F Region 5, Office of Director 86/05/31. WITHERS.B D, Portland General 
ElactfloCo. Ip. 31201-348 31201-354 

"8506240494 Insp Rept 60-344/85-16 on 850513-17 No noncompllance or deviation 
nofed.Major areas Inspacled maint program, design changes.mod program & close out 
of open Items. 

PEREtnA,D.B„ DODDS.R T, Region 5, Office of Director 86/06/31. 6pp, 31201-349- 
31201.364. 

8508060677 IE Info Notice 86-045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used in WeslinahoiJSo Designed Plants." Sve list end, 
JORDAN, E.L Dlvialon of Emergency Praparednass & Engineering Response (PosI 
630103). 85/06/06. Consolidated Edison Co. of New York, Inc. i22pp. 30665.001- 
30865:048. 

8506060707 IE Info Notice 85-046, "Clarification of Several Aspects ol Removabla Ra- 
dioactive Surface Conlamlnallon Limits lor Transport Packages " Svo list end. 
JORDAN.E L. Dlvfslcn Of Emergency Preparedness & Engineering Response (Post 
B30103) 86/06/10 Consolidated Edison Co of New York, Inc, Wpp. 31043:301- 
31044:064. 
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8S06140J40 IE Info Notice 85 047. "PotonHal Elleci of Ltne-Induced Operalion on Cef' 
lam Tarsal Hock Solenoid Operalod Valves " Svc list and, 

JORDAN, E L Division of Emergency Preparedness & Engine ering Resportso (Posi 
8301031 85/06/18 Consolidated Edison Co of New York. Inc 134pp 31?6ai57' 
3f 268 304 

8SQS140836 IE Info Notice 85 048. "Respirator Users Notice Daleclive Self Contained 
Qfeathing Apparalus Air Cylinders " Svc list end 

JORDAN CL Division ol Emergency Preparedness 8 Engineering Response (Post 
830103) 85/08/19 Consolidated Edison Co ol New York, fnc I23pp 31376064- 
31376183 


n. Periodic operating reports A related correspondence 


8S08240076 Forwards Insp Rept S0-346/B5 16 on 650409-0531 Resufls ol ru 
cussed dunriD enforcerrient conletence on BS0624 

NORELIUS.CE Region 3, Office ol Director 85/06/17 CROUSe.RP Toledo 
Co Ip 31061 293 31061297 

-8506240084 Insp Rept 60 346/06 18 on 850409 0531 Noncomplianoo noted litre t 
notify approprtam personnel that fire detection equipment removed from svc S fji/i 
to properly Implement license condition re operation of startup feedwater pum 
JACKIW.IN Region 3, Office of Director 85/06/13 4pp 31061204-31061297 

8506280069 Revised emergency procedures, incorporating Tomporary Mods TWarc 
Procedure El 130002, "Unusoal Event," T-9268 to El 130003, "Alofl,'" TSZsSbE 
1300.04, "Site Area Emergency’' & T-g290 to El 130005, "Deneral Emorgency ' 

• Toledo Edison Co 85/06/24 6pp. 31253 355 31253 360 


8506878047 MonlWy operating rept for Mar 1985 W/0 50405 Itf ^ , , 

WILDFONG.LA, OflSER.WS Portland General Electric Co 86/03/31 5pp 
30600 310 30800315 


S. Reportable occurrences, LERs & related correspondence 

8508270350 Special Repi 3 h rated penalralion between 69 ft otevation in turbine bldg 
& east switchgear room Inlenlionslly made nonfunctirinal for longer Ilian 7 days be- 
cause of maint. Corrective action completed 850525 Barrier mads functfonal. 
QBSER,W«S Portland General Electric Co 85/06/14. MARTIN.JB Region 5, Office 
of Director Ip 31252261-31252 261 


V, Operator Examinfltlons 


850S1HQ290 Advises Ihet Amend 3 to FSAR.includlng rev to Section 13 2, will be sub- 
mitted in Jut 18a5.pef util 840706 resportso lo GonerJo LIr 84-14 Separate submittal 
describing roplacement & requalilicetlon training no lofiB'Sf nacossary 
WITHERS, 8 0 Portland General Electric Co 85/06/11 THOMPSON.H Division ol Li 
censing Ip 30975.252-30975 252 


8506210235 Revised emergency plan Implemonling procodurea, including Rev 7 u R 
1300 00 re station response lo emergencies & Rev 7 to Et 130006 ro operaCioni u 
port ctr activation 

* Toledo Edison Co 86/06/30 31 pp 31 028-308-3 1026 338 

8508280129 Rev 249 to emergency plan supporting procortures rev indov 

* Toledo Edison Co 85/06^0 2pp 31256321-31256 322 


p. Operating license stage doeumenis & eorreapon dance 

8696030390 Partial response to FOIA requosl for three categories of doeumenis bi^ 
made available at PDR re NSHCsApp A documents enct 4 placed in PORSn." 
continuing 

FELTONJ.M Division of Rules and Records 84/11/08 AOATO.M Un.onefC^- 
corned Scientists 4pp. 30720.001-30720005 

-8608040320 Notice ol consideration of Issuance ol amend lo License NPF3A(»> 
posed NSHC determination 4 opportunity for for hearing ra 801226 request lec/Jive 
Tech Specs concerning lire protection sys 

STOLZ.JF Operating Raaciors Branch 4 63/12/06 8pp. 30722 011-30722018 


DOCKET 50-348 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency 4 fire protection plans 


8608130045 Partial response lo FOIA request for all documents ro NRC pr«ccdvi!tl,r 
detection 4 control of alcohol 4 illegal drug use by persons engaged in ^Mgertu-d 
ol nuclear reactors or lacililiea Forwards App A documents 
FELTON.J M Division of Rules and Records 86/01/28 HEATH, SJ. Was.VLoa 
Legal Foundation S5pp 30937 047-30937 167 


850 6030390 Partial response to FOIA request lor three cetegones of documents to be 
made available at PuR re NSHCs App A documonts ancF 4 placed in PDR Search 
continuing . 

FELTON.JM Division of Rules and Records 04/11/08. ADATO.M UnioA of Con- 
cerned Scientists 4pp 30720001 30720.005 

-5506040329 Notice of conslderailen of Issuance ol amend to License NPF-3 4 pro- 
posed NSHC delermlnatlon 4 opportunity for (or hearing ro 601226 request lo change 
Tech Specs concerning fire protection sys 

STOLZ,JF, Operating Reactors Branch 4 83/12/06 8pp 30722.011-30722013 


-8506140131 Discussion w/utll on 821101,ro policies on use or possossion erdrjgiv 
alcohol. 

GIBSOHJ Office of Nuclear Reactor Regulation, Director ROGERS ,W . MlLLESjn 
NRC • No Dstailecf Alfillallon Given 82/1 i/OI 3pp, 30938 299 30936 301 

6508280116 Forwards documentallon of differing prof opinion submllted by WQ F1cg«r] 
ro NRR interpretation gf Tech Specs for onsite power distribution 
JACKIW.I.N Region 3, Office ol Director 85/03/07 Region 3, Olfico ol Ducel-v l> 
31274 350 31274:360, 


8506130303 Rev 10 lo Adminisiralfva Procedure AD 1650 04, "Post Accident RadlologI 
ca! Sampling 4 Counting, Nuclear Saloly Rolaledi'' Rev index end 
Bfl|DEN,D W. Toledo Edison Co 85/05/08 1 1 pp. 30859 037-30869.053. 

8506040537 Forwards etalus ol tasks re Implemontallon of actlvilles lo resolve dellcien 
ciea noted during NRC 830711-13 & 25-28 Insp 4 Ine proloclion audit 
CROUSE,R P. Toledo Edison Co 85/05/09 KEPPLER,J Q Region 3. Ofiico ol Diroc- 
for. 15pp. 30608, 002-30696 016 

6606240418 Forwards Temporaiy Mod T-B173 to AO 1800.00, "Industrial Secunly 
Plan," Mod withhold (ref 10CFR73 21). 

CflOUSE,R.P Toledo Edison Co. 85/05/10 KEPPLEfl,J Q Region 3, Office of Direc- 
tor. Ip. 31201.358 31201 358. 

8506110262 Revised emergency plan Implementing proceduresjncludmg Rev 7 to El 
1300 07, "Technical Support CIr Acllvalion" 4 Rev 6 to El 1300,1 1, "Recovery." 
BHtDER.OW., QUENNOZ,S.M Toledo Edison Co eS/05/22 22pp 3080e-344- 
30807-003 


8508210296 Forwards response io 850430 comment ro rev to Industilal socurity 
plan.Reapotrse withheld. 

CHOUSE,B P. Toledo Edison Co. 35/05/28. KEPPLER.J.Q Region 3, Office ol Direc- 
tor. Ip. 31036.096-31035068 

8500240274 Forwards Safeguards Insp Rept SO 346/85-14 on 050429 0502 No non 
compliance noted. 

AXelSON,W-L Region 3, Olflcs ol Director. 85/05/20 CROUSE.R.P. Toledo Edison 
Co. 2pp. 31203-038-31203 091. 

-8506240284 Physical Protection insp Rept 50-346/85-14 on 650429 0502 No noncom- 
pllance noted Ma|or areas Inspecfed security program sudil, testing & maint .lighting 4 
componsatoiy measures, Details wilhheld (rel tOCFfl732t). 

MADEDA.TJ.. PIRTLE,Q.L.. DROUfN.B Region 3. Office of Director. 85/05/28, 2pp 
31203090-31203.091 


6506040532 Advises thal 650510 Temporery Mod T-9173 to industrial security plan con 
sistepl w/provlalons of 10CPRS054(p) & acceptable 

AXElSONAV.L. Region 3, Oflice ol Director 85/05/30, CROUSE.R.P. Toledo Edison 
Co 2 pp. 3069a;iei 30698:192. 


6506040486 Temporary Mod Bequest T-9222 lo Emergency Plan Supporting Procedure 
AD 1827.02 re medical trealmenl of Iniurles & Temporary Mod Requosl T-9226 to 
Procedure AD 1827.10 re emergency offsite dose estimatos 
WAHL.N, BRJDEN.DW., BROWEN.J Toledo Edison Co. 85/05/31, 4pp 30e97!278- 
30697.282 


6508189382 Rev 11 to Emergency Pfan Supporting Procedure AD 182702 re medical 
Irealment of Inlorlos.lncorpoiafmg Temporary Change T-9248, 

BROWN.DH., SWANQER,F., BROWER, X Toletlo Edison Co. 86/06/07. 3pp. 
30878:061-30978:063. 


8606140358 Revised emergency plan supporting procedures manual. 
* Toledo Edison Co 85/56/11. 3pp. 3M93,2f7-30B93'21B. 


-8606280 120 Discusses differing opinion on Interprotallon of Tech Specs 3 8 2 1 OG (i- 
sonhul felt that Tech Specs Inapplicable If vital bus powered from non Class iE pcm 
source. 

ROGERS.W.G. Region 3. Office of Director. 84/07/24 NORELfOS.C E Regw 3 
Office of Director. 2pp 31274:351-31274 352 


-8598280152 Informs that prof dissenting opinion re operability ol 120 volt ac-k'al 
buses W/non Class IE power supply resolved 

ROGERS, W.Q Region 3, Office ol Director. 84/11/15 SHAFER, WO 3 

Office of Director Ip. 31274-353-31274.353 

-8508280158 Ack receipt of memo on differing prof opinion re Tech Spec Inteiprctr'^v 
of onsite power distribution sys.opinlon will bo submlllod to regional adnunisiraluriir 
appropriate action. 

JACKIW.I.N. Region 3. Office of Oiroolor. 04/07/26 ROGERS.W.G Region 
of Director. Ip 31 274*354-31 274:360 

-8596280163 Responds to 840724 memo ro powering vilal bus from nondau it 
power source, Lead responsibility transforrod to Div of Sya IntograllonScbeiWa Ir 
completion ol issue end. 

NORELIUS,C.E Region 3. Office of Diraolor 84/10/15. ROOERS.W.Q RejunJ 
Oflice of Director. 4pp. 31274:355-31274 360, 


8500100834 Forwards 850327 FR notice re applicatlona 4 amends lo OLs uivolvnj 
NSHC Gonslderatlons.W/o encLRelaled correspondence 
•* Operating Reactors Branch 4. #285 660 85/04/01 Docketing 4 SetvJcew Bianch 
3pp 3O02f 343-30B23-34e. 


8500260247 Responds to FOIA request for 60 mile ingestion pathway nvip h 
planLMap will be mailed under separate cover 

FELTON.J.M, Oivlsion of Rules and Records. 85/04/12. LOCKHART, R M Ohio. Stair 
of Ip. 31222:201-31222-201 


8696280243 FOIA request lor 60-mife Ingestion pathway map for plant. 

LOCKHART, R.M. Ohio. Slate of. 86/04/20 Office of Admlnisrrallofi. Ip 3l2?i2C0 
31222-800. 


8596030191 Forwards application (or amend lo License NPF-3.chansing Tech Spe- 
Sections 3 8 1.1 4 4 8.1.1.2 to reduce number of cold fast starta for omorgoncy dCK 
generators & surveillance tesllnaper Genenc LIr 84-16 Foe paid 
CROUSE, R,P. Toledo Edison Co 85/05/28. STOLZ,J.F. Operating R«ackx*a Bf»^l 
4 Ip 3a679.024-3D679.033. 

-8696030197 Application for amend to License NPF-3, changing Tech Spec SeeWn 
3.8.1. 1 & 4.6.1.1 2 lo reduce number ol cold fast starts for emergency diosol gown 
tors 8 surveillance testing of synchronization w/offsite power source, 

CROUSE.R.P, Toledo Erfson Co. 66/05/28. 6pp, 30679:925 30679 029. 

-S696030625 Proposed Tech Spec Sections 3 8.1.1 4 4 8,1.1.2 reducinf) number ( 
cold tael starts for emergency diesel generalora 4 aurvelllance testing o? synchrwBj 
Oort w/off«ite power source. 

• Toledo Edison Co. 85/05/28 4pp 30679 030-30670-033. 
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3&06040126 Application for amend to License NPF-3, revising Tech Spec Table 4 3 1 to 
provioQ for testing to confirm operability of shunt & undervoltage trip devices of CRD 
tnp breakers Fee paid 

CROUSE, RP Toledo Edison Co, 85/05/29 STOLZ.JF Operating Reactors Branch 
4 6pp 30701.307-30701 314 

-8506040131 Proposed Tech Specs, revising Table 4 3 1 to provide tor testing to con- 
firm operability of shunt & undervoltage trip devices of CRD trip breakers 
■ Toledo Edison Co 85/05/29 2pp 30701 313-30701 314 

B 505070 640 Forwards B&W proprietary rept, "Summary ot Core By-Pass Flow Calcula- 
tional Malhodology," per AW DeAgazio request concerning 650213 amend request lor 
reactor coolant min How requirement Rept withheld (ref 1 0CFR2 790) 

CROUSE, R P Toledo Edison Co 85/05/29. STOLZ.J F Operating Reactors Branch 
4. 5pp 3075a'176 30753 179 

65061 B0553 Requests evaluation of adeouacy of subcooling margin specified in Tech 
Spec 3 4.1 2 that must be established for natural circulation conditions Revised sub- 
cooling margin required no later than 850715 

STOLZ.J F Oparalino Reactors Branch 4 85/06/03. CROUSE,R P Toledo Edison 
Co 2pp 30984 099-30984 100 

S50610031S Ack receipt of 850515 response to confirmatory action Itr dtd 860404 Re- 
sponse adequately addresses provisions ot confirmatory action Itr & B50412 request 
re CRD mechanism leaf spring (allures 

KEPPLER.J G Region 3, OKice of Director 85/06/04, CROUSE.R P Toledo Edison 
Co. 2pp 30789 073-30769 190 

-8606100344 Forwards "Exam of CRD Mechanism Loaf spring & Foreign Debris Sam- 
ples Removed From Davis Besse-I" & revised responses to 850404 confirmalory 
action (tr. 

CROUSE.R P, Toledo Edison Co 65/05/15 KEPPLER.JG Region 3, Oifice Of Direc- 
tor 44pp. 30789 076-30789' 190 

-8506100382 "‘Exam of CRD Mechanism Leaf spring & Foreign Debris Samples Re- 
moved From Davis Bosse-I " 

HAYNER,Q O, ZEH,TJ Babcock & Wilcox Co RDD 85:5104-02 03 85/05/13 71pp 
30789.118 30789190. 

6506200079 Requests addl info re ulil 820331,0701,1217 & 830201 submittals concern 
Inj KUREQ 0737, Item II D,1 on safety valve reliability, Response requested by 860719 
STOLZ.J F. Operating Reactors Branch 4 85/06/07 CROUSE.R, P, Toledo Edison 
Co 7pp 31043 097-31043103 

66061 705OD Responds to 850402 request (or addl info re Generic Ltr 63 28, Items 
21,22 & 3 2.3. Info handling sys developed on facility maint mgl sys as equipment 
data base & will be coimponent level equipment listing 

CROUSE.R P Toledo Edison Co 85/06/10 STOLZ,J F Operating Reactors Branch 
4 4pp. 30957 351-3O057'354 

BS06200042 Forwards comments on BAW 1B43P, “B&W Owners Group Evaluation Of 
Internal Bo King Concerns in 177FA Plants" Rept consistent w/bases agreed 
upon Action on Issue complete Corrected rept requested 

LAINAS.G C Assistant Director lor Operating Reactors 05/06/11. TUCKER, H B, Bab 
cock a Wilcox Operating Plants Owners Group. 12pp 31043 111-31043 122 

8506250179 Fomvards application for amend to License NPF-3, revising Tech Spec Sec- 
tion 3,7.1 1 to change cold shutdown (Mode 5) to hot shutdown (Mode 4) Safety eval 
uation & BTgnillcant hazard consideration also end Fee paid 
CROUSe.Ff.P, Toledo Edison Co 85/06/17 STOLZ,J F Operating Reactors Branch 
4. Ip. 31180 163-31180,168 

-8506250168 Application for amend to License NPF-3 revising Tech Spec Soclion 
3 7 1.1 to change cold shutdown (Mode 5) to hot shutdown (Mode 4) Safety evalua- 
tlopi & signiflcanl hazard considerallon end 

CROUSE, RP Toledo Edison Co 85/06/17, 4pp 31 leO’t 54-31 160,157 

* 850625016S Proposed changes to Tech Spec Section 3 7 1.1, changing cold shutdown 
(Mode 5) to hot shutdown (Mode 4) 

‘ Toledo Edison Co 85/06/17. 1p 31180’15B-31180.158 

85062601 13 Forwards tabular summary of key results trom regional survey of plant-spe- 
citlc iivfo re potential for uncontrolled radiation exposures In pWR cavilles,per JG Part- 
low BS0315 requesl.No further generic action needed. 

TAYLOR, J.M Director's Ofllce, Office of Inspection and Enforcement. 85/06/18 
MURLEY.T.E. Region 1, Otfico of Director 9pp 31211.322-31211.330 

6606 270342 Forwards 850618 memo re telephone discussions concerning facility ther- 
mohydrau lifts, 

HELTEMES.CJ. AEOD, Director's OKloa, 06/08/16. REHM.T Office of Ihe Executive 
Director tor Operations DENTON, H. Office of Nuclear Reactor Regulation, Director 
TAYLOR, J, Direclor's Ofllce, Office of Inspection and Enforcement ip. 31262 3 OS- 
SI 262 ,305. 

-8&0S27O35& Discusses 850613 telcon re thermohydraullc performance ot 
racillty Topics included feed & bleed capability & post-TMl auxiliary feedwater 
fixes, Facility unique among B&W plants & does not have full HPI capability. 
ORNSTEfNf,H L, AEOD, Diracfor's Office. 05/06/16 HELTEMES.CJ AEOD. Direc- 
lor's Office. 2pp. 31262 304-3 1262'305. 

8506280142 Forwards response to Generic LIr 85 02, "Stall Recommended Actions 
Stemming From NRC Integrated Program for Resolution of Unresolved Safety Issue re 
Steam Generator Tube Integrity " Guidance published In EPRI-NP-2704 adopted 
CROUSE.R.P, Toledo Edison Co 85/06/24. STOLZ.J F. Operating Reactors Branch 
4. app. 31264:1 13.31264-120 


Q. Inspection reports, IE Bulletins & correspondence 

8506040557 Forwards status of tasks re Implementation of activities to resolve deficlen 
cles noted during NRC 830711-13 & 25-29 Insp & I Ire protection audit 
CROUSE,R.P Toledo Edison Co, 65/05/09 KEPPLER.J.Q, Region 3, Office of Direc- 
tor. 15pp. 30696.002-30696.016. 

6606130027 Suppl 1 to IE Info Notice 64-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN.E L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 86/06/14. Consolidated Edison Co ol New York, Inc, ro7pp. 31044-065- 
31044:171, 


8505130038 SuppI 1 to IE Ir^fo Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ot New York. Inc 107pp 31044 172- 
31044 278. 

8505200690 IE Info Notice 65 039, "Auditability of Electrical Equipment Qualification 
Records a( Licensees FsciIiUbs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103 ) 65/05/22. Consolidated Edison Co of New York, Inc I06pp 30837 256 
30837 363 

B50S200600 IE Into Notice BS-040, "Deliclenclos in Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN.E L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/05/22 Consotidated Edison Co of New York, Inc 106pp 30848 166- 
30848 271 

8606040467 Forwards Saiaty Insp Rept 60 346/85 09 on 650406-26 & notice of viola 
bon 

SPESSARD.R L Region 3, OKLce of Director 85/05/28 CROUSE.R P Toledo Edison 
Co 2pp 30693193-30698 208 

-8506040489 Notice of violation from Insp on 650408 26 
SPESSARD.R L Region 3, Oftico ol Director, 65/05/28 2pp. 30898.195 30698 196 

-85Q6040491 tnsp Rept 50-346/85-09 on 850408-28 Noncompliance & deviation 
noted failure to perform procedure to verily computer calculations ol thermal power by 
hand & faiiifr© to adequately evaluate test results 

MCCQRMICK, RING.MA, FARBER.MJ Region 3, Otllcft of Director 85/05/20. 
12pp 30698 197-30693208 

8506240274 Forwards Safeguards Insp Rept 60 346/85 14 on 050429 0502 No non 
corTtpWanco noled 

AXELSON.W L. Region 3. Office of Director 85/05/28 CROUSE.R P Toledo Edison 
Go. 2pp 312D3'OB8-31203091 

-6606240294 Physical Protection Insp Rept S-O 346/85-14 on 850429-0502 No noncom- 
plianco noted Major areas Inspected security program audit, testing & malnt.llghting & 
compensatory measures. Details withheld (ref 10CFR73 21). 

MAOEDA.T J., PIRTLE.Q L , DROUIN.B Region 3, OKIca of Director 85/05/28 2pp 
31203-090-31203 091 

8605280181 IE Info Notice 86 0 42, "Loose phosphor In Panasonic 800 Series Badge 
TLD Elements " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Hosponso (Post 
830103) 85/05/29, Consolldaled Edison Co of New York. Inc. 120pp. 30852 245 
30852 383. 

8606040230 Insp Rept 60i-34 0/85-1 6 on 650409 051 3. Noncompliance noted- (allure to 

B re CRD ays test deficiency Hal & Inadequate vsriilcatlon of RCS boron concen- 
1 during monthly surveillance procedures 
JACKIW.l N. Region 3, Office of Director. 85/05/29 lOpp 30701,337-30701 346 

eS0S2&01B7 IE Info Notice 65-043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30, Consolidated Edison Co. of New York, Inc i20pp, 30064.167- 
30804 287 

B6052BD195 IE Inlo Notice 86-044, "Emergency Communicalion Sya Monthly Test." Svc 
fist end. 

JORDAN,E.L Division of Ernergency Preparedness &. Engineering Response (Post 
830103), 06/05/30. Consol idalad Edison Co, of New York, Inc I21pp, 30064.045- 
30864-166, 

6SQ6060078 Discusses open Item identified In Insp Rept 50-346/84 30 on 841126-30 re 
station vent stack monitor sample stream Present sample stream conllguratlon ac- 
ceptable from radloacttvify release sfandpolnt 

CROUSE.R.P Toledo Eolaon Co 65/06/30, STOLZ.J F. Operating Roactora Branch 
4, 3pp 30727.2BS-30727-25S. 

8606240090 Lists agenda (or NRC 860620 vIsILItems Include update on status of SALP 
improvement program, performance measures program & plant tour. 

CROUSE.R.P. Toledo Edison Co, 85/06/04 KEPPLER.J.Q. Region 3. Office oi Direc- 
tor. 2pp, 31204,286-31204.287 

6506060077 IE Inlo Notice 85-046, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weslinqhouse Designed Plants " Svc list end 
JORDAN.E L DivTslon of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co. of New York, Inc. f22pp, 30865-001- 
30865 046 

6506060707 IE Info Notice 85 046, "Clanfloatlon Of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages," Svc list end 
JORDAN.E.L Division of Emerge ncy Preparedness & Engineering Response (Posl 
630103) 85/06/10, Consolidated Edison Co. ol Now York, Inc 124pp 31043 301- 
3(044 064 

8506240075 Forwards Insp Rept 60-346/85-1B on 8 50 409-0631. Results of Insp dis- 
cussed during enforcement conference on 850524 

NORELIUS.CE. Region 3, Oifice ot Director. 86/06/17. CROUSE.R.P Toledo Edison 
Co 1p.31061.293-31061.297, 

-8S06240084 Insp Rept 50-346/85-1 8 on 850406-0531 Noncompliance noted: (allure to 
notify appropriate personnel that lire detection equipment removed from svo & (allure 
fo properly Impfement license condition re operaflon of startup feedwater pump 
JAGKIW.LN. Region 3, Oifice of Direotor. 8^06/13. 4pp, 3 1061:294-31061 ■207. 

6508140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Cperatlon on Cer- 
tain Target Rock Sole no Id -Operated Valves." Svc llsl end, 

JORDAN, E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10. Consolidated Edison Co ol New York, Inc. i34pp 31266.157- 
31268.304. 
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6S0d14O636 IE Inlo Notice 85-046. "Respirator Users Notice Defeclivo Sell Contained 
Sreathino ii\pparatus Air Cylinders " Sve list end 

JORDAN.E L Division o( Emergency Preparediyess a Engineering Response (Post 
830103) 65/06/19 Consolidated Edison Co ol New York, Inc 123pp 31376 064 
31376183 


6606260711 Submits status repi from NRC Incident Invosligation leant at 
facility Interviews w/persons directly involved w/ event continuing Team devetefflrase. 
quenco ol occurrences during event ^ 

SEYFRIT.KV AEOO, Director’s Olfice 85/06/14 DIRCKS.WJ Oilica ol the Er^oj. 
live Director lor Operations Ip 31227 326 31227 326 


8506250134 Forwards Safety Insp Repl SO 346/85 15 on 650327 0412 & 0530 No vio 
fations noted 

H ARRIS ON ,JJ Region 3, Ollice o) Director 85/06/20 CROUSE.RP Toledo Edison 
Co 2pp 31180072-31160 077 

••6506250140 Insp Repl 50 346/85 15 on 850327 0412 & 0530 No violations or devi- 
ations noted Major areas inspected CRO mechanism malfunction a damaged internal 
spring component. 

JACOBSON, J, DANIELSON, DH Region 3, OKice ol Direclor 85/06/20 4pp 
31180074 31180 077 


R. PerCodle operating reports & related correspondence 

8506070509 Monthly operating repl lor Mar 1985 W/ 850409 Hr 
SARSOUR.BM, QUENNOZ.SM Toledo Edison Co 85/03/31 HALLER.N OKioe of 
Resource Management, Director. 16pp 30800 114-30800 129 

8S68260444 "Wastewater Rapt for May 1985" W/B50612 Hr 
OUENNOZ.SM Toledo Edison Co 85/05/31 7pp 31230322 31230328 

8506260592 Forwards Ohio EPA discharge monitoring rapt lor Way 1985 a corrected 
Form EPA-4500 re Outfall 002 area runcfl lor Apr 1685 Apr data not reported as 30- 
day weig^hted average as required Exceedence notification lor May submitted 850505 
OUENNOZ.SM Toledo Edison Co 85/06/12 Ohio, Slate of 1p 31230182- 
31230169 

••8 506260 596 Corrected discharge monitoring repl for Apr 1965 ro Outfall 002 Tous saint 
River area runoff reportir^ total nontilterable residue as 30 day weighted average 
OUENNOZ,SM Tofedo Edison Co 85/06/12 Ip 31230183 31230183 

-8506260803 Discharge monitoring repl for May 1985 
OUENNOZ,SM Toledo Edison Co 85/05/31 6pp 31230184 31230 189 


S. Reportable occurrences, LERs a related cor reap endence 


8506040407 LER 85-008-00 on 850420, unit limited to 96% power due to coolant sys 
measured How being approx 2% lower than min flow requirements Caused by failure 
of feedwater (low transmitter Pfanl procedures modified W/850517 Hr 
GABA.E, QUENNOZ.SM. Toledo Edison Co 85/05/20 4pp 30709'108-30709 111 

8506040696 LER 85-009-00 on 05042 4,a[| four reactor protection sys Ilux/delta flux/ 
flow bislables tripped Caused by RCS tlow instrumentation oscillalton signal & overly 
conservative setting.Evaluation underway W/8S0522 Hr 

BATCH, S, QUENNOZ.SM Toledo Edison Co 85/05/22 4pp 30708 235 30708 238 

6506070463 LER 85 010 OOori 8 50430, containment air fsolated due to safety loaturos 
acluatlon sys (SPAS) Level 1 Caused by SFAS Channel 4 containment raaiallon de- 
tector RE2007 spiking high Detector reset W/850530 Hr 

HICKMAN, B. QUENNCJz.SM. Toledo Edison Co 85/05/30 4pp 30600 06S- 
30800 086. 

6606070559 PNO-lll-85-045 on 850602,re actor trip & main feedwater pump trip 
occurred, Caused by htgh turbina vibration Cause ol main feedwater pump trip under 
Investigation Planl In hoi standby mode 

JACKtW.I, SHAFER, W. Region 3, Office ol Director 65/06/03 ip 30763 358 


6S081 40485 Fowards summary repl re defects found on pipe supports & components 
of auxlllaiy feedwater pump turbine steam supply piping sys, per Confirmatory Action 
Llr 85-03, Item 5 

CROUSEjR P. Toledo Edison Co 85/06/06. KEPPLER,JG Region 3, Olfioe ol Diroc- 
tor. 3pp. 308&6’288 30B98 290 


B508140134 Confirmatory action llr re 850609 reactor trip Corrective actions 
hated, Including reviews of MSIV acluatlon & auxiliary teed sya actuation 
KEPPLER.J G. Region 3, Otece of Direclor 85/06/10, CROUSE, R.P, Toledo Edison 
Co 3pp 30893 225 30893:227 


6506140152 PNO 111 85 047 on 850609, unit tripped at 90% power due to leedvrator 
pump problems Both auxiliary & main feedwater pumps 1flpped,leaving steam genera 
tors w/o feedwater & at low water level Auxiliary pumps manually restored. 
BURGESS.B, SHAFERiW Region 3, Office of Director, 85/06/10, Ip, 3 089 3 ’235 
30893.235. 


8566140550 PNO-IH 86 047Aon 850609, loss ol teedwater to steam generators 
occurred Confirmatory action Hr, issued by Region III on 850610, placed freeze on elec- 
Irical & mechanical work Licensee cannot restart or exceed 5% power. 

BURGESS, B„ GREEN WAN, E Region 3, Olfice ol Director 85/08/11 2pp 
30900 057-30900 06 8 


8686260706 Submlla status rapt from NRC team onsite at facility Aclivllias consisted o( 
introductory meetings & discussion re design of plant in terms ol sya involved w/ 
event 

HEL7EMES,C J AEOD, Director’s Office 85/06/12. DlflCKS.W.J. Olfice of the Exec- 
ullve Director tor Operations. 2pp, 31227:327-31227:328 


8606280123 Submits rept required by Region 111 850426 Confirmatory Action Llr 86 03 
re auxiliary teedwater pump turbine steam supply piping ays defects on pipe 
supports.Repl summarizes defects observed compared w/results of last Insp, 
CROUSE, RP, Toledo Edison Co. 85/06/12. KEPPLER.J, Q, Region 3, Office of Direc- 
tor 3pp, 31254:126-31254 128 


85062101 18 PNO-lll-a5-047B.sleam feed rupture control actuated in low pressure mode 
due te initiation of auxiliary teedwater (low following trip, Caused by personnel 
error ^ffecte ol error on subsequent plant behavior still under evaluation. 

BURGESS, B,, SHAFER, W Region 3, Office of Director 85/06/13 ip, 31924 346- 
31024'346, 


8508260715 Submits status rept from NRC Incident Invealigation Team at 

facility Activities include meetings w/licensee & region, interviews w/rndrviduatsmcofi- 
trot room during event & discussion on sequence of events ro equipment freeze 
HELTEMES.CJ AEOD, Director's Office 85/06/17 DIRCKS.WJ Offico ol (he Erec 
utive Direclor lor Operations 4pp 31227 304-31227 307 

8506260693 Forwards guidelines (or troubleshooting quarantined equipment invcNeC n 
850609 trip & for review ol transcripts from fact-finding team 
HELTEMES.CJ AEOD, Director’s Office 85/06/18 DIRCKS.W, DENTO'JH 
TAYLOR, J NRC - No Detailed Affiliation Given lOpp 31227 347-31227 356 

6S0626069S Submits status rept from NRC Incident Jnvestigallora Team a 

facility Meeting w/licenseo held on 050618 to review sequence ol events i clanMA 
resolve dilleroncos 

HELTEMES.CJ AEOO, Director's Office 85/06/18 DIRCKS.WJ Of lice of the Fisc 
ulwo Director tor Operations 2pp 31227 334 31227 335 

8506260700 Submits status repl from NRC Incident Investigation Team al facility Tfr 
Interviewed three equipment operators on duty during event dispatched from eof* J 
room to return auxiliary feedwater pumps to svc. 

HELTEMES.CJ AEOD, Director’s Office 85/06/10 DIRCKS.WJ Otlico of the Eisc 
utive Director for Operations 2pp 31227 332-31227 333 

8506270233 Submits status ropt of NRC incident investigation team actMtius a' 
facility, In response to 850619 lolcon Activities include personnel lntervkBwsfi.resK* 
of pertinent records & documentation 

HELTEMES.CJ AEOD. Diroctor's OHice 85/06/20 DIRCKS.WJ Office ol the FiK 
utive Director for Operations 3pp 31262 352 31262 354 


V. Operator Examinations 

6506170062 Advises that written & oral operator S senior operator licsnsina earii 
scheduled lor wk of 8 50 923. Referenced mall listed in end should he luinishidte 
850812 to meet schedule 

REYES.L A. Region 3, Office of Director 85/06/06 CROUSE.RP Toledo Ed son Ca 
5pp 30978 327-30978 331 


DOCKET 60-348 JOSEPH M, FARLEY NUCLEAR PLANT, UNIT 1 


F. Securily, medical, emergency & fire protection plana 

8506050003 FOIA request for lour categories of documents including into faeierrgtoi 
ol snubbers from surveillance requirements & OL amends 
GRABER.L NUS Corp 84/12/18 Division ol Rules and Records Ip 30745 0<9- 
30745029 

6506050005 Responds to FOIA request (or four categories of documenfs Forwards sjtp 
documents Documents also placed In PDR. 

FELTON, JM Division ol Rulos and Records 85/01/30 GRABER.L NUSCcxp 2cp 
30745030-30745 073 


•8506060012 Exemption from schodular requirements of 10CFR6046(c){4.) ra alterna 
live shutdown capability, Deadline extended to end ol 1906 reluellrig outages 
CASE, EG, Division of Licensing 64/10/04 Alabama Power Co 4pp 30745 W5- 


8506040493 Forwards Insp Repts 50-348/85 08 & 60 364/65 00 on 850121 26 A notue 
ol vIolatlon.Notice of violation withheld (ref 10CFR2 700 & 73 2 1) 

WALKER, RD. Region 2, Olfice of Director 06/02/22 MCDONALO.RP Alatira 
PowerCo 2pp 30709,120-30709 122 

"8606040503 Safeguards Insp Repts 50-340/85 00 & S0-364/85-0B on 8 50121 25\1e 
lallons noted Inadequate securily procedures & Inadequate protected area alurm 
sys Details withheld (ref 10CFR2.700 & 73 21), 

TOBIN, W, MCGUIRE, DR Region 2, Office of Director. 05/02/21. Ip 30799'I22 
30709,122, 


6504160374 Forwards FEMA final ropt of 041128 & 20 emergency propatedness eser 
else & related correspondence Encourages cooperation w/slale A local govis le re- 
solve Improvement Hems S develop scenario for next full scale oxorciao 
WALKER, R D Region 2, Otiico of Director 85/03/18. MCDONALD, H P AJabarra 
PowerCo Ip 29821,298-29822025 

"8603060410 Forwards RW Ktimm 060214 Hr forwarding FEMA rapt of 041128 29 loirt 
emergency preparedness exorcise No deficiencies observed Transmillal of FEMArepI 
to licensee & continued main! of program,recommonded.W/o repl 
MAHHEWS.D B Emergency Preparedness Branch 85/02/27. STOHR.J P. Region 2. 
Ollice of Director, 2pp 29821 '299 29022 025. 

6506270779 Forwards SALP Repts 50-348/85 00 & 50-364/85 00 lor Aug 1933 -Oet 
1084 Overall performance sallafactory. 

GRACE, J N Region 2, Office of Director. 85/03/29, MCDONALD, R.P Alabama Pff*!i 
Co 2pp 31249014-31249030, 


-8606270793 SALP Repts 50 348/85-06 & 60-364/05-06 (or Aun 1063 • Da 
1984 Overall performance satisfactory. 

• Region 2, Office of Director 85/03/29 22pp 31249 016-31249 038. 

8506030467 Rev 4 to General Ole Emergency Implemenling Procedure GO EIP ItT 
"Emergency Operations Facility Administrative Support," W/860530 Hr. 

MUDD.C H, Alabama Power Co. 85/05/30 28pp. 30676,009-30676 036. 


6506040332 Forwards "Fire Hazards Analysis Reevaluation," containing lochracal ei 
omption requests from provisions of 10CFR60, App R,per IE Info Notice 64-09 A G« 
nenc Ltr 83 33 Justification (or continued operation end 
MCDONALD.R.P, Alabama Power Co, 85/06/31 VARGA, S A Office of Nucteai Rear 
tor Regulation, Director. 3pp, 30700 000-30700:1 57, 
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BSOBIOOSSO Rev 2 to G0-EIP*136, "NOAA Weather Alert Radio Distribution & Malnl" 
W/e50603 Itf 

HUNT.WS, MCGOWAN.JW. MUDD.C H. Alabama Power Co 85/06/03 1<}pp 
30791 253 30791 266 

8506250369 Requests assistance In conducling licensing action review for end ulit 
850531 submittal re fire hazards analysis reevaluation Complete SER & SALP input 
using SRR 8t STS as guidance requested by 851120 

THOMPSON.HL Division of Licensing 85/06/17 WALt<Efl,R D Region 2, Office of 
Director 3pp 31200001 31200 152 

*506 280050 Rev 11 to Corporate Activation & Notification Procedure GO El P-1 11, 
“Emargenoy Organization Nplilication & Activation ’’ W/fi50625 Ur 
MCGOWAN.JW, MUDD.CH Alabama Power Co 65/06/25 45pp 3125<1001- 
31254.045 


P. Operating license stage documents & correspondence 

850603D39D Partial response lo FOIA request (or throe calegories of documents to be 
made available at PDR re NSHCs App A documents enof & placed In PDR Search 
continuing 

FELTON, JM Division of Rules and Records 84/11/08 ADATO,M Union of Con 
ceinad Scienlists 4pp 30780001-30720005 

"0606040467 Notice of consideration of issuance of amends to Licenses NPF-2 & NPF- 
8 & proposed NSHC determination & opportunity lor hearing re Q3D304 request to 
clarity Tech Spec action statement to allow operating floxibllity 
VARGA.SA Operating Reactors Branch 1 83/06/20 6pp 30723 010-30723 039 

850BQ60168 Forwards SER re 631104 response to Generic Llr 03-28, item 1 1, "Post- 
Trip Review Program Description & Procedures " Actions 
acceptahto.however,successful Implementalion ot recommendations described in Sec- 
tions til C & III E needed 

VARGA, S A Operating Reactors Branch 1 85/05/21 MCDONALD, RP, Alabama 
Power Co 3pp 30782 155-30782162 

—8586060166 SER re util 031104 response lo Generic Llr 83-28, Item 1 1 re post-trip 
review program & procedures Program & procedures acceptable subj to implementa- 
lion of listed recommendations 

‘ NRC - No Dotailed Afdliation Given 85/05/21, 5pp 30782 158 30782 162 

6505040626 Requests confirmation that new Wostinghouso small break LOCA 
model.NOTRUMP.will bo used in analysis, per TMI Action Hams UK 3 30 8. 
II K 3 31 Plans & schedule lor completing items also requoafed Safety evaluation end 
VARGA, S A Operating Reactors Branch 1 65/05/23 MCDONALD,R,P, Alabama 
Power Co lOpp 30719 344-30719 353 

8 5080 6 0288 Forwards Amends 59 & 50 to Licenses NPF-2 & NPF-O, respectively & 
safely svafoation Amends modify surveillance requirements for auxiliary bldg & sve 
water do batteries to assure continued oporobillty 

REEV£S,E A Operating Reactors Branch 1 85/05/24 MCDONALD,R P Alabama 
Power Co 2 pp 30783095 30783 125 

—8506060325 Amends 59 & 50 to Licenses NPF-2 & NPF-8, respectively, modifying sur- 
veillance requirements for auxiliary bldg & sve water do battorlea lo assure continued 
ooerabilily 

vARGA.S A Operating Reaclors Branch 1 85/05/24 23pp 30783,097 30783 120 

"8506060336 Safely evaluation supporting Amends 59 & 50 to Licenses NPF-2 & NPF- 
0, respectively 

‘ Oflice qI Nuclear Reactor Regulation, Director 85/05/24 6pp 30783:121- 
307B3 125 

6506110368 Forwards response lo draft technical evaluation re pi on Generic Llr 83 
PB.Uom 1 S ra post-trip review, per NRC 050510 Itr Equivalent time history recording 
capability provided by rod posllion & redundant measurement program. 

MCDONALD, RP Alabama Power Co 65/06/04 VARGA.SA OfficB o! Nuclear Reac- 
tor Regulation, Director 0pp 30806 118-30006 120 

&5O6i70Q6B Submits addl Info lo 850425 suppi to Apr 1984 Integrated leak rate test 
fepl.Penetration 12 lor (lUh refueling Type C local leak rate tests had indaterminato 
loakage rate & two valves had delectable leakage 

MCDONALD, R P Alabama Power Co 85/06/10 VARGA.SA NRC - No Detailed A1 
riliallon Given 2pp 30953,282-30953 283. 

6506260066 Requests addl Into re 830906.1 104,840206,15 & 0624 responsss to Gener- 
ic Llr 83-28 re generic implications of Salem ATWS events Response lo Item 3 2 2 
Incomplele Review of vendor & engineering recommendations should be performed 
VARGA.SA Operating Reactors Branch 1. 65/06/13. MCDONALD.RP. Alabama 
Power Co 4pp 31224 048-31224 051 

8S06190190 Forwards response lo 850417 request for addl info re NRC integrated pro- 
gram lor resolution of unresolved safety Issues concerning steam generator tobe In 
tegnty (Generic Llr 65 02) 

MCDONALD.RP Alabama Power Co, 85/06/14 VARGA.SA Ollice of Nuclaar Reac- 
tor Regulation, Director a4pp 30995' 174-30995. 197 

8506260113 Forwards tabular summary of key results from regional survey of plant-spa- 
cilic Info ra potential for unconlrollaa radiation exposures in PWR cavitleB,par JQ Part- 
low 850315 request No further generic action needed. 

TAYLOR.J M Director’s Oillce, OKloo of Inspection and Enforcement 86/06/18. 
MURLEY.T E Region 1. Office of Director, 9pp 3121 1:322-3121 1'330, 


Q, Inspection reports, IE Bulletins & correspondence 

BS06040493 Fotwards Insp Repls 60-348/85-08 & 50-364/85 08 on 850121-25 & notice 
ol vIotatlonNollce of vlotallon withheld (ref 1QCFR2.790 & 73.21). 

WALKER, R D Region 2, Office of Director 85/02/22 MCDONALD, R P, Alabama 
Power Co 2pp 30709' 120-30709; 122, 

-.05O6O'4O6O3 Safeguards Insp Repts 60-348/85-08 & 50-364/85-08 on 850121 -26 Vio 
lalions noted.inadequate security procedures & Inadequate protected area alarm 
ays Details withheld (ref 10CFR2.790 & 73 21), 

TOBIN, W., MCGUIRE, D.R. Region 2, Office of Director, 85/02/21, 1p 30709,122- 
30700' 122, 


8506270779 Forwards SALP Repts 50 340/05 06 & 50-364/85 06 for Aug 1983 - Dec 
1984 Overall parlormance salisfactory 

GRACE.JN Region 2, Office of Director 65/03/29 MCDONALD.RP Alabama Power 
Co 2pp 31249014-31249030 

"6506270793 SALP Repts 50 348/85-06 S 50-364 /a5-O0 for Aug 1983 • Dec 
1984 Overall performance sattslactory 

’ Region 2. Office of Director 05/03/29 22pp 31249 016 31249 030 

8506210434 Responds lo violations noted in Insp Repts 50 348/65 08 & 50 364/85- 
08 Violations denied per 10CFR2 201 

MCDONALD.R P Alabama Power Co 85/04/15 QRACE.J N Region 2, Office of Di- 
rector Ip 31055 166 31055 166 

8506200386 Responds la violations noted in Insp Repts 50-348/85-1 1 & 50 364/85 
11 Corrective actions potenlio met era rccalibr in Oct 84 & switches placed In ''auto” 
position, 

MCDONALD.RP Alabama Power Co 05/05/01 VERRELLl.DM Region 2. Office of 
Director 3pp 3 1 020 250-31020 260 

8505130027 Suppi 1 lo IE Info Notice 04-55, “Seal Table Leaks at PWRs" Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 065- 
31044 171 

8505130038 Suppi 1 lo IE info Notice 05-020, "Motor Operated Valve Failures Due to 
Hammering Effect " Sve list end 

JORDAN, EL Division of Emergency Prepdrodneos d Engineering Response (Post 
830103) 05/05/14 Consolidated Edison Co of New York, Inc i07pp 31044 172- 
31044 270 

8506270735 Forwards Insp Repls 50-348/05-21 & 50 364/85 21 on 850415-10 & notice 
ot violation 

VERRELLl.D M Region 2, Office of Director 85/05/21 MCDONALD.R P Alabama 
PoworCo 2pp 31246342-31246359 

"8506 270740 Notice o1 violation from insp on 850415-19 

* Region 2, Office of Director 85/05/21 app 31248 344 31246 345 

"8506270762 Insp Repls 50 340/85-21 & 50-364/05-21 on 850416 19. Violation 
noted failure lo list persons contacted during auditing 

BELISLE.G A , UPRIGHT, C.M Region 2, Ofdce of Director 85/05/13 14 31246 346- 
31246350 

8505200590 IE Info Notice 05 039, "Auditability of Electrical Equipment Qualitication 
Records at Licensees Facilities " Svo list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of Now York, Inc 106pp 30D37'25a- 
30B37;363 

8605200600 IE Info Notice 05 040, ‘'Deficlancies In Equipment Quallticallon Testing & 
Certification Process '' Sve list end 

JORDAN, E L Division Of Emorgoncy Preparoclnoss & Engineering Response (Post 
830103) 85/05/22, Consollcfatod Edison Co of New York, (no fOflpp 30048,168- 
30040 271. 

8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic QQO Senes Badge 
TLD Elementa." Sve list end 

JORDAN.E L. Division Of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/29 Consolidated Edison Co Of Nav/ York, Inc 120pp, 30852 245- 
30852.363 

8505280107 IE Info Notice 05 043. "Radiography Events at Power Roootoia” Sve list 
end 

JORDAN, E.L Division of Emergency Proparodnasa & Engineering Response (Post 
830103} SB/05/30 Consolidated Edison Co of Now York, Inc 120pp 30864' 167- 
30B64 287 

0505280195 IE Info Notice 85 044, “Emergonesy Communication Sys Monthly Teat." Sve 
list end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 

agi r’,, ,r,i Mow York Inc 12100 30a64'045- 

30 
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8S06S40D41 Monthly operating rapt for May 1&85 W/e50612 Itr 
WOODARD.JD, MCDONALO.RP Alabama Power Co 85/05/31 5pp 31204 266 
31204 270 


S. Reportable occurrences, LERs & related correspondence 

8B06130557 Amends 850523 Part 21 rep I to Include Loctue Grade 242 as acceptable 
mail Into Ur i8i Hr lo ulil end 

CUMMINS,0n Henry Pratt Co 86/05/30 KEPPLER.JG Region 3, Olllce ol Director 
3pp 30B91 098 30801 106 

-8506130573 Part 21 rap! re lack of Loctile on Pratt nuclear model iralves w/Llmitorgue 
operators, per Bechtel 850507 Ur & Detictency Evaluation Rept 84 101 Actuators 
should be feinstallecl in valves using Loclite Grades AV,271 & 277 
CUMMINS, BR Henry Pratl Co 85/05/23 KEPPLER.JQ Region 3, OKice of Director 
6pp 30001 101-30801 106 

8506140498 Part 21 rapt ra ganarator la i lure Concurs w/onci Louis Allis 850603 Itr that 
Inlerpolar connectors be removed 

WOHIARTY.J M Colt Industnes, InC 85/06/05 MUBLEY.TE Region 1, Oilice ol Di- 
rector 7pp 30698 354 30898 361 

8506170539 LER B5-00B-00on S50506, suction valves A & 8 closed when RHR & over- 
pressure mitigation sys made Inoperable by common cause Caused by procedural In- 
adequacy & personnel error. Procedure revised W/850E05 Itr 
WOODARD,JD. MCDONALO.RP Alabama Power Co 65/06/05 3pp 30972 148- 
30972 150 

8506260359 LER 05-009-00 on 8505 17, reactor protection sys actuation occurred when 
lo-lo water revel signal in steam generator IB indicated Caused by personnel error 
due lo Inadequate Instructions Personnel counseled W/8S0614 Hr 
WOODARD.JD.. MCDONALD, RP Alabama Power Co 65/06/14 3pp 31230 226 
31230 228 


DOCKET 60-352 tlMERICK GENERATING STATION, UNIT 1 


E NRC Saleiy Evaluation Report (SER), auppfs & correspondence 

6506060638 Forwards SSER 4 {NUREQ-0e91).W/o end 
SUTLER, W.R. Licensing Branch 2 85/05/22 BAUER, EG Philadelphia Electric Co 
6pp 30784 053-30784 057. 


F. Security, medical, emergency & fire proleciron plana 

6503150327 Forwards correspondence re emergency planning among 
applicant, NR C, Common wealth of PA & other govt agencies, per ASLB 820601 
order. Rets ted correspondence 

CULLEN, EX Philadelphia Electric Co #185 984 8S/03/OS. ZITZER,P Limerick Ecol- 
ogy Action 719pp 29388 227-29390 225 

B60611024D Forwards Draft 8 of "West Pikeland Township, Chaster County Radiological 
Emergency Response Plan for Incidents at Limeticl; Generating Station " Associated 
emergency response plans also end Related correspondence 
DUNN,D.L. Energy Consultants, InC #285 619 65/03/21. R0METSH,R West Pike- 
tand Township, FA 1p 30333.2Q6-30B33.344, 

-8506110257 Draft 8 of "West Prkelond Town ship, Chester County Radiological Emer- 
gency Response Plan for Incidents at Limerick Generating Station'' Related corre- 
spondence, 

' West Pikeland Township, PA 85/03/31. 58pp 30833 287-30833'344 

—8506110265 Ora It 7 ot "Cotebrookdele Towns hip, Berks County Radiological Emergen- 
cy Response Plan for Incidents at Limerick Generating Slalion.lmplemenling Proce- 
dures." Related correspondence 

* Colebrookdala Township, PA. 85/03/31 55pp 30834.001 -30B34 056 

-6606110275 Draft 6 ol "Earl Township, Berks County Radiological Emergency Re 
spouse Plan for Incidents at Limerick Generating Station,'' Related correaponaence 
- Earl Township, PA 85/03/31. Sipp. 30834:057-30834.106 

-6506110282 "Radiological Emergency Response Plan lor Incidenis at Umortck Gener- 
ating Station Related correspondence 
" Montgomery County, PA, 85/03/3 1 . 33pp 30834 109 30634 142 

-8506110296 Dralt 7 of ''Colebrookdala Town ship, Berks County fladlofogical Emergen- 
cy Response Plan lor Incidents at Limerick Generating Slallon" Related correspond- 

*ColebrookdaleTownshlp, PA 85/03/31. 54pp 30834,14330834:197. 

—8506110308 Drafi 7 of "West Poltsgrove Township, Montgomery County Radiological 
Emergency Response Plan lor Incidents at Limerick Generating Station " Related cor- 
respondence 


8506060681 EN 65 042 by 850S30,nolice ol violation & proposed imposition ol ctvil pen- 
alties in amount ol $75,000 will be issued Action based on violations re health physcs 
& security & Inadequate rngt control of contractors 

ROBINSON, P Director’s cJffice, Olfico of Inspection and Er^forcemont 85/05/24 in 
30746 307-30746 307 

8506060536 Forwards monthly repl for Apr 1985 re status of oHsite omergertcy pre- 
paredness ter OL reviews Delays in schedule lor Limerick & Shcreham for luH pon^r 
operation remain due to offsite emergency preparedness Issues 
DlflCKS.Wj Office ol the Executive Director lor Operatlona 65/05/28 PALLADIND 
Commissioners ttpp 30785007 30705017 

8606100722 Fonvards drali FEMA remedial evaluation repls of ofisite planning i pre- 
paredness exercise Related correspondence 

HASSELL.DF Hearing Branch 2 #285 332 85/05/28 HOVT.HE, HARBOLIRJ, 
COLE.R F Atomic Safety and Licensing Board Panel 54pp 30802 243 '30692 296 

8506050367 Updates 850521 memo re plant oltsite planning & 
preparedness Verification that traflic control & access control points will bo estab- 
lished In King ol Prussia area to keep evacuating traffic In motion recclvod 
KflIMM.RW Federal Emergency Management Agency 85/05/30. JORDAN.E L Diw 
sfon of Emergency Preparedness & Engineering Response (PosI 830103) spp 
30717 316-30717 320 

8506070346 Discusses Insps on 850213 15 at Poach Bottom & 650204-08 A 13 atLin- 
erick & lerwards notices ol violation & proposed Imposition of civil penalties 
MURLEY.T.E. Region 1. Office of Director 85/05/30 BOYER.V Philadelphia Elecirc 
Co 5pp 30750 044 30750 056 

-8506070364 Notice ot violalion & proposed imposillon of civiJ penallios in anwuni si 
$25,000 Violation noted NRC Operations Clr not notified ol physical security 
event Details deleted (rel 10CFR2 790). 

MURLEY.T.E Region 1, Olllce of Direolor 05/05/30. 4pp 30750 053-30750 056 

8506060220 Addresses compliance w/Commlsslon stalemeni ot policy on omwaaocy 
planning std (10CFR50 47] published In FR on 650521,ln response to 850524 
request Commits lo full compliance w/GUAHD remand. 

DALTROFF.S L. Philadelphia Electric Co 85/05/31 BUTLER.W R Licensing Sranch 
2 3pp 30727 222 30727 224 

8506070241 Forwards Insp Repf 50-352/85 1 7 on 650402-04 No violation nolod 
MARTIN, TT Region 1, Office ol Director 85/05/31 DALTROFF.S L PhiladelpNsi 
Eleclrio Co 4pp, 30750:1 12-30750*1 23 

-8S060702S5 Insp Rept 60-352/85-1 7 on 850402-04. No violation noted Major areas 
inspected e marge ncy preparedness & observation of llconaee emergency exerosa 
conducted on 850403, 

COHEN.I, WIGGINS, X. MATTHEWS, D, Region 1. Ofileo ol Director 85/05/24 ecp 
30750,116-30750*123 

8506070513 Forwards RW Krimm 850630 memo ro access control points at Xing ol 
Prussia, PA Involving offsite planning & preparedness. RP Giordano 850517 Hr & Jl 
Patten 650516 Itr lor Info Related correspondence 

HASSELL, OF. Hearing Branch 2 #285 312 86/08/05 HOYT.H F , COLE,RF, 
HARBOUR, J Atomic Safety and Licensing Board Panel, 7pp. 30763 324-30763330 

8S06100129 Rev 1 to Emergency Plan Implemenling Procodura EP-333. ‘’Adjustmenl ol 
Wide-Range Gas Monllor Conversion Factors ” W/060605 Hr 
DALTROFT,S.L Philadelphia Eleclrio Co, 85/06/05 MURLEY.T.E Reglorx 1, Office of 
Director 10pp 30789,232 30780 250 

8S061005S4 Forwards list of local or regional medical facllllles having cspabiEilles lo pro- 
vide trealmonl tor radiation exposure In vicinity of plant, per 850528 roquesi 
KRIMM, R.W, Federal Emergency Management Agonw. 85/06/00. JORDAN.E L Dm 
slon ol Emergancy Preparedness & Engineering Response (PosI 830103) 3p(5 
30703:302-30703:304. 

85061 10500 Response requesting ASLAB reverse third Partial Initial Decision LDP 65 M 
on Friends ol the Earth contentions & order ASLB (o reopen record & locall witnesses 
for further questioning 

ANTHONY> L. Anthony, fl,L, ANTHONY.R.L Friends ol the Earth #285 353, 65/06/ 
06 Atomic Safety and Licensing Appeal Panel. 7pp 30816 189-30316.195. 

8506170214 Advises that control room design review acHvIllos requirod by nllachmcct 
to License NPF-27 complete.Human engineering discrepancies revised lo eliminate 
ambiguities & scheduled lor implementation after 6% power 
KEMPER,J.S. Philadelphia Electric Co 85/06/10. BUTLER.W R Licensing BrarKh 2 
3pp. 30955:216-30955.218 

6506210500 Forwards documents re emergency planning among applcanl, 
NRC, Common wealth ol PA & other govt agencles,per Board 620601 order Related 
correspondence 

CULLEN, EJ. Philadelphia Electric Co #286 439. 85/06/11. ZITZER.P EcNogy 
Action of Pottatown. 731pp. 31 045:00 1-3 1047.01 1. 

8506180134 Forwards Insp Rept SO-352/0S-1O on 850126 0308 No violations noted 
MARTIN, T.T. Region 1. Office of Direolor, 05/06/12. DALTROFF.S i. Philad^phia 
Electric Co. 4pp. 30975.176-30976*182. 

-8506180145 Insp Rept 50-352/85-10 on 8501 26-0308, No noncompliance or doMatlons 
noted Major areas Inspeoled.emergency preparedness Implemonlation appraisal. 
GORDON, C.Z, HARPSTER.T.L Region 1, Oftico of Director, 85/06/10 4p{> 
30975*1 79-30976*1 82 

8506210280 Forwards Insp Repls 50-362/65-16 & 50-353/85-04 on 860316 0430 8 
nollce of violation. 

COLLINS, SX Region 1, Office ol Director. 05/08/17 DALTROFF.S,L, Philadelphia 
Electric Co 2pp. 31034*348-31035.030. 

-8506210208 Insp Repts 50-352/85-18 & 60-353/85-04 on 850316-0430. Vkiabon 
noled’Inadequale cross-discipline review capability In plant operations review subcom- 
mittee reviewing Rev 2 to procedures re sodium pentaborate enalyals. 

8EALL,J.E., GALLO, R.M. Region 1, Office of Director. 85/05/31 SOpp. 31034354 
31035:030. 
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B506240563 Contirms that vital area definition program study will be performed on 
B5O7t5-19alsit0 

MURLEYJE Region 1, Office of Director 85/06/19 DALTROFF.S L Philadelphia 
Electric Co 2pp 31 160’265 31160 270 

~8506S40576 Lists LASL personnel scheduled to perform site visit during wk of 850715 
to begin data collection tor vital area definition program Draft confirmation Itr end 
BUHRETT,R.F. Division of Safeguards 85/05/31 MURLEY.TE Region 1, Office of 
Director. 2pp 31160 267-31160 268 

*•8508240564 Advises that two LASL representatives scheduled to visit site during 
850713-18 to conduct site-specific analysis of areas in which sabotage could result m 
radiological releases in excess of 10CFR100 limit 

MURLEVJ E Region 1. Office of Director 85/05/10 DALTROFF.S L. Philadelphia 
Eloclrlo Co 2pp 31160 269 31160 270 


O. Adjudicatory correspondence 

8506030328 Advises that R Thompson will replace E Baker as witness on 050115 due 
to Sakor prior commitment Served on B 50531 

RAMSAY.TH Goldberg, E D RAMSAYJ H Chester County, PA // 28 5 233 85/01/ 
10. HOYT,H.F. Atomic Safety and Licensing Board Panel 2pp. 3 0673 ’3 53 -3 06 73 353 

8506030459 Forwards newspaper clipping demonstrating degree of relevant into bearing 
on adequacy of evacuation planning & support planning excluded from record In fact 
findiM heating Served on 850531 

DARDIS.WM Allihatlon Nol Assigned #285 234 85/01/28 Atomic Safety and LI 
censing Board Panel 3pp 30676:347-3O675’349 

8506100899 Forwards FEMA 850418 & 25 remedial evaluation repts.par 850521 Hr W/o 
ends Rotated correspondence 

HASSELL.D.F. HearTng Branch 2 #285 346 85/05/28 HOYT.H F.. HARBOUR.J, 
COLE.R.F, Atomic Safety and Licensing Board Panel 2pp, 30802 324-30802 325 

8508100722 Forwards draft FEMA remedial evaluation repts of offsite planning & pre- 
paredness exercise Related correspondence 

HASSELL, D.F Hearing Branch 2. #285 332. 85/05/28. HOYT.H.E , HARBOUR.J. 
COLE.R F. Atomic Safely and Licensing Board Panel. 54pp 30 002 ’24 3 -30802 ’296 

8508070498 Appeal of ASLB 850524 order Implementing grant of applicant motion for 
exemption from requirement of 10CFRS0 47(a} & (b) for period of lime contentions of 
Gralsrford Inmates considered ^ Board Order careless & contemptuous 
ROMANO, F R Air and Water Pollution Patrol. #285 305 85/05/29. Atomic Safety 
and Licensing Appeal Panel 2pp 30756’316 30756 320. 

85Q'B030S49 Notice of appeal of ASLB 850524 order implementing grant of applicant 
imolion lor exemption from roquiremenls of 10CFR50 47(a) & (b) for period of time 
contentions of Qraterford Inmates being considered W/Cerlificate of Svc 
LOVE, A R Qraterford Inmates. LOVE, A. R. Montgomary County. PA #285 267 85/ 
05/30 4pp, 30667’200-30667 203 

35060140618 Forwards Inmates notice of appeal In facility proceeding W/o end Related 
correspondence, 

LOVE.A.R Montgomary County Legal Aid Service. #285 260 85/05/30. Docketing & 
Services Branch Ip 36700 007-30708 097. 

8506040673 Forwards "Radiological Emergency Response Plan 2," per 650524 
requasi W/o end Related correspondence 

OTTO.T.G Pennsylvania, Commonwealth of, #285 260, 85/05/30. HOYT.H.F. Atomic 
Safety and Licensing Board Panel Ip 30708 094-30700 094, 

8506030221 Advises that time lor Commission to review ALAB 804 expired. Commission 
declined review.DecIsion became final agency action on 850520.Sorve<i on 65053 1. 
CHILK.S.J Otflqe of the Secretary of the Commission #285 230 86/05/31 Atomic 
Safely and Llcanslng Board Panel, Ip 30673 276-30673:276 

8606070423 Requests withdrawal of appearance on behalf of City of Philadelphia All 
matters should be directed to KS Lewis Related correspondence. 

BUSH.M.W. Philadelphia, PA #285 268 65/05/31. Docketing & Services Branch Ip. 
30740:281-30749 281. 

6508070453 Response appealing ASLB 850624 order Implementing grant of exemption 
from requirements of 10CFR50 47(a) & (b) re Graterford prisoners, Also appeals issu- 
ance ol full power OL for fadlity.Petitlons ASLAB lor stay of both actions. 

ANTHONY, R.L. Anthony, R.L ANTHONY, R L. Friends of the Earth. #286 304. 85/06/ 
02, Atomic Safety end Licensing Appeal Panel. 2pp 307S3'001-30763'006. 

8506070474 Requests reconsideration of conclusion on offsite emergency plans & with- 
drawal of statement that plans now adequate & can be Implemented Copy of plan re- 
quested immedlatefy. Refafed correspondence. 

ANTHONY, R L Anthony, R.L ANTHONY, R.L Friends of the Earth. #285 303. 85/06/ 
02. KRIMM.R.W Federal Emergency Management Agency Ip 30766’223-30766’223 

8506030625 Appeals ASLB 860524 order Implementing grant of applicant motion for ex- 
emption from requirements of 10CFR60.47(e) & (b) for period or time contentions of 
Gralerfoird Inmates considered by ASLB. 

ROMANO, FR. Air and Water Pollution Patrol, #286 254. 86/06/03. Atomic Safely 
and Licensing Appeal Psnel 2pp. 30687.131-30687:132 

8506040676 Forwards, for 1nto,applIcatton filed w/Delaware River Basin Commission lor 
approval for use during 1 986 of consumptive use water allocations of Titus Units 1 ,2 & 
a & Cromby Unit 2, Related correspondence. 

CONNER.T.B Conner & Wetterhahn CONNER,T.B. Philadelphia Electric Co, #205 
267. 85/06/03. CH1LK,S.J. Office of the Secretary of Ihe Commission. 29pp, 
30708.062-30700,090. 

8506040678 Order requiring briefs In support & opposition of intervenors 650529 & 30 
appeala of Board 850524 order Implementing 850609 grant of applicant motion for ex- 
emptlorr by 850612 & 21, respectively ServecTon 860604 

SHOEMAKER, CJ, Atomic MfeW and Licensing Appeal Panel #285 270, 65/06/03. 
Air and Water Pollulion Patrol, 2pp, 30708.060-3070a;061. 

8506060320 Response to proposed revised contentions of Qraterford Inmates re radio- 
logical emer'”r‘'’'v -nn-if— «« issues raised by prisoners 

opposed.No < 38,W/Certiflcate of Svc 

HASSELL.D. ■ ■ 276. 85/06/03. Atomic Safety 

and Llcensln 


8506070609 Answer to Air & Water Pollution Patrol 850521 motion to reopers record on 
supplementary cooling water issues.NRC lacks jurisdiction over matters asserted to be 
ad udicatory Issues Request should be denied W /Certificate of Svc 
CONNER,! B Philadelphia Electric Co CONNER.TB Conner & Wetterhahn #285 
306 85/06/03 Atomic Safety and Licensing Board Panel 21pp 30763 021- 
30753 041 

6S060704B0 Response to Limerick Ecology Aclion 850516 motion & 850520 suppi to 
motion for stay ot ASLB 8S0502 Ihird partial decision disposing of all Issues in favor of 
applicant except Issues re Graterford Inmates Certifcato of Svc end 
HASSELL.D F , RUTBERG,J Hearing Branch 2 #285 310 85/06/04 Atomic Safety 
and Licensing Appeal Panel 14pp 3075B 001-30758 014 

8506070611 Memorandum & order denying Anthony/Friends of the Earth petition to 
reopen record on basis of new info In applicant semiannual effluent release rept.Feb 
1905 Petitioner failed to serve pell Hon, Served on 850605 

HOYT.H F Atomic Safety and Licenslrrg Board Panel #285 320 85/06/04 13pp 
30753 336 30753 346 

8506070513 Forwards RW Krimm 850530 memo re access control points at King of 
Prussia, PA Involving offsite planning & prepe redoes s,RP Giordano 850517 Itr & JL 
Patten 850516 Hr lor Info Related correspondence 

HASSELLO.F. Hearing Branch 2 #285 312. 05/06/05 HOYT.HF, COLE.RF. 
HARBOUR.J Atomic Safety and Licensing Board pane! 7pp 30763’324-30763 330 

8506070518 Order applying briefing schedule established In ASLAB 850603 order to RL 
Anlhony/Fiiends of Ihe Earth 850602 appeal of ASLB 850524 order granting applicant 
motion for exemption from certain 10CFR50 47 requirements Served on 850605 
SHOEMAKER, CJ Atomic Safely and Licensing Appeal Panel #285 319. 85/06/05 
Atomic Safety and Licensing Board Panel. 1 p 30753 382-30753.362 

SS06100S95 Forwards 850603 notice of Commission action re temporary mod of Dola- 
waro River Basin decision for facilily.as followup lo 850603 Hr Related correspond- 
ence 

CONNER.TB Connor & Wetterhahn CONNER, TB Philadelphia Electric Co #285 
338 85/06/06 CHILK.S.J Office of the Secretary of the Commission 9pp 
30802.340-30802.348, 

85061 105Q0 Response requaaling ASLAB reverse third Partial Initial Decision LBP 85 14 
on Friends of the Earth contentions & order ASLB to reopen record & recall witnesses 
lor further questioning, 

ANTHONY> L, Anthony, fl L ANTHONY.R.L Friends of the Earth #205 353 05/06/ 
06 Atomic Safety and Licensing Appeal Panel 7pp. 30816.189 30016.195 

85061 10S06 Response opposing ASLB 850604 memorandum & order denying 650430 
petition to reopen record based on new Info In util semiannual effluent release 
rept Ulll Intentions to modify isolation selpolnia before receiving ropl not known 
ANTHONY.R.L Anthony. R L ANTHONY.R.L Friends of the Earth #265 365. 85/08/ 
07. Atomio Safety and Licensing Appeal Panel. Ip 30010 170-30816 170. 

8506110619 Response supporting 850602 appeal from ASLB order granting util exemp- 
tion from 10CFR50 47(a) & (b) requirements & authorizing Issuance of full power li- 
cense 

ANTHONY, R L, Anthony, R.L ANTHONY, R L Friends of the Earth #285 354 05/06/ 
07. Atomic Safety and Licensing Appeal Panel. Ip. 30008:351 -30806 351 

8500100721 Forwards notice of Delaware River Basin Commission aclion ro temporary 
mod to Increase frequency of wafer withdrawn from Schuylkill River Some copies may 
have been fncorrecfly reprocruced,Relafed correspondence 

CONNER.T.B Conner 8 Wetterhahn, #285 333. BB/06/10 CHILK.SJ Office of the 
Secretary Of the Commission 16pp 30802.308-30802 322 

8506140347 Order extending time until 850710 for Commission to act to review DIroc 
tor’s Decision DD-85 8 Served on 850812. 

CHILK.S.J Office of the Secretary of the Commission #205 307 05/06/10 Com mis- 
slonera Ip. 30893 328-30893.326 

8506170384 Response opposing F Romano/AIr & Water Pollution Patrol 850521 motion 
to reopen proceeding lo consider Delaware River Basin Commission 650513 declara- 
tion of drought emergency.CerlffIcate of Svc end, 

HODQDON,A P. Hearing Branch 2 #285 444. 86/06/10. Atomic Safety and Licensing 
Board Panel. 13pp 3096a:141'309Se‘163. 

8506130128 Memorandum & order denying Limerick Ecology Action motion lor stay of 
ASLB third Partial Initial Decision LBP-65-1 4 which resolved all remaining offsite emer- 
gency planning Issues In favor of applicant Served on 850612. 
shoemaker, CJ. Atomio Safety and Licensing Appeal Panel. #285 392 05/03/11 
Limerick Ecology Action. 13pp 30801:202-3086 1,294. 

8506130219 Memorandum & order declining ASLB 850524 order to Issue ulll lull power 
OL due to unresolved questions by Graterford Inmates ASLAB directed to con alder 
Qraterford Inmates Issues Served on 850611. 

CHILK.SJ. Office of Ihe Secretary of the Commission #265 375. 85/06/11. Atomic 
Safety and Licensing Board Panel 3pp. 30659:343-30859’345, 

8506180182 Forwards response opposing ASLB 850524 order Implementing grant of 
applicant motion for exemption from requirement of 10CPR5C],47(a) & (b) tor period of 
lime contentions of Qraterford Inmates considered by ASLB, 

ROMANO, F.R. Air and Water Pollution Patrol #285 472 85/06/11 KOHL.C Atomio 
Safety and Licensing Appeal Panel. 1p 30976.012-30976.016 

-8506180166 Response opposing ASLB 650524 order implementing grant ot applicant 
motion for exemption from requTremenI ot 1 0CFR50 47(a} & (b) lor period of lime cen- 
tenlions of Qraterford Inmates considered by ASLB 

ROMANO, F R. Air and Water Pollution Patrol 85/00/1 1 . Atomic Safety and Licensing 
Appeal Panel. 3pp 30976.01 3-30976'01 5 

8606140204 Order directing all briefs In opposition to appeals & stay requests re ASLB 
850524 order.authorizing NRR to Issue full power OL for plant, be received by 650614 
for consideration. Served on 85061 2. 

SHOEMAKER.OJ. Atomic Safety and Llcanslng Appeal Panel. #286 401. 05/06/12 
Office of the Executive Legal Director. 2pp. 30893:208-30893:209 
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8506140847 0/der acim)t1ing certain revised Grate rford Inmates contentions re er»rargen 
cy response training lor civilian personnel & estimated time of evacuation, Served on 
BSOBtO 

HOYT.HF Atomic Satety and Licensing Board Panel #265 396 85/06/12 Grater- 
lord Inmates 16pp SOOgo 312 30893 327 

8S09170210' Brief opposing appeals by Gralertord prisoners, Friends of the Earth & Air & 
Water Pollution Patrol re ASLB granting ol exemption (rom emergency planning 
requirements, per Gratertoid contentions Certilicste ol Sve end 
CONNEFI,TB Philadelphia Electric Co CONNER,T8 Conner & WoUerhahn #285 
429. 65/06/13 Atomic Safety and Licensing Appeal Panel 54pp 30956 056 
30956 109 

8506190310 Brief in support of Limerick Ecology/ Action, Inc appeal ol ASLB Third Partial 
Initial Decision LBP 65-14 served on 650S07 Supporting dooumentation & Certilicate 
ol Sve end 

ZIT2ER,P, MULLIGAN, M, STONE.D Limerick Ecology Action #265 488 85/06/13 
Atomic Safety and Licensing Appeal Panel. Olpp 30995 327-30996 049 

BS061703S5 Informs that time provided by NRC regulations for Commission to review 
ALAB 806 expired Commission declined review Decision became final agency aclion 
on BS0610 Senred on 650617 

CHILK.S J Office ol the Secretary ol the Commission #285 450 85/06/14 Atomic 
Safety and Licensing Board Panel tp 30958088-30953088 


P. Operating license stage documents & correspondence 


8506130045 Partial response to FOIA request lor all documents re Nrc procedures in, 
defection & control of alcohol & illegal drug use by persona engaged in bldo or coihi 
O f nuclear reactors or facilities Forwards App A documents 

EELTON,JM Division ol Rules and Records 85/01/28. HEATH SJ WashinoUw 
Legal Foundation 55pp 30937 047-30937 157 


■8506130366 Responds to query re release of portions of Ofc ol Investigations tcniie 
drug/alcohol abuse to specific licensees Release not prohibited by FOIA or PrSatv 
Act Concerns over precedent expressed Survey worksheets end 
SHOMAKER.EC Operations & Administrative Division 82/12/20 LIEBERUAN J Rs 
gfonal Operations & Enforcement Division t70pp 30937 356 30938 138 


8506170131 FOIA request tor source term event troea prepared by Sandia for sti» 
plants ^ 

SHOLLY.SC Union of Concerned Scientists 85/01/28 FELTON.JM Dmsron nl 
Rules and Records Ip 30981 151-30981 151 


8506050323 FOIA request for list ot documents re utilplan to seek Interim supptemcntil 
coolrng wafer (or facrlrty from Delaware River Basin Commission 
SUGARMAN.RJ Sugarman, Denworth & Heilegers 05/02/11 NRC • No Oclailod ai 
filiation Given 2pp 30742 352-30742 353 


8S061 90383 Brief opposing intervenor appeals of ASLB 650524 order granting ulil ex- 
emption from 10CFn50 47 requirements during litigation ol Gratsrford Inmates 
contentions Request for stay moot Certificate of Sve enci 

RUTBERG,J , HASSELL, DF, WRIQHT,N A Hearing Branch 2 #285 483 65/06/14 
Atomic Safety and licensing Appeal Panel 32pp, 30998 056-30998 087 

851)6190306 Order denying FR Romano/ Air Water Pollution Patrol 850521 request 1o 
reopen record to consider Delaware River Basin Commission 850513 deolarallon ol 
drought emergency Senred on 650618 

HOYT.HF Atomic Safety and Licensing Board Panel #285 490 85/06/17 
ROMANO, F R Romano, F. ROMANO, F R Air end Water Pollution Patrol 3pp, 
30995 093-30995095 


0506150041 Responds to FOIA requeets for records re SSER (NUHEG 0787) Forwards 
App B & C documents App A & B documonts available in PDH.Into In Apd Grhwi- 
ments partially withheld (rel FOIA Exemptions 5,6 & 7) 

FELTON, J M. Division of Rules and Records. 85/03/01 GARDE, B P Government Ap 
countability Projaef 210pp 31067 005-31067 292 ^ 

"8606150117 Responds to 040530 request re mgl contacts for listed plants w/inlewit 
ed licensing schedules, per E Chrlstenbury 840530 telcon w/Eisenbut. 
CUNNINQHAM.G H Office of the Exocutivo Legal Director 84/00/07. DENTON HR 
Office of Nuclear Reactor Regulation, Director Ip 31067 292-31067 292, 


9508190392 Decision ALAB 609 vacating ASLB 650509 & 24 orders granting util ex- 
emplidn from certain requirements of 10CFR50 47 & remanding further aclion in ac- 
cordance w/ opinion Served on 850518 

SHOEMAKER, C,J Atomic Safety and Licensing Appeal Panel #285 493 85/06/17 
17pp 3099631930996 335 

8506200343 Memorandum & order memorializing 850617 telcon w/Slale ol PA & coun- 
sel representing Qraterfoid Inmates re identity of witnesses for hearing on contentions 
In ASLB 850612 order & schedule for depositions Served on 850619 
HOYT.HF. Atomic Safety and Licensing Board Panel #285 500 05/06/18 4pp 
31007.093-31007 096 

6506210459 Renewed motion for exemption from requiramanis ot 10CFR50 47(a) a (b) 
re two conlenliona admitted on behalf of Graterford prisoners during period necessary 
lor fifigatlon Certilicale ol Sve end 

CONrtER.TB, Philadelphia Eleclric Co CONNER, TB Conner & Wetterhahn #285 
539 85/00/20 Atomic Safety and Licensing Board Panel, 30pp, 31054:161- 
31054.210. 


8506210465 Petition requesting expedited review of Issues ol law & Commission policy 
arising from ALA8-809 ra exemption from emergency planning 
requirements Cerliflcale of Svo end 

CONNER, TB Philadelphia Eledrlo Co CONNER, TB, Connor & Wetterhahn #285 
540 65/06/20 15pp 31054 050 31054,084 

8506250147 Forwards revised Page 11 to correct typo In applicant renewed motion for 
ex^pdon from lOCFflSO 47(8) requiremanls per two contentions admitted on behalf 
ol Graterford pnsoners during liligaiion period 

RADER,R M Conner & Wetterhahn, rADER,RM Philadelphia Eledtic Co #285 664 
85/06/20. HOYT.H F, HARBOUR.J , COLE.R F Atorriio safety and Licensing Board 
Panel, 2pp 31 254. 1 1 1 31254. 112 

8505280022 Motion lor exemption from requirement of 10CFH50,App E, Section IVF.1 
for conduct of full participation emaigency preparedness exercise within 1 yr before 
Issuance of full power OL Certilicale of Sve end 

CONNER.!, 0 Philadelphia Electric Co CONNER, T,B Conner & Weltorhahn #285 
565 85/08/24. Commissioners 35pp, 31256,144-31266 170, 


oauD i(v laj nuspones lo rui« request for source term event trees prepared by Sandia 
for subl plants,Forwards documents listed on app.OocumonIs also availabto JaPOR 
FELTON, J.M Division of Rules and Records, 05^3/11 SHOLLY.SC Union ol Con- 
cerned Scientists 2pp 30981 152-30981 209 

8506050315 Partial response to FOIA request re util plan to sack intorim coolirMwilw 
from Delaware River Basin Commission Documents listed In Aon A avatlabfe m 
POR Search (or addi documents conlrnuirig 

FELTON,JM Division of Rules and Records, 05/03/12. SUGARMAN. R J Swqarrrun 
Donworih & Heilegers, 2pp 30742 350 30742 351. . 

8506180103 Partial response to FOIA request (or documonts re ulil plan lo aoak supple- 
mental cooling water from Delaware River Basin Commission Forwards Am B 
documente.Oocumenfs also available In POR 

FELTON, J.M Division ol Rules and Records 85/04/01. SUQARMAN.R J SuQBiman. 
Denworth & Heilegers 2pp 309a4’17l-30084-230 

--B409040021 Discusses R Sugarman complaint re NRC 840417 lolcon w/ulil ro contt 
status ol supplementary cooling water sya Ulil laloon notes contradict NBC tticen 
notes R Sugarman argument distortod & Inaccurate Draff NRG rosponae end 
SCHWENCEH,A Licensing Branch 2. 04/08/27. EISENHUT.DG Division ol U^tvs 
Ing 6pp, 30904 173 30984^180 


"8601100395 Provides dolly highlights Bucks County Ceurl of Common Ploas oritsr«3 
Immodiale resumpllon ol const aclivillos on Point Pleasant Diversion Frolocl Proi^ 
intended lo supply supplemenla) cooling wafer lo facHJty, 

MARTIN.R E. Lfconslng Branch 2 08/01/03 DENTON, H R , CASE.E G Olfce ol Nu- 
clear Reactor Regulation, Directar. EGISON.Q Technical Support Branch le 
nnnnj 1RQ nnnnx ino 


■'oouiudoaxi oubmns daily nigniigm on 05031 8.licGnso0 Iniormad NHC ol pfoparaben 
lo make application lo Delaware Rivor Basin Commission for Inlorinn allMalion ol 
coolie wafer fo soppf Schuyfkrff River for remainder of tO&S. 

MARTTN.R Licensing Branch 2, 85/03/19 DENTON.H., EISENHUT.D OffiCQ of N-u- 
clear Reactor Regulation, Director, EDISON.Q. Technical Support Branch ip 


8608281)055 Motion lor reconsideration of ASLB 85061 2 order denying cortafn revised 
contentions ASLB did not undertake de novo review o! contentions as evidenced by 
prior reviews of similar Issues Certilicate ol Svo er^cl 

LOVE,A,R, Graterford Inmates, LOVE, A R, Love, AR, #265 698 85/06/24 Atomic 
Safety and Licensing Board Panel 14pp. 31263’340-31253 353 


■8606180112 Forwards OL review mgt rept for Sept 1084 re util intentions lo use water 
from Delaware River to suppi condenser cooling evaporative loss whon SchuyfUl 
River unavailable ' 

3{l9eSSM984H86°" Licensing 84/11/01. Region 1. Office of Dliocior. Ifp 


8508280083 Order extending time until 850816 for NRC la (||e brief a until 8508QB for 

a of all other briefs re pending appeals from ASLB third partial Initial 
fen, Served on 850027, 

S^HOEWAKER.CJ. Atomic Safety and LIceasIno Appeal Panel, #285 602, 85/06/27, 
OHIce of the Executive Legal Director Ip. 31256.298 31266298 


■8500180116 Forwards OL review mgt rept ro ulil Intentions to use water tiora De1a. 
ware River to suppt condenser cooling evaporative toss whon Schuykill Rrvor unavai 
aoifi. 

309B4'?a7Mnfi4°iaft Licensing, 04/12/06 Region 1, Office of Oifocfor 8f>p 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8506070229 Forwards Amend 70 lo OL applicallon A Rev 43 to FSAR. 

BRADLEY, EJ. Philadelphia Eleclric Co, 85/06/03. DENTON.H.fl, OHIce of Nuclear 
Reaefof Regulatory, Director, 2pp. 30767 001 -30767,355, 

"0508070253 Amend 78 to OL application, consisting of flav 43 to FSAR 
BOYER.V.S Philadelphia Eleclno Co, 65/08/03, l^p 30767.003-30757.007, 

-860«0i702ao Rev 43 lo FSAR 

* Philadelphia Electric Co 85/05/31 34epp 30767 008 30757;355, 

8506160285 Forwards aflidavil ot svo certifying distribution of Rev 43 to FSAR to listed 
indivldualsner DQ Eisenhut 610706 Hr 

BBADLEY;E,J, Philadelphia Eleclric Co. 85/06/14, DENTON.H R. Office of Nuclear 
Reactor Regulation, Director. 3pp, 30976'214-30976;218, 


'-8606180121 Forwards OL review mgt re Issuance of low power llcorso on 041025 4 
^^u'^kiH f?iV6r iX^va^^^^^^^ Pleasant diversion project.lo be used when 

StlM-’IeaS'®" Licensing, 85/02/04. Region 1. Office ol DIrectof 3pp 

8506040654 Fonvards Director's Decision DD-06-08 demvlng 84115) oeuiion 
10CFR2 206 requesting requirement that util provide full ^Isoloeifro of interim 
sources ol Interim supplemental water coding ' 

DENTON,H.R, Ofllce ol Nuclear Reactor Regulation Director as(ftS/iT i 
SUGARMAN, R.J, Sugarman. Denworth & Heilegers fipraoVf S.SZ^Soyi 0343 ’ 

.-S5060406M Director’s Decision DD 85-08 denying RJ Sugarman 841121 eetition rvy' 
r Unlimited, Inc, per 10CFfl2,206,reque8tinfl that ulil provfie futldts-' 

sources of Inlenm supplemental cooling water. ^ 
307ig33F30719 34o Reactor Regulation, Director. 65/05/17 tOpp 
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••6S0&04OS69 Notice of Issuance ol Director's Decision DDB5 0B per 

10CFR2 206, denying Del-Aware 841121 petition requesting requirement that util pro- 
vide full disclosure of Intended sources of interim supplemental cooling water 
DENTON, H.H Odtca ol Nucioar Reactor Regulation, Director 85/05/17 2 pp 
30719 341-30719 343 

8506040592 Ack receipt of 850405 Itr re 841223 petition per 10CFR2 206 Appeal map- 

E ropriate prior to Issuance of decision Ltr will be treated as supplemental info 
lENTON.H R Office of Nuclear Reactor Regulation, Director 65/05/20 
ANTHONY.R L Anthony, R L 5pp 30724'226-30724 230 

3506040171 Suppis response to Generic Ltr 63-28, "Required Action Based on Generic 
Implications of Salem ATWS Events,” per 850319 request for addl info Program for 
control ol reactor trip sys manuals Implomonted 

DALTROFF.S L Philadelphia Electric Co 86/05/29 SCHWENCEB.A Operating Re- 
actors Branch 2 6pp 30899 352-30699 357 

6S06040340 Forwards BNL technical review of automatic depressurization sys Review 
addresses sys design.sys hardware & procedures for operation & maint Requests 
comments & actions taken to address open Items listed In Section 12 1 
GOLLINS.SJ Region 1, Office of Director 85/05/30 DALTROFF.S L. Philadelphia 
Electric Co 2pp. 30703 230-30703 245. 

. 6508040349 "BNL Technical Review Rept." Review conducted on 850422-26. 
HIGQINS.JC, MILLER.B. Brookhaven National Laboratory 85/05/09 NRC - No De- 
tailed Affiliation Given 14pp 30703.232-30703 245 

8506040675 Foiwards.for Info.application filed w/Delaware River Basin Commission lor 
approval lor use during 1985 of consumptivo use water allocations of Titus Units 1,2 & 
3 A Crom^ Unit 2.Rolatod correspondence 

CONNER.TB Connor & Wotterhahn CONNER, T.B Philadelphia Electric Co j1f205 
237 65/06/03 CHILK.SJ Oflico of the Secretary of tno Commission 29pp 
30708 062-30708 090 

6606070229 Forwards Amend 79 to OL application & Rev 43 to FSAR. 

BBADLEY.E J Philadelphia Etoctrtc Co 85/06/03 DENTON.H R Office of Nuclear 
Reactor Regulation, Director. 2pp 30767 001-30757 355. 

"6606070263 Amend 79 to OL appltcalion.conslsting of Rev 43 to FSAR. 

BOVEfl.V S. Philadelphia Electric Co 85/06/03. 6pp 30757'003-30757'007 

6506200350 Summary of 850524 meeting w/utll, Conner & Wettorhahn & Limerick Ecol- 
ogy Action In Bethesda.MD to discuss Unit 1 readiness for full power licensing 
MARTI N, R E Licensing Branch 2 85/06/03 Licensing Branch 2 27pp 31041.300- 
31041.326 

65051 3Q172 Provides description of Implementation status of commllmenls contained in 
831 1 10 & 640508 Itrs in responso to Generic Ltr 83-20 re Salem ATWS events 
DALTROFF.S L Philadelphia Electric Co 65/08/07. BUTLER.W.R. Operating Reac- 
tors Branch 2. 6pp. 30859 357 30859-362. 

3506200258 Forwards revised draft full power license to ensure accuracy CommentE re- 
quested 

NOVAK.T-M Assistant Director for Licensing. 85/06/10 BAUER, EG Philadelphia 
ElocIrIcCo 15pp 31043-238 31043-250. 

8506240037 Forwards Amend 1 to NPDES permit re use of throe cooling water 
additives Amend effective from 850404-8909 19 

WILLSEY,WB Philadelphia Electric Co 86/06/19 Olllce ol Nuclear Reader Rogula 
tlon. Director 9pp 31061.226-31061 234. 


O. Inspectl-on reports, IE Bulletins & correspondence 

6605130027 Suppl 1 to IE Info Notice 64-55, "Seal Table Leaks at PWRs " Sve list end. 
JORDAN.E L Division oi Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co. ol New York, Inc 107pp. 31044-065 
31044171, 

6605130038 Suppl 1 to IE Info Notice 85 020, "Motor Operated Valve Failures Due to 
Hammering Elled." Sve list end 

JORDAN, EL. Division ol Emergency Proparodnoss & Engineering Response (Post 
830103). 85/05/14. Consolidated Edison Co of New York, Inc. I07pp. 31044.172- 
31044-270 

6506040639 Forwards Insp Rept 60-352/86-23 on eS0423-26.No Violation noted 
MARTIN.TT. Region 1, 01900 of Director. 85/06/20. DALTflOFF.S.L. Philadelphia 
Eleciric Co, 4pp 30700,006 30709.013. 

"6606040848 Insp Rept 50-352/85.23 on 850423-26 No Violation or deviation 
noted. Major areas inspected status ol previously Identified itema.chemical & radioche- 
mical tests & gaseous radwaste sys 

KOTTAN,J. J , PASCIAK.WJ. Region 1, Office ol Director. 85/05/17 4pp. 30709:010- 
30709 013. 

6505200590 IE Info Notice 85-039, ‘'Auditability of Electrical Equipment Qualification 
Records at Licensees Facihties." Sve list end. 

JORDAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). S5/05/22. Consolidated Edison Co. of New York, Inc foepp. 30837.268- 
30837:303. 

6505200600 IE Info Notice 85 040, "Dellolenciee in Equipment Qualification Testing & 
Certification Process " Svo list end 

JOHDAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co. of New York, Ino. loepp 30646:186- 
30648.271 

8503040011 Responds to NRC 850502 Ur re violations noted In insp Rept 60.352/85- 
21 .Corrective edlonB;currenl eet of DOT A NRC regulations re transfer, packaging A 
transport of low level radwaste will be maintained per IE Bulletin 79-19 
COONEY, MJ. Philadelphia Eledrlo Co. 85/05/23 MARTIN, T.T, Region 1, Office of 
Director. 7pp, 30703.3Ste-30703'33e, 

8506060681 EN 85-042:by 850630, notice of violation A proposed Imposition of civil pen- 
alties in amount of $76,000 will be tesued.Actlon based on violations re health physics 
A security A Inadequate mgt control of contrador®. 

ROBIN SON, P., AXELRAD,J. Director's Office, Office of Inspection and Enforcement, 
85/0-5/24 Ip, 30746;307-30746.307. 


8505280161 IE Info Notice 85-042, ''Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements " Sve list end 

JORDAN.E L Division of Emergency Preparedness A Engineering Response (Post 
630103) 65/05/29 Consolidated Edison Co ot New York, Inc 120pp 30852 245- 
30BS2 363 

85052B0167 IE Info Notice 85 043, "Radiography Events at Power Readers *' Sve list 
end 

JORDAN.E L Division ot Emergency Preparedness A Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Ino 120pp 30664 107- 
30B64 287. 

6S0S260165 IE Into Notice 85 044, "Emergency Communication Sys Monthly Test ” Sve 
list end 

JORDAN.E L Division of Emergency Proparednoss 8 Engineering Response (Post 
830103) BS/05/30 Consolidalod Edison Co ol Now York, Inc 121pp 30864 045- 
30664 166. 

8508070318 Forwards Insp Reel 60-352/85 20 on 850401-04 No violation noted 
EBNETER.SD Region 1. Office of Director 05/05/30 DALTROFF.S L Philadelphia 
Electric Co. 4pp 3075S 001-30752 013 

"8506070324 Insp Repl 50-352/85-20 on 850401-04 No violation noted Major areas 
inspected startup test results evaluation, main turbine testing activities,QA/QC inter- 
laces A previous insp findings 

FLOREK.O . HODSON.J . BETTENHAUSEN.L Region t. Olllce ol Director 85/05/07 
lOpp 30752.005-30762 013. 

8506070346 Discusses insps on 850213-15 al Peach Bottom A 850204-08 A 13 at LIm 
erick A forwards notices of violation A proposed Imposition ol civil ponallios 
MUHLEY.TE Region 1, Office of Director 85/05/30 BOYER.V Philadelphia Electric 
Co 5pp 30750,044-30750 056. 

"6506070364 Notice of violalion A proposed impoaitlon of civil penalties In amount of 
$25,000 Violation noted.NRC Operations Ctr not notified of physical security 
event Details deleted (ref 10CFR2 790) 

MURLEY,T E Region 1, Office of Director. 85/05/30 4pp 30780 053-30750 066 

8506140664 Ack receipt of 8S0SO8 Itr Informing NRC of steps taken to correct violations 
noted In In^ Rept 50-352/85-06 

EBNETER.SD Region 1, Ottice ol DIredor. 85/05/30 DALTROFF.S L. Philadelphia 
Etedric Co 4pp 30932-096 30932 106. 

8606070241 Forwards Insp Rept 60-352/05-17 on 050402 04 No violation noted. 
MARTIN.T.T Region 1, Office ol DIredor 85/05/31 DALTROFF.S L Philadelphia 
Electric Co 4pp. 30760:1 1 2-30750 123 

"6506070256 Insp Rept 50-352/85-17 on 850402-04 No violation noled-Major areas 
InspocterJ.emergoncy preparedness A observation of licensee emergency exercise 
conducted on 860403. 

COHEN.I , WIGG1NS.J . MATTHEWS.O Region 1. Office ol Director. 85/05/24 8pp 
30760.116-30750 123. 

8506100193 Forwards Insp Rept 60-352/65'24 on Q5D430 0502.No violations noted 
EBNETER.S.D, Region 1. Office ol Dirodor. 85/06/03 DALTROFF.S L Philadelphia 
Eleciric Co. 4pp 30791.178-30701.186. 

"6506109199 Insp Rept 50-352/85 24 on 850430 0502 No violations or deviations 
noled.Major areas inspected.! icenaee actions on previous Insp findings, startup test 
program during condition heatup A QA/OC interfaces 

FLOREK.O, BETTENHAUSEN.L Region 1, OIIJco of Dirodor 06/05/30 5pp. 
30791 ie2-30791'18e. 

6506060677 IE Info Notice 85 045, "potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Wesllnghouse Designed Plants ” Sve list end 
JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103), 05/06/06 Consdidolod Edison Co. ol Now York. Inc. 122pp 30885.001- 
30865 046. 

8506140100 Forwards Insp Repl 50-352/84-46 on 840827-30 No violation noted or alle- 
gations substantiated, Discrepancies Identified re Bechtel analysis of feedwater piping 
STAROSTECKI.R Region 1, Dllice of Director. 05/06/07 DALTRQFF.SU Phlladol- 
phia Electric Co 5pp 30898:117-30808.145. 

"6506140106 Insp Rapt 50 352/84-48 on 840627-30.No violation or deviation 
noted.Major areas ln8pected.allegeiions re structural A piping design activities per- 
formed by Bechtel 

GALLD.R M.. CQLLINS.S J. Region 1, Office ol Director. 85/06/06 24pp 30090.122- 
30098-146. 

8506060707 IE Info Noiice 85-046, "Clarification Of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages." Sve list and. 
JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
630103). 85/06/10. Consolidated Edison Co ol New York, Inc. 124pp. 31043:301- 
31044:064. 

6506140092 Forwards Insp Rept 50-362/84-46 on 840827-30 No violation noted.One al- 
legation re pipe break locations analyzed for main steam A feedwater sys subslanliat- 

STAROSTECKI.R. Region 1. Office of DIredor 86/06/10. KENYON.BD. Pennsylva- 
nia Power A Llghl Co. 2pp. 30804-260-30694:287 

8606180172 Forwards Insp Rapt 60-352/84-48 on 840827-30 at Bechtel Corp in San 
Francisco, CA re allegations concerning structural A piping design activities at Hope 
Creek.LlmerIcIi A Susquehanna No allegations re Hope Creek substantiated. 
STAROSTECKI.R. Region 1. Oflico of Director. 65/06/10 MARTIN, T.J. Public Service 
Electric A Qaa Co. ol New Jersey, 2pp. 30976"1 66 -30976.1 97. 

8506180120 Ack receipt of 650523 Hr Informing NRC of steps taken to correct violations 
noted in Inyi Rept 60-352/85-21 

MARTIN.T.T. Region 1, Office of Olredor. 85/06/12. DALTROFF.S L. Philadelphia 
Electric Co. 4 pp. 30975:289-30975:278 

8606180134 Forwards Insp Repl 60.352/85-10 on 850125 0308.No violations noted, 
MARTIN.T.T. Region 1, Office of Director. 85/06/12. DALTROFF.S.L. Philadelphia 
Electric Co. 4pp. 30975:176-30975:182. 
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-8506180145 Insp Repl 50-352/65-10 on 850125 0308 No noncompfiance or deviations 
noted Uajor areas Inspected emergency preparedness implenientation appraisal 
GORDON.cz, HARPSTERJL Region 1, Olfice of Director SWie/lO 4pp 
30975 179 30975 162 

9506210260 Forwards Insp Repls 50-352/65-16 8 50-353/85 04 on 850316 0430 & 
notice o1 violation 

COLLINS, SJ Region 1, OKice of Director 85/06/17 DALTROFF.SL Philadelphia 
Electric Co 2pp 31034 348-31035 030 

-8506 Z1 0232 Notice of violation Irom insp on 650316 0430 
' Region 1, Olfica ol Director, 65/06/17 4pp 31034 350 31034.353 

-6606210293 Insp Rapls 50-352/85-18 & 50-353/85-04 on 850316 0430 Violaiion 
noted Inadequate cross-discipline review capability in plant operations review subcom- 
mittee reviewing Rev 2 to procedures re sodium penlaborats analysis 
BEALL,JE, GALLO.RM Region 1, Office of Director 85/05/31. 39pp 31034 354- 
31035 030 

8606140240 IE Info Notice 85-047. "Potential EftecI of LIne-Inducad Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co of New York, Inc f34pp 31268 157- 
31266 304 

8566140838 IE Info Notice 85 048, "Respirator Users Notice Defect iva Self Contained 
Breethine Apparatus Air Cylinders " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830183) 85/06/19. Consolidated Edison Co. ol New York, Inc 123pp 31376064- 
3 1376' 163 


R, Pedodic operating reports & related correspondence 

6508100851 Forwards revised narrative summary page at operating experiences for 
monthly operating rept lor Jan 1985 Revised page provides into Inadvertently omitted 
from original submittal Related correspondence 

LOGUEIrH Philadelphia Electric Co ^1285 872 85/02/28 Office ol Resource Wait 
egement, Director. 2pp 30824. 287-30824 288 

-85061D0B53 Revised narrative summary page of operating experiences to monthly op- 
erating rept for Jan 1685. Related correspondence 
' Philadelphia Electric Co 85/01/31 Ip 30824 289-30824 289 

8508060636 Forwards monthly rept lor Apr 1985 ra status of olfsile emergency pre- 
paredness for OL reviews Delays it^ schedule for Limerick A Slioreham tor full power 
operallon remain due lo offsite emergency preparedness issues 
DIRCKS,W J Office of the Executive Director for Operations 85/05/26, PALLADINO 
Commissioners. 11pp. 3D785 007-30765 017. 


S, neportable accurrencoa, LERa & related correspondence 


8506040695 LER 68 044 01. on 8504 10, auxiliary equipment room A supply fan tripped 
due to electrical Interference Caused by raoio transmission from portable 
transmitter Fire watch established & transmitter units prohibited W/850S21 Itr 
NAGLE, J,C„ ULLRICH.WT Philadelphia Eleciric Co 85/05/21. 6pp 80706,^239- 
30708.244. 

85060 4 0703 LER 85 047-00'Qn 850420, check valve manual b^ass valve discovered 
Open Caused by personnel error Personnel informed of recommended method of veri- 
fying position of bypass valves. Locks placed on handles of bypass valve W/650521 

NAGLE,JC. ULLfl1CH.W.T. Philadelphia Electric Co 85/05/21. 6pp, 30706 222- 
30708 227. 


6608050260 LER 85 046 00:On 8 50 501, technicians perlormlng turbine control valve last 
efoaure test inadvertently blow fuse fn main stop valve control iogic.Causod by person- 
nel error Fuse replaced & Isolation resel.W/a5052O Hr. 

N'AQLE,J.C., ULLRICH,W.T PWladelplila Eleciric Co 85/05/21. 6pp, 30726128- 
30726:132 


6546040706 LER 85-04B-00.on a50430,)solation Of reactor water cleanup ays, primary 
containment instrumenl pas sya,reactor end venirialion sys & RHR shutdown cooling 
sys occurred.Causad by blown fuse.Fuse replaced, W/a50522 Hr 
NAGLE, J.C., ULLRICH, W.T. Philadelphia Eleclrfc Co. 85/05/22 6pp 30708:217- 
30708.221. 

9506040216 LER 65-046-00;on 850423,w/unit In cold shutdown w/all control rods 
In, reactor full scram signal occurred Caused by failure to properly remove reactor lovel 
Instalment from eve Use of test matrix suggested W/G50523 Itr. 

NAQLE.J.C, ULLRICH.WT, Philadelphia Electric Co. 85/05/23. 6pp, 30709 353- 
30700 357 

9606070714 Special RepLon 850227,0301,0403,06,09 & 12,during startup testing, RCIC 
sys actuations & Injections Into RCS occurred. No corrective acifon required 
ULLRICH, W.T, Philadelphia Efoolrlc Co, 85/06/24. MURLEY.T.E Region 1, Ofllto of 
Director 6pp. 30795 210-30795 214 

8506060690 LER 84-02201'on 841 129,diirlng lira damper Insp.two reactor enclosure 
lire penetrations discovered unsealed Caused by failure to reinstall seal altar const 
aclIvltles.Fire watch established Conduit penetration seals replaced ,W/650S28 Itr, 
NAQLE,J,C, ULLRICH, W.T. Phi lade IphTa Electric Co 85/05/28. 5pp 30748:317- 
30746:321. 

8506030320 LER 85-051-00 on 850 507, reactor water cleanup sys Inboard suction valve 
closed to Isolation position whan simulated high differentbl flow signal Inserted into 
isoletfon logic Caused fay personnel error.SIgnal cleared VV/850526 Im 
NAGLE,JC, ULLRICH.WT, Philadelphia ElecWo Co 86/05/29. 6pp 30673,27&- 
30673:263. 

6646100501 NPOES noncompliance nolificalion on 850522, approx 300 gallons water w/ 
pH between 9.0 & 9.5 discharged from Point 004 Caused by sulfuric add 
cleanup Personnel counseled & polTuilon Incident protection procedure being devel- 
oped. 

ULLRICH, W.T, Philadelphia Electric Co, 85/05/29 Pennsylvania, Commonwealth ol. 
2pp. 34604:257-34804, 268. 


8508170274 LER 85 050 00 on 650506.main control room chlorine detetw 
failed Caused by breakage ol sample tape In detector insIrumeniTe™ 
repalred.analyser tested, returned to svc & isolation reset W/850005 Itr ^ 

NAGLE.JC, ULLRICH.WT. Philadelphia Elactric Co 85/06/05 5 dd 3097? is? 

<10070 I'll " 


6506210477 LER 85.052-00 on 850506, Inadvertent motor start of diesel generator D w 
occurred during Investigation of false protective relay target actuations Caused hvim. 
proper troubleshooting methods used by personnel W/850607 Itr 
NAGLE,JC, ULLRICH.WT Philadelphia Eleciric Co, 85/06/07 Sen 31057 3ii 


8506200099 LER 85 053-00 on 8504 IS.requl red hourly lire watch not poiformod lerln,. 
operable conduit seal In Switchgear Room 428, per Tech Spec 3 7.7 Caused by Ins* 
equate communication among fire & security personnel W/85t)81 1 Itr 
nAGLE.JC, ULLRICH.WT Philadelphia Electric Co 85/06/11 4Dn 31020m 
31020342 

8506250402 LER 85 054-00 on 850517, actuation relay in diesel ganorotor 0 fiie eu#. 
pressfon refaase control panel failed lo activate deluge valve Caused by larS 
conlacts Tape removed & tests successfully completed W/850 61 4 Itr » pw 

NAGLE.JC, ULLRICH, W.T Philadelphia Electric Co 85/06/14 6pp 3 ll 99 ig$ 


T, Hearing transcripts on non-anlitrust matters 

8506240389 Transcript ol 85081 1 public meeting In Washington, DC ro Qflir(nation/ri,i 
cussion & vote Pp 1-6 

•Commissioners 85/06/11 lOpp 31156 316-31 156 325 

8506200173 Transcript ol 850617 telcon in Bethesda.MD.Pp 20,722 20,747 
• Atomic Safety and Licensing Board Panel 05/08/17 27pp 31007 146 31007 173 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Applies tlon/construct Ion stage documents & corresponderice 


8506130045 Partial response to FOIA request for ell documonls re NRO procedures lot 
deloclion & control of alcohol & Illegal drug use by persons ongagod In bldg or coibI 
of nuclear reactors or facilities. Forwards App A documents. 

FELTON, JM Division ol Rules and Records. 05/01/28 HEATH.SJ Woshlnolen 
Legal Foundation 65pp 30937 047-30937,157, ^ 


"8606130366 Responds to query re release ol portions ol Olo ol Invosllgntions lepln 
drug/alcohol abuse lo specilic licensees Release not prohibit od by FOIA or PrnJacY 
Act. Concerns over pracedani expressed .Survey worksheets onci 
SHOMAKER.E C Operations & Administrative Division. 02/12/20, LIEBERMAN J fle- 
glonal Operations & Enforcomont Division. 170pp 30937'36Q-30038.10D 

8500170131 FOIA request lor source term event trooa prepared by Sandla lot subi 
plants 

SHOLLY.se Union of Concerned Scientists 05/01/28 FELTON, JM OivfsJon ol 
Rules and Records Ip, 30981 'ISI-OflOOlilSI, 


8506060323 FOIA request lor list ol documents re util plan lo seek Interim supptamonv*] 
cooling water for facility from Delaware River Basin Commission 
SUGARMAN.H J Sugarman, Denworth & Hellogors 05/02/11. NRO - No DolfliiodAf 
lillatlon Given 2pp. 30742 362-30742.353 


8506170163 Responds to FOIA request for source term Qvenl trees propmod by Sarxtia 
lor subl plants Forwards documents listed on app Documonls also avollnblo In hOB 
FELTON, J M Division ol Rules and Records 85/03/1 1, SHOLLY.SC. Union ol Con- 
cerned Scientists, 2pp 30981,162-30981:209. 


8506060315 Partial response to FOIA request re Util plan to seek Intorim cooling water 
front Delaware River Basin Commission Documents listed In App A avaiiablo n 
PDA Search for add! documarrfs conllnu/ng 

FELTON, J.M, Division of Rules and Records, 85/03/12 SUGARMAN, RJ SuMimirv 
Denworth & Hetlegers. 2pp. 30742,350-30742:361 . 


8506160103 Partial response to FOIA request lor documents ro util plan to seek suptrie- 
menlal cooling water Irom Delaware River Basin Commission Forwards Am b 
documents Documents also available In POR, 

FELTON, J.M. Division of Rules and Records 85/04/01. SUGARMAN, R j Suoaiman 
Denworth & Hellegera, 2pp 3O984;171'3O084.23O, 


-8409040021 Discusses R Sugarman complaint ro NRG 040417 telcon w/uW ro corvj.1 
status ol supplementary cooling water sya.Util telcon notes corttradlcl NRG hricom 
nQle9.R Sug^arman argument dfstorted & inaccurate.Drafl NRG rasponso orKi 
8CHWENCEH,A. Licensing Branch 2. 84/08/27 EiSENHUT.D G. Division ol Lic*t*. 
ing 6pp 30984, 173-30984; 180. 


"6501100395 Provides daily highlights. Bucks County Court of Common Pleas ordwed 
Immediate resumption of const actlvltiea on Point Pleasant DIvorslori ProjocI Pfosoci 
Intended to supply supplemental cooling water lo facility. 

MARTIN, R.E. Licensing Branch 2. 85/01/03. DENTON, H.R , CASE.E.G Olflca of Nu- 
clear Reactor Regulation, Diractor. EDISON, Q Technical Suppori Branch In 
30984:189 30984:189 


-6504030421 Submits dally highlight, On 850310, licensee Informed NRC ol preparstwio 
lo rriake application to Delaware River Basin Commission lor interim a (location a 

S water to suppi Schuylkill River for remainder ol 1 985. 

N,R Licensing Branch 2. 86/03/19 DENTON, H., EISENHUT.D. Olfleo ol lAu- 
clear Reactor Regulation, Director, EDISON, Q. Technical Support BiarKh Id. 
30984:1 95-30984:230 


-8506160112 Forwards OL review mgl rept for Sept 1984 re utfi Intentions to u*aw«toi 
Irom Delaware River to suppi condenser cooling evaporative loss wlion SchiMM 
River unavailable. 

EISENHUT.DG, Division ol Licensing. 84/11/01. Region 1, Ollico of Dweckp 2be. 
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-8504160115 Forwards OL reviGw mgl rapt re ulil intentions to use water from Dela- 
ware River to suppi condenser cooling evaporative loss when Schuykill River unavail- 
able 

EISENHUT.DG Division of Licensing 54/12/06 Region 1, OKIce of Director 2pp 
30984- 167-30984:1 88 

65(M0'408S4 Forwards Director’s Decision DD-85-0B denying 841121 petition per 
10CFR2 206 requesting requirement that util provide full disclosure ol intended 
sources of interim suppFe mental water coding 

DENTON, H R, Office ol Nuclear Reactor Regulation, Director 85/05/17 
SUGARMAN.R J Sugarman, Denworth & Hellegors 5pp 30719 327-30719 343 

-8506040664 Director’s Decision DD-B5 OB denying RJ Sugarman 841121 petition on 
behalf of Del Aware Unlimited.lric.per 10CFR2.206, requesting that util provide full dis- 
closure of Intended sources of Interim supplemonlal cooling water 
DENTON.H R. Office of Nuclear Reactor Regulation, Director 05/05/17 lOpp 
30719 331-30719 340 

-6506040669 Notice of Issuance ol Director's Decision DD-85 08 per 
10CFR2 206,danylng Del-Aware 841121 petition requesting requirement that util pro 
vide full dlscrosure of intended sources ol interim supplemental cooling water 
DENTON.H. R Office of Nuclear Reactor Regulation, Director 85/05/17 2pp. 
30719,341 30719 343 

B506040692 Ack receipt ol 850405 Hr re 841223 petition per 10CFR2 206 Appeal Inap- 
ptoprlate prior to issuance of docislon.Llr will be treated as supplemental Info 
DENTON.H R Olfica of Nuclear Reactor Regulation, Director 85/05/20 
ANTHONY.R.L Anthony, R L 5pp 30724:226-30724 230 

8506040171 Suppis response to Generic Llr 63-28, "Required Action Based on Generic 
Implications of Salem ATWS Events,” per 850319 request lor addi info Program for 
control of reactor trip sys manuals Implemented 

DALTROFF.a L Phlladelphta Electric Co 65/05/29, SCHWENCER.A Operating Re- 
actors Branch 2 6pp 30699 352-30699 357 

6506040340 Forwards BNL technical review ol automatic depressurization sys Review 
addresses sys design, sys hardware & procedures for operation & main! Requests 
coniinanls & actions taken to address open items listed In Section 12 1. 

COLLINS, S.J. Region 1, Ollice of Director 86/05/30 DALTROFF.S L Philadelphia 
Electric Co. 2pp 30703 230-30703 245. 

—8506040349 "BNL Technical Review RepL" Review conducted on 850422-26 
HIGGINS.J C.. MILLER.B Brookhaven National Laboratory 85/05/09, NRC No De- 
talforf Affiliation Given, 14pp 30703-232-30703 245 

8506070229 Forwards Amend 79 to OL application & Rev 43 to PSAR 
BRADLEY.EJ Philadelphia Electric Co. 85/06/03 DENTON.H R, Office of Nuclear 
Reactor Hogulatlon, Director. 2pp 30767 001-30757.355 

-8506070263 Amend 79 1o OL application, consisting of Rev 43 to FSAR 
BOYEfl.VS Philadelphia Electric Co 85/00/03 6pp. 30767:003-30757,007 

6506130172 Provides description of implementation status ol commitments contained In 
831110 & 840506 Itrs In response to Generic Ltr 83-28 re Salem ATWS events 
OALTROFF.S L Philadelphia Electric Co 85/06/07 BUTLER, W.R Operating Reac- 
tors Branch 2 6pp 30860.357-30659 362 


E. NBC Safely Evaluation Report (SER), suppis &- correspondence 

8506060636 Forwards SSER 4 (NUREG-Q091) W/o end 
BUTLER.W R Licensing Branch 2 85/05/22 BAUER, E G. Philadelphia Electric Co 
6pp. 30784 053-30784-057. 


F. Security, medical, emergency & fire protection plans 

8503160327 Forwards correspondence re emergency planning among 
applicant.NRC.Commonweallh ol PA & other govt agencies, per ASLB 820601 
order Related correspondence, 

CULLEN.E J, Philadelphia Electric Co. iyiB5 984 B5/03/00. ZITZER.P Limerick Ecol- 
ogy Action 719pp. 29388-227-29390-225. 

8566110249 Forwards Dralt B of "West PIkeland TownshlpiChosler County Radiological 
Emergency Response Plan for Incidents at Limerick Generating Station '' Associated 
emergency response plans also encI.Related correspondence, 

DUNN.O L Energy Consultanis, Inc. #285 610. 85/03/21 ROMETSH,R West Pike- 
fand Township, PA, ip 30833-286-30833-344 

-8506110257 Draft 8 of "West PIkeland Township, Chester County Radiological Emer- 
gency Response Plan lor Incidents at Limerick Generating Station” Related corre- 
spondence. 

• West Pikeland Township, PA, 86/03/31, 68pp. 30833-287-30033.344. 

-8506110265 Draft 7 of "Colebrookdale Township, Berks County Radiological Emergen 
cy Response Plan for Incidents at Limerick Generating Station, Implementing Proce. 
dures." Related correspondence. 

• Colebrookdale Township. PA. 85/03/31 66pp, 30834-001-30834:056 

-05O611O27S Draft 8 of "Earl Township, Berks County Radiological Emergency Re- 
sponse Plan for Incidents at Limerick Generating Station ” Related correspondence 

• Earl Township, PA 85/03/31. 61pp. 30834.057-30834,108 

-6506 110282 "Radiological Emergency Response Plan for Incidents at Limerick Gener- 
ating Slallon " Related correspondence, 

• Montgomery County. PA. 65/03/31. 33pp. 30634:109-30834:142 

-8606110-296 Draft 7 of "Colebroekdale Township, Berks County Radiological Emergen- 
cy Response Plan for Incidents at Limerick Generating Station." Related correspond 
ence 

• Colebrookdale Township, PA, 86/03/31, 64pp. 30834,143-30634:197. 

-8606110308 Draft 7 of "West Potlsgrove Township, Montgomery County Radiological 
Emergency Response Plan for Incidents at Limerick Generating Station. Related cor- 
respondence. 

• West Pottsgrovo Township, PA. 85/03/31. 49pp. 30834:198-30834.246. 


-8506110318 Draft 8 of "West Pikeland Township, Chester County Radiological Emer- 
gency Response Plan lor Incidents at Limerick Generating Station" Related corre- 
spondence 

• West Pikeland Township, PA. 85/03/31 42pp 30834.247 30834 290 

-6506110353 Revised Draft 7 ol "Phoemxville Area School District, Chester County 
(Phoenixvilla Borough, East Pikeland Township .J Radiological Emergency Response 
Plan lor Incidents of Limerick . ” Belated correspondence 

• Phoenlxville Area School Dislrlct, PA 85/03/18 20pp, 30834 291-30834 311 

“8506110366 Draft B of "Earl Township, Berks County Radiological Emergency Re- 
sponse Plan for Incidents at Limerick Generating Station, Implementing Procedures." 
Relaledcorrespondence 

‘ Earl Township, PA 86/03/31 43pp 30834312-30834354 

—8506110376 Dralt 7 ol “West Pottsgrovo Towns hip, Montgomery County Radiological 
Emergency Response Plan lor Incidents at Limerick Generating Station ' Related cor- 
respondence 

• West Potlsgrove Township, PA B5/03/31 53pp 30634 355-30835 046 

8506060536 Forwards monthly ropl for Apr 1985 re status of otfslte emergency pre- 
paredness tor OL reviews Delays in schedule for Limerick & Shoreham lor full power 
operation remain due to oftslto emergency preparedness Issues 
DIRCKS.W J Office of the Executive Director (or Operations. 8S/05/28. PALLADINO 
Commissioners, lipp 30785,007-30785 017 

8606100722 Forwards draft FEMA remedial evaluation repts of offsite planning & pre- 
paredness exercise Related correspondence 

HASSELL, D F Hoarlng Branch 2, #285 332 85/05/28. HOYT.H E. Atomic Safety and 
Licensing Board Panel 54pp. 30802 243-30802 296 

8506050387 Updates 050521 memo re plant offsite planning & 

preparedness Verification that traffic control & access control points will be estab- 
lished In King of Prussia area to keep evaoualing traffic In motion received 
KRIMM.RW. Federal Emergency Management Agency. 85/05/30 JORDAN, EL Divi- 
sion of Emergency Preparedness & Engineering Respensa (Post B30103) 6pp 
30717-316 30717-300 

B506060220 Addresses compliance w/Commlsslon slalement ol policy on emergency 
planning std (10CFR50 47) published In FH on 850521, in response to 850524 
request Commits to full compliance w/GUARD remand 

DALTROFF,SL Philadelphia Electric Co 05/05/31. BUTLER,WR Licensing Branch 
2 3pp, 30727-222-30727-224 

8506070513 Forwards RW Krimm 850530 memo re access control polnis at King of 
Prussia, PA Involving offsite planning & prep are dness.RP Giordano 850517 ltr & JL 
Patten 850516 ltr for Info.Related correspondence 

HASSELL, D,F Hearing Branch 2 #285 312 85/08/05 HOYT.H F Atomic Safety and 
Licensing Board Panel 7pp 30753,324-30753 330. 

8506100129 Rev 1 to Emergency Plan tinplemonllnq Procedure EP-333. “Adjustment of 
Wide Range Gas Monitor Conversion Factora " W705Q6O5 ltr. 

OALTROF^,S,L Philadelphia Electric Co 05/06/05 MURLEY.T.E Region 1. Office of 
Director, 18pp 30709-232-30789 250 

6506100S54 Forwards Nat of focal or regional medical lacllllles having capabllllles to pro- 
vide troatmont lor radiation exposure in vicinity of plant,per 860528 request. 
KRIMM.RW. Federal Emergency Management Agency 85/06/06 JORDAN, EL Divi- 
sion of Emergency Preparodnoss & Engineering Response (Post 030103). 3pp. 
30793,302-30793-304. 

8608110500 Response requesting ASLAB reverse third Partial Initial Decision LBP-85-14 
on Friends of the Earth contentions & order ASL6 to reopen record & recall witnesses 
for further questioning 

ANTHONY^I.L Anthony. R.L #285 353. 95/06/06 Atomic Safely and Licensing 
Appeal Panel 7pp 30816:189-30816-165. 

BSO6210S00 Forwards documents ro emergency planning among applicant. 
NRC.Common wealth of PA & other govt agencies, per Board 820601 order Related 
correspondence, 

CULLEN.EJ Philadelphia Electric Co, #285 439 65/06/11. ZITZER.P Ecology 
Action of Potlstown 731pp 31045,001-31047:011. 

8506210280 Forwards Insp Repts 60-352/65-16 & 50-363/85-04 on 850316 0430 & 
notice of violation 

COLUNS,SJ, Region 1, Office of Director. 85/06/17. DALTROFF,SL Philadelphia 
Eteclrlc Co, 2pp, 31034-346-31035-030, 

-6506210203 Insp Repts 60 352/65-16 & 50-353/86-04 on 860316-0430. Violation 
noted- In ad equate cross discipline review capabitlly In plant operations review subcom- 
mittee reviewing Rev 2 to procedures re sodium pentaborate analysis. 

BEALL,J E, Region 1, Office of Director, 66/05731. 30pp, 31034.-364-31035-030, 

6606240563 Confirms that vital area definition program study will be performed on 
650716-19 at site 

MURLEY.T.E Region 1, Office of Director. 65/06/19, OALTROFF.S.L Philadelphia 
Electric Co 2pp, 31 1 60-265-31 1 60 270, 

-8S06240S76 Lists LASL personnel scheduled 1o perform site visit during wk of 850716 
to begin data collection (or vital area definition program Draft confirmation llr end. 
BURNETT.R.F Division of Safaguarde. 85/06/31 MURLEY.T.E Region 1, Office of 
Director. 2pp 31160-267-31160.268, 

-8506240564 Advises that two LASL represantaitves scheduled to visit site during 
850716-18 to conduct site-specific analysis of areas in which sabotage could result in 
radiological releases in excess of 10CFR100 II mil. 

MURLEY.T.E. Region 1, Office of Director, 85/06/10. OALTROFF.S.L. Philadelphia 
ElectrioCo 2pp. 31160.269-31180.270, 


G. Adjudicatory correspondence 

8506030328 Advises that R Thompson will replace E Baker aa witness on 850115 due 
to Baker prior commitment Served on 850531 

RAMSAYJH Goldberg, ED. RAMSAY.TH, Chester County, PA. #285 233, 86/01/ 
10 HOYT.H.F Atomio Safety and Licensing Board panel. 2pp. 30673:353-30673.353. 
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85080304 5D Forwards newspaper clipping demonstrating degree ol relevant Into bearing 
on adequat^y of evacuation planning & support planning excluded Irom record in fact 
finding hearing Served on 850531 

DAROIS.MM AHilialion Not Assigned #885 234 85/01/28 Atomic Safety and Li- 
censing Board Panel 3pp 30675 347-30675 349 


0506110500 Response requesting ASLAB reverse third Partial Initial Oeclsloiv LOP 85 14 
on Friends of the Earth contentions & order ASLB to reopen record & rocoB witnesses 
for further questioning 

ANTHONY^ L Anthony. R L ANTHONY.R L. Friends ol the Earth #205 353 65/ 

06 Atomic Safety and Licensing Appeal Panel 7pp 30016 180-30B16 195 


8508100899 Forwards FEMA 850416 & 25 remedial evaluation repis.per 850521 lIrW/o 
ends Related correspondence 

HASSELL, D F Hearing Branch 2 #265 346 85/05/2B HOYT.H F . HARBOUR, J . 
COLE,R F Atomic Safety and Licensing Board Panel 2pp 30802 324 30802 325 

8506100722 Forwards draft FEMA remedial evaluation repls of oltsile planning & pre 
paredness exercise Rotated correspondence 

HASSELLDF Hearing Branch 2 #285 332 85/05/20 HOYT.H E . HARBOUR. J . 
COLE.H F Atomic Safety and Licensing Board Panel 54pp 30802 243-30802 296 

850S07049B Appeal ol ASLB 850524 order implementing grant of applicant motion for 
exemption tram requirement of 10CFR50 47(a) &. (b) lor period ol lime contentions of 
Graterford Inmates considered by Board Order careless & contemptuous 
ROMANO.FR Air and Water Pollution Patrol #285 305 85/06/29 Atomic Safety 
and Licensing Appeal Panel 2pp. 30756 319 30756 320 

6506030648 Notice of appeal ot ASLB 850524 order ImpTementIng grant ol applicant 
motion for exemption from requirements of 10CFR5O 47(a) & (b) for period ol time 
contentions of Graterford Inrnales being considered W/Certilicato of Sve 
LOVE.AR Graterford Inmates LOVE, AH Montgomery County. PA #285 257. 85/ 
05/30 4pp 30687200 30687203 

6508048818 Forwards inmates notice ol appeal in facility proceeding W/o end Related 
correspondence 

LOVE.AR Montgomery County Legal Aid Service #285 260 85/05/30 Docketing & 
Services Branch tp 30708 097-30708 007 

6606040673 Fonvards “Radiological Emergency Response Plan 2," per O50S24 
request W/o end Related correspondence 

OTTO.T G Pennsylvania, Commonwealth of #285 258 85/05/30 HOYT.H.F Atomic 
Safety and Licensing Board Panel Ip 30708094-30708.094 

8506030221 Advtses that time (or Commission to review ALAB-804 expired. CommIssEon 
declined review Oecision became final agency action on 850520 Served on 850531. 
CHILK.SJ Oflice ol the Secretary of the Commission #285 230 85/05/31. Atomic 
Safety and Licensing Board Panel. Ip 30673 276-30673 276 


8506110505 Response opposing ASLB 850604 memorandum & ordor donying 850430 
petition to reopen record based on new Info irt ulit somfannual olllueni icloasa 
rept Ulil intentions to modify isolation setpoints before receiving ropt not known 
ANTHONY.R L Anthony. R L. ANTHONY.R L. Friend's ol the Earth #206 355 85/06/ 
07 Atomic Safety and Licensing Appeal Panel Ip 30016170-30816.170 

8606110519 Response supporting 850602 appeal Irom ASLB order granting ubl oxerrip- 
lion from l0CFR50 47(a} & (b) requirements & authorizing issuanco of full power i- 
cense 

ANTHONY.R L Anthony. R.L. ANTHONY.R L. Friends of fhe Ewlh #205 354 65/08/ 
07 Atomic Safety and Licensing Appeal Panel 1p 30800 351-30800 351 

8508140347 Order extending lime until 650710 lor Commission to eel to rovltiw Eluec- 
tor's Decision DO 85 8 Served on 850612. 

CHILK.SJ Oflice of the Secretary of the Commission. #285 307. 85/00/10 Cxjrrrrvi- 
sioners Ip 30893 328-30893 320 

8506170384 Response opposing F Romano/Air & Water Pollution Patrol 850521 ino'<ni 
to reopen proceeding to consider Delaware River Basin Commission QS05t3 dot-ia/ii 
lion of drought omergency.Certiffcate of Sve onef. 

HODGDON.A P Hearing Branch 2 #285 444. 85/06/10 Atomic Stlfoly and LlccnHvj 
Board Panel 13pp 30958 141-30958-153 

8506130128 Memorandum & order denying Limerick Ecology Action motion for Mar c>f 
ASLB third Partial Initial Decision LBP 85-14 which resolveil all romalnlng olfaito eir>rr- 
gency planning issues in favor ot applicant Served on 050612 
SHOEMAKER.CJ Alomic Safety and Licensing Appeal Panel #205 392 O*S/0(l/H 
Limerick Ecology Action 13pp 30861*282-30861.204 

8506130219 Memorandum & order declining ASLB 850524 order to Issuo iiIjI full power 
OL due to unresolved questions by Graterford Inmates ABLAB dlreclocf lo coo'uhvf 
Graterford Inmates Issues Served on 85061 1. 

CHILK.SJ Office of the Secretary of the Commission #285 375 85/09/1.1 Al--rr.< 
Safety and Licensing Board Panel. 3pp. 30859.343-30050 345. 


8506070423 Requests withdrawal ol appearance on behalf of City of Philadelphia All 
matters should be directed to KS Lewis Related corrospondance 
BUSH, MW Philadelphia. PA #285 298. 85/05/31. Docketing & Services Branch Ip 
30749 281-30749 281. 

8506070453 Response appealing ASLB 650524 order implementing grant of axempUorr 
from requtrements of lOCFRSO 47(a) & (b) re Graterford prisoners Also appeals Issu- 
ance ol lull power OL for facility Petitions ASLAB for stay ol both actions 
ANTHONY.R L Anthony. R L ANTHONY.R L Friends ol the Earth #205 304 85/06/ 
02 Atomic Safety and Llconstng Appeal Panel 2pp 3 0753-001 -30753.006, 

8506070474 Requests reconsideration of conclusion on offsite emergency plans & with- 
drawal of statement that plans now adequate & can be Implemented. Copy of plan re- 
quested immediately Belated correspondence 

ANTHONY.R L Anthony. R L ANTHONY.R.L Friends of the Earth. #285 303 85/06/ 
02 KRIMM.R.W. Federal Emergency Management Agency. Ip 30756-223 30756.223. 

6506030625 Appeals ASLB 050524 order Implementing grant of applicant motion for ex 
emption from requirements of t0CFR50.47(a) & (b) for period of lime conton lions of 
Graterford Inmates considered ^ ASLB 

ROMANO, F.R Air and Water Pollution Patrol #285 254. 65/06/<)3 Atomic Safety 
and Licensing Appeal Panel 2pp. 30687 131-30887.132. 

85O604D678 Order requiring briefs In support & opposition of inlervenors 850529 & 30 
appeals of Hoard 860524 order implementing 860509 grar>1 of applicant motion lor ex- 
emption by 850812 & 21 .respectively .Serveil on 850604, 

SHOEMAkER.C.J, Atomic Safety and Licensing Appeal Panel #285 270 85/06/03 
Air and Water Pollution Patrol. 2pp. 30708,060-3070& 061. 

6506060320 Responsa to proposed revised confenllons of Graterford Inmates re radio- 
logical emergency response plan Admission of certain Issues raised by prisoners 
opposed No objection offered to admission of other Issues W/Certificate ol Svo 
HASSELL, OF, WHIG HT,N.A. Heartno Branch 2. #285 275. 85/06/03, Atomic Safely 
and Licensing Board Panel 26pp. 30729;1S5-30729.160. 

S5060706Q9 Answer to Air & Water Pollution Patrol 850521 motion to reopen record on 
supplemenleiY cooling water Issues. NRG lacks jurisdiction over matters asserted to be 
adudicatory Issues Request should be denied.W/Certificale of Sve. 

C0NNER.T.B Philadelphia Electric Ce. CONNER.TB. Conner & Wetlerhahn. #285 
306. 85/06/03. Atomic Safety and Licensing Board Panel 21pp. 30753 021- 
30753.041. 

6S06070480 Response to Limerick Ecology Action B50S16 motion & 850520 auppi to 
moiton lor stay of ASLB 850502 third partial decision disposing i>l all Issuos In favor of 
applicant except Issues re Graterford fnmales.Certifcate of Sve end. 

HASSELL, D.F., RUTBERG,J. Hearing Branch 2, #285 310. 6S/06/04. Atomic Safely 
and Licensing Appeal Panel. 14pp S075B.00 1-30758 014 

8506070511 Memorandum & order denying Anthooy/Friands of Ihe Earth pelilion to 
reopen record on basts of new Info In applicant semiannual effluersl release repl.Feb 
ISBS.Petitloner failed to serve petrlion Served on 850605. 

HOYT.H F. Atomlo Safety ana Licensing Board Panel. #235 320. 85/06/04. 13pp 
30763336 30753:348. 

8508070519 Forwards RW Krimm 850530 memo re access confrol points at King of 
Prussia, PA involving offsite planning &. pr8paredness,RP Giordano 860517 Hr & JL 
Patten 850516 Hr for Into-Rslated correspondence. 

HASSELL.DF. Hearing Branch 2. #286 312. 85/06/05, HOYT.H.F., COLE.R.F., 
HARB0UB.J. Atomic Safety and Licensing Board Panel, 7pp. 30763.324-30763.330, 


8606180182 Forwards response opposing ASLB 850524 ordor Imjrleinoniino greni ct 
applicant motion for exemption from requirement of 10CFR50 47(n) & (h) lor 
time contentions ol Graterford Inmates considered by ASLB 

ROMANO.F.R Air and Water Pollution Patrol. #285 472. 85/06/11. KOllL.O At>4rk< 
Safety and Licensing Appeal Panel. 1p. 90978 012-30976-01 6 

-8508180166 Response opposing ASLB 050524 order Implamonting grant ol npfUt.ru t 
motion lor exemption Irom requirement ol 10CFRS0.47(e) & (b) for perlorl ol lirw cco- 
fenllons ol Graierlord Inmates considered by ASLB. 

ROMANO.F.R, Air and Water Pollution Patrol 86/06/1 1 Atomic Safely qihI I K er.^,r»i 
Appeal Panel 3pp. 30976-013-30078.015 

8506140204 Order directing all briefs In opposition to appeals & stay roqueals lu A*;t R 
850524 order.authonzlng NRR to issue lull power OL for plont.bo recolvocl try 
for consideration. Served on 850612. 

SHOEMAKER.CJ Atomic Safety and Lloenaing Appeal Panel #205 401 
Office of the Executive legal Director, 2pp 30893:208 30093:200 

8506140247 Order admitting coriain revised Graterford Inmalas contorrHona ta ernti 
cy response training lor civilian personnol 4 osllmated iimo ol ovacuatton cvi 
850013. 

HOYT.H F Atomic Safety and Licensing Board Panot #205 308 Il&/0fl/l2 
lord Inmates. 16pp 30893.312-30893 327 

85^170210 Brief opposing appeals by Graterford prlsonors.Frionda ol Ifio I nitit 4 A« & 
Water Pollution Patrol re ASLB granting of oxomptlon from omnrgoiKiy inru-rwo 
requii6ments,per Graterford cantent]ons.Certificate ol Sve oncl. 

CONNER, T.B. Philadelphia Electric Go. CONNER.T.B. Conrsor & Wollorlutltn 
429. 85/06/13 Alomic Safety and Licensing Appeal Panol 64pji 


8606190310 Brief In support ol Limerick Ecoiooy Action, Ino apponl ol ASLU Ttw j 
Ntlal Decision LBP-86-14 served on 860507 Supporting aocumonlnlion. A. 
of Sve encl. 

2ITZER,P.. MULLIGAN.M., STONE.D Limerick Ecology Action, #205 4flo Birodf ti 
Atomic Safety and Licensing Appeal Panel 91pp. 30996.327-30800 040 


* mat lime prqviqea by NRG regulations lor Commtss*on mj 

ALAB 806 expired.Commlsslon declined review, Decision bocamo final noArKy 
on 8606t0Served on 860817, * — 

CHILK.S J Office ol the Secretary of Ihe Commission, #205 450 80/00 / 1 a AAa«-««.c 
Safety and Licensing Board Panel. Ip. 30968:088.30968:080, 


9506190383 Brief Opposing Intervonor appeals ol ASLB 850524 ordor gmrrLK^g uc# 
emption Irom lOCFRSO, 47 requirements during liligatlon ol Qrai<Mlor«l 
contentions Request for stay moot CortHIcala ol Sve end. 

RUTBERQ,J., HAS8ELL.D.P., WRIGHT, N.A. Hearing Branch 2. #280 4»1 65-fC«./Ti 
Atomic Safely and Ucenslng Appeal Panel. 32pp 30998 056-30000 007 

8508190306 Order denying FR Romano/ Air Water Pollution Pairol 850521 
reopen record to consider Delaware River Basin Commlssloft 550513 S 

drought emergency.Served on 050618, ^ ** 

HOYT,H.F, Atomlo Safety and Licensing Board Panel #285 400 
3O99aci°3^0995 095."°' Water Pollulton ^ 


8606070518 Order applyitu briefing schedule established In ASLAB G50603 order to RL 
Anthony/Friends ol the Earth 850602 appeal of ASLB 850524 order granting applicant 
motion for exemption from certrtn 10CFB60.47 requlfements.Servad on 850606. 
SHOEMAKEH.C J. Atomic Safety and Ucanslng Appeal Panel. #205 319. 85/06/05 
Atomic Safety and Licensing Board Panel. Ip. 30783:362-30763:362. 


eSM1N392 Decision ALAB-609 vacating ASLB 650609 & 24 order* orenw w%i 
Ltcenslng Appeal Pahol, #2B5 4W 
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8506200348 Memorandum & order memorializing 850617 telcon w/State of PA & coun- 
sel representing Graterford Inmates re identity of witnesses for hearing on contentions 
in ASLB BS0612 order & schedule for depositions Served on 850619 
HOYT.HF. Atomic Safety and Licensing Board Panel //285 500 85/06/18 4pp 
31007X93 31007 006 

8506210459 Renewed motion for exemption from requirements of 10CFR50 47(a) & (b) 
re two contentions admitted on behalf of Graterford prisoners during period necessary 
for litigation Certificate of Svc end 

CONNER, T B Philadelphia Electric Co CONNER, T.B Conner & Welterhahn #285 

539 85/06/20 Atomic Safety and Licensing Board Panel aopp 31054 181- 
31054 210 

8506210465 Petition requesting expedited review of issues of law & Commission policy 
arismg from ALAB-809 re exemption from emergency planning 
requirements Certificate of Svc end 

CONNER,! B Philadelphia Electric Co CONNER,! B Conner & Welterhahn //285 

540 85/06/20 15pp. 31054 050-31054 064. 

8506280147 Foiwards revised Pago 11 to correct typo In applicant renewed motion lor 
axempllon from tOCFRSO 47(a) requirements per two contentions admitted on bohalf 
of Graterford prisoners during litigation period 

RAOERiR M Connor & Welterhahn RADER.R M Philadelphia Electric Co #286 564 
85/06/20 HOY!,H F , HARBOUR, J , COLE.R F. Atomic Saloty and Licensing Board 
Panel. 2pp 31254.111-31254 112 

8SD3280022 Motion tor exemption from requirement of t0CFR50,App E, Section IV F 1 
for conduct of lull participation emergency preparedness exercise within 1 yr before 
issuance of full power OL Certidcato ol Svc end 

CONNER.TB. Philadelphia Electric Co CONNER,! B Conner & Welterhahn. #285 
56S 35/06/24 Commissioners 35pp 31256.144 31256.178 

8506280055 Motion for reconsideration of ASLB 850612 order donymg certain revised 
conlenlionsASLB did not undertake do novo review ol contentions as evidenced by 
pnor reviews of similar Issues Certificate of Svc end 

LOVE.A R Graterford Inmates. LOVE.A.H Love. A R #285 598 05/06/24. Atomic 
Safety and Licensing Board Panel 14pp 31253 340-31253 353 

85062BOQ83 Order extending lima until 850816 for NRC to file brief & until 850006 lor 
filing of all other briets re pending appeals from ASLB third partial initial 
decTsfon Served on 850627 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 602 85/06/27 
Oitice of the Executive Legal Director tp 31266.208 31256 290. 


K. tllKlly Final Safety Analysts Report (FSAR) & amends 

6506070229 Forwards Amend 70 to OL application & Rov 43 to FSAR 
BRADLEY.EJ Philadelphia Electric Co 86/06/03 DEN!ON.H R. Ollico of Nuclear 
floactor Regulation, Director 2pp. 30767.001-30757.356. 

-8508070280 Rev 43 to FSAR. 

• Philadelphia Etecirlo Co. 85/05/31. 340pp. 30757 008 30757.355. 

8506160295 Forwards aflidavit ol svc certifying distribution ol Rev 43 to FSAR to listed 
fndividuals.per DG Eisenhut 810706 Itr. 

BRADLEY.EJ Philadelphia Electric Co. 06/06/14 DENTON.H.R. Offico of Nuclear 
Reactor Regulation, Director 3pp. 30075 214-30975 216 


P, Operaling license stage documents A correspondence 

8598248887 Forwards Amend 1 to NPDES permit ro uso of throe cooling water 
additives Amend effective from 850404 890919. 

WILLSEY.W.B. Philadelphia Electric Co. 05/06/10 Oillce of Nuclear Roactor Regula- 
tion. Director 9pp 31061.226-31061.234 


Q. Inspection reports, IE Bulletins & correspondence 

6505130027 Supp1 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRs." Svc list end. 
JORDAN.EL Division o( Emergency Preparedness & Engineering Response (Post 
830103) 85/06/14 Consolidated Edison Co ol Now York. Inc t07pp 31044 065- 
31044:171. 

8505130038 SuppI 1 to IE Info Notice 85-020, “Motor-Operated Valve Failures Due to 
Hammerliig Eilect “ Svc list end. 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
630103). 65/06/14. Consolidated Edison Co. of Now York, Inc. 107pp 31044:172- 
31044:276 

8 SOS 200590 IE Info Notice 85-039, "Auditability of Electrical Equipment Quatlllcatlon 
Records at Licensees Facilities “ Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co. of New York, Ino. 106pp. 30837.268- 
30637-383. 

6505200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing & 
Carlillcatlon Process." Svc list end. 

JORDAN.EL. Division ol Emergency Preparedness & Engineering Response (PosI 
830103). 66/05/22 Consolidated Edison Co of Now York, Inc foepp. 30048:166- 
30846.271. 

8505280191 IE Info Notice 86-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/29. Consolidated Edison Co. of New York, Ino. 120pp, 30852-246- 
30852 363. 

8505280187 IE Info Notice 65-043, “Radiography Events al Power Reactors " Svo list 
end. 

JOR0AN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolldafed Edison Co, of New York, Inc 120pp 30B64;167- 
30864:287. 


6506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used h Weslinghouso Designed Plants " Svc list end. 
JORDAN, E L Division ot Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co ol New York. Inc. 122pp 30865 001- 
30865 046 

8500060707 IE Info Notice 65 046. “Clarification of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages " Svc list end 
JORDAN.EL Division of Emergency Preparedness 8 Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York. Inc f24pp 31043-301- 
31044 064 

8S062 10280 Forwards Insp Repts 50-352/85-16 & 50 353/85 04 on 850316 0430 & 
notice of violation 

COLLINS.SJ Region 1. Office of Director 65/08/17 OALTROFF.S L Philadelphia 
Electric Co 2pp 31034 348 31035 030 

-8508210203 Insp Repts 50 352/86-16 & 50 353/85 04 on 850316 0430 Violation 
noted inadequate cross discipline review capability In plant operations review subcom- 
mittee reviewing Rev 2 lo procedures re sodium pentaborate analysis. 

BEALL.J E . GALLO, R M Region 1. Oftico ot Director 05/05/31 39pp 31034 354- 
31035 030 

8500140240 IE Info Notice 85 047, "Potontlal Eflecl ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co ot New York, Inc f34pp 31268 157- 
31266 304 

8506140636 IE Info Notice 85 048. "Respirator Users Notice Defectivo Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co ol Now York, Inc f23pp 31376 064- 
31370 183 


R Periodic operating reports & related correspondence 

8506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule lor limerick & Shoren-rrr f">' kiii ar 
operation remain due to otfsite emergency preparudness issues 
DIRCKS.W J. Olfico of the Executive Director lor Operations 85/05/28 PALLADINO 
Commissioners 1 tpp, 30785 007 30785 017 


S. Reportable occurrencea, LERs & related correspondence 

8608100601 NPDES noncompliance nolificalion on 050522, approx 300 gallons water w/ 
pH between 9.0 & 9 6 discharged from Point 004.CBUsed by sulfuric acid 
cleanup Personnel counseled & pollution Incldont protection procedure being devol 
oped 

ULLRICH, W T. Philadelphia Electric Co. 85/05/29. Pennsylvania, Commonwealth of 
2pp 30804 257-30804 258 


T. Hearing transcripts on non -antitrust matters 

8508240389 Transcript ol 650811 public meeting In Washlnglon.DC re atllrmation/dis- 
cussion & vote Pp f-6 

• Commissioners 85/06/1 1 10pp. 31 156316 31 158-326. 

B606200173 Transcript ol 060617 telcon In Belhosda.MD.Pp 20.722-20.747 
‘ Atomic Safely and Licensing Board Panel. 85/06/17 27pp 31007-146-31007-173. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents & correspondence 

8506130045 Partial response to FOIA request lor all documents re NRC procedures for 
doleclion & control ot alcohol & Illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facllllies.Forwards App A documents. 

FELTON, J.M. Division of Rules and Records 85/01/26. HEATH,S.J. Washington 
Legal Foundation. 66pp 30937-047-30937:157 

-8506130366 Responds to query re release of portions of Ofc of Invostigations ropi re 
drug/alcohol abuse to specific llcensees.Release not prohibited by FOIA or Privacy 
Act. Concerns over precedent expressed Survey worksheets end. 

SHOMAKER.E.C. Operations & /Administrative Division. 82/12/SO. LIEBERMAN.J. Re- 
glonal Operations & Enforcement Dhrlsion 170pp. 30937.356.30930.186 

6506190117 Further response to FOIA request that all internal memos lo Div ol Licens* 
ing from May-Nov 1984 which provided draft SER. SER sections & questions or re- 

P uests for addl Info be placed In PDR.App C documents placed In PDR. 

ELTON.J.M. Division of Rules and Records 85/03/06 GRABER.L. NUS Corp. 3pp. 
31013.23B-31013.246. 

-8411200132 Forwards operability qualllicalion of purge & vent valves & guidelines for 
demonstration of operability of purge & vent valve&.lnio sought should be provided as 
soon as possible. 

NOONAN.V.S. Equipment Qualification Branch. 84/11/09. YOUNGBLOOD, B.J, Li- 
consirrg Branch i. SCHWENCER.A Licensing Branch 2 KNIGHTON,Q. Licensing 
Branch 3. 7pp 31013:261-31013,207 

8506040603 Notifies of Caseload Mot Team 650626 27 site visit to obtain info re const 
status, List ol Info needed (or visit & meeting agenda end. 

BUTLER, W.H. Licensing Branch 2. 65/05/16. MITTL,R.L. Public Service Eleotrio & 
Gas Co ol New Jersey. 8pp 30724-211-30724:216, 

8606060565 Notification of 8&062e.27 meetings w/utll in Salem, NJ to assess status of 
const completlon.Agenda end. 

WAGNER, D. Licensing Branch 3. 85/05/24. BUTLER, W. Licensing Branch 3. Bpp. 
30765039.30706:046. 
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85061 30S35 Forwards results of Pump & Valve Operability Review Team/SQRT 
B50S07<10 equipment qualification audits Results identjfy open & confirmatory 
Items Brief description provided as well as actions necessary to resolve Item 
BUTLER, W fl Licensing Branch 2 85/05/30. WITTL.R L Public Service Electric & 
Gas Co of New Jersey 8 pp. 30001 227-30901 234 

6506110331 Bequests that NRC accept State o( NJ Dept of Environ Protection decision 
relieving ulil from Condition 13 CAFRA Permit 74-014 requmng chlorination methods 
effects study State 850S01 Hr to ulil end 

MITTL.RL Public Service Eleclric & Gas Co of Now Jersey 85/06/06 BUTLEfl.W. 
Licensing Branch 2. 6 pp 30808 213-30000 218 

8506110332 Forwards sample oqulpmonl environ qualificalJon chectillsl & Rev 2 to 
10865 D7 5, "Environ Design Criteria tor Hope Creek Generating Stalion," per 850605 
discussions w/D Wagner & H Qarg 

MITTL.fl L. Public Service Electric & Gas Co o1 New Jersey 85/06/06 BUTLER, W 
Ucensing Branch 2 16pp 30808 102-30808 212 


-8506110340 Rev 2 to 10B55-D7 5, “Environ Design Criteria for Hope Creek Generating 
Station '* 


* Bechtel Corp 84/10/29 95pp 30608116-30808 212, 


eso620i0293 Summary of 850425 meeting w/util S Bechtel in Bethoeda.MD re configura- 
tion of diesel generators & ofisite power bus ducts Issues discussed Include use of 
fireproof sealant to provide lire proleobon lor bus ducts 

WAGNERD Licensing Branch 2 65/06/06 Licensing Branch 2 6 pp 31043 178 
31043.182 


65061 10279 Bequests approval lo apply end Code Case N-413 lo piping as built 
re conciliation ,a I lowing use of till el weld sizes based on calculated forces & moments 
WITTL.R L Public Service Electric & Gas Co of Now Jersey 85/06/07 BUTLER, W 
Licensing Branch 2 3pp 30806 341-30806 343 


6506130294 Forwards statue of util responses to FSAR commitments forecast to be re 
sponded to by May 1985,tabulatlon of commitments for May 1985 & corresponding 
resolutions Amend 11 to FSAR expected by 85071 2 

WITTL.R L Public Service Electric S Gas Co of New Jersey 85/06/10, BUTLER, W 
Licensing Branch 2 3pp. 30859.057-30059 059 


8606180414 Forwards Sargent & Lundy IDVP Observation Repts 1-46 & 50 
BUTLER, Wfl. Licensing Branch 2. 85/08/10 NRC - No Detailed Atfilialion Given 
ttOpp 31014’021.31014 131, 

6506210169 Forwards Sargent & Lundy IDVP Observation Repts 1-46 & 50 lor facility 
BUTLER,WR Ucensing Branch 2 . 85/06/10 Licensing Branch 2 IISpp 31047,247- 
31047 358 


8506130135 Requests approval to eliminate postulation of intermediate pipe breaks,per 
SRP 3 6 2, Sections I1 1 & 11,2, except under listed conditions Info supporting request 
submiUed.per D Wagner telcon 

WITTL.R L, Public Service Efectrio A Qas Co of New Jersey 85/06/11 BUTLER, W, 
Licensing Branch 2 45pp 30661:045 3086 T090 

8506130168 Forwards info in response lo SORT Confirmatory Issue 3 & equipment spe 
cilic Open Item B.1,per Pump & Valve Operability Review Team/SORT 850507-10 
audits. 

Mim.R L Public Service Electric & Gas Co of New Jersey. 85/06/11, BUTLER, W 
Licensing Branch 2 2pp 30860.214-30060330 

-8606130177 "Seismic Qualificalfon of Four Motor-Driven Actuators & Three Actuator 
Controls." 

THORNBERHY.R., DAVIES, LW. Wyle Laboratories 44057-1. 76/05/30, 65pp, 
30860 21630'B60:282 


-8606130183 Rev A to ''Seismic Test Plan of Four Wotor Driven Dampers & Three 
Control Boxes ” 

JORDAN.HD, DAVIES.LW Wyle Laboratories 76/05/23 4 0pp 30860.283- 

30660,319 

-8506130191 "Approximation of Inslructure Required Response Spectra Using Input 
Response Spectra & Transmissibilltles Obtained FromTasi." 

HENfllE.D.IC General Electric Co 65/05/31 11pp. 30860 320 30860-330 

6608170046 Forwards revised response to Hem 4 o1 End 2 to NRC 641116 request lor 
addi Info re plant-unique analysis repIRev Incorporates watwell to drywell vacuum 
breaker load methodology approved In NRC 841224 Itr, 

WirrL,R L Public Service Eoctric & Gas Co of New Jersey 85/06/12 BUTLER, W. 
Licensing Branch 2 Spp 30953 275 30953.279. 


0506170111 Informs that SAFE, REFLOOD & CHASTE used In performing plani-speofc 
ECCS analysis, per 850531 telcon re SER Confirmatory Item 14- 
MITTL.RL Public Service Electric & Gas Co of Now Jersey 85/06/12 BUTLER.W 
Licensing Branch 2 Ip 30956173-30956173 

8506170476 Forwards marked up revs to FSAR, per NUREG 0612 ro conl/ol of 
loads & SER Outstanding Issue 8 Changes reflect revised load paths lor certain hocsts 
& deletion ol others & Includes updated design Info 

WITTL.R L Public Service Electric & Gas Co of New Jersey. 65/08/13 BUTLER, w 
Licensing Branch 2 30pp 30957 278 30957 307 

8606200377 Forwards response lo SER Confirmatory Issue 35 ro airborne lodma con. 
cer>lralion Instruments Response describes equip men I, (raining & procedures for deta. 
mining Iodine concentration FSAR will be revised Issue considered closed 
WlTTLiRL Public Service Electric & Gas Co of New Jersey 85/06/16 BUTLER,W 
Licensing Branch 2 14pp 31006 355-31007 006 

8506260448 Forwards status ol Tech Spec issues identified In SER Section 16 Resolu- 
tions lo listed Tech Spec Issues considered Incomplete also end lor review & approv 
al 

MITTL.R L Public Service Electric & Gas Co ol Now Jersey 86/00/21 BUTLER,W 
Licensing Branch 2 17pp 31219 280 31219 296, 

8606260569 Forwards "Estimation ol Reactor Core Damage Under Accidonl Corxl- 
Ifons," per SER Confirmatory Issue 31 Info will be incorporated lixlo next FSAR 
amend 

MITTL.R L Public Service Elocirio & Gas Co of New Jersey 65/06/24 BUTLER.W 
Licensing Branch 2 2pp, 31221 097-31221.125, 

-6506260572 Rev 0 to Core Damage Estimate Procedure CH-TI 22-011(0), ’'Estimat«n 
of fleaclor Coro Damage Under Accident Conditions " 

MOOSE.T Public Service Electric & Gas Co ol New Jersey 85/06/18 2 ?Bj 3 
31221 099-31221 125 


F. Securlly, medical, emergency A fire protection plans 


8506060536 Forwards monthly repl lor Apr 1965 re status of offsite emergency pre 
parodness lor OL reviews Delays in schedule for Limerick & Shoreham lor full pewer 
operation remain due lo offsite emergency preparedness Issues 
DIRCKS.WJ OKIce of the Executive Director for Operations 85/05/20 PALLADiNO 
Commissioners lipp 30785 007 30785 017 

8506030334 Forwards summary ol 850516 & 17 onsite meetings w/NRC & util recur 
rent status ol emergency preparedness Summary documents commllmeris to revs* 
emergency plan 

MITTL.R L Public Service Eloclrlc & Qas Co ol New Jersey 85/05/30 BUTLER.W 
Licensing Branch 2 lOpp 30673 343-30673 352 

8508060049 Public version ol Rev 0. "Emergency Event Classifications Guide '' Pason- 
ai telephone numbers deleted 

JOHNSON.C P , NICHOLS, J Public Service Electric & Qas Co ol Now Jersey 85/05/ 
30 1,079pp 30734 001-30736 359 


-6506060069 Public version ol Rev O.Vols 1 & 2 ol amaraonW plan 
procodures.including EP I 2, "AlerL" EP 1-5, "Personnel Emergency" & EPl-7, Station 
hre " 

JOHNSDN.CP. Public Service Electric & Goa Co. ol New Jersey 85/05/18, 6 ? 6 fp 
30735044 30736 359, 

8506200293 Summary of 850425 meeting w/utll & Bechtel In 80 th 0 sda,MD ro conTgurs- 
llon ol diesel generators & offsite power bus ducts.lssues discussed include use of 
lireproot sealant to provide fire prolecllon lor bus ducts. 

WAQNER,0. Licensing Branch 2. 86/06/06. Licensing Branch 2 Spp 31043178- 
31043.102 

8606260346 Forwards Insp Repl 5O'354/06-19 on 8504 15-0527, No vJolations noted 
KfSTER.H B. Region 1, Olllco ol Director 05/06/20. MARTIN,! J Public Service Elec- 
trio & Gas Co. of New Jersey 2pp 31198.021-31198.033 

-8500260364 Insp Repl 50-354/05-19 on 050415 0527,No violaliona noted. Major 
areas Inspected work In progress,preopQrallonal testing & omorgoncy planning pro- 
gram status, 

5lOUGH.A R , CHAUDHARY.S.K , LYASH.J, Region 1, Office of Director 85/06/10 
lipp 31108:023-31198.033 


E. NRC Safety Evaluation Report (SER), auppis A correspondence 

8506070544 Forwards RF1 test plan summay lor Class IE digital sye,per SER Oul- 
slanding Issue 5 as described in SER Socllon 7.3 25 & discussed at 850216 
meeting .Commits to provide listed info re adequacy of Bailey 862 solid stale logic 
modules 

MITTLR.L, Public Service Eleoinc & Qas Co of New Jersey 65/06/05. BUTLER.W. 
Llcenslnig Branch 2. 4pp 30755,352 30755:355, 

8596200106 Forwards details of progress lo dale It) resolving open/conflrmatory Heme 
fdanlifled in facility SER Issues requiring stalf action listed. 

BUTLER.W. Licensing Branch 2, 65/06/06 PARR.O. Auxiliary Systems Branch. 
BENAflOYA,V. Chemical Engineering Branch, KUORICK,J Containment Systems 
Branch 70pp, 31042;264-31042;333, 

8595130134 Forwards fisting of status of Tech Spec Issues Identified In Secllor) 16 of 
SER Description of resolution ol Issues & draft Rev 5 to Tech Specs also end. 
MITTUAL Public Sets4ce Elecirfo & Qas Co. ol New Jersey. 85/06/10 BUTLER.W. 
Ucensing Branch 2. 75pp. 30861.093-30861.167, 

8605130149 Forwards marked-up FSAR changes to be Incorporated into Amend 11, per 
SER Outstanding Issue 2 re seismic qualification ol equ[pmenl.lnfo revised to reflect 
NRC 65021 1 comments .Side Info will be provided by 8S0815 
MITTL,flL Public Service EleeWe & Gas Co, of New Jersey, 86/06/11. BUTLER, W, 
Ucensing Branch 2, 50pp. 30861'232-30861:261, 


H. General correspondence 

8506270626 Requests placement of name on mailing list Notificaflon of moalings re 
review of startup & eventual operation of facility requested. 

GREEN.R New Jersey, Slate ol. 65/06/11 WAGNER, D NRC • No Detailed Alfilialw 
QJven. Ip 31250 236.31250,236 


J, Insurance A Indemnity Information 

8506100601 Forwards Endorsements 82,17,75 & 76,104,3a & 19 & 20 to NEUA PoiKiOS 
NF-220,NF-269,NF-230,NF-164,NF-262 A NF-281 & Endorsemenls 70.9,60 4 
61,82,20 A 12 & 13 to MAELU Policies MF.73,MF-116.MF.90,MF-44,MF-10B & MF- 
112 , respectively 

HOGGE,S.D, Marsh & McLennan, Inc 65/05/28. DINITZ.I Assistant Director for Slate 
& Licensee Relatlorrs. 17pp. 30793:312-30793:326. 


Q, Inspection reports, IE Bulletins A correspondence 

8505130027 Suppi 1 lo IE Info Notice 84-55, "Seal Table Leaks al PWRsi." Svo falend 
JORDAN, E.L Division of Emergency Preparedness A Engineering Response (Post 
830103), 85/05/14. Consolidated Edison Co of New York, Ino, 107pp. 31044 065 
31044:171. 
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S50513003B SuppI 1 to IE Info Notics 85 020, "Motor-Operalod Valve Failures Due to 
Hammering Effect " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New YorR, tnc 107pp 31044 172- 
31044 278 

8SQS2DQ590 IE Info Notice 05 03;), "Auditability of Electrical Equipment Oualitication 
Records al Licensees Facilities ” Svc list end 

JOB DAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630'103) 85/05/22 Consolidated Edison Co of New York, Inc 106pp 30837 258- 
30837 363. 

8505200600 fE Info Notice 05-040, "Doliciendes in Equipment Qualification Testing & 
Certifjcafion Process " Svc list enct 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
S3aL03> 85/05/22 Consolidated Edison Co of New York, Inc loepp. 30848 166- 
30840 271 

6506040031 Responds to NRC 850426 Itr re noncompliance noted In Insp Rept 50-354/ 
85-03 Corrective actions Site Procedure SWP/P-135 revised to clarify requirements for 
QC vfltlficafion prior to S after release for tesling 

MARTIN,T.J Public Sen/Ice Electric & Gas Co ol New Jersey 85/05/23 

MURLEY,T E. Region 1, Olfice Of Director 4pp 30700 340-30700 351 

6506040042 Responds to NRC 060425 Itr ro noncompliance noted in Insp Rept 50-354/ 
85-10Coif6c1ive actions dobns removed (rom electrical cable tray,af(ected cables In- 
spected to verify cables undamaged & waikdown of area performed 
MARTfN.T J Public Service Electric & Gas Co of New Jersey. 85/05/23. 

MURIEY.T.E Region 1, Office of Director. 3pp 30701 037-30701 039 

650528D161 IE Into Notice 85 042, ''Loose Phosphor In Panasonic 000 Senes Badge 
TLD Elemenfs" Svc list end 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/29 Consolidated Edison Co ol New York, Inc. r20pp 308S2’245- 
30852 363 

8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors" Svc list 
end 

JO ROAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103). 05/05/30 Consolidated Edison Co of New York. Inc t20pp 30B64 167- 
30864 287 

850'6O7O299 Forwards Insp Rept 60 354/85-16 on 850318-22 No violation noted 
ESNETER.SD Region 1. Office of Dlreclor 86/05/31 MARTIN,! J Public Service 
Electric & Gas Co ol New Jersey 2pp 30760.146 30750162. 

”6606070308 Insp Repl 50 364/85-16 on 050310-22 No violation noted Major aroas 
inspecfed safety-related HVAC & safety-related pipe support & restraint sys 
MANOLY.KA, KOHTAS.A, GAUDINO.M Region 1, Office ol Director 85/05/30 
ISpp 30750.148 30760162 

8506100541 Forwards Insp Rept 50-354/05-11 on 850400-1 2.No vlolalions noted 
EBNETER.S.D Region 1. Olllce of Dlreclor. 85/06/04 MARTI N.T.J Public Service 
Electric A Gas Co of New Jersey 2pp 30793 f48-30793’ 169. 

-8506100550 Insp Rept 50 364/65-11 on 850400-12 No violations noted One unre- 
solved item Identified preventative maint action card Instructions vague Major aroas 
Inspecled.QA program for preoparallonal & startup testing.fncluding QA/QC overview. 
NAPUDA.G. OLIVEIRA.W., ALB A. A. Region 1, Olllce of Director 85/05/23 10pp. 
30793.150 30703.159 

8506060677 IE Info Notice 85 045, "Polonlial Seismic Interaction Involving Movable In- 
Cora Flux Mapping Sys Used In Westinghouso Designed Plants.” Svc list end 
JORDAN.EL Dtvtsion of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/06 Consolidated Edison Co. ol Now York, Inc f22pp. 30865 001- 
30865.048 

8506060707 IE Info Notice 85-046, "Clanflcatlon of Sevoral Aspects of Removable Ra- 
dioaclivo Surface Confaminalion Limlle for Transport Packages " Svc list end. 
JORDAN.EL Dtvlsion of Emergency Preparedness & Engineering Response (Post 
830103] 85/00/10. Consolidated Edison Co. of New York, Inc. I24pp. 3f043'301- 
31044.064 

8506160172 Forwards Insp Rept 60-362/64-48 on 840827-30 at Bechtel Corp In San 
Franclsco,CA re allegations concerning structural & piping design activities at Hope 
Creek.Llmerlck & Susquehanna, No allegations re Hope Creek substantiated. 
STAROSTECKI.R Region 1. Olllce of Director. 85/06/10 MARTIN.!. J. Public Service 
Electric & Gas Co ol New Jersey 2pp. 30976.168-30976.197. 

8506200147 Forwards Insp Rept 50-364/85-22 on 850429 0503.No violations noted 
EBNETER.SD. Region 1, Office of Dlreclor. 05/06/12. MARTIN.! J. Public Service 
Electric & Gas Co of New Jersey. 2pp 31 008:230-31 Ooa'245. 

*-6606200163 Insp Rept 60-354/86-22 on 850429 0503 No violations noted. Major area 
fnspected.reactor pressure vessel internals inslallatlon, Including QC Insp records & In- 
volvement & QC/uA interface. 

OREGQ.H.I., WIQQINS.JT., DURR.J.P Region 1, Office of Director. 85/06/10. Spp. 
31008.241-31008.245 

8506200233 Ack receipt of 650623 Ur Informing NRC ol steps taken to correct violations 
noted in Insp Rept 50-354/85-10 

EBNETER.S D. Region 1. Office of Director. 85/06/12 MARTIN.T.J. Public Service 
Elecirlo & Gas Co. of New Jersey. 2pp. 31008-138-31008.142 

0508310238 Forwards Insp Rept 60-354/85-20 on 860422-26 No violations noted. 
EBNETER.S.D Region 1, Office of Director 86/06/14. MARTIN.T.J Public Service 
Electric S Gas Co. of New Jersey 2pp. 31026.297-31026.307. 

**85 06210244 Insp Rept 50-354/66-20 on B60422'26.No violations noted. Major areas 
Inspecteddeslgn, fabrication & insp of Class 1 small pipe & pipe simport attachments. 
REYNOLDS.S.D.. KORTAS.A, WIQQINS.J Region 1, Office of Dlreclor 86/06/31. 
9pp. 31026.299-31028:307. 

8508140240 IE Info Nollce 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rook Solenoid-Operated Valves," Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/18. Consolidated Edison Co. of New York, Inc. 134pp 31268:167- 
31268:304, 


8506240507 Forwards Insp Rept 50-354/85-17 on 850415-18 & notice ol violation 
EBNETER.SD Region 1. Office ol Director 85/06/16 MARTIN.! J Public Service 
Electric & Gas Co of Now Jersey 2pp 31051 311-31061 325 

-8506240510 Notice of violation from insp on 850415-16 
* Region 1, Olfice ol Director 85/06/ie 2pp 31061 313 31061 314 

—8508240512 Insp Rept 50 354/85-17 on 850415-16 Violation noted numerous safety- 
related preventative mainl activities not performed per schedule lor sys & equipment 
from Bechtel Const for slarlup/oporations past due 

WOODARD, C H., PHELAN.PH, SCHAEFFER,MJ Region 1, Olllce of Director 05/ 
06/13 lipp 31061315-31081 325 

8506140636 IE Info Notice 85-048, "Respirator Lfsers Notice Defectivo Soil-Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/00/19. Consolidated Edison Co. of New York, Inc 123pp 31376 064- 
31376-103. 

8500250348 Forwards Insp Repf 50 354/85 19 on 850415-0527 No violations noted 
KISTER,HB Region t.Ollicool Director 85/00/20 MARTIN.! J Public Service Elec- 
tric & Gas Co of New Jersey 2pp 31198 021-31190 033 

-8506250364 Insp Rept 50 354/65-10 on 8S0415 0527Na violations noted Major 
areas Inspected.woik in progress.preoperational tesling & emergency planning pro- 
gram status 

BLOUGH.A R . CHAUDHARY.S K . LYASH.J Region 1. Ollico of Director 85/06/10 
lipp 31168 023-31198 033 


R. Periodic operating reports & related correspondence 

8506060538 Fonuards monthly rept for Apr 1985 ro status of offsite emergency pre 
parednoss for OL reviows Delays In schedule (or Limerick & Shoreham for full power 
operation remain due to offsilo emergency preparednoss Issues. 

DIRCKS.WJ Office ol the Executive Director for Operations 85/05/28 PALLADINO 
Commissioners lipp 30785 007-30785 017 


S. Reportable occurrences, LERs & related correspondence 

8506070024 Part 21 & interim const deticioncy rept re heat build up in emergency diesel 
generator cabinets reported by Louis Allis Initially reported on 850403.8echlel Investi- 
gation continuing Next rept will be submitted 850803 

MARTIN,! J Public Sen/ice Electric S Gas Co ot Now Jorsoy 65/05/06 

MURLEY,! E. Region 1, Olllce of Director 2pp 30800 335-30800'336. 

8506070231 Final significant const deficiency rept re corrosion damage to tapered pins 
securing valve stem to butterfly valves supplied by BIF Industries Initially reported on 
840831 Item not reportable per 10CFRS0 65(e) 

martin,! E Public Service Eloctiic & Gas Co ot New Jersey 85/05/20 

MURLEY.T.J Region 1. Olllce of Director Spp 30801 222-30801 224 

8506070244 Interim const deficiency rept re callbr deviations In TOBAR, Inc pressure 
transmitters Initially reporled on 850411 Deviation rept Issued Qechlel invosligallon 
contlnuing.Nexf rept expected by 650628. 

MARTIN,! J Public Service Eleclric & Gas Co. ol New Jersey. 85/05/20 

MURLEY.T.E Region 1, Olllce of Dlrootor. 2pp. 30800-168 30800.167. 

8506070323 Interim deficiency rept re unqualified Bussman fuses In panels supplied by 
Comstp.lno Initially reported on 650416 Bechtel Investigation continuing Final rapt will 
be submitted by 650621. 

MARTIN.T.J. Public Sonrico Etootno & Gas Co. of New Jersey 85/05/20 

MURLEY,! E. Region 1, Office of Director. 2pp 30000-357-30BOO 350. 

8608140604 Final deficiency & Part 21 rept ro air baffle weld cracks on emergency 
diesel generalors supplied by Louis Allis Initially repoiled on 850501 Conical air baf- 
fles on lour emergency diesel gonoratora ropalrod. 

MARTIN,! J Public Service Elecirlo & Gas Co. of New Jersey. 85/00/03. 

MURLEY, TE. Region 1, Office of Director 2pp 30807:225-30897-226. 


DOCKET 60-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


Q, inspection reports, IE Bulletins & correspondence 

8506180327 Ack receipt Of 850418 & 0506 Itrs Informing NRC of steps taken to correct 
violations noted In Insp Rept 60-161/85 01. Deviations contained in 10CFR2,App C 
did 820308 

NORELIUS.C.E Region 3, Office of Director. 85/06/10 BECK.G.P. Illinois, Univ. ot, 
Urbana, IL. 2pp. 30878; 138-30978; 139 

-8506180335 Responds to falcon re violation noted In safety insp on 85O220-28.Corr6o- 
tive actions Comm Ed contacted for immediate deliyeiy ol continuous air 
monitors Portable air particulate monitor used In interim 

BECK.G.P. Illinois. Univ of, Urbana. IL 65/05/06 RIDGEWAY.K. Region 3, Olllce of 
Director. Ip. 30978.138-30978:139 


DOCKET 60*358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appitcatlon/construotlon stage dooumenls A correspondence 

8504120182 Responds to F01A request for Caseload Forecast Panel flies in Ole of Re- 
source Mgl Forwards listed documant8.DocumentB also available In PDR 
FELTON.J.M. Division of Rules and Records. 84/06/06. KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge. 2pp 30300.003-30303-129 

-8S0415014B Conveys thanks for Info re insen/lce date ol planLUpdates of Into 
requested NRC News Announcements 79-86,79-99,61-90 & 81-91 re emergency 
planning, ASLB 791114-16 hearings In Cincinnati, OH & const oroblems end, 

BYERS, M.A. Ohio, State of 79/09/13. LOVELACE, W. NRC * No Detailed Affiliation 
Given. 6pp. 30323:194-30323:188. 



178 DOCKETED ITEMS 


85061 lOSftI Further response to FOIA request for documents re Oct 1963 ropi by H 
Hoyt & S Alool on NRC investigations Forwards App A documents Documents also 
available In PDR Info partially withhold (ie| FOIA Exemptions 2,5 & 7) 

FELT ON ,J M. Division of Hufas and Record's 05/01/17 BAUSER.DB Shaw, Pittman, 
Potts & Trowbridge 22pp 30873 053-30873 076 

“85001 1061S Draft. “Proposal For QA Improvement Program & Quality Confiimation 
Program " 

* Cincinnati Gas 8 Electric Co 81/05/16 eopp 30874 149-30874 208 

0506040561 Forwards order revoking GPPR 68,reflectlng fact that const ceased & facili 
ty disabled Notice of environ assessment & finding of no signilicant impact also 
end Licenses SNM-1823 & 34-07251-04 terminated 

TKOMPSON.HL Division o1 Licensing 65/05/16 DICKHONEfl.WH Cincinnati Gas 
a EleotrtcCo dpp 30724 184-30724 194 

-.8506040564 Order revoking CPPR-SS, based on util 840127 plan to convert facility to 
coal fuel 

THOMPSON, HL Division of Licensing 65/05/t6 Cincinnati Gas a Electric Co 2pp 
30724 188-30724 189 

-•8506040571 Notice of environ assessment & finding of no significant impact support 
ing Issuance of order revoking CPPR-8B 

NOVAK, T M. Assistant Director lor Licensing 85/04/09. 5pp 30724:100-30724 194 


F. Security, medtcal, emergency A fire protection plans 


8S04120162 Responds to FOIA request for Caseload Forecast Panel files in Ofc of Re- 
source Mgl Fon^rards listed documents Documents also available In PDR 
FELTON, JM Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts & Trowbridge 2pp 30300 003 30303 120 

“85041 60148 Conveys thanks for info re inservlce date of plant Updates of Info 
requested NRC News Announcements 79-88,79 90,01-00 & 61 91 re emergency 
p!anning,ASLB 791 1 14-18 hearings in CinoInnati.OH & corisl problems end 
8YERS.MA Ohio, Stale of 79/09/13 LOVELACE.W NRC • No Detailed Afliliation 
Given 5pp 30323 194 30323 198 


O. Inspection reports, IE Bulletins & correspondence 

6506100032 FOIA request for Interim or final ropts generated by Ofc of Investigation re 
facility. 

FOSTER, JE Alfilfalion Not Assigned 84/10/11 FELTON, JM Division 0 l Rules and 
Records Ip 30020.169 30820169 

6606100035 Responds to FOIA request for interim or final repts generated by Ofc of 
Investigation re facility Dooumanis withheld (ref FOIA Exemption 5> 

FELTON, J.M Division of Rules and Records 84/12/07. FOSTER.JE Atfillallon Not 
Assigned 2pp. 30B20 170-30820-171 

05O611OS01 Further response to FOIA request for documents re Oct 1983 ropt by H 
Hoyl A S Atool on NRC Investigations Forwords App A documents Documents also 
available In PDR Into partially withheld Crel FOIA Exemptions 2,6 & 7}. 

FELTON, JM. Division ol Rules and Records 85/01/17 BAUSER.O B Shaw, Pittman. 
Potts & Trowbridge 22pp 30673 053 30876305 

“7907280993 Recommends that Region III conduct Investigation Into apparent false 
statomenls by applicant at facility ACRS subcommittee meeting .700410 memo by 
Kappfer & "Slatemenl of Facts Re Erroneous Info Given by Applicant" end 
THOMPSON.O Executive Officer for Operations Support 79/05/02 KEPPLER.JQ 
Region 3, Chicago, Ofllce of the Director 2pp 30B73076-30B73 077 

--8S061 10691 Discusses 810304 telcon w/l Rosen of "60 Minutaa" re plant & Apple- 
gate allegallons Rosen Inquired about seriousness of matter & tenglh of Investigation 
& was assured of ihorougnnoss Rosen emphasized investigation being watched. 
DAVIS, A, B. Region 3. Chicago, Office of Ihe Director (81/03/01) 81/03/05. Region 3, 
Chicago, Office of Iho Director (81/03/01). Ip 30673.086-30873 08B. 

“6508110594 Discusses 810302 telcon from TW Applegate, olloger re unsafe & Illegal 
acts at plant Applegate accused Keppler w/siander re charge that Applegate posed 
as undercover NRC I nvaaligalor, denied accusation & threatened "other aettoa" 
SCHNEBELEN,A Office of Inspector S, Auditor, 81/03/09 Office of tnspeclor & Audi- 
tor Ip. 30873 08B-3O873-0B9. 

-•8606110697 Discusses 810302 telcon w/BA Davis to notify ol telcon w/ T Applegate 
re Applegate charges of slandering.Davis received ApjplBgate cell alsoOavls advised 
ol two Instances of Applegate posing as undercover NRC invesligator. 
SCHNEBELEN,A Ofllce ol In-spaolor & Auditor 81/03/09 Office ol Inspector & Audi- 
tor Ip. 30873 090-SOB73 090. 

—8506110699 Details answers provided by 810421 telcon w/B Baney to questions re 
GAO draft rept, "Improvemenis Needed In NRC Ofc of Inspector & Auditor.'* Specilics 
provided re oroup suggestions Ignored & delayed action on rept findings. 

WIEST.T. Office ol Inspector & Auditor, 81/04/22. Office ol Inspector & Auditor. 2op 
30073.091-30373.092 


“0506110641 Foiwards draft of Div of Rules & Records response to T Devine 811 12 ; 
FOIA 81 468 re (acility allegations Response details Region III search lor subj dooi 
ments 

SMIDTH.PT Region 3, Office of Director 83/02/22 KEPPLER.JG, DAVIS A 0 
DOUGHERTY.D J NRC - No Detailed Affiliation Given 4pp 30075 046-30878 305 

85082S0185 Partial response to FOIA request for records re BNL Investigaiion el Ei 
Kent allegations Fonivards App A documents Documents afso availaWs g 
PDR Remaining documents will be forwarded upon compteiion ol NRC review 
FELTON.JM Division ol Rules and Records 85/04/18 QARDE.B P Government Ac 
countability Project 3pp 31215 093-31215152 


“8500250303 Forwards documents re possible evaluation ol welding related allogstioiv' 
by EE KenLlo aid In praparalion for 831122 mealing to discuss issue & insp asLsi 
ance lor plants No NRC commitment made for funding sves 
HARRISON, JJ Region 3. Office of DIroclor 83/11/15 HALL, RE BrookhavenNa 
tional Laboratory 1 1 pp 312151 39-3 1215149, " 

8505 130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve listena 
JORDAN.EL Division ol Bmorgency Preparedness & Engineering Response (Pos- 
830103) 85/05/14 Consolidated Edison Co ol New YorR, Inc I07pp 31044 065 
31044 171 

8505130038 Suppi 1 to IE Info Notice 85 020, “Motor-Operated Valve Failures Dual- 
Hammering Effect " Sve list end ^ 

JORDAN.EL Division ol Emergency Preparedness & EnoinDoring Response IPosi 
B30103) 85/05/14 Consolidated Edison Co of Now York, Inc f07pp 31044 Ifi 
31044 278 

850-5200590 IE Into Notice 85 039, "Audiiabilily ol Electrical Equipment OuaSiliciton 
Records at Licensees Facilities " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineotin.g Response (Posi 
830103). 85/05/22 Consolidated Edison Co of Now York, Inc 106pp 30837258 
30037 363 

8605200600 IE Info Notice 85-040, "Dolicienclas In Equipment Oualillcation Tesbrwi 
Certdicallon Process." Sve list end 

JOflOAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co. ol Now York, Ino fOGpp 30048166. 
30848,271 

8505200161 IE Info Notice 65 042, “Loose Phosphor In Panasonl-c 800 Senes Badiis 
TLO EtemonIs " Sve Ihl end ^ 

JORDAN.EL Division of Emergency Preparedness & Engineering Response IPdi 
030103) 85/05/29 Consolidated Edison Co ol Now York, Inc 120pp 30052245- 
30852 363 

8505260107 IE Info Notice 85-043, "Radiography Evonts at Power Reactors." Svetisi 
end 

JORDAN,E.L Division of Emergency Preparedness & Engineorinn Rosponso (Post 
830103). 85/05/30 Consolidatod Ediaon Co of Now York, Inc I20np' 30064 161 
30364,287. * 

8506060877 IE Info Nolice 85 045, "Potential Soismic Inloracllon liwolvlng MovaWtln 
Coro Flux Mapping Sys Used In Weslinghouso Designed Plants " Sve hst end 
JORDAN.E J.. Division ol Emergency Proparodnoss a Enginooting Rosponso |P« 5 i 
030103) 86/06/06. Consolidated Edison Co of Now York, Inc T22pp 30865001 
3O065'O46 

6508060707 IE Info Notice 85 040, "Clarillcalion of Sovoral Aspects oJ Romovablsfli 
(^active Surface Conlamlnation Limits for Tfansporl Packages " Sve fist ond 

Emergency Preparedness & Engineo/inig Rosponso (Pwii 
630103) 85/06/10. Consolidatod Edison Co of Now York, Inc r24pp. a1O43 J01 
31044 064 

8606140240 IE Into Notice 05 047, “Polenlial Effect of Lino Induced Oporation onCer 
lain Target Rock Solenoid Operated Valves " Sve list end 
JORDAN.E L. Division of Emergency Preparedness 8. Enginoorina Response IPw 
830103). 85/06/18 Consolidated Edison Co of New York, Ino, ) 3 4pp ^3128815/ 
31268.304 


8600140635 (E Info Notice 85 048, "Respirator Users Nolico Daloclivo SolfContinK 
Breathing Apparatus Air Cylinders." Svo list end. 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Pes 
85/06/10 Consolidatod Edison Co ol New York, Inc f23pp*ai376064 


R. Periodic operating reports & related correspondence 


Hesponos to i-uiA request lor Caseload Forecast Panel htos in Ole -of Re 
■I®*®'* documenls.Documonts also avalloblo in PDR. 
FELTON.J.M. Division of Rules and Records, 84/06/06. KILLEFER.C Shaw PiUr 


Potts A Trowbridge 2pp. 30300 003-30303.129 


S. Reportable occurrences, LERe A related correapondenice 

^^matHnfo Ur^Al?r”to g^i? eM^ 242 as accept 

IrffillliSS a, oil, CO .1 w. 


••uoueiauara Kan zi rept re lack of Lootite on Pratt nuclear model valves w/LirwIei 
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DOCKET 50-359 WILLIAM H ZIMMER NUCLEAR STATION. UNIT 2 


P. Operating license stage documenls & correspondence 

3506030300 Partral response lo FOIA request lor three categories of documents to be 
made available at PDR re NSHCs App A documents oncf & placed in POR Search 
continuing 

FELTON.JM Division ol Rules artd Records 84/11/00 ADATO.M Union ot Con- 
cerned Scientists 4pp 30720 001-30720 005 


DOCKET 60-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, metllcal, emergency & fire protection plana 

8506120073 Final response to FOIA request lor documents re Commission meeting in 
June-Aug 1984 re eflects oi earthquakes on plant emergency preparedness Forwards 
Apps C & E documents Apps DSP documents withheld (ref FOIA Exemption 5) 
FELTON.J M Division ol Rules and Records 85/02/07 BELL.N Nuclear Information 
& Resource Service. 6pp 30862 001-30862 041 

- 9S06120142 Stall reouiremenls memo re draft Commission order on plant emergency 
planning Staff shoula consider questions re inclusion ol effects of very largo earth- 

S uakes on emergency plans 

HILKpSJ Office of the Secretary ol the Commission 02/03/01 DIRCKS.WJ Office 
Of Ihe Executive Director for Operations Spp 30862 029 30862 037 

6508140663 Suppis response to violations noted In Insp Repts 50-206/85 06,50 361/ 
85 OS & SO 362/85 06 Corrective actions request to revise physical security plan will 
be submitted by 850607 

MEDFORD.MO Southern California Edison Co 85/05/17 MARTIN.JB Region 5. 
Office ol Director Ip 30932 107-30932 107 

6506040110 Revised emergency plan Implemenllng procedures, Including updated 
indaxpTemporary Change Notice (TCN) 1-1 to S0123 VIII-60 1 re shift commander 
duties & TCN 1-2 to SO12a-Vllt'0 301 re communications checks W/050529 Ur 
CBOY.P A Southern California Edison Co 85/06/29 MARTIN,J B Region 5, Offico of 
Director 250pp 30701 052-30701-306 

6506110453 Forwards description ol Rev 3 textual changes to plrysical security 
plan Rev withheld (ref 10CFfl73 21) 

HAVNES.JQ Southern California Edison Co 85/05/31, MARTIN,J B Region 5, OHico 
Of Director Ip 30810.167-30816-167 

6506130417 Forwards feedback memo re potenllally generic problem w/wido range 
gaseous elfluont monitor concerning detector posItlonlng.Review & resolution ol prob- 
fom vaquesfed. 

BAER.RL Engineering & Generic Communications Branch 85/06/04 WINSO.J GA 
Technologies. Inc /General Atomic Co 3pp 30801 179 30901.197 

-6SQ6130418 Discusses genoric concern described In 830310 Ur re GA Co wide-range 
gaa monitor high range noble gas channel detector positioning Potential generic issue 
significant duo lo use In evaluating oflluent release In event ol accident 
SCARANO.RA Region 5, Ollice ot Director. 85/03/19 JORDAN.EL Division of 
3090? 16? Preparedness & Engineering Response (Post 830103) 2pp. 30901 162- 

8506240326 Forwards Insp Repts 50 206/85-16,50-361/85-15 & 50-362/85-14 on 
650402-10 No violation noted. 

WENSLAWSKI.FA. Region 6, Office Of Director 85/06/04 BASKIN.KP Southern 
California Edison Co. 2pp 31202:345-31202 358 

-6505240340 Insp Repts 50-206/86-16.50.361/85-16 & 60-362/85-14 on 650402- 
10. No noncompliance noted.Major areas Inspected lab capability to perform chemical 
& radiochemical analyses & detailed review ot sample data. 

HAMADA.G H Region 5. Office of Oiroclor. 85/06/03, 12pp. 31202 347-31202.356 

6506120146 Application for amend to Ltconses OPR-13,NPF-10 & NPF-16, consisting of 
proposed Rev 6 to Aug 1983 physical security plan re alarm annunciation 
requlremenfa Rev wifhhetd (ref 10CFH73 21) Foe para 

MEDFORD.M O. Southern California Edison Co 85/06/07 KNIGHTON, G.W Licons 
Ing Branch 3. 2pp 30850:355 30850 356. 

8506210126 Forwards Insp Repts 50-206/65-13.50-361/85-12 & 50 362/85-11 on 
850304-08 & 0401-05 & 15-19 & notice of violation. 

KIRSCH.D F Region 5, Ollice Of Director. 85/06/07 BASKIN.K P Southern California 
Edison Co 2pp 31024 170-31024-185. 

-BS'0e210134 Insp Repts 50-206/85-13,50-361/85-12 & 60-362/85-11 on 850304-08 & 
0401-05 S 15 19 Violation noted-mainl orders Issued to replace studs w/o performing 
design analysis, constituting improper design change 

NABBUT.PP Region 6. Office of Director 85/06/06. 13pp. 31024.173-31024.185 

6506170459 Advises that 850111 & 650531 Revs 3 & 3A to physical security plan con- 
sistent w^rovlslons ol 10CFR60 64(p) & acceptable, 

SCHUSTER, M D Region 5. Office orDlrector 86/06/11. HAYNES.d.G. Southern Cali- 
fornia Edison Co 4pp, 30968.090-30968:093 

8500270767 Grants Interim authorization to proceed w/dewatering of spent resin per 
HovO to NuPao Operations & Maint Procedure OM-17 & Rev 1 to Health Physics Pro 
cedure S023-VII-8 5.1. Review of Nuclear Packaging TP-02-NP continuing 
KNIGHTON.G.W Licensing Branch 3. 85/06/ fl. BASKIN.KP Southern California 
Edison Co. HOLCOMB, J C San Diego Gas & Eleclrlo Co. Spp. 31268:381-31258-383 

8505270153 Forwards safeguards SER inpul, proposed license condition & up lo-date fa 
cllity attachment based on IAEA 830701 decision lo place facility under US/IAEA 
safeguards agreement. Ends should be issued lo licensee. 

CRUTCHFIELD.D Assistant Director tor Safety Assessment 85/06/18, NOVAK,T,M. 
Assistant Oirector for Licensing, Ip. 31268-101-31288:128. 

-6508270160 Safeguards SER based on IAEA 830701 decision lo Include facility under 
US/ IAEA safeguards agreement. 

• NRC- No Detailed ARiliatton Given. 85/06/18 27pp, 31268-102-31268.128, 


6506250463 Forwards Safeguards Insp Ropls 50 206/35-19.50-361/85 18 & 50 302/ 
85 17 on 850603 07 No violation noted Insp repts withheld (ref 10CFR2 790 & 73 21) 
MONTGOMERY. J L Region 5. Offico of Oirector 85/06/20 BASKIN.KP Southern 
California Edison Co 2pp 31180 306-31180 307 


G Adfudfcalory correspondence 

8506220Q01 Partial response lo FOIA request for documents re restart ol facility App A 
documents available In PDR Search continuing 

FELTON.JM Division ol Rules and Records 85/02/13 BELL.N Nuclear Information 
& Resource Service 14pp 31162 001-31174 321 

“8508220086 Notice ol appearance in proceeding Related documentation end. 
2AELKE.D J . MCDONALDJ E Sierra Club 84/12/07 5pp 31 164 039 31164 043 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8606260001 Transcript ot ACRS Subcommittee ol SEP (San Onofro) 650619 meoling in 
Washlrraton.DC Pp 1-167 Supporting documentation end 

' ACRS - Advisory Commltleo on Reactor Safeguards 85/06/19 245pp 31219 008 
3121S2S2 


P. Operating license stage documents & correspondence 

0506220001 Partial response lo FOIA request lor documents re restart ot facility App A 
documents available in PDR Search continuing 

FELTON.JM Division of Rules and Records 85/02/13 BELL.N Nuclear Information 
& Resource Service I4pp 31162 001-31174 321. 

“BS06220022 Rev 2 to E-25S-961. "Calibr Rept RD-72 Wide-Range Gas Monitor High- 
& Mid Range Detectors " 

‘ GA Technologies. Inc /General Atomic Co E-255-961. 83/01/31 48pp 31167 180 
31167 227 

--8S06220033 “Visual Insp Criteria lor Structural Steel & Miscelloneous Metal Welding lo 
Meet Design Requirements." 

• Bechtel Corp 84/04/18 20pp 31162 027-31162 047 

“8606220040 Rev 16 to Work Plan Proceduies/QA Instruction 200, "Control of Welding 
Filler Mall - Storoge.lssuance.Usage & Initiation ol Welding Forms " 

• Bechtel Corp 77/02/00 30pp 31167 264-31167-293. 

-'8606220064 Rev 2 to "Alternate Methods ol Post-Accident Parameter Sampling " 
MCWEY.B. ROSEN8LUM.H.M Southern Callforr^ia Edison Co 64/05/21 16pp 
31162.089-31162-103 

--0506220100 Rev 17 lo Work Plan Procadures/QA Instructions 200, "Control ol Weld- 
ing Filler Mail - Stora9o,lsauanc9,Usag0 & Initiation ol Welding Forms" 

• BochtelCorp 83/07/27 32pp 31168106-31168 137 

-'8506220107 Procedure change notice to Rev 17 to Procedure 200, "Control of Wold 
log Filler Mall " 

KARTZ.J.S BochtelCorp 03/09/02. 3pp 31168.138-31166-140 

“8500220147 Rev 12 lo Work Plan Procodure/QA tnalructlon 202, "Welding Control lor 
ASW D1 1 Welding." 

• Southern Calllornia Edison Co 76/12/13 9pp 31166.323-31168-331. 

••8506220166 Rev 11 lo Work Plan Procodure/QC Inslruclion 107, "Struclural Steel S 
Mfsceffaneous Steel Insfalfatfon " 

• Southern California Edison Co 78/01/08 42pp 31171 200-31171 345 

“8506220178 Rorraests assistance In arranging site visit for J Dauzel, essistenl lo nu- 
clear attache at French Embassy, on 840914. Related correspondence end. 
FAULKNER.HJ Ollice of fnlernallonal Programs. Dlreclor 84/08/16 MARTI N.J.8 
Region 5, Offico ol Director 25pp 31165-117-31185:141. 

“8506220227 Bov 0 to Work Plan Procedurea/QC Inalructlona WPP/QC1 107, "Remov- 
al of Welded Attachments & Surface Conditioning for Structural Steal." 

• Bechtel Corp 81/08/05 25pp 31170 338-31170 362 

-8506220258 Rev 16 to Work Plan Pfocedure/QC Inslruclion WPP/QC1 107, "Slro dur- 
al Sleel & Miscellaneous Steel Installation " 

• Bechtel Corp. 84/05/23 12pp 31171-226-31171.237. 

BS06250064 Further response to FOIA request for documents in three categories re 
drug or alcohol abuse at nuclear faclllllos Forwards App A document s.Documents 
also available in PDR Processing ol documents conllnuing. 

FELTON.JM Division of Rules and Records. 85/04/10 HEATH.S.J Washington 
Legal Foundation. 11pp. 31217.095-31217-109 

“8508250200 Discusses w/ulll on Q30214 In Rosemead.GA re policies on drug & alco- 
hol abuse by employees. 

• NRC - No Detailed Afllllafion Given 83/02/14. 4pp 31217 200-31217.203 

8506100682 Forwards monthly operating repts lor Mar 1985 & Rev 16 to "Offslle Dose 
Calculation Manual." Rev reviewed & found acceptable on 850131 
HAYNES, J G. Southern California Edison Co. 85/04/11 Information Systems Branch 
1 p 30803:006-30603. 118. 

--8506100690 Rev 16 to "Offsite Dose Calculation Manual." 

• Southern California Edison Co. 86/04/11. 10pp, 30803:109 30603:118. 

8506250185 Partial response to FOIA request for records re BNL Investigation ol EE 
Kent allegations Forwards App A documents Documents also available in 
PDR Remaining documenls will be forwarded upon completion of NRC review. 
FELTON.J M. Division Of Rules and Records, 85/04/18 GArdE.B.P Govarnmenl Ac- 
countability Project. 3pp 31215-093-31216.152 

-8506250321 Forwards 6NL rept re EE Kent allegations at Midland plant. Info re San 
Onofre discovered in course of review. 

WEILiCH Office of Investigation 85/02/20. JOHNSON, A. Office of Investigation 
2pp. 31215:151-31215-152. 
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8SOa0S06EB Forwards request lor add! irrio re reactor coolant pump (np to complete 
review ol post LOCA status of reactor coolant pump trip vs no trip Response within 30 
days requested 

KNtGKTON.GW. Licensing Branch 3. 85/04/29 BASKIN, KP Southern California 
Edison Co 6pp 30740 174-30740179 

8508080469 Provides current status ol reactor vessel level monitoring sys Installation & 
operation ol facllilios All outstanding commitments re heated (unctron thermocouple in- 
stallallon complete 

MEDFORD.M O Southern California Edison Co 05/05/29 KNIGHTON, G W Llcens 
Ing Branch 3 2pp 30731 172-30731 173 

8506030179 /^plication lor amend to License NPF-10 S NPF- 15, consisting ol Proposed 
Change NPF-1 0/15-1 93 revising Tech Spec 3/4 9 12, "Fuel Handling Bldg Post-Acc! 
dent Cleanup Filter Sys ” Fee paid 

MEDFORD.M O Southern CaHornIa Edison Co 85/06/30 KNIGHTON,GW Llcens 
Ing Branch 3 lOpp 30074:121-30674 133 

•>6506030184 Proposed Tech Specs revising Section 3/4 9 12, "Fuel Handling Bldg 
Post-Accident Cleanup Filter Sya," to permit fuel handling oporalfons to conllnue 
beyond 7 days w/ one train inoperable 

' Soulhern Calilornia EdisorrCo. 85/05/30 3pp 30674 131-30674 133 

8506070276 Forwards addi info re Generic Ltr 83-tO & NUREG-0737,llem 11X3.5 re re- 
actor coolant pumps, per 350506 request 

MEDFORD.M O. Southern California Edison Co 85/06/05 KNIGHTON,GW. Licens- 
ing BranchS 5pp 30750 124-30750128 

8S061004 19 Forwards non prop notary 4 proprietary CEN-302{s), "Core Protection Calcu 
lator Improvomeni Program, Detailed Presentation to NRC" Proprietary rept withheld 
(ref 10CFR2 700J 

MEDFORD, MO Southern California Edison Co 85/06/07 KNIQHTON.GW Licens- 
ing Branch 3 6pp 30789 01 5-30769 072 

»8S061 00428 Nonproprielary "Core Protection Calculator Improvement 

Program Detailod Presentation to NRC *’ 

* Combustion Engineering, Inc CEN-302(S)-NP. 85/04/30 51 pp 30769 021- 
30789 072 

8506120148 Application for amend to Licenses DPR 13,NPF-10 & NPF-1 5, consisting of 
proposed Rev 6 to Aug 1983 physical security plan re alarm annunciation 
requirements Rev withheld (ret 10CFft73 21) Fee palo 

MEDFORD.M O Soulhern California Edison Co 85/06/07. KNIQHTON.GW Licens- 
ing Branch 3 2pp 30850 355-30660 358, 

8606190166 Forwards monthly rept descnbing occurrence resulting in degradation of 
auxiliary foedwelar sys (or 850416 05 15, per License Condillon 2C (26) Component 
lnvolved.causa & duration of outage & corrective actions listed 
MEDFORD.M O Southern California Edison Co 85/06/17, KNIQHTON.GW Llcens 
Ing Branch 3 2pp 30965 035 30995030 

8606286160 Application for amends to Licenses NPF-10 & NPF-1 5, supplementing 
850530 application by revising Tech Spec 3/4 6 12 re fuel handling bldg post-accldenl 
cleanup filter sys to prevent unavailability ol one train ol sys 
MEDFORD.M 6 Southern California Edison Co 85/08/21. KNIGHTON.G.W, Llcens 
Ing Branch 3, Ip. 31 160 086-31180094 

-6566250162 Proposed changes to Tech Spec 3/4.9,12 re fuel handling bldg posl-acci 
dent cteenup filter sys. Description & basis for amend end 

• Southern California Edison Co. 85/08/21. 6pp. 31180087-31160,094 

8506270224 Forwards response to Generic Ltr 86-07 re Implementation ol integrated 
schedules for plant mods Integrated living schedule Implemented at Unit 1 per Wes- 
tinghouse anaCytIcal ranking process 

MEDFORD.M 6, Southern Calilornia Edison Co. 85/06/25 THOMPSON.H.L, Division 
of Licensing. 5pp 31236'226 31236 232. 


8505130038 SuppI 1 to IE Into Notice 65 020, "Motor-Operated Valve Failures Duo to 
Hammering Enact " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Poji 
830103) 85/05/14 Consolidaled Edison Co ol New York, fnc foypp 31044172 
31044 276. 

8506140663 Suppis response to violations noted In Insp Ropis 50 206/85 06,50-361/ 
65 06 & 50 362/85 06 Corrective actions request to revise physical security plan w] 
be submitted by 850607 

MEOFOnO.MO Southern Calilornia Edison Co 85/05/17 MARTIN.J'B Rogcn s 
Ollice ol Director Ip 30932107-30932107 ’ 

8605200590 IE Into Notice 85 039, "Auditability ol Electrical Equipment QualilicatiM 
Records at Licensees Facilities " Svc Hat end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22 Consolidated Edison Co. of New York, Inc 106pp 30837 2S|- 
30037363 

8505200600 IE Into Notice 65 040, "Dofldencles In Equipment Qualification Tesluu & 
Corltfioatlon Process " Svc list end. 

JORDAN.E L Division ol Emergency Preparedness & Enginoering Response (Past 
830103). 85/05/22 Consolidated Edison Co ol New York, Inc i06pp 30848166- 
30648 271 

6505280181 IE Info Notice 65 042, "Loose Phosphor In Panasonic 800 Series Oadgv 
TLD Elements " Svo list end 

JORDAN.E L. Division ol Emergency Preparodnoss & Engineering Response 
830103) 05/05/29 Consolidated Edison Co, ol Now York, Inc f20pp 30852 24S- 
30852.363. 

8606280187 IE Info Notice 85 043, “Radiography Events el Power Reactors'" Svclitt 
end 

JORDAN, E.L, Division ol Emergency Preparodnoss & Engineering Response (Post 
630103) 65/05/30 Consolidated Edison Co of New York, Inc f20pp 30864167- 
30864 287 

8505280195 IE Inlo Notice 85-044, "Emergency Communication Sys Monthly Tosl”Svt 
list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response {P«l 
030103) 65/05/30 Consolidated Edison Co of New York, Inc i21pp 30864045 
30864.166. 

8508130417 Fonivards feedback memo fo potonlially generic problem w/widoranaa 
gaseous efiluont monitor concerning detector positioning Rovlew & resolution ol pr» 
lem requested 

BAER.R.L Engineering & Generic Communications Branch 85/06/04. WINSO.J BA 
Technologies, Tnc./Genaral Atomic Co 3pp 30901 179-30901.197. 

-8506130416 Discusses generic concern described In 830310 Hr re GA Co wldoisnga 
gas monitor high range noble gas channel detector positioning Potontlaf gonoric Issue 
significant dua to use In evaluating elllueni release In event of accidont 
SCARANO.RA. Region 5, Oflico ol Director 85/03/19, JORDAN.EL Division ol 
Emergency Preparedness & Engineering Response (Post 830103) 2pp 3090I'I82 
3090 1:1 83. 

-6606130420 Discusses conditions having polontially generic impact Idcnilllod la Insp 
Red 60-361 /83.08,Vendof calibr data tor tow range detector apparontty liv orior, 
JORDAN.EL Division ol Engineering & Quality Assurance (Pro 830103). 83/03/10 
BOOK,H.E Region 5, OHioe of Director. 3pp. 30001 184-30901:168 

-8506130421 Forwards response to 630505 memo re wide range gas monllor probioirts 
at plant Update requested re containment high rango radiation monitor & poslacd 
dent sampling Hems. 

BAER.RL. Engineering & Qonofic Communications Branch 03/08/08 
KNIGHTON.G.W. Licensing Branch 3, 2pp 30901 187.3a901'197 


Q. Inspection reporte, IE Bulletins & correspondence 

6506220081 Partial rosponse to FOIA request for documents re restart of facility App A 
documents available In PDR.Search continuing 

FELTON,J M Division ol Rules and Records 65/02/13. BELL.N. Nuclear Information 
a Resource Service. 14pp. 31 162i001 -31 174:321 

-850822D126 Summary ol 640920 meeting w/util In WaFnut Creek.CA xe resolution of 
radiation protection matters described In Insp Repts 50-206/84-16,50-361/64-22 & 
50-362/84-22 Related correspondence end. 

YUHAS,G.P. Region 6, Olfice of Diraclor 04/10/16. Region 6, Office of Director. 
iepp.31164;24e-31164 26i3, 

-6506220166 Forwards Insp plan for 640716-24 pfani team Insp.lnsp will address 
design changes, malnl & performanca of shift personnel Related doc u mentation end, 
PATE.flJ Region 6, Ollice ol Direclox 84/07/11. BISHOP, T.W, Region 6, Ollice ol 
Director. 121pp 31168:332-31166090 

-6506220264 Submits Insp plan lor 840716 27.insp rept expected to be completed by 
840617 Region V FYe4 operaling plan end 

CANTER.H. Region 6, Ollica ol Director. 64/06/20, PATE.R, NRC - No Defailed Aflili- 
atlon Given, 6pp. 31171:261-31171-256. 

8606O502SO Forwards Insp Repts 60-206/65-1 0,60-361/85-10 & 50-362/85 09 on 
650325-26,0401-05 & 15 1 6.No violations noted. 

WENSLAWSKI.FA. Region 6, Ofllce ol Director. 85/05/13 BASKIN, KB. Southern 
California Edison Co, 2pp, 30726, 146-30726:168, 

-6S06050260 Insp Repts 50 206/85-10,60-361/85-10 & 50-362/65-09 on 650325 
26,0401-05 a I 0 -ISN 0 vlofallons or deviations noted. Major areas InspectedJIcensee 
rapls.aliegalton followup, radiation prolectlon.chemlslry a radwasta mgt controls 
NORTH, H.S„ YUKAS,Q.P, Region 6, Ollice of Director. 85/05/10, 21pp. 30726,140 
30726:166, 

8605130027 Suppf 1 lo IE Info Notice 84-56, "Seal Table Leaks at PWRs.” Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post 
630103 , 85/05/14. Consolidated Edison Co of New York, Inc. T07pp, 31044,065 
31044:171. 


-8506130422 Comments on ulH concerns re wide range gas monitor sys. Calibt w/N9S 
traceable source Indicated monllor reading excessively high & boyona accuracy rariw 
WINSO.J H, QA Technologies, Inc, /General Atomic Co, 03/07/22 WIQQINTONJ Di- 
rector's Ofllce, Ollice ol Inspection and Enlorcomonl. 3pp. 30901,180-30901:107 

6506240326 Forwards Insp Repts 50-206/66-16,50 361/85-15 a 60 362/85 14 on 
850402-10 No violation noted. 

WENSUWSKI.F.A, Region 6, Ofllce ol Director 86/06/04 BASKIN.K P. Southern 
Calilornia Edison Co 2pp 31202.345-31202,358. 

-6606240340 Insp Repts 60-206/85-16,60-361/65 16 a 60-362/65-14 on 6S0402 
10 No noncomplianee noted Major areas Inspected’ lab capability fo poriorm choiriicel 
a radiochemical analyses a detailed review ol sample data 
HAMAOA.QH., YUHAS.G. Region 6, Office ol Director, 85/08/03 12pp 31202347- 
31202.368 

6506060677 IE Into Notice 85 046, "Potential Seismic InteracHon Involving Movable In 
Core Flux Mapping Sys Used In Westinghouso Designed Plants." Svc Hal onci 
JORDAN.E.L. Division ol Emergency Preparedness a Enginoering Response IPesI 
630103), 66/06/06 Consolidated Edison Co. of New York, Inc 122pp 30e65GOl< 
30865:046 


8506210128 Forwards Insp Repts 60-206/85-13,60-361/65-12 a 50-3&2/65 11 on 
850304-08 a 0401-05 a 15-19 a notice of violation. 

KIRSCH.D.F. Region 6, Office of Director. 85/06/07. BASKIN, K.P. Soulhern CelifOfrt* 
Edison Co, 2pp, 31 024:1 70-31 024; 185. 

-6506210134 Insp Repts 50-206/85-1 3,60-361 /86-1 2 a 60-362/85-11 on 850304-036 
0401-05 a 16-1 9. Violation noted;matnt orders issued lo replace sluda w/o netfiKmkiS' 
design analysis, constituting Improper design change, 

NARBUT.pK WILLETT.D J., JOHNSON.P,H, Region 6 , Office of Direolor 05/06/06 
13pp, 31 024-1 73-31 024: 185, 


6506060707 IE Info Notice 85 046, “Clarification ol Several Aspecis of Removablo Ri- 
dloactlve Surface Contamination Umlls for Transport Packages ” Svc llsl end. 
JORDAN.E, L CHvIslon of Emergency Preparedness a Enginearirva Response (Pdl 
830103). 85/08/10, ConsolldalM Edison Co, of New York, Irro, 124pp. 31043 301- 
31044 064. 
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6306190335 Responds lo unresolved item re updated FSAR noted in Insp Rept 50 361/ 
65 09 on 850225 0305 Commitment to perform test of battery capacity complete, per 
Slarti^ Procedure 2/3 PE-448-01 Item closed 

MEDFORD, MO. Southern California Edison Co. 85/06/17 KNIGHTON, GW Licens- 
ing Branch 3 2pp 30996 060-30996,061 

6506140240 IE Info Notice 85 047, '‘Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves,” Svc list end 

JORDAN .E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/10 Consolidated Edison Co of New York, Inc i34pp 31260 157- 
3126B 304 

8606146636 IE Info Notice 05 048, “Respirator Users Notice Defective Self-Contained 
Brealhlna Apparatus Air Cylinders ” Svc list end. 

JORDAN, EL, Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/19 Consolidated Edison Co, of New York, Inc f23pp 31376 064- 
31376:183 

8S00250463 Forwards Safeguards Insp Repis 50-206/85-19,50-361/85-18 & 50 362/ 
85-17 on 850603-07 No violation noted Insp repis withheld (ref 10CFR2 790 & 73 21) 
MONTGOMERY,J L. Region 5, Office of Director 05/06/20 BASKIN,K P Southern 
Catifoinia Edison Co 2pp. 31180 306-31180 307. 


V. Operator Examinations 

8506150318 FOlA request lor Info re Initial operator written exam results on number of 
posl-TMl 2 plants Info provided in 841211 Ilf did pertain to initial exam results Table 
listing dales of initial licensing end 

HANAUER,SH Technical Analysis Corp 84/12/28 FELTON, J M Division of Rules 
and Records 2pp 30945 001-30945 002 

6506150321 Responds lo FOIA request re 841211 response lo request for info con- 
cerning results of (niflat written operator exams (a ken by candidates at fisted 
plants Records placed in PDR Privacy info deleted 

FELTON, J M Division of Rules and Records 85/03/27 HAAUER,S H Technical 
Arralysfs Corp, 19pp. 30945.003 30945 021 

8506130499 Forwards PF Collins 650506 Itr re renewal of senior reactor operator 
licenses Question raised re "actively engaged” requirement Seeks to join Nuclear Utils 
Mgt & Human Resources Committee Drug testing at facility discussed 
RAY.H B Southern Caiitornia Edison Co 85/05/28 MARTI N,J 0 Region 5, Ofllco of 
Director 2pp 30891 133-30891 137 
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R. Periodic operating reports & related correspondence 


F, Security, medical, emergency & lire protection plans 


8504120182 Responds to FO|A request for Caseload Forecast Panel files in Ofc of Re- 
source Met Forwards listed documents Documents also available In PDR 
FE«.TON.J M Division of Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Polls A Trowbridge 2pp 30300 003-30303 1S9 

8506100882 Forwards monthly operating ropts for Mar 1985 & Rev 16 to "Offsite Dose 
Calculation Manual.” Rev reviewed & found acceptable on 850131 
HAYNESJG Southern California Edison Co 85/04/11 Information Systems Branch, 
tp. 30603 096 30603.118 

-8506106686 Monihly operating repts for Mar 1965. 

MAYWEATHER.L.I. Southern California Edison Co. 85/03/31 12pp 30803 097- 
30803 106 

-8508100690 Rev 16 to "Offsite Dose Calculation Manual '' 

• Southern Caiitornia Edison Co, 8S/04/11 lOpp 30803,109-30803 118 


S. Reportable occurrences, LERa & related correspondence 

8506070027 LER 82-137/03X-2’on 821 020, absence of chemical & vol control sys flow 
discovered Caused by leakage due to relief valve slicking open, Letdown control 
valves 6 back pressure valves replaced W/B50509 Ur 

HAYNES, J.G Southern Calilornla Edison Co 85/05/09. MARTIN, J 8, Region 5, Office 
Dl Director, 3pp. 30B00'337-3080O;34O 

8506110299 Followup rept re lire doors found Inoperable during routine surveillance In 
Apr 1085 Investigation unsuccessful in Idenlilyina responsible parly In two cases Fire 
doors added to surveillance requirement will be clearly marked 
HAYNES.J G Southern Catifornia Edison Co, 86/05/16 MARTIN,J B Region 6, Office 
of Director. 4pp 30806 206-30606.209 

8508110330 Followup Part 21 & deficiency rept re failure of General Motors Corp cam- 
shaft bearing support bracket on diesel generator 2Q003 Components replaced & re- 
torquad & front bolt holes on support bracket enlarged. 

HAYNES.J, G, Southern California Edison Co 85/05/15, MARTIN, J B Region 6, Office 
of Direcfor. 2pp. 30B06'1 83-30806:1 84. 

8508040585 LER 85-028-00'On 850410, trip generated by core protection calculators 
caused by Irtcrease In loop temp difference fn RCS duo to pressure regulator failure to 
supply nitrogen to MSIV 2HV-B205 Regulator rep|aced.W/86D520 Itr, 

HAYNES, J.G. Southern California Edison Co 85/05/20. 2pp 3070B 2ai'3070B'282. 

5506040449 LER 85>027-00on 850507 .containment purge Isolation sys 

actuated Caused by noise spike on containment area radiation monitor 2RT-7856. De- 
tail ad study of plant ground sys In progress.W/SSOSBO Itr, 

HAYNES,JQ. Southern Calilornla Edison Co 85/06/20 2pp 30697:263-30697.264. 

8566200487 LER B5-030-00.on 850504,7 -day fire door surveillence not performed On 
860606,25% extension allowed by Tech Spec exceeded Caused by personnel 
oversignt.lnspeclor disciplined W/B50603 Itr, 

HAVNlES.Ja Southern California Edison Co. 86/06/03, 2pp. 31020 062-31020 083. 

8506040395 LER 85-029-00:on 850504 & 11, spurious toxic gas Isolation sys (TGIS) 
Train A actuation occurred w/unll In Mode 1 Caused by several condllions,lncludlng 
vibretlon.TGIS reset W/undaled Itr. 

HAYNES, J G. Southern California Edison Co, 85/06/04. 2pp. 3O699;O50-3O899.O69, 


8506120073 Pinal responsa to FOtA request for documents re Commission mealing in 
June-Aug 1984 re effects of earthwakes on plant omergency preparedness Forwards 
Apps C S E documents Appa D & F documents withheld (re I FOIA Exempllon 5) 
FELTON.J.M Division of Rules and Records 85/02/07. BELL.N Nuclear Information 
& Resource Service. 6pp 30962'001-30B62 041. 

-8506120142 Staff requirements memo re draft Commission order on plant omergency 
planning, Staff should consider questions re Inclusion of effects of very largo oarlh- 

g uakes on emergency plans. 

HILK,SJ Office of the Secretary cl the Commission 02/03/01 DIRCKS.W.J Office 
of the Executive Director lor Operations 2pp. 30682 029-30862 037. 

8506140663 Suppis response to violations noted in Insp Ropts 50-206/85 06,50-361 / 
85 06 & 50 362/85-Q6,CorreGtive actions, request to revise physical security plan will 
be submitted by 860607 

MEDFORD.MO Southern California Edison Co 85/05/17. MARTIN.J B Region 5, 
Office of Director. 1p 30932 107-30032 107, 

8506040110 Revised emergency plan Implementing procedures, including updated 
index, Temporary Change Notice (TCN) 1-1 lo S0123-VMI 60,1 re shift commander 
duties & TCN 1-2 to S0 123- VI 1 1-0 30 1 re communications checks W/850529 Itr, 
CROY,P.A. Southern California Edison Co 85/05/29. MARTI N.J B. Region 6, Ollico of 
Director 260pp 30701:052-30701.306 

8506110453 Forwards description of Rev 3 lexlual changes to physical security 
plan. Rev withheld (ref 10CFH73.21). 

HAYNES, J Q. Soulhorn California Edison Co 85/0S/31. MARTIN.J B. Region 5, Office 
of Director. 1p. 3081 6:1 67-3081 6-1 67. 

8506130417 Forwards feedback memo re potentially generic problem w/wlde-renge 
gaseous effluent monitor concerning detector positioning Review & resolution of pr<»- 
lem requested 

BAER.R.L Engineering & Generic Communications Branch 05/00/04. WINSO.J, GA 
Technologies, Inc, /General Atomic Co 3pp 30901 -17 9-30901. 197 

-8506130416 Discusses generic concern described In 830310 Itr re QA Co wide-renge 
gas monitor hlgh-range noble gas channel detector positioning Potential generic issue 
significant due to use In evaluating otlluenl release In event of accident 
SCARANO,R.A Region 5, Office of Director 06/03/19. JORDAN.E.L. Division of 
Emergency Preparedness & Engineering Responsa (Post 830103). 2pp. 30901:102- 
30901; 183. 


8606240326 Forwards Insp Repts 60 206/85-16, 50-361/85-15 & 60-302/05-14 on 
850402-10, No violation noted. 

WENSLAWSKI.F.A, Region 6. Office ol Director, 85/08/04 BASKIN.K P Southern 
California Edison Co. 2pp 31202:345 31202:360. 


-8586240340 Insp Repts 60-206/85-16,50-361/85-15 & 60-362/85-14 on 850402- 
10.No noncompliance noted Major areas Inspected, lab capability to perform chemical 
& radiochemical analyses & detailed review of sample data 
HAMADA.Q.H, Region 6, Office ol Director, 86/06^^, 12pp, 31 202:347-31 202:358. 


8506120148 implication for amend lo Licenses DPR-ia,NPF-10 & NPF-16, consisting ol 
proposed Rev 6 lo Aug 1983 physical security plan re alarm annunciation 
requIrements.Rev withheld (ref 10CFR73,21).Fea paid 

MEDFORD, M O. Southern California Edison Co. 85/06/07 KNIGHTON, Q.W. Licens- 
ing Branch 3 2pp. S0850.365-30860’356. 


8506280106 Provides reasons for large number ol unplanned actuations of ESP listed in 
anci Inside NRC article covering Jan-June 1984. 

RAy,H.8. Southern California Edison Co 85/06/04. MARTIN,J B, Region 6, Office of 
rareotor. 3pp. 31264:152-31264:164. 

850S1 10272 PNO-V-86 034;on 850603, maint elaotrlclan Injured while working In ma- 
chine shop outside of protected area Caused by piece of cnatl penetrating electrician 
skull during buffing Worker died. 

JOHNSON.P. Region 5, Office ot Director 85/06/06 Ip. 30807:213-30807.213. 

8506260230 LER 65-031-00:09 8 SO 51 8, reactor tripped In response to low DNBR trip 
slgnals-Caused by missing lug nut on lead from card cage lo ground bus common to 
control element assembly Subgroups 5 & 6 Lead reterminaled,W/65061 2 Itr 
HAYNES, J G. southern California Edison Co, 85/06/12. 2pp. 31 229'354-31 229,365. 


8506210128 Forwards Insp Repts 60-206/85-13,60-361/85-12 & 50 362/85-11 on 
860304-00 & 0401-05 4 16-19 & notice of violation. 

KIRSCH.D F Region 6, Ollice of Dlreolor. 66/06/07. BASKIN, K.P. Southern California 
Edison Co, 2pp. 31024.170 31024.185. 

-8508210134 Insp Repts 50-206/85-13,50-361/86-12 & 50-362/85-11 on 650304-08 4 
0401-05 4 1 6-1 9, Violation noted. maint orders issued to replace studs w/o performing 
design analysis, constituting Improper design change. 

NARBUT,P.P Region 6, Office ol blreclor. 85/06/06, 13pp. 31024.173-31024:185. 

8506170459 Advises that 850111 4 850631 Revs 3 & 3A to physical security plan con- 
sistent w/provisions ol 10CFRS0.64(pl 4 acceptable. 

SCHUSTER.M.D. Region 6, Office olDireclor. 85/06/11, HAYNES.J G, Soulhorn Cali- 
fornia Edison Co. 4pp. 30958:090-30956:093. 


6506260043 Followup RO.fIre doors found inoperable during routine May 1985 
surveiltances.Cau8ed by latching 4 closure mechanism failures 4 doors blocked open 
for conslHardware being upgraaed.Proper signage installed on 85061 1 
HAYNES, J G. Soulhorn California Edison Co, 85/06/12. MARTIN, J.B. Region 6, Office 
of Director. 5pp. 31266,316-31256:320. 


8506270787 Grants Interim authorization lo proceed w/dewalering of spent resin per 
Rev 0 to NuPac Operations 4 Maint Procedure OM-17 4 Rev 1 to Health Physics Pro- 
cedure 8023-VII-a.B,1, Review of Nuclear Packaging TP.02-NP continuing. 
KNIGHTON, G.W. Licensing Branch 3 85/06/ fl, BASKIN, K.P. Southern California 
Edison Co. HOLCOMB, J.C San Diego Gas 4 Electric Co 3pp. S1268;361-gi268;363. 
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8S0626{l483 Forwards Safeguards Insp Repts 50 206/85 10,50-361/05 16 8 50 362/ 
65-17 on 850603-07 No violation noted Insp rapls wilhheld (ref 10CFR2 790 & 73 21) 
WONTGOWeRY,J L Region 5, Oflice of Diredor. 86/06/20 BASKIN, KP Soulhern 
California Edison Co 2pp 31160 306-31180 307 


8608250105 Partial response to FOIA request for reeords re BNL InvostgaVn tl IE 
Kent allegations Forwards App A documents Documents also aril/ia e 
PDR Remaining documenis will be forwarded upon complotion of NRC review " 
FELTON,J.M Division of Rules and Records 85/04/10 GARDE, BP Qovtrfr-»-it; 
countability Project 3pp 31215093-31215 152 


Q. Adjudicatory correspondence 

0606220001 Partial response to FOIA request lor documents re restart of facility App A 
documents available In PDR Search continuing 

FEI.TON,J M. Division ol Rules and Records 86/02/13 BELL.N Nuclear Information 
a Resource Service 14pp 31162 001 31174321 

-8608220068 Notice of appearance In proceeding Related documentation end 
ZAELKE,DJ Sierra Club 84/12/07 5pp 31164 039 31164 043 


-0508250321 Fonr/ards BNL rapt re EE Kent allegations al Midland plani 
Onofro discovered in course ol review, 

WEIL,CH Ollice of Investigation 05/02/20 JOHNSON, A Olliceoftnvesvj* 
2pp 31215,151-31215 152 

6S06Q5065B Forwards request (or addi Info re reactor coolant pur^ tnp locorLAi 
review of post-LOCA status of reactor coolant pump trip vs no trip Rosponseii-'’l! jt 
days requested, 

KNIGHTON.GW Licensing Branch 3 85/04/29, BASKIN, KP Soulfiorn Calfyj 
Edison Co 6pp 30740 174 30740 179. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

8506260001 Transcript of ACRS Subcommittee ol SEP (San Onofre) 850619 meeting in 
Washing ton,OC Pp 1-167 Supporting documentation end 

* ACRS • Advisory Committee on Reactor Safeguards 85/06/19 200pp 31219 008- 
31218 252 


P, Operating Ifcanae stage documents & correspondence 


8604120182 Responds to FOIA request for Caseload Forecast Panel files In Otc ol Re- 
source Mgt Forwards listed documenis Documents also available irt PDR 
FELTON, J M Division ol Rules and Records 84/06/06 KILLEFER.C Shaw, Pittman, 
Potts 8 Trowbridge 2pp 30300 003-30303.129 

-8504120356 Provides daily stall notes (or 780911 Fault observed in emergency svc 
waler discharge tunnel at Perry .Util review program rejected all installed hangers In- 
spected In May-Aug 1978 at Fermi 2 Stop work order Issued 
* Office of the Executive Director for Operations 78/09/12 HENDRIE Commission 
ers 2pp 30300 005 3 0300 008 

8506220001 Partial response to FOIA request for documents re restart ol facility App A 
documents available In PDR Search continuing 

F6LTON.J M. Division o( Rules and Records 85/02/13 BELL.N. Nuclear Information 
& Resource Service 14pp 31162 001-31174.321. 

-8508220022 Rev 2 to E-2S5-961, "Calibr Repl RD72 WIda Range Gas Monitor Hlgh- 
& Mid-Range Deleclors " 

‘ GA Technologies, Jnc /General Atomic Co E 255 961, 83/01/31. 48pp 31 167' 180- 
31167-227. 


-8508220033 "Visual Insp Criteria for Slructural Steel & Miscellaneous Metal Welding to 
Meet Design Requirements " 

' Bechtel Corp 84/04/18 20pp 31162 027-31162 047 

-8608220040 Rev 16 lo Work Plan Procedures/QA Instruction 200, "Control of Welding 
Filler Mall - Slorage.lssua nee, Usage & Iniliallon ol Welding Forms" 

* Bechtel Corp 77/02/08 30pp. 31 167,284-31 107’2 93 

-8508220054 Rev 2 1o "AHornale Methods ol Post-Accident Parameter Sampling ” 
MCWEY.B Southern Calilornla Edison Co 84/05/21 15pp. 31162089-31162,103 

-8508220100 Rev 17 to Work Plan Proceduras/QA Instructions 200, "Control of Weld 
ing Filler Mall - Storage, Issuance, Usage & Initiation of Welding Forms," 

' Bechtel Corp. 83/07/27 32pp, 31168:106 31 188 137. 

-SS06220107 Procedure change notice to Rev 17 to Procedure 200, "Control of Weld 
Ing Filler Mall.*’ 

KARTZ.JS BecWelCorp 83/09/02. Spp 31168 138-31168'140, 


-8606220147 Rev 12 to Work Plan Procedure/QA Instruction 202, "Welding Control lor 
ASW D1.1 Welding" 

* Southern Calilornla Edison Co 76/12/13, 9pp, 31168 323 31168 331 

-8506220166 Rev 11 to Work Plan Procedure/QC Insituollon 107, "Slructural Stool & 
Miscellaneous Steel Installation " 

* Southern California Edison Co, 76/01/08. 42pp, 3117T299 31 171.345 


-6S06 220178 Reouests assistance in arranging site visit lor J Dauzat, assistant lo nu- 
clear allache al French Embassy.on 840914, Related correspondence end. 
FAULKNEfl,HJ Ollice of International Progrems, Director 64/08/16, MARTIN.J.B 
Region 5, Office of Director. 2Spp 31165 117-31 165'1 41. 


-6506220227 Rev 0 to Work Plan Procedures/QC Instructions WPP/QC1 107, "Remov- 
al of Welded Attachments 4 Surface Conditioning for Structural Steal " 

» Bechtel Corp, 81/08/05 25pp 31170 338-31 170’362. 


-6506220256 Rev 15 to Work Plan Procadure/QC Instruction WPP/QC1 107, '‘Structur- 
al Steel & Miscellaneous Steal Installation " 

» Bechtel Cerp, 84/05/23 12pp 31171.226-31171-237. 


8506250084 Further response to FOIA request for documents In three categortos re 
drug or alcohol abuse at nuclear facilities. Forwards App A documenis Documenis 
also available In PDR Processing of documents continuing. 

FELTON, J.M. Division of Rules and Records 85/04/10, HEATH, SJ. Washington 
Legal Foundation, 11 pp 31217095-31217,109. " 


-8606250200 Discusses w/utl on 830214 In Rosemead, CA re policies on drug & alco- 
hol abuse by employees. 

* NRC - No Detailed Affiliation Qfvan. 83/02/14. 4pp. 31 21 7-200-31 21 7-203, 

8506100882 Fomvards moiirlbl/ operating repts for Mar 1985 & Rev 16 lo "Offsite Dose 
Calculation Manual." Rev reviewed 4 found acceptable on 650131, 

HAYNES. J.G, Southern California Edison Co, 85/04/11, Inform alion Systems Branch 
Ip. 30803:096-30803-118. 


-8506100690 Rev 16 to "Offsile Dose Calcufatlon Manual" 

* Southern California Edison Co. 85/04/11. lOpp 30803.109-30803:118, 


8506060489 Provides current statue ol reactor vossol lovol monitoring &yslnsiati 3 !./i| 
operation of facilities All outstanding commilmonts re healed junction 
stallatlon complete 

MEDFORD.M.O Southern California Edison Co 85/05/20 KNIQH70NGW Lra-* 
Ing Branch 3 2pp 30731 '172-30731 -173 ' 

8506030179 ^plication for amend lo License NPF-10 4 MPF-16, consisting olPreo«ad 
Change NPF-10/1 5-193 revising Tech Spec 3/4 9 12, "Fuel Handling BldaPw'jLj 
dent Cleanup Filter Sys," Fee paid 

MEDFORD.M.O Southern California Edison Co 85/05/30 KNIQHTON,GW Lr** 
Ing Branch 3. lOpp 30074 1 '.1-30674 133, 

-8506030184 Proposed Tech Specs revising Soclion 3/4 8 12, "Fuel HafldiwE'i 
Post Accident Cleanup Filter Sys," to permit fuel handling operations lo oJ-L'-j 
beyond 7 days w/one train inoperable. 

* Soulhern California Edison Co 85/05/30, 3pp 30874 131-3{)074'133 

8506070276 Forwards addI info re Generic Hr 83-10 & NUREG 0737,lteinllK3St< 4 
actor coolant pumps.por 850506 request 

MEDFORD, MO, Southern California Edison Co 85/0B/05 KNIGHTONGIV bes 
Ing Branch 3 Spp 30760 124-30760' 128 


8606120148 Application lor amend to Licenses DPR 13, NPF-10 & NPF l5,(or\sisvgg 
proposed Rev 6 to Aug 1083 physical soourily plan ro alarm snntrot'u 
roqulroments Rev withheld (ref 10CFfi73 21).Feo palci 
MEDFORD.MO Southern California Edison Co, 85/06/07 KNIGHTON.GW US'! 
Ing Branch 3. 2pp. 30050-355-30060 356 


8506190188 Forwards monthly root describing occurrenco rosulllng lndo»atfi5vid 
auxiliary feedwater sys for 850416 0516, per License Condillon 2C (25 )Vto*»i 1 
Involved, cause 4 duration of outage & correctivo acllona listed 
MEDFORD.MO Southern California Edison Co 86/06/t7. KNIGHTON.GW Lrei 
Ing Branch 3. 2pp, 30905 035-30095-030. 


8506260180 Application for amonds to Lioonsos NPF-10 4 NPF 16, suK/fr-sv 
850530 application by rovislng Tech Spec 3/4 9 12 ro fuel handling bWoposlKoirt 
cleanup filler sys lo pravonl unavailability ol one fralrt of sys. 

MEDFORD.MO Southern California Edison Co. 05/06/21 KNIQ1ITON,GW Uc^r* 
Ing Branch 3, 1p, 31100 086-31180 094, 


-8506260162 Proposed changos to Tech Spec 3/4 9.12 ro luel handling KdiQp«.’i,p 
dent cleanup filter sys Description & basis for amond oncl. 

• Southern California Edison Co 05/06/21, Opp 31 100007-31169094 

8606270224 Forwards response lo Qonorlc Lir 06 07 ro Implomonlaiion el lni«eiLTf 
schedules for plant niods.lnlegrelod living schodulo Implotnonted el Umf 1^1A» 
tinghouso analytical ranking process, 

MEDFORD.M.O, Southern California Edison Co 05/06/86. THOMPSON III th-w 
of Licensing Spp 31230,228 31236:232 


Q. Inspection reports, IE Bulletins 4 correspondence 


8506220001 Partial rosponso lo FOIA request (or documonla ro rested ol IjciiYJliOl 
documents available In POR.Search continuing, 

FELTON.J.M Division ol Rules and Records 06/02/13, BELL.N Nuclear tftfor.T 4 ‘» 
4 Resource Service, 14pp, 31162 001-31174.321 

"8606220126 Summary of 840020 mooting w/utll In Walnul Crook.CAre rweMen 
radiation protection matters described In Insp Ropis 60-206/04- 10,50-361/84 22 1 
60-362/84-22. Related correspondence end 

YUHAS.G P Region 6. Office of Director. 84/IO/tO. Rogion fi. Qffico el Dtsib 
18pp. 31164,246-31104-263. 


-8606220186 Forwards Insp plan for 840718 24 plant loam Inspfnsp wll idJtit 
daslgn changes,malnt 4 performance ol shift person no! Rotated doeun»nUl)M rs 
PATE.RJ, Region 6, Oflice of Director, 04/07/11, BISHOP.T.W, Region 5, OFeet 
Director. 121pp, 31188.332-31169,000. 


-8606220204 Submits insp plan for 840716-27 Insp ropl expected (0 bocoo-e/etN.! 
84081 7, Region V FY04 operating plan oncl. 

CANTER, Hi Region 6, Office ol Director 84/08/20 PATE.R, NRG • NoDoiAfedAS 
alien Given 6pp 31171:251-31171:266. 


8606060250 Forwards Insp Repts 60-206/05-10,60-361/05 10 8 50'3W/6i-08 
860325-20,0401.06 4 IS-Te No violations noted. lu c cu 

WENSLAWSKI.F.A. Region 6, Office of Director. 86/05/13, DASK1M.KB Sou« 
California Edison Co. 2pp. 30726.1 46-30720;16B. 


-8606060260 Insp Repts 60-206/86-1 0,60-30 1/0 6- 10 4 60 362/85 09 cn 8^< 
20,0401-06 4 16-16, No violations or deviations nolocl. Ma)or areas inspededlk^ 
fadiation proleollon.chemlalry & radwaslo matceatrcJi 
NORTH, H,S., YUHAS.Q.P. Region 6, Office of Dlroclor. 05/05/10 IlM 39126 
30726,160, 


\ Notice 04-66, "Seal Table Leaks at PWn9"Sw%tii 

Preparedness & EnairiBorlng Rospo(\« p 
830103], 85/06/14 Consolidated Edison Co. of Now York, Inc, ToTm) 3IM4Ct 
310445171, ] 


\ 
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8505130038 SuppI 1 to IE Into Notice 05 020, “Motor-Operated Valve Failures Duo to 
Hammarlng Erfect “ Svc list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response <Poat 
830103) 85/05/14 Consolidated Edison Co of New Yors, Inc f07pp. 31044*172- 
31044 278 

8508140563 Suppls response to violations noted in Insp Repts 50-206/8S 06,50-361/ 
85 06 & 50-362/B5 06 Correclivo actions, request to revise physical security plan will 
be submitted by 850607 

MEDFORD,MO Southern California Edison Co 85/05/17. MARTIN.J.B, Region 5, 
OHicfl of Director Ip 30932 107-30932' 107 

8S05200590 IE Info Notice 85 039, "Audilabllity of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 35/05/22 Consolidated Edison Co of New York, Inc 108pp 30837.253- 
30837 363 

8605200600 IE Info Notice 85 040, "Deficiencies In Equipment Qualification Testing & 
Cortitication Process “ Svc list end 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc f06pp 30840.166- 
30348 271, 


0506140636 IE Into Notice 65 048, "Respirator Users Notice Dofoctivo Sell Contained 
arealhing Apparatus Air Cylinders " Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/00/19 Consolidated Edison Co of New York, Inc 123pp 31376 064- 
31376 183 

8506250463 Forwards Saloguards Insp Repts 50-206/05 19,50-361/85-18 & 50 362/ 
65-17 on 850603 07 No violation noted Insp repts withheld fret 10CFR2 700 S 73.21) 
MONTGOMERY, J L Region 5, Offico of Director 65/06/20 BASKIN.K P Southern 
California Edison Co 2pp 31160 306-31100 307 


R. Periodic operating reports & related correspondence 

8506100692 Forwards monthly operating repts for Mar 1905 & Rev 16 lo "Ollslte Doso 
Calculation Manual " Rev reviewed & found acceptable on 050131 
HAYNES,J.(3 Southern California Edison Co 85/04/11 Information Systems Branch 
Ip. 30803.096-30603-116 

-8506100686 Monthly operating repts lor Mar 1985 
MAYWEATHER.L I Southern CBlIJorniB Edison Co 85/03/31 12pp 30803 097- 
30803-108. 


8S052S01S1 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elemonis " Svc list end. 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 35/05/29 Consolidated Edison Co of Now York, Ino 120pp 30852.245 
30852 363 

8505280187 IE Info Notice 65 043, "Radiography Events at Power Roactors ” Svc list 
end 

JORDAN.E L Division of Emergency Preparedness & Englneorlng Response (Post 
830103) 65/05/30 Consolidated Edison Co. of New York. Inc 120pp. 30884.167- 
30364.287 

6505280195 IE Info Notice 85 044, "Emorgency Communication Sys Monthly Tost " Svc 
list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30. Consolidated Edison Co ol New York, Inc 121 pp 30864.045 
30864 166 

8506130417 Forwards feedback memo re potentially genaric problem w/wlde range 
gaseous eliluoni monitor concorning detector positioning. Review & resolution ol prob- 
fbm roquesled 

BAER.H L. Engineering & Generic Communicallons Branch. 85/06/04 WINSO.J QA 
Technoreolos,Tnc./General Atomic Co 3pp 30801.170 3090T197 

-8506130418 Discusses genorfc concorn described In 330310 Ur re GA Co wide range 
gas monitor hIgh-range noble gas channel detector positioning Potential generic issue 
significant due to use In evaluating ollluenl release In event of accident. 

SCAR AND. R A. Region 5, Office of Director 05/03/19 JORDAN.EL Division of 
Preparedness & Engineoring Rosponso (Post 830103). 2pp. 30901:182- 

-8506133421 Forwards rosponso to 830506 memo re wide range gas monitor problems 
at plant Update requested re containment high range radiation monitor & ^slaccl- 
donl sampling hems 

BAER.R L Engineering & Generic Communications Branch. B3/OS/OB 
KNIGHTON.G.W Licensing Branch 3. 2pp 30901 187-30901-197. 

-8509130422 Commonis on util concorns re wide range gas monitor sys. Callbr w/NBS 
traceable source indicated monitor reading excessively nigh & beyond accuracy range 
WINSO.J K. GA Technologies, Inc./Gener 0 l Atomic Co. 83/07/22. WIQQINTON.J. Dl- 
recler's Oltice, Olflce of Inspection and Enforcomenl 3pp. 30901.189-30901-197 

8800240328 Forwards Insp Repts 50-206/85-16,60-361/86-16 & 60-362/85-14 on 
&50402-10.NO violation noted 

WENSLAWSKI,F.A. Region 5, Olfioo ol DiroclOf. 85/06/04. BASKIN.K.P. Southern 
Call lor nia Edison Co 2pp 31202.345-31202-368 

-8506240340 Insp Repts 50-206/86 16.60-361/85 15 & 60-362/85-14 on 860402- 
10 No noncompliance nbted.MeJor areas Inspected, fab cepabllity to perform chemical 
& radiochemical analyses & detailed review ol sample data. 

KAMADA.G H , YUHAS.Q. Region 6, Ollioe of Director. 85/06/03 12pp. 31202.347- 
31202.358. 

8508080677 IE Info Notice 65-045, "Potenllal Selsmio Inleraction Involving Movable In- 
Cora Flux Mapmng Sys Used In Weslinghouse Designed Plants." Svo list end. 
JORDAN.EL. DlvTsfon of Emergency Preparedness & Engineering Response (Post 
030133). 85/06/06 Consolidated Edison Co. of New York, Ino i22pp. 30666;0t>1- 
30895.046. 

8508210128 Forwards Insp Repts 50-206/86-13,60 361/85-12 & 60-362/86-11 on 
850304-08 & 0401-05 & 16-19 & nollce Of Violation 

KIRSCH.D.F. Region 6, Office ol Director. 86/06/07. BASKIN.K P. Southern California 
Edison Co, 2pp. 31024.170-31024.185. 


S, Reportable occurrences, LERe &. related correspondence 

8506110290 Followup rept re lire doors found Inoperable during routine surveillance in 
Apr lOBS.Invesllgallon unsuccessful in Identifying responsible party in two cases Fire 
doors added lo surveillance requirement will bo clearly marked 
HAYNES. J G. Southern California Edison Co 85/05/15 MARTIN.J.B Region 5, Oftice 
of Director 4 pp. 30B06 206-30806 209 

8506110473 Special ropion 6S0427,lollowing manual reactor trip tor plannod mainl 
outago.RCS sample analysis Indicated specific activity exceeded 1 0 mCl Caused by 
Iodine spiking Primary coolant activity will be monitored. 

HAYNES.J Q Southern California Edison Co 85/05/24 MARTIN,J.B Region 5, Olllco 
of Director 6pp. 30816 270-30816-274 

8606100024 LER 05 015 00 on 8 50422, turbine plant area sump monitor 3RT-7821 
found Isolated since 850419.Caused by operator error Procedures changed to prevent 
recurrence .W/6 5 0528 Itr 

HAYNES.J G Southern California Edison Co 85/05/28 3pp 30820.25g-30820.261 

8606170651 LER 85 01B-00.on BS0502,Traln A contalnmonl purge Isolation sys logic 
circuit actuated on high Iodine signal from containment airborne radiation 
monitor.Caused by buildup ol lodino on charcoal filler.Pllter replaced W/050603 Ur. 
HAYNES.J.G Southern Catilornia Edison Co. 85/06/03. 2pp. 30971.342-30971-343. 

6506110272 PNO-V-BS 034 on 850603,malnt eteclrlcfan Injured while working In ma- 
chine shop outsicio of proloctod area Caused by piece of matt penetrating electrician 
skull during bulling Worker died. 

JOHNSOI^P Region 5. Olllco ol Director 85/06/06, Ip. 30007 213-30807 213. 

6506280043 Followup RO-fire doors found inoperable during routine May 1085 
surveillances Caused by latching & closuro mechanism failures & doors blocked open 
lor const Hardware being upgraded. Proper signage Installed on 850011. 

HAYNES.J.G. Southern California Edison Co 85/00/12. MARTIN,J B, Region 6, Olflce 
Of Director 5pp. 31256.316 31256-320 

8506260210 LER 65-019 00 on 86€'517,aoloation of lual handling Isolation sys Train A 
occurred when airborne monitor 3RE-7822 spurloualy alarmed. AddI spurious actu- 
ations occurred on 850610.850526 & B60807.W/850814 Itr. 

HAYNES, J.Q Southern California Edison Co 85/06/14. 2pp. 31 230-1 SI -31230-162. 


V. Operator Exairifnallons 

8506150316 FOIA request lor Info ro Initial oneralor wrillon exam results on number ol 
posl-TMI-2 plants Info provided in 841211 Itr did pertain to Initial exam results Table 
listing dales of Initial licensing end. 

HANAUER.SH Technical Analysis Corp 04/12/28. FELTON,J.M Division of Rules 
and Records. 2pp 30945-001-30945.002. 

8506150321 Responds to FOIA request ro C41211 response lo request (or Info con- 
cerning results of Initial written operator exams taken by candidates at listed 
plants.Recofds pfaced In PDR Privacy Info deleted. 

FELTON.JM Division of Rules and Records 85/03/27. HAAUER.S.H Technical 
Analysis Corp 1 9pp. 30945.003 30945:021. 

8506130499 Forwards PF Collins 850506 Ur re renewal of senior reactor operator 
licenses Question raised re "aclively engaged" requirement Seeks to join Nudear Utils 
Mgt & Human Resources CommUlee Drug testing at Iqcllity discussed. 

RAY.H B. Southern California Edison Co. 85/05/20. MAHTIN,J,B. Region 6. Office of 
Director. 2pp. 30091.133-30891:137 


DOCKET 60-364 JOSEPH M, FARLEY NUCLEAR PLANT, UNIT 2 


-0606210134 Insp Repla 80-206/86-13.60-361/85-12 & 60-362/86-11 on 850304-08 & 
0401 05 & 1S-19.Vlola1lon noted.maint orders issued to replace studs w/o performing 
design analysis, conslituting Improper design change 

NARBUT,PP. WILLETT.D.J., XoHNSON.P.H. Region 6, Office ol Director 85/06/06, 
13pp. 31024:173-31024:186 


8500060707 IE Info Notice 85-046, "Clarification ol Several Aspects of Removable Ra- 
dioacllve Surface Conlamlnation Limits for Transport Packages " Svo list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/10, Consolidated Edison Co, ol New York, Ino. 124pp. 31043:301- 
31044064. 


6606140240 IE Info Notice 86-047, "Potential Effect of Line-Induced Operation on Cor- 
tain Target Rock Solenoid-Operated Valves." Svo Net end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/18 Consolidated Edison Co. of New York, Inc. f34pp 31266:167. 
31280 304. 


F. Security, madical, emergency 91 (Ire protection plans 

8506050003 FOIA request for four categories of documents Including Info ra exemption 
of snubbers from surveillance requirements & OL amends. 

GRABER.L. NUS Corp 84/12/18 Division of Rules and Records. Ip. 30745:029- 
30746:029. 

8606050005 Responds lo FOIA request for lour categories ol documents. Forwards app 
documenls.Oocunnents also placed In PDR. 

FELTON, j.M. Division of Rules and Records 85/01 /3Q, QRABER,L NUS Corp. 2pp 
30746:030-30745:073 

-6606050012 Exemption from schedular requirements of 10CFR60,4e(o)(4} re alterna- 
tive shutdown capabllity.Deadllne extended lo end of 1986 refueling outages. 
CASE.E.G. Division of Licensing. 84/10/04. Alabama Power Co. 4pp, 30746-.046. 
30745:050. 



1S4 DOCKETED ITEMS 


BS0e040493 Forwards Insp Repts 50 348/85 08 & SO-384/85 OS ort 850121-25 & notice 
of vlotallon Notice o( violation withheld (ret 10CFR2 790 & 73 21) 

WALKER.n D Region 2, Office ot Dtrector 85/02/22 MCDONALD, R P Alabama 
Power Co 2pp 30'709 120-30709 122 

-8506040503 Safeguards tnsp Repts 50-348/85 08 & 50-364/85 08 on BSOt2t-2S Vto 
lations noted inadequate securily procedures & Inadequate protected area alarm 
Details withheld (rel 10CFR2 790 & 73 21) 

TOBIN, W Region 2. Office ol Director 85/02/21. Ip 30703 122-30709 122 

8504160374 Fomrards FEMA final rept ol 841128 A 29 emergency preparedness exer- 
cise & related correspondence Encourages cooperation w/slate & local govts to re- 
solve improvement Items & develop scenano lor next luEl scale exercise 
WALKER.R D Region 2, Office of Director 35/03/18 MCOONALO,R P Alabama 
Power Co 1p 29B21 293-29322 025 

-8503060410 Forwards RW Krimm 850214 Hr fonvarding FEMA repl ol 841128-29 Joint 
emergency preparedness exercise No deficiencies obsetved Transmittal ol FEMA rept 
to Iteensae & continued main! of program.re com mended W/o rept 
MATTHEWS,DB Emergency Preparedness Branch 85/02/27 STOHR.J P Region 2, 
Office of Director 2pp 29821 299 29822.025 

8506270779 Forwards SALP Repts 50 34S/B5 06 & 50-364/86 06 lor Aug 1983 - Dec 
1934 Overall performance saiisfacloiy 

GRACE,JN Region 2. Ollice ol Director 85/03/29 MCDONALD, R P Alabama Power 
Co 2pp. 31 249 01 4-3 1 249 038 

-8506270793 SALP Repts S0-34B/85 06 & 50-364/85 06 for Aug 1983 - Dec 
1934 Overall performance satisfactory 

‘ Region 2, Office of Director 85/03/29 22pp 31249 016 31249 03B 

8506030467 Rev 4 to General Ole Emergency (mplamonlinfl Procedure 60EIP-t17, 
"Emergency Operalions Facility Administrative Support " W/B50530 Hr 
MUDD,C.H. Alabama Power Co 85/05/30 2epp 30676 009 30676036 

8506100290 Rev 2 to GO-EIP-136, "NOAA Weather Alerl Radio Distribution & MainI" 
W/650S03 Hr 

HUNT,W.S, MCQOWAN.JW.. MUDO.CH Alabama Power Co 85/00/03 14pp 
30791r263-30791 266, 

6506260059 Rev 11 to Corporate Activatton & Notilication Procedure GOEIP-111, 
"Emoroancy Organization Notillcallon S Aclwatiorv " W/a5062S Hr 
MCGOWAN, J.W, MUDD,CH Alabama Power Co 05/06/25. 45pp 31254 001- 
31254 045. 


P. Operating license alaga documents & correaponefence 

8S0603039Q Partial response to FOIA request tor three categories of documents to be 
made available at PDR re NSHCaApp A documents enei & placed In PDR Search 
conllnutng. 

FELTON,J.M. DIvIslorr of Rules and Records 64/11/08. ADATO,M. Union of Con- 
cerned Scientists, 4pp 30780.001-30720005. 

-6606040467 Notice ot consideration ot Issuance ol amends to Licenses NPF-2 & NPF- 
6 & proposed NSHC determination & opportunity (or hearing re 630304 request to 
clarify Tech Spec action statement to allow operating flexibility 
VAReA,SA Operating Reactors Branch 1. 83/06/29 8pp 30723;0 10-30723.030 

8S06060168 Forwards SER re 831104 response to Generic Ltr 83 26, Hem 1,1, "Post 
Tnp Review Program Descriplion & Procedures.'' Actions 
accepleble, however, successful Implementation ot recommendations described in Sec- 
tions III C a III E needed 

VARGA,S.A. Operating Reactors Branch 1 65/05/21. MCDONALD, R P Alabama 
Power Co 3pp. 30782 . 1 55 30702:162. 

-8506060166 SER re util 831104 response to Genenc Ltr 83-26, Hem 1.1 re post-trip 
review program 8 procedures.Program & procedures acceptable sub] to implemenla- 
tlon ol listed recommendatlona. 

* NRC - No Dolatled Affiliation Given 85/05/21. 5pp. 30782:158-30782.162 

8506040626 Requests confirmation that new Weslinghouse small break LOCA 
model, NOTRUMP. wiII be used In analysis, per TMI Action Items II.K.d30 & 
il.K.3 31 .Plans & schedule tor completing Items also requesled.Safety evaluation end. 
VARGA,S,A. Operating Rsactors Branch 1. 8S/05/23 MCDONALD,R.P, Alabama 
Power Co, 10pp. 30718:344-30719.363 

8606060582 Forwards Indicalfon of current evaluation 6 status of review of 
820208,1019 & 830107 lira requesting that certain license conditions be formally 
closed No response required, 

VARGA.S.A Operating Reactors Branch 1 8S/05/23 MCDONALD, R p. Alabama 
Power Co 12pp, 30786 114-30786:126. 

8506060288 Forwards Amends 59 & 50 to Licenses NPF-2 & NPF-6, respectively & 
safety evaluation Amends modify surveillance requirements for auxiliary bldg & sve 
water dc batteries to assure continued oporaUllta 

RFFVPS F A Dnerntina Rnoclors Rrpneh 1. 8R/05/94 MODDNAI T) n P Alflhnmn 


8508 110368 Fonverds response to draft technical evatuotion rept on Genenc Llr 83. 
28.lt8m 1 2 re posl-trip review.per NRC 8505 10 Hr Equivalent time history recording 
capability provided by rod position & redundant measuromenl program. 

MCDONALD.R P Alabama Power Co 85/06/04 VARGA.S A OtBce ol Nuclear Reac 
tor Regulation. Director 9pp 30806118-30806 126 

8500130167 "Alabama Power Co,Jos8ph M Farley Nuclear Plant,Unll 2, Cycle 4,SiartiiD 
Test Rept "W/650810 Hr 

MOREY.O , MCDONALD.R P Alabama Power Co 85/06/10 VARQA.SA Office ol 
Nuclear Reactor Regulation, Director 21pp 30861.211-30861,231 

8S06260066 Requests addi Into re 830906,1 104,840206,15 & 0624 responses to Goner 
ic Llr 83-28 re generic Implications of Salem ATWS events Rasponss to Item 322 
Incomplete Review of vendor & engineering recommendations should be perlornuxl 
VARQA.SA Operating Reactors Branch 1 85/06/13 MCDONALD.R P Alabama 
Power Co 4pp 31224 048-31224 051. 

8B06190190 Fonvards response to 050417 request lor addI info re NRC integrated pro- 
gram for resolution ol urtresolved safety Issues concerning sioam generator tube in. 
tegrity (Generic Ltr 85 02) 

MCDONALD.R P. Alabama Power Co 85/06/14 VARQA,SA 0 If ica ol Nuclear Heac- 
lor Regulation, Director 24pp 30996 174-30995 197 

8S062S0113 Forwards tabular summary ol key results from regional survey at plani-spe 
clflc Info re potential lor oncontrollect radiation exposures In PWR cavilles,por JQ Part 
low 850315 request No further generic action needed 

TAYLOR, JM Director’s Office, Office of Inspection and Enforcement 85/06/18 
MURLEY.TE Region 1, Office ol Director gpp 31211 322-31211 330 


Q, Inspection reports, IE Bulletins & correspondence 

6506040433 Forwards Insp Repts 60-348/65 00 & 50-364/85 08 on 850121-29 & notice 
of violation Notice of violation withheld (ref 10CFR2 790 & 73.21] 

WALKER, RD Region 2. Office of Oireclor 85/02/22 MCDONALD.R P Alabarre 
Power Co 2pp. 30709 120 30709-122 

-8506040503 Safeguards Insp Repts 60-348/85 08 & 50-364/85-08 on 050121 25 Vio- 
lations noted Inadequate security procedures & Inadequate protected aiea alarm 
sys Details withheldlref 10CFR2.790 & 73 21) 

TOBIN, W, MCGUIRE, D.R Rogion 2, Office of Director 05/02/21 Ip 30709.12}. 
30709.122. 

6506270779 Forwards SALP Repts 50-348/05 06 & 60 364/85 06 lor Aug 1983 - Dee 
1984 Overall performance satisfactory. 

GRACE.JN Rogion 2. Ofllco of Director 05/03/20. MCDONALD.R P Alabama Pwer 
Co 2pp 31249.014-31249038 

-8508270793 SALP Repts 50-348/85 06 & 60 364/85 08 lor Aug 1963 - Dec 
1984 Overall performance satisfactory. 

' Region 2, Office of Director 85/03/29 22pp. 31249.016-31249-038 

8606210434 Responds to violations noted In Insp Repts 50-340/05 00 8 50364/85 
OB.Vlolations denied per 10CFR2 201. 

MCDONALD, R.P Alabama Power Co 66/04/16 GRACE, J.N. Region 2. OHIcoolDi- 
rector Ip 31055:166 31055-166 

8606200388 Responds to violations noted in Insp Repts 50 340/05-11 & 50 364/85 
11 . Corrective actions poientlomolers recalibr In Oct 84 & switches placed in “auto" 
position. 

MCDONALD.H.P. Alabama Power Co 85/06/01 VERRELLI.D M Rogion 2, Office ol 
Director. 3pp 31020 260-31020:260 

8505130027 Supp1 1 to IE Info Notice 64-65, "Seat Table Leaks at PWRs." Sve li$lerv:i 
JORDAN.EL Division of Emergency Proparodnosa & Bngineoring Response (Posi 
830103). 85/05/14 Consolidated Edlsorr Co of Now Yorli, Inc. fo/pp. 31044065 
31044:171 

6605130036 Supp1 1 to IE Info Notice 05 020, "Motor-Operated ValvQ Failures Due lo 
Hammering Effect." Sve list end. 

JORDAN,tL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/14, Consolidated Edison Co. of Now York, Ino I07pp 31044:112- 
31044:278 

8608270735 Forwards Insp Repts 50 340/85-21 & 50-364/85-21 on 850415-19 & notiC 4 
ot violation 

VERRELLLO.M. Region 2, Office ol Director. 86/05/21. MCDONALD.R P Alabomi 
Power Co 2pp, 3 ia 46 . 342 - 31246 ! 360 , 

-8S06270740 Notice of violation from insp on 850415-19, 

* Region 2, Office of Director. 66/05/21, 2pp. 31246-344-31248.345 

-8506270762 Insp Repts 60-348/85-21 & 50-364/85-21 on 850416-10 Violetlon 
noted.lallure to iist persons contacted during auditing 

BELISLE.Q A., UPRIQHT.CM Region 2, Oflice ol Director 05/05/13. 14. 31246346- 
31246-359 


8605200590 IE Info Notice 85 039, "Auditability of Electrical Equipment Ouaiiiication 
Records at Licensees Facilities." Svo list end. 


JORDAN, E.L. Division o( Emergency Preparedness & Engineering Response IPosI 
830103), 86/05/22 Consolidated Edison Co. of New York, Ino. lOepp. 30837 258 
30837:383. 


0605200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing 4 
Certification Process." Svo list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/22. Consolidated Edison Co, ol New York, Inc. 106 pp 30B46 168- 
30848 271. 


0805280181 IE Info Notice 86-042, "Loose Phosphor in Panasonfc 800 Series Badoa 
TLD Elements, ” 8vc list oncl. 


JORDAN.E.L. Division of Emergency Preparedness & Engineering Responso (Post 
630103). 85/06/29, Consolidated Edison Co, of New York, |jic T20pp 30852245- 
30852:363, 
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6S052S01II7 It Info Notice B5 043, "Radiography Events at Power Reactors ” Svc list 
end 

JORDAN. El Division of Emergency Preparedness & Engineorino Response (Post 
B30109) 85/05/30 Consolidated Edison Co ot New York. Inc 120pp 30864 167- 
30S64 2S7. 

8&C5280t9S IE Info Notice 85 044, "Emergency Communication Sys Monthly Test" Svc 
fist encl 

JOROAN.EL Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/30. Consolidated Edison Co of Now York. Inc 121pp 30864 045- 
30884.166 

8S0&O60677 IE Info Notice 05-045. "Potential Seismic Interaction Involving Movable In- 
Coie Flux Mapping Sys Used in Westinghouse Designed Plants " Svc list end 
JORDAN.EL D tvTslon ot Emergency Preparedness & Engineering Response (Post 
030103) 85/06/06 Consolidated Edison Co 0( Now York. Inc I22pp. 30865001- 
3086S1M8 

8S06060707 IE Info Notice 85-046. "Clarification Of Several Aspects of Removable Ra- 
dioaclive Stirfaco Contamination Limits for Transport Packages " Svc list onci 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/08/10 Consolidated Edison Co of New York. Inc f24pp 31043 301- 
31044 064 

B50S140240 IE Info Notice 85 047, "Potential Eltect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list and 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/16 Consolidated Edison Co ol New York, Inc f34pp 31268 157- 
31268 304. 

8506141)836 IE Info Notice 85-046, "Respirator Users Notice-Defective Setf-Containod 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN, El. Division ot Emergency Preparedness & Engineering Response (Post 
S30103) 85/06/19 Consolidated Edison Co ol Now York, Inc f23pp 31376 064- 
31376183 


R. Periodic operating reporls & relaled correspondence 

8506070385 Monthly operating rept for Mar 16B5.W/B50410 Itr. 

WOODARD.J D. MCDONALD.R P. Alabama Power Co 85/03/31 11pp 30801 043- 
30601.053. 

8506240671 Monthly operating rapt for May 1985 W/850612 Ur 
WOODARD.J D. MCDONALD.R P Alabama Power Co B5/06/31 5pp 31201117- 
31201:121 


S, Reportable occurrertces, LERe & related correspondence 

8506130557 Amends 850523 Part 21 rept to include Loclite Grade 242 as acceptable 
mall Info Itr & Itr to ulll end 

CUMMINS.e R. Henry Pratt Co 06/05/30. KEPPLER.JG Region 3, Office ol Director 
3pp 30891.098-30891 106, 

-6506130673 Part 21 rept re lack ol Loclite on Pratt nuclear model valves w/LlmItorque 
operators.por Bechtel 850S07 Itr & Deficiency Evaluation Rept 84- 101. Actuators 
Should be reinstalled In valves using Loclite Graaos.AV,271 & 277. 

CUMMINS.B R Henry Pratt Co 05^5/23. KEPPLER.J G Region 3, Office of Director. 
6pp. 3O99l-1O1.3Oe01.1Oe 


V. Oporalor Examinations 

6 506 150318 FOIA request for Info re Initial operator Written exam results on number ot 
posi-TMI-2 plants Info provided In 841211 Mr did pertain to Initial exam rosulls.Tahle 
listing dales ol initial licensing end 

HANAUER.S.H, Technical Analysis Corp 84/12/28. FELTON, J.M Division of Rules 
and Records. 2pp 30945.001-30945 002. 

8506160321 Responds to FOIA request re 841211 response to request for Info con- 
cerning results ol Initial written operator exams taken by candidates at listed 
plants Records placed in PDH. Privacy into deleted. 

FELTON, J.M. Division of Rules and Records. 85/03/27 HAAUER.S.H. Technical 
Analysis Corp 19pp. 30945:003-30945:021. 
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F. Security, me-dical, emergency & (Ire protection plane 

8506040346 Forwards lea tor 850404 application lor relief from certain ASME Code re- 
qulrements & 6504 16 application for schedutar exemption for outage related App R 
mods.per 650503 Itr. 

GLICwA,L,T Georgia Power Co 85/05/22 DIGGS.R M. License Fee Management 
Branch. Ip 30703 068-30703.068 

6606060485 Notiticatlon ol 850612 meeting w/ulil In Bathesda.MO to discuss DCRDR 
progrem. 

R1VENBARK,QW. Operating Peactora Branch 4. BB/05/30. STOL2,J F. Operating 
Reactors Branch 4. 3pp. 3O784i263.3O704:265. 

6506180451 Forwards draft SER re procedures generation package (PGP) for emergen- 
cy operation procedures PGP reviewed per NUREG-0699.Qenerlo Hr 82-33 & Soppl 1 
to NUREQ 0737. Requests rev of PGP. 

STOLZ,J.F. Operating Reactors Branch 4. 86/06/05 BECKHAM, J.T. Georgia Power 
Co, 16pp. 30985.262.30985.267. 

8508170232 Forwards replacements for emergency plan implementing procedures, HNP- 
8CX^ series, w/lisled exceptions Title sheets deleted & numbers changed. 
S0RRELL,EC. Georgia Power Co. 85/06/11, Record Services Branch (Document 
Control Desk). 1p. 30950.106.30952-276. 

-8506170236 Emergency plan Implementing procedures & deleted title 8heelB.lnc1oding 
Procedures HNP-8007 re decontamination o( clothing & hats & HNP.8004 re dostme* 
Iry Issuance it tracking. 

' Georgia Power Co, 85/06/11. 889pp. 30960:107.30962.275 


6508240571 Forwards Amend 3 to response to t0CFR50 4B & App R due to installation 
of analog transmitter Irip sys, refinement ol calculations & design changes allowing 
greater ilexibility of operation in event ot fire 

GUCWA.lt Georgia Power Co 85/06/17 STOLZ.JF Operating Reactors Branch 4 
233pp 31159 124-31159 356 


P. Operating license stage documents & correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files In Ofc ot Re- 
source Mgt Forwards listed documents.Documents also available in PDR 
FELTON.J.M Division of Rules and Records 84/06/06 KILLEPER.C Shaw. Pittman, 
Potts & Trowbridge 2pp 30300 003-30303129 

-8504180577 Ropts on 770623 30 visit to facility for review ol const activities & sched- 
ules to determine if schedules tor completion, testing & fuel toad realistic Apr 1978 luol 
lead date realistic Related info encl 

FOSTEfl.LE Region 2, Oftica of Director 77/07/12 Region 2, Office of Director 
190pp 30301.129 30301.251 

8506030390 Partial response to FOIA request for throe categories ol documents lo be 
made avallabla at PDR re NSHCsApp A documents enef & placed In PDR Search 
continuing 

FELTON.J M Division of Rules and Records 84/1 1 /oa ADATO.M Union of Con- 
corned Scientists 4pp 30720 001 30720 005 

-8403050304 Notice of consideration of Issuance of amends to Licenses DPR-57 & 
NPF-5 & proposed NSHC determination & opportunity for hearing Amends add limiting 
conditions re scram dlachargo vol vent & drain valves 

STOLZ.J F Operating Reactors Branch 4. 84/02/21 8pp, 30722 019-30722 036. 

-8409070226 Forwards proposed press release re 840027 application for amand to OL 
& initial NSHC determination & noticing action 

RIVENBARK.Q W Operating Reactors Branch 4 84/08/30 GILLILAND, J. Roglon 2, 
Otiice of Director. 4pp. 30722 085-30722.102 

-0506040369 Notice of consideration of issuance of amend to License NPF-5 & pro- 
posed NSHC determination & opportunity lor hearing re 840123 request to revise 
Tech Specs to rellect use of new analog Irarrsmitter trip ays 
STOLZ.J F. Operating Reactors Branch 4 84/05/10 1&pp 30722.037-30722 064. 

6508100834 Forwards 850327 FR notice re applications A amends to OLs Involving 
NSHC consIderaltons.W/o encI.Rofated correspondence. 

’ Operating Reactors Branch 4. /f28B 600 85/04/01. Docketing & Services Branch 
3pp 30823 343-30023-346. 

8506250064 Further response to FOIA request for documents in three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available in PDR Processing of documents continuing 

FELTON, JM Division ol Rules and Records 85/04/10. HEATH.SJ. WashtogWn 
Legal Foundation. 11pp. 31217095-31217.109 

"&S062501S6 Informs that alcohol & drug abuse survoy tor 10 utils complete per Tem- 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
programs Summary of site visits end 

O’REILLY.J.P Region 2, Olfico of Director 83/04/01 DEYOUNG, RC. Director’s 
Office, Office ol Inspoolion and Enforcement. 42pp 312l7.126.31217-i66 

-8506250223 Responds to 830328 request re results of selected util & contractor of- 
lorts to establish validity ot drug allegations List ol actions utils & contractors taken to 
determine If suspect Individuals still In employ encl 

O'REILLY.J.P. Region 2, Oftico ot Director. 63/04/21. DEYOUN6.RC Director's 
Ollice, Office ot Inspection and Entorcemont 3pp 31217-167-31217:169. 

8506040346 Forwards fee for 650404 application tor relial from certain ASME Code re- 
quirements & 850416 application tor schedular exemption tor outage relaled App R 
mods, per 850603 Itr 

GUCWA,L.T. Georgia Power Co. 85/06/22 OIQQS.R.M. License Fee Management 
Branch Ip. 30703 068-30703.068. 

8606060665 Notification of rescheduled 850602 technical appeal meeting w/ullls in 
Bethesda.MD re NUREG-0737.llem II E 4.2,Posltion 7 & whether Lines 3 & under can 
be excepted from requirements 

HERMANN, R.A. Operating Reactors Branch 2. 85/05/22 VASSALLO.D B. Operating 
Reactors Branch 2. Ip 30784.076-30784 076. 

6506060504 Notlllcatlon Of 850613 mooting w/utll in Betheada.MD to discuss proposed 
changes lo diesal generator Tech Specs 

RIVENBARK.G.W, Operating Reactors Branch 4 8B/O5/30. STOLZ,J.F, Operating 
Reactors Branch 4. 3pp. 30784 266-30764:260 

8506110323 Forwards draft updated FSAR revs ra seismic design & analysis, per 
B60513 response to NRC question Final revs, being made in FSAR updale.expecied 
by 860722. _ , ^ 

GUCWA,LT. Georgia Power Co. 86/05/30 STOLZ,J.F, Operating Reactors Branch 4. 
102pp 3080B-219-30808-320. 

6506120308 Responds to 850404 request tor addi info following NRC review of re- 
sponse to Generic Lfr 83-28 re Salem ATWS avanl requirements Leget^d tor equip- 
ment location index code contents & draft safety evaluation document end. 
QUCWA.LT Georgia Power Co. 85/06/03. STOLZ,J.F. Operating Reactors Branch 4 
42pp, 30849 023 30848,084. 

8506160536 Forwards safaty evaluations supporting requests tor relief from Inservlce 
testing requirements tor pumps A valves Certain requests should be granted while 
others should be conditionally granted. 

STOLZ,J.F Operating Reactors Branch 4 85/08/04. BECKHAM.J.T. Georgia Power 
Co 3pp. 309a4'Q07-3fl984'09a, 

-8506160558 Safely evaluation supporting request for relief from ASME Section XI 
Code requirements for Inservlce testing raquiremenls. 

* Office of Nuclear Reactor Regulation, Director. 86/06/04. 40pp 30984:048- 
30084-090. 
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850620001$ Forwards SER re util 831107 response to Generic Ltr 83 26, Item 1.1, 
“Post-Trip Heviaw “ AddI Info to correct listed deficiencies requested within 60 days of 
ltr receipt 

STOLZ,JF Operating Reactors Branch 4 65/06/07 BECKHAM.JT Georgia Power 
Co 3pp 31043 133 31043 141 


B5O6060677 IE tnfo Notice 85 045, "Potential Seismic Interaction Involving MovaWeln. 
Core Flux Mapping Sys Used in Westinohouse Designed Plants." Svc list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response poa 
830103) 85/06/06 Consolidated Edison Co ot New YorR, Inc f22pp 30865001 

OAQCC 


"6506300017 SER based on util 631 107 response to Generic Ltr 83 28, Item 1 1, "Post 
Trip Review " AddJ tnfo requested to correct listed deficiencies 
• NRC • No Detailed Alliliation Given 65/06/07 6pp 31043 136-31043 141 

85062406S2 Intorms that 85041S ilr does not represent backlit as defined by criteria in 
Manual Chapter 0514 Isolation of all containment purge & vent lines under 3 Inches in 
diameter consistent w/NUREG-0737,ltem II E 4 2 (7) 

DENTON, H fl Ollica ot Nuclear Reactor Regulation, Director 65/06/18 
BECKHAM, J T Georgia Power Co 3pp 3t 157 124 31157 126 


Q. inspection raports, IE Bulletins & correspondence 

8 506 2 1027 5 Forwards HFA relay replacement schedule reflecting changes to planned 
outage dates,per IE Bulletin 64-02 re GE Typo HFA relays. 

GUCWA.LT Georgia Power Co 85/03/21. GRACE,J N Region 2. Ofliceof Director 
3pp 31056 018 31056 020 

B506210363 Responds to NRC 850401 Ur re violations noted m Insp Repts SO 321/85- 
07 & 50 366/86-07 Corrective actions Procedure HNP911 being revised & reformat- 
ted as Admmislralivs Control Procedure 30AC OPS 003 

GUCWA.LT Georgia Power Co 85/04/29. GRACE,J.N Region 2, Office of Director 
7pp 31055,195 31055 201 

BS051 30027 Supp1 1 to IE Info Notice 84 55, "Seal Table Leaks at PWRs " Svc list end 
JOHDAN,E L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co of New York Inc f07pp 31044 065- 
31044 171 


8506060707 IE Info Notice 85-046, "Clarification ot Several Aspects ot Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list ertcl 
JORDAN,E L Division of Emergency Preparedness & Engineering Response IPm 
830103) 8S/06/10 Consolidated Edison Co. of Now York, Inc 124pp 31043301 
31044 064 


8506140240 IE Info Notice 85-047, "Potential Effect of Line Induced Operation enC« 
tain Target Rock Solenoid -Opera ted Valves " Svc list end 
JORDAN,E L Division of Emergency Preparedness & Engine ermn Response fPw 
830103) 85/06/18 Consolidated Edison Co of New York, Inc f34pp 31266157 


6506140636 IE Info Notice 85 046, '‘Respirator Users Notice Defoctivo Sell Conlamei 
Breathing Apftaratus Air Cylinders ' ' Svc list end 

JORDAN,E L Division of Emergency Preparedness & Engineering Response (Pm 
830103) 85/08/19 Consolidated Edison Co of New York, Inc fgSpp 31376061 
31376 183 


S. Reportable occurrences, LERs & related correepondenco 


8504170171 Fonvards evaluation of review of svc water sys air release vaVa 
failures, Review of air release valve design Initiated by Georgia Power Co lor Hatth 
plants Study results Indicate plants air release valves may bo underdesigned 
HELTEMES.C J AEOD, Director’s Olltce, 85/03/29. GRACE, J.N Region 2, Offited 
Director Ip 29904,269-29904,290. 


6505130038 SuppI 1 to IE Into Notice a5-O20, "Motor-Operated Valve Failures Duo to 
Hammermg El led " Svc list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14. Consolidated Edison Co of New York, Inc 107pp 31044 172- 
31044-278 


-6504170193 Forwards evaluation ol review of svc water sys air release val'.s 
failures Consideration ol issuance ol IE info notice to address concerns recommeftl. 
ed, 

IPPOLITO.TA AEOD, Director’s Olllce 85/03/29 JORDAN,E L Division ol Emeiaen- 
cy Preparedness & Engineering Response (Post 030103) 1p. 29904 270-28304270 


6606210522 Forwards Insp Repts 50 321/85-10 & 50-366/85-10 on 850323 0427 & 
notice ot violation 

WALKEfl.fl D Region 2, OlfJce ol Director. 85/05/17 KELLY,R J Georgia Power Co 
2pp. 31057 320-3 f057 329 

"BS06210S24 Notice of violation from insp on 650323 0427 
♦ Region 2, Office ol Director. 85/05/17. 2pp 31057 322-31057 323 

"8506210526 Insp Repts 50 321/65 10 & 50 366/66 10 on 650323 0427, Violation 
noted' Improper valve lineup & failure to properly implement weekly baltery pilot coll 
surveikance procedure 

HOLMES-RAy,P , NEJFELT,G , FANCIER A,V,W, Region 2, Olfice ol Director. 85/05/ 
17 6pp 31067 324-31067,329 

8506200690 IE Info Nofico 65 039, "Audilabllity cl Eleclrical Equipment Qualllloallon 
Records at Licensees Facilities," Svc list end 

JOflDAN,E L Division ol Emergeticy Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc I06pp 30837 258 
30837,363, 

6505200600 IE Info Notice 65-040, "Deficiencies in Equipment Qualilicaliorii Testing & 
Certi II cation Process " Svc list end. 

JOflOAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/05/22 Consolidated Edison Co of New York, Inc 106pp 30848.166 
30848 271 


--8504170198 Forwards evaluation ol review of svc water sys air loCeaso vihe 
failures Study concludes that svc water air release valves used lor RHR sys arsuv 
derreled & should be redesigned 

SALAH.S Reactor Operations Analysis Branch 85/03/29 SEYFRIT.KV ReactorOn- 
erations Analysis Branch 1p 29904 271-29904 290 

--8504170207 "Svc Water Sys Air Release Valve Failures," AEOD englfieorlng svatgj- 
tion rept 

SALAH,S AEOD, Director's Olfice 65/03/29 19pp, 20904.272-20904,290, 

8606030638 LER 66 016 00, on 860425.dufing testing ol main steam salefy risM 
valves, lour valves failed to lift within range required by Tech Spec 3,4 2,1,Cause<lh 
valve pilot setpoint drift Pilot assemblies refurbished & retested W/660521 fir 
TIPPS.S.B , nIX.H C Georgia Power Co, 85/05/21 3pp 30686'320 30666 322 

8506060718 LER 85 019-00 on 650429, during cold shutdown, roaclor water cleanup ee 
mary containment Inboard Isolation valve 2G31-F001 isolated Caused by poteovd 
error Resistance temp detectors relabeled W/860627 ltr. 

TIPPS.S.B , NIX.H C Georgia Power Co, 85/05/27, 3pp 30748 3 55-30746 357 

8506100020 LER 85 002-00'on 0504 29, spurious reactor proleolion aye (RPS) fcoleacLi- 
ation occurred twice Caused by spurious eleclrical noise In Intermediate-range nmto 
channel RPS trips reset W/8BO520 Ilr 

TIPPS.S.B., NIX.H C Georgia Power Co. 86/05/20. 3pp. SOOaO’l 1 7 30829:119 


8508270725 Forwards Insp Repla 60-321 /as-l 3 & 60-366/85-13 on 850429-0503 No 
vIofalEona or daviatfons identified 

BROWNLEE, V.L Region 2, Office ol Director 85/05/23, KELLY,R.J, Georgia Power 
Co, Ip. 31 249,290-3r249’30O 

"8506270732 Insp Repts 50 321/85 13 & 50-366/86-13 on 850429-0503.No violations 
or deviations noted Major areas Inspected plant chemistry A inservice Insp of pumps A 
valves 

ROSS,W.J, BLAKE, J.J Region 2, Olllce of Diraclor. 85/05/21. lOpp 31249.291- 


8506270584 Forwards Insp Repts 50-321/85-14 A 50-366/86-14 on 850508-10 No vio- 
latlorvs or deviations noted 

BROWNLEE,V,L, Region 2. Oflica of Director 85/05/28, KELUY,R.J. Georgia Power 
Co 2pp 31261 :126-ai251;139. 

"8608270569 Insp Repts 60-321/65-14 A 60-366/85-14 on 850606-10.No violation or 
deviation noted .Major areas Inspected fnservic a Insp A licensee actton on previous en- 
forcement mailer 

CROWLEY, B R , BLAKE, J J, Region 2, Olfice ol Director, 86/05/23 12pp 31261:128- 


6605280161 IE Info Notice 86-042, "'Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements," Svc list end, 

JORDAN.E L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/05/28, Consclldaled Edison Co, of Now York, Inc f20pp. 30852;246- 
30852363. 


8605280187 IE Into Notice 65 043, "Radiography Events at Power Reactors Svo list 
end. 


JORDAN.E L. Division of Emergancy Preparedness A Engineering Response fPos' 
830103). 85/05/30 Consolidated Edison Co, ol New York, Ino. faOpp, 30864, 167. 
30864.287, 


8S06070094 LER 85-01 7-00'on 650430 A 0501, molded case circuit breakers 1iip«! 
points A/or breaker locations contrary to speoilied aetpolnts or locallons cf Tech 
Spec Table 3 0 2.6-1 .Caused by Inadequate InatruotfonaToch Specs amendwJWf 
050530 ltr, 

TIPPS.S.B,, NIX,H C, Georgia Power Co. 05/05/30. 5pp. 30800,290-3 oaOO-iSOS, 

8506130557 Amends 850523 Pari 21 rept to Include Loctito Grade 242 as acceptable 
matl.lnlo ltr A ltr to util end, 

CUMMINS, B.R, Henry Pratt Co 86/05/30 KEPPLER.J.Q Region 3, Office of Oitedoi 
3pp. 30091:098-30801:106 


-BS061 30573 Part 21 rept re lack ol Loctile on Pratt nuclear model vatvea vy/llnnloii)ue 
operators, per Bechtel 850507 Ilr A Deficiency Evaluatfori Rept 64-t01 Actwtoii 
should be reinstalled In valves using Loctile Grades AV,271 A 277. 

CUMMINS.B.R, Henry Pratt Co 86/05/23, KEPPLER.J.Q, Region 3, Olfice ol Director 
6pp. 3O891;1O1-3O801;1O0. 


8506200054 LER 85-023-00:00 85051 6, performance of channel logic responss tme 
procedure actuated LPCI sys signal Caused by error In piocb^ 
instructions Personnel reviewed A corrected procedure W/a60607 Ilr 
TIPPS.S.B,, NlX.H.C, Georgia Power Co. 86/06/07. 3pp, 31020 311-31020,313 


oouozuuireo Lth oo-yi4-won a&uaio,sevon saiety relief valves serving aulomabcda 
pressurization ays function opened, constituting ESF aotuallon.Caua«d by pfcxedin 
rev deficiency, Personnel counseled on need lor accuraio revs W/850007 Ilr, 
TIPPS.S.B,, NIX.H, C Georgia Power Co. 86/06/07 3pp 31020,321-3 1020'323 


8506240329 LER 86-024 OO.on 850516,Bt less than 1 % power, personnel discovwM 
that flCIC electrical overapeed monflor would not trip, trip A Ihrotlle valve On 869518 
r*?! }np manually Caused by component lai|ufe.W/05O«l2 «r, 

TIPPS.S.B,, NIX,H,C. Georgia Power Co, 85/06/12, 3pp 31202:342.31202:344 


•M5M0J95 IE Info Notice 85 044, “Emergency Communication Sys Monthly Tesl,” Svo 


Emergancy Proparednesa A Engineering Response (Pos 
®5/05/30. OonsclidalM Edison Co. ol New York, Inc. >21pp. 30864.045 
30864:168, 


DOCKET 50-367 BAILLY QENERATINQ STATION 
A. Applleatlon/construetlon stage documents A correspondence 
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9506060406 Staff requiremants memo re Commission 850523 affirmation/ discussion & 
vole in Washlngton.DC on SECY>85-152 concerning disposition of application for 
award of aity fees Commission approved order denying request for fees 
PLAINE.H H Olfico of Ifio General Counsel 85/05/29 CHILK.S J Office of the Sec- 
retary ot the Cortrmission 1p, 307 75 '34 6-3 07 75 346 


DOCKET 60-369 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plane 


85060’4I)192 Discusses 850520 response to NRC 850402 Ur re emergency operations 
staffing issue Plan lor facility staffing expected by 850B1 5 Meeting scheduled for 
660709 Deadline for Impfemeniatlon of plan changes revised to 851115. 

MARTIN, R D Region 4, Office of Director. 85/05/30, GRIFFIN, J M Arkansas Power 
& light Co 2pp 30702 330-3O7O2;337 

8506060067 Ack receipt of 850515 changes to Industrial security plan Changes consist- 
ent w/provis(ons of l0CFR60,54(p) & acceptable 

HUNTER, 0 R Region 4, Office of Director 85/05/31 GRIFFIN, J M Arkansas Power 
& Light Co 2pp 30727198-30727.199, 

8506110273 Responds to seven open items Identified In EGSG Interim repl re Reg 
Guide 1 97, per NUREG 0737,Suppl i, including RCS cold water temp-containmenl ef- 
tluanl radioactivity,condBnser air removal sys exhau si, quench tank temp & common 
plant vent 

ENOS.J T Arkansas Power & Light Co, 85/05/31 STOL2,J F. Operating RoactOfs 
Branch^ 4pp 3OB07 S09-30d07‘S12 

8506140464 Forwards "Arkansas Nuclear One Site-Specific Offsite Radiological Emer- 
gency Preparedness Alert & Nolilicatlon Sw QA Verification." Prompt alert & nolifica- 
Lon sys meats design requirements of NUREG 0654/FEMA-REP-l,Rev 1 & FEMA43 
specks W. Federal Emergency Management Agency 85/06/07 DIRCKS.WJ 
Olfica ol the Executive Director for Operations, Ip 30900,151-30901'095 

-3505140466 "Arkansas Nuclear One Site Specific Offsite Radiological Emergency Pre- 
paredress Alerl & Noti/icBllon Sys OA Verification " 

’ Federal Emergency Management Agency 85/05/ 16 3D4pp, 30900:152-30901 095 

8506140279 Forwards Insp Repts 60-313/85 07 & 60-388/85 07 on 850401 -30 & notice 
ol violation 

HUNTER.D R Region 4. Office of Director. 85/06/10, GRIFFIN, J M. Arkansas Power 
& Lfghl Co 2pp 30894:028-30894.049 

-8606140296 Insp Repts 50 313/85-07 & 50-368/85-07 on 850401-30 Violation 
noted failure to follow requirements lor radiologically posted area & Install tire door 
JOHNSON, WD. Region 4, Office ol Director, 85/06/07. 18pp, 30894 032-30894 049, 

BSQ6140413 Ack receipt ot 841127 & 850404 Itrs informing NRC Of steps taken lo cor- 
rect violations noted In Insp Repts 60-313/84-29 & 50-368/84-29 SAR separation cri- 
toila should be met w/o reliance on fire barriers 

HUNTER.D R, Region 2, Office of Director, 85/06/10. GRIFFIN, J M, Arkansas Power 
aught Co 6pp 30B98'024-3080B031 

—8506140427 Responds lo NRC 841127 & 850305 Itrs re violations noted In Insp Repts 
50-313/84 29 & 60-368/84-29 Corrective actions’ portions of conduit & cabte tray 
notes & delaita revised (or clarification 

ENOS.J T Arkansas Power & Light Co. 65/04/04 DENISE, R P, Region 4, Office of 
Director, 2pp. 30898 030-30898:031. 


8506160464 Ack receipt of 850515 Itr Informing NRC ot steps taken to correct violations 
noted in Insp Repts 50 313/85 02 & 50-388/85 02 AddI Info requested re date when 
lull compliance will be achieved (or notice of deviation, 

HUNTER.D.R Region 4, Office of Director, 05/06/13 GRIFFIN, J.M. Arkansas Power 
& Light Co, 1p, 30977’356-30977.35B. 

-8506160466 Responds to violations & deviations noted In Insp Repts 60-313/85 02 & 
5O369/85.O2.Corr0clive actions’ravlew of Rev 3 lo QAP-13 completed verifying that 
procedure addresses key elements of emergency preparedness program. 

ENOS.J.T Arkansas Power & Light Co. 05/05/15. HUNTER.D R. Region 4, Office of 
Director. 2pp, 30977,3 57-3 097 7: 36 8. 


BS06270390 Forwards Info in response lo NRC B50610 Ur re emergency plan 
reviow.Rev to plan in preparation. Items Identified as requiring addi plan changes will 
be frcCuderf 

ENOS.JT, Arkansas Power & Light Co, 85/06/14. MARTIN, R.O, Region 4, Office of 
Director 14pp 31 235’24B-3 1235:261 


8S06270666 Discusses possible change lo emergency plan which would resolve NRC 
concern of (tmeframe for staffing emergency operations faol((ty,pBr ulK 850510 
response Acceptance requested, 

CAMPBELL, T.G Arkansas Power & Light Co. 86/06/14 MARTIN,R.D. Region 4, 
OHIce ol Director, 3pp. 31 250 028-31260.030. 


8506270168 Forwards safeguards SER Input, proposed license condition & up-to-date fa- 
crfity aWachmenl based on IAEA 830701 decision to place facdffy under us/IAEA 
saleguarda agreement,Encls should be Issued lo licensee. 

CRLfTCHFIEtD.D Assistant Director lor Safety Assessment. 86/06/18, LAINAS.G.C. 
Asslalant Director (or Operating Reaotora. ip. 31268:072-31268.100. 

-85D6S70176 Safeguards SER based on IAEA 830701 decision lo Include facility under 
US/fAEA safeguards sgrssmsnt. 

* NRC - No Detailed AHillatlon Given. 86/06/18 2epp. 31 266:073-31 266:100. 

8606260006 Forwarda Insp Repts 60-313/85-10 4 60-368/85-10 on 85042a-26.No vio- 
lation or deviation noted, 

HUNTER.D R. Region 4, Office of Director. 86/06/24, GRIFFIN, J.M Arkansas Power 
& Light Co, 2pp 31256:18e-312S6'198. 


P. Operating license stage documents & correspondence 


8506130045 Partial response to FOIA request lor all documents re NRG procedures for 
detection & control of alcohol & Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON, J,M Division ot Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp, 30937.047-30937 1 57 

-8506130083 Forwards rent Ol 830309 discussion w/ulll re drug & alcohol abuse at 
facility, per Temporary Instruction 2596/1 

CHECK.PS Region 4, Office of Director 83/05/10 DEYOUNG.R C Director's Office. 
Office ol Inspection and Enforcement Ip 30941,295-30941 295 

-8506130089 Folwards rept ot 830309 discussion w/util re drug & alcohol program 
GAQUARDO.J E. Region 4, Office of Director 83/05/06 CHECK, P S Region 4. 
Office of Director Ip 30941 296-30941’296 

-8506130092 Discussion w/uill on 830300 re facility drug fi alcohol program & policy 
QAGILARDO.J E , COLLINS, JT, Region 4, Office of Director 83/03/09 Region 4, 
Office of Director 3pp 30941 297-30941.299 

-8508130381 Forwards schedule ol Region IV meetings w/ullls re alcohol & drug abuse 
& production of repts on meet Ings. First rept end 

CHECK.PS Region 4, Office of Director 63/03/24. DEYOUNG.R C Director’s Office. 
Office ot Inspection and Enforcement 2pp 30941 277-30941 278. 

8508170077 Responds lo FOIA request (or records re FIN B-0409, "Containment Leak 
Rets Testing Program" & Quadrex Corp/NRC contracts Forwards documonls re FIN 
B-0489 Documents also available in PDR No documents re Quadrex subj to request 
FELTON, J.M Division of Rules and Records FIN 8-0489 85/03/25 

REYTBLATT.ZV Warren Wilson Collogo, Swannanoa, NO 7pp 30987.038 
300a7’076, 


-M10120209 "Containment Leak Rate Testing Investigations," progress summary (or 

NAUS.Dj’ Oak RIdqe National Laboratory FIN 8-0489 82/10/05 ARNDT, G Me- 
chanical Engineering Branch 3pp 30087'112-309B7‘114. 

-8212010006 Forwards list of plants lor which leak test repts were selected for review 
by ORNL Leak testing criteria will be prepared from review W/o end 
ARNDT.EG Mechanlcal/Slructural Engineering Branch, 82/08/10. SHAPAKER.J 
Containment Systems Branch. 4pp 30987:118 30987 121 

"8506170416 "Containment Leak Rate Testing," monthly progress repl (or Aug 1982 
DOUGAN,J H. Oak Ridge National Laboratory FIN B 0409 82/00/26 ARNDT, E.Q. 
DfvIsiOJl of Engineering Technology 6pp 30907,127-30007.132, 

8508070619 Advises lhal personnel from Tech Spec Improvement Prolacl Group would 
like to visit facility on 650523 lo talk directly lo operational, maint & compliance staff ro 
views on Tech Specs. Views Include problem areas lo be corrected 
MILLER, J R. Operating Reactors Branch 3, 85/06/18 GRIFFIN, J M. Arkansas Power 
S Light Co 2pp. 30798:196 30798,197. 

8S0606Q760 Forwards corrected Tech Spec Page 2-7 to Amend 66 to License NPF- 
e.lssuod on 850507, 

MILLER.J.R Operating Reactors Branch 3 85/05/21 GRIFFIN, J M Arkansas Power 
8 Light Co. 2pp 30703,350 30783 353 

-8506060763 Corrected Tech Spec Pago 2-7 to Amend 66 to License NPF 6 
* NRC - No Detailed AltiHation Given, 85/05/21 Ip, 30783’362-30703'353, 

8506030119 Forwards response to 860423 Itr re posl-LOCA status of reactor coolant 

^ a, trip vs no trip, per NUREQ-0737,llem II K 3.6, 

3,J.t. Arkansas Power & Light Co, 85/05/23 MILLER,J R Operating Reactors 
Branch 3. 6pp. 30673 230 30673:234, 

8S06060514 Forwards proprietary list of regulatory effectiveness review team members 
to accommodate request lor rescheduled 850618-26 regulalery effectiveness review G 
RoBsomondo & T Eyck replaced due to data change.LtsI withheld. 

HUNTER.D.R Region 4, Office of Direotor 05/05/31. GRIFFIN, J M. Arkansas Power 
& Light Co 2 pp, 307a0:128-30730’129. 

8506100719 Conlirms IAEA 850606 site visit lo examine records maintained per 
10CFR76 & to SVC IAEA surveillance camera Installed in spent fuel pool area 
BUTCHER, E.J. Operating Reactors Branch 3 86/06/04, GRIFFIN, J.M Arkansas 
Power & Light Co, 2pp, 30824:316-30624.316. 

8506210288 Forwards response to Generic Ltr 05-02,per request Response addresses 
Issues In generic Itr & outlines util continuing commitment to effective program for as- 
suring steam generator tube integrity & lube rupture mitigation. 

ENOS.J.T, Arkansas Power & Light Co 85/06/14. THOMPSON.H.L. Division of LI 
censing, 14pp. 31024:0gi.31024’104. 

85062S0139 Responds to 850417 & 0609 lira re fees lor listed applications re Generic 
Lira 82-16 & 83-37 & NUREG-0737 I terns. Requests remittance of fees currently re- 
quired lor 840316 & 1214 requests 

MILLER, W.O. License Fee Management Branch 85/06/19. ENOS.JT. Arkansas 
Power a Light Co Spp 3121 1.320-3121}, ’321. 


8606280199 Confirms 850620 commitment lo participate In C-E Owners Group ettorl lo 
petlorm validation of C-E small break LOCA evaluabon model against ^mlscale Test 
S-UT-8,lo close out TMI Action Plan Items ILK 3.30 & il.K.3,31 , 

ENOS.J.T, Arkansas Power & Light Co. 85/06/21 BUTCHER, E J. Operating Reactors 
Branch 3. tp, 31 180’1 69-31180:1 59, 


Q. Inspeetion report^ IE Bulletins A correspondence 


D — % •’''''f'“/86-10 on 850422-26.No Violation or 
^ V lintainlng communications & demon- 

' • . ■ ' /06/24. 11pp, 31266:188-31256:198, 


85051^27 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks al PWRs," Sve list end, 
JORDAN, E L, Division ol Emergency Preparedness & Engineering Response (Post 
830103) 86/05/14. Consolidated Edison Co. of Now York, Ino. i07pp 31044.065- 
31044:171, 
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fi6<J513003a SuppI 1 to IE Into Notice 85020, “Motor Operated Valve Failures Oua to 
Hairimerlng Eftecl “ Svc list end 

JORDAN,? L Division o1 Emergency Preparedness & Englneerine Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New York, Inc 107pp 31044 172- 
31044 278 

8606050241 Forwards description of missed surveillances re Insetvice testing program 
(or check valwe.por 850408 agreement Review indicates no reduction ol safety during 
Cycle 4 ^aratlon 

ENOS.J.T Arkansas Power & Light Co 85/05/17 MILLER, J R Operaling Reactors 
Branch 3. 2pp 30725 333-30725 334 

85052005SO IE Info Notice 85039, "Audilabtllty of Elecirical Equipment Qualification 
Records at Licensees Facilities ” Svc list end 

JORDAN.E L Division o( Emergency Preparedness & Engineering Response (Post 
830103) 05/05/22 Consolidated Edison Co of New York, Inc tOSpp 30837 258 
30837383 

8505200600 IE Info Notice 85-040, "Deficiencies in Equipment Oualitlcation Testing & 
Certification Process “ Svc list end 

JOROAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/05/22 Consolidated Edison Co of New York, Inc foepp 30848 166- 
30846 271 

8505260181 IE Into Notice 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements " Svc list end. 

JORDAN.E L Division ot Emergency Preparedness & Engineering Response (Post 
830103) 65/05/29 Consolidated Edison Co oi Now York, Inc. f20pp 30852 245 
30852 383. 

8505260187 IE Info Notice 85-043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Bosponse (Post 
830103) 85/05/30 Consolideled Edison Co of New York, Inc faOpp 30864 167- 
30864-287 

8605280195 IE Info Notice 85 044. "Emergency Communication Sys Monthly Test '* Svc 
list encL 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New York, Inc f21pp. 30864 045- 
30B64M68 

8506060677 IE Info Notice 85-945, “Polentiat Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used In Westinghouse Designed Plants " Svc list end 
JORDAN.E L. undslon of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/06 Consolidated Edison Co. of New York. Inc. f22pp. 30865 001- 
30665.046. 

8506060707 IE fnlo Notice 85-046, “Clarilication ol Several Aspects oi Removable Ra 
dioactive Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN.E L. DMsien of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/10 Consolidated Edison Co. of New York, Inc f24pp. 31043 301- 
31044*064 

6S06140279 Forwards fnsp Ropts 60-313/85 07 & 50-388/35 07 on 650401-30 & notice 
of vfolBtlon 

HUNTER, OR Region 4, Olfico of Director 65/06/10. GHIFFIN.JM Atkanssa Power 
a Ught Co, 2pp. 30684 028-30894 049, 

-6506140269 Notice of viofatlon from fnsp on 850401-30 
• Region 4, Ofliceo I Director 65/06/10 2pp. 30894.030-30894 031 

-6506140296 Insp Reple 60-313/65-07 a 50 368/85 07 on 860401-30 Violation 
noted. failure to loliow requirements for radlologlcally posted area & install fire door. 
JOHNSON.W.O. HARRELL,P.H . MARTIN.LE. Region 4, Offlee of Director 85/06/07 
18pp. 30694' 032-3 0894 049. 

8506140413 Ack receipt of 841127 a 850404 lira Informing NRC ol steps taken to cor- 
rect violations noted In Insp Repis 60-313/84-29 & 6O-368/84-20.SAn separation cri 
leria should be met w/o reliance on fire barriers. 

HUNTER,D R. Region 2. Office ol Director. 85/06/10. QRIFFIN.J M Arkansas Power 
& Ught Co. 8pp 30898.024-30893031 

-8506140427 Responds to NRC 841127 & 850305 ftrs re violations noted In Insp Repts 
60-313/04-28 & 60-368/84-a9.Corfecliva actions: porliona of conduit & cable tray 
notes & dalalls revised tor clanficatlon. 

ENOS,J.T. Arkansas Power a Light Co. 85/04/04 DENISE, H P, Region 4, Olllca ol 
DIractor. 2pp 30898.030-30898 031. 

8506180484 Ack receipt of 85051 6 Itr Informing NRC ol steps taken to correct violations 
noted in Insp Repts 50-313/85 02 & 50-368/86 02 AddI Info requested re date when 
full compliance will be achieved tor notice ol deviation. 

HUNTER.D.R. Region 4, Office of Diredor. 85/06/13 GRIFFIN.J M. Arkansas Power 
& Ught Co, Ip. 3O977.35e-a0977-35e 

—6506180468 Responds to violations & deviations noted In Insp Repta 60-319/85 02 & 
60-368/85-02 Corrective action s ravlew ol Rev 3 lo QAP-13 completed verifying that 
procedure addresses key elements ol emergency preparedness program. 

ENOS.J,T. Arkansas Power & Ught Co. 05/05/16, HUNTER,D.ft Region 4, Office ol 
Director. 2pp. 30977 •357-30977.358 

6S06260360 Foivrards Insp Repis 50-313/85-14 & 50 368/05-14 on 850513-17 No vio 
latlon or devlallon noted 

HUNTER,D.R. Region 4. Office of Director, 86/06/14 QRIFFIN.J M Arkansas Power 
& Light Co 2pp. 81230.220-31230 235. 

-8506260369 Insp Repts 50-313/05-14 & 50-368/85-14 on 850513-17 No violation or 
deviation noted.Maior areas inspecled.maint program & followup on previous identified 
Korn 8, 

BOARDMAN,J.R., MARTI M,L.E. Region 4, Office ot Director. 85/06/07. 5pp. 
31 230,231 -31 230' 235 

8506140240 tE fnlo Notice 95-047, ''Potenfiat Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves “ Svo list end. 
jORDAN,E.L Dlvlsfen of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consoildafed Edison Co of New York, loo. t34pp. 31268'157- 
31288:304. 


6606140636 IE Into Nofice 85 048. “Respirator Usors NoUce Oaloctive Sell Contained 
Breathing Apparatus Air Cylinders “ Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc f23pp 31376064- 
31376 183 

8506280006 Forwards Insp Repts 50 313/85-10 & 50-368/66-10 on 050422-28 No v». 
lalion or deviation noted. 

HUNTER.D R Region 4. Office ol Director 85/06/24 QRIFFIN.J M Arkansas Poww 
& Light Co 2pp 31256 186-31256 188 

-8506280015 Insp Repts 50-313/85 10 & 50-368/85 10 on 650422 26 No vlolebonor 
deviation noted Deticiency noted iniiialing & maintaining communications & demoe- 
stralion ol downgrading emergency dassltication 

HACKNEY.CA, BAIRD.J B . MARTIN.LE Region 4. Oflice Of DProctor 85/W24 
11pp. 31256.188 31256198 


R. Periodic operating reports & related correspondence 

8506070173 Monthly Operating rept for Mar 108S.W/8S0416 Hr 
BRAMLETT.LS, ENOS.JT Arkansas Power & Light Co. 85/03/31 BASSETT, 
Office of Resource Management, Director 6pp 30800'202-30800 207 


S. Reportable occurrences, LERs & related correspondence 

8508140496 Part 21 rept re generator failure Concurs w/enci Louis Allis 850603 lb that 
Interpolar connectors be removed 

MORIARTY.JM Colt Industries. Inc 85/06/05 MURLEY.TE Region 1. OincoofOi 
rector 7pp 30898 354 30898 301 

8506140356 PNO-IV 85-026 On e50607,unlt placed in Modo 2 for more Hum 2 
days Caused by listed maint needed after operation at 85% toll power Unit scheduled 
lo return topower on 850612. 

MAHTIN.L E. Region 4. Olfico of Director 85/06/10. Ip. 30803:331-30993 331 

8500190393 Fonvards proprietary & nonproprlotary "Chemical Characterization ol Or 
ganic Ion Exchange Resin Supplied by Arkansas Power 8 Light ” No dollnltlve cause 
dateiminod tor 8301 15 exothermic reaction Proprlelaiy rept withhold 
ENOS.JT Arkansas Power & Light Co 85/06/12 MILLER, J.R Operating Reactorj 
Branchs 4pp 309962t3-30996-316 

-8608190396 Nonproprielary '■Chemical Cbaraclerlzallon ol Organic lonExcanije 
Resins Supplied by Arkansas Power & Light “ 

MORGAN, L.G , RYAN,J L , MARTIN.E C Batlelle Memorial Inslilule. Paclllc Nortfmest 
Laboratories 86/05/31. 107pp. 30396 217-30996 318 


DOCKET 60-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8506240296 Responds to violations noted In Insp Repis 60-369/04-28 & 50-370/54 
25 Corrective actions control cables tor pumps of conirifugal charging & auxiliary feed- 
water sys wrapped w/lire rated Insulating mall. 

TIJCKEH.H B. Duke Power Co. 85/04/30. QRACE,J N. Region 2, Office ol DrccliX 
14pp 31203 183-31203 106 

8506200356 Notllles that Revs 15 & 16 to radiological emergency plan & Revs 135 M 
to crisis mgl plan meat sids ol 10CFR60 47(b) & roqulremenla ol 10CFR50,App E5 
acceptable 

BROWNLEE, VL Region 2, 0|||ce ol Director 85/05/22 TUCKER.H.B. Duke Fowei 
Co. Ip 31020 219-31020:219 

8506040099 Rav 17 to emergency planW/860530 Itf. 

MCCONNELL,TL, TUCKER, H.B. Duke Power Co 86/06/30. 2app 30702001 
30702024. 

BS06260410 Summary of 850514-16 meetings & site vlail w/ulil in Noflh Carokna la 
audit of SPDS.LIst ol aUendess & viewgraphs end 

JABBOUR,K.N Licensing Branch 4. 86/08/13. Licensing Branch 4 190pp 
31226:263-31227:117. 

8506240525 Advises that BS0404 Rev 4 to safeguards contingency plan consislertl w/ 
provisions ol 10CFR50 54(p) & acceptable. 

WALKEfl.R.D. Region 2, Office of Director 86/06/17. TUCKER, H.B. Duko PowCo 
2pp 31O65'359-31O65:30O. 


J, Insurance a Indemnity Information 

8SOS100601 Fonvarda Endorsements 82,17,76 & 76,104,38 & 19 & 20 to NEUA Pofeiet 
NF-220,NF.280.NF-230.NF-164,NF.262 & NF-281 & Endorsemenls 70,9,60 i 
81,82,20 & 12 & 13 to MAELU Policies MF-73.MF-116.MF-90,MF-44.MF-109 & WF- 
112,reMecliyely. 

HOGQE.S D. Marsh & McLennan, Inc. 85/06/28, DINITZ.I. Aaalatant Director lor Sute 
& Licensee Relations. 17pp 30793:31 2-3O703'328 

0606110169 Submits required Info demonstrating that util maintains financial protaction 
per 10CFR140.21 Into tor Catawba will be submitted by 860701. 

TUCKER, H.B. Duke Power Go. 85/06/03. DENTON.H.R. Office of Nuclear Reader 
Regulation, Director, 1p, 30806 056-30808 066 


P, Operating license stage documents A correspondence 

8506030390 Partial response to FOIA request lor three categories of documents io be 
made available at PDR re N8HC8.App A documents oncl & placed fn PDR Search 
continuing. 

FELTON. JM Division of Rules and Records. 64/11/08. ADATO.M. Union ot Coo- 
corned Scientists 4pp. 30720.001-30720 005, 
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86»03Oatt5 Notice of consideration of amerrds to Licenses NPF-9 & NPF-17 & pro 
posed NSHC determinations & opportunity for hearing re 830802 request to increase 
surveilfance Interval to 9 months Related info end 
AOENSAM.EG Licensing Branch 4 83/10/21. 21pp 30720 063-30720 083 

8506030608 Notice of consideralion of issuance of amends to Licenses NPF-9 & NPF- 
17 & prwjosed NSHC determinations & opportunity lor hearing re 830802 request to 
Change tech Spec 3 7.6 concerning inoperable control area ventilation 
AOENSAM.EG Licensing Branch 4 83/12/07 6pp 30720 084-30720 111 

506170077 Responds to FOIA request for records re FIN B-04B9, "Containment Leak 
Rato Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
B 0489 Documents also available in PDR.No documents re Quadrox sub] to request 
FELTON, J M Division o1 Rules and Records FIN B 0480 85/03/25 
REVTBLATT.Z V. Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30087 076. 

8710120209 "Containment Leak Rale Testing Investigations," progress summary for 
Sept 1982. 

NAUS.DJ Oak Ridge National Laboratory FIN B04B9 82/10/05 ARNDT.6. Me- 
chanical Enginsenng Branch 3pp 30987:112-30987.114 

82120100(18 Forwards list of plants for which leak test repts wore selected for review 
by ORNL Leak testing criteria will be prepared from review.W/o end 
Ahnot.EG. Mechanical/Structural Engineering Branch 82/08/ 16. SHAPAKER,J 
Ckjnlafnmant Systems Branch 4pp. 30987.118-30987 121 

8506170416 "Conlalnmenl Leak Rate Testing," monthly progress rept lor Aug 1982 
OOL/GAN.J.R. Oak RWge National Laboratory FIN B-04B9. 82/08/26 ARNDT.E.G 
Divisiott of Engineering Technology, 6pp 30Q87' 127-30987.1 32 

906060165 Forwards SER accepting licensee 831 104 response to Generic LIr 83- 
20, He in 1.1 re post-trip review program description & procedure. 

NOVAK.T M. Assistant Director for Licensing, 85/05/30 TUCKER.H.B. Duke Power 
Co 2pp 30782 137-30782.144 

BSO&060168 SER accepting licensee response to Generic Ltr 83-26, Hem 1 1 re posl- 
fiip revfew program description & procedure 

• NRC - No Detailed Affiliation Given. 85/05/30 6pp 307B2-139-30782.144 

i061496€a Requests completion ol post-resolution phase of differing prof opinion re 
Tech Specs Recommends completion of licensing actions on 220 items & review of 
remaining leo Hems 

LtCCfARDO.R B Reactor Systems Branch. 85/06/03. DENTON, H R Ollice of Nucle- 
ar Reactor Regulation, Director. 2pp. 30968'038-30968'202. 

5505020102 Recommends completion ol current action on Tech Spec priority 
Items Review of remaining 106 Items by Div ol Licensing necessary to ensure 
valid.safo & complele action. 

LICCIARDO.R8 Reactor Syalems Branch. 85/04/24 SHERON,B.W. Hoactor Sys- 
tems Branch 2 pp. 30968.040-30968:041. 

5505160038 Responds to 850424 memo ro Tech Spec concems.Clarllioatlon of which 
concerns would be addressed by Dlv of Licensing provided.Branch conclusions on 
approx 380 concorns remain valid 

SHERON,0 Reactor Systems Branch 65/05/08, LICCIAHDO.R. Reactor Systems 
Branch ip. 30868 042-30988:042. 

5409110051 Foiwards results of review of Tech Speo concerns in response to Sheron 
840625 memo to Denton No concerns require immediate action LIsia approaches tor 
Hnal resolution ol remaining concerns. 

BEftNERO,R M Division of Systems Integration (post 811005) 84/08/30 

EISENHUT.D.G, Division ot Licensing. 2pp 30980 043-30968:060. 

3406210186 Forwards "McGuire Units 1 & a.Proposed Tech Specs Review of Proof & 
Revfow Co|W,’' in response to 840411 foquest.Rept composed of two saotlons, pre- 
review fnlo « detailed review. 

LfCCIARDO.R B. Reactor Systems Branch. 64/06/11. SHERON.B.W. Reactor Sys- 
tems Branch. 2pp. 30988:051-30968-202. 

3408210191 “McGuire Units 1 & 2:Propos6d Tech Specs Review ol Prool & Review 
C(M>y.‘‘ 

UCCtARDO.R.B. Reactor Systems Branch. 84/06/12. 141pp. 30968-053-30988.202. 

>08170261 Forwards response to EG Adensam 880311 request lor addi Info re per- 
formance testing of relief & safety valves, per NUREQ-0737,llem 1I.D l. 

TUCKEfl,H.B Duke power Co. 86/08/12. DENTON.H.R Office ol Nuclear Reactor 
Regulation, Director. ADENSAM,E.G. Licensing Branch 4. 23pp 30956:110- 
30958:132. 

>06180312 Informs that due to extensive tnveaUgetlon repl.due date of 850607 not met 
for 650508 discovery that operations group procedure did not specify to compensale 
hydfoopn concentration In containment. Rept to bo submitted by 850821. 

TUCKbR.H.B Duke Power Co. 85/06/12, Record Senrices Branch (Document Control 
Desk). Ip. 30977:169-30977:189. 

i08190267 Submits addI Into further clarlMng util position on recelving.possesstng & 
atofing Irradiated Oconee Nuclear Station iuei assemblies under current License NPF- 
9 conBltlQnSjper8S0403 & 650614 proposed license amends. 

TUGKEfl,HB. Duke Power Co, 8^06/12. DENTON.H.R. Office of Nuclear Roaolor 
Regulation, Director, ADENSAM, E.G, Licensing Branch 4. 2pp. 30995:282-30995-283. 

$06270271 Forwards DPC-NF-2010A, "Nuclear Physics Methodology for Reload 
Design " Enel approved rept incorporates Standardization & Special projects Branch 
660313 SER 

TUCKEfl,H.B. Duke Power Co. 86/06/14. DENTON, H R.. THOMAS, C.O. Otfice of Nu- 
clear Reactor Reguiallon, Director, 2pp. 31233:141-31234:118 

9506270279 "Nuclear Physics Methodology for Reload Design." 

FLORES,L H . JEFFRIES.W.G., RANDLra,J.H. Duke Power Co. DPC-NF-2010A. 86/ 
06/30. 334pp. 31233:143-31234:116, 

>06210082 Nn’ !■ s ‘ J i « | ’>• in 'T ■* , i ! a j T? .i si *,i ■ < i ‘’tU-* * ,‘,e integri- 
ty & lube i '■1(1 (>.■;« I ■( ‘ I' h'» li .s '! ,' . 1* folly de- 
veloped ret )'» 1 * ■ •• ( , I sli! -I to* i: «* <1 >c l>. L" " ■ i r 

TUCKEfl.h ■ i:i.K -‘:*u . ‘ o'" ■’/, •' TriVsrti -L ii.iH - 1 u' Licensing. 

2pp 31024*354 u *u^-t.3SC, 


8506250113 Forwards tabular summaiy ol key results from re^onal survey ol planl-spe- 
cifio tnlo re polential for oncontrolled radiation exposures In PWR cavities, par JG Part- 
low 850315 request No further generic action needed 

TAYLOR, JM Director’s Office, Office of Inspection and Enforcement 65/06/18 
MURLEY.TE Region 1. Office of Director 9pp 31211 322-31211330. 

8B0628D098 Foiwards "Evaluation of Main Steam Line Break in Doghouse" Higher 
temps generated in event of main steam line break in doghouse will not allect capa- 
bility to shut down main reactor & maintain safe condition. 

TUCKER.RB Duka Power Co 05/06/21 DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E H Licensing Branch 4 2pp 31254 155-31254-205 

••8506280104 "Evaluation of Main Steam line Break in Doghouse.” 

RtTCHIE.J.L . BAY.J*K . WEIDLER.R R Duke Power Co 85/05/31 49pp 31254 167- 
31264.205 


Q Inspection reports, IE Bulletins & correspondence 

8508210026 Responds to violations noted in Insp Rept 50-369/85 11. Corrective 
actions'radwaste technicians will be instructed to properly turnover procedures by 
physically pointing out which step shall be performed next 

TLfCKER.HB Duke Power Co 85/04/11 GRACE, JN. Region 2. Oflica of Director 
3pp, 31066 098-31056-100. 

B506210263 Responds to violations noted In Insp Repts 50-369/85 05 & 50-370/85* 
05 Violation denied Presence of two cans of penetrant malls In Level IV housekeeping 
area does not violate regulations 

TUCKER.H.B. Duke Power Co 85/04/11. GRACE,JN, Region 2, Office of Director. 
3pp 31056-224-31056 226 

8506240296 Responds to violations noted in Insp Repts 50-369/84-28 & 60*370/84- 
25 Corrective aclions.conlrol cables tor pumps of centrifugal charging & auxiliary teed 
water ays wrapped w/firo-rated insulating mail. 

TUCKEH.H B. Duka power Co 85/04/30 GRACE, J.N Region 2. Ollice of Director 
t4pp 31203 te3-31S03 186 

8506130027 Suppi 1 to IE Into Notice 84 55, “Seal Table Leaks at PWRs " Sve list end 
JORDAN.EL Division ol Emergency Preparedness & Er>gineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New York, Ino f07pp 31044 065 
31044-171 

8505130038 Suppi 1 to IE Into Notice 85 020, "Motor Operated Valve Failures Due to 
Hammering Etfocl.’' Sve Hat end. 

JORDAN.E.L. Division ot Emergency Preparedness & Enginooring Response (Post 
830103). 85/05/14. Consolidated Edison Co of New York, Inc. 107pp. 31044.172- 
31044:278 

8508270629 Forwards Insp Repts 60-380/85-03 & 50-370/05 03 on 641220 650120 & 
nollCB of vhhilon 

WALKER, n.D, Region 2. Office ol Director 85/05/16. TUCKER.H.B Duke Power Co 
2pp 31260 031-31260-048 

"0606270631 Notice of violation from Insp on 841220-650120 
• Region 2, Office Of Director. 85/05/16 2pp 31260 033 31250 034. 

"6606270650 Insp Repts 60 369/86*03 & 50*370/85 03 on 641220-850120 Violations 
noted.failure to follow operations procedures, failure to perform surveillance & lelluro 
to Implemeiit requiremenfs of Tach Spec Section 3.0.3 

ORDERS.W.. PIERSON.R . DANCE.H C Region 2, Ollice of Director. 35/05/03. 14pp 
31260 035-31250 048 

B60S200S90 IE Info Notice 85 039, “Audifeblllty of Electrical Equipment Qualification 
Records at Licensees Facilities." Sve list end 

JORDAN.E L Divlaion of Emergency Preparedness 8, Engineering Response (Post 
830103) 86/06/22. Consolidated Edison Co of New Yoik, Inc f06pp. 30837.258- 
30837-363. 

S60S200600 IE Info Notice 85-040, "Dofidencles in Equipment Qualification Testing & 
Cerllficafion Proceas," Sve list and. 

JQRDAN.E.L. DMalon of Emergency Preparedness & Engineering Response (Post 
830103). as/OS/22. Consolidated Edison Co. of New Yotk, Inc. fOBpp. 30048.166- 
30848.271. 

9505280181 IE info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TlD Elements " Svo list end 

JORDAN.EL. Division ol Emergency Preparedness & Engineering Response (Post 
B30103) 05/05/29. Consoiidaled Edison Co of New York, Ino. 120pp 30852.246- 
30652:363, 

8505280187 IE Info Notice 85 043, "Radiography Events at power Reactors." Sve list 
end 

JORDAN.E.L Ofvisfon Of Emergency Preparedness & Engineering Response (Post 
830103). 86/06/30. Consolidated Edison Co. of New York, Inc f20pp 30864:167- 
30864-287. 

850S28019S lE Info Notice 86*044, "Emergency Communication Sys Monthly Test." 3vc 
list end 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 66/05/30, Consolidated Edison Co. of New York, Inc. 121pp. 30864.045- 
30664-186, 

8506080677 IE Info Notice 85 046, "Potenlial Seismic Interaction Involving Movable In* 
Core Flux Mapping Sys Used In Wesilnghouse Designed Plants." Svo iisi end. 
JORDAN, E,L. iTIvlsIon of Emergency preparedness & Engineering Response (Post 
830103). 86/06/06. Cortsolldaled Edison Co of New York, Inc. f22pp. 30665 001- 
30865 046, 

8505060707 IE Ihfo Notice 65-046, "CtarlfIcaUon of Several Aspects of Removable Ra- 
dioactive Surface Contamination llmlls tor Transport Packages," Sve list end. 
JORDAN.E.L. Division ol Emergency Preparedness A Engineering Response (Post 
830103), 86/05/10, Consolidated Edison (Jo of New York, Inc. f24pp. 31043:301* 
31044:064 
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8S0S 140240 IE Into NoUca BS 047, “Potential El led ol Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves ” Svc list end 

JORDAN, EL Division ot Emergency Preparedness S Engineering Response (Post 
B30t03) 85/06/18 Consolidated Edison Co ol Now York. Inr t34pp 31266157- 
31268 304. 

8506140636 IE Info Notice 65-046, “Respirator Users Notice Defective Sell Contained 
Breathing Apparatus Air Cylinders Svc list end 

JORDAN,EL Division Ot Emergency Preparedness & Engineeriing Response (Post 
830103) 85/06/19 Consolidated Edison Co ol New York, Inc t23pp 31376 064 
31376 183 

8506250229 EN 65 011 A on 650621. order imposing civil monetaiy penally in amount ot 
$50,000 issued Action based on failure ol upper need miection accunnufator sys isola- 
tion valves to close at required water level Mitigation of penalty unwarranted 
0EACH.B, AXELRAD.J Director’s Office, Office ol Inspection and Enlorcomenl 85/ 
06/21 Ip 31160 220 31180 220 

BS062S0431 Forwards order Imposing civil monetary penally In amount of $50,000 lor 
violations noted during special safety insp orr 841102-03 Mitigation of penally unwar- 
mnled 

TAYLOR, JM Director’s Olfioo, Olfice ol Inspection and Enforcement 65/06/21 
TUCKER.H8 Duke Power Co 2pp 31196187 31196195 

-8606250439 Order Imposing civil monelaiv penally In amounl ol SSO.OOO lor violations 
noted during special safety insp on 841102 03 re (allure of upper head inieclion accu 
mulator sys Isolation valves to dose at required water level 
TAYLOR.JM Director’s Office. Office of Inspecllon and Enforcement 65/06/21 
Duke Power Co 7pp 31198 169 31198 195 


R. Periodic opsreting reports & related correspondence 

8568240044 Forwards monthly operating repts lor May 1985 Revised pages to Unit 2 
operating repts tor Mar & Apr also oncf 

TUCKEH,H.B Duke Power Co 85/06/14 Dlroclor’a Office. Olllco ol Inspection and 
Enforcement Ip 31203 318-31203 337 

■■8508240046 Monthly operating repts for May 1965 
REAVIS. J.A Duke Power Co 85705/31 12pp 31203 319-31203 330 

••8506240055 Revised monthly operating rept for Mar 1985 
REAVIS.J A. Duke Power Co 65/03/31 3pp 31 203-331 -3 1203 333 

-8506240059 Revised operating repi for Apr 1965 
REAVISJA Duka Power Co 65/04/30 4pp 31203.334-31203337 


S, Reportebla occurrences, LERs & rslated correspondence 


U. Congressional/Executivo Correspondence 

8506060077 Corrects any mischaracterizalions or misr^rosenlalions in 841220 Hr con 
corning Licciardo involvement in facility Tech Specs Tech Specs evaluation pioceed 
Ing at satislactory pace 

PALLAOINO.NJ Commissioners 05/05/17 MAHKEYEJ House of Rep . Encrav i 
Commerce 2pp 30762 021-30762 022 


V Operator Examinations 

8506160318 FOIA request lor Info re initial operator wriUon exam results on number cl 
posl-TMI-2 plants Info provided in 841211 Hr did pertain to initial exam results Tabk 
listing dates of fhitial frcensing end 

HANAUER.SH Technical Analysis Corp 84/12/20 FELTON, J M Division of Ruki 
and Records 2pp 30945 001-30945 002 

8506150321 Responds to FOIA request re 041211 response lo request for Info con 
cerning results ot initial written operator exams takers by candidates at lisi« 
plants Records placed In PDR Privacy Info doleted 

FELTON.JM Division of Rules and Records 65/03/27 HAAUER.SH Teclinical 
Analysis Corp 19pp 30945 003 30945 021 
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F. Security, medteal, emergency & fire protection plans 

8 5 06240296 Responds (o violations noted In Insp Ropis 60-360/84-26 & 50-370/8( 
25 Corrective actions control cables for pumps ol centrifugal charging & auxiliary Ice^ 
wafer sys wrapped w/tire rated insulating mail 

TUCKER.HB Duke Power Co 85/04/30 GRACE, JN Region 2, Office of Diicclor 
14pp 31203183-31203196 

8506200368 Notifies that Revs 15 & 16 lo radlotoglcol omergoncy plan S, Rovs 13 4 it 
lo crisis mgl plan moot stds of 10CFR50.47(b) & requlremonls of lOCFRSO.App E i 

BR^NLEE.V L Region 2. Office of Director. 05/05/22 TUCKER, H B Duke Pow 
Co Ip 31020 210-31020.219 

8506040099 Rov 17 to omergoncy plan W/6S0530 Hr. 

MCCONNELL.TL, TUCKER.H.B Duke Power Co 05/05/30 2epp 30702001 
30702 024 

8508260410 Summary of 650514-15 mootings & site visit w/uHl In Norih Carolina i» 
audit ol SPDS List ol ailendoea & viowgraphs end 

JABBOUR.K.N Licensing Branch 4 05/06/13. Licensing Branch 4 igcpp 
31226283 31227.117 


8606070686 Forwards Engineering Evaluation Ropi AEOD/EB07, "Electrical Interaction 
Between Units During Loss ot Offsite Power Event ol 84082 1 ’’ 

CHIRAMAL.M. Reactor Operations Anatyais Branch 85/05/17, SEYFRIT.K V. Reactor 
Operations Analysis Branch ip. 30798 OS 1 -30798 060 


8506240525 Advises that 850404 Rov 4 to safoguards contingency plan consisicstv/ 
provisions of 10CFR60.54(p) & acceplablo. 

WALKER.R 0 Region 2. Office of Director. 85/06/17 TUCKER. H B Duke Power Co 
2pp 31065 359-31065 360. 


-8508070889 “Eleclrlcal Intoractlon Between Units During Loss of Olfsile Power Event 
of 640821,” engineering evaluation rept 

CHIRAMAL,M Reactor Oparalions Analysis Branch. 65/05/17 9pp 30798 052- 
30798060 

8506140038 Advises lhal.due lo manpower requirements, submittal of LERs 369/83 13 
& 370/85-11 will bo delayed until 650614 & la.iespooiively LERs 370/85-08, 370/85- 
09 & 370/85-10 also delayed & will be submllled In near future 
TUCKER, H B Duke Power Co 05/06/03 Record Services Branch {Document Control 
Desk) 2pp 30909 03a-30900.039 

6606110468 NPDES noncompliatica notification on 850531. hydrazine & ammonium hy- 
droidde inadvertently released to collection basin lo Catawba River via turbine blag 
sump Turbine bldg sump routed lo treatment facility 

HALLER, V/ A. Duke Power Co 85/06^5. North Carolina, Stale ot 2pp. 30606.361- 
30808-362. 


rept on B50507,dlscover8d that analog channel operalionial test for 
lutran flux monitor not perlermed within 8 h prior to start ol core 
will be delayed until 050621 due to lack ol Investigating personnel. 

La aruAior nn aH/nKfnf. naanrrt eaniL^aa Q.nn/<h 


J. Insurance & Indemnity Inlormatlon 

8506100601 Fonvards Endorsemonls 02,17,/5 & 76,104,38 & 19 & 20 la NELIAPoiWJr 
NF-220,NF-269,NF-230,NF-164.NF-262 & NF-281 & Endorsomonla 70-,9.60 4 
61,82,20 & 12 & 13 to MAELU Policies MF-73.MF-n6,MF-9O.MF-44,Mr-108 4 NF- 
1 12,rospectlve1y. 

HOQGE.SO. Marsh & McLennan, Inc 05/05/26. DINITZ,!. Asslstanl Director lot Suts 
& Licensee Relations. 17pp 30793:312 30793.326 

8506110189 Submits required info demonatraling that util maintains tinanclal piolwthjn 
per 10CFR140.21 Info lor Catawba will bo submittod by 85070 1 
TUCKER, H B. Duke Power Co 05/06/03. DENTON, H.R Ollico of Nuclear RoatSor 
Regulation, Director. Ip. 30006.056 30606,056. 


P. Operating license stage documents & correspondence 


8608030390 Partial response lo FOIA request lor Itiroe calogorios ol documents to 1» 
made available at PDR re NSHCsApp A documents oncf & placed In PORSw:b 
continuing 

FELTON.J.M. Division of Rules and Records. 84/11/08 ADATO.M Union ol Cwv 
cetned Scientists 4pp. 30720 001 -30720 005 


-9506030605 Notice ol consideration of amends to LIconsoa NPF-0 & NPP 17 4(«o- 
posed NSHC dalerminatlons & opporlunlty for hearing re 830802 roquosl to iiWMie 
surveillance Intenral to 9 months Related info oncl. 

ADENSAM.E G. Licensing Branch 4 83/10/21. 21pp 30720 083 30720.063 


•8806030808 Nolico ol consideration of Issuance of amonds to LIcensoa NPF-0 4 FtPF- 
17 & pressed NSHC delermlnallons & opporlurrity (or hearing ro 630802 foosesi fa 
Change tech Spec 3.7.6 concerning Inoperable control area ventilation. 
AOENSAM.EQ Licensing Branch 4, 63/12/07. epp. 30720:084 30720*111 


1506060165 Forwards SER accepting licensee 831104 response to Ganorlc LlrKn. 
26, Item 1.1 re post trip review program description & procoduro 
NOVAK,T.M. Assistant Director for Licensing 05/05/30. TUCKER H B Duke Poiwr 
Co. 2pp. 30782.137-30782:144. o, uuxe 


-8606060168 SER accepting licensee response (o Qar\otlc Hr B3-2B Item 1 1 tepou’ 
trip review program description & procedure, 

• NRC • No Detailed Affiliation Given 85/05/30, 6pp, 30782:139-30762 144 


1506140668 Requests completion of post-resolutlon phase ol dlllorlna prof oowOhwi 
Tech Specs Recommends completion of licensing actions on 220 Herns 4 
remaining 160 Hems, 

LICCIARDO, R.B, Reactor Systems Branch 85/06/03 DENTON.H.H OHIto ol Nuci*. 
ar Reactor Regulation, Director. 2pp 30968 038-30908-202 
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-.0505020102 Hecotnmends complelion ol current action on Tech Spec priority 
ilema Review ol remaining 106 items by Dtv of Licensing necessary to ensure 
vaIid.saiB & complete action 

UCCIARDO.R B. Reactor Systems Branch 05/04/24 SHERON.B W Reactor Sys- 
tems Branch 2pp 3096B040-3096B041 

—6505160036 Responds to 850424 memo re Tech Spec concerns Clarification of which 
concerns would be addressed by Div of Licensing provided Branch conclusions on 
approx 330 concerns remain valid 

SHERON.B Reactor Systems Branch 85/05/0B LICCIARDO.R Reactor Systems 
Branch tp 30966 042-30968 042 

-6409110061 Forwards results ol review of Tech Spec concerns in response to Sheron 
840625 memo to Denton No concerns require immediate action. Lists approaches (or 
final resolution of remaining concerns 

BERNERO.RM Division of Systems integration (post 811005) 84/08/30 

EISENHUT.DQ Division of Licensing 3pp 30908,043-30968 050 

-6406218108 Forwards “McGuire Units 1 & 2 Proposed Tech Specs Review ol Proof & 
Review Copy," in response to 840411 request Rep t composed of two sections, pre- 
leview into & detailed review 

LlCCIARDO,R.B Reactor Systems Branch 04/06/11. SHERON.B W Reactor Sys- 
tems Branch 2pp 30968.051 -30968-202 

-0^6210191 “McGuire Units 1 & 2 Proposed Tech Specs Review of Proof & Review 

UcS'lARDO.H B Reactor Systems Branch 84/06/12 141pp 30968 053-30968 202 

6506170261 Forwards response to EG Adensam 850311 request for addi Into re per- 
totmance lesting of relief & safety valves, per NUREG-oys/.llem II. D 1 
TUCKER.H B Duke Power Co 85/06/12 DENTON, H R Office of Nuclear Reactor 
Regulation, Director ADENSAM, E.G, Licensing Branch 4 23pp 30956110 
30956 132 

6506190267 Submits add! info further clarifying ulil position on recelving.possossing & 
stonng irradiated Oconee Nuclear Station fuel assemblies under current License NPF- 
9 cofidilionSjper 850403 & 850514 proposed license amends 
TUCKER.H B Duke Power Co. 85/06/12 DENTON.H fl Office of Nuclear Reactor 
Regufalion, Director ADENSAM.E G, Licensing Branch 4 2pp 30995*282-30995 283. 

6S062<1C1138 Summary of 850530 operating reactor events meeting to brief Ofc 
Diieclor.div directors & representatives on events since 050516 meeting, Lit of 
attendee 8, viewgraphs & status of assignments end, 

CRUTCHFIELD.D Assistant Director for Safety Assessment 85/06/13 
THOMPSON.H-L Division of Licensing 25pp. 31165,316 31155*340, 

8508270271 Forwards DPC NF-2010A, "Nuclear Physics Methodology for Reload 
Design " Enel approved repl incorporates Standardization & Special Projects Branch 
8503(3 SER 

TUCKER.H B, Duke Power Co 85/06/14, DENTON, H R . THOMAS, C 0 Office of Nu- 
clear Reactor Regulation, Director. 2pp, 31233 141-31834 116 

-.6506270279 "Nuclear Physics Methodology for Reload Design." 

FLORES, L H . JEFFRIES, W.Q„ RANDLK.J H, Duke Power Co. DPC NF-2010A, 85/ 
06/30 334pp. 31233:143-31234 116 

05062 10062 Notifies that response to Generic Ltr 85-02 re steam generator tube Integri- 
ty & lube rupture mitigation in preparation, Requests add! 30 days to provide fully de- 
veloped response for each station Response due by 850717 
TUCKER. H.B Duke Power Co. 85/06/17. THOMPSON, H.L Division of Ltconsing, 
2pp 31024 364-31024 355 

8500250113 Forwards tabular summary ol key results from regional survey of plant-spe- 
cific Info to potential for unconlroiletl radiation exposures In PWR cavitiaSfper JQ Part- 
tow 8503 1 5 request. No further generic action needed 

TAYLOR.J M Director’s Office. Office of inspection and Enforcement 85/06/18 
MLIFLEY.T.E Region 1, Office of Director, 0pp 3 121 1*322-31 2 11. 330. 

8506260098 Forwards "Evaluation of Main Steam Line Break in Doghouse." Higher 
temps generated in event of main steam line break In doghouse will not affect capa- 
bilw to shut down main reactor & mafniain sate condition 

TUCKER.H B Duke Power Co. 85/08/21 DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director ADENSAM.E H. Licensing Branch 4. 2pp 31264,155-31854:205. 

-8506280104 “Evaluation of Main Steam line Break in Doghouse " 

RITCHIE, J.L, BAY.J,K . WEIDLER.R R Duke Power Co. 85/05/31. 49pp. 31254*157- 
31254.205 


Q. Inspection reports, IE Bulletins & correspondence 

8508210263 Responds to violations noted In Insp Rents 60-369/86-05 & 50-370/85- 
OS.Vlolation denied. Presence of two cans of penetrant malls in Level IV housekeeping 
area does not violate regulations. 

TUCKER.H.8. Duke Power Co 86/04/11, GRACE, JN. Region 2. Office of Director. 
3pp. 31056:224-31056 226. 

8506210494 Responds to NRC Hr re deviation noted in Insp Rept 50-370/86-07.Correc- 
live actlons’total core unloading & reloading procedures approved w/necessary limits 
& pre cautions, per IE Bulletin 84-03 

TUCKER.H B. Duke Power Co 65/04/26 GRACE.J.N. Region 2, Office of Director, 
2pp 31057.051-31057:252. 

0606240290 Responds to violations noted in Insp Repts 60-369/84-28 & 50-370/84- 
26 Corrective actions control cables lor pumps of centrifugal charging & auxiliary feed- 
water sys wrapped w/fire-rafed Insulating mall 

TUCKER, H B Duke Power Co, 86/04/30 GRACE.J.N. Region 2. Office of Direolor. 
1 4pp. 3 1 203* 1 83-31 203.1 96. 

65Cl5130<li27 Supp1 1 to IE Info Notice 64-55, "Seal Table Leaks at PWRs.” Svo list end. 
■JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14. Consolidated Edison Co, of New York, Inc. i07pp. 31044:065- 
3t044*l71. 

8566 130036 SuppI 1 to IE Into Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Effect," Svo list end, 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/05/14 Consolidated Edison Co. of New York, Inc. i07pp. 31044.172- 
31044*276 


8506270629 Forwards Insp Repts 50 369/85 03 & 50 370/85 03 on B41220 850120 & 
notice of violation 

WALKER.R D Region 2. Office of Director 85/06/15. TUCKER.H B Duke Power Co 
2pp 31250 031-31250.048 

-8506270631 Notice of violation from insp on 841220-8501 20 
‘ Region 2, Office ol Director 85/05/15 2pp 31250 033-31250 034 

-6508270650 insp Repts 50 369/85 03 & 50-370/85-03 on 841220-850120 Violations 
noted failure to fallow operations procedures, failure to perform surveillance & failure 
to implement requirements of Tech Spec Section 3 0 3 

ORDERS.W , PIERSON.R , DANCE.HC Region 2, Office ol Director 85/05/03 14pp 
31250,035-31250*048, 

8SD5200590 IE Info Notice 65 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of Now York, Inc. 108pp. 30837.256- 
30837 363 

8505200000 IE Info Notice 85 040, "Deficioncies In Equipment Qualification Testing & 
Certification Process " Sve fist end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co of New York, Inc 106pp 30840 166- 
30848:271. 

8505280181 !E Info Notice 05 042, "Loose Phosphor m Panasonic 800 Series Badge 
TLD Elements " Svo list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/20 Consolidated Edison Co of New York, Inc i20pp 30852 245- 
30852.383 

8505280187 IE Info Notice 85 043, “Radiography Events at Powor Reactors ” Svo list 
end. 

JORDAN.E L Division ol Emergency Prepaiedness & Engineering Response (Post 
830103) 05/05/30 Consolidated Edison Co of New York, Inc f20pp. 30064.167- 
30884.207 

650528019S IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost '* Sve 
list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co. of New York, Inc 121 pp, 30664 045- 

30864 iee. 

8S06060677 IE Inlo Notice 85 046. "Potential Seismic Interaction involving Movable In- 
Coro Flux Mepdng Sys Used In Westing^house Designed Plants," Sve fiat end, 
JORDAN.E L Division of Emergency Preparedness & Enginoering Response (Post 
030103) 85/06/06 Consolidated Edison Co ol Now York, Inc T22pp 30 885' 001- 

30865 046 

9506060707 IE Info Notice 85 046, "Ciarifi Gallon ol Several Aspects of Removable Ra- 
dloBClIvo Surface Contamination Limits lor Transport Packages " Sve list end. 
JORDAN, E.L. Division of Emergency Preparedness & Engineering Responso (Post 
830103), 85/03/10 Consolidated Edison Co of Now York, Inc 124pp 31043*301- 
31044.064 

9506 140240 IE Inlo Notice 86 047, "Potential Effect of Lino-Inducad Operation on Cor- 
lain Target Rock Solenoid-Operated Valves." Sve list end 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/06/10. Consolidated Edison Co of New York, Inc ia4pp 31268,167- 
31260.304 

6506140636 IE Into Notice 05-048. "Respirator Users Notice. Defodivo Selt-Conleined 
Breething Apparatus Air Cylinders." Sve list end 

JORDAN.E L Division Of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19. Consolidated Edison Co ol New York, Inc l23pp. 31376 064- 
31376*183 

8506250229 EN-85-01 lA’on 050621, order imposing civil monetary penalty In amount of 
$50,000 Issued Action based on failure of upper head Injection accumulator sys laola- 
(lon valves lo dose at required water lavel.Mlugallon of penalty unwarranted 
BEACH, B„ AXELRAD.J, Director's Office, Office of Inspection and Enlorcomenl. 85/ 
06/21 1p 31180220-31180 220 

8506250431 Forwards order imposing civil monetary penalty in amount ol $50,000 lor 
violations noted during special safety insp on 841102-03 Mlllgation of penalty unwar- 
ranted. 

TAYLOR, J.M Director's Office, Office of Inspection and Enforcement. 65/06/21, 
TUCKER, H.B Duke Power Co 2pp, 31198.187 31198.195. 

-8506250439 Order imposing Civil monetary penalty in amount ol $50,000 for violations 
noted during special safety Insp on 841102 03 re failure of upper heed Injection accu- 
mulator syslsolatlon valves to close at required water level 
TAYLOR, J.M Director's Office, Office of Inspecllon and Enforcement 85/00/21, 
Duke Power Co 7pp. 31198 189-31198:165, 


R. Periodic operating reports & related correspondence 

6506240044 Forwards rnonthly operating repts (or May lOSS.Revised pages to Unit 2 
operalltig rents for Mar & Apr also encl 

TUCKER, H.B, Duke Power Co 86/06/14, Director's Office, Office of Inspection and 
Enforcement, 1p 31203*318-31203.337 

-8506240048 Monthly operating rents tor May 1685, 

HEAVIS.J.A. Duke Power Co. 85/05/31. 12pp. 31203:310-31203:330. 

-6606240065 Revised monthly operating rept for Mar 1885. 

REAVIS, J.A. Duke Power Co. 85/03/31, 3pp 31203:331-31203:333. 

-6506240050 Revised Operating rept (or Apr 1985. 

REAVIS, J.A. Duke Power Co 85/04/30 4pp, 31203*334-31203*337, 
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S. Reporlabla occurrences, LERs & related correspondence 

8506070&85 Forwards Engineering Evaluation Rept AEOD/E507, "Efecirical Interaction 
Between Units During Loss of Ollsile Power Event of 840821 ” 

CHIRAMAL.M Reactor Operations Analysis Branch 85705/17 SEypRIT.KV Reactor 
Operations Analysis Branch Ip 3079S051-3D7ga060 

•>8505070689 ‘''Electrical Inleracllon Between Units Ounng Loss of Olfsite Power Event 
ol 840821,*’ engineering evaluation rept. 

CHtRAMAL,M Reactor Operations Analysis Branch 85/05/17 9pp 30793 052 
30708 060 

8506140038 Advises that, due to manpower requirements.submitlal of LERs 369/65-13 
& 370/85-11 will be delayed until 850614 & 18, respectively LERs 370/85-08,370/65 
09 & 370/85-10 also delayed & will be submitted In near future 
TUCKER.H B Duke Power Co 85/06/03 Record Services Branch (Document Control 
Desk) 2pp 30909 038-30909 039 

8506110466 NPDES noncompliance notificalion on 850531, hydrazine & ammonium hy 
droxide inadvertently released (o collectjon basin to Catawba River via turbina blog 
sump.Turblne bldg sump routed to treatment facility 

HALIER, W A Du1ie Power Co 85/08/05 North Carolina, State ol Sop 30BOB361- 
30808 362 


-8505050477 "Fire & Hose Stream Tests of TCO-001 Comenl,TCO-002 Medium Oena 
ty Silicone & TOO 007 Silicone Adhesive Used in Electrical Conduit & Blockoui Per«. 
l/atlons " Add) documentation end 

HOFF.T Transco, Inc TR.161 84/11/20 35pp 30719116 30716149 

6506250342 Revised emergency plan implementing procedures, Including flev 2 loLZP 
1200 2, "Classification of Noble Gas Release" & Rev 0 to LZP-1210-2, “Nucisar Aco- 
deni Roportmg Sys (NARS) Form,” 

* Commonwealth Edison Co 85/05/31 15pp 31 190 006 3119B 020 

8506140419 Discusses end FEMA 850513 memo re Grundy County corrective aeWn 
tor Category A deficiency identified during 841010 ofislle exercise of raddoged 

S ncy plan CounN has shown ability to timoly activate notdication sys 

,RW Federal Emergency Management Agency 85/06/11, JORDAN, ELOrn. 
Sion ol Emergency Preparedness & Engineering Response (Post 830103) 4 bo 
30898 105 3089B 109 ^ 

8506260520 Advises that 850524 Rev 21 to security plan consistent w/provisbns of 
10CFR50 64fp) & acceptable Changes to Sections 5 3 & 5 4 forwarded to WRR 
review. 

AXELSON.WL Region 3, Otilce of Direolor 85/06/12 FARRAR, D L Commornvsi'-ij 
Edison Co 2pp 31232 192 31232 193 


8508170655 LER 65 012 00 on 650508, during attempt to swap mam foedwator pump 
2A from auxiliary to main steam suppfy.pump tripped on high discharge 
pressure Caused by control sys not responding to speed controller W/ 6 50607 Itr 
DAY .J, TUCKER.H a Duke Power Co 85/06/07 5pp 30971 337-30971,341 

8606260491 ROon 8505 17, reactor taken critical below rod Insertion limits & shut down 
er Tech Specs Caused by overprediction of peak xenon worth Rept due 850617 will 
e delayed until 850628 duo lo work load rectuiromenls 
TUCKEh.H B Duke Power Co 65/06/17. Record Services Branch (Document Control 
Dosk) Ip 31232 028-31232 028 

8506260499 RO on 8 SOS 16, unplanned manual reactor trip occurred due to loss ol gen 
erator hydrogerv Event reportable per 10CFR50 73(a)(2](iv}Repl due 650617 will be 
delayed until 650627 due lo work load requirements 

TUCKER,HB Duke Power Co 85/06/17 Record Setvlcos Branch (Docurrvenl Control 
Desk) Ip 31232 029-3)232 029. 

BS86260662 LEH 85-01 1 OO'on 6505O4.auxiliary feedwater pumps actuated when mam 
feedwater pump 2A tripped on loto suction pressure Caused by pump 2B trip on 
emergency low flow during maint Circuitiy reca'ibr Personnel counseled W/85061 7 Itr 
DA Y,J, TUCKER, H.B, Duke Power Co 85/06/17. 4pp 31232 066-31232 069. 

8506260573 LER 85 015 OO on 85051 7,iipper head injection accumulator declared Inop- 
erable due to missed boron concentrallon verilication Caused by personnel 
overslohLVeriflcalicn pertormed.Eveni will be reviewed w/personnel W/85061 7 Itr. 
DAY. J. TUCKER.H B Duke Power Co 85/06/17 Spp 31232 093-31232 097 

8506240517 Part 21 rept re potential separalloA ot aluminum nameplate from Hevi-Duty 
Type SBW or SZO transformers in Nelson electric Class 1,035 volt motor control 
ctrs.w/potentlal short circuit Initially reported on 650616 

LAUQHLINiJ.R. Nelson Eleclric Co 65/06/19, Director’s OKIce, Otilco of Inspection 
and Entorcemenl 3pp 31062 103 31062.105 

8506270827 LER 65-009 OO.on 850429, wetor hammer occurred on main steam line 
2C.Cau8od by water accumulallon due to closure ol main steam line drain 
valves MSIV bypass valves closed W/a50620 Ur. 

DAY.J., TUCKER,H B Duke Power Co. 85/06/20 Spp, 31 249061-31249 065 


U. Congressional/ Executive Correspondence 

8606060077 Corrects any mlscharactenzatlons or mlsf^resontallona In 841220 Hr con 
cernlng Ucclardo tnvolvement In facility Tech Specs.tech Specs evaluallon proceed 
ing at satisfactory pace 

PALLADINO,N.J Commissioners 85/05/17 MARKEY.E J. House of Rep , Energy a 
Commerce 2pp. 30782 021-30782,022, 


V. Operator Examinations 

8500150318 FOIA request for info ra Iniffal operalor wntten exam results on number ol 
post-TMI-2 plants, Info provided In 841211 Hr did pertain lo Initial exam resutla Table 
listing dates of Initial licanaing end 

HANAUER,S.H. Technical Analysis Corp 84/12/28. FELTON, J.M, DMsion of Rules 
and Records 2pp. 30e45001-30945’002 

8506150321 Responds lo FOIA request re 841211 respronse lo request for Into con 
cernlng results ol Iniffal written operator exams taken by candidates at listed 
plants Records placed In FOR Privacy Inlo delated 

FELTON.J.M. tSvislon of Rules and Records 85/03/27, HAAUER.SH, Technical 
Analysis Corp. 19pp 30945,003-30945.021, 
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F. Security, medical, emergency & fire protection plans 

8606 1 40070 Rev to offsita procadure, Including revised Pages 3,5 & S of Index, Rev 14 to 
LZP-1 320-1, "Augmentation ol Plant Slafling" & Rev 1 to L2P-t650-12," Generating 
Station Emergency Plan Communications Sys '' 

* Commonwealth Edison Co, 85/04/01. 139pp, 30896'1 12-30896 250 

8506240326 Forwards Rev 21 lo security plan Rev resull of security program evaluation 
& review program Rav withheld (ref 10CFR73.21) 

FARRAR, DL, Commonwealth Edison Co. 85/05/24. KEPPLERJQ Region 3, Olflce 
ol DIraclor. Ip, 31203:182-31203.162. 

8506056466 Proposes listed revised acceplance criletfa for cracks & swaraUona In In- 
stallatlon & surveillance procedures lor all FIrecoda CT Gypsum & Thermatiber lire 
seals except seals lr> refuel floor area Test Rept TR-161 enc). 

MASS)N.H.L, Commoirwealih Edison Co, 8S/06/2B DENTON, H.R Office of Nuclear 
Reactor Regulation, Director. 3pp, 30719.100-30719.149. 


P. Operating license stage documents & correspondence 

8506030390 Partial response lo FOIA request for three categories ol documents lete 
made available at PDR re NSHCsApp A documents enef & placed in PDRSea'uk 
continuing 

FELTON.JM Division of Rules and Records 84/11/08 AOATO.M Union of Con- 
cerned Sclent is Is 4pp 30720 001-30720 005 

“B506040256 Notice of consideration ol issuance of amend to License NPF-t I & pro 
posed NSHC determination & opportunity lor hearing re 831209 request lor chanosk) 
Tech Spec requirements for fasi starts on diesel ganoralors 
SCHWENCEn,A Licensing Branch 2 04/01/20 9pp. 31407,103 31407 103 

8503150278 FOIA request lor list ol validated computer programs for processing ofk^ 
rate data & Hating ot Volumetries faulty program 

REYTBLATT.Z,\/ Warren Wilson College, Swannanoa, NC 65/03/08, DENTON, HR. 
Office of Nuclear Reactor Regulation. Director 2pp 31209.342-31209 343 

8506170077 Responds lo FOIA request for records re FIN B 04B9, ’'ConlafnmeiitL^a.k 
Rate Testing Program" & Quadrex Corp/NRC contracts Forwards documents ro FI.H 
8 0469 Documents also available in PDR No documents re Ouedrox sub] lo rccusst 
FELTON.J.M Division ot Rules and Records, FIN B 0489 85/03/SS 

REYTBLATT.ZV Warren Wilson College, Swannanoa, NC 7pp. 309071:^ 
30987.076 

-8212010008 Forwards list of plants for which leak tost ropts wore selected lorrevlf* 
by ORNL Leak testing criteria wilt bo prepared from review. W/o end 
ARNDT,EG Mechanical /Structural Engineering Branch 02/OB/I8 SHAPAKEfiJ 
Containment Systems Branch 4pp 30987.118 30987.121 

-850617041B "Conlainmeni Leak Rale Testing," monthly progress ropl for Aug I9ij2 
DOUGAN,JR Oak Ridge National Laboratory FIN 8 0489. 02/08^6. ARNDT, EQ 
Division of Engineering Technology 6pp. 3 0987' 127-30987 132 

8506240075 Fonvards numbering sys & map of TLD locations lor expanded enwan 
monilorino program to complete Inner TLD ring surrounding facility Curtont S rarod 
TLD numbers listed New locations & number revs will be efisetivo as ol 850701 
QOLDEN.JC Commonwealth Edison Co 85/05/21 KEPPLER.JQ Region 3, 0Pf« 
ol Director 3pp 31204 283 31204-285 

8606040562 Forwards SER accepting 841022 rosponso to roqulromonts of NUJ1EG 
0737, Hem II D 1 re ability of RCS rollof & safety valves lo luncllon undor expeclad 
operating conditions for design basis transients & accidents 
BUTLER,W.R Licensing Branch 2 85/05/22 FARRAR, D L Commonwoallh Edison 
Co 18pp 30724-166 30724 183. 

8S060S027S Forwards Amends 23 & 11 lo Licenses NPF-11 & NPF-10, respoctivsl)' A 
safely evaluation Amends incorporate administrative changes whicfi achieve agree- 
mont between Units 1 & 2 Tech Specs 

0UTLER,WR Licensing Branch 2 86/05/22 FARRAR,D,L Com monweallh Edison 
Co epp 30742.165-30742-230 

-8506050281 Amanda 23 & 11 to Licenses NPF-11 & NPF-lfl.respactivofy, Incorpert! 
ing admin Islrative changes which achieve agreement between Units 1 & 2 TKh 
Specs 

BlJTLER,W.R. Licensing Branch 2 85/05/22, 68pp 30742- 161 -30742, 226 

-8506050284 Safety evaluation supporting Amend 23 lo License NPF-11 A Amend II 
to License NPF-18 

* NRC • No Detailed Afllliallon Given 85/05/22, 2pp, 30742:229 30742 230 

8S0603016S Advises that proposed Tech Spec amend re reactor feodwater trSwatJ 
check valves Type C test will cause no adverse effect. 

PARKEn,MC llllnola. State of, Dept of Nuclear Safely. 85/05/23 DENTONHR. 
Office ol Nuclear Reactor Regulalion, Director Ip 30673,266 30873,260 

8506050263 Ack receipt ol 850410 submittal ol Topical Rept CE-1-A,Rev 34 Review wiB 
require more than 60 days to complete. 

SPESSARD,R L Region 3, Olfice of Director. 85/05/23 REEO,C, Commen'ivoaflA 
Edison Co 2pp 3O725'330-3O725.339 

8506050393 Requests approval ol proposed procedures to dispose ol licensed fna( 
contained In low level radioactivity contaminated sewage troalmenl plant slud^ Lsrrf 
application ol mail within plant restricted area propoaeo. 

MARSHALL, J.Q, Commonwealth Edison Co. 86/05/23. DIRCKS.WJ. Office of the £* 
eculive Director for Operations. 20pp 3071 2-360-307 13:01 6, 

8506050411 Forwards NEDO 30841, "La Salle Unit 1 Fine Motion CRD OemonslraKxi 
Test Descfiplion," for review & approvaLRept will serve as basis for ptann^ Tech 
Spec change request.Fea paid. 

MARSHALL, J.G. Commonwealth Edison Co. 85/06/23 DENTON,H R Office of Nu- 
clear Reactor Regulalion, Director 2pp. 3071 0-306-3071 8-333 
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~85(}6050418 "Lb Sa)!e Unit 1 Fine Motion CRD Demonstraiion Test Descnption " 
VILLA.R. LOWTON.RB General Electric Co NEDO 30841 85/03/31 26pp 

307118 308 30718 333 

6508060614 Forwards SER of Generic Ur 83-28, Item 1 2 re post-trip review data & mlo 
capabilities Capabilities acceptable 

SUTLER.W R. Llcenstno Brand) 2 85/05/24 FARRAR, D L Commonwealth Edison 
Co 3pp. 30784;001-30784 013 

-6506060623 SER of util 831 10S response to Generic Ur 83-88, Item 1 2 re post-trip 
review data & tnfo capabilities Capabilities acceptable 
•MRC. No Detailed Affillallon Given 85/05/24 lOpp 30784’004-30784 013 

8506140044 Responds to requests for addi info re Item 1 1 of Generic Ur 83-28, Horn 
1 1 re post-trip review Extension granted by Bournia for LaSalle County Station 
ALEXANDER.G, Commonwealth Edison Co 85/06/05 DENTON,H R Office of Nucle- 
ar Reactor Regulation, Director. 3pp 30894.115-30894 117, 

6606270423 Lists facllilies current & revised environ monitoring TLDs elfectivo 
850601. LaSalle Station TLDs will bo in effect as of Third Quarter 1085 TLDs not listed 
remain unchanged Map lor revised numbers end 

GOLDEN, J.C Commonwealth Edison Co 85/06/10 KEPPLER.J G, Region 3, Office 
Of Director Spp 31236 219 31236 224 

8506250182 Advises that proposed Tech Spec change to eliminate requirement of reac- 
tor water cleanup pump room ambient & differential temp measurements reviewed No 
adverse lindings determined 

PARKE H,M C Illinois. Stale of 85/08/20. DENTON.H Office of Nuclear Reactor Reg- 
ulation, Director Ip 31180' 102-31180,102 

8506270066 Advises that Revs 33,34 & 35 lo QA Topical Rept CE-1-A satisfy require 
monts of App 8 to 10CFR50 Changes to Section 7 resolve questions re procurement 
8CtlVltiO'S> 

SPESSARD.RL, Region 3. Office of Director 05/06/21, REED.C, Commonwealth 
Edison Co.2pp 31 235'207-3 1235-288. 


0. Inapecllon reports. IE Bulletins & correspondence 

6S061 80031 FOIA request for seven specified documents & ends 
GRABER.L NUS Corp, 84/10/29. Division of Rules and Records Ip 30908 268- 
30983-266. 

8605130027 Suppi 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
330103) 85/05/14 Consolidated Edison Co of New York, Inc I07pp, 31044 065 
31044,171 

8505130038 Suppi 1 lo IE Info Notice 85-020, "Motor-Ops rated Valve Failures Due to 
Hammering Effect " Svc list end. 

JORDAN.tL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14 Consolidated Edison Co of New York, Inc. T07pp 31044-1 72- 
31044:278. 

8505200590 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees FadlltlBs,’’ Svc list end 

JORDAHEL. Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/22. Consolidated Edison Co. of New York, Inc lOBpp 30837-268- 
30837:363, 

8S05206600 IE Info Notice 85-040, "Deficiondes In Equipment Qualification Testing & 
CerVflcallon Process " Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/22, Consoltdaled Edison Co ol New York, Inc. f06pp 30848-166 
30B48 271. 

«$06050oe5 Forwards Insp Repts 50-373/85-12 & 60-374/85-12 on 850409 0513 & 
notice of violation W/o notice. 

SHAFER, WD Region 3, Olfico of Director, 85/05/22 REED.C Commonwealth 
Edison Co. 2pp. 30733.2e7-30733-2B1 

-8506050072 Insp Repts 60-3?3/e5-12 & 60-374/85-12 on 050409-0513. Noncompli 
ance noted. failure to have adequate procedure for preventive maint & (allure to follow 
procedure for obtaining permission for repair work 

CHRISSOTIMOS,N. Region 3, Office of Director 85/05/22. 13pp. 30733-269 
30733-281, 

8506050029 Forwards Insp Repts 60-373/85-13 & 50-374/85-13 on 850423-26 & notice 
of noncompfiance. 

HARRIS N.J.J, Region 3, Office of Director. 85/05/23. REED,C. Commonwealth 
Edison Co. 2pp. 3O7^5-202-3O726:299 

-6506650035 Notice of noncompliance from Insp on 650423-26 
HARRISON,J J. Region 3, Olfice of Director. 65/05/23. 2pp. 30725-264-30725 285 

-65D60S0046 Insp Repts 60-373/85-13 & 60-374/85-13 on 850423-25, Violations 
noledifallure to assure HVAC safety-related temp Indicator controllers set to specified 
a oatibr values & inadequate Implementation of procedures 
FALEV)TS,2„ TANi.K., WILLI AM S.C.O. Region 3, Office of Director, 85/06/21, 14pp. 
30726:266-30725:299. 

8505280181 IE Info Notice 85 042, "Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements." Svo list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29. Consolidated Edison Co. of New York, Inc. 120pp. 30852:245- 
30852-363 

8505280187 IE Into Notice 85 043, "Radiography Events at Power Reactors" Svc list 
end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103} 66/05/30. Consolidated Edison Co. of New York, Inc. i20pp, 30864.167- 
30684:287. 

6505260196 IE Info Notice 85-044, "Emergency Communication Sys Monthly Test " Svc 
Itsl end. 

JOROAN,E.L, Dhrlebn ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30, Consolidated Edison Co. of New York, Inc. I2lpp, 30864.045- 
30864:166 


8506060677 IE Info Notice 85 045, "Potonlial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westinghousa Designed Plants " Svc list end 
JORDAN, E L Division ol Emergency Proparednesa & Engineering Response (Post 
830103) 85/06/06 Consolidaled Edison Co of New York, Inc t22pp 30865 001- 
30665 046 

8508180574 Forwards Insp Repts 50-373/85 16 & 50-374/85-16 on 850509,13-14 & 
20 22 & notice of vfotatiorj 

REYES, L A Region 3, Office of Director 65/06/06 REED|C, Commonwealth Edison 
Co 2pp 31004 060-31004 061 

-8506 180 578 Notice of vloiation from Insp on 850509-24 
REYES, LA Region 3, Office of Director 85/06/06 Ip 31004 052-31004 052, 

-8506180582 Insp Repts 50-373/85-16 & 50 374/85-16 on 850509-24 Violation 
noted failure to implement inservice testing program per ASME Code 
ENQ.PL, WOHLD.PR, GULDEMOND.WG Region 3, Olfice ol Director 85/06/06 
Spp. 31004.053 31004 061 

-8504190012 Responds lo 841114 request (or technical assistance ro testing of max 
stroke time as part of Inservice testi rig program Procedures not in accordance w/ Sec- 
tion Xl.Subsection IWV-3417 of ASME Code requirements 

THOMPSON.H L Division of Licensing 85/04/1 1 SPESSARD.R L. Region 3. Olfico 
Of Director. 2pp 31004 082-31004 066. 

-8410310182 Discusses requests lor relief from leak testing requiremonla per Seciion 
II, Subsection IWV-3420 of ASME Code Weighted approach believed most appropriate 
method of assigning allowable leak rales 

EISENHUT.D.G Division of Licensing 84/10/19 SPESSARD.R L Region 3. Olfico of 
Director 2pp 31004 067-31004 070 

-8004250217 Requests guidance re starting point for time periods In Tech Spec 
ACTION statements when equipment dadareo Inoperable Licensee procedures must 
require prompt review when test results fell outside acceptance criteria 
LEWIS.R.C Region 2, Atlanta, Reader Operations Nuclear Support Branch 60/02/ 
01. BRYAN, S,E Division of Reactor Operations Inspections Spp. 31004,071- 
31004,073, 

8506110374 Forwards Safety Insp Repts 60-373/05-14 & 50 374/05-14 on 650609-10 
& 1 3-1 6 & nollcG of violation. 

PAPERIELLO.CJ Region 3. Otiioe of Director 85/06/07 REED.C Commonwealth 
Edison Co 2pp 30813 279-30813-291, 

“8506110378 Notice ol violation from insp on 850509 28 
PAPERIELLO,C,J. Region 3, Olfice of Director 85/06/05 2pp 30813-201-30613.282 

-8506110386 Insp Repts 50-373/85-14 & 50-374/B5 14 on 650509-10,13-15 & 20.Vio- 
lations noted.workers wearing personnel lilm badges on trouser pockets & two work- 
ers at frisKor stations did not survey hands & shoes 

MILLER, DE„ PAUL.BA, GREGER.LR Region 3, Office ol Director. 85/06/08. flpp 
30813 283-30813.291 

6506060707 IE Info Nolico 05-046, "Clarification ol Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages." Svo list enef. 
JORDAN, EL, Division ol Emergency Preparedness & Engineering Response (Post 
830103) 86/06/10, Consolidated Edison Co. Ol New York, Inc, r24pp 31043-301- 
31044 064 

8506140240 IE Into Notice 85 047, ‘’Potential Ellect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Svo list end. 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co. of New York, Inc. r34pp 31268:157- 
31266.304. 

6506140036 IE info Notice 65 048, "Respirator Users Notice-Defective Sell Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
030103), 05/06/19 Consolidated Edison Co. of New York, Inc. 123pp 31376.064- 
31376;-|83. 


R, Periodic operating reporie & related correspondence 

651)61 10231 FOIA request lor 1963 annual rept. (or safely relief valve challenges ol 
listed plants & annual plant mod, tests & experiments rept for 1083 per 10CFR60.69. 
PEDRO, J NUS Corp. 84/10/26 Division of Rules and Records 1p, 30830,140- 
30639:140 

8506110242 Responds to FOFA request for 1903 annual plant mod, tests & experiments 
& safety relief valve challenges repts Forwards App R documents.App A documents 
available In PDR Availability of repts listed by facility. 

FELTON, J.M. Division of Rules and Records 84/12/20 PEDRO, J. NUS Corp 6pp. 
30839’141-30a41'130. 

8508180325 Monthly operating repts lor May 1085W/85O61Q itr. 

ROHRER,R,J. DIEDERICH,Q.J, Commonwealth Edison Co. 86/05/31, 33pp. 
30993.050-30993 082. 


8. Reportable occurrences, LCRe 8 related correspondence 


8606050212 LER 8S-040-0O.on 660423 & 0505 jammed chemcassette tape In ammonia 
detector B of Train A ol control room/auxlllary electrical equipment room HVAC trig- 
gered alarms for high chlorina/ammonia concentration. W/B50521 Itr 
ROHRER,R.J. DIEDERICH.QJ, Commonwealth Edison Co. 85/05/21, 4pp. 

30726.189-30726-192. 

8506140656 LER 86 041-00;on 050505, (an OVC03CA for emergency makeup Train A of 
control room auxiliary electrical room HVAC started for no apparent reason.Causa 
undetermined.Trip reset S fan secured, W/ 850630 Hr. 

ROHRER.R.J., DIEDERICHjG J. Commonwealth Edison Co, 85/05/30, Spp. 

30918-358-30918.360, 
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8SaS170329 LER 85-042-00 on 850505, high chlorine/ ammonia concent ralion alarm re 
coived for control room/ auxiliary electrical equipment room HVAC Tram B Caused by 
faulty lake up reel in ammonia detector Dot odors returned to svc W/650530 Itr 
ROHRERpRJ, DIED ERICH, GJ Commonwealth Edison Co 85/05/30 4pp 

30973022-30973 025 

8506070567 PNO-III 85-044 on 85053 Vurtit manually scrammed due to decreasing 
vacuum m condenser Caused by rupture of flexible expansion joint on discharge side 
of circulation pump tB flooding crib house & causing loss of all svc wafer 
CHRISSOTIMOS.N, SHAFER, W Region 3, Office of Director 85/06/03 fp 
30753 187-30753 187 

8506170547 LER 85 043 00 on 85050a,high chlorine detector actuated lor Train B of 
control room Caused by false actuation of one or both chlorine detectors of control 
room/auxiliary electrical equipment room HVAC (VC/VE) sys W7850606 Ur 
ROHRERpRJ, OfEOERlcKGJ Commonwealth Edison Co 85/06/06 4pp 

30972 140 30972 143 

8506200376 LER 85-044-00 on 850509, ESF tfamper actuations occurred when Tram 8 
control room HVAC sys chlorine detectors alarmed Probable cause Is radio frequency 
Interference Action Item Record 373 200 85 00072 vmltan re prob la m W/B 50607 Ur 
ROHRERpRJ, DIEDERiCHpQJ Commonweallh Edison Co 85/06/07 4pp 

31020 231-31020 234 

8506240131 Conlirmalory Action Ltr CAL Rill 85-07 re 650614 telcon concerning Im- 
properly installed instrumentation & loss o1 automatic actuation of ECCS capability 
from 850605-10 Actions listed will be completed prior to startup of Unit 2 
KEPPLER.JG Region 3, Office of Director 85/06717 REEO,C Commonweallh 
Edison Co 2pp 31060 148-31060 149 


V Operator Exam In all on a 

8S0S150318 FOIA request lor info re Initial operator written exam results on number of 
posl-TMI-2 plants Info provided in 841211 Itr did pertain to Inilial exam results Table 
listing dales of initial licensing end 

HANAUERpSH Technical Analysis Corp, 84/12/28 FELTON,JM Division of Rules 
and Records 2pp 30945 091-30945 092 

8598160321 Responds to FOIA request re 641211 response lo request for Info con- 
cerning results of inllial wrilten operator exams taken by candidates al listed 
plants, Records placed in PDR Privacy Info deleted 

FELTONJ M Division of Rules and Records. 85/03/27. HAAUER.S H, Technical 
AnalysisCorp 19pp 30945 003 30945 021 


DOCKET 59-374 LASALLE COUMTY STATION, UNIT 2 


8S0605027S Forwards Amends 23 & 11 to Licenses NPF-11 & NPF-18, respectiyalv t 
safoty ovaluallon Amends incorporate administrative changes which achieve a9il«- 
mont between Units 1 & 2 Tech Specs 

BUTLER,WR Licensing Branch 2 85/05/22 FARRAR, DL Commorweallh Ediscn 
Co 6pp 30742155-30742 230 

-8506060281 Amends 23 & 11 lo Licenses NPF-11 & NPF-18,ro spec lively, incorpori' 
Ing administrative changes which achieve agreement between Units 1 & 2 Tech 
Specs 

BUTLER,WR Licensing Branch 2 85/05/22 60pp 30742'1 61-30742 228. 

-8S06050284 Safety evaluation supporting Amend 23 to License NPF-11 & Amend ii 
to License NPF- 18 

* NRC • No Detailed Affilialion Given 85/05/22 2pp 30742 229 30742 230 

6506030168 Advises that proposed Tech Spec amend re reactor feedwater laloird 
check valves Type C test will cause no adverse olfoci 

PARKER, MC Illinois, State ol, DopI of Nuclear Safety. 05/05/23 DENTON lift 
Office of Nuclear Reactor Regulation, Director. 1p 30673 266 30673 266 

8606050263 Ack receipt of 850410 submittal of Topical Rept CE-1 A,Rov 34,ri:ovlswwvl 
require more than 60 days to complete 

SPESSARD,RL Region 3, Office ol Director 85/05/23 REED,C Commonwci''iii 
Edison Co 2pp 30725 338-30725 339 

8606050393 Requests approval of proposed procedures to dispose of licensed mil 
contained in low level radioactivity contaminated sewage Ireatmont plant sludge Lind 
application ol mall within plant restricted area proposoef 
MARSHALL,JG Commonwealth Edison Co 85/1)6/23 DIRCKS,WJ Olfico of thaEi 
ecullvo Director for Operations 20pp 30712,359 30713 016. 

8506060614 Forwards SER of Generic Llr 83-28, Item 1 2 re post trip review dala S Info 
capabilities Capabilities acceptable 

Bl)TLER,W R Licensing Branch 2 85/05/24 FARRAR, D L Commonwealth Edison 
Co 3pp. 30784 001-30784 013. 

-8506060623 SER of util 831106 response to Generic Llr 83-26, Hem 1 2 ro poiitro 
revlow data & Info capabilities, Capabilities acceptable 

* NRC • No Detailed Affiliation Given. 05/05/24, lOpp 30784'.004 30704 013 

8SD6140044 Responds lo requests lor addi info ro Item 1,1 of Qonoric Ltr B3 29 ,('mi 
1 1 ro post-lfip roview Extension nranted by Hournla for LaSallo Counlv Slalion 
ALEXANDER, G Commonwealth Edison Co. 85/06/05 DENTON.H R Olfico ol Nuc'4- 
ar Reactor Regulation, Director. 3pp. 30894 1 1 6-30894 1 1 7 


F. Security, medical, emergency & tire protection plans 

8596140070 Rev lo offsite procedure .including revised Pages 3,5 ft 6 of index, Rev 14 lo 
LZP-1320 1, "Augmentation ol Plant Slaffirsg" ft Rev 1 lo LZP-1550-t2," Generating 
StBlion Emergency Plan Communications Sys " 

' Commonwealth Edison Co 65/04/01 139pp 30896.112 30896 260 

8598240326 Forwards Rev 21 to secunty plan Rev result of security program evaluation 
ft review program Rev withheld (ref 10CFR73 21), 

FARRAR, D.L Commonwealth Edison Co 85/05/24 KEPPLER.J Q. Region 3. Office 
of Director Ip 31203 162-31203 162 


8506270423 Lists facilities current & revised environ monitoring TLDs eficelve 
650801 .LaSalle Station TLDs will be In effect as of Third Quarter 1 085 TLDs not telvi 
remain unchanged.Map for revisod numbers end. 

GOLDEN, JC Commonweaflh Edison Co 85/06/10, KEPPLER.JG Rooion 3, Oif<e 
of Director, 6pp, 31236 219-31236,224, 

8508260010 Application for amend lo Licenso NPF-1 8, changing Tech Spocs lotovise 
inslrumonl response lima (or main steam lino low prossuro Irip function In Tablo 3}? 
3 from 1 to 2 8 Fee paid. 

RYBAK.B Commonweallh Edison Co 86/08/14. DENTON.H R Olfico of Nuctesr fie- 
actor Regulation, Director 4pp 31218 206-31 2t6'303 


8506050466 Proposes listed revised acceptance criteria (or cracks ft separations in in- 
stallallon ft surveillance procedures (or all Firocode CT Gypsum ft Thormafiber fire 
seals except seafsin refuel floor area Test Rept TR-161 end 
MASSIN.H L. Commonweallh Edisott Co 86/05/28 DENTON.H R. Olfico of Nuclear 
Reactor Regulation, Director 3pp 30719 109 30719,149, 

-8506050477 "Fire ft Hose Stream Tests of TCO-001 Comonl,TCO-002 Medium Densi- 
ty Silicone ft TCO-007 Silicone Adhesive Used in Electrical Conduit ft Blookout Pene- 
trations " Add I documentation end 

HOFF.T. Transco, Ino TR-161 84/11/20 36pp 30719.116-30719.149 


-8608260013 Proposed Tech Spocs revising Inslrumonl rosponao lime lor mam sleiTk 
line low pressure trip function In Table 3 3 2-3 from 1 to 2 a, 

• Commonweallh Edison Co 85/06/14 4pp 31210:300 31218.303 

8606260176 Informs of completion of revlow of proposed Tech Spocs amend changsle 
main steam line low pressure instrument response lime No adverse findings oe'er- 
mlned as result of review, 

PARKER.H.C. Illinois. State of, 86/06/20 DENTON.H, Office ol Nuclear Reactor Rio- 
ulaflon. Director. 1 p, 31 1 80, 1 62-3 1 1 80, 1 52, 


8506250342 Revised emergency plan Implamentingprocedures.includlng Rev 2 to L2P- 
1 200-2, "Classification of Noble Gas Release" ft Rov 0 to L2P 1210 2, "Nuclear Acci- 
dent Reporting Sys (NARS) Form." 

* Commonweallh Edison Co 85/05/31. 15pp 3119&'006-3119a 020. 

8506140419 Discusses end FEMA 850513 memo re Grundy County correcflve actions 
for Category A deficiency Identified during 641010 offsite exercise of radiological 
emergency plan County has shown ability to llmely activate notification sys, 
KRfMM.RW Federal Emergency Management Agency 85/08/11 JORD/iN|E.L. DM 
sfon of Emergency Preparedness ft Engineering Response (Post 830103) 4pp 
30898 106-30898,1 09, 


6506260620 Advises that 860524 Rev 21 to secunty plan consistent w/provislons ol 
10CFR6054(p) ft acceptable, Changes lo Sections 5,3 ft 6.4 forwardeefto NRR lor 
review 


AXELSON.W.L Region 3. Office of Director. 85/08/12. FARRAB.D.L. Commonweallh 
Edison Co 2pp. 31232:182-31232.193 


P. Operating license stage documents ft correspondence 


8506260182 Advises that proposed Tech Spoo chango lo eliminate roqulramonl ofrruc- 
tor water cleanup pump room ambionl ft differential temp moasuromonls rovfewsdNo 
advorsQ findings determined. 

PARKER, M C, Illinois, Slate ol, 85/06/20 DENTON.H, Office of Nuclear Ronctor tlw- 
ulatlon, Director, 1 p, 31 1 80, 1 02-31 1 80:1 02 

8506270066 Advises that Revs 33,34 ft 35 lo QA Topical RopI CE-I-A satisfy roqwo- 
adMfies* ^ 10CFR60 Changes lo Secllon 7 resolve questions to procuromer^ 

SPESSARD.R.L. Region 3, Office of DIreolor, 86/08/21, REED.C CommoriwBii^ 
Edison Co 2pp 31 235.287-31 235:288. 


Q, Inspection reports, IE Bulletins ft correspondence 

6506180031 FOIA request (or seven specified documents & ends, 
niwnfllfili'' 84/10/29. Divielon of Rules and Focords, 1p 3090676ft 


B593150276 FOIA request for list of validated computer programs lor processing of leak 
rata data & listing of Volumetries laulty program 

REYTBLATT.Z V. Warren Wilson College, Swannanoa, NC 85793/08, DENTON, H.R. 
Office oJ Nuclear Reactor Regulation, oirector. 2pp 31209,342-31209:343 


\ 1° "Seal Table Leaks al PWHs." Svc bsi end 

Pfeparednasa & Engineorinn Rospontie CiH»i 
Consolidated Edison Co, of New York, Ino wpp 3104* 05ft 

31044'171 


8698240076 Forwards numbering sys ft map ol TLD locafions (or expanded environ 
monitoring program lo complete inner TLD ting surrounding facility Current ft revised 
TLD numbers listed, New locations ft number revs will be effective as of 850701 
GOLDEN, J.C Commonwealth Edison Co 85/05/21. KEPPLER.JQ, Region 3, Office 
of Director 3pp. 31204'2ft3 31204 285, < o, 


505130038 SuppI 1 to IE Info Notice BS-020, "Molor-Operaled Valve Failures Ous 1c 
Hammering Efioct.” Svc list end. 

Pfaparedness ft Englnoerfng Rosponse (Pos 
830103^^85/05/14. Consolidated Edison Co of New York, Ino i07pp 31044 lT2 


8606040562 Forwards SER acceplfng 841022 response to requirements of NUREQ- 
0737, Hem II.D.1 re ability of RCS rallaf A safety valves to function under expected 
operating conditions (or design basis transients ft accidents. 

BUTLER.WR. Licensing Branch 2 85/05/22, FARRAR, DL. Commonwealth Edison 
Co, IBpp, 30724’168-30724’183, 


al M Nofice 85-039, "AudKabllity of Electrical Equipment QuakfjCiKx 
Records al Licensees Facilities." Svc iist end 

Pfepar«»ne88 ft Enginooring Response |Po4 
85/05/22, Consoiidaled Edison Co, ol New York, Ino, lOOpp ^0837.258 
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I5'05'200'6CO IE Info Notice 85 040, “Deliciencies in Equipment Qualification Testing & 
Certification Process ” Svc list end 

JOFIDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/05/22 Consolidated Edison Co of New YorR. tnc foepp 30840 166- 
30848 271. 

B506050065 Forwards Insp Repts 50 373/85-12 & 50-374/85-12 on 850409 0513 & 
notice of violation W/o notice 

SVIAFER.WD Region 3, Office of Director. 85/05/22 REED.C Commonwealth 
Edison Co 2pp 30733 267-30733 281 

-8506050072 Insp Repts 50-373/05-12 & 50-374/85-12 on 850409 0513 Noncompli- 
ance noted failure to have adequate procedure lor preventive mainl & failure to follow 
procedure for obtaining permission for repair work 

CHRISSOTIMOS.N Region 3. Office of Director 05/05/22 13pp 30733 269- 
30733 281, 

8506050029 Forwards Insp Repts 50-373/85'13 & 50-374/85-13 on 850423-25 & nolico 
of noncompliance 

HARHISON.JJ Region 3, Oflice ol Director. 05/05/23 REEO.C Commonwealth 
Edison Co 2pp 30725 282-30725 209 

-6506050035 Notice of noncompllanco from insp on 850423-25 
HARRISON.JJ Region 3. Office ol Director 85/05/23 2pp 30725204-30725285. 

-8506050045 Insp Repts 50-373/85-13 & 50 374/85-13 on 850423-25 Violations 
noted failure to assure HVAC safely-related lernp Indicator controllers set to spocifiad 
& calibr values & inadequate implementation of procedures 

FALEVITS.Z, TANI.K, WILLIAMS.CC Region 3. Office ol Director 85/05/21 14pp 
30725 286 30725 299 

8505280161 IE Info Notice 05-042. "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements" Svc list end 

JOHDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
&30103]i 85/05/29 Consolidated Edison Co of New York, Inc 120pp 30852 245- 
30852 363 

6505230187 IE Info Notice 85 043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidaled Edison Co ol Now York, Inc 120pp 30864 167- 
30864 287 

850526019$ IE Info Notice 85-044, "Emergency Communication Sys Monthly Test '* Svc 
list end 

JOBDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30. Consolidated Edison Co. of Now York, Inc f21pp 30864 045- 
30864 166 

8506060677 IE Info Notice 86 045, "Potential Seismic Interaction Involving Movable In- 
Coie Flux Mappng Sys Used In Woslinghouso Designed Plants " Svc list end 
JOROAN.EL Division of Emergency Preparedness & Enginooring Response (Post 
830103) 85/06/08 Consolidated Edison Co of Now York, Inc 122pp 30065 001* 
30 B6 5 046 

8506180574 Forwards Insp Repts 50 373/85 16 & 50 374/85-16 on 860509,13-14 & 
20 22 & notice of violation 

REYES.L A Region 3. Ollico of Director 85/00/06 REED.C, Commonwealth Edison 
Co 2pp 31004 050 31004 061 

-8508160578 Notice ol violation from insp on 650500 24 

REYES.L A Region 3, Office ol Direcior 05/06/06 Ip. 31004 052-31004'052 

-8506180$82 Insp Repts 50-373/05-16 & 50-374/65-16 on 650509-24. Violation 
noted failure to implement insetvice testing program per ASME Code 
ENG.P L . WOHLD.P.R , GULDEMOND.WQ Region 3, Office ol Director. 85/08/06 
9pp 31004.053-31004-061 

8506110374 Forwards Safety Insp Repts 50-373/85 14 & 50-374/85-14 on 850509-10 
& 13-15 & notice ol violation 

PAPERIELLO.C J Region 3. Office of Direcior 85/06/07 REED.C Commonwealth 
Edison Co 2pp. 30B13 279-30613 291 

-B5061 10376 Notice ol violation from Insp on 850509-20 
PAPERIELLO.C J. Region 3, Office of Dlroctor 85/06/05 2pp. 30B13.261-30eiS-2a2. 

-8506110388 Insp Repts 50-373/85-14 & 60-374/85-14 on 850509-10.13-15 & 28 Vio- 
lations noted workers wearing personnel film badges on trouser pockets & two work- 
ers al Irlsker stations did not survey hands & shoes 

MILLER, D E , PAUL.R A , GREGER.L R Region 3, Office of Director 86/06/06. 8pp. 
30813:283-30813.291 

8506080707 IE Info Notice 85-046, "Clarilicatlon ol Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages." Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830t03j 85/06/10 Consolidated Edison Co. of Now YorK, Inc i24pp 31043301- 
31044 064. 

8506140240 IE Info Notice 65-047, "Potential Effect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Svc list end. 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103). 85/06/18. Consolidated Edison Co. of New YorR, Inc. I34pp. 31268.157- 
31268 304. 

6 506140638 IE Info Notice 85 048, "Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDAN, E.L Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/06/19. Consolidated Edison Co. of Now York, Inc. f23pp. 31376,064- 
31376:183 


R, Periodic operating reports A related oorreapondence 

8506110231 FOIA request (or 1983 annual rept for safety relief valve challenges of 
listed plants A annual plant mod.lests A experiments rept (or 1983 par 10CFBS0,69. 
PEDRO,J. NUS Corp. 84/10/26 Division of Rules and Records Ip. 30839:140- 
30838:140. 


8506110242 Responds lo FOIA request for 1983 annual plant mod, tests A experiments 
A safety relief valve challenges repts Foiwards App B documents App A documents 
available in PDR Availability of repts listed by facility 

FELTON, JM Division of Rules and Recoras 84/12/20 PEDRO, J NUS Corp 5pp 
30839 141-30841-130 

8506180325 Monthly operating repts for May 1985 W/8 50610 Hr 
ROHRER.R J . DIEDERICH.G J Commonweallh Edison Co 65/05/31 33pp 
30993 050 30903 082 


S. Reportable occurrences, LERs A related correspondence 

8508040700 LER 05 020 00 on 850424 .svc water monitor not sampled once per 6 h 
while inoperable Caused by personnel mistakenly told to sample Unit 2 RHR svc 
water monitor A Memo Issued re ellective verbal communication W/8505 17 Itr 
SCHU5TER.JA. DIEDERICH.G J Commonwealth Edison Co 85/05/17 4pp 
30708,228-30708 231 

8506040164 PNO-1 11-85 042 on 850527,securitv personnel discovered water bubbling out 
of ground near condensate storage lank Caused by broken pipe 20 It below 
ground Leak hailed when personnel closed vatve, Isolating lank 
GREGER.L R, PAPERIELLO.C J Region 3, Olfice ol Director 85/05/28 Ip 
30701 316 30701 315 

8506070188 LER 85 02 1 00 on 8S0503,during cold shuldown,dlscovered that cables 
from sensors in reactor bldg basement to control room improperly labeled Probably 
caused by Inilial const error Sensors replaced.W/850529 Hr 
WITTENBURG.KC, DIEDERICH.G J Commonwealth Edison Co 85/05/20 5pp. 
30800 206 30800.212 

8506170544 LER 85 022 OO.on 650510, reactor scram occurred due to higli spikes on 
Intermediate-range manlier C Caused by equipment failure Nature ol failure still under 
investigation W/850605 Itr. 

LYONS.JD., DIEDERICH.G J Common.woallh Edison Co 85/06/05 4pp 30972 144- 
30972.147 

8508240131 Confirmatory Action Ltr CALRIII-SSO? ro 8SQ614 lelcon concerning Im 
properly Installed Instrumentation A toss of automatic actuation of ECCS capability 
from 850605-10 AcUons listed will bo comptetod prior to startup of Unit 2 
KEPPLEH.J.G Region 3, Olfice ol Director 85/06/17 REED.C Commonwealth 
Edison Co 2pp. 31060 148-31060 149 


V. Operator Examinations 

8506150318 FOIA request lor into re Initial operator written exam results on number ol 
post-TMl 2 plants Into provided In 841211 Ur did porlaln to Initial exam results Table 
listmg dates ol Initial licensing end. 

HANAUER.S.H Technical Analysis Corp 84/12/28. F ELTON. J.M Division of Rules 
and Records 2pp. 30D45 001-30945 002 

8506160321 Responds to FOIA request re 041211 response to request lor Info con- 
cerning results of initial written operator exams taken by candidates at listed 
plants Records placed in PDR. Privacy Info deleted. 

FELTON. JM Division ol Roles and Records. 85/03/27 HAAUER.SH. Technical 
Analysis Corp 19pp 30945.003-30945 021 


DOCKET 60-382 WATERFORD GENERATING STATION, UNIT 3 


A. Appllcatlon/conalruction stage documents A correspondence 

8S0624041S FOIA request lor all documentalion requested A produced by Ole ol Inves- 
tigation in review of QA al facility 

CTJNNINOHAIi^.LQ Timas Picayune, La Place, LA. 84/04/17 FELTON, J. Division Ol 
Rules and Records Ip 31205 025 31 20S'026. 

8506110678 FOIA request for records relevant to A /or generated In connection w/Jan 
1984 memo issued by Loulstana Power A Light Co concerning Intervlews.survoys A 
exit Interviews lo document worker concerns 

GARDE.B P., HENDERSON, T. Government Accountability Project 84/06/15 Olfice ol 
Administration 2pp 30844.276-30844-270. 

6606200053 FOIA request for NRC records on 840608 public meeting In Bothesdo.MD 
re laclllty 

GARDE, B.P., HENDERSON,! Government Accounlabllily Projacl. 84/06/16 Olfice ol 
Administration. 4pp 31041 042-31041.045. 

8S06200060 Appeals denial of FOIA request lor documents ro 840608 public meeting In 
Bethesda.MD re lacillw 

6ARDE,B.P , BERNABEI.L Govornmonl Accountability Project. 84/07/20 Division of 
Rules and Records. Ip. 31041.046 31041.046. 

8606170241 POIA request for document authored by G Hill submitted in connection w/ 
NRC proceedings re facility. 

KALER.RJ. Qadsby A Hannah. 84/08/01 Ollioe ol AdmlnlsUatlon. Ip. 30981.285- 
30981:286. 

8506130045 Partial response lo FOIA roquBst for all documents ro NRC procedures for 
detection & control ol alcohol A Illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A documenls. 

FELTON.J.M. Division of Rules and Records 85/01/28. HEATH, SJ. Washington 
Legal Foundation. 6Spp 30937-047-30937:157. 

-8S06130381 Forwards schedule ol Region IV meetings w/ullls re alcohol A drug abuse 
A production ol repts on meeiings First rept end. 

CHECK, P.S. Region 4, Office of Director. 83/03/24 DEYOUNQ.R.C. Director’s Ollico, 
Office of Inspection and Enforcemen,!. 2pp. 30941:277-30041-278. 

“8608130437 Forwards rept re NRC 830303 meeting w/util concerning licensee drug A 
alcohol program.UHl policy bulletins Included W/o end. 

FLIPPO.T.A. Region 4, Office of Director. 83/03/17. CHECK, P. Region 4, Office of Di- 
rector. Ip. 30941:279-30941-270. 
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~860&1 30439 Discussion w/util on 830303 re drug & alcohol programs & policy at lacill 

^LIPPO.TA, CONSTABLE.GL Region 4, Ollice o( Director. 83/03/03 2pp 
30941 260-30941 261 

8506250101 Responds to FOIA request lor NRG 840608 ttf issued previous to SSER.re 
problems at plant NRC 840613 Itr, written after 840608 meeting.avairablc in PDR.per 
GAP pnor FOIA request Response to request complete 

FELTOM,J M. Division ol Rules and Records 85/03/15 GARDE, BP Government Ac- 
countability Project ip. 3 1 200 350-31209 358 

8SO62S0O94 FOIA request lor records & Info, Including but not limited to 
notes, Itrs.memos & minutes re NRC 840608 Itr preceding SSER, concerning problems 
at plant 

GARDE,B P . HENDERSON.T Government Accountability Project 84/06/15 Ollice of 
Administration 2pp 31209 356-3 1209 357 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


>8404050051 Forwards outline of resources needed to resolve issues conceriuna fve 
protection insps,allegBtion resulting from const assessment & inquiry team elfo^ by 
late Apr 

CRUTCHFIELD,D Operating Reactors Branch 5 84/03/21 E(SENHUT,0 G Oiv 3 s*w 
ofUcensing 2pp 31070 077-31070 078 

>8508160070 Summarizes Issues discussed at 840521 & 22 operational roadness 
mee 1 lngs,(ncluding reactor trip breakers, auxiliary feedwater turbine overspssd pioleo- 
tion devico,toxlc gas isolation sys,piant security & emergency shutdown panel 
ROOD,H Licensing Branch 3 64/06/05 EISENHUT,DQ Division ot Licensing 4Dn 
31087.263-31067 266. 

-8508150128 Issue C to IP-17, "Insp of InsiBlIation of Fire Protection Sys ” 

COVEY.M Ebasco Services, Inc. (subs of Enserch Corp ) 81/06/10 9pp 31072082 
31072 090. 

-8506150142 Rev 0 to Project Mgt Procedure PMP-314. "Nonsalsmlc Over Safety Re- 
lated Area Waikdown “ 

* Louisiana Power & Light Co 64/08/30 9pp 31070.296 31070.304 


8508150036 FOIA request lor all documentation re creation & Issuance of 
SSER, Including all submitiats by members of special insp team & input from OELD & 

GARDE,B P Government Accountability Project 84/05/23 Office ol Adminislration. 
2pp 31067.001-31067.004 

8506160041 Responds to FOIA requests tor records re SSER (NUREO-0767). Forwards 
App BSC documents App A & B documents available In PDRInfo In App C docu 
ments partially withheld (ret FOIA Exemptions 5,6 & 7) 

FELTON,J M. Division ol Rules and Records 85/03/01. QARDE.B P. Government Ac- 
countability Project 210pp. 31067 005 31067 292 

-8309200143 Forwards SSER input re IOVP,ln response to 830511 memo. Work per- 
formed by Torrey Pines Technology provides addi assurance of acceptability of design 
& const of faciliw 

HAASS,W.P. QA Branch 83/07/19 NOVAK.TM Assistant Director for Licensing 
4pp 31070 073-31070.076 

-8406180070 Advises that addI editorial support required for wks ol 640514-16 & 21-26 
to complete work on allegations to be incorporated In SSER 
CRUTCH FI ELD.D. Division of Ucenslng 84/05/08. BESAW.W. Division of Technical 
Information & Document Control Ip 31068.039 31068.039. 

-6405210473 Discusses status of FSAR wrapup.rouline insp ctoseoul, basomal motion 
before AS LAB & allegation investigation FSAh issues & Insps will not delay fuel load. 
CRUTCHFI ELD.D NRC - No Ootalled Affiliation Given. 84/05/14 EISENHUT.D Divi- 
sion of Ucenslng. 2pp 31068 047-31066 048 

8606240427 Responds Co FOIA request for all documentation requested & produced by 
Ole of Investigation in review of QA at facility.Forwards responses to other FOIA re- 

P ueats re SSER 7 INURE G 0787>.Recorda available In PDR W/o end. 

ELTON, J M. Division of Rules and Records 85/04/04 CUNNINQHAM.L. Timas-PIc- 
ayune. La Place, LA Ip. 31205.028-31205 026 

8506260280 Partial response io FOIA request for three categories of documents re Wa- 
terford 3 Forwards App A & G documents. Documents also available in PDR App C 
documents partially withheld (ref FOIA Exemption 5). 

FELTON.J.M DMsiof* of Ruioa and Records 85/04/11 BERNABEI.L. Government 
Accountability Project 6pp. 31208.240-31208 333 

-8411140136 Requests SSER 9 Input lor 23 areas of concern by 841113 
CHUTCHFIELO.D. Assialant Director (or Safety Assessment 84/11/06. NRC - No De 
tailed Alfillalion Given Ip 3l2O9.O06-3t2O9.OOB. 

-841213D076 Forwards SSER Input re Allegation A-222,A-231,per 641106 memo.SSER 
addresses Concern 1 7 of 23 & completes allegations & concerns assigned. 
THATCHER.O.F. Generic Issues Branch 84/11/29. CRUTCHFIELD, D Assistant Di- 
rector lor Safety Assessment 4pp 3 1 209.002-3 1200 007. 

-B5062S0436 Forwards final version ol SSER 9 items in civi| structural area 
SHEWMAKER.R. NRC - No Detailed Alfiliation Given. 84/12/18 CRUTCHFIELO.D. 
NRC ' No Detailed Alfiliation Given 46pp. 31206 008 31200.054. 

-850825Q4S8 Requests that consultant contracts lor plant aettvilias be extended to 
840531 Extension should not require addi futrds Draft SSERs did 841218 re Allega 
lions A-109 a A-141 end. 

FUNCHES.J.L. Planning & Program Analysis Staff. 84/04/25. MORTON.K.V. Adminis- 
trative Contracts Branch 18pp. 31200.074-31209:137 

8506240349 Board NotUlcallor) 85-062.notifle3 ol proposed Imposition of c!v)l penalty 
based on violations Identified in Insps a review of allegations re QA program. 
NOVAK.T.M. Assistant Director for Lfeensing. BS/06/04 KOHL,C N , dOHNSON.W R , 
WILBER,HA Atomic Safety and Licensing Appeal Panel. 2pp. 31156:199 31156.231. 

-8506240366 Forwards notice of violation a proposed imposition of cMI penalties In 
amount of $130,000 for weaknesses in QA program & allegations noted In Insp 
repls.per SER (NUREQ-07B7) & notice of deviation Response requested within 30 
days. 

MARTI N,R.O. Region 4, Office of Director. 65/05/24 LEDDICK,R S Louisiana Power 
& Light Co. 3pp. 31 156-201-31 156:203 


-8506150146 Rev 0 to Project Mgt Procedure PMP-313. "Evaluation of Inslrumonl AS 
Piping/Tubtng/Supporfs Potential to Damage Safoly-Relatod Components " 

* Louisiana Power a Light Co 64/08/23 lipp 31070 305 31070.315 

-8506160177 Summarizes 840316 meeting w/Olo ol Investigations. IE, OELO, NRR &| 
Region IV to discuss resources for resolution of open Issues Extra resources noeded 
for routine lire protection Insps Portions withhold (ret FOIA Exempllon 71 
CRUTCHFIELO.D NRC - NO Detailed Alliliatlon Given. 04/03/19. EISENHUT.OQ 
NRC -No Detailed Affiliation Given Ip 31070.080-31070 080 

-8506150219 Fonvards FEMA 040216 review of util emorflency planning zone pubiK 
Into brochure.per ASLB 830526 partial Initial decision All recommenaed chaiMssf 
mods Inco^rated. 

CASSIDY.BP Federal Emergency Management Agency. 84/03/08. TURK.SE Olfice 
of the Executive Legal Director. 4pp 31068.051-31066 054 

8506070058 Discusses review of NUREG-0645. "Agency Procedures for NRC InckienI 
Response Plan " NRC training of util emergency organization mombors lO NRC re- 
sponse to emergency at facility requested. 

COOK,K.W Louisiana Power & Light Co 86/05/29. MARTIN.R D Region 4, Offcool 
Director ip 30749.229-30749-229 

8506110349 Application lor amends to License NPF-OB.conaisilng of Tech Spec ChariM 
Requests NPF-36 02 & NPF-38 03.adding smoke detectors In auxiliary bfdg & clanlv 
Ing Idantificatlon of containment Isolation valves, respeclivoty Foe paid 
LEDDICK,R.S. Louisiana Power & Light Co 85/06/06. KNIQHTON.O.W Lfconsms 
Branchs 7pp 30806.162-30006-182 

-8508110369 Proposed Tech Specs adding four smoko dietoctors in roeetbr auxiliary 
bldg & clarifying Identifying numbers of Ihrae containment isolation valvos 

* Louisiana Power & Light Co. 05/06/06 14pp. 30606:169-30806:182. 

8605110281 Rev 9 to emergency plan.W/e50607 Hr. 

LEDOICK.R S. Louisiana Power & Light Co. 85/06/07. MARTIN.R D. Roglon 4. Office 
of Director 14pp 30807:105-30807.208 

8606110S24 Notifios that design & procedural mods re fire watch el isolation panel In 
relay room of reactor auxiliary btdg comptete.FIro watch lormlnatod on 650531. 
COOK.KW. Louisiana Power & Light Co. 86/06/07. KNIQHTON.O.W. UcensItM 
Branch 3. 2pp. 30808:352-30808-353 

8506200256 Fonvards addendum to FEMA Interim findings on lactlity otlsHo radiolog«d 
emergency response plans Addendum resolves all NUREQ-0654,Rov ( planning ale- 
manta re offsite radiological emergency planning, 

JOHNSON.E.H. Region 4, OHice of Director 65/06/12. LEDDICK.R.S Louisiana 
Power & Light Co 4pp. 31007:228-31007.229. 

8505180504 Forwards Insp Rept 60-362/85-15 on 8 SOSO&-IO.N 0 violations or devi- 
ations noted. 

JOHNSON,EH Region 4, Office of Director. 85/06/13. LEDDICK,R.S. Louisiana 
Power & Light Co. 2pp. 30978.206-30978.211. 

-8505160508 Insp Repi 60-382/05-16 on 860506-10.No violation or (Jovlation 
noted Major areas Inspectediemergency preparedness program. 

HACKNEY, C.A, 8A1RD.JB, CONSTABLE,Q.L. Roglon 4. Ollfco of Dlroetof. 65/06/ 
12.4PP 30978-208-30978.211. 

8505260419 Advises that 850607 emergency plan ohangae conslelont w/provisions ol 
10CFR50,54(p) & acceptable. 

JOHN80N,E.H Region 4, Office ol Director. 85/06/21. LEDDICK.n S. Louisiana 
Power & Light Co. 2pp. 31 180.342-31 180 343. 


Q. Adjudicatory Correapondenee 

8606050481 Notice requesting addi Info from Ofo of Investigation per 650530 In camera 
hearing Purpose of hearing was to determine relevancy of maltera under investigation 
In adjudicatory hearing Served on 850604. 

SHOEMAKER, CJ, Atomic Safety and Licensing Appeal Panel. #285 276. 85/05/0+ 
Ip. 30730.205 30730:205. 


F. Security, medical, emersency 8 lire protection plana 

8606150041 Responds to FOIA requests lor records re SSER (NUflEQ-0787), Forwards 
App BSC documents.App A & B documents avsiiable In PDR.Info In App C docu- 
monis partially withheld {ref FOIA Exemptions 5,6 S 7). 

FELTON, J.M. Division of Rules and Records, 85/03/01. QARDE,B,P. Government Ac- 
counlabltity Project. 210pp, 31067.005-31067-292 

-8309200143 Forwards SSER Input re IDVP.in response to 830511 memo Work per- 
formed by Torrey Pines Technology provides addi assurance of acceptability of design 
ft const of faclliw. 

HAASS.W.P. QA Branch. 83/07/19. NOVAK.T,M. Asslstani Director for Licensing. 
4pp. 31070-073-31070:076 


P. Operating lloanae atage documanta ft correapondenee 

8S052S02S4 FOIA requeat for Ihree categories of documents re decision to grant low 
power license to facility. 

BERNABEI.L, Government Accountability Project. 86 / 02 / 19 . Office ol AdmlnlslralJOA 
3pp. 31206-237-31208:239. 

8SM110686 Partial response to FOIA request for records re Louisiana Powor ft UtfH 

„ 4(10.1 )— i». ( gjjij (o docwwnt 

’ ■ ■ ■ ■ also available in POR. 

■■ ■ 06/02/22, GARDE,BP. 

■ ' ■ , . ,..30844:280-30845051. 
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-'6506110696 Rev 1 lo Procedure QASP 1011, “Operating Procedure " 

* Loutslana Power & Lighl Co 04/09/26 41pp. 30B44 360 30045.028. 

—8506110701 Rev 1 to QA Procedure QASP 19 13, “Response Validation ” 
BAtDWIN.WJ Louisiana Power & Light Co 84/10/23 17pp 30645 030-30845051 

6506220004 Further response lo FOIA request for records generated in connection w/ 
arry reel or study ol bssemat cracking & water leakage & seepaoe problems at 
faciljly Forwards App C documents App D documents avalfabte In PDR 
FELTOM.J M Division ol Rules and Records 65/02/22 GARDE, 8 P Government Ac- 
countability Proiect 44pp. 31147 001-31158 003. 

-8506220006 Issue A to Procedure CP-203, "Ctam Shell Filter Blanket Test Fill " 
TEMCHIN,M Ebasco Services, Inc (subs, ot Er\serch Corp) 75/09/22 27pp 
31188 323-31108 349 

-8606220007 “Clam Shell Filter Blanket Test RepI " 

• Ebasco Services. Inc (subs of Ensarch Corp). 75/11/30 244pp 31102 084- 
311S2.327 

— &S06220009 “Mat 10B Placement RepI " Related Info end 

* Ebasco Services, Inc. (subs of Enseroh Corp) 76/05/31 214pp 31192 328- 
31193181 

-8588220010 "Louisiana Power & Light Co, Waterford Steam Electric Station Unit 3,AI- 
towabta Bearing Pressure “ Refafed Info enci 

PAVONE,M Ebasco Services, Ino. (subs, of Enserch Corp) 77/04/30 2,01 9pp 
31181:104 31188:322. 

-850S220012 Issua B to Procedure CP-899, "Handllng,Storlng,lnslaliing, Cadwdiding & 
Mod of Reintorcinig Steel “ 

MC6RIDE,C Ebasco Services, Inc (subs, of Enserch Corp) B2/03/30 Spp 
31166 350-31186:354 

-8508220013 “OA Program for Phase I Concrete Const. Walertord Steam Electrto Sta- 
tion Unit 3 *' Related info end. 

SHOEMACKE.PL JA Jones Construction Co 75/06/18. 52pp 31ig6‘305- 
3I1963S7. 

-8508220016 Issua A lo Procedure CP-699, "Handling, Storing.lnstatling, Cadwelding & 
Mod ol Relnlorcing Steel " 

' Ebasco Services, Inc. (subs of Enserch Corp.). 85/02/22 Spp 31186:355- 
3118e'3S6 

-6606 220020 Issue B to Procedure CP-703, "Batch Plant Activities & Operations " 
AGQARWAL,V. Ebasco Services, Ino. (subs ol Enserch Corp). 83/02/24. 22pp. 
31186 357-31187 016 

-8506228023 Discusses control & distribution of laclllty tracking sys document 
CRUTCHFIELO.D.. GAGLIARDO.J.E. Wolf Creek Task Force 84/05/17 Well Creak 
Task Force. 3pp 31194:135-31194:137. 

-8506220024 Rev 2 lo Special Process Procedure W-5P-3, "Disposal of Unused Cad- 
weld Powder" 

' J.A Jones Construction Co. 76/03/20. 2pp 31 108'368-31 106 359. 

“8505220027 Amend 1 to Issue A to Procerturo CP-803, "Excavation & Backlill," 
STANLEY, E. Ebasco Services, Ino. (subs ol .Enserch Corp). 84/04/01. Bpp, 
31187:016 31 187-023. 

—8606220028 Rev 0 lo Special Process Procedure W-SP-3, "Disposal ot Unused Cad- 
weld Powder." 

• ) A Jones Construction Co. 76/11/06. Spp. 31 166.300-31 166,362 


-8606220051 Issue C to QCIP-2, "Soils Control " 

HOWARD.F , TEMCHIN.M. Ebasco Services, Inc (subs of Ensarch Corp) 76/06/29 
14pp 31187 082-31187 095 

-8506220055 Rev 0 to Special Process Procedure W-SP-7, "Repair & Curing of Con- 
crete Repair for Placement 4S9S02-108 " 

*JA Jones Construction Co 76/05/12 lipp 3 1197 024-31 197-034. 

-8506220056 Issue 0 lo Procedure QCIP-2, "Soils Control " 

HOWARD.F Ebasco Services, Inc (subs of Enserch Corp) 76/08/20 14pp 
31187.096-31187109 

-650B220058 Responds lo and City Council Resolution 84-193 adopted on 
040517 NRC recently establishad coordinating loam to gather necessary into to make 
remaining licensing decisions on facility Press release did 640404 end 
COLLINS.J.T Region 3. Office of Director 84/05/31 GIARflUSSO.J I New Orleans, 
LA Spp 31104 155-31194 242 

—8506220059 Rev 1 to Special Process Procedure W-SP-7, “Repair & Curing of Con- 
crete Repair lor Placement 499S02-10a " 

• J A Jones Construction Co 76/05/31 11pp. 31197 035-31197 045 

-0606220081 Rev 2 to Special Process Procedure W-SP-7, "Repair & Curing ol Con- 
crete Repair lor Placement 499S02-10B " 

•JA Jonas Construction Co 76/07/28. 24pp 31197 046 31197.069. 

“8606220064 Issue F to Procedure QCIP-2, “Solis Control " 

KALAT.S Ebasco Services, Inc (subs ol Enserch Corp.) 76/10/16 16pp 
31187.110 31187125. 

-8606220065 Rov 3 to Special Process Procedure W-SP-7, "Repair & Curing ol Con- 
crete Repair lor Placement 4B8S02-10B " 

•JA Jones Construction Co 76/08/09 24pp 31197 070 31197*093. 

-6506220068 Issue G to Procedure QCIP-2, "Solis Control." 

DICKSON, B. Ebasco Services, Inc. (subs of Enserch Corp) 77/01/03 16pp 
31187126-31187141 

-0606220071 Rev 5 lo Special Process Procedure W-SP-7, "Repair & Curing of Cori- 
crate Repair lor Placement 409SO2.1 OB" 

•J.A Jones Construction Co. 76/08/26, 26pp 31197.094-31197.119 

-0606220074 Issue H to Procedure QCiP-2. "Solis Control " 

KALAT.S.A. Ebasco Services, Inc (subs, ol Enserch Corp.) 77/12/06. I4pp. 
31 167:142-31 187*165 

-8606220078 Rev 6 to Special Process Procedure W-SP-7, "Repair & Curing ol Con- 
crete Repair for Placement 489S02-10B." 

• J.A. Jones Constfuollon Co 76/09/16 27pp. 31 197-120-31 197*146, 

-•8606220079 Rev 7 to Special Process Procedure W-SP-7, "Repair & Curing ol Con- 
crete Repair lor Placomenl 499S02-10B " 

• J.A. Jones Construclion Co. 77/07/01. 27pp- 31107.147-31107:173. 

-8606220091 Issue D to Procedure QCIP-4, "Control of Concrete Malls & Mixes," 
GRIGGS, W.C Ebasco Services, Inc (subs of Enserch Corp). 75/11/20 12pp. 
31187.166-31167.167. 

-8506220082 Rev 0 lo Special Process Procedura W-SP-8, "Backlill Tost Fill " 

•JA Jones Conalruollon Co 76/05/27. 7pp. 31107:174-31197.160 


-8508220030 Rev 0 to Special Process Procedure W-SP-6, "Banding & Stralghlenlna of 
Reinforcing Bara Partially Embedded In Concrete & Placing of Bara In Hardened Con- 
crate." 

• J A Jones Construction Co 76/04/26. Spp. 31197*001-31197003, 

*•8505220034 Issue A to Procedure QCIP-1, "Density Control of Shell." 

TEMCHIN.M. Ebasco Services, Ino. (subs of Enserch Corp.). 76/09/17. 7pp 
31187Q24-3t187*030, 

-8506220038 Rev 1 to Special Process Procedure W-SP 6, "Bonding & SlralghtenifTg of 
Reinfoicing Bara Partially Embedded in Concrete & Placing ol Bare In Hardened Con- 
crete *' 

' J A Jones Construction Co. 70/06/13. 4pp. 31197;004-31197 007. 

-850B22Q038 Rev 2 to Special Process Procedure W-SP-6, "Bending 8 Straightening of 
Reinforcing Bars Partially Embedded In Concrete & Placing ol Bara In Hardened Con- 

• J,A Jones Construction Co, 76/10/13 4pp, 31197.008-31107:011. 

-8506220039 Issue A lo Procedure QCIP-2, "Soils Control." 

TEMCHIN.M. Ebasco Services, Inc. (subs of Enserch Corp.) 76/09/17. 26pp, 
31197 031-31197 055, 

-0506220043 Rev 3 to Special Process Procedure W-SP-6, "Bending & Straighlening ot 
Reinforcing Bara Partially Embedded in Concrete & Placing of Bars in Hardened Con- 

• J A. Jonas Construction Co, 77/06/07. 4pp, 31197:012-31107 016. 

-8506220044 Issue B to Procedure QCIP-2, "Soils Control." 

TEMCHINiM. Ebasco Services, Inc. (subs, ol Enserch Corp). 76/10/14. 26pp, 
31197.058-31197:091. 

-6506220045 Rev 4 to Special Process Procedure W-SP-8, "Bending & Straightening ol 
Reinforcing Bars Partially Embedded In Concrete & Placing of Bara In Hardened Con 

• J,A Jones Construction Co. 77/10/11. 4pp. 31197*016 31 197:019. 


-8506220086 Rev 1 to Special Process Procedure W-SP-8, "Backfill Test Fill" 

• J.A Jones Construction Co. 76/06/09. Bpp. 311B7*1B1-31197.1B6, 

-8606220088 Issue E to Procedure QClP-4, "Control ol Concrete Malls & Mixes " 
HOWARD, F.R Ebasco Services, Inc. (subs, of Enserch Corp.). 76/01/14. lipp 
31167.168-31187:178, 

-8606220069 Rev 1 to Special Process Procodute W-SP-9. "Tesling Reinforcing Steel 
Sublecled lo Cold RebendIng *' 

• J.A. Jones Construction Co. 76/06/18, 6pp. 31197*187-31197:192 

-8506220093 Issue F to Procedure QCIP-4, "Control of Concrete Mails & Mixes " 
GRIGGS, W.C. Ebasco Services, inc. (subs, of Enserch Corp.). 76/03/19. lipp 
31187:179-31187:189 


-8506220096 Issue C to Procedure QCIP-S, "Control of Concrete Mixing & Transport- 
Ina." 

HOWARD, F.R. Ebasco Services, Inc, (subs, of Enserch Corp.). 76/02/27. 11pp. 
31167:190-31187.200, 


-8606220117 Rev 0 to Special Process Procedure W-SP-17, "AddI Grouting ot 499S02- 
108." 

•J.A Jones ConslruQtion Co 77/03/21. epp. 31107:260-31197.287 

-8606220120 Rev i to Special Process Procedure W-8P-17, "Addl Qroullng of 409SO2. 
lOB." 

• J A Jones Construction Co. 77/04/19. lipp 31197.260-31197:278. 

-8606220122 Rev 2 to Special Process Procedure W-SP-17, "Addl Grouting of 499302- 
10B." 

• J.A. Jones Construclion Co. 77/04/22. 12pp. 31 197:279-31197*290 

-8606220126 Rov 1 to Special Process Procedure W-SP-20, "Concrete Core Orllllno." 

• J.A. Jones Construction Co. 70/08/28 Bpp. 31197:291-31197:296 


-8605220049 Rev 5 to Special Process Procedure W-SP-B, "Bending & Straightening of 
Heinlorcing Bars Partially Embedded In Concrete & Placing of Bars in Hardened Con- 

• J.A.’ Jones Construction Co. 79/05/23. 4pp. 31197,020-31197:023. 

-8606220050 "Evaluation of Concrete Const Adequacy In Base Mat, Waterford Unit 3 " 
PHiLLEO.R.E. Affiliation Not Assigrred. 84/05/18. 13pp 31 194* 142-3 11 94: 164 


-8606220138 Rev 4 to Nuclear Project Operating Procedure POP-N-300, "Control of 
Engineering Documents." 

WOOLER'i^E.M. J.A. Jones Construction Co. 79/01/10. igpp, 31 185:136-31195:1 60, 

-6506220139 Rev 6 lo Nuclear Project Operating Procedure POP-N-300, "Control of 
Engineering Documents." 

WOOLERY,E.M. J.A. Jones Construction Co. eo/03/19. 17pp, 31195:161-31195:167. 
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-8506220141 Rev 0 to Nuclear Project Operating Procedure POP-N-301, "Const Engi 
cteering " 

SCHWEIKERT.DH JA Jones Construction Co 75/10/15 21pp 31195168 

31195 199 

-8506220143 Rev 4 to Nuclear Project Operating Procedure POP-N 301, "Const Engl- 
neenng " 

SCHWEIKERT.DH JA Jones Construction Co 78/05/17 22pp 31 195 ZOO- 

31 195 221 

-BS0822014S Rev 0 to Cons) Work Procedure W-WP2, "Clam Shell Filter Blanket 
Ptscement " 

* JA Jones Construction Co 76/10/13 5pp 31194 324-31194 323 

-8506220145 Rev S to Nuclear Project Operating Procedure POP N 301, "Const Engl 
neerinp" 

SCHWEIKERT.DH JA Jones Corjstfuction Co 78/07/14 21pp 31105 222 

31195'242 


-8506220207 Rev 4 to Const Work Procedure W-WP-B, "Handling, Installalion & FeM 
Repair of Waterstops " 

• JA Jones Conslruclion Co 78/02/02 6pp 31195 094-31195 099 

-8506220211 Rev 0 to Const Work Procedure W-WP-12, “Backlilllng & Compaclion" 

* J A Jones Construction Co 76/04/07 7pp 31195 100 31195 105 

-6506220212 Rev 1 to Const Work Procedure W-WP-17, "Housokeepino" 

‘ J A Jones Construction Co 76/06/08 5pp, 31195 106 31195,110 

-8506220217 Rev 0 to Nuclear Project Operating Procedure POPN-300, “ConVrfoi 
Engineering Documents " 

PRTNCE.A JA Jones Construction Co 75/10/15 I3pp 3119S 111-31165 123 

-8500220220 Rev 2 10 Nuclear Project Operating Procedure POP N 300, "Conlrel mi 
E ngineering Documenls " 

PRTNCE.A JA Jones Consiructton Co 76/12/20 14pp, 31195 124-31195 137 


-BSD6220149 Rev 0 to Nuclear Project Operating Procedure POP-N-605, "Introduction 
& Training" 

WILSON.t-R J A. Jones Construction Co 75/10/15 6pp 31195 243 31195 248 

-8606220152 Rev 1 to Const Work Procedure W-WP 2, "Clam Shell Filter Blanket 
Placement " 

‘ J A. Jones Conslruclion Co 75/10/15 5pp. 31194 329 31194 333 

-8506220153 Rev 1 to Nuclear Prejoct Oparaling Procedure POP N-702, "Personnel 
Ttalning.Ouahilcsiion & Certtfrcafron " 

WILSON.LR, JA Jonas Consiruciton Co 76/01/15, 6pp 31195 240 31195 254 

-65D822015S Rev 0 lo Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Qualificatlon&CertJicalion" 

WILSON.LR JA Jones Construction Co. 75/10/15 6pp 31195 255-31105 260 

—8506220157 Rev 2 to Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training .Qualilicaiion & Certification." 

WILSON.LR JA Jones Conslruclion Co 76/03/05. 7pp 31195*261-31195 267. 

-8506220159 Rev 3 to Nuclear project Operating Procedure POP-N-702, "Personnel 
Tralning.Qualilicalion a Cemllcallon " 

WILSON,L,R JA Jones Construction Co 76/10/05 7pp 31195268 31195281 

-8505220160 Rev 0 to Const Work Procedure W WP 4, "Handling, Storage, Installation 
a Mod ol Rebar " 

*JA Jones Conslruclion Co 75/09/30 7pp 31194 334-31194 340. 

-6596220164 Rav 2 1o Const Work Procedure W-WP-4, "Handling, Storage, 
Inslalllng.Cadweldlng & Mod ol Ralnlorclng Steel " 

* JA Jones Construction Co 75/10/24 8pp 31194 341 31194 348 


8506160041 Responds to FOIA requests (or records re SSER (NUREG 0787) Forwaidi 
App B & C documents App A & 8 documents avaltablo In PDR Info in App C doc-ji 
menis partially withheld (rel FOIA Exemptions 5,6 & 7) 

FELT0N,JM Division of Rules and Records 65/03/01 GARDE.B.P GovornmonUi- 
countability Project 2l0pp 31067 005-31067 292 


-7810300213 FSAR has been reviewed & chapters 14(ln1t1a) Plant Tost Preo'U 
17(Quarterly Assurances Prog) are acceptable for dockotlng Questions lor applicant ij 
chapters 131conducl ol opera)& 14 are end 

HAASS.WP Division of Project Managornem 78/10/19 BAER.R.l Liohl Water Re. 
actors Branch 2 3pp 31067 350-31 067'360 


-8406030142 Advises ol issues currently under review within NRR to support Ieceri 5 .ni 
ol facility List of l5sue5,respDn&lble review branch & comments lor oach issue ut\s^ 
review end SSER 6 input required by 840507 

NOVAK.T Assistant Director (or Licensing 04/01/24. LAIN AS.G NRG - No Dataikd 
Affiliation Given 2pp 31068 040 31O60'O5O, 

-6406170369 Forwards requisition (or costs Incurred from NRG task forco oiroriHRft 
(cels costs juslilied because of cost-benefit advantage using ulil onulpmonl & supdl-s 
has over contracting sve commarclally 

PUNCHES, J L Planning & Program Analysis Staff 84/05/04 REBELLO,J Adrawta 
live Contracts Branch 2pp 31068 008 31068,009 

-8405240360 Forwards list ol license conditions that should bo Included In liccasau 
ensure timely Im pie mentation of Generic Ltr 83 20, "Required Acllons Based on 6f 
neric Implications of Salam ATWS Events " 

MIRAGLIA.FJ Assistant Director (or Safety Assessment 81/05/15 NOVAKJM ky 
slstant Director (or Licensing 4pp 3 1066 002-3 1068 005. 


-8506220165 Rev 1 to Nuclear Project Operating Procedure POP-N 713, "Use o( Dis- 
crepancy ReplB ” 

EIFF,W.J,A Jones Construction Co 76/03/24 9pp, 31195'2e9-31105'297 

—3606220158 Rev 3 to Nuclear Project Operating Procedure POP N-713, "Use of Dis- 
crepancy Rents " Related tnlo end 

MCALLISTER.TN J,A Jon,aa Construction Co. 76/02/03, 68pp, 31105298- 
31196 112 

-8506220170 Rev 3 to Const Work Procedure W-WP'4, "Handling, Storing, 

Inslolling.Cadwaldlng & Mod of Reintorcing Steel" 

^ J A. Jonas Conslruclion Co. 75/11/06 4pp 31194 349 31194;362, 

-8508220171 Discusses availability of Info on shear that is applicable to facility 
basemat No excuse found (or departlna radically from code provisions, but advantage 
should be taken o( provisions In coda allowing Increase In shear strength. 
PHIILEO.RE Affiliation, Not Assigned. 84/05/14, SHAO.LL Division ol Englnoerlng 
Technology, 1 6pp 31 1 96, 1 1 3 3 1 1 96. 1 2 8 

— 850622D174 Rev 4 lo Const Work Procedure W-WP-1, "Handling,Storlng, 

tnstallmg,Cadweldlng & Mod of Reinlorclrtg Steel " 

' J.A. Jones Conslruclion Co. 75/11/14. £pp 31194 353-31104 357. 


■8405290318 Forwards Invoice from Louisiana Power & Light for sves oxtondedio Mffi 
appraisal team during 840401-30 

FUNCHES.J,L Plannings Program Analysis Slafl. 84/05/17. HOGAN.T.F Adminislri- 
tive Conlracts Branch 2pp 31068.008-31068 007 


-6406010396 Advises thal completion of end unauthorized procuromenl form Kquivd 
before processing purchase order for oquipmont provided by utU 
PUNCHES, J.L. Planning & Program Analysis Stall 04/05/24 Div ol Rosqutes Wav 
agomoni & Administration, 3pp 31067.307-31067,313, 


■8406190634 Resportds to 840530 memo ro Intogralod sohudulos far eight lacMvi'E 
input (0 fnfegraled schedules will ba available by 040608. 

DEYOUNG, R.C Director's Olltca, OlfIco ol Inapocfion and Enloicomont 64/06)16 
DENTON.ri.R, Olflce Of Nuclear Roactor Rogulallon, Dlroctor Ip 31MTJ<i3- 
31007293. 


■6406230600 Informs of action laken by Div of Llconslng lo provido technical tsssL 
once lo compiefa timely reviews of NRG opon Horns lor plants Idonliflecf in 04Oia 
memo re near-term OL activity, 

EISENHUT.D.Q Division of Licensing. 84/06/18, VOLLMER,R H Division of ErnxMer 
Ing. 3pp 31O67.206-31O67-3O6, ” 


-8506220177 Rav 0 lo Const Work Procedure W-WP-7, "Concrete Placing, 
Curing, Finishing & Rapaire, " 

* J A, Jonos Conalruclion Co. 75/11/21. lipp, 31194 350-31105,006, 

-8506229180 Rev 1 lo Const Work Procedure W-WP-7, "Concrete Placing, 

Curing ,Fmishlng & Ropalrs " 

* J A. Jones Donalruction Co. 76/11/26. lOpp 31195(KI7-31195'016, 

—8505220182 Rev 2 to Const Work Procedure W-WP-7, "Concrete Placing, 

Curing.Pmishlng & Repairs.” 

* JA. Jones Conslwction Co, 75/12/18 11pp 31105017-31195.027 

-6506220191 Rev 3 to Const Work Procedure W-WP-T, "Concrete Placing, 

CurJng.FInlshlng & Repairs," 

* JA Jones Construction Co. 76/03/05. 12 pp 31195028-31195 039. 

—8506220193 Rev 4 to Const Work Procedure W-WP-7, "Concrete Placing, 

Curing, Finishing & Repairs " 

‘ J A. Jones Construction Co. 76/04/30. 12pp 31105 040-31185:061 

-85062 2910S Rev 6 lo Const Work Procedure W-WP-7, "Concrete Placing, 

Curlng,Flnlshlng & Repairs." 

* J.A. Jones Consinicllon Co 76/05/07. 13pp. 31 196 052-31 185*064. 

-BS06220196 Rev 6 lo Const Work Procedure W-WP-7, "Concrete Placing, 

Cuting,Flnlshln 9 & Repsdrs " 

* J A, Jones Conatruollon Co 78/05/24, 14pp.31195066-31195,079. 


-8407300059 Forwards current status of Issues needing resolution prior to Ikconsirwda- 
cisfons covering FSAR revlaw.basomat & Insps. ^ 

DENTON.hr Office of Nuclear Reactor Regulation, Director 04/07/23, HAY6SBB 
Office of Invesllgatlon, 6pp 31067.314-31067 310. 

-8408060362 Summary of 840710 meeling w/ulH.Ebaaco & conaultanf at siteroua 
proposed program for NOE of cracks in common foundation cancrolq basomal 
LAzO.L, Licensing Branch 3 84/07/26 Licensing Branch 3 3pp, 3 i 06 f 32 i- 


-aBUQiauuro uiscusaes allegation involving toasco Svcs,fnc OA program NormW 
mance repts not wriften/disposillonab Improperly, Problems w/corlification of Mwcurv 
waldera & NDE personnel cited Portions withheld {rof FOIA Exemption a 6 A 7) ‘ 

FLIPPO,T,A. Region 4, Office of Director. 86/03/01. CROSSMAN.WA fl com 4 
Office of Director. 2pp 31 067 ■267-31067:268. ^ 


-Mouiowro Discusses teicor^ to tpasco Svc,lnc QA anoinaQr from indhnduo! Msirw 
b be NRC Investigator Irom Washinglon.DC Portions withheld (rof FOIA Exompwni' 


-6S06150062 Rav 4 lo Nuclear Project Operating Procedure POP-N-t73 "Use NDk. 
crepancy Repts.” ' ^ 

* J,A. Jones Construction Co. 78/03/27. lOpp, 31069 012-31069.021, 


-8506220204 Rev 1 to Consl Work Procedure W-WP-B, "Handling & Installation ol Wa- 
lerstops." 

• J,A Jones Construction Co. 76/10/27, 7pp 31195060.31195*0e6. 


-S5061600M Rev 2 to Nuclear Project Operating Procedure POP-N-7t3 "UsooiCki 
crepancy Repts ' t 

‘ J A. Jones Construction Co 77/12/12 epp 31060 022-3 1 069 030 


-8506220206 Rav 2 lo Const Work Procedure W-WP 8, "Handling,ln8tallalion A Field 
Repair of Waterstops." 

* J A, Jones Construction Co. 77/05/03. 7pp, 31195,087-31195 093. 


‘8506150067 Rev 4 to Nuclear Project Operating Procedure POP-M-TOZ "Pertrym 
TralnInaQuallficallon A Certllicallon," " *'**■ 

• J,A. Jones Construction Co. 76/02/03, 7pp. 31 069:03 1-31 069.03 
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-B5(J6 150088 Forwards allegation re Ebasco Svoa.lnc QA training Allegation included in 
4-83-A 65 loldar lor resolution Priority assignment discussed Portions withheld (rol 
FOIA Exemptions 6 & 7) 

CONSTABLE, GL Region 4, Oflice ol Director 85/03/01. JOHNSON.E H Region 4, 
Oriice of Director 3pp, 31067 371-31067 273 

>-8506150090 Rev 2 to QAP-103W3, "QA Procedure o( Processing & Control of Non- 
conformances " 

^ Fischbach & Moore, Inc. (subs of Fischbaoh Corp) 80/06/10 36pp 31069 038- 
31069 073 


-8606150135 Procedure Change Notice 1 to Rev 2 to QP 18 4.‘'Scheduling of Site QA 
Audits *' 

* Louisiana Power & Light Co 63/02/08 8pp 31072 105 31072 108 

-8506150137 Rev 5 to Document W3-3. "Document Control & Records Turnover " 

* Sline Industrial Painters, Inc 84/03/14 19pp 31070 271-31070 289 

-8508150138 Rev C to TBP-4. "Indoctrination, Training & Certification of QA/QC Per- 
sonnel " 

' Tompkins Beckwith, Inc 81/03/17 12pp 31069 279-31069.320 


— B508150092 Rev 0 to QA Procedure QAP-106W3, "Auditing " 

• Fischbach & Moore, Inc (subs of Fischbach Corp) 77/06/10 11pp 31069.074- 
31069 084 


'8506150139 Rev 1 to Document W3-8, "Qualification ol Production Workers 
*Slina Industrial Painters, Inc 84/03/09 6pp 31070 290-31070 295 


-6506150097 Discusses addi info re allegation involving Ebasco Svcs.Inc QA review ol 
Fischbach & Moore records for seismic support Installations Interofc memo re Inter- 
prataUDn ot ANSI N45 2 6 end Portions withheld (rel FOIA Exemption 7) 

FLIPPO.TA Region 4, Office ol Director 85/03/01 CROSSMAN, W, A Region 4. 
Ornce of Difoclor 2pp, 31067.274-31007 275 

-6506150100 Discusses allegation Involving Ebasco Svcs.Inc QA review of Fischback & 
Moore records lor seismic support installations Falsllied/altered documontation 
Cited Portions withheld (rel FOIA Exemption 7) 

FilPPO.TA. Region 4, Office of Diroclor, 85/03/01 CROSSMAN.WA Region 4. 
Office Of Director 2pp 31067 276-31067 277 

-8506150101 Rev 0 to Document W3-10, "Surface Preparation " 

8LINE.R Sline Industrial Painters, Inc 81/03/17 3pp. 31070 200-31070 202 

“8506150102 Rev D to Procedure 1, "Receiving.Unloading, Sorting & Storing Structural 
Stee* " 

‘ United States Steel Corp 78/01/24 Gpp 31069 109-31069 116 


■B506150141 Rev 1 to QA Instruction QAI 9, "Review & Handling of Const • Installation 
Records." 

^ Ebasco Services, Inc. (subs ol Enseroh Corp) 81/10/06 22pp 31072 109- 
31072 131 

Rev W-9 to Welding Procedure WP 1 8, "Gas Tungsten Arc Welding 

■Beckwith, Inc 83/06/02 25pp 31089 321-31069 347 

■8506160144 Rev 0 to QA Instruction QAI 9, "Review & Handling of Const - Installation 
Records " 

‘ Ebasco Services, Inc (subs of Ensorch Corp) 79/10/29. 9pp 31072132- 
31072 142 

■6506150148 Rev S to QA Instruction QAI 7, "OA Instruction lor Surveillance & Correc- 
tive Action " 

* Ebasco Services, Inc (subs of Enserch Corp) 84/02/21 12pp 31072 143 
31072154 


-8506150143 
1GTAW) " 

' Tompkins- 


-8506159105 Rev C to TBP-36, "Hydrostatic-Pneumatic Test Procedure " 

QORE,J B, Tompkins-Beckwith, Inc. 82/08/13 31 pp 31069 117-31069.147 

-8506150108 Discusses new Allegallons 4-84-A-51 & 4-04-A-52 resulting from Inter- 
views w/allegers Conversation record end Portions withheld (ref FOIA Exemplion 7) 
CONSTABLCG L Region 4, Oflice ol Director. 85/05/31 WESTERMAN.T Region 4, 
Office ol Director. 2pp 31067 278-3 1067-279 

-8506150109 Rev 1 to QC Procedure QCP-3070, "Personnel Indoctrination & Training 
Rfocoduro " 

QASHLIN,J MercutyCo of Norwood, Inc 78/10/27 lOpp 31071 356-31072 003 

-B5061G0110 Rev U lo TBP-35, "Preparation & control of Process Piping Travelers " 
GORE,JB Tompklns-Beokwith, Inc 82/06/18 37pp, 31009 148-31009,184 

-8506160111 Rev 1 to Document W3-9, "Housekeeping." 

SLINE.R, Sline Industrial Painters. Inc 83/09/01 6pp 3 1070,21 8-3 10 70' 223 

-8508160114 Rev 4 to QC Procedure QCP-3070, "Porsonnel Indoctrination & Training 
Procedure." 

QASHLIN,J Mercury Co. Of Norwood, Inc 00/05/09. 30 pp 31072'004-31072 033, 

-B5D61601 IS Rev 2 to Document W3 2, "Preparation of Procedures " 

SLINE.R Sline Industrial Painters, Inc 83/08/16 Opp 31070,231-31070 231 

-6606150116 Rev W-5 to Wold Procoduro WP 8.1, "Gas Tungsten Arc Welding 
(GTAW) & Shielded Melsl Arc Welding (SMAW) of Stainless Steel Mall " 

*■ Tompkins Beckwith, Inc. 78/12/27 13pp. 31069 185-31069.197 

-650615Q117 Responds to 840530 request re mat contacts for listed plants w/lnlegrat- 
od licensing schedules, per E Chrlstenbury 840630 telcon w/Elsenhut, 
CUNNINQHAM.G.H Ofiloe of the Executive Legal Director 84/06/07, DENTON.H.B 
Office ol Nuclear Reactor Regulation, Director ip. 31067:202-31067.202. 

“8506150118 Rev 2 to Document W3-7, "Audit." 

SLINE, R Sline Industrial Painters, Inc 63/08/16, 11pp. 31070'232-31070;242 

“B50B 150120 Rev F to TBP-17, "Design Changes & Field Revs." 

GO RE,J.B. Tompkins-Beckwith, Inc. 83/04/12. 14pp 3l0BO’1OQ.3106g.211. 

-BS06160121 Rev 8 lo N4972D-SP666, "Const Procedure lor Drlited-ln Expansion Type 
Anchors SoisfTtIC'l ** 

LUCIANO.E.P, Mercury Co of Norwood, Inc 83/02/24. 16pp ai072’034-31072 048. 

“5506150122 Rev 2 lo Document W3-1, "QA/QC Personnel Qualilicallons & Func- 
frons.*’ 

• Sline Industrial Painters, Ino. 83/10/18 12pp, 31070,243-31070.264. 


-8506 160 149 Board Notification 84-102 forwards G Lear 840427 memo re structural 
adecjuacy & safely evaluation of basemat Rept released to allow applicant to consider 
monitoring surveillance & testing programs proposed W/o ends 
EISENHUT.DG Division of Licensing 84/05/09 PALLADINO Commissioners Ip 
31067 320-31067 320. 

“85061 S0150 Rev 2 to OR 10 0, "Audits." Requirement Change Notice RCN 1 end 

• Louisiana Power & Light Co 78/10/10, lipp 31070 316 31070 323 

-0606160151 Forwards three pages involving Penetrations 38 & 65 from missing allega- 
tion & addI const-related info, 

CONSTABLE.G L. Region 4, Office of Director 83/10/19 CROSSMAN.WA. Region 
4, Oflice ol Diroclor. Opp 31070 049-31070,056 

—8508150152 Rev 2 lo QA Instruction QAI 9, "Review & Handling ol Const - Inatatlallon 
Records " 

* Ebasco Services, Inc (subs of Enseroh Corp), 83/04/20 78pp 31072'165- 
31072 231 


'8506150154 Rov 0 to QA Instruction QAI 25, "OA Instruction (or Auditing at Waterford 
3 ” 

‘ Ebasco Services, Inc (subs ol Enserch Corp). 63/08/22 Itpp 31072.232- 
31072 242 


-8506150155 "Quality Surveillance Audit Rept ol C E," conducted on 730524-2& 
ARMINGTON.T. Louisiana Power & Light Co, 73/09/19 llpp 31070.324-31070'334. 

-8506150167 Rev 4 to QA Instruction QAI 23, "Review of Ebasco Const Quality 
Records," 

* Ebasco Services, Inc (subs, ot Ensorch Corp). 84/02/29. 30pp. 31072.243- 
31072,272 

-6606 160 158 Discusses completion of outstanding NRC regulatory actions (or prompt 
licensing decisions D Elsenhut esslgned load responsibility lor coordinating NRR,IE & 
Region TV. 

DIRCKS.W J. Office of the Executive Diroclor (or Operations 04/03/12. COL LINS, J T 
Region 4, Office of Director. 3pp 31 007‘323-3 1087,326, 

-.8506150160 Rev 0 to Procedure QP 19.1, "Task Force Installation Vorilicatlon.” 
BENNETT,RQ Louisiana Power & Light Co 83/01/11. 3pp 31070'a35-31070'3a7. 

-B606160161 Summary of 840125 meoling w/Reglon IV re allegallons, Recommends 
NRC Identify addi resources to assist Region IV & Ole of Invest) gallons in addressing 
allegallons 

EDISON.G Division of Licensing, 84/01/26. EISENHUT.DG Division of Licensing. Ip. 
31070,061-31070 061. 


-B50&1 50123 Rev 8 to 81-56, "QA Records Review Inslruellon (Piping) 
' Tompkins-Beckwith, Inc, 63/05/06, 21pp. 31069 212-31069 232. 


■6506160163 "Task Force Action Plan & Procedures (or Installallon Vodfloatlon," 
• Louisiana Power & Light Co 83/01/07. 7pp. 31070'330 31070'343. 


-85061B0127 Rev 11 to Welding Procedure Spec E WPS-E-N46720, "Manual Gas 
Tungsten Arc Welding ASME Section IX Group P-1 to P-1 Me tala .Thickness Range 1/ 
16 Inch -0.872" 

* MercutyCo ol Norwood. Inc, 82/11/03 14pp. 31072:068-31072 0B1, 


-8506150164 Rev 4 to QA Instruction OAl 15, "Quality Surveillance of Site Contrac- 
tors." 

* Ebasco Services, Inc (subs, of Enserch Corp) 83/06/05 13pp, 31072 273- 
31072.285. 


••B50616Q130 Requests review w/wrillen assessment ol end Issues par H Rood & V 
Nerses site visit prior lo licensing decision W/o end 

EiSENHUT.D.G, NRC - No Detailed Affiliation Given, 84/06/11. NOVAK, T. NRC - No 
Detailed Affiliation Given, Ip 31067’294-31067.294. 

-8506150132 Rev 3 lo Document W3-4, "Purchased Matls.EquIpment & Sves," 

^ Sline Industrial Painters, Ino, 84/03/08, 16pp, 31 070;265-31 070.270 

—6508160133 Responds to 840530 request for designation of mgt contacts for listed 
planis w/near-term licensing activity 

COLLINS, J,T. Region 4, Office of Director. 04/06/14 DENTON.H.R. Office ol Nuclear 
Reactor Regulation, Director. 1p. 31067‘295 31067:295 

-BS06150134 Rev 0 to Test T-B 60A-3, "Hydfoslatlc/Pneumatic Test Instructlons.Safety 
Inlecllon." 

RILEy,JH. Tompkins-Beckwith, Inc. T-B eoA-9 ROO. 83/08/17, 23pp 31069;26a- 
31069:272 


“8506150165 Confidential draft "Louisiana Power & Light - Waterford 3, Const Monitor- 
ing." 

• Management Analysis Co. 79/07/31. 11pp 31070.062-31070.072, 

-8506150168 Discusses technical asslstanca fund needed by Region IV to replace 
funds expended for Waterford 3 to support higher than expected level of contractor 
effor1.Fund8 required by 840601 for FIN A-6701 at Wolf Creek 1 
DENISE, R P Region 4, Oflice ol Director FIN A-6701. 64/05/17. CRUTCHFIELD.D 
NRG ■ No Detailed Affllialion Given. Ip. 31067'326-31067'326 

-8506160167 Rev 2 lo QA Instruction QAI 16, "Quality Surveillance of Site Conlrac- 
tOfS " 

* Ebasco Services, Inc. (subs, ol Enserch Corp) 82/08/24, 16pp. 31072,286- 
31072.301 

-BS061 50160 Rev 3 to QP 18 3, "Conduct of QA Const Site Audits " 

‘ Louisiana Power & Light Co. 78/02/08. 24pp. 31070:344-31071.009. 
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~8SM150170 Rev 0 to QA Instnjclion QAI 1S. “Quality Surveillance of Site Contrac- 
tors " 

* Ebasco Services, Inc (subs, ol Enserch Corn) 8^/07/28 16pp 31072 302- 
31072 317 

-8606160171 Responds to B4100S requast tor all agency records used on Waterford 
Issues/allagations Civil structural team records contained irt util files In util trailer 
onsite, arranged by allegation number Exceptions re A-109 & 141 listed In encl 
SHEWMAKEn.RE Region 4. Office of Director. 84/10/16 CRUTCHFIEt-O.D Region 
4, Onice Of Director 2pp 31067.327-31067 328 

-8S061B0173 Recommends allegation re talsilred Ebasco Svcs.Inc omployee resume be 
closed Resume did not show discrepanclos Enwloyee successfully completed Ebasco 
training Portion withheld (ref FOIA Exemptions 6 & 7) 

FLIPPO.TA Region 4, Olllco of Director. 83/07/27 CROSSMAN,WA Region 4, 
Office ol Drector Ip 31067 329-31067 329 

-8608150174 Louisiana Power & Light Physical Vorlficaiion Procedure QP 191-D1 
"Elsctficdl *' 

BENNETr,RQ Louisiana Power & Light Co. 63/01/11. 22pp 31071:010 31071 031 

-8606150176 Louisiana Power & Light Documontatlon Review Procodure OP 19 1 D5 
"NDE Testing " 

* Louisiana Power & Ught Co 83/01/11 13pp. 31071 032-31071044 

-8S0616017S Rev 1 to QA Instruction QAt 14, “Training & Oualitication Requirements 
for QA Records Personnel." 

* Ebasco Services, Inc (subs ol Enserch Corp) 83/08/01. 7pp 31072318- 

31072 324 

-8606160160 Louisiana Power & Light Verification Procoduro QP 19 1 D3,2. "Coalings " 
PinMAN,RQ Louisiana Power & Ught Co 83/01/11 3pp 31071-045-31071'047. 

-8506150161 Rev 0 toQA Instruction QAIRGS 48 2, "Documentation Statusing Review 
Instruction 

* Ebasco Services, fne (subs ol Enserch Corp) 82/11/19 7pp 31072326- 

31072 331. 

-6506150182 Forwards rfralt summary of elfwla on Task A-104, "Louisiana Power & 
light/C E QA Contract Dispute." Item 18 of Gambit 630404 request will be included 
when lound. Portions withheld (ref FOIA Exemptions 6 & 7) 

8ELKE,e NRC • No Detailed Afrillalion Given 84/04/06 PERANICH.^M. NBC • No 
Detailed AfllilaOon GEvan 11pp. 31070 081-31070 891 

-8506160183 Louisiana Power 8 Light Physical Verification Procedure QP 1 9 1-04, 
“Pools & Liners/SIruciural Steel Erection" 

* Louisiana Power & Light Co. 83/01/11. 13pp. 31071 048-31071.060. 

-6606150184 Rev 0 to QA Instruction QAIRGS 48-1, "Documentation Statusing Review 
Instruction '' 

* Ebasco Services, Ino (subs of Enserch Corp.). 82/11/05. 13pp. 31072332- 
31072344. 

-8606150185 Louisiana Power & Light Physical Verification Procedure QP 19.1-D2, 
"Mechancial (C-E)." 

* Louisiana Power & Ught Co. 83/01/1 1 1 6pp 31071.061-31071.076 

-8606160188 Rev 5 to QAP-303 21, "Qualification of Insp Personnel " 

* Fogies Power Service Corp. 79/09/12. 6pp 31068 26e.3t068'271. 

-8606150187 Forwards project Identification summaiy sheets lor FIN A-6819, “Resolu- 
lion ol Waterford 3 QC Allegations,” to transfer funds to FIN A 6821, "Evaluation of 
Selected Open NRC Activities at Waterford 3 Site Needing Action.. " 

EISENHUTO.Q. Division of Licensing FIN A-6821. 84/05712 FUNCHES.JL Planning 
& Program Analysis Staff, 8pp 31067.340 31067.347. 

-850615018B Rev 2 to OA Inslnictlon QAIRGS 11-P, "Documentation Slatusing Review 
Insifucllon.'' 

' Ebasco Seivfces, Ino. (subs, of Enserch Corp). 83/02/17. 3Spp. 3t072'345- 
31073:021. 

-6506150189 Rev 8 to QC Procedure MCP-2170, “Hydrostatic or Pneumatfo Tosiing 
Procedure." 

* Mercuiy Co. of Norwood, Inc. 83/04/19. 24pp 31071.076 31071.099. 

-6506150100 Rev 0 loOA Instruction QAIRGS 11-P, "Documantation Statusing Review 
Inslrucllon." 

* Ebasco Sarvicaa, Inc (subs, ol Enserch Corp.). 82/10/08. 25pp 31073.022- 
31073046. 

-6506160191 Issue 12 to Procadura PR 10.0, “Traveler Sys " 

UPORTE.W.R. Gull Engineering Co., IRO 82/10/27 23pp 31068:272 31068 294. 

-8506150193 Rev 1 to QA Instruction QAIRGS 11-P, “Documentalion Statusing Review 
Instruction." 

* Ebasco Services, Ino. (subs, of Enserch Corp.). 82/11/05 20pp. 31073.047- 
31073066. 

-8506160194 Rev 4 to QC Procedure MCP-2170, "Hydroatatlc or Pneumatic Testing 
ocod ur$ •' * 

* Mercuiy 'Co of Norwood, Ino 80/08/20. 180pp. 31071:100-31071:269. 

-8506160196 Rev 14 to QA Plan Protaot QA Administration 2.4, "Document Control." 
' — -.iriton Testing. 62/12/22. 14pp 31068 295-31088.307. 

addi Info re QA (or design & const, per review of 
A orooram Meetino w/utll reouested. 


-8506180199 Rev H to QA Plan Audit 6 1, "Internal Audits " 

* GEO Construction Testing 83/05/16 tOpp 31068 306 31068 317 

-B506160200 Rev 1 to QA Instruction QAIRGS ll-H, "Documentation Statusing Rovlc* 
Instruction " 

• Ebasco Services, Inc (subs, of Enserch Corp) 83/01/05 I2pp 31073090 


-8606150201 Forwards request (or addI Info re QA program adequacy.por 731210 4 10 
discussions w/ulil 

KNIEL.K Atomic Energy Commission, Directorate of L1consln» 73/13/20 
WYATT,J M Louisiana Power & Light Co Ip 31067 350-31067 359 

-6506160202 Rev 5 to N49720-SP 667, "Procedure lor Rod Lining Drawings " 

* Marcuiy Co of Norwood, Inc. 83/08/19. 30pp 31071 290 31071 319, 

-8506150203 Rev A to OA Plan Project QA Administration 2 1, "Corrosnondonce & 
Fllino Sys " 

LAMBERT,J GEO Construction Testing 81/09/30 6pp 31068 318 31080.322 

-6506160204 Rev J to QA Plan Project QA Administration 2 3, "Quatificallon A C«|is. 
cation ol NDE Personnet." 

‘ GEO Ckinstruction testing 83/10/27 42pp. 31068 323 31089 004. 

-8606150205 Rev 2 to QA Instruction QAIRGS 11-H, "Documantation Staluslfig Rcvicx 
Instruction " 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 63/01/25 12np, 31073027 
31073.103 

-8506160206 Rev C to QA Pfan Organlzatlonn 1.0, "Organbatlon " 

* Paabody Tesling/X Ray Engineering Co 77/08/22, 6pp 31069.005 31069 011 

-6506160207 Rev 3 (o QA Inslrucllon QAIRGS ll-H, "Documonlallon Slaluslnri Revi«( 
Instruction " 

' Ebasco Services, Inc. (subs of Enserch Corp). 83/03/22. 32pp 31073 id 
31073.135 

-8606150208 Rev 4 to QA Inslrucllon QAIRGS It-H, "Documentation SInluBirvg Ravlrt 
Inslrucllon " 

* Ebasco Services, Ino. (subs of Enserch Corp.). 83/07/30 31 on 31073 1 35 
31073.166 

-8506150210 Rev 5 to QA Instruction QAIRGS 11-H, “Documonlallon llavlow Irii'iv- 
tion. 

* Ebasco Services, Inc (subs, of Enserch Corp) 04/01/10 23pn 31073167 
31073.189 

-8506160216 Rev 6 to QA Instruoilon QAIRGS 11-H, "Documonlallon Revlow tns’jv: 
tton." 

* Ebasco Seivlcas, Inc. (subs ot Enserch Corp) 84/02/06 25pn 31073 193 
31073.214 

-8506150216 Requests addi Info re procurement of technical ossleianco ir 

consullanl specialities, work areas,end products or Intorim doHvarabloo.oniK.<(,i'<-i 
number of work hours & NRC conlaot at sltes.Response requeslod wlltitn 24 h 
BLAHA,J.L Program Support & Analysis SlafI 84/05/16 CRUTCHFIELD.O 
Oi Licensing. 2pp. 31068:017-31068:018 

-6506150220 Confirms that L Shao & J Slrosnldor will continuo to work full lime irU 
licensing issue task complsted.Work complellon estimated boforo mid June 1064 
MIN0Q{JE,R.B. Office of Nuolear HogulalorY Resoarch, Director. 
DENTON,HR Office of Nuclear Reactor Regulation, Director. In 3106601)- 
31088:010, 

-8506150225 Rev C to QA Plan Operations QC Procedure 4.7, "QC Rocords” 
plate Rev F to Procedure 4.5 encl. 

* Peabody Tesllng/X-Ray Engineering Co. 78/04/20 11pp. 3H>68028310Cfl0}0 

-8506150226 Rev 1 to QA Instruction QAIRGS 16, “Documentollon Slnluslng Rcowir 
Instruotloa" 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 63/06/25. 34pp 31073211 
31073:247. 

-6506150229 Rev 3 to Section 18 of QA assurance manual, "Audits." 

‘ Fisohbach & Moore, Ino. (subs, of Fischbach Corp.). 81/04/01 6pp 31073 2(5 
31073:262 

-8506160233 Rev 2 to Section 16 of QA assurance manual, "Corroctivo Acton " 

* Fischbach A Moore, Ino. (subs, of Fiechbach Corp) 01/04/01 6pp SlO/afl)- 
31073-268. 

-8506160234 "Ebasco QA Manual.ASME Section Ill.Walodord SES Unit 3." 

* Ebasco Services, Ino, (subs, of Enserch Corp) 83/06/14. 34np 3t07J7!4' 
31073.292, 

-8506160237 Rev 0 to Plant Operating Manual ME-13 019, “Mainl Procoduro 
Bearing Beptacement & General Motor Repair." 

* Louisiana Power A Ught Co. 62/07/19, 47pp. 31073.293-31073 336 

-8606160240 Rev 4 lo Special Process Procedure W-SP-4, "Wefdlng Procoduvie MAnv* 
Shielded Metal-Arc(SMAW).’' 

* J.A. Jones Construction Co. 79/08/01. 8pp. 31068:103-31066.1 10. 
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50253 Rev 3 to Nuclear Prolect Operating Procedure POPN-300, "Control of 
Englnoanng Documents " 

* JA Jones Construction Co 76/03/17 13pp 31 068' 166-3 1068 178 

-8606150256 Rav 1 to Nuclear Project Operating Procedure POP-N-300, "Control of 
Engineering Documents.” 

‘ J A. Jonas Construction Co 76/02/02 15pp. 31008 179-310B8'193 

-85Q6160S68 Rav 6 to Nuclear Project Operating Procedure POP-N-300, "Control of 
Engineering Documents " 

* J A Jones Construction Co 80/05/22. 16pp, 31 068,1 94-31 06B'209. 

"8506150266 Marked-up Draft 1 ol memo fonivarding completed evaluation of Ebasco 
Svcs.Inc analysis of undersize welds In highly stressed I-B piping using finite element 

HOU.S. NRC - No Detailed Affiliation Given. 84/04/27, PARANICH.M NRC - No De- 
tailed Affiliation Given Spp 31 073.356-31 07 3 '3 60 

-6606150262 Rev 2 to Nuclear Project Operating Procedure POP-N-301, "Const Engi- 
neering," 

‘ J.A Jones Construction Co 76/06/25, 12pp. 3 1068.21 0-3 10B8'221 

-8508150204 Rev 1 to Nuclear Project Operating Procedure POP-N-SOI, "Const Engi- 
neering/' 

* JA Jones Construction Co 76/02/02. iOpp 31066.222-31068 231 

-8506150269 Rev 1 lo Nuclear Project Operating Procedure POP-N-505, "Qu all lie alio n 
& Certification ol Personnel." 

* JA Jonas Conslructlon Co, 76/01/28, 27pp. 31068,232-31060.256 

-6606150273 Marked up request for sves of L Yang & N Chokshi for wk of 840423 
VOLLMER.D NRC - No Detailed Affiliation Given 64/04/12, KNIGHT. J, NRC - No 
Delalled Aflillation Given Ip 31 074:003-31 074,003 

-8506160277 Forwards project Identification summary sheets for FIN A-6ei0 re resolu- 
tion of QC allegations by INEL Funding requested Urgency ol work cited, per EDO 
340312 memo. 

EISENHUT.DG Division of Licensing. FIN A-6819. 84/03/30 PUNCHES, J.L, Planning 
& Program Analysis Stall 6pp 31074'004-31074‘016. 

-8606160280 Requesls determination whether listed generic allegations Involve Water- 
fold Of Comanche Peak applicallons & If any 10CFR21 actions apply 
STARK, R Division of Licensing 84/03/19, GRACE, J.N. Director a office. Office of In- 
spectfon and Enforcement. Ip 31074 016 31074'016 


-8506250376 Trip rept ol 840809 & 10 visits lo Taft,LA ro review ol verification program 
lor QA/QC personnel qualllicalions, qualifications ol reviewers & qualifications of third 
party performing overview of NRC task force findings 

HARRISON,J J Region 3, Office of Director. 64/08/15. CRUTCHFIELD.D Waterford 
3 Task Force 8pp 31208 349-31206,356 

-8506250385 Trip rept of 840910 & 13 visits lo Taft.LA to review program being utilized 
to resolve issues stated in 840613 Hr 

HARRISON.J J. Waterford 3 Task Force 84/09/27 CRUTCHF1ELD,D Waterford 3 
Task Force 7pp. 31200 357-31209 001 

-8606250442 Informs ol pi ana /schedule & personnel roquiroments to complete lollow- 
up on issues identified during Apr & May 1 9s4 Requests concurrence in 
schedule. Draft Itr to EG&Q requesting plan to support effort end 
HARR1SON,JJ Waterford 3 Task Force 85/04/11 CRUTCHFIELD,D Waterford 3 
Task Force 3pp 31209'055.31209,057 

-8506260451 Requests EQ&G to develop sampling plan for NRC lo followup on QC 
Inspector qualification Issues Requests that D Ross chair effort & ensure development 
of sound plan in time for 841001 effort. 

HARRISON, J.J, Waterford 3 Task Force. 84/09/13 KOBICHEK.L. £080, Inc 15pp 
31209,058-31200 072. 

8508110349 Application for amends to License NRF-38, consisting of Tech Spec Change 
Requests NPF-38-02 & NPF-38-03, adding smoke detectors In auxiliary bldg & clarify- 
ing Identification of containment isolation valves, respectively, Fee paid 
LEDDICK.RS Louisiana Power & Light Co 85/06/06. KNIGHTON, GW, Licensing 
Branch 3 7pp 30606-1 62-90806. 162 

-BS061 10358 Proposed Tech Specs adding lour smoke detectors In reactor auxiliary 
bldg & clarifying identifying numbers of three containment Isolation valves. 

* Lotr/sfarta Power A Co, 85/06/06 f4pp 3080S 16S-30808'}82, 

8506110137 Confirms info provided to JH Wilson on 650605 re personnel 
change 3. Significant personnel changes listed 

LEDDtCK,n.S. Louisiana Power & Light Co 86/08/07, THOMPSON.H.L, Assistant Di- 
rector for Licensing 2pp 30806 034-30806,035 

8506170206 Forwards "Depressurization Capability W/Degraded Auxiliary Pressurizer 
Spray," satisfying License Condition 12. Analysis demonsTrales that sys can perform 
necessary depressurization w/isolatlon valve falling to open 
COOK,K,W toulslana Power & Light Co 85/06/13 KNiQHTON.Q.W Licensing 
Branchs, 30pp 30e56'13S 3095e'172. 


-B 5081 SO 282 Forwards std order for DOE work- "Resolution of Waterford Unit 3 QA," 
approved as modified. 

EtSENHUT.D.Q, Division ol Licensing. FIN A-6019. 84/05/03. WADE.T.E, Energy, 
Dopi of, Idaho Operations Office 226pp 31074.017-31074.023 

8508050297 Further response to FOIA request for documents re "Addendum lo Review 
of Waterford 3 Basemat Analysis" All pertinent documents not otherwise exempt 
made available in PDR under FOIA 84-456. 

FELTON.J.M, Division ol Rules and Records 85/03/13, BERNABEI.L, Government 
Accountability Project, Ip 30742 ' 347 -a 0742 , 349 . 

8508160261 FOIA request (or documentation generated by Otc of Investigations ro In- 
vestlgaliona or reviews concerning facility, 

CUNNINQHAM.L TImes-PIcayune, La Place, LA 85/03/18. FELTON, J. Division of 
Rules and Records, 1p 30944-349 30944:349, 

6506170243 Responds to FOIA request lor document authored by G Mill submitted In 
connection w/NRC proceeding re faollily.NRC can neither affirm nor deny that agency 
has documenf 

FELTON.J.M. Division ol Rules and Records. 85/03/25. KALER.RJ, Gadsby & 
Hannah Ip, 30GB1 287-30981:294, 

8506150283 Responds to FOIA request lor records generated from Ole of Investigation 
ra reviews or fnvestfgaffons concerning faollity.Clarfffcaffon of request 
required, Responses to previous FOIA requests cited, Documents available In PDR. 
FELTON.J.ML Division of Rules and Records 85/04/04. CUNNINQHAM.L Tlmes-Pic- 
ayune. La Place, LA. 1p 30944:350-30944:350. 

8608250269 Partial response to FOIA request tor three categories of documents re Wa- 
terford 3.Foiwards App A & B documents. Documents also available In POR.App C 
documenls partially wllhhetd (ref FOIA Exemption 5). 

FELTOIi.J.M Division ol Rules and Recorda. 86/04/11, BERNABEI.L. Government 
Accountability Project 6pp. 31208.240-31209:137. 


8506190212 Forwards response to Generic Llr 65-02 re steam oenerator tubs 
integrity .Based on elements of util programs described In rosponse.facTlIty steam gen- 
erator program meets or exceeds NRC rGcommondallona & good Industry practice. 
COOK.KVf Louisiana Power & Light Co 85/06/14. THOMPSON.H.L. Division ol LI- 
censing, 9pp 30995, -273-309fl5-28T. 

8506200366 Notifies of Issuance of end EPA B5052Q administrative order authorizing 
new liquid effluent discharge pathway, per request for emargoncy processing of Tech 
Spec Change Request NPF-3B-01 re sfoam generator blowdown 
COOK,KW. Louisiana Power Light Co. 85/06/10 KNIGHTON.QW. Licensing 
Branch 3. 7pp 31 007.007-31 OOTOIS. 


Q< Inspection reports, IE Butletlne & correspondence 

6SD6070070 Responds to FOIA request (or documents re prefllod testimony filed In CP 
or OL hearings, speeches & published papers re nuclear power & Internal memoranda 
re faclUty.Forwards documents listed In App A-F Search continuing. 

FELTON, J.M, Division of Rules and Records 84/00/20 QLASSPIEQEL.H Shaw. Pitt- 
man, Polls & Trowbridge. 150pp, 30878:125-30861:036. 

-8506100260 Responds to 790911 memo requasting Info ro major reactive Insp cases 
where significant manpower expended Region Iv personnel 
SEIDLEpW.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
79/09/21, THORNBURG, H D. Division of Reactor Construction Inspection 2pp, 
30879.207-30679.208. 

8S06200075 Responds to appeal re denial ol FOIA request for documents concerning 
840606 publlo meeting In Bethe8da,MD, specifically ell drafts of handout al 
meetlnaApp documenis available In POR. 

FELTON, Xm, Division ol Rules and Records. 65/02/22. GARDE, B P., BERNABEl.L, 
Government Accountability Project 2pp, 31041:047-31041:090, 


-8404280100 Requests extension of three consultant contracts to 840430, per 640410 
dtscussbn.Extenslon not axpecled to require addi funds. 

FONCHES,J.L, Planning & Program Analysis Stall 84/04/10 MORTON, K.V. TechnI 
cal Assistance Contracts Branch. Ip. 31209.073-31209:073 


-8508200088 Forwards request for Info (or util to provide reasonable solution for Allega- 
tion A-296 re lack of proof of Insp ol all shop welds In ASME Class 1 & 2 piping sys 
Installed by T/B during hydro teals. Related Info end. 

SHAO,L. Division of Engineering Technology. 86/05/16. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 18pp. 31041:049-31041.090. 


-8412050329 Forwards Issue repta re prellcenslng issues task force rept. W/one over- 
size <Jr8Wlnfl.Aijerlure card available In PDR. 

JUDD.P.V. NO^ Corp, 84/11/13. CRUTCHFIELD, D. Assistant Director for Safety As- 
sessment 49pp. 31209.138-31209:136. 

-8604060296 Replies to 840608 llr re licensing of plant.NRC actions to assure proleo- 
lk>n of public health & safety listed. "Rept of President Commission on Accident at 
TMI" dtd 791030 end. W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 84/07/02. 
FINCHER, M.C Affiliation Not Assigned. 2pp 31208:334-31208:348 

-8508250320 Confirms 841213 conversation re Internal investigation originlally Initiated 
during Spring 1083 Investigation will be resumed & will be concluded prior to achieving 
Initial crliicality, 

MARTIN, R.D, Region 4, Office of Director. 84/12/13. UEDDICK.R.S. Louisiana Power 
& Light Co. 2pp. 31208 321-31208:326. 

—8608250359 Forwards requisition tor costs incurred from NRC task force effort al 
ptanf."'' ■ ■* .... * ,L. . -jeoi advan- 

tage ( 

FONC V ■ ■ Adminiatra- 

Uve C' I 


8506220004 Further response to FOIA request for records generated in connection w/ 
any rept or study of basemat cracking & water leakage & seepage problema at 
facility, Forwards App C documents.App D documents aveilabie in PuR, 

FELtON,J.M. Division of Rules and Records. 85/02/22 GARDE, B P. Government Ac- 
countability Project 44pp. 31147:001-31 168*083 


"8508220016 Discusses Insp of dewatering & excavation activilles & const of common 
(oundalfon mat for fadfity.Sife preparation & placement of mat performed (n accord- 
ance w/approved specs, procedures & regulations. 

COLUNS,Xt. Region 3, Office of Direetpr. 83/11/16, EISENHUT,D,Q. Division of Li- 
censing. 2pp. 31193:162-31194:134. 


"8506220018 Issue C to Procedure QClP-7, "Insp of Concrete Placement, Curing & Fin- 
ishing,'' 

QRIGQS,WC. Ebasco Services, Inc. (subs, of Enserch Corp). 76/12/19, 7pp. 
31107:28O-31187'287, 


"8506220021 Amend 1 to Issue C lo Procedure QClP-8, ''Receiving, Insp, Storage & 
Testing of Concrete Reinforcing Steel." 

MCPHERSON ,V,Q, Ebasco Services, Inc. (subs, of Enserch Corp.). 84/03/16. lipp, 
31167:268-31187:296. 
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-a50S220025 Issue C lo Procedure QCIP 9. ‘insp ol Concrete Reintoicing Steel Me- 
chanical Splices (Cadwelds) '' 

BOVD.E L Ebasco Services, Inc (subs ol Enserch Corp} 75/09/05. 9pp 31187 209 
31187 307 

-8506220031 Issue Q to Procedure QCIP-9, “'Insp of Concrete ReSnIorcing Steel Me- 
clianfcal Splices (Cadwefds)." 

ROFFEpR Ebasce Services. Inc (subs ol Enserch Corp) 76/12/08 lOpp 
31187,308 31187 317 

-6506220037 Amend 1 to Issue <3 to Procedure QCIP 9, "Insp ol Concreie Relnlorclng 
Steel, Mechanical Splices (Cadwelds) " Amend deletes procedure in entirety 
HOHTON.S Ebasco Services, Inc, (subs, of Enserch Corp) 84/03/16 9pp 
31)07.31B-311B7-326 

"6506220041 Issue D la Procedure QCIP-9, "Insp ol Concrete Reinferclng Steel Me- 
chanical Splices (Cadwelds) " 

RQFPE.RA Ebasco Services, Inc (subs ol Enserch Corp). 78/02/19 lOpp 
31187 327-31167 336 


-8606220109 Rev 10 to Site Insp & Test Procedure W-SITP-4, "Retnfoicinq Steel 
Handling, Storage.lnstalling.Cadwelding & Mod Insp " 

• JA Jones Construction Co 70/12/11 15pp 31196179 31196 193 

-8506220110 Addendum 1 to Rev 3 to Special Process Procedure W-SPis 
"Repair.lnsp.Documentation & Venlication ol Placement 499S03-19 " ^ 

• JA Jones Construction Co 77/04/13 5pp 31197 245 31197 249 

-8506220111 Rev 4 to Site Insp & Test Procedure W-SITP-14, "Welding Insp" 

• JA Jones Construction Co 80/02/20 14pp 31194 302-31184 315 

-8506220113 Rev 4 to Special Process Procedure W-SP-16, "Repair, Insp, Documeni*, 
lion & Venlication ol Placement 499S03-19 " 

• J A Jones Construction Co 77/07/01 lOpp 31 107 250-31 107’259 

-8506220114 Issue B to Procedure QCIP 6, "Concrete Preplacemont Irisp." 
SATTERFIELD, C Ebasco Services, Inc (subs of Enserch Coro) 75/09/1-2 Sm 
31107,213-31187 221 


-85QS220048 Issue F to Procedure QCIP 9. "Insp ol Concrete Relnlorclng Steel Me 
chenical Splices (Cadwelds) " 

KALAT.S Ebasco Services, Ire (subs of Enserch Corp) 76/09/03 lOpp 
31 W337‘3 11 87 34B 

-6506220053 Issue A lo Procedure QO 4 0 4, "Concrete Preplacemenl Insp " 
GREGORYS F. Ebasco Services. Inc (subs ol Enserch Corp) 74/01/25 12pp 
31187 347-31187.358 


-8506220116 Rev 11 lo Site Insp 8 Test Procedure W-SITP-4, "Relnlorcina S'eei 
Handling,Storago,lnalalllng,Cadwolding & Mod Insp " 

' J A, Jones Construction Co 79/01/09 17pp. 31196.194-31106 210 

-85062201 18 Issue D to Procedure QCIP-6, "Concrete Propiacetnonl Insp ” 
HOWARD.F Ebasco Services, Inc. (subs ol Enserch Corp) 76701/21 lOof. 
31167,222-31167.231 ^ 


-8506220070 Rev 4 to Sile Insp & Teat Procedure W-SITP-8, "Walerslop Insp" 

‘ JA Jones Conslruclion Co 76/10/24 6pp 31194 243-31194,248. 

-8506220072 Rev 5 lo Site Insp & Test Procedure W SITP-4, "Reinforcing Steel - 
Hand ling .Storage, In stalling. Cad welding & Mod Insp" 

* JA Jones Construction Co. 76/12/03 10pp. 31196'129-31106, 138 

-8506220Q77 Rev 0 to Site Insp & Test Procedure W SITP-12, “Backfill & Compaction 
Insp " 

'J.A Jones Conslruclion Co 75/12/15, 7pp 31194,249-31194 255 

-8506220078 Rav 8 to Site Insp & Test Procedure W-51TP-4, "Reintorcing Steel 
Handling, Storage, Install Ing.Cadwel ding & Mod Insp." 

*J.A. Jones Construction Co 70/12/22. Upp, 31196 139-31196’149 

-6506220083 Rev 1 to Site Insp & Test Procedure W SIT P-1 2, "BackHII & Compaction 
Insp " 

* J A. JeneaConslmctlenCo 76/03/16. epp, 31 194*266 -3 11 94 261 

-8500220084 Rbv 6 lo Site Insp & Test Procedure W-SITP’4, "Relnlorclng Steel - 
Handl[ng,StoraQe>lnstalling,Cadweldlng & Mod Insp" 

‘ JA Jones Construction Co 78/02/28 14pp. 31196:150-31196 163 

-0506220087 Rev 3 lo Site Insp & Test Procedure W-SITP-12, "Backfill & Compaction 
Insp," 

* JA Jones Conslruclion Co 76/04/19. 7pp 31104*262 31194,268 

-9506220090 Rev 4 lo Site Insp & Test Procedure W-SITP-12, "Backtill & Compaction 
Insp." 

* J A Jones Construction Co. 76/06/25 7pp 31194'209-311O4'276. 

-860622<H>01 Addendum 1 to Rev 1 to ^leclal Process Procedure W-SP-13, 
"Repair, In sp.Documentallon & Vendcallon of Basemat Foundation Beneath Columns 
H10A & H11A Lying on Placement 19." 

* J.A Jones Construction Co 76/10/07. lipp, 31107:193-31197:203. 

-6506220092 Rev 6 lo Site Insp 4 Test Procedure W-SITP-12, "Backfill & CompacUen 
Insp," 

‘ JA Jones Construction Co 76/07/06. 7pp 31194,276-31194:282 

-e5<l'5220094 Rev 2 to Special Procesa Procedure W-SP-13, "Repair, Insp, Documenla- 
tlon & Veiilicatlon of Basamat Foundation Beneath Columns HiOA & H11A Lying on 
PldC9rp6nt 

* J.A Jones Consliuclion Co 70/09/30, 14pp 31 197:204-31 197*2 17. 

-8500220096 Rev 6 to Site Insp & Test Procedure W-SITP-12, ''Backllll & Compaction 
Insp," 

* J A. Jones Construction Co. 76/08/03. 7pp 31194 283-31194.289 

-3506220097' Addendum 3 lo Hev 0 lo Spaefat Process Procedure W-SP-13, 
"Repair, Insp 4 Documentation of Basemat Foundation Beneath Columns H10A 4 
H11A Lying on Placement 19.” 

‘ J A, Jones Conslruclion Co.76/10/2S 9pp 31197;2ia31197'226. 

-Q5O6220O99 Rev 7 lo Site Insp & Test Procedure W-SITP-12, "Backfill & Compaction 
Insp.” 

* J.A. Jones Construction Co 77/01/25. 6pp. 31 194-290-31 194:295. 

-6506220101 Rev 0 to Special Process Procedure W-SP-16, "Repair, Insp, Docomarrla- 
tlon & Venlication of Placement 499S03-1Q." 

*JA Jones Construction Co 76/12/31. lOpp 31197:227-31197.236 

-6506220102 Rev 6 to Site Insp & Teal Procedure W-SlTP-12, "Backllll & Compaction 
Insp." 

‘ J A. Jones Conslruclion Co, 78/03/13. 6pp. 31194:296-31194:301. 

-6506220103 Addendum 1 lo Rev 1 lo Special Procsse Procedure W-9P-16, 
"Repair, Insp, Documentation & Verificalion of Placemeni 499803-19." 

* J A. Jones Conslructlon Co. 77/03/18, 4pp. 31197:237-31197:240. 

-6506220104 Issue G to Procedure QClP-6, "Concrete Preplacemenl Insp." 
HOWARD.F, Ebasco Services, Inc. (subs ol Enserch Corp.). 75/11/29. 12pp. 
31187.201-31187:212. ^ 

-8506220106 Rev 9 lo Site Insp 4 Test Procedure W-SITP-4, "Relnforclrw Steel . 
HandllnQ,Storage,lnslalling,Cadwslding 4 Mod Insp " 

* J.A, Jones ConsIrucUon Co, 79/10/04, 15pp. 31196: 164-31 196:1 78, 


-8506220119 Rev 3 to Site Insp & Test Procedure W-S!TP-5, "Embedded Itsim 
Handling.Storago & Installation Insp " 

' JA Jonas Construction Co 76/10/19 0pp 31196.211-31180,216 

-8506220121 Rev 0 to Site Insp & Tost Procedure W-SlTP-16, "Inap of Concrete Mui 
Slab Ptaoing,Curing.Flnlshlng 4 Repair " . h ^^r1crBw mi 

' JA Jones Consfruclion Co 76/10/14. 4pp 31194 316 31194 319 

-SS06220123 Rav 0 to Site Insp & Tost Procoduro W-SITP-7, "InsD Ol Concre^i 
Placing.CufinaFinIshing & RepalrV' ^ 

‘ J A, Jones Conslructron Co. 75/11/24, 0pp 31190 217-31186 225, 

-SS06220124 Issue F to Procedure QCIP 6. "Concrete Proplacemonl Insp" 
HOWARD.F Ebasco Services, Inc (subs ol Enserch Corp). 76/11/05 tinn 
31163.232-31107*242. ' ' '''u upp 


-6506220127 Rev 1 to Site Insp & Tost Procedure W-SITP-ie, "Insp of Ctoncrole Mud 
Slab Placlng,Curlng,Flni8hlng £ Repair." 

• J,A Jones Conslruclion Co, 76/(0/20 4pp. 31104,320-31104 323 

-6506220128 Rev 0 to Site Insp & Tost Procedure W-SITP-2, ‘'Clam Shell Frilor BlauJ-d 
Insp " 

• J,A, Jones Conslruclion Co. 76/10/13 6pp. 31197 296 31107:300. 

-8506220129 Rev 1 to Site Insp & Tost Pfoceduro W-StTP-7, "Insp of CtvKre'j 
PlacIng.Curino, Finishing & Repair," 

• J A Jones Conslruclion Co. 75/12/06, 9pp, 31190.826-31106 234. 

“8506220130 Issue Q lo Procaduro QCIP 6, "Concrete ProplacomoiM tnsp." 

KALAT.S A Ebasco Services, Inc (subs o( Enserch Corp) 77/04/11 ftoo 
31187:243-31187,261. ^ 


-8506220131 Rev 1 to Site Insp & Tost Procoduro W-SlTP-2, "Clam Shell Fuller Blanfet 
Insp" 

’ J,A, Jones Construction Co. 76/10/16 Bpp, 31107.301-31 107.305, 

-8506220132 Rev 2 to Site Inap & Tost Procoduro W-SITP-7, "Insp ol Ooncrjto 
Placing, Curing.Flnlahlng & Repair!" 

‘ J.A. Jones ConBlruotton Co. 76/05/07. 0pp. 31100:235 31196 242 


-8606220133 Rev 0 to Site Inap 4 Test Pfoceduro W-SITP-4, "Reinfordna Steel - 
Hartdtlng,Storage,ln8lalllno,Cadweldlng 4 Mod Insp." 

‘ J,A, Jones Construction Co. 76/10/13. 10pp, 31 197-308-31 107:3 16 


"8S00220134 Rev 1 to Site Insp 4 Test Procoduro W-SITP4, "Rolnforcina St«l- 
Handling,Stofa9eJn8lalllng,Cadw0ldlng & Mod Insp," ^ 

* J.A, Jonas Construction Co. 76/10/21 lOpp, 3 1 1 97:3 1 0-31 1 97 .326. 


-8506220135 Rav 2 to Site Insp 4 Tost Procaduro W-SlTp-4, "Roinforctno Sled- 
Handllno,Slorage,lnatalling,Cadwelding 4 Mod Inap " 

' J A. Jones Construction Co, 76/10/24. lOpp 31167.326 31197:335 


-8608220136 Rev 3 lo Site Inap 4 Teal Procedure W-SITP-4, "Rolnrorclno Steel - 
Handllng,Slorage.|nBl0lling,Cadwelding 4 Mod Insp." ® 

J,A Jones Construction Co. 76/11/06. 11pp. 3l 107:336 31 107,340. 






-8606220140 Rev 3 lo Site Insp 4 Test Procedure W-SITP-7, "tnsp of Ccocre 
Placing, CutlnfliRnfshlng 4 Repair. 

* J A. Jones Constfuollon Co. 76/09/20 9pp, 31 196,243-31 196:261. 


Hfoceoure W-SITP-T, "Inap of Cwn 


Placing, CorInaRnIshfng 4 Repair." 

* J.A, Jones Conslruotlon Co. 77/01/13, 


10pp. 31196:262-31106:261. 


-65M220144 Issue D lo Procedure OCIP-7, "Insp of Concreie Placement, Cunra 4 Fiv 
a?18^2°2.3m7*26^ Services. Inc. (subs, of Enserch Corp), 76/01/12 1^ 


-8506220108 Addendum 1 to Rev 8 to Speolal Process Procedure W-SP-16, 
"Repair, Insp, Documentation & Verification of Placement 409803-19." 

‘ J.A. Jones Conslructlon Co. 77/04/13, 4pp. 31197:241-31197:244 


-8M622014a Rev 6 to Site Insp 4 Tost Procedure W-SITP-7 "InsD ol Co« 
P)ac)n9.CiJrlng,F)n)sb)r)D4 Repair!" ’ ^ ^ 

• J A. Jones Conslrootlon Co. 77/02/04 lOpp, 31 100:202-31 198; 28 2. 
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-3506220151 tssue B lo Procedure QCIP.7, "Insp ol Concrete Placement, Curing & Fin- 
ishira " 

SATTEHFIiELD.C Ebasco Services. Inc (subs of Enserch Corp) 75/09/12 lOpp, 
311B7 264 31187 279 

-8505220154 Rev 0 to Site Insp Procedure W-SITP-8, "Walerstop Insp " 

•JA Jones Construction Co 75/10/13 6pp 31196 283-31196 268 

-0509220158 Rev 1 lo Site Insp & Test Procedure W-SITP-8, "Waterstop Insp ” 

* JA Jones Construction Co 75/10/27 6pp 31196 289-31196 294 

•*8505220161 flev a to Site Insp & Test Procedure W-SITP-B, "Waterslop Insp " 

* JA Jones Construction Co 75/11/13 5pp 31196 295 31196 299 

-8508220182 Rev 0 to Nuclear Project Operating Procedure POP-N-713, "Use ol Insp 
Cleanup Repis," 

GREATHOIJSE.Q JA Jones Consiruclion Co. 75/12/08 17pp 31195 282- 
31195 288 

-8503220187 Rev 3 to Site Insp & Test Procedure W-SITP-B. "Walerstop Insp " 

’ J A. Jones Consiruclion Co 76/02/02 5pp. 31 196 300-31106 304. 

8S061 50009 Further response to FOIA request & appeal re documents concerning 1984 
const Bssessment learn Insp of facility. Forwards App C documents Documents also 
available in PDR. W/63 oversize drawings Aperture cards available In PDR 
FELTON, J M. Division ol Rules and Records 85/02/27, BERNABEI.L Governmenl 
Accounlabilily Project. 13pp. 30946,153 30950,105, 

506150041 Responds to FOIA requests for records re SSGR (NUREG 0787} Forwards 
App B 4 C documenls.App A & B documents available in PDR. Info in App C docu 
menl5 partially wilhheld (ref FOIA Exemptions 5,6 & 7} 

FELTON.J M Division ol Rules and Records. 85/03/01 . GARDE, B.P Government Ac- 
countability Project 210pp 31 067,005-3 1O67'202, 

■8403260337 Responds to util 040216 Hr re early idenlillcalion ot allegations NRC will 
continue to apply resources lo followup Issues to minimize Impact on uiil personnel & 
schedule 

DIRCKS,W.J OlficB ol the Executive Director for Operations 04/03/12. CAIN,J M 
Louisiana Power & Light Co Ip 31070'079-31070'079. 

•8404050061 Forwards outline of resources needed to resolve Issues concerning lire 
protection Insps.allegatlon resulting from const assessment & Inquiry team efforts by 
lata j^r 

CnUTCHFIELD.D Operating Reactors Branch 6, 84/03/21. EISENHUT.DQ, Division 
ol Licensing. 2pp 31070 077-31070 078, 

-8405210543 Forwards revised project Identification summary sheets for FIN A 6819 re 
resolution ol OA allegations, to Increase level ol ellort needed from contractor.Addl 
funds requested 

E1SENHUT.D Q Division ol Licensing FIN A-6019, 84/05/11, FUNCHES,J L Planning 
& Piogrann Analysis Staff. 7pp 31 065;040-31 068,046 

•8506160057 Request tor Procurement Action OIG-82-249,Mod 1,Task Order 66, provid- 
ing addi etforl tor two QA consultants lo define & resolve Issues, to "General Insp Pro- 
cedures (Manual Chapter 2514 Review ot Waterford 3 OA Programs." 

QURDA,AJ Program Support & Analysis Staff NHC-05-82-249, 04/06/25, 4pp. 
31067,255-31067 258, 

•BSOS150059 Requests addI time tor lurlher definition & resolution ol concerns arising 
from C Haughn^ & M Good work on General Insp Procedures Manual Chapter 2514 
re readiness of QA operational program. 

CRUTCHFIELD, D. DMsIon ol Licensing. 64/05/26. DEYOUNG, R C Director’s Office, 
Oflice of Inspection and Enforcement. Tp 31067 269-3 1067'269. 

-8506160094 Discusses open NRC Insp activities needing action before fuel load.Status 
of work remaining tor completion of General Insp Procedure Manual Chapters 2613 4 
2514 listed 

FLIPPO.T.A. NRC - No Detailed Alflltatlon Given, 06/03/01 CONSTABLE, G.L NRC ■ 
No Detailed Aftiliatlon Given, epp. 31070.092-31070.097 

•8506160099 Rev 3 to QC Procedure QCP-3060, "Quallllcailon of Insp & Test Person- 
nel.” 

' Mercury Co of Norwood, inc. 80/04/28. 23pp, 31071.320-31071:342, 

-8508150104 Rev 4 to QC Procedure QCP 3050, "Quail llcatlon of Insp Exam Test Per- 
SOrJTBl.” 

DARBY.BK, Mercury Co. ot Norwood, Inc. 82/10/17, 13pp. 31 07 1:343-31 07 1.356 

*9506150107 Rev 4 to Document W3-6, "Inw." 

5LINE.R.SIine Industrial Painters, Inc. 83/06/24. 16pp. 31070’203-ai070.217. 

*8506160125 Rev 10 lo QCP-3110,4, "Pipe, Tubing & Support Insp Procedure" 

* Mercury Co, of Norwood, Ino 83/02/18. 19pp. 31 07i049-31 072:067. 

*8506150128 Issue C to IP-17, "Insp ot Installation ol Fire Protection Sys " 

COVEY, M Ebasco Services, Ino, (subs, of Enserch Corp.). 81/06/10. 9pp. 31072.082- 
31072 090. 

*8506150129 Draft Issue E to ASP-IIMI, "Procedure for Insp," 

GETZUFF.T Ebasco Services, Ino (subs ol Enserch Corp.). 77/06/28. I4pp. 
3t072.091-31072:106 

-6506150142 Bav 0 lo Project Mgt Procedure PMP-31 4, "Nonselsmlc Over Safety-Re- 
Islod Ar0s 

' Louisiana Power & Light Co. 84/08/30. 9pp 31070:296-31070:304. 

-8606150156 Responds to B31104 request tor comments on ulll 630020 Itr & repis re 
821206 civil penally & NRC Inquiry team 830714 rept Addi Insp efiort & clarlllcation 
required Specific esslgnmenl ot (nsp responsibilities pending 
OOLIINS.J.T. Region 4, Office ol Director. 84/01/11. QEYOUNQ.R.C Director's 
Ottlce, Office of Inspection and Enforcement, 4pp 31070,057-31070.060. 

-6506150176 Requests util be contacted (or addi Into re Allegation A- 206 concerning 
unvarilied Insp of shop welds in ASME Class 1 & 2 pbing sys Installed by Thompkins 
& Beckwith during hydro teats.Portion8 withheld (ref FOIA Exemption 7) 

SHAO,L. Region 4, Oltice of Director, 84/05/li CRUTCHFIELD.D, Region 4, Office 
o( Director. lOpp 31067:330-31067:339. 


-8506160177 Summarizes 040315 meeting w/Ofc ot InveslIgatlons.lE.OELD, NRR at 
Region IV to discuss resources tor resolution of open issues Extra resources needed 
lor routine tire protection insps Portions withheld (ref FOIA Exemption ^ 
CRUTCHFIELD.D. NRC - No Detailed Affiliation Given 84/03/19 EISENHUT.DQ 
NRC • No Detailed Atfiliatlorr Given 1p, 31070 080-31070 080. 

-65061 50192 Requests Increase in actual expanse for individuals participating in 
insps, to accomodate Increased motel rates due to New Orleans World's Fair 
CRUTCHFIELD.D, NRC • No Detailed Affiliation Given 84/05/09, LAMASTRA.M 
NRC • No Detailed Affiliation Given. 1p 31067 346-31067 346. 

-6S061S0224 Rev 6 to Site Insp & Test Procedure W-STIP-7. "Insp ol Concrete Placing 
Curing, Finishing & Repair " 

•JA Jones Construction Co 78/02/02 13pp 31068 055-3 1068'067 

-6S061S0238 Rev 4 to Site Insp & Test Procedure W-SITP.15, "Repair & Curing ol 
Concrete Repair for Placement 499SO2-10B " 

•JA, Jones Construction Co 76/08/26 35pp 31068'068-3106B 102 

-6506150254 Provides special Into re admittance of NRC & contract personnel to 
facility. Insp scheduled from 640507 until lurlher notice. Personnel listed (n end require 
unescorted & unrestricted access to view newly Installed sy& 

COLLINS.J T Region 4, Office of Director 84/05/02 LEDOICK.H S Louisiana Power 
& Light Co 3pp 31073.353-31073,355. 

-8506150265 Confirms Amend 1 lo Task Order 1 of Contract NRC 05-84-152, "Techni- 
cal Assistance for Support of Const Appraisal Team Insps," per Paramoter.lnc 840330 
proposal, B40405 rev & 84041 1 telcon 

MORTON, K.V Technical Assistance Contracts Branch NRC-05-84-152 84/04/13. 
LAFT.R A, Parameter, Inc 3pp. 31073 361-31074'001. 

-65061 S0274 Rev 0 to Nuclear Project Operating Procedure POP-N-7Q7, “Site Insp & 
Test Procedures," 

• JA Jones Coristruclion Co 76/10/15 7pp 31008 269-31060 265 

6506150241 FOIA request lor list of ail Ofc of Investigations reviews, repts or Investiga- 
tions re facility 

GUNN INGHAM, L. Times Picayune, La Place, U 65/03/10, FELTON, J, Division of 
Roles and Records Ip. 9O04S'1 38-30945*138 

6506 150244 Forwards list of all Ofc ot Investigations reviews, roots or Investigations re 
facility Portions deleted. Into partially withhold (rel FOIA Exemption 7). 

FELTON.J M Division ol Rules and Records. 85/04/02. CUNNINGHAM.L, Times-PIc- 
ayune, La Place, LA Ip. 30945*1 39-30045*1 60 

-8606150247 List of Otc ot Investigations open cases Portions delated. 

• Office of Investigation 85/04/02 11pp. 30946.140-309 4 5 150 

8506260269 Partial response to FOIA request (or three categories of documents ro Wa- 
terford 3. Forwards App A & B documents Documents alio available In PDR App C 
documents partially withheld (ref FOIA Exemption 5) 

FELTON,J.M. Division of Rules and Records, 85/04/11. BERNABEI.L. Government 
Accountability Project epp, 31208*240-31209.137. 

-BS0625029S informs that based on results ol Insp effort, const & preoperalionol testing 
of sub) laclllly completed in agreement w/docKeted commitments & regulatory require- 
ments. Recommends low power license be Issued 

MARTI N,R,D, Region 4, Office ol Director 84/12/04 DENTON, H.R. Olllco ot Nuclear 
Reactor Regulation, Director 2pp. 31208 318 31200 319 

-8500260306 Submits review of drug use prevention program & plans to compleie In- 
vestigation of allegations ot drug abuse.Finds program belter than Industry average 8i 
effectively Implemented No concerns re fitness lor duty of plant staff. 

MARTIN.RD Region 4, Ottlce of Director. 04/12/13. EISENHUT.DQ Division ot Li- 
censing 1p. 31208.320 31200,320 

8505130027 Suppi 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list end. 
JORDAN,E,L, Division ol Emergency Preparedness A Engineering Response (Post 
830103). 86/OS/ 14. Consolidated Edison Co. ol New York, Ino. fO/pp. 31044*005- 
31044:171. 

85051 30036 Suppi 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Ellacl." Svc list end. 

JORDAN ,E,L, Division of Emergency Preparedness & Engineering Response (Post 
030103). 05/05/14 Consolidated Edison Co. ol New York, Inc 107pp. 31044-172- 
31044-278. 

S50S200500 IE Info Notice 85 039, "Auditability of EEecIrical Equipment Qualification 
Records at Licensees Facilities." Svc list end. 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
830103). 65/05/22. Consolidated Edison Co. of New Yoik, Ino. 106pp 30837:258- 
30837*363. 

850S200600 IE Info Notice 85 040, "Delldendes In Equipment Qualification Testing & 
Certification Process." Svc list end, 

JORDANiE.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/06/22, Consolidate Edison Co. of New York, Ino. i06pp 30646:166- 
30848*271, 

8506030350 Forwards Rev 0 lo "10-Yr Inservlce Insp Program, Waterford Steam Electric 
Station Unit 3." Approval of program & relief from tasting requirements of ASME Code 
Section XI requested 

COOK.K.W. Louisiana Power 4 Light Co 85/05/28. KNIGHTON, QW Licensing 
Branch 3. Ip. 30674:279-30674*364, 

-B5060303BS Rev 0 to "lO-Yr Inservice Insp Program, Waterford Steam Electric station 
Unit 3." 

• Louisiana Power A Light Co, 85/05/20, 63pp. 30674:2a0-30674;364. 

8506030511 Forwards Insp Rept 60-382/85 05 on 850201*0331 No violation noted. 
JOHNSON, E.H. Region 4, Office of Director. 85/05/28. LEDDICK.R.S. Louisiana 
Power A Ugtil Co, 2pp, 30e78.070-30676:091, 
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-8506030518 Insp Repl 50 382/86 05 on 8S 020 1 0331 No wolation Of devialion 
noted Malor areas inspected startup test procedure revlew.sigmtjcant const 
deficiencies, TMI open Items, OA & personnol qualiilcations 

CONSTAaLe.Q L . FLIPPO,T A , JONES, W 0 Region 4, Office of Oireclor 85/05/23 
20pp 30678 072-3067B 091 


R. Periodic operating reports 8 related correspondence 

8506040399 Discharge monitoring ropts for Apr 106S.W/850515 Itr 
BARKHURST,RP Louisiana Power & Light Co 85/04/30 HARTUNG.RC Enwon- 
mental Protection Agency 14pp 30709.094-30709 107 


6605280181 IE Into Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Svc list end 

JORDAN,E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of New YoiK, Inc I20pp 30852 245- 
30852 363 

8505280187 IE Info Notice 85 043. "Radiography Events at Power Reactors" Svc list 
end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30, Consolidated Edison Co ol Now YorR, Inc 120pp 30864 167- 
30B64 287 

8505280195 IE fnfo Notlco 85 044, "Emergency Communication Sys Monthly Test" Svc 
list end. 

JORDAN.E L Diwsion of Emergency Preparedness & Engineering Response (Post 
630103) 35/05/30. Consolidated Edison Co ol New YorR, Inc f21pp 30864 045 
30864 166 

8508240349 Board Notification 85 062 notifies of proposed Imposition of civil penalty 
based on vlolalions identified In Insps & review of allegations re OA program 
NOVAK,TM Assistant Director for Licensing 65/06/04. KOHL.CN . JOHNSON, W.R , 
WILBER.HA Atomic Safety and Licensing Appeal Panel 2pp 31 156' 199-31 166 231 

-BSOS2403S& Forwards notice ol violation & proposed imposition of civil ponatties In 
amount of $130,000 lor weaknesses in OA program & allegations noted In insp 
repts.per SER (NUREQ-0787) & notice ol deviation Response requested within 30 
days 

MAHTIM.R D Region 4. Olfico of Director 85/05/24 LEDDICK.R S Louisiana Power 
& Light Co. 3pp 3 1 1 58 201 3 1 1 56 203 

-8506240365 Notice of violation & proposed imposition of civil penally In amount ol 
$130,000 Violation noted failure to take adequate corrective action on nonconfor- 
mances noted In OA manual & failure lo ensure qualification of OA personnel. 
MARTIN.RO Region 4, Office of Director 85/05/24 27pp 31156 204-31156-230 

-8506240374 Notice of deviation from Insp Deviation noted high point vents not utilized 
for hydrostatic iesis Response requested within 30 days. 

* Region 4, Office of Director 85/05/24. Ip 31156-231-31156 231. 

8506080677 IE Info Notice 65 045, "Potential Seismic Interaction Involving Movable In 
Cora Flux Mapping Sys Used In. Westinghouse Designed Plants." Svc list end 
JORDAN.E.L Division ol Emergency Preparedness & Engineoring Response (Post 
830103). 66/06/09 Consolidated Edison Co ol New York, Inc. f22pp 30865 001- 
30665.046 

8506060707 IE Info Notice 85 048, "Clarilication cl Several Aspects of Removable Ra 
dioactive Surface Contamination Limits for Transport Packages” Svc list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10 Consolidated Edison Co of New York, Inc f24pp 31043.301- 
31044.064 

8606200229 Forwards Insp Rept 50 382/86-14 on 850429 0503 No violations or devi- 
ations Idenlifled 

JOHNSON.E K Region 4. Office of Director. 85/08/12. LEDDICK.R.S Louisiana 
Powers Light Co 2pp 31007:106-31007 206 

-8506200231 Insp Rept 50-362/85 14 on 850429 0503 No violation or deviation 
nolad Major areas Inspecled-radiallon protection program,lncluding organization & mgl 
controls, training & qualifications a ALARA program. 

CHANEY.HO. MURRAY.B., CONSTABLE.QC Region 4. Oflice of Director 85/06/ 
lO.Opp 31007-190-31007 206. 

6506180329 Forwards Insp Rent 50 382/85-17 on 650429-0503 & notice of violation. 
JOHNSON. E.H. Region 4, Oflice ol Director 86/06/13. LEDDICK.R.S. Louisiana 
Power & Light Co 2pp, 30977.250 30977-274. 

-8508180334 NoUco of violation from insp on 850429 0503. 

* Region 4. Olfice ol Director. 85/08/13. Ip 30977.262-30077:262. 

—8S061 60346 Insp Repl 50-382/85 17 on 850429 0503 Violation noted: failure lo estab- 
lish approved alternate sampling procedure for PWR gaseous efiluent sys 
NICHOLAS.J B., WISE.n., MURRAY.B. Region 4, Olllce ol Director. 85/06/11. 22pp. 
30977:263 30977.274. 

8506180504 Forwards Insp Rept 50-382/85-16 on 8S0506-10.Ne violations or devi 
aVons noted. 

JOHNSON.E, H Region 4. Oflice ol Director. 85/06/13. LEDDICK,R.S Louisiana 
Power 4 Light Co, 2pp 30978:206-30976.211, 

—8506180508 Insp Repl 50-362/85 IS ort 85O506-1O,No violation or deviation 
noted Major areas inspecled emorgencypreparedr^ess program. 

HACKNEY.CA, BAIRD.J.B., COhfeTABLE.Q L Region 4, Oflice of Director. 85/06/ 
1 2. 4pp. 30976-20a-3<3978:21 1 

8506140240 IE Info Notice 35-047, "Potenilal Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves." Svc fist end 
J0RDAN,E.L Division of Emergency Preparedness S Engineering Response (Post 
630103) 85/06/18. Consolidated Edison Co. o( New York, Ino f34pp. 31260:167- 
31268-304. 

8506140836 IE Info Notice 65-048. "Respirator Users NotICe.Delecllve Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end. 

JOROAN,E.L DMston of Ennergency Preparedness & Engineering Response (Post 
830103). 85/06/10, Consolidated Edison Co. of New York, Inc. f23pp, 31376.064- 
31376:183. 

8506160007 Appeals denial ol FOIA request for documents re const assessment team 
Insp ol lecflily 

GARDE.B.P. Government Accountability Project. 84/07/20, Division of Rules and 
Records. Ip 30946:150-30948:152. 


8506210417 Monthly operating rept for May 1985 W/850ei3 Itr 
MILLER.G, DHUMMOND.FJ Louisiana Power & Light Co 85/05/31 BARRV.LW 
Olfico of Resource Management, Director lipp 31055 057-31055 087 


S. Reportable occurrences, LERs & related correspondence 

8506220004 Further response lo FOIA request for records generated In connodlen wJ 
any rent or study of basemat cracking & water leakago & seepage problems al 
facilily.Forwards App C documents.App D documents available In PDR 
FELTON,JM Division ol Roles and Records 65/02/22 GARDE.B P., aEaWASEIL 
Government Accounlabllity Project 44pp 31161 001-31197 357. 

85061S0041 Responds to FOIA requests for records re SSER (NUREG 0787) Foiwardi 
App Q & C documents App A & B documents available In PDR Info In, App C doou- 
ments partially withheld (rel FOIA Exemptions 6,6 & 7) 

FELTON.J M Division ol Rules and Records. 05/03/01. GARDE.B P Government Ac- 
countability Project 210pp 31067:005 31067 292 

-8506160065 Fonvards evaluation of const deficiencies re undersized socket wolds In 
Schedule 80 piping Disposllion acceptable & adequate 

SHAO.LC NRC • No Detailed Atllllation Given. 04/06/04. PERANICH.M NRC ■ I4n 
Detailed Affiliation Given 3pp 31067.260-31067-262 

8506050526 LER 85 01 6 00 on 050425, prossurized healor bank 2 found w/o icquued 
nominal capacity Caused by Inadvertent removal ot loaded breaker thought lo be 
spare breaker In power distribution panel 376B W/850524 Ur. 

HAYES.O.D, COOK.KW Louisiana Power & Light Co 85/05/24 4pp 30725146 
30725.149 

850 6060573 Potentially Reportable Deficiency 100 re failure lo maintain adequate docu 
ment control of vendor manuals. Initially reported on 840918 AddI lime needed to 
evaluate delldoncy Next rept will bo submitted by 650701 
COOK,KW Louisiana Power & Light Co 85/05/29 MARTIN.R D Region 4, Officoot 
Director Ip. 30766 220 30768 220 

6506110216 LER 85 015 01 on 0S0422,llquld elfluent radiation monitor PRU IRE 0621 
Inoperable during boric acid condensate tank B release.Causod by valve mlsafiomnenl 
& failure to perform valve lineup verification.Procoduros revised W/650604 llr 
HAYES.OO, COOK.KW Louisiana Power & Light Co. 86/06/04 4pp 30032 244 
30632-247 

8506110711 LER 65-017 DOion 650505, uncomplicated reactor trip occurred Caused by 
Inadvertent closure of MSIV 2 due to pressure transducer malfunction & back loakege 
of oil in check valve Faulty components replaced W/850604 Itr 
HAYES.O.D., COOK.KW Louisiana Power & Light Co. 85/06/04. 4pp 30831 210- 
30031.213 

8506180313 LER OS-OIO-OO.on 85051 l.unidentiflod leakage natIcod.Loak ortginated b 
packing glands of pressurizer spray valves RC-30lA,B.Packlng glands modifiodWr 
050610 Itr 

MYERS.L, BARKHURST.RP Louisiana Power & Light Co 05/08/ 10 4pp 
30993,087-30993 OQO 

6506270268 NPDES noncompliance nollficatlomon 850627 & 26, heel discharge excerd- 
ed permitted limit Caused oy temp rise on condenser water box during isoralionCn 
850501, pH at Outfall 003 registered 6.3.0il/wotor separator sys neutralized 
BARKHURST.R.P. Louisiana Power & Light Co 86/06/13 KNUDSON.MO Enwioo- 
menial Protection Agency 2pp. 31250 154-31250.155 

8S06240240 LER 85 019-00.on 050515, w/facllity In cold shutdown, personnol discev 
ered that oxygen sample taken on 8505 14 from Isolated rather then IrtservKe get 
decM tank Review of samples showed all chemicals within tolorancos.W/850614 Itr 
ALLEMAN.S, COOK,KW Louisiana Power & Light Co. 65/66/14 4pp 31203139- 
31203.142. 

8606260268 LER 85-020-00.on 650518, at 26% powor.roaotof trip & omoigoncy foed 
water actuation signal occurre(l.Cau8od by low water level In steam gonorolors Syt 
slebillzod in Mode 3. Backwash cycle tested on 650620 W/8506 17 llr. 

MYERS.L. COOK.KW Louisiana Power & Light Co. 85/00/17. 4pp 31204 293 
31204.302. 


T. Hearing transcriplB on non-antitrusi matters 

8S0620007S Responds to appeal re denial of FOIA request for documont-s concomiea 
640608 public mealing In Belhesda.MD, specifically all drafts of handout si 
meeting.App documents available In PDR. 

FELTON, J M Division ol Rules and Records 06/02/22. GARDE, B.P. Qovornirionl At- 
counlablllty Project. 2pp 31041.047-31041-000 

-8407120291 Transcript of 840608 meeling In Bethesda.MD.Pp 1-52 
* NRC - No Detailed Alfiliallon Given 04/06/08. 64pp. 31041-001-31041:144 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 

F. Seourlty, medical, emergency A (|ro protection plana 

8606030390 Partial response to FOIA request for three categories ol documa[>ls lo t 
made available al PDR re NSHCs-App A documents encl & placed In PDR Scan 
continuing, 

FELTON. J.M Division of Rules and Records, 84/11/08 ADATO.M. Union of Cw 
earned Sclenlists. 4pp, 30720.001 -30720;006, 

-8308040086 Notice ol consideration ol Issuance ol amend to Licerrse NPF-14 S pti 
posed NSHC delermlnalion & opportunity for hearing re fire proleollon review rept 
SCHWENCEfl.A. Licensing Branch 2. 83/07/26. 7pp, 30720,137-30720:143. 
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—8506040167 Notics o( consideration of Issuance o( amend lo License NPF-14 & pro- 
posed NSHC determination & opportunity tor hearing re B30627 request to revise LI 
cense Condition 2 D to increase time between initial security clearances & update 
CARUSO, Ft Licensing Branch 2 83/08/12 6pp 30720182-30720 200 

B50620D225 Informs that util installed design features on containment purge sys to pre- 
vent blocking ol puree & vent valves by debris produced in accloenls.par Llcenso 
Condition 2 C (24) to License NPr-14 

CURTIS, NW Pennsylvania Power & Light Co. 85/05/15 BUTLER, w Licensing 
Branch. 2. 1 p 31 008 1 37-3 1 008 1 37 

6506040561 Summary of 850515 meeting w/utll re Implementation of tiro protection pro- 
gram & 850316-21 site visit List ol meeting attendees end. 

CAMPAGNONE.M J. Licensing Branch 2 85/05/20 Licensing Branch 2 5pp 
30724 161-30724.165, 

8508240259 Responds to NRC 850423 Itr re violations noted in tnsp Rents 50-387/85- 
06 & 60-388/85-06 Corrective actions Eire Doors 109 & 211 ropairea on 850227 & 
OSlS.respeclrvely & verified as lunctlonal on 850522 

KENYON.BD Pennsylvania Power & Light Co. 85/05/30 EBNETER.S D Region 1, 
Oitice Qf Director 5pp 31203 146-31 203’ 150 

8509090331 Advises that 850315 & 0517 Change U to physical security plan consistent 
w/provislons ot 10CFR50 54(p} & acceptable 

MARTtN.T.T Region 1, Office of Director. 85/05/31 KENYON, B D. Pennsylvania 
Power & Light Co 3pp 30729,152-30729 154 

8509070326 Forwards Insp Repts 60-387/85-14 & 50-388/85-14 on 850430 0503 No 
violaLons Idenlitied 

BELIAMY.RR Region 1, Ollice of Director 85/05/31 KENYON,B D Pennsylvania 
Power * Light Co zpp. 30749,321-30749.320 

-8509070343 Insp Repts 50-367/85-14 & 50-308/85-14 on 850430 0503 No violations 
Identified Major areas inspected emergency preparedness & lull scale annual emer- 
gency exercise on 860501 

COHEN.I , VfTO.D , SMITH, R Region 1, Ollice of Director, 85/05/24 7pp 30749,323- 
30749 329 

8509 1006 86 Forwards Insp Repts 50-387/85-12 & 60-388/05-12 on 850323-0505 & 
notice of vlolaliorr W/o notice ot violellon 

KISTER,HB Region 1. Ollice of Director 85/06/03 KENYON, B.D, Pennsylvania 
Power & Light Co 2pp 30794’ 114-30794‘1 37 

-BM6 100701 Insp Repts 50 387/85-12 & 50-308/85-12 on 850323 0505 Violation 
noted.fire dampers In standby gas treatment sys not Included in applicable surveil 
lance procedure as required. 

JACOBS.R H , PLISCO.LR,, BORCHARDT.R W. Region 1, Office ol Director 85/05/ 
30. 22pp 307B4 1 16-30794’ 137 

8509260274 Forwards Change D lo security training & qualification plan. Change with- 
held (rat 10CFn73 21) 

KENYON.BD Pennsylvania Power & Light Co 06/06/10 MURLEY.T.E Region 1, 
QHIce ol Director Ip, 31219:266 31219 265, 

8508170432 Responds lo NRC 850410 concerns re fire protection program Revised 
lire prole ctiori review repi will reflect degree of conformance to App fliper Generic 
Ltis 83-33 & 85 Ol.Conirol room analyses will conform to Generic Ltr 81-12 
CURTIS, N.W Pennsylvania Power & Light Co 85/06/11 BUTLER, W.R, Licensing 
Branch 2 &pp, 30058 097-30950,105 


H. General correspondence 

68090 S0O06 Discusses staff assessment of concerns re chugging loads at 
planis Assessment Inadequate due lo misleading input from Bechtel. 

ELAWAR.Z. Alfiilatlon Not Assigned 85/05/22 SCiHWENCER.A. Licensing Branch 2 
4pp 30718'334 30718.337 


I. Financial Information 

6506100276 Forwards audited financial stalemenla & other llnanclal Info for Nov 1963 - 
Oct 18B4,ln accordance W/10CFR50 71. 

CURTIS,N.W. Pennsylvania Power & Light Co. 85/06/05. DENTON, H R. Ollice ql Nu- 
clear Reactor Regulation, Director, 18pp. 307B9'191-30789'207 


J, Insurance & Indemnity Information 

8509090449 Forwards Endorsements 11-15 to MAELU Policy MF-107, Endorsements 
25-31 to NELIA Policy NF-262,Endors0menl 4 lo MAELU Certificate M 64, Endorse- 
ment 4 to NELIA Certificate N 64 & Endorsements 1 & 2 (o MAELU Certificate M’99. 
CURTIS,N,W Pennsylvania Power & Light Co 85/06/29. SALTZMAN,J. Assistant Di- 
rector for Stats & Licensee Relations 20pb 30732:226-30732:245. 

8509130286 Forwards Endorsement 16 to MAELU Policy MF’107 & Endorsement 32 to 
NEUA PoUcy NF-262, respectively. 

CURTIS,N.W. Pennsylvania Powsr & Light Co. 85/06/10, SALTZMAN.J. Assistant Dl- 
rector for Stats & Licensee Relations 3pp, 30859 054-30858:056. 

8696270576 Forwards Endorsement 20 to NELIA Policy NF-2e2. 

CURTIS,N.W Pennsylvania Power & Light Co 86^6/24. SALTZMAN,J. Assistant Di- 
rector for State & Licensee Retatlons. 2pp, 31 239’1 20-31239:1 21. 


P, Operating license etage documents A correspondence 

8506030390 Partial response lo FOIA request for three categories of documents to be 
made available at PDR re NSHCs App A documents enct & placed In PDR, Search 
continuing, 

FELTON.JM Division of Rules and Records 84/11/08. ADATO.M Union of Con- 
cerned Scientists 4pp. 30720 001-30720.005 

— 830B0400S6 Notice ot consideration of Issuance ol amend to License NPF-14 & pro- 
posed NSHC determination & opportunity for hearing re fire protection review rept. 
SCHVifENCER.A, Licensing Branch 2. 83/07/25, 7pp. 30720,137-30720:143. 


-8308060635 Notice of consideration ol issuance of amend to License NPF-14 & pro- 
posed NSHC determination & opportunity for hearing re change to Tech Spec 3 2 2 & 
Tables 2 2 1-1 8,3 3,6-2 

SCHWENCER,A Licensing Branch 2 83/07/25 6pp 30720 144-30720’ 155 

-83082S0251 Notice ol consideration of issuance of amend to License NPF-14 & pro- 
posed NSHC determination & opportunity for hearing re Tech Spec change for fire 
delsciton frjstrumentaflorr 

AULUCK.R Licensing Branch P 63/08/08 7pp 30720156-30720174 

-8308260362 Notice of consideration ot Issuance of amend to License NPf- 14 & pro- 
posed NSHC determination & opportunity for hearing re request to change Tech 
Specs to require diesel generator starts five times from ambient conditions 
PERCH.R.L Licensing Branch 2 83/08/10 7pp 30720.130-30720 136 

-8306310470 Notice of consideration of issuance of amend to License NPF-14 & pro 

S I NSHC determination & opportunity for hearing Amend corrects Tech Spec 
4 1 1 2 1 2-1 re radioactive gaseous Waste sampling & analysis program 
SCHWENCER.A Licensing 8 rancTi 2 83/07/11 7pp 30720 175-30720 181 

-8312230001 Forwards update of Sholly statistics covering 830506-1 122 
EISENHUT.DQ Division o! Licensing 83/l2/0'9 DENrON.HR Office of Nuclear Re- 
actor Regulation, Director. 2pp 30720 012-30720 013 

-6401180341 Forwards update lo Sholly statistics for 830506-1231 Request lor hearing 
received in response lo notice of issuance of Amend 10 Ninth monthly FR notice 
scheduled for publication on 840125 

EISENHUT.DQ Division of Licensing 84/01/06 DENTON.H R Ollice of Nuclear Re- 
actor Regulation, Director. 8pp 30720 014-30720 015 

-8402210138 Forwards update of Sholly statistics for 830506 6401 26 Two requests tor 
hearing & one comment roceiveaRequosla lor hearing dismissed on two 
plaanls Prehearing conference scheduled tor Grand Gulf petition 
EISENHUT.D G Division ol Licensing. 84/02/07. DENTON.H.R. Ollice ol Nuclear Re- 
actor Regulation, Director 3pp 30720,01 6-30720.01 8 

-6402270S80 Notice of consideration of Issuance ol amend to Llcenso NPF-t4 & pro- 
posed NSHC determination & opportunity for hearing 
SCHWENCER,A, Licensing Branch 2 84/02/06, 10pp 30720.212-30720:221 

-8404020112 Forwards update of Sholly stallsllcs covering 830505- 040224.Elevenlh 
monthly FR notice scheouled tor publication on B40321 

EISENHUT.D G Division ol Licensing, 84/03/13. DENTON.H fl Ollice ol Nuclear Re 
actor Regulation, Director 3pp 30720 019-30720 021 

-8404260481 Forwards updated "Sholly" stattsfScs for 830506-840322 Prehearing con- 
ference held on request for hearing received on TMI-1 steam generator 
repair Contentions accepted by ASLB 

EISENHUT.D G Division of Licensing, 84/04/13, DENTON.H R Qlfico Of Nuclear Re- 
actor Regulation, Director 3pp 30720022 30720 024 

-B40S220S11 Forwards update of Sholly statlstica covering period 830506 840425 No 
addi comments or requests for hearing recetvod 

EISENHUT,D,G, Division of Licensing. 84/05/07 DENTON.H R. Oflioe of Nuclear Re- 
actor Regulation, Director 3pp 30720 025 30720.027 

-8408280322 Forwards update of Sholly statistics for period 830506- 840523 ASLB 
Issued decision for Grand Gulf on 840423, admitting two conlenllons lor discovery, 
EISENHUT.D.Q Division of Licensing, 84/06/08 DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director. 3pp 30720 028-30720 030. 

-8407300050 Forwards update of Sholly stalisllcs covering 030506-840620. No addI 
commenla or requests lor hearing received 

EISENHUT.D.Q Division ol Licensing 84/07/06. DENTON.H R. Ollice of Nuclear Re- 
actor Regulation, Director. 4pp 30720031-30720:034 

-8408200008 Forwards updated Sholly statlstica (or period 830506-840716 Statistics 
will be updated following 840822 monthly publication of FR notice. 

EISENHUT.D.Q Division of Licensing. 84/06/06. DENTON.H.R. Ollice of Nuclear Re- 
actor Regulation, Director. 4pp 30720.035 30720 038 

-8410040278 Forwards update of Sholly slatlatfcs covering 830506- 840822 Lists two 
"press release" type notices Issued ciuring reporting period. Next monthly FR notice 
scheduled (or publication on 840924. 

EISENHUT.D.Q, Division ol Licensing. 84/09/18. DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director 24pp. 30720 039-307.20,062, 

-8506040187 Notice of consideration o( Issuance ol emend to License NPF'14 & pro- 
posed NSHC determination & opportunity for hearing re 830627 request to revise Li- 
cense Condition 2.D to Increase lime between initial security clearances 8 update. 
CARUSO.R Licensing Branch 2 83/00/12, 6pp 30720,182-30720,200, 

-8506040232 Notice ol consideration of Issuance of amend to License NPF-1 4 & pro- 
osed NSHC determination & opportunity (or hearing re 831020 request lo change 
ech Spec Table 4 8.1 ,1 ,2-2 concerning atari lime of svo water pumps, 
SCHWENCER.A. Licensing Branch 2, 83/11/09 4pp, 30720 201-30720’204 

-8808040245 Notice of consideration of Isauance ol amend to License NFF-14 & pro- 
posed NSHC determination & opportunity for hearing re 831104 request to modify 
Tech Spec tables concerning Isolation signal "X" on Trip Function 1 b. 
SCHWENCER.A, Llcerwlrtg Branch 2. 83? 11/21. 7pp 307SQ.205-30720:2U. 

880613004S Partial response to FOIA request lor all documents re NRC procedures for 
detection & control of alcohol & Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or (aclIllles.Forwards App A documents, 

FELTON,J,M. Dhdsfon of Rules artd flecortfe. 85/01/28 HEATH,SJ. Washinglon 
Legal Foundation 56pp. 30937 047-30937:1 57, 

-8809130366 Responds to query re release of portions of Ofo of (nvesKgaftons repf re 
drug/alcohol abuse to specilic licensees, Release not prohibited by FOIA or Privacy 
Act Concerns over precedent expressed. Survey woiksheels anci 
SHOMAKER.E.C. Operations & /Administrative Division. 82/12/20. LIEQERMAN,J, Re- 
gional Operations & Enforcement Dwislon, 170pp. 30937:356-30938’ 188 
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8504 170321 Requests lee fof rovicw of 050207 Hr re in strum ontat ion for detection o( 
Inadequate core cooling per Licer^se Conditions 2 C(23){d)(0 4 2 C(12)(e) ol Licenses 
NPF 14 & NPF-22, respectively & Generic Llr 84-23 

DIGGS.RW License Fee Managemeni Branch 85/04/10 CURTIS, NW Pennsylvania 
Power&LightCo Ip 29904 1SO-29004 100 

SB060 40318 Forwards SER accepting post-trip review program Staff action for Item 1 1 
of Generic Ltr 63-26 completed SALP input also end. 

BUTLER, WR Licensing Branch 2 85/05/13 CURTIS, NW Pennsylvania Powers 
Light Co 4pp 30710 220 30719230 

'•8506040323 Safety evaluation accepting Genorlc Ltr 83-28, Item 1 1 post trip review 
program & procedures 

• NRC- No Detailed Affiliation Given 85/05/13 7pp 30719 224-30719 230 

8505200225 Informs that util installed design features on containment purge sys to pre 
vent blocking of purge & vent valves by deb ns produced In acclaents,per License 
Condition 2 c (24) to Lfeense NPF-14 

CURTIS.N W Pennsylvania Power & Light Co 85/05/15 BUTLER, W Licensing 
Branch 2 Ip 31008:137-31008 137 

8506060323 Forwards Amend 45 to License NPF-14 8 safety evaluation Amend revises 
Tech Specs to support operation at lull rated power during Cycle 2, per 850115 & 
022t requests 

BUTLER, W Licensing Branch 2 85/05/22 CURTIS.NW. Pennsylvania Power & Light 
Co 5pp. 30782 301 30782 356. 

—8606060333 Amend 46 to License NPF-14, revising Tech Specs to support operation at 
full rated power dunng Cycle 2. 

8UTLER.W. Licensing Branch 2 85/05/22. 39pp. 30782 306 30782 343 

-8508060339 Safety evaluation supporting Amend 45 to License NPP-14 
' NRC - No Detaifed Affiliation Given. 85/05/22 13pp 30762 344-30782,356 

8508060804 Discusses 630314 request for approval of proposed design mod to Install 
testable spectacio flanges, Proposed design change (o RHR relief valve testing ar- 
rangement acceptable 

BUTLER, W.R. Licensing Branch 2. 85/05/22 CURTIS.NW Pennsylvania Power & 
Light Co 5pp 30782 189 30782 193 

B506060201 Confirms that startup date should not be delayed as result ol problems re 
reactor vessel steam dryer.suppotl bracket & core spray piping cracks Repairs accept- 
able on basis ol Informal review.Satety evaluation to be Issuea 
NOVAK, T.M Assistant Director lor Licensing 86/05/28. CURTIS.NW. Pennsylvania 
Power&LightCo 3pp 3O782;177-3O702.179, 

8506080368 Foiwards Amervds 47 & 12 to licenses NFF-14 & NPF-22, respectively & 
safety evaluation.Amends revise Tech Specs to support changes Jn onsite organiza 
lion & administrative controls 

BUTLER, W.R. Licensing Branch 2 85/05/26. CURTIS.NW. Pennsylvania Power & 
Light Co 7pp 30776'306 30776 332 

-8506080376 Amends 47 & 12 to Licenses NPF-14 & NPF-22, respectively, revising 
Tech Specs to support changes In onsite organization & administrative controls 
BUTLER.WR Licensing Branch 2 85/06/28. 1 app 30776313 30776.330. 

-6508060394 Safety evaluation supporting Amends 47 & 12 to Licenses NPF-14 & 
NPF-22,rospactiV9!y. 

• NRC • No Detailed Aflillallon Given 85/05/26. 2pp 30776 331-30778:332. 

8506060785 Forwards Amend 46 to License NPF-14 & safely evaluation, Amend revises 
Tech Specs to reflect replacement of certain magnetic only breakers w/lhormal mag- 
netic breakers Amend also reflects changes made In support of drywell cooling. 
BUTLER,W.R. Licensing Branch 2 86^5/28 CURTIS.NW Pennsylvania Power & 
LIghI Co, epp 30770-341430771:001. 

-6506060789 Amend 46 to License NPF-14, revising Tech Specs to reflect replacomeni 
of certain magnetic only breakers w/tharmel- magnetic breakers & reflecting changes 
made fn support of drywell cooling improvemants. 

BUTLER.WR, Llcenstng Branch 2, 85/05/28 13pp. 30770 347-30770 359 

-8500080793 Safety evaluation supporting Amend 46 to License NPF-14. 

• Office ol Nuclear Reactor Regulation, Director. 85/05/28 5pp, 30770,360- 
30771 001. 

8506110288 Forwards final qualification repts for power range monitor cabinet & HPCI 
turblne.Facility fully qualified to SORT criteria Repts vdthhald. 

CURTIS, N.W, Pennsylvania Power & Light Co 85/06/05 BUTLER, W, Licensing 
Branch 2 Ip. 30806 02B-30B06' 025, 

8508110302 Updates status of environ qualification program Completion of listed plant 
mod requests finishes util actions to satisfy Conditions 2 C {7)(a} & (c) to License 
NPF-22 & 850328 extension of scheduler requErementa, 

CURTIS, N.W, Pennsylvania Power & light Co. 85/06/05. BUTLER, W, Licensing 
Branch 2 2pp. 30808:100-30806:101. 

8508130304 Advisee of completion of design mods to emergency sve water sys de- 
scribed In util 83051 6 ltr Mods eliminate single failure in sub] sys,thereby eliminating 
need lor uncooled RHR pump. 

CURTIS.N.W, Pennsylvania Power & Light Co, 85/06/10. BUTLER,W.R Licensing 
Branch 2. Ip 30859.685-30859.085. 

6506240106 Forwards SER based on util 831104 & 840301 responses to Generic Llr 
63-28, Hem 1 .2 re post-trip review data & into capability & Science Application Inll 
Corp technical evaluation rept input. 

BUTLER, W.R. Ucenslng Branch 2, 85/08/10, CURTIS, N.W, Penrtsylvanla Power & 
LlghtCo. 2pp. 31157.20831157-220 

-6506240111 SER supporting util 631104 & 840301 responses to Generic Llr 83- 
28,1 tern 1 2 re posl-trlp review data & Info capability Post trip review data & Info capa- 
bility acceptable, 

’ NRC • No Detailed Affiliation Given 86/06/10, 11pp. 31157:210-31167:220. 

8$a8340198 Advises lhal air dryers upstream of air receh/ers In emergency diesel gen- 
erator slartina sya lnstalled,per License Condition 2.C,(27) ol License NPF-14 & Li- 
cense Conditton 2 C.(1 1) of Lkenss NPF-22. 

CURTIS, N.W, PennsyNanIa Power & Light Co 85/08/13. BUTLER, W.R, Ucenslng 
Branch 2. Ip, 31203:230-31203:230, 


8S06250461 Responds to Generic Llr 85 07, ‘'Impfementalion of Integra led Sched/gt 
for Plant Mods ” No integrated living schedule wilt be negotiated All NRC (eaturej 
Incorporated No backlog of rogutatory mods exist 

CURTIS.N W. Pennsylvania Power & Light Co 85/06/21 THOMPSON, H.L Divlsloiicl 
Licensing 3pp 31180 301-31160 303 

8506270504 Forwards application for Amends 68 & 21 to Licenses NPF-t|4 & ffPf 
22, respectively, revising Tech Spec 6 8 4a to add RHR & posl-accident sampling 
to list of primaty coolant sources, per TMI Item III D 1 1 Fee paid, 

CURTIS.NW Pennsylvania Power & Light Co 85/06/24 BUTLER.WR LIcorRm 
Branch 2 2pp 31237 333-31237 339 * 

-B506270509 Application lor Amends 68 & 21 to Licenses NPF-14 & NPff^ 
fospectively.revising Tech Spec 6 8 4a to add RHR & post-accident sampling systo 
list ol primary coolant sources outside containment, per NUREG-0737,llem III D 1 1 
CURTrs,NW Pennsylvania Power & Light Co 85/06/24, 2pp 31237.335-31237334 

-B508270S14 Proposed Tech Spec 6 8 4a adding RHR & post-accident samplirtg sysfe 
list of primary coolant sources outside containment, per NUREG-0737,ltem III D 1 1 
‘ Pennsylvania Power & Light Co. 85/06/24. 3pp 31237 337-31237 339 


Q. Inspection reports, IE Bulletins & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, EL Division ot Emergency Preparedness & Engfnoonng Rosponso (P«t 
830103) 85/05/14 Consolidated Edison Co. of New York, Inc I07pp 31044 ok 
31044'171 

8505130038 SuppI 1 to IE Info Notice 85 020. "Motor-Operated Valve Failures Dwio 
Hammering Effect " Sve list end 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Respoirso tP»t( 
830103) 85/05/14 Consolidated Edison Co. ol Now York, Inc 107pp 31044137 
31044'278 

8506050679 Forwards Safety Insp Rept 50-387/85-15 on 850501-02 No vlola'jons 
noted 

MARTIN, TT Region 1, Office ol Director 85/05/18. KENYON, BO PonnsytvaiM 
Power & Light Co 2pp 30724 303-30724.310. 

-9506060697 Insp Re pi 50-387/85-15 on 850501-02 No violations noted Majo/ urai 
Inspecled.radlatlon protection program associated w/steam dryor ts;w 
activilles.including exiornal & Internal exposure control. 

BICEHOUSE,H J , PASCIAK.WJ Regfon 1, OHico of Director. 85/05/10 ^ 
30724.305 30724.310, 

BS05200590 IE Info Notico 85 039, "Auditability of Eloctrlcal Equipment CSualificalleii 
Records at Licensees Facilities " Sve list end 

JORDAN,E.L Division of Emergency Preparedness & Enginoorlng Rosponso (fbo 
830103). 85/05/22, Consolidated Edison Co, of New York, Inc 106pp. 3083/:$f. 
30837-363 

8605200600 IE Info Notice 65 040, "Delldenclos In Equipment Quetificalion TosUnjl 
Certification Process " Sve list end. 

JORDAN, E L Division of Emergency Preparedness & Englnooilng Rosponso {Foil 
830103) 86/05/22, Consolidated Edison Co. ol Now York, Inc i06pp 30846 
30848.271. 

8505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Sotios Gzttx 
TLD Elements " Svo list end, 

JORDAN, E L Division ol Emergency Preparedness & Enginoorlng Rosponso (Pov 
830103). 86/05/29. Consolidated Edison Co of New York, Inc i20pp. 30852 241 
30852,363. 

8605280137 IE Into Notice 85 043, "Radiography Events at Powor Roaclora " Sve lit 
end, 

JORDAN, E L Division Of Emergency Preparedness & Ennlneoiing Rosportse IPod 
830103) 65/05/30 Consolidated Edison Co. ol New York, Inc. f2(>pp 30Q84t6i> 
30864,287, 

8605280195 IE Info Notice 85 044, "Emergency Communication Sys Monthly Tost"&! 
list end. ^ 

JOnDAN,E.L, Division of Emergency Preparedness & Engineering Rosponse M 
630103). 85/05/30, Consolidated Edison Co of New York, fna, 12 top. 30884041- 
30864-160. 

8508240258 Responds to NRC 650426 llr re violations noted in Insp Ropls BOSBTfOI- 
06 & 60-368/85 06, Corrective actlons’Fire Doors 109 & 211 repalrocTori 8502275 
0S16,respecllvely & verified as functional on 850522. 

KENYON.B.D, Pennsylvania Power & Light Co. 85/06/30. EBNETER.S D, Regtoal, 
Office ol blrectOf, 6pp, 31203:146-31203:160, 

8506070326 Forwards Insp Repts 60-387/86-14 & 60-3B8/B5-14 on 850430 0501110 
violations Identified 

BELUMY.fl.R. Region 1. Office ol Director. 86/06/31. KENYON,BD. PonnsvVJm 
Power & Light Co 2pp. 30749.321-30746-329. ' 

-9606070343 Insp Repts 60-367/65-14 & 50-360/86-14 on 860430-0603. No vtolatot 
Identified. Ma)of areas in8pecled;emergoncy preparedness & full-scale annual emw 
gsney exercise on 850501, 

COHEN,!., VITO,D„ SMITH,R Region 1, Office of Director. 8S/OS/24. 7pp 30749M3- 
30749.329. 

8608100688 Forwards Insp Repts 50-387/86-12 & 60 388/85-12 on 850323-0105 5 
notice of violation W/o notice of violation. 

KISTER.H.B, Region 1, Office of Director, 85/06/03. KENYON.B D. PonnsyMos 
Power & light Co 2pp, 30794:1 1 4-30794: 1 37. ^ 

-8608100701 Insp Repts 60-387/86-12 & 60-380/85-12 on 850323-0505 Vkifilon 
noled;ltre dampers In standby gas treatment sys not Included In applicable suwL 
lance procedure as required 

JACOBS, R,H„ PLISCO,L.R., BORCHARDT.R.W. Region 1, Office of Director 65/05/ 
30. 22pp, 30794:1 16-30794.137. 



DOCKETED ITEMS 207 


8SO6OSO077 IE Into NoUce 85-045, ‘'Potential Seismic Interaction Involving Movable In- 
Coro Flux Mapping Sys Used in Westinghouse Oesigned Plants " Svc list end 
JORDAN.E U Division of Emergency Preparedness & Engineering Response (Post 
8SOID3) 85/06/06 Consolidated Edison Co of New York, tnc 122pp 30865 OOt- 
30865046 

8506140371 Ack receipt of 650602 Ur informing NRC of steps taken to correct violations 
noted in ln$p Repis 50-387/85 07 & 50-388/86-07 

MARTIN, TT Region 1, Office of Director 85/06/07 KENYON,BO. Pennsylvania 
Power & Light Co 2pp 30697 221-30B97-224 

8506060707 IE Info Notice 85 046, “Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043 301- 
31044 064 

6506140240 IE Info Notice 85-047, "Potential Effect of Lino-Induced Operation on Cer- 
tain Tarael flock Solenoid-Operated Valves." Svc list and 

JOROAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18. Consolidated Edison Co of New York, Inc. f34pp 31286.157- 
31266 304 

8506210258 Responds to Item 3 or Rev 1 to IE Bulletin 70 26.CoiDput6r code deval- 
oped to calculate control blade depletlon.No control blades will exceed 34% B-10 de- 
pletion averaged over upper 1/4 of blade beiore end of second cycle 
CURTIS, NW. Pennsylvania Power & Light Co. 66/06/18 BUTLEfl.WR Licensing 
Branch 2 2pp 31026 255 31026:256. 

8508140636 IE Info Notice 85 048, "Respirator Users Notice Detective Sail-Contained 
BrealhEng Apparatus Air Cylinders “ Svc list end. 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/06/19 Consolidated Edison Co of New York, Inc 123pp 31376 064- 
31376 183. 


R. Periodic operating reports & related correspondence 

8506110231 FOIA request tor 1963 annual repl for safely relief valve challenges of 
listed plants & annual plant mod.tests & experiments repl for 1983 per 10CFR50 59. 
PEDRO.J NUS Corp 84/10/26. Division ol Rules and Records Ip 30839.140- 

30839.140 

8506118242 Responds to FOIA request lor 1983 annual plant mod, tests & experiments 
& safety relief valve challenges repis Forwards App B documents.App A documents 
available In PDR Avaitabllily ol repis listed by facility 

FELTON.J.M Division of Rules and Records 84/12/20. PEDRO.J. NUS Corp. 5pp. 

30839.141 30841.130 

8506070702 Monthly operating repis for Mar 1665 W/&504t$ itr. 

KUCZYNSKI.LA, KENYON, B.O. Pennsylvania Power & Light Co 65/03/31 
BEEBEjM R Division of Automated Information Services 11pp. 30795. 180-30795‘1 90 

6606060216 “NPDES Discharge Monitoring floplApr 1985 " W/850528 Itr. 

FIELOS,JS Pennsylvania Power & Light Co 85/04/30. KOVAL, P Pennsylvania, 
Commonwealth of 17pp 30769 230-30769-246. 

65062004S1 "Drinking Water Monitoring Rept lor May 1985." W/850610 Ur. 
FIEiDS,JS. Pennsylvania Power & tight Co 85^5/31. 2pp. 31020,146 31020:146, 


S. Reportable occurrencea, LERs & related correapondence 

8S06030212 LER 65-013-00 on 850416,aUernalo sampling (or turbine bldg lost once & 
for reactor bldg lost twice.Caused by circuit overload, resulting In tripped circuit power- 
ing sampie pumps Alternate power supplies being lnve8ttaated.W/850521 Hr. 
KUCZYNSK1.L.A., KEISER.H.W Pennsylvania R>WGr & Light Co, 86/06/21. 3pp, 
30666 01 2-3 060 6-01 4. 

6506060329 LER eS016-OO.on 8S0426,live emergency svc water & control structure 
chilled water sys sovelllances completed late. Caused by mods to sys & problems w/ 
weekly suivolllance schedule.Schedule revised W/850S24 Itr. 

PHICE.CE., KEISER.HW Pennsylvania Power & Light Co 85/05/24. 4pp. 
307e8-322.3076e:326 

8506060349 LER 85-012-00.on 850404, determined lhat four lire dampers In standby 
gas treatment sys ductwork not Included In autveillance procedures & fire watch not 
verified Fire watch imp(emon1ecl,W/660524 Itr 

KUCZYNSKI.LA., KEISER.HW Pennsylvania Power & Light Co. 85/05/24, 2pp 
3O768:352-a0768‘353. 

8506170615 LER 85-017-0Q.on 850506,feactor water cleanup sys containment outboard 
Isolation valve closed on high flow signal causing unanlicipaled ESF aQtuat]on.Caused 
by tiighar differential pressure when sys runs co)d.W/860603 Ur. 
l<UCZYNSKI,L.A, KEISER.H.W. Pennsylvania Power & Light Co. 65/08/03. 3pp. 
30'971:380-30971:362. 

8506200413 LER 85-0l9-00,on 85051 6, reactor protection sys actuation occurred when 
inletmediale range rnonltcr C mistakenly taken out ol bypass Caused by telcon 
tnlsufldarslanding Personnel counseled.W/BSOeo? Hr, 

QANDEN8ER6ER.D., KEISER.H.W. Pennsylvania Power & Light Co. 85/08/07. 2pp. 
91020 278-31020 279, 

8S08200434 LER 84 048 01 ton 841221, unauthorijed discharge ol nitrogen Into plant 
piping caused valve seats In nitrogen puree tine to leak excessIveiy.UnIt shut down on 
a4l224.Cau8ed by misunderstood instruot(on8.W/860610 Ur. 

GANDENBERQER.D , KEISER.H.W, Pennsylvania Power & Light Co, SS/06/10. 6pp, 
31020,280-31 020'284. 

6506210185 LER 8B-0i8-00,on 850613 & 14, unanticipated actuation of reactor protec- 
tion sys ocurred when Intermediate range monitor spuriously tripped upscale.Caused 
by shorting links being removed from reactor protection sya.W/SSoOl 1 1tr, 
GANDENBERGER.D.; KUCZYNSKI.LA., KEISER.H.W. Pennsylvania Power a Light 
Oo, 85/06/11. 2pp, 31057.052-31057.053. 


8506240027 LER S5 020 00 on 850516 & 19,ESF actuation occurred whan standby gas 
treatment & control room emergency outside air supply sys actuated Caused by shine 
sensed by retuel floor high exhaust fadialion detector Channel AW/e60613 Ur 
KUCZYNSKI.LA. KEISER.HW Pennsylvania Power & Light Co 85/06/13 3pp 
31203 204-31203 296 


V. Operator Examinations 

8506150318 FOIA request for info re Initial operator written exam results on number ot 
posl-TMl 2 plants Info provided In 841211 Ur did pertain to inilial exam results Table 
tisting dates ol Initial licensing end 

HANAUEn.S H Technical Analysis Corp 84/12/28 FELTON.J M Division ol Rules 
and Records 2pp 30945001-30945 002 

8506160321 Responds to FOIA request re 841211 response to request for info con- 
cerning results of Initial written operator exams taken by candidates at listed 
p1antB.Rocords placed In PDR Privacy info doleted. 

PELtON,J M Division of Rules and Records 85/03/27 HAAUER.S H Technical 
Analysis Corp 19pp 30945 003-3D04S 02 1 
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F. Security, medical, emergency & fire protection plana 

8606040581 Summary ol 850515 mealing w/ulil re implemaniallon ol lire protection pro 
gram & 850318-21 site visit List ol meeting attendees end 
CAMPAQNONE.M J Licensing Branch 2 85/05/20 Liconsing Branch 2 5pp. 
30724- 161 -30724 165 

8506240266 Responds to NRC 850429 Ur re violations noted in Insp Repts S0-387/8S- 
06 & 50-3B8/85-06.Correclive actions Fire Doors 109 & 211 repaired on 850227 & 
051 5, respectively & verified as functional on 850522 

KENYON,BD Pennsylvania Power & Light Co 85/05/30 EBNETER.SD Region 1, 
Office of Director Spp 31203'146-31 203.1 SO 

8508080331 Advises that 850315 & 0517 Change U to physical security plan consistent 
w/provislons of 10CFR50 54(p) & acceptable 

MARTIN.T.T Region 1, Ollica of Director 65/05/31 KEN YON, BD, Pennsylvania 
Power & Light Co 3pp. 30729-1 52-30729,1 54 

8606070326 Forwards Insp Repts 60-387/85-14 & 60 388/85 14 on 8S0430 0503 No 
violations Idantilied, 

BELIAMY.RR. Region 1. Ollica of Diroefor 05/05/31 KENYON.BD. Pannsylvania 
Power 8 Light Co 2pp 30749-321-30749 329. 

-■8506070343 Insp Ropts 60 307/85-14 & 50 368/85-14 On 850430-0503.No violations 
idenlilied Major areas inspected emargancy preparedness & full-scale annual emer- 
gency exercise on asosoi. 

COHEN.I, HARPSTER.T Region 1, Office of Direolor. 05/05/24. 7pp 30740-323- 
30749-329 

86061 006B8 Forwards Insp Repts 50-387/86-12 & 60-368/85-12 on BS0323 0S05 & 
notice ol vlalailon.W/o notice of violation 

KISTER.HB Region 1, OlfiCQ of Director 85/08/03. KENYON.BD, Pennsylvania 
Power & Light Co 2pp 30794- 114-30794:137. 

-8606100701 Insp Repts 60-387/85-12 & 50-388/85-12 on 850323-0505. Violation 
noted.liro dampers in standby gas Iroalmenl sys not inoludad In applicable surveil- 
lance procedure as required 

JACOBS.R.H., STROSNIDER.J Region 1, Ollice of Director 85/05/30. 22pp 
30794116 30704:137. 

8S06260274 Forwards Change D to socurity training 8 qualltlcalion plan. Change wilh- 
hefd (ref 10CFR73.21) 

KENYON.BD Pennsylvania Power & Light Co 85/06/10. MURLEY.T.E Region 1, 
Office ol Director Ip 31219:265 31219-265. 

8506170432 Responds to NRC 850410 concerns ro lire protection program. Revisad 
lire protection review rept will reflect degree of conformance to App R.per Generic 
LIrs 83-33 & 86-01 Control roam analyses will conform to Generic Ltr 81-12, 
CURTIS.N.W. Pennsylvania Power & Light Co, 85/OB/11 BUTLER, W.R. Licenaing 
Branch 2. 9pp 309SB;097-30968.105 

8506270580 Forwards application for amend to LIconse NPF'22, deleting ACTION b In 
Tech Spec Section 3.3 7.9, "Fire Detection Instrumentation." Fee paid. 

CURTlS^iN.W. Pennsylvania Power & Light Co 85/06/24, BUTLER, W.R. Licensing 
Branch 2. 2pp, 31 239:131-31 239:134. 

-9606270685 Application lor amend to License NPF-22.detetlng ACTION b In Tech 
Spec Section 3.3.7 9, "Fire Detection Inslrumontatlon." 

CURTIS, N.W. Pennsylvania Power & Light Co. 85/06/24. Ip. 31230:133-31239:133. 

-8606270S90 Proposed Tech Specs, deleting ACTION b In Section 3.3.7.9, "Fire Detec- 
tion Instrumentation " 

• Pennsylvania Povxer & Light Co. 85/06/24. Ip 31239:134-31239.134. 


H. General correspondence 

8508050006 Discusses staff assessment ol concerns re chugging toads at 
p1anl3.A3sessmenl Inadequate due to misleading Incut from Bechtel. 
iUWAR.Z. Affiliation Not Assigned 85/05/22. SGHWENOER.A. Licensing Branch 2. 
4pp, 30718:334-30718-337. 


I. Financial Information 

8506100278 Forwards audited tinanciat stalementa & other financial Info for Nov 1-083 • 
Oct 1964, in accordance W/10CFR60.71. 

CURTIS.N.W Pennsylvania Power & Light Co, 85/06/06 DENTON,H R. Office of Nu- 
clear Reactor Regulation, Director 18pp. 30789:1 9 1-30789:207, 
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J. tAsurance & indemnity Information 

8506060449 Forwards Endorsements 11*15 to MAELU Polity MF-107. Endorsements 
ZS-31 to NELIA Policy NF 2&2,Endorsemei>t 4 to MAELU Certificate M 64, Endorse- 
ment 4 to NELIA Certificate N 84 & Endorsements 1 & 2 to MAELU Certificate M 96 
CURTIS.N W Pennsylvania Power & Light Co 85705/29 SALTZMAN.J Assistant Di- 
rector tor Stale & Licensee Relations 20pp 30732 226 3 0732 245 

8506130266 Forwards Endorsement 16 to MAELU Policy MF'107 & Endorsement 32 to 
NELIA Policy NF-262,respectively 

CURTIS.N W Pennsylvania Power & Light Co 85/06/tO 5ALTZMAN,J Assistant Oi 
rector lor Stale & Licensee Relations Spp 30859 054 30859 056 

8S06270S76 Foiwards Endorsement 20 to NELIA Policy NF-262. 

CURTIS.NW Pennsylvania Power & Light Co 65/06/24 SALTZMAN.J Assistant D1 
rector lor Stale & Licensee Relations 2pp 31239 120-31239 121 


P. Operating license stage documents & correspondence 


8506 080 804 Discusses 630314 request tor approval ot proposed design mod to mslal 
testable spectacle flanges Proposed design change to RHR reliei valve lestino ar 
rangement acceptable 

BUTLER.W R Licensing Branch 2 85/05/22 CURTIS.N W Pennsylvania Power S 
Light Co 5pp 30782 189-30782 193 

8506060366 Foiwards Amends 47 & 12 to Licenses NPF-14 & NPF-22, respeclivelv J 
saloty evaluation Amends revise Tech Specs to support changes In onsde orgaaaj 
tion & administrative controls 

BUTLER.W R Licensing firanch 2 85/05/28 CURTIS.N W Pennsylvania P«hver 1 
Light Co 7pp 30776 306 30776 332 

-8S060B037S Amends 47 & 12 to Licenses NPF-14 & NPF-22.r69pective[y, rewsino 
Tech Specs to support changes in onsite organization & administrative controls 
BUTLER.W R Licensing Branch 2 85/05/28 18pp 30776 313-30776 330 

-8506060364 Salaty evaluation supporting Amends 47 & 12 to Licenses NPF 141 
NPF-22,r0spectivo1y 

* NHC - No Oolailed Affiliation Given 05/05/28 2pp 30776.331 30776 332 


8606030390 Partial response to FOIA request for three categories of documents to bo 
made available at PDR re NSHCsApp A documents enef & placed In PDR Search 
con tinning 

FELTON, JM Division of Rules and Records 84/11/08 ADATO.M Union of Con 
ceined Scientists. 4pp 30720 001-30720 005 

-8312230001 Forwards update ol Shelly statistics covering 830506-1 122 
EISENHUT.DG Division of Licensing 83/12/09 DENTON.HR Otfice ol Nuclear Re- 
actor Regulation, Director 2pp. 30720 012 30720 013 

-8401160341 Forwards update to Shelly statistics for 830506 1231 Request lor hearing 
received In response to notice of Issuance of Amend 10 Ninth monthly FR notice 
scheduled (or publication on 840125 

EISENHUT.DG Division of Licensing 84/01/06. DENTON.HR Office of Nuclear Re- 
actor Regulation, Director Spp 30720014-30720 013 

-8402210139 Forwards update of Shelly statistics lor 830506-840126 Two requests (or 
heanng & one comment received Requests (or hearing dismissed on two 
pfaants Prehearing conference scheduled for Grand Gulf petition 
EISENHUT.DG Oivisfon ol Licensing 84/02/07 DENTON.HR Office ol Nuclear Re 
actor Regulation, Director Spp. 30720,016-30720 018 

-8404020112 Forwards update ol Shelly statistics covering 830505- 840224 Eleventh 
monthly FR notice scheduled (or publication on 840321 

EISENHUT.DG Division of Licensing 84/03/13 DENTON.HR Office of Nuclear Re- 
actor Regulation, Director Spp. 30720016 30720.021 

—8404260481 Foiwards updated "Shelly” statistics (or 830605 840322 Prehearing con- 
terance held on request (or hearing received on TM1 1 steam generator 
rapalr.Conlentlons accepted by ASLB 

EISENHUT.D Q. Division of Licensing 84/04/13 DENTON.H R Olllce of Nuclear Re 
actor Regulation, Director, Spp. 30720022-30720.024 

-*8405220611 Forwards update ol Sholly statistics covering period 830505 840425 No 
addi comments or requests for hearing received 

EISENHUT.DG Division of Licensing 84/05/07. DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director. Spp 30720.025-30720 027 

—8406280322 Forwards update ol Sholly statistics lor period 830506- 840523 ASLB 
Issued decision (or Grand Gull on 840423, admitting two contentions for discovery, 
EISENHUT.DG Division of Licensing. 84/06/08. DENTON, H.R. Ollice of Nuclear Re- 
actor Regulation, Oiractor. 3pp. 30720 028 30720.030. 

-8407300060 Forwards update of Sholly statistics covering 830506-840620. No addI 
comments or requests lor hearing received. 

EISENHUT.D.G Division ol Licensing 84/07/06 DENTON.H R. Olllce ol Nuclear Re- 
actor Regulation, Director. 4pp 30720031-30720034. 

-6408200009 Forwards updated Sholly statistics tor period 830506-840716. Statistics 
will be updated following 640622 monthly publication ol FR notice 
EISENHUT.D.G Division of Licensing 84^8/0a. DENTON,H R Ollice ol Nuclear Re- 
actor Regulation, Director. 4pp 30720 035-30720 036. 

-8410040278 Forwards update of Sholly stallstics covering 830506- 840022 Lists two 
"press releaso" type notices issued during reporting period Next monthly FR notice 
scheduled for publication on 640924 

EISENHUT.D.G Division ol Licensing 84/09/10. DENTON.H R Office of Nuclear Re- 
actor Regulation, Director. 24pp 30720.039-30720062 

8606130045 Partial rosponsa to FOIA request (or all documants re NHC procedures for 
detection & conirol of alcohol & illegal drug use by persona engaged in bldg or const 
of nuclear reactors or facilities, Forwards App A documents 
FELTON, JM. Division ol Rules and Records 65/01/28. HEATH,S.J Washington 
Legal Foundation 5Spp 30937.047-30937:157. 

-8S0S130366 Responds to query re release ol portions of Ofe of InveslEgations rapt re 
drug/alcohol abuse lo specific licensees Release not prohibited by FOIA or Privacy 
Act Concerns over precedent expre$sed.Sutvay worksheets end 
SHOMAKER.ec. Operations 8 Admlnlslralive DMsIort. 82/12/20. LIEBEHMAN,J Re- 
gional Operations & Entorcement Division. 170pp. 30937:356-30938:188. 

8SO4170321 Requests fee for review ot 850207 Ur re insirumentalfon for detection ol 
fnadequale core cooling per License Condilions 2C{28)(d)fi) & 2.C(12 (a) of Licenses 
NPF-t4 a NPF-22. respectively & Generic Ltr 84-23. 

DIGGS, R,M. License Fee Management Branch. 85/04/10 CURTIS.N.W. Pennsylvania 
Power* Light Co ip 29004' 190-29804:100 

6506040318 Forwards SER accepting posMnp review program Stall action for Item 1.1 
of Generfo Ltr 63-28 completed SALP input also end 

BUTLER, W.R. Licensing Branch 2. as/05/13 CURTIS.N.W. Pennsylvania Power S 
Light Co. 4pp 30719 220-307 1 9:230 

-8606040323 Safety evaluation accepting Generic Ltr 83-2B,ltem 1.1 post-trip review 
prrjgrami & procedures 

' NRC - No OeUlled Affiliation Given 86/05/13. 7pp, 30719'224-30719'230. 


8506130304 Advises ol completion of design mods to emergency sve walor sys 
scribed In util 830516 llr.Mods eliminate dngte lallure In sub] sys, thereby elimlnatiru 
need (or uncoolod RHR pump 

CURTIS.NW Pennsylvania Power & Light Co 85/06/10 BUTLER.W R Liconsna 
Branch 2 Ip 30859 005-30859 005 ^ 

8506240108 Forwards SER based on util B31104 & 840301 responses lo Generic Is 
fl3-28.ltem 1 2 re post trip review data & Info capability & Science Application Inti 
Corp (echnical evalualion repl Inpul 

BUTLER.W n Licensing Branch 2 05/06/10 CURTIS.NW Ponnsylvanfa Power i 
LIghI Co. 2pp 3 1 1 57 208 3 1 1 57 220. 

-8508240111 SER supporting ulit 631104 & 040301 responses lo Generic Hr 83 
28, Item 1 2 re post trip review data & Into capability. Poat-lrip review data & info caw 
blllty acceptable 

• NRC - No Detailed AHilialion Given 85/06/10 f tpp 31 157 210-31157'220 

8500240198 Advises that air diyera upstream ol air receivers In omergoncy diesci gi>ii 
eralor starting sys inslalled.pcr License Condition 2C(27} of License NPF-14 Ali 
cense Condition 2 C (11) of License NPF-22 

CURTIS, NW. Pennsylvania Power & LighI Co 05/06/13 BUTLER.W R Lfconsrig 
Branch 2 Ip 31203230.31203.230 

8506250461 Responds lo Generic Ltr 85 07, "Implementation of Inlogralcd Scheduki 
tor Plant Mods " No integrated living schedule will bo nogotlalod All NRC (oatuitj 
incorporated No backlog of regulatory mods exist. 

CURTIS.N.W Pennsylvania Power & Light Co 85/06/21 THOMPSON.H L Drvtslencl 
Licensing 3pp 31180301-31180303 

6506270504 Forwards application tor Amends 60 & 21 (0 Liconses NPF-M & NPf 
22,rG8pQot(voIy,ravising Tech Spec 0 8 4a to add RHR & post-accident samplmosys 
to list ot primary coolant sources, per TMI Item III 0 1 1 Fee paid 
CURTIS,NW Pennsylvania Power & Light Co 05/06/24 BUTLER.W R. Licensing 
Branch 2 2pp 31237333-31237.339 

-6506270609 Application tor Amends 60 & 21 to LiconseB NPF-14 * NPF 22. 
respecllvely.rovi8lng Tech Spec 0 8 4a to add RHR & post-accidont sampling syilo 
list of primary coolant sources outside conlainment.per NUREQ-0737,ltom III 0 1 t. 
CURTIS.N.W Pennsylvania Power & LighI Co. 05/06/24 2pp 31237 335-31237 336 

-8506270514 Proposed Tech Spec 6 6 4a adding RHR & post-accident samplmn sys lo 
list of primary coolant sources outside containment, per NUREG.0737,llom III D 1 1 

• Pennsylvania Powar & Light Co. 85/06/24 3pp. 31237.337-31237'339 

6606270680 Forwards application tor amond to License NPF-22,de1etlng ACTION trnn 
Tech Spec Section 3 3.7.9, "Fire Detection Instrumentation " Foo paid 
CURTIS.NW. Pennsylvania Power & Light Co 85/06/24 BUTLER.W R tIcomiM 
Branch 2. 2pp 31238 131-31239.134 

-8506270586 Application tor amend lo LIconso NPF-22, deleting ACTCON fa In Todi 
Spec Section 3 3 7.9, "Fire Detection tnstrumonlatlon " 

CURTIS.NW. Pennsylvania Power & Light Co 85/06/24. Ip. 31230 133 31239135 

-8506270690 Proposed Tech Specs, deleting ACTION b in Section 33 7 0, "Firo ©oiK 
tIon Instrumentation " 

• Pennsylvania Power & Light Co 85/06/24. tp. 31239:134 31239'I34 


Q. Inspection reports, IE Bullellns & correspondence 


8505130027 Supp1 1 to IE Info Notice 84 55, “Seal Table Leaks at PWRs " Sve list and 
JORDAN, EL. Division ol Emargoncy Preparedness & Engineering Response (P«t 
830103) 85/05/14. Consolidated Edison Co ol New YorR, I no. i07pp. 31044 0(5 
31044:171 


6S0S1 30036 Suppl 1 lo IE Info Notice 85 020, "Motor-Operated Vaivo Failures Duolo- 
Hammering Effect ” Sve list end 

JOflDAN.EL Division Of Emergency Preparedness & Engineering Reappnaa |Pwt 
830103) 85/05/14. Consolidated Edison Co. of New York, Ino. 107pp 310441M 
31044:278. 


SS052D0590 |E Info Notice 66-039, Auditability of Etecirical Equipment Qu)tli1iic3.tion 
Records at Licensees Facilities." Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (P«t 
830103) 66/05/22. Corrsofidated Edison Co of New York, fnc. lOSpp 30837 2M- 
30837'3e3 


8506200600 IE Info Notice 85-040, ''Deficiencies in Equipment Quatificatlon TesbnaS 
Certification Process." Sve list end. 


jununiN.t,u uivision ot tmergency Krepareanass & Engineering Response (P«l 
830103). 65/05/22, Consolidated Edison Co of New York, Inc. tOOpp 30848 IB- 
30848:271. 
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6508280191 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Svc list end 

JOFIDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/0S/29 Consolidated Edison Co of New York, Inc f20pp 30852 245- 
30852 363 

6S0 5260 167 IE Info Notice 85 043 "Radiography Events at Power Reactors" Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of Now York. Inc i20pp 30864 167- 
30864 287. 

8505280195 IE Inlo Notice 85 044, "Emergency Communication Sys Monthly Test." Svc 
list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co. of New York, Inc 121 pp 30B64 045- 
30864.166 

8SO8070283 Forwards Insp Rept 60-388/65*10 on 8503 18-21 & 26 No violation noted 
EBNETEH.SD Region 1, Office of Director 85/05/30 KENYON, BD Pennsylvania 
Power a, Light Co 2pp 30750,129-30750 145. 

-8506070293 Insp Rept 50 386/85-10 on 860318 21 & 28 No violation or deviation 
noted Major areas Inspected startup tost program following completion of planned 
(estirrainduding test resdls evafualiorv A test oxceptton rept review 
FLORBK.DJ, BETTENHAUSEN.L Region 1, Office of Director 85/04/28 16pp 
39750 131-30750145. 

BSOS070S66 Forwards Safety Insp Root 50 380/65-13 on 850423-26 No violation 
noted Steps taken lo correct violations Identified In 841218 Itr verified 
EaNETER,S.D. Region 1, Office ol Director 85/05/30 KENYON, B D. Pennsylvania 
Power & Light Co 2pp 30756-351 -30766.360 

-86O607OS68 Insp Rept 50 368/85-13 on 850423-26.No violation noted Major areas 
inspected BClion on previous insp findings re 840726 loss of ac power evenl.QA/QC 
interfaces & facility tour 

FLOREK.D, BETTENHAUSEN.L, Region 1, Oflice ol Director 85/05/20 8pp, 
30766,353-30756.360. 

8506240S56 Responds to NRC 650429 Itr re violations noted In Insp Repts 50-307/85- 
08 & 50-388/85 06 Corrective aclIons.Fire Doors 109 & 211 repalrea on 860227 & 
051 5,respec1ively & verified as functional on 850522 

KENYON, B.D, Pennsylvania Power & Light Co 85/05/30, EBNETER.S.D Region 1. 
Office of Director 5pp. 3ia03.146-31203'160, 

B506070325 Forwards Insp Repts 50-387/66-14 & 60-388/85-14 on 850430-0503 No 
violations Identified 

BELUMY.R.R Redon 1, Office of Director 85/06/31 KENYON, B.D Pennsylvania 
Power a Light Co, 2pp, 30749, 32 1.30749'329 

-8506070343 Insp Repis 60 387/86-14 & 60 388/85-14 on 850430 0503,No violations 
Idenlitied Major areas Inspected emergency preparedness a full-scale annual smer- 
gency exercise on 850501 

COHEN, I . VITO.D . SMITH, R, Region 1, Office of Director. B5/05/24, 7pp 30749 323- 
30749 320. 

8806100688 Forwards Insp Repts 50-307/86-12 & 60-380/86-12 on 650323 0505 A 
nollce of violation W/o notice of violation 

KISTER.HB. Region 1, Oflice ol Director, 86/06/03. KENYON,BD Pennsylvania 
Power a Light Co 2pp, 30794:114-30794-137. 

-8606100701 Insp Repts 50 387/85-12 a 50-388/85-12 on 850323-0505. Violation 
nofedilire dampers In standby gas treatment sys not Included In applicable surveil- 
lance procedure as required 

JACOBS,fl H , PLISCO.LR , BORCHARDT.R.W Region 1, Office ol Direclor, 85/05/ 
30.28PP 30794-116-30704137. 

6506000677 IE tnlo Notice 86 045, "Potential Seismic Interaction Irtvolving Movable In 
Cora Flux Mapping Sys Used In WestInghouse Designed Plants " Svo list end. 
JORDAN, E.L Division ol Emergency Preparedness a Engineering Response (Post 
630103). 65/06/06, Consolidated Edison Co. of New York, Inc. 122pp, 30865.001- 
30665-046 

6608140371 Ack receipt of 850502 Hr Informing NRC of steps taken to correct violations 
rwted In Insp Repts 60-3S7/8S-07 & 50-388 “os 07. 

MARlriN.T.T. Region 1, Office of Direclor. 85/06/07, KENYON, B.D, Pennsylvania 
Power a Light Co, 2pp. 30897-221 •30897-224, 

8506060707 IE Into Notice 85-046, "Clarification of Several Aepecls ol Removable Ra- 
dioactwa Surface Contamination Limits for Transport Packages " Svc list end. 
JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 65/06/10. Consolidated Edison Co. of New York, Inc. i24pp. 31043,301- 
31044,064 

8S06140240 IE Info Notice 85-047, “Potential Effect ol Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves," Svo list end, 

JORDAN.E.L. Division of Emergency Preparedness a Engineenng Response (Post 
830103), 65/06/18 Consolidated Edison Co, of New York, Inc, 134pp 31268.167- 
31266,304 

9506140636 IE Inlo Notice 85-048, "Respirator Users Notice-Defective Self-Contained 
Breathing Apparatus Air Cylinders." Svo list end. 

JORDANiE L. Division ol Emergency Preparedness a Engineering Response (Post 
630103) 85/06/19, Consolidated Edison Co. of New York, Ino t2app, 31376:064- 
31376.183, 


0SO6O7O7O2 Monthly operating repts lor Mar 1985 W/850415 Itr 
KUCZYNSKI.LA, KENYON.B D Pennsylvania Power a Light Co 85/03/31 
BEEBE, M.R Division ol Automated Information Services lipp 30795-180 30795 190 

8606060215 "NPDES Discharge Monitoring Repl.Apr 1985 " W/850528 Itr 
FIELDS, J S. Pennsylvania Power A Light Co 85/04/30 KOVAL, P Pennsylvania, 
Commonwealth of 17pp. 30769 230-30769 246 

8508200451 "Drinking Water Monitoring Rept for May 1985 " W/850610 Hr 
FIELDS, J S Pennsylvania Power & light Co 8S/OS/31 2pp, 3(020 145-3t020 (46 


8. Reportable occurrences, LERs a related correspondence 

8506060689 LER 85 016 00 on 850427,w6tor hammer caused reactor water level 
transient Caused by rapid lilling ol partially drained RHR piping from reactor 
vessel Operaifng procedure hr RHR being revised W/8S0520 Itr 
GANDENBERGER.D, KEISER.H W Pennsylvania Power a Light Co, 65/05/28 5pp 
30746312-30746316 

8506050225 LER 85-015 00 on 850421 .spray pond bypass valve HV-01222A did not 
automaliqally open when emergency svc wator pump A started Caused by two opon 
sliding states link terminal blocks In relay panel Links evaluated W/8S0S30 Itr 
GANDENBERQER.D, KEISER.H W. Pennsylvania Power a Light Co 05/05/30 5pp 
30718 198 30716 202 


V. Operator Examinations 

8509150318 FOIA request for inlo re initial operator written exam results on number of 
p08t-TM1-2 plaritslnlo provided In 841211 Itr did pertain lo initial exam results Table 
Wsfirg dates of Inlliel licensing end 

HANAUER.SH Technical Analysis Corp 04/12/28 FELTON.JM. Division of Rules 
and Records 2pp. 30945 001-30945 092 

8508160321 Responds to FOIA request re 841211 response to request lor info con- 
cerning rosulle of Inlllal written operator exams taken by candidates at listed 
planis Hecorefs placed In FOR, Privacy Info deleted 

FELTON, J M tJivision ol Rules and Records, 85/03/27 HAAUER.S.H Technical 
Analysis Corp 19pp 30945 003 30945 021 
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F. Security, medical, emergency & (Ire protection plana 

8506270692 Discusses Insp Repts 60-335/05-06 & 50-300/85-06 on 050226 0301 & 
forwards notice of violation Imposition of civil penalty not proposed based on uld im- 
modlatoly reporting problem 

GRACE.J.N Region 2, Olllce ol Oiroclor 85/05/22 WILLIAMS,J W Florida Power & 
Light Co 3pp. 31249 343-31240-347. 

-6606270697 Notice ol violation from insp on 850225 0301 Violations noted-inadequate 
tire protection features for sys needed to metnlain hoi shutdown conditions & proce- 
dural errors & late Implemenlallon of allernalo shutdown procedure. 

* Region 2, Office of Director, 85/05/22 2pp, 31249 346 31249 347 

8506040459 Requests mod of 840614 conlirming orders requiring Implemenlallon of up- 
graded emergency operating procedures by OS0701 .Implemenlallon ol emergency op- 
erating procedures not expected until 6601 1 5 duo to required validation & traTnIng. 
WILUAMS,J W Florida Power & Light Co 85/05/31. THOMPSON.HL. Division of LI 
censing. Ip 30697,262-30697:262 

6506050186 Advises that 850506 rev to guard training & quallllcatlon plan consistent w/ 
provisions of 1 0CFR50.54(p) & acceptable, 

WALKER.RD. Region 2, Office ol Director. 86/05/31, WILLIAMS,J.W. Florida Power 
& Light Co, 3pp 30718.212-30718,214, 

8506260995 Forwards Safeguards Insp Repts 60 335/85.13 & 50-309/85-13 on 
050612-16 No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office ol Director 86/06/10 WILLIAMS.JW, Florida 
Power & Light Co 2pp 31 199-303-31 199-30 5 

-8506260403 Safeguards Insp Roofs 50 389/85-13 & 60 335/85-01 on 8B0512.16.No 
Violations or deviations noled.Major areas Inspected security plan & (mptementing pro- 
cedures & security audit prog ram.Dstalls withheld (ref l0CFR2.790(d) & 73,21) 
MOORE, D E, Region 2, Office ol Director. 85/05/05 Ip 31199-305-31199,306, 

8696240332 Forwards safely evaluation approving continued Implementation of SPDS 
required per NUREG-0737,Suppl I.AddI into requested re parameter selecllon, 
BUTCHER, E,J Operating Reactors Branch 3, 83/06/11 WILLIAMS,J.W Florida 
Power & Light Co. 2pp. 31166-286 31 168,279 

-8506240341 Safely evaluation approving continued Implementalion of SPDS required 
per NUREG 0737,Suppl I.AddI design Inlo requested re addition ol hoi leg lemp.slock 
& steam line radiation monitor to parameters seteclad lor display 

* Office of Nuclear Reactor Regulation, Director, 85/06/11, I2pp, 31155,268- 
31166.279, 


R. Periodic operating reports 8 related correapondance 


P. Operating licenae stage documents & correspondence 


0506116231 FOIA request for 1983 annual rept lor safety relief valve challenges of 
lialexj plants & annual plant mod.te8l8 & experimenls rept (or 1983 per 10CFR60.S9 
PEDRO, J. NUS Corp, 64/10/25. Division of Rules and Records. Ip. 30839:140- 
30839:140. 


8506110242 Responds to FOIA request (or 1983 annual plant mod.tests & experiments 
& safety relief valve challenges repl8.Forward8 App B dpcument8.App A documents 
available In PDR. Availability of repts listed by laclllty 

FELTON, J.M. Division Of Rules and Records. 84/12/20, PEDRO, J. NUS Ckirp, 6pp 
30839:141.30841:130. 


8506030390 Parllal response to FOIA request (or three categories of documents to be 
made available at PDR re NSHCs App A documents enci & placed In PDR.Soarch 
continuing, 

FELTON.J.M. Division of Rules and Records. 64/11/08. ADATO,M. Union of Con 
cerned Scientists 4pp 30720.001-30720,005. 

-8506040297 Nodce of consideration ol Issuance of amend to License NPF-16 & pro- 
posed NSHC determination & opportunity for heating re 840313 request to increase 
apenl fuel pool storage capacity to 1 ,188 fuel assemblies, 

SELLS, D.E, Operating Reactors Branch 3. 84/07/11 10pp, 30721:216-30721.234, 
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8506170077 Responds to FOIA request for records re FIN 0-0489, "Cortainment Leak 
Rate Teslinq Program” & Quadrex Corp/NRC contracts Forwards docamenls re FIN 
B-0489 Documents also available in PDR No docuirenls re Quadrex sub) to request 
FELTON, JW Division ol Rules and Records FIN B0489 85703/25 

REYTRLATTiZV Warren Wilson College, Swannanoa, NC 7pp 30987 036- 
30987076, 

-8506170496 Requests permission to observe upcoming Types A,B & C tests at listed 
facilities, per FiN B-0489, "Containment Leak Rato Testing 

D0U6AN,J R. Oak Ridge National Laboraloiy FIN 0-0489 82/10/01. 0'REILLY,J P 
Region 2, Ollice of Director 1 p 30987 133-30987 133 

8S0 61 40028 Forwards Rev 8 to "Topical QA Repi ” Changes do not reduce commit 
meats m program description previously accepted by NRC 

WILLIAWS,J W. Florida Power & Light Co 65/06/10 THOMPSOM,H L Division ol LI 
censing. 1p 39894 118 30094 251 

• 8506140040 Rev 6 to "Topical OA Rept ” 

* Florida Power & Light Co. 65/06/10 ISOpp 30094 119 30894 251 

8506240123 Responds to Generic Ltr 65-02 re programs providing assurance that prob- 
ability of steam generator tube rupture remains acceptably low Category C-2 steam 
generator tube Insp recommendations will be submitted by 650916 
WILLIAMS, J.W. Florida Power & Light Co 85/06/18. THOMPSON, H L Division of Li- 
censing 8pp 31061 218-31061 225 

8596280038 Conlirms 850311 commitment tor validation of CEFLASK 4AS small break 
LOCA code by post-lesi analysis of Semiscate Test S-UT 6,per TMI Action Pfan Items 
II K»3 SO & II K 3 31* 

WILLIAMS,J W. Ro'rida Power & Light Co 05/06/24 THOMPSON, H L Division o( Li- 
censing 1p 31253.329 31253.329 


Q. Inspection reports, IE Bulletins 6 correspondence 

8696210511 Forwards SALP Repts 50-250/85 01,50-251/85 01, 50 335/65 02 8 50 
389/85-02 lor Jul 1 983 - Oc1 1 934 

GRACE.JN Region 2, Olfice o( Director 85/02/07. WILLIAMS, JW Florida Power & 
Light Co. 3pp 31 057.262-3 1057,3 19 

-6508210515 SALP Repts 50-335/85-02 & SO 389/65-02 lor Jul 1983 - Oct 1964 

• Region 2, Office of Director. 85/02/07 23pp 31057 297-31057 319 

8503260235 AcX receipt of 650301 Hr Informing NRC of steps taken to correct violations 
noted In Insp Repts SO 335/05 01 & SO 369/85 01 

WALKER, RD Region 2, Ollice of Director. 85/03/20, WILLIAMS.J.W. Florida Power 
& Light Co ip 29503 123-29503’1 24 

-8503260239 Responds to NRC 850201 ltr re violations noted in Insp Repts 50-335/65- 
Of 8 50 369/65 01 Corrective actions withheld (ref 10CFR73 2t) 

WILLIAMS.J.W. Florida Power & Light Co, 85/03/01. GRACE.J N. Region 2, Ollice of 
Director Ip 29503 124-29503 i 24. 

6506210049 Forwards Insp Repts 50-335/65-07 a 50 389/85-07 on 650212-0311 a 
notice of violation 

WALKER,R.D Region 2. Oftice ol Director. 85/05/07 WILLIAMS.J W, Florida Power 
aUghtCo 2pp. 31056 125 31056'133 

-8606210065 insp Repts 60-335/85 07 S 50 3 8 9/85 07 on 850212-0311 Violation 
noted failure to Implemanl procedure for equipment out of svc. 

CRLENJAK,R.V„ BIBB.H.E , ELROD, S A. Region 2, Ollice of Director 85/05/07, 6pp. 
31 056'1 28-31 056' 133 

8506210506 Fonvards Insp Repts 50-335/65 08 a 50-389/85 08 on 650312-0406 a 
notice ol violation, 

WALKER, R.D, Region 2, Oflica of Director. 85/05/08 WILLIAMS.J.W, Florida Power 
& Light Co 2pp. 31057.264-31057;26t. 

-8506210614 Notice of violation from Insp on 85031 2 0408. 

• Region 2,Ot(icoof Director. 85/05/08, Ip 31057,256-31057.256 

-8506210518 rnsp Repts 50 335/6508 a 60-389/65-08 on 850312-0408, Violations 
noted failure lo Install salety-related batteries per drawings & failure to Implement sur- 
veillance Instruction Tech Specs 

CRLENJAK,R.V.. BIBB.H.E , ELROD.S A. Region 2, Office of Director, 85/05/08 5pp. 
31057.257.31057r261 

8605130627 Supp1 1 to IE Info Notice 84-55, "Seal Tabla Leaks at PWRs.” Svc list end. 
JORDAN,E.L Divislofi of Emergency Preparedness & Engineerirtg Response (Post 
830103), 85/05/14. Consolidated Edison Co. of New York, Inc, f07pp. 31044 065- 
31044.171, 

8606130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Duo to 
Hammering Etfect.'' Svc list end, 

JORDAN, EL. Division of Emergency Preparedness a Engineering Response (Pest 
830103), 85/05/14. Consotldaled Edison Co. of New York, Inc 107pp. 31044:172- 
31044.278, 


8505200600 IE Info Notice 85 040, "Deticiencies in Equipment Ouali lie alio n Teslwwi 
Certification Process " Svc list end 

JORDAN.E L Division of Emergency Preparedness a Engineering Response (Post 
830103) 05/05/22 Consolidated Edison Co of New York, Inc 106pp 30848166- 
30848 271 

8506270682 DIscusses Insp Repts 50-335/65 06 & 50-369/85 06 on 850225 0301 4 
forwards notice of violation Imposition of civil penalty not proposed based on util im- 
mediately reporting problem 

GRACE.JN Region 2, Otfico ol Director 05/05/22 WILLIAMS.J W. Florida Peweri 
Light Co 3pp 31249 343-31249 347 

-8506270697 Notice of violation from Insp on 850225-0301 Violations noted inadequa's 
fire protection features for sys needed to maintain hot shutdown conditions 6 pnxe- 
dural errors & late Implementation of alternate shutdown procedure. 

* Region 2, Office ol Director 85/05/22 2pp 31249 346-31249 347 

6505280 1B1 IE Info Notice 85 042, "Loose Phosphor in Panasonic 600 Senes Gad» 
TLO Elements " Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Posi 
630103) 65/05/29 Consolldatod Edison Co ol Now York, Inc. lEOpp 30852 24S- 
30B52 363 

8505260187 IE Info Notice 85-043, "Radiography Events at Power Reactors." Sveht 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Peg 
830103) 85/05/30 Consolldatod Edison Co of New York, Inc IZOpp 30864167 
30864 287 

8506280195 IE Info Notice 05 044, "Emergency Communication Sys Monthly TosL"Sw 
list end 

JORDAN.E L Division of Emergoncy Preparedness & Engineering Response (P«l 
830103] 85/05/30 Consolidated Edison Co ol New York, Inc f2fpp ODO^Ofi- 
30864 166 

6506060677 IE Info Notice 05 045, "Potential Seismic Interaction Involving Movable liv 
Core Flux Mapping Sys Used (n Westinghouse Designed Plants “ Svc Hst end 
JORDAN.E L Division ol Emergency Preparedness & Engineering Respotvse (Pou 
830103) 85/06/06 Consolidated Edison Co of New York, Inc \Z2pa 30865001 
30865046 

8506060707 IE Into Notice 85 046, ‘'Clarification of Several Aspects ol Romovable 111 
dioactlve Surface Contamination Limits for Transport Packages *' Svc list onci 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/06/10 Consolidated Edison Co. of Now York, Inc. f24pp 31043301 
31044 064 

8606250395 Forwards Safeguards Insp Repts 60-335/86 01 & 60-380/85-13 on 
650512-16 No violations or deviations noted. 

BROWNLEE, VL Region 2, Office ol Director, 85/06/10 WILLIAMS.J W Flwidi 
Power & Light Co. 2pp, 31199 303-31 199 305 

-8506260403 Safeguards Insp Repts 50-389/65-13 & 50-335/85 01 on 0505 12-18 he 
violations or deviations noted Ma or areas Inspecled'socurity plan & implomontlngpre- 
cedures & security audit program Details withhold (ref 1OCFR2,790(d) & 73 21) 
MOORE, D.E , MCGUIRE, D,R Region 2. Olllco ol Dfroctor. OS/08/05. Ip, 31199 38S- 
31109 305 

8506140240 IE Info Notice 65 047, "Potential Effect ol Lino Induced Operation on Ox 
tain Target Rock Solenoid-Operated Valves " Svo list end. 

JORDAN,EL. Division of Emergency Preparedness & Enoinoering Response (Post 
830103) 85/06/16 Consolidated Edison Co, of Now York, Inc I34pp, 3126819) 
31268 304 

8508240123 Responds to Generic Ltr 05-02 re programs providhg assurance that prob- 
ability of steam generator tube rupture remains accept ably low Category C-2 sisim 
generator tube Insp recommendations will be aubmilled by 850916. 

WILLIAMS.JW Florida Power & Light Co. 86/00/18. THOMPSON.H.L, DYIslon of Li- 
censing. 8pp, 31061.210-31061 '226 

8506140636 IE Info Notice 05-048, “Respirator Users Notice'Defectivo Solf-CortlalneJ 
Breathing Apparatus Air Cylinders." Svc list end, 

JORDAN.E L. Division of Emergency Preparedness & Engineering Rosponso (Poll 
030103), 85/06/19 Consolidated Edison Co of New York, Ino, f23pp 313760^' 
31376,183 


R. Periodic operating reports A related correspondence 

8506110231 FOIA request lor 1063 annual rept for safety relief valve challenges of 
listed plants & annual plant mod, tests & experiments rapt for 1063 per 10CFRS059 
PEDRO, J. NUS Corp. 84/10/25, Division of Rules and Records, Ip. 30839 145 
30839 140. 

8506110242 Responds to FOIA request (or 1983 annual plant mod, tesla & experlmenti 
& safely relief valve challenges repts Forwards App B docum 0 nta,/ipp A ifoconwfltt 
available In PDR, Availability ol repts listed by facility, 

FELTON, J M. Division of Rules and Recoros. 84/12/20. PEDRO, J. NUS Com 5®. 
30039:1 4 1-3004 1,1 30 


8506200171 Forwards Exam Repts 50 335/OL-85 01 & 60-389/OL-85-01 of exams ad- 
ministered on 850211-13 & 0305 

BROWNLEE, V,L. Region 2, Olfice of Director 85/05/21, WILLIAMS.J.W. Florida 
Power a Ught Co, 2pp, 31023,161-31023.265 

-8506200177 Exam Repta 5O.335/OL-05-OI & SO-309/OL-85-O1 on 850211-13 a 
0305.Exam resulls’all 10 candidates passed oral exams a 7 of 6 candidates passed 
written exams. 

JOHNSON,A.H„ WILSON,B.A. Region 2, Otfico of Director, 05/05/13. lOSpp 
31 023 '1 63-31 023'265. 


8506100116 Monthly operating repts for Mar 1985,W/060415 Hr. 

GRANT,N,W. Florida Power a Light Co. 85/03/31. lepp. 30828.305-30828 321 


S. Reportable occurrences, LERs & related correspondence 

8506130557 Amends 850523 Part 21 rept to Include Loctlle Grade 242 as acespUM 
mail, Info ltr a Hr to util end. 

CUMMINS.B R. Henry Pratt Co. 85/05/30, KEPPLER.J.G. Region 3, OJfIce ol Ovedor 
3pp, 30891 ;O98-3O801 ;1 06, 


8S052005M IE Info Notice 85-039, “Auditability of Electrical Equipment Qualification 
Records at Ucensees Facilities ” Svo Hal end. 

JORDAN, E.L Division of Emergency Preparedness a Engineering Response (Post 
630103). 85/05/22. Consolidated Edison Co of New York, Inc. i06pp. 30837:268- 
30837:363, 


-8506130573 Part 21 rept re lack of Loolite on Pratt nuclear modal vatvea w/Utrvlorqm 
operators, per Bechtel 850507 Hr a Deficiency Evaluation Rept 64-101 Acluaton 
should be reinstalled In valves using Loctlle Qraefes AV,271 a 2771 
CUMMINS, 0 R, Henry Pratt Co. 86^5/23, KEPPLER,J.G, Region 3, Otfico ol Onsctor 
8pp. 3O891.1O1-3O09l!lO6 
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S5061 10334 Supplemental Part 21 repl re addi circuit breakers, furnished as spares, w/ 
oveicurreni kip devices that may have short time delay band lever Items require Insp 
i replacement H link found incorrect 

KAISER.AF Brown Boveri Corp (subs of Brown Boveri & Co, Ltd) 85/06/06 
DEYOUNG, R.C Director's Office, Office of Inspection and Enforcement 3pp 
30314 250 30814 262 

8506170636 LER 85 005 00 on 850509,during periodic surveillance, Inadvertent actu- 
ation of ESP lor containment sump recirculation experienced Caused by faulty switch 
in Channel MD test circuit Switch replaced W/850606 (tr. 

MUMPER,D, WILLIAMS, JW. Florida Power & Light Co 65/06/06 6pp 30971 351- 
30971 365 

6506260423 LER 35 006 00 on 850516, two control element assemblies in Subgroup 12 
dropped Caused by personnel error in pulling wrong circuit card during 
mainLPeisonnel informed of error & greater caution will bo exercised m future W/ 
650617 ftr. 

MOHN.SE, WILLIAMS,JW Florida Power & Light Co 05/06/17 4pp 31230 356- 
31230 359. 


V, Operator Examinations 

8S061S0318 FOIA request for Info re Initial operator written exam results on number of 
pos1-TMI-2 plants Info provided In 641211 Itr did pertain to Initial exam results Table 
listing dates of Initial licensing end 

HANAUER.SH Technical Analysis Core 84/12/26 FELTON,JM Division of Rules 
and Records 2pp 30945 001-30945 001 

8506150321 Responds to FOIA request re 841211 response to request for Info con- 
cerning results of initial written operator exams taken by candidates at listed 
plants Records placed In PDR Privacy Info deleted 

FELTON.JW. Division of Rules and Records 86/03/27 HAAUER,SH Technical 
Analysis Corp 19pp. 30945 003 30946.021 

8505200171 Forwards Exam Ropts 60.335/OL 85 01 & 60-3B9/OL-05-01 of exams ad- 
ministered on 650211-13 & 0305 

BROWNLEE, V.L Region 2, Office of Director 85/05/21. WILLIAMS, JW Florida 
Power Alight Co 2pp 31023 161-31023 265 

“8506200177 Exam Ropls 6 0-33 5/ OL- 65 01 & 60-3 69 /OL-6 5-01 on 650211-13 & 
0305 Exam results all 10 candidates passed oral exams & 7 of 8 candidates passed 
wnllen exams 

JOHNSON,AH. Region 2. Office of Director 85/05/13 103pp, 31 023.1 63-31 023'265 


DOCKET 60-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appllcallon/constructlon stage documents & correspondence 

6504100285 tnforms lhal TVA has become 12lh participant In Westinghouse Owners 
Group High Energy Una Break/Superheated Blowdowns Outside Containment Sub- 

QIOUP. 

CERmAK,J.O. Standardized Nuclear Unit Power Plant System. 85/03/21, 
WIGQINTON.D.L Office of Nuclear Reactor Regulation, Director, Ip, 29729,226- 
29729,226. 

6506030436 Conlirms 650416 telcon re util discovery of Items lhal require addI environ 
qualification & possible mods.Complete status & schedule for Implementation of any 
roquiied mods & documentation will be submitted by 850524. 

SHELL.fl H Tennessee Valley Authority 85/05/16 ADENSAM,E Licensing Branch 4 
1p 30675 254 30675 254. 

6506030569 Nolllicallon of 650530 meeting w/ulll In Belhesda.MO to discuss third-party 
ravlew & enhancemenls to TVA employee concerns program 
KENYON, TJ. Licensing Branch 4. 65/05/24 ADENSAM.EG, Licensing Branch 4. 
2pp. 30687 322-30667I324 

8506060417 Summary of 650502 meeting w/ulll & public re TVA proposed enhance- 
ments to employee concerns program, Handouts & list of attendees end. 

KENYON.TJ, Licensing Branch 4, 85/05/24. Licensing Branch 4 31 pp, 30785,181- 
30785212 

S5061 00437 Fonwards request (or addi info re Black & Veatch IDVP to support conclu- 
sion lhal deslgn,const, testing & preparation for operation completed per FSAR & li- 
censing documents. 

NOVAK, TM Assistant Director for Licensing. 85/05/30. PARRIS.H.Q, Tennessee 
Valley Aulhoiity 3pp 30830.114-30830:116, 

8508040120 Responds to 850322,0402 & 23 reouests (or addi Info following preliminary 
review of licensee responses to Generic Llr G3-28,ltem 2.2 2.Recon8ideratlon of re- 
quest tor addi Info requested. 

DOMER,J.A, Tennessee Valley Authority. 65/06/31. THOMPSON,HL Division of Li- 
censing 2pp 30698.361-30600:362, 

8506070033 Clarifies SU 3 0, "Natural Circulation Test," of Initial test program,per NRC 
review of 850327 response to quesllons re program & 85051 5 conference callAlt li- 
censed operators will be trained In natural circulation & testing. 

DOMER,J,A. Tennessee Valley Authority 66/05/31. ADENSAM,E Q, Licensing Branch 
4. Spp. 30751:264-30761:265, 

85064>7(I039 Provides addi response to Generic Ltr 03-28, Item 2.2,16 re safety-related 
equlpment,per 850322 & 0402 memos to HG Parris requesting addi Info.Terms "Im- 
portanl-lo-aafety" & "eafely related" synonymous. 

bOMER,J,A, Tennessee valley Authority. 85/05/31. ADENSAM.E. Licensing Branch 
4. 2pp. 30761:321-30761.322. 

8506070500 Responds to NRC B60516 request for documents re potentially over- 
stressed embedded plates per 10CFR60 65 & structural dynamics All requested docu- 
mante enoi.except Item 23 (83-10-31-L). 

HUFHAM,J,W. Tennessee Valley Authority. 06/06/05, ADENSAM.E. Licensing Branch 
4. 203pp, 307S6 001-30766:203. 

“8506070504 Rev 0 10 Const Spec N3C-628, "Locating Attachments on Embedded 
PlfltOS**’ 

ANDERSON, R.H„ ROBERTS, J.W,. BARNEn.B.O, Tennessee Valley Aulhonty. 63/ 
02/10 5pp. 30766‘1 01-30756; 105, 


“8506070607 Rev 1 to Const Spec N3C928, "Locating Attachments on Embedded 
Plates " 

ANDERSON.RH Tennessee Valley Authority 83/06/02 6pp 30756,106 30756 126 

-8506070610 Rev 2 to Const Spec N3C-928. "Locating Attachments on Embedded 

ANDERSON, R.H Tennessee Valley Authority 84/Ol/OB 7pp 30756 127-30756 203 

8506070625 Forwards response to concerns & questions re const sites per 350516 
request All concerns will be addressed by completion of licensing process & commen- 
surate w/appropriale phase of design & const completion 

HUFHAM.J W Tennessee Valley Authority 65/06/05 THOMPSON, H.L Division of Li- 
censing 125pp. 3O753'10O-3O763,311 

8506110317 Informs that revised main steam line break accident inside conlainmsnl 
analysis being oerformed by Westinghouse delayed until 850614 due to mods. 
HUFHAM.J, W Tennessee valley Authority 85/06/05 ADENSAM.E Licensing Branch 
4 2pp 30608 095-30808 ’096 

8506110241 Advises of progress made In Implementing nuclear plant reliability data 
sysiper Generic Llr 83 2B.S0ction 2 2 2, "Vender Interface Programs" Over 50% of 
components (or Unit 1 & common to both units entered In central data base 
OOMER.JA Tennessee ValleyAulhority 05/06/06 ADENSAM.E Licensing Branch 
4, 2pp 30806.057-30006 058, 

6506130106 Notification of 850612 meeting w/TVA in Belhosda.MD to discuss Black & 
Veatch IDVP results & dl^osltlon of generic items resulting from util review of IDVP 
KENVON.T J Licensing Branch 4 85/06/06 AOENSAMIE Q Licensing Branch 4 
app 30667 092-30867 094, 

8506160274 Notification of 650613 moating w/utll in Belhesda.MD to discuss progress 
of QTC third party interview program & enhancements to util employee concerrt pro- 
grams 

KENYON.TJ, Licensing Branch 4 86/06/06. ADENSAM.EG Licensing Branch 4 
6pp. 30990.172-30990177, 

8508170497 Forwards revised response to Concern 7 re facility const sites Error Inad- 
vertently made In 850805 response Word "not" omitted from fourth sentence of firat 

g aragr^h of response. 

OMER,JA. Tennessee Valley Authority 05/06/11 ADENSAM.E. Licensing Branch 
4 app, 30956 034-30968.036. 

8506180326 Submits resumes of DS King & WV Rusbridgo,per 850524 telcon between 
util & NRC.Info sallslies requirements of Generic Ltr 84-16 Advises that RE Schmook 
not Included In list of Individuals proposed to meet requirements of ltr, 

DOMER.JA, Tennessee Valley Authority. 05/06/12 ADENSAM.E Licensing Branch 
4 4pp.30976’212-30976,215 

8506210190 Forwards response to Generic Ltr 65-02 re recommended action stemming 
from NRC Integrated program (or resolution of unresolved safety Issues concerning 
steam generator tube integrity, Comments on draft NUREG 0844 expected by due 
dale. 

DOMER,J,A Tennessee Valley Authority 65/06/17 THOMPSON, H L Division of Li- 
censing, 9pp 31024:300 31024:309. 

8506270104 Summary of 650530 meeting w/utll to discuss status of licensing Issues of 
plan! List of meeting attendees & licensing Issue status end, 

KENYON.TJ, Licensing Branch 4 65/06/17 Licensing Branch 4 1pp. 31268.120- 
31266-136. 


B506240S90 Forwards "Main Steam Line Break Containment Ana^als Using 0 20-Inch 
Drop Size," In response to 850322 request, per 860417 & 0615 lirs QuaTifIcatlon of 
equipmenl Inside containment remains valid 

DOMER.JA, Tennessee Valley Authority, 86/06/18 ADENSAM.E Licensing Branch 
4 3pp 31066:274-31066:262, 


“6506240694 "Main Steam Line Break Containment Analysis Using 0.20-tnch Drop 
Size ” 

* Tennessee Valley Aulhorily, 86/05/31, 6pp, 31066’277-31066'282 


8S06240346 Forwards JC Standiler 860611 Inlernal memo documenting findings on un- 
marked bolls on vendor supplied, skid-mounted pumps.vital battery racks, 4 80- volt re- 
actor motor-operated valve boards & safety Injeolion 18-8 top vert flange. 

DOMER,J A. Tennessee Valley Authority. 85/06/20. ADENSAM.E . Licensing Branch 
4, 7pp, 31061:101-31061:177. 


8606270026 Forwards Tech Spec changes which must be resolved for Garti1lcalion,per 
util review of NRC 850415 revs Unit 1 Tech Specs transmitted by NRC 
84121 1,850216 & 0416 Itrs accurately reflect as-built faclllW.w/ noted exceptions. 
DOMER,J A, Tennessee Valley Authority 65/06/21 ADENSAM.E Licensing Branch 
4, 200pp. 31234'117-31234;322. 


8506270032 Responds to NRG 660S30 request for addi Info re Black & Veatch 
IDVP. Attachments referenced in end provided under separate cover on 65061 1 . 
DOMER,J.A. Tennessee Valley Aulhonty. 86/00/21. ADENSAM.E. Licensing Branch 
4. 7pp, 31421 001-31426 327. 


F. SaourltYi ntedloal, emergency & (Ire protection plane 

8506210439 Responds to NRC B50319 ltr re deficiencies noted In Insp Repta 60-390/ 
65-16 & 60-391/65-1 6 Corrective actions. Procedure IP 5 revised to include sheltering 
as Immediate protective action associated w/emergency declaration 
HUFHAM,J.W, Tenneasee Valley Authority 85/04/16, QRACE.J.N. Region 2, Office of 
CHroctor.epp 31065:1 72-31 066’ 177. 

8506060536 Forwards monthly rept lor Apr 1985 re status of offsite emergency pre- 
paredness (or OL review8.0elays In schedule for Limerick & Shoreham tor lull power 
operation remain due to offsila emergency preparedness issues. 

DIRCKS,W.J. Office of the Executive Director (or Operations, 65/05/28, PALLADINO 
Commissioners. 11pp. 30755.007-30705,017, 

6506070023 Forwards Surveillance Instruclion PHysi-14 lest results on. FPS-2 sys for 
860430 & OSOT.Resulls vdthhald (ref 10CFR73.21). 

DOMER.J.A. Tennessee Valley Authority. 85/05/30. ADENSAM.E, Licensing Branch 
4. 2pp. 30761:317-30761:318. 
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8506070396 Rev 13 to radiological emergency plan.App E.Page ISO.ro news media 
tiaining sessions W/850530 Ur r. • 

HUPHXm.J W Tennessee Valley Authority 85/05/30 GRACE, J N Region 2, OKice ol 
Director 7pp 307<I9 222 30749 228 


8506110380 Forwards 850514 & 21 PHYSI14 surveillance Instruction lest results, per 
850503 S 30 Itrs Acceptance criteria (allure on 650521 was result o( sensitivity level 
being loo low (or detection Withhetd <ref 10CFR73 21). „ ^ 

DOMEfl,J A Tennessee Valley Authority 85/06/06 ADENSAM,E licensing Branch 
4 2pp 30806116 30806 117 

6506140042 Noliltcatlon ol 850613 moeting w/util in Bethesda,MO to discuss elfeci ol 
util reorganization on plant radiological emergency plan & ulil plan to submit generic 
radiological emergency plan w/plant-specilio suppis , _ .. 

KeNYON,TJ. Licensing Branch 4 85/06/06 ADEN SAM, EG Licensing Branch 4 
3pp 30907 188-30907 190 


6608140486 flev 14 to radiological emergency plan.including Athens Community Hosp 
as receiving facility W/a5061 1 Itr r, « • 

HUFHAW.J^W Tennessee Valley Authority 85/06/11. QRACE,J N Region 2, Odice ol 
Director 5pp 30893 099 30890 103 


8506240496 Revised emergency plan implementing procedures, including table of 
contenls.Rev 6 to IP 6 re activation ol technical support ctr & Rev 5 to IP 6 re person- 
nel accountability & evacuation W/6506 18 Ur , 

HUFHAM,dW Tennessee Valley Authority 85/06/16 QRACE,JN Region 2, Office of 
Director 33pp 31066 236 31066-270 


P. Operating license stage documents & correspondence 

8506260064 Further response to fOlA request (or documents in three categories re 
drug Of alcohol abuse at nuclear lac ih lies. Forwards App A documents Documents 
also available in PDR Processing of documents continuing , . 

FELTON.JM Division ol Rules and Records 65/04/10 HEATH, S.J Washington 
legal Foundation. 1 1 pp. 31217 095-31217109 

-8506250166 Informs that alcohol S drug abuse survey for 10 utils complete par Tem- 
porary Instruction 2695/1, Utils have instituted reasonable prevention 

programs Summary of site visits end , , 

0'nEILLY,JP Region 2, Ollice of Director 33/04/01 DEYOUNG, BC Director’s 
Office, Office of Inspection arvd Enforcement 42pp 31217 125 31217 166 


Q, Inspection reports, IE Bulletins A correspondence 


8505280181 (E ln(o Notice 85 042, "Loose Phosphor in Panasonic 600 Senes 
TLD Elements " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Pmi 
830103) 85/05/29 Consolidated Edison Co of Now YoiR, Inc 120pp 306522+5. 
30852 363 

6505280187 IE Info Notice 05 043, "Radiography Events at Power Reactors '' SvcM 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Poj 
830103) 85/05/30 Consolidated Edison Co of New York, Inc I20pp 30864157 
30864 287 

8506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable tiv 
Core Flux Mapping Sys Used in Westinghouse Designed Plants *’ Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Poa 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 122pp 30865099 
30B6S 046 

8506060707 IE Info Notice 85 046, "Clarllicalion of Several Aspects of Rcmovsb'sRj. 
dioaclive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineotirig Responso (Post 
630103) 65/06/10 Consolidated Edison Co of Now York, Inc i24pp 31043341 
31044 064 

8506140240 IE Info Notice 85 047, "Potential Effect of Line Induced Operation on Cer 
lain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Englnsering Response (Post 
830103) 85/06/18 Consolidated Edison Co ol New York, Inc )34pp 3t2681D 
31268 304 

8S06140636 IE Into Notice 65 048, "Respirator Users Notice Ooloclivo Soil Cohlaintd 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN.E L Division o( Emergency Proparodnoss & Engineering Response (p«l 
830103) 65/06/19 Consolidated Edison Co of New York, Inc 123pp 31376661 
31376 103. 


R. Periodic operating reports & related correspondence 

6506060536 Forwards monthly rept lor Apr 1985 re status of offsite emotgcncy pr^ 
paredness (or OL reviews, Del ays In schedule lor Limerick & Shoreham for fu'l po«4 
operation remain due to offsite emergency preparedness Issues 
DIflCKS.W J Office ol the Executive Director (or Operations. 85/05/28 PALIADIN5 
Commissioners lipp 30785 007-30706 017. 


8506210104 Responds to NRC 650215 Ur re i,4olations noted In Insp Rept 50-390/86 
02Correcliva action s.Support 1026A492-5-3 rewoiked 4 redocumented by Field 
Change Request H 12985. 

DOMER,JA Tennessee Valley Authority, 65/03/20 GRACE.JN Region 2, Oftice ol 
Director. 2pp 31056 335 31056 336 


B5062 10439 Responds to NRC 850319 Hr ro deficiencies noted In fnsp Roots 50 390/ 
85-16 4 50-39 1/85-1 6 Corrective actions. Procedure IP-5 revised to includo sheltering 
as Immediate protective action associated w/emergency declaration 
HUFHAM.J.W. Tennessee Valley Authority, 85/04/16 GRACE.J.N. Region 2, Odica of 
Director. 6pp 31056 172-31055 177 


8506240273 Responds to NRC 850325 Itr re violations noted (n Insp Ropts 50-259/85 

03.50 260/85 03,60-206/85-03,50 327/05 04, 50-326/85 04,60-390/0 5-06,50-391/8 5 

06.50 438/85-03 & 50 439/65-03 

OOMER,JA. Tennessee Valley Authority 86/04/24, GRACE, JN Region 2, OMIco of 
Director. 7pp 31203 081-31203.087. 


8606240307 Forwards Insp Rspis 50-390/85-33 4 50-391 /B5-20 on 650401-20 4 notice 
of deviation 

VERRELLI,D.M, Region 2, Olftee ol Director. 85/05/07 PARRIS, H G, Tennessee 
Valley Authority 2pp 31 202:1 72-31 202:162 


-6609240315 Notice ot deviation from Insp on 850401-20 
* Region 2, Office of Director, 85/05/07^ Ip 31 202,1 74-3 1202’1 74 

^6506240324 Insp Repts 50-300/65-33 4 50-301/85 28 on 850401-20 Deviation 
noled.fallure to maintain 480 volt shutdown board circuit breaker open 4 condition not 
alarmed in control room 

SHYMLOCK,MB„ HOLLAND.W E , CALDWELL.C W. Region 2, Office of Director, 85/ 
05/06 epp.31202.175-31202’182. 

8509210441 Responds to NRC 850411 Ur re violations noted In Insp Repts 50 300/85- 
23 4 50-391/85-18 Corrective actions. temp humidity recorders w/defrclont due dates 
replaced w/propetly calibr Instruments 

OOMER.J.A Tennessee Valley Authority, 85/05/09 QRACE,J,N, Region 2, OKice of 
Director 5pp 31055,153-31055,157. 

6506130027 Supp1 1 to IE Info Notice 84-65, "Seel Table Leaks at PWRs.” Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (PosI 
830103), 65/05/14, Consolidated Edison Co. of Now York, Inc 107pp. 31044 065 
31044.171. 


S, Reportable occurrences, LERs & related correspondence 


8508200370 Further response to FOIA request re Part 21 ropts re concctnlng laJut+of 
dampers furnished tw Roskin Mlg Co Forwards documonls listed In App C Documsni 
also available In PDR 

FELTON.J M Division ol Rules and Records, 05/03/11 QARDE,B,P QovornmsntAc 
countability Prole ot 2pp 31039 337-31039 360 

”8606200389 Forwards Part 21 repts from TVA re Ruskin dampers ProWom appear! 

SujRPHY.C E Region 2, Atlanta, Reactor Construetton 4 Engineering Sopport Orsnih. 
80/02/28 Region 4, Dallas, Vendor Inspection Branch 7pp 31039 330 310J9 345 

-8B06200398 Forwards Part 21 rept from TVA ro Ruskin dampor failures 
MURPHY, C.E. Region 2. Atlanta, Reactor Construction 4 Engineering Support Btar>h 
80/05/05, Region 4, Dallas, Vendor Inspoclion Branch Ip 31039 SriT-GlOSOSSI 


9506070074 Second supplemental final doficloncy rept lor Unit 1 4 second tnlorimre+t 
lor Unit 2 ro cable Insulation tiro protection test failure Initially roporlod on 84W05 
Comptetlon scheduled (or 860412. 

HUFHAM,J.W Tennessee Valley Aulhorily 35/04/02 GRACE, JN Region 2. Oiks d 
Director Ip. 30801.185 30601:185. 


8506040431 Part 21 rept ro resistance temp detector (RTD) calibr anomalies inRlOi 
mfg by RdF Co Safely margin assessments being performed for oporatmg planls to 
evaluate potential effects on plant Tech Specs. 

RAHE.E.P. Westinghouse Electric Corp. 86/05/06 THOMAS, GO, Division of Uwra- 
Ing. 4pp 30709 090 30709,093 

8506070426 Revised final deficiency rept re Improperly rated field wiring to sok-rud 
valves Inlllally reported on 841213 Field wiring In two solenoid vatves will bo r^sd 
by 850522, per Engineering Change Notice 5413 

HUFHAM,J W. Tennessee Valley Authority. 05/05/17, QRACE,J,N Region 2, OffioesI 
Director. 3pp 30801-060-30801 .082. 


8509070071 Final deficiency rept re incorrect design of pipo supporl 1-efl-002(fiit)»1} 
reported on 850514 Connection between U bolt termination plate 4 flangat ix 
W6x16 6b beam redesigned by adding stiffener plates. 

HUFHAM.J.W Tennessee Valley Authority, 85/05/20 GRACE, J.N Region 2, Offijeof 
Director, 2pp 30BOO;324-30600,326, 


8505130038 Supp1 1 Ici IE Info Notice 85 020. "Motor-Operated Valve Failures Due to 
Hammering Effect," Svo list end. 

JORDAN.EL DMsion ot Emergency Preparedness & Englnaerino Response (Post 
830103). 85/05/14, Consofidalad Edison Co, ol Now York, Inc I07pp. 31044:172- 
31044,278 


8506130557 Amends 850523 Part 21 rapt to Include Locllle Grade 242 as acceplst^ 
mall.lnlo Itr & Itr to ulll end. 

CUMMINS, B.R, Henry Pratt Co 86/06/30 KEPPLER.J G Region 3, Ollicool Oxeett 
3pp. 30891:096 30391.106, 


S90S200S90 IE Info Notice 65-039, "Auditability of Eleolricel Equipment Qualification 
Records at Licensees Facilities." Svo list end, 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co, of New York, Irw i06pp 30-B37.258 
30837:363, 


-8506130573 Part 21 rept re lack of Locllle on Pratt nuclear modal vatves w/Ltmtaq« 
operator8,per Bechtel 850607 Ur 4 Deficiency Evaluation Rept 84-101 ActuakJft 
should be reinstalled in valves using Loctlte Grades AV,271 & 277. 

CUMMINS, B.R Henry Pratt Co 85/06/23 KEPPLeR,J,Q Regiet! 3, Olfico of D»«W 
6pp. 30691'101. 30091 -106. 


9SOS200900 IE Info Notice 85-040, "Deficiencies In Equipment Quelillcalion Testing & 
CertlficaliQn Process." Svc list encF 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/22, Consolidated Edison Co. ol New York, Ino, 106 pp 30848.166- 
30648:271, 


8SO607OSOO Responds (o NRC 660516 request lor documents to polentia^y over 
stressed embedded plalee per 10CFR60 66 & structural dynamics All roqumsled docu- 
menlB enci.except Item 23 (83-10-31-1). 

HUPHAM,J.W. Tennessee Valley Authority. 66/06/05 ADENSAM.E. UcansingSrt/k^ 
4. 203pp, 30756.001-30756:203, 
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DOCKET 60*391 WATTS BAH NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/conslfuctlon stage documents A correspondence 

B5O410O265 Intorms that TVA ha^' become 121h participant In Westinghouse Owners 
Group High Energy Una Break /Superb Bated Blowdowns Outside Containment Sub- 
group. 

CERMAK.JO Standardized Nuclear Unit Power Plant System. 85/03/21 
WIQGINTON.DL Ollice ol Nuclear Reactor Regulation, Director. 1p 29729'226- 
29728 226. 

850B2600S4 Further response to FOIA request for documents In three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available In POR Processing ol documents continuing 

FELTON, J M Division of Rules and Records 85/04/10. HEATH, 8 J Washington 
Legal Foundation lipp 31217 095*31217’109 


8508180328 Submils resumes ol DS King & WV Rusbridgejrer 050524 telcon between 
util & NRC Info satisfies requirements of Generic Ltr 04*16 Advises that RE Schmook 
not included in list of individuals proposed le meet requirements of ltr 
DOMER.JA Tennessee Valley Authority 85/08/12 ADENSAM,E Licensing Branch 
4 4pp 30976 212*30976215 

8506210190 Forwards response to Generic Ltr 85 02 re recommended action stemming 
from NRC integrated program for resolulion of unresolved safety Issues concerning 
steam generator tube integrity Comments on draft NUREQ 0844 expected by due 
dale 

DOMER,JA Tennessee Valley Authority OS/06/17 THOMPSON.H L Division of Li 
censing 9pp. 31024 300 31024 309 

6606270104 Summary of 850530 meeting w/uti) to discuss status of licensing Issues ol 
plant List ot meeting attendees & licensing Issue status end 
KENYON.TJ Licensing Branch 4 85/06/17 Licensing Branch 4 1pp. 31268 129- 
31260.13B 


-8606260166 Informs that alcohol 4 drug abuse survey for 10 mils complete per Tern- 
poiaiy Instruction 2695/1 Utils have instituted reasonable prevention 
pfogramsSummary of site visits end 

0'REILLY,J P. Region 2. Office of Director. 03/04/01 DEYOUNG, R C. Director's 
Office, Oflice ol tnspeclion and Enforcement. 42pp. 312l7’125*3i21 7,166 

8606030435 Confirms 850415 telcon re util discovery of items that require addi environ 
qualification & possible mods Complete status & schedule for implementation of any 
required mods & documenlalion will be submitted by 850524. 

SHELL.H H Tennessee Valley Authority. 65/05/16 ADENSAM.E, Licensing Branch 4 
Ip 30675 254-30676 254 

8506030559 Notification of 850530 meeting w/ut)l in 6elhesda,MO to discuss third party 
review & enhancements to TVA employee concerns program. 

KENYON.TJ Licensing Branch 4 85/05/24 ADENSAM.E G. Licensing Branch 4 
2pp 30687322 30687 324. 

8506080417 Summary of 850502 mealing w/ulil & public re TVA proposed enhance- 
ments to employee concerns program Handouts & list of attendees end, 

KENYON.TJ Licensing Branch 4 85/05/24. Licensing Branch 4 31pp 30785.101- 
30785 212 


B 505040120 Responds to 650322,0402 & 23 requests (or addI info following preliminary 
review ot licensee responses to Generic Ltr a3-28,ltem 2 2,2 Reconsideration of re- 
quest lot add! info requested 

DOMER.JA Tennessee Valley Authority 85/05/31 THOMPSON.H L Division of LI 
censing 2pp 30699 361 •30699'362. 

8S06D70033 Clarifies 5U 3.9, "Natural Circulation Test," of initial lest program, per NRC 
review of 850327 response to q^uestions re program & 850S15 conference call All li- 
censed operators will be trained in natural circulation & leating 
DOME R,Xa. Tennessee Valley Authority 86/06/31 ADENSAM.E.G Licensing Branch 
4 2pp 30751 •254-30761 ;265 

B506070039 Provides addi response to Generic Ltr 8 3 -28, 1 tern 2 2.16 re safety- related 
oquipmenl,per 850322 & 0402 memos to HQ Parris requesting add! Inlo.Terms "Im- 
portanl- to- safely" & "safety-ralaled" synonymous 

tXJMER.J A Tennessee Valley Authority 85/05/31 ADENSAM.E Licensing Branch 
4 2pp 30751:321-30761 322 

8508070500 Responds to NRC 850516 request for documents re pofenllatly ovor- 
sl/essed embedded plates per tOCFRSO.SS & structural dynam]c8.AII requested docu- 
ments enol.oxcept Item 23 [03-10 31 -L) 

HUFHAM.J.W. mnnessee valley Authority. 85/06/05. ADENSAM.E Licensing Branch 
4 203pp 30766.001-30756'203. 


-8606070504 Rev 0 to Const Spec N3C-92e, "Locating Allachments on Embedded 
Ptetes " 

ANDERSON.R.R, ROBERTS, J.W.. B ARNETT, R O Tennessee Valley Authority 83/ 
02/10. 5pp. 30766'101-30756.105 

-8606070507 Rev 1 to Const Spec N3C-928, "Locating Attachments on Embedded 
Plalea *' 

ANDERSON.R.H Tennessee Valley Authority. 83/06/02. 6pp 30766.106 30766:126 


-8508070510 Rev 2 to Const Spec N3C-928, "Locating Attachments on Embedded 
ANDERSON, RH. Tennessee Valley Authority 84/01/06. 7pp. 30756- 127-30756:203 


850607 0625 Forwards response to coricerna & questions re const sites per 650516 
request All concerns will be addressed by completlor^ ot licensing process & commen- 
surate w/appropriate phase ol design & const completion 

HUFHAM,Xw. Tennessee Valley Authority. 85/06/06. THOMPSON, H,L. Division of Li- 
censing 126pp 30753:188-30763:311 

8506110317 Informs that revised main steam line break accident Inside containment 
analysis being performed by Westinghouse delayed until 850614 due to mods 
HUFHAM.J.V?, Tennessee Valley Authority 86/06/05. ADENSAM.E. Licensing Branch 
4. 2pp. 30808:095 30608.096 

8506110241 Advises ot progress made In implementing nuclear plant reliability data 
sys.per Generic Ltr 63-28, Section 2 2,2, “Vender Interlace Programs." Over 60% of 
components tor Unit 1 & common to both units entered In central data base 
DOMERJ.A Tennessee Valley Authority 85/06/06. ADENSAM.E. Licensing Branch 
4. 2pp 30806:067-30806.058. 

850B180274 Notification of 850613 meeting w/utll In Belheada.MO to discuss progress 
of OTC third party interview program & enhancements to util employee concern pro- 
grains 

R:ENY0N.T,J. Licensing Branch 4. 85/06/06 ADENSAM.E.G, Licensing Branch 4 
6pp. 30090.172-30990:177, 

6506170497 Forwards revised response to Concern 7 re facility const 8lles.Error inad- 
vertently made In 850605 re8pon8e,Word "not" omitted from fourth sentence of first 
paragraph of response, 

boMER.JA Tennessee Valley Authority, 85/06/11. ADENSAM.E, Licensing Branch 
4. 3pp. 30958,034-30956:036. 


B506240S90 Forwards "Main Steam Line Break Containment Analysis Using 0 2D-lnch 
Drop Size," in response to 850322 roquost.per 8S0417 & 0615 lira OuaTitication of 
equipment Inside containment remains valid. 

DOMER,J A Tennessee Valley Aulhoiily 65/06/ 18 ADENSAM.E Licensing Branch 
4 3pp 31066274-31066202 

-8506240504 "Main Steam Lino Break Containment Analysis Using 0 20 Inch Drop 
Size ” 

• Tennessee Valley Authority 85/05/31. 6pp 31066 277-31066 282 

6506240346 Forwards JC Standifer 85061 1 internal memo documenting findings on un- 
marked bolts on vendor suppll ed,s Kid mou tiled pumps .vital battery racK9,460voU re 
actor motor-operated valve boards & safety iniection IB B top vent Itange 
DOMER.J A Tennessee Valley Authority 85/06/20 ADENSAM.E Licensing Branch 
4 7pp.3l0S1.f0t-3106f 177 

8506270026 Forwards Tech Spec changes which must be resolved for certification, per 
util review ol NRC 850415 revs Unit 1 Tech Specs IransmiUed by NRC 
841211,050216 & 0415 Itrs accurately rellect as-bulll faclllly,w/ noted exceptions. 
DOMER,J,A Tennessee Valley Authority 85/06/21, ADENSAM.E Licensing Branch 
4. 200pp, ai234'1 17-31234 322 

8506270032 Responds to NRC 850530 request for addi info re Black & Veatch 
!DVP.Attachment5 referenced In end provided under separate caver on 86061 1 
DOMER.J, A Tennessee Valley Authority 65/06/21 ADENSAM.E Licensing Branch 
4, 7pp. 31421 001-31420 327 


F. Security, medical, emergency & fire protection plans 


8506210439 Responds to NRC 850319 ltr re doticiondos noted In Insp Repts 50-390/ 
85-16 & 60-391/85-1 6 Corrective actions Procedure IP-S revised to Induce sheltering 
as Immediate protective action associated w/emergancy declaration 
HUFHAM,J,W. Tennessee Valley Authority. 86/04/16 QRACE.J N Region 2. Office ol 
Director 6pp. 31055-172 31055-177 


8806060636 Forwards monthly rept lor Apr 1906 re status of offsite emergency pre- 
paredness lor OL reviews Delays In acineduto lor Limerick & Shoreham for full power 
operation remain due to offsite emergency preparedness Issues 
DIRCKS.W.J, Office of the Executive Director lor Operations, 85/05/28. PALLADINO 
Commissioners 11pp. 30785,007-30785.017. 


8506040103 Responds to 850412 request lor addi Info re Intrusion detection 
sya Detailed test procedures & dale gatnoring lor 7 day testing & return to svo testing 
will be provided on monthly basis 

DOMEfl,J.A, Tennessee Valley Authority, 85/05/29 NOVAK, T.M. Licensing Branch 4. 
3pp. 30699.358-30699:360 

8506070023 Forwards Surveillance Instruction PHYSI-14 test results on FPS 2 sys lor 
850430 & 0607 Results withheld (ref 10CPR73 21) , 

DOMER.J A, Tennessee Valley Authority. 85/05/30. ADENSAM.E Licensing Branch 
4. 2pp. 30751-317-30761:318, 

8608070396 Rev 13 to radiological emergency plan, App E.Page 130, re news media 
training sessions.W/OSOSSO Hr 

HUFHAM.J W Tennessee Valley Authority. 86/05/30. GRACE, J.N Region 2, Ollice ol 
Director. 7pp. 30740:222-30749 228 


8506110360 Forwards 850514 & 21 PHYSI-14 surveillance instruction lest results, par 
850500 & 30 lira Acceptance criteria failure on 850521 was result ol sensitivity level 
being too low for detecllomWilhheld (ref 10CFR73,21). 

DOMER.J.A Tennessee Valley Authority, 85/06/06 ADENSAM.E. Licensing Branch 
4. 2pp, 30806:116-30006.117. 


8506140042 Notification of 850613 meeting w/util In Bethesda.MD to discuss effect of 
util reorganization on plant radiological emergency plen & util plan to submit generic 
radioloofcal emergency plan w/planl-speci((o suppis 

KENYON.T.J, Licensing Branch 4. 85/06/06. ADENSAM.E G. Licensing Branch 4. 
3pp. 30907:180-30907:190, 


8506140486 Rev 14 to radlologloal errergency plan, Including Athens Community Hosp 
as receivinfl facillty,VV/B5061 f Hr. 

HUFHAM,m Tennessee Valley Authority, 85/06/1 1. GRACE, J.N. Region 2, Ollice of 
Director 6pp. 30898.099-30898.103. 


8506240495 Revised emergency plan implementing procedures, Including table of 
contents, Rev 6 to IP-6 re activation of technical support ctr & Rev 5 to IP-6 re person- 
nel accountablllW & evacuallon.W/e506l8 Hr. 

HUFHAM,J.W Tennessee Valley Authority, 85/06/18. QRACE.J N. Region 2, Office of 
Director 33pp. 31O60:236-31O66;27O, 


Q. Inspection reports, IE Bulletins & correspondence 
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8506210439 Responds to NRC B50319 Ur re deficiencies noted in Insp Reels 50 390/ 
65-16 & 50 391/65-16 Correctwo actions Procedure IP-5 revised to mcluda sheltering 
as immediate protective action associated w/emergoncy declaration 
HUFHAM.J.W Tennessee Valley Authority Q5/04/16. GRACEJ N Region 2. Otfice of 
Director 6pp 31055172-31055177 

8506240273 Responds to NRC 850325 Ur re violaiior^s noted In Insp Repts 50-259/05- 

03.50- 260/85 03,50 296/85 03,50-327/85 04, 50 328/85 04.50 390/85-06,50-391 /a5 

06.50- 438/85 03 & 50-439/65-03 

DOMER,J A, Tennessee Valley Aulhoilty 85/04/24 GRACE, ON Region 2, Ollice of 
Direclor 7pp 31203 081-31203 097 

8506240307 Forwards Insp Repts 50-390/85-33 & 50-391/85-28 on 850401-20 & notice 
of devtalion 

VERRELLI.O.M. Regiori 2. Olfice of Director 65/06/07 PARRIS, HG, Tennessee 
Valley Authority 2pp. 31202 172 31202 102 

-8508240324 Insp Repts 50390/6533 & 50 391/85-26 on 850401 20. Deviation 
noted (allure Id mainlain 480 volt shutdown board circuit breaker open & condition not 
alarmed In control room 

SHYMLOCK,M B . HOLUAND, WE, CALDWELL, CW, Region ?, Office ol Director. 65/ 
05/06 app 31202 17 5 31202162 

8508210441 Responds to NRC B50411 Ur re violations noted in Insp Repts 50 390/85- 
23 & 50 391/85-18 Corrective actions.tomp humidity recorders w/delicient duo dates 
replaced w/properly calibr instrumonis 

DOMEfl.J A Tennessee Valley Authority 85/05/09, GRACE, J N Region 2, Office of 
Director 5pp 31055 1 53-31055 157 

8505130027 SuppI 1 lo IE Into Nolice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, EL Division o! Emergency Preparedness & Engineering Response (Post 
630103). 85/05/14 Consolidated Edison Co ol New York, Inc f07pp 31044 065- 
31044 171 


-8506200389 Forwards Part 21 repts from TVA re Ruskin dampers Problem appej-i 
generic 

MURPHY ,CE Region 2, Atlanta, Reactor Conslruction & Engineering Support BrsrUv 
80/02/28 Region 4. Dallas, Vendor Inspection Branch 7pp 31039 339-31039 345 

-8506200398 Forwards Part 21 rept from TVA re Ruakin damper failures 
MURPHY, C E Region 2, Atlanta, Reactor Construction & Englneenng Support Brancfi 
00/05/05 Region 4, Dallas, Vendor Inspection Branch tp 31039 347-31039 351 

8506070074 Second supplemental (Inal deficiency rent for Unit 1 & second Interm rat 
lor Unit 2 re cable Insulation fire protection test failure Inilially reported on 
Completion scheduled for 850412 

HUFHAM,JW Tennessee Valley Authority 85/04/02, GRACE. J N Region 2. Offeeei 
Director Ip 30801 185-30801 185 

8506070124 Final Deficiency Rept NCR 5629 re substandard welds on (oaclor bldg coiv 
dull supports Initially reported on 841029 Assessment ol welds compIslo WelJ 
stresses acceptable Deficiency not reportable per 10CFR50 55(o) 

HUFHAM,JW Tennessee Valley Authority, 05/04/08 GRAGE.JN Region 2, Dfrioacf 
Director 2pp 30800 234-30600 295 

8506040431 Pari 21 rept re resistance (omp detector (RTO) calibr anomalies m RTDj 
m(g by RdF Co Safety margin assessments being performed for oporating iriunj io 
evaluate potent iai effects on plant Tech Specs 

RAHE.E p Weslinghouse Electric Corp 85/05/06, THOMAS, C,0 Division ol Ucent 
Ing 4pp 30709 090 30709 093 

8506070107 Part 21 & Sixth interim deficiency rept re use of Incoirecl response spo;^ 
in Gilbert/ Commonwealth piping analysis Initially reported on 820426 Problem bsual 
lo Incorporate correct spectra Next ropt expected by 850701, 

HUFHAM,JW Tennessee Valley Authority. 65/05/13 GRAGE.JN Region 2, Office tf 
Director 2pp 30801:191-30001.192, 


850S13D038 SuppI 1 lo IE Info Notice 65 020, "Motor-Operated Valve Failures Due to 
Hammering Elfecl ’’ Sve list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
8301031 85/05/14 Consolidated Edison Co ol New York, Inc t07pp, 31044,172 
31044-278 

8506200590 IE Info Notice 85 039, “Audilabitity of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end 

JO ROAN, EL Division of Emergency Preparedness & Engineering Responss (Pest 
830103) 05/05/22. Consolidated Edison Co of Now York, Inc loepp 30837.256- 
30B37-363. 

B50520D600 IE Info Notice 85 040, "Dallclencies In Equipment Qualillcatlon Testing 6 
Certification Process." Sve list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/22, Consolidated Edison Co of New York, Inc 106pp 3084B166- 
3084 8 ’271 , 

eS0528()l81 tE Info Notice 85 042, "Loose Phosphor In Panasonic BOO Series Badge 
TtD Elemsnls " Svo list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03) 85/05/20 Consolidated Edison Co. ol New York, Cnc, T2Clpp 30052,245 
30852 363. 

6805280187 IE Into Notice 85 043, "Radiography Evonts at Power Reactors’' Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/30, Consolidaled Edison Co of New York, Inc T20pp. 30864.167- 
30864-267 

8506060677 IE Info Notice 05 045, "Potential Seismic Interaction Involving Movable In- 
Cora Flux Mapping Sys Used In Westinghouse Designed Plants " Sve list end 
JORDAN,EL Division ol Emergency Preparedness 4 Engineering Response (Post 
830103) 65/06/0G Consolidated Edison Co. of New York, Inc. f22pp. 30865.001- 
30B65.04B, 

8506060707 IE Info Notice 85-046, "Clarltlcation of Several Aspects of Removable Ra 
dioaettve Surface Contamination Limits for Transport Packages " Sve list end, 
JORDAN, E L. Division ol Emergency Preparedness 4 Enginearlng Response (Post 
630103), 85/06/10. Consolidated Edison Co, of New York, Ino. 124pp 31043.301- 
31044-064 

6506140240 IE Info Notice 85 047, "Polsnilal Effacl of Line-Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Sve list end 
JORDAN.EL Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 85/06/18 Consolidated Edison Co. ot New York, Inc 134pp. 31268-167- 
31268,304. 

8606140636 IE Info Notice 85 048, "Respirator Users Notlce.Defeclive Self-Contained 
Breathing Apparatus Air Cylinders " Svo list end. 

JORDAN.E L. Division ol Emergency Preparedness 4 Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co. of New York, Inc I23pp. 31376.064- 
31378.183. 


8506070682 Advises that completion date (or 850506 const detictoncv red n 
860609,not 850609 ^ 

HUFHAM,JW Tenneaseo Valley Authority 05/05/13 GRAGE.JN Region 2, Olfesof 
Director tp 30795’165-30795:155, 

6508070666 Fourth Interim deficiency rept for Watts Bar Unit 2 & third Interim rept M 
Bellalonte Units t 4 2 re calculation of support design loads In TPIPE NoxI rem W 
Bellatonle expected 850605 4 060328 (or Watts Bar Units 14 2. 

HUFHAM.JW Tennessee Valley Authority 85/05/13. GRACE, J N Region 2. Oirxsu 
Director Ip 30795 156-30705 156 

6508070426 Revised final deficiency rept re Improperly rated field wiring lo sdenoC 
valves Initially reported on 041213 Field wiring In two solenoid valves will bo ro^^j 
by 850522, per Engineering Change Notice 5413. 

HUFHAM,J,W Tennessee Valley Authority 85/05/ 17. GRACE, J.N Region 2. CMMtf 
Director. 3pp 30801 000-30801 -082. 

6506130667 Amends 050523 Part 21 rapt (o (ncludo Loctito Grade 242 as acteouth 
mall Info Itr 4 Hr to util end 

CUMMINS, B R Henry Pratt Co. 65/05/30 KEPPLER.J G. Roglon 3. Olllco of DiretU 
3pp 30891 098 30891-106. 

-8506130573 Part 21 rept re lack of Loclite on Pratl nuclear mode] vatvoa w/UtniwiM 
operators, per Bechtel 850607 Hr 4 Deficiency Evaluation Rept 04-101 Aclji;sm 
should be reinstalled In valves using Loctito Graaos AV,27t 4 277, 

CUMMINS, B R. Henry Pratt Co. 85/05/23 KEPPLER.J.Q, Region 3. Offlco of OitKlor 
6pp 30891.101-30391-106. 

8606070600 Responds lo NRC 850516 request (or documents ra polentlally over- 
stressed embedded platos per 10CFR50.55 4 structural dynamics All loquojlod docu- 
menis encUxcqpt Item 23 |83-10-31.L) 

HUFHAMpJ W Tennessee Valley Authority. 86/06/05 ADENSAM,E. Llcon5lrvj|}ijn,h 
4. lOOpp 30766,001 -30766-203 * 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT i 


E. NRC Safety Evaluation Report (SER), auppla 4 correspondence 

6506150209 Further response to FOIA request (or six calogoiioa ol document), le 
Charleston earthquake ot 1886 4 seismic design (or Vogtle Nucloar Power Plant/M 
B documents forwarded 4 available In PDR.flevlow continuing. 

FELTON.J,M. Division of Rules and Records. 85/02/28 BELL,N Nucloai Informilisn 
4 Resource Service. 3pp. 30958:168-30056:243. 

-8606160267 Advises that USQS reviewing position on Charloalon earthquake NIICtlA 
su^^orts position slated In VC Summer SER pending any new position slalemert ky 

VOLLMER,R.H, Division ol Engineering, 82/03/03, EISENHUT.DQ. Division ollkens- 
Ing. 2pp 30958-343 30958.359 


R. Periodic operating reports 4 related correspondanea 


F, Security, rnedlcal, emergency 4 fire protection plana 


lonthly repi (or Apr 1965 re status ot ofisite emergency pre- 
iws.Delays in schedule for Umenck 4 Shoraham (or full power 
0 ottslte emergency preparedness Issues, 
the ExecuWve Director for Operations. 85/05/28. PALLADINO 
307B5-007-307e5017 


8506040657 Insp Rept 50-395/86-14 on 8 603 2 6-2 9, Violations noted Notico ol vidnicn ' 
4 details ol insp repl withheld (re( 10CFR2.700 4 73.21), 

WALKER, fl.O. Region 2, Olftce of DireclOf. 05/04/09 DIXON.O.W. Soulh Cari^ifa 
Electric 4 Gae Co, 2pp. 30708- 278-30706; 280. ■ » vwwr* 

-8M6040661 Insp Rept 60.395/85-14 on 0603 2 6 -29. Major areas inspoctod «««*[' 
plan & ImplGfiiBnllng procGdur 08 ,ni 9 t efloctivenoas fb aecurlly prc>Qi4im,locksK(yi i 
combinations Details vrilhhold. r r- a 

JJDjMANA, MCGUIRE,D,R, Region 2, Office of Director 85/04/09 tp 30706245.. 
3v70o«260> i 


8606280217 Forwards Insp Repl 60-396/86-18 on 660422-27.No violalioni c< dew 
ationa noted. 
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-8506280236 lr>sp Rept 50-395/85-18 on 850422-26 No violations or deviations 
noted Major areas inspected emergency preparedness exercise 
CUNNlNGHAM,/\ L , CLINE.WE Region 2, Office of Director 85/05/09. 12pp 
31274 334 31274 345 

0506050223 Forwards rept on App R reanalysis to assure continued compliance w/clari- 
fications/inlerp relations o( document, per 840504 regional App R wo rKshop Generic 
ttrs 81-12,83-33 & draft 85-01 used as guidance for App fl reanalysis effort 
DIXON, 0 W Soutli Carolina Electric & Gas Co 85/05/29 DENTON.H.R OKice of 
Nuclear Reactor Regulation, Director 24pp 30717 351-30718 012 


J Insurance & indemnity Information 

8506100601 Forwards Endorsements 82,17,75 & 76,104,38 S 19 & 20 to NELIA Policies 
NF-220.NF269.NF-230,NF-164,NF-252 & NF-281 & Endorsements 70,9,60 & 
61,82,20 & 12 & 13 to MAELU Policies MF-73,MF-115,MF-90,MF-44,MF-108 & MF- 
ll2,ro^eclively. 

HOGGE.SO Marsh & McLennan, Inc 65/05/20 DINITZ,t Assistant Director for Slate 
& Licensee Relations 17pp 30793.312-30793.328 


P. Operating license stage documents & correspondence 

8506030390 Partial response to FOIA request for three caieaorles ot documents to be 
made available at PDR re NSHCs App A documents encf & placed In PDR Search 
continuing 

FELTON, JW Division ol Rules and Records 84/11/08 ADATO.M, Union ol Con- 
cerned Scientists 4pp 30720.001-30720 005 

-B506D30618 Notice ol consideration ol Issuance ol amend to License NPF-17 & pro- 
posed NSHC determination & opportunity for hearing re 840123 re quest, changing 
spent fuel pool storage capacity listed in Tech Spec 5 6 to 1,276 fuel assemblies 
ADENSAM.E G Licensing Branch 4, 84/06/25 18pp 30720.112-30720 129 

85061301)45 Partial response to FOIA request lor all documents re NRC procedures for 
delecUen & control of alcohol 6 Illegal drug use by persons engaged In bldg or const 
ol nuclear reactors or facilities Forwards App A documents 

FELTON, JM Division Of Rules and Records, 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp. 30937 047-30937‘157 

—8506130506 Discusses ASLAB affirmation of issuance ol facility OL based on review 
of ASLB 820720 partial Initial decision & 620804 supplemental Initial 
decision Rulemaking re alcohol & drug abuse should consider consequences during 
const 

CUNNINQHAM.G L Office of the Executive Legal Director, 03/01/20. DENTON, H R 
Olfice ol Nuclear Reactor Regulation, Director MINOQLtE,R.B OIIIcq of Nuclear Reg- 
ulatory Research, Director 3pp. 30038,262-30938 264 

8506250064 Further response to FOIA request lor documents In three categories re 
drug or alcohol abuse at nuclaar facilities Forwards App A documents Documents 
also available in PDR. Processing of documents conllnuing, 

FELTON, JM Division ol Rules and Records 05/04/10, HEATH, SJ. Washington 
Legal Foundation lipp 31217,096-31217.109 

-8506250156 Informs that alcohol & drug abuse survey tor 10 utils complete per Tem- 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
piqc rams Summary o( site visits end 

0'FfEI.LLY.J.P Region 2, Office of Director 83/04/01. DEYOUNG.R C, Director's 
OHico, Olfice of Inspection and Enforcement 42pp 31 217:1 26-31 217:166. 

8 5 0604 0699 Responds to 650329 request to discontinue submilllhg quarterly seismic 
repls & monlloring ol four network monitoring slallona lor reservoir-induced 
seismicity Rept summarizing monitoring network observations requested 
ADENSAM.E G, Licensing Branch 4. 8V05/23. DIXON, O.W South Carolina Electric & 
Gas Co 2pp, 30719.322-30710,323 

6566140345 Forwards safety evaluation for NUREQ 0612, "Control of Heavy Loads - 
Phase I," per util response to 801222 Generic Ltr 81-07 Phase f acceptable 
NOVAK.T.M, Assistant Director lor Ucensinjg 86/06/23. DIXON, OW. South Carolina 
Electric & Gas Co 2pp, 30907.2S2-30907'264. 

•8506140352 SER re NUREG-0612, "Control ol Heavy Loads at Nuclear Power Plants 
(Phase 1) " Phase I acceptable 

‘ NRC - No Detailed Aftitlatlon Given. 85/05/23 Ip 30907;254-30907-2B4, 

-8505160535 Rev 1 to "Control of Heavy Loads at Nuclear Power Plante, VC Summer 
Nuclear Station, Unit 1 (Phase I)," technical evaluation rept, 

FRIEDERICHS.S Energy Engineering Group PIN A-6457 EQQ-HS-6371 R01. 83/08/ 
31 NBC - No Detailed Affiliation Given. 34pp. 30907:255-30907.288 

8S06140514 Application for amend to License DPR-I2irevls)ng Tech Spec Sections 
3.81.1,3.812 & 3/4,6 to reduce number of severity of dissel generator 
slails.decreasing engine wear & Increasing reliability per Generic Ltr 64-16 Fee paid, 
DIXON.O.W. South Carolina Electric & Gas Co. 85/06/10. DENTON.H.R. Olfice ol 
Nuclear Reactor Regulation, Director 2pp 30897.1 32-30897' 144, 

-850S140S17 Proposed Tech Specs revising Sections 3.8, 1,1, 3,8,1 2 & 3/4.8 to reduce 
number & seventy of diesel generators starts .decreasing engine wear & increasing re- 
liability 

* South Carolina Electric & Gas Co. 85/06/10. 11pp. 30697.1 34-30897; 144 

8508140620 Forwards marked up replacement Page 3/4 B-16 to 850429 application tor 
amend lo License NPF-12 to delete Tech Spec Table 3 8.1 re containment penetra- 
tion conductor overcurrent protective device test setpoint criteria. 

DIXON.OW South Carolina Eleotric & Gas Co. 85/08/10 DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. Ip. 30897.186-30897.186 

-8506140522 Marked-Up replacement Tech Spec Page 3/4 8-16 re containment pene- 
tiation conductor overcurrent electrical equipment protective devices. 

' South Carolina Electric & Gas Co. 85/06/10. Ip 30697:186-30897:186. 

8SQ6250146 Foiwards safety evaluation re TMI Action Item II.K.3.30 (or Westinghouse 
plants NRC provided clarification & proposed geneilc resolution of TMI Item II.K.3.31 
In Generic Ltr 83-35. 

NOVAK.T.M. Assistarrt Director (or Ucensing. 85/06/10. DIXON.O.W South Carolina 
Electric & Gas Co, 9pp 31211:311-31211:319. 


8S06240138 Summary of 850530 operating reactor events meeting to brief Ofc 
Director, div directors & representatives on events since 850515 meeting List ol 
attend oes , vie wg re phs & status of assignments end 

CRUTCHFIELD, D Assistant Director for Safety Assessment 05/08/13 

THOMPSON.HL Division of Licensing 25pp. 31155 316-31155 340 

8506180316 Responds la Generic Ltr 85-02, "Staff Recommended Actions Stemming 
From NRC Integrated Program for Resolution el Unresolved Safety Issues re Steam 
Generator Tuba Integrity. Procedures maintaining personnel & matl control Imple- 
mented 

DIXON, OW South Carolina Electric & Gas Co 85/08/14 DENTON.HR Office of 
Nuclear Reactor Regulation, Director 12pp 30977 331-30977 342 

8506250113 Fonvards tabular summary ot key results from regional survey ot plant-spe- 
cilic info re potential (or unconirollea radiation exposures m PWR cavities.per JQ Part- 
low 850315 request No further generic action needed 

TAYLOR, J.M, Director’s Office, Office ol Inspection and Enforcement 65/00/18 
MURLEY.TE Region 1, Office of Director Dpp 31211 322-31211 330 

8606250310 Forwards addi info re reanalysis ol main steam line break accident, per 
850409 request for amend to License NPF-t2, removing boron Injection lank from 
Tech Specs. 

DIXON.O.W South Carolina Eleotric & Gas Co 85/06/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 5pp, 311BO'232-31180 236 


Q, Inspection reports, IE Bulletins & correspondence 

8506170229 Forwards Irvsp Rept 60-395/85 02 on 850101 31 No violation or deviations 
noted 

VERRELLI.D.M. Region 2, Office of Director 85/02/20 DIXON.O W. South Carolina 
Electric & Gas Co 2pp. 30973' 129-30973 130 

-8506170239 Insp Rept 50-305/85-02 on 850101-31 No violation or deviation 
noted Major areas inspected operational safety verification, monthly surveillance obser- 
vatiorts A followup on written repts of iwnroutlne events 

HEHL.CW, CANTRELL,FS Region 2. Office of Director. 86/02/16 0pp. 30973,131- 
30973'136 

8S06D40657 Insp Rept 60-305/85-14 on 850325-29 Violations noted, Notice of violation 
& details of Insp rapt withheld (ref 10CFR2.790 & 73 21) 

WALKER.R.D Region 2, Office of Diroclor. 85/04/09 DIXON.O W. South Carolina 
Electric & Gas Co 2pp. 30708:278 30708 280 

-8506040661 Insp Rept SO-30S/O5-14 on 850325 20.Majar areas Inspected securiW 
plan & Implementing procedures, mgf effectiveness re security program, locks.keys & 
combinations Details withheld, 

TILLMAN, A., MCGUIRE, OR Region 2, Olfice ot DIroefor. 85/04/09 Ip 30708:280- 
30708 280 

8506240642 Responds to violations noted In Insp Rept 50-395/05-10, Corrective 
actions Procedure 134 revised to reciuire Identification of all data recorders vs proce- 
dure step performed In each lest package 

DIXON.O.W. South Carolina Electric & Gas Co. 05/05/01, QRACE,J.N, Region 2. 
Office of Director. 2pp. 31201:068-31201 ,009. 

6506210124 Responds lo violations noted In Insp Rept 50-396/85 12. Corrective 
actlons'statistical reliability check of source range instrumentation performed 
DIXON.O W. South Carolina Electric & Gas Co 85/05/03 QRACE.J N Region 2, 
Office of Dlreclor, 4pp. 31057:020 31057:023 

6506280217 Forwards Insp Rept 60-395/85-16 on 850422-27. No violations or devi 
atlons noted 

VERRELLI.D.M. Region 2, Olllce of Dlreclor. 86/06/09. DIXON.O.W. South Carolina 
Eleclfio & Gas Co 2pp, 31274'332-31274'345, 

-8506280226 Insp Rept 60-395/85-1 0 on 050422-26 No violations or deviations 
noted Major areas inspected. emergency preparedness exercise. 

CUNNINGHAM, A, L,. CLINE.WE. Region 2, Office of Director. 85/05/09. 12pp 
3ia74;334-ai274;346. 

S58A9-in477 Haaeonds to violations noted in Insp Rept_ 60-306/86 11.^ Corrective 



216 DOCKETED ITEMS 


6S05280167 JE Into Notice 85-043. "Radiography Events at Power Reactors" Svc list 

JC^DANEL Division ol Emergency Preparedness & Engineerina Response (Post 
&30103) 85/05/30 Consolidated Edison Co o( New York, Inc i20pp 30854 IS?- 
30864 287 


-•8506060517 Insp flept 60 397/85 15 on 850401 0503 No violation or (fovJaliChn 
noted Major areas inspected control room operations, ESP status.surveiJIonce & mnrni 
program,LERs & licensee action on previous Insp findings 

TOTH, A D , WAtTE,R S , JOHNSON,P H Region 5, Oflice o( Director. 55/05/15 0pp 
30768011-30768018 


6505280195 IE Into Notice 85 044, "Emergency Communication Sys Monthly Test " Svc 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30 Consolidated Edison Co of New York, Inc 121 pp 30864 045- 
30664 166 


8506060677 IE Info Notice 85 045, "Polential Seismic Inleraclion Involving Movable In- 
Core Flu* Mapping Sya Used in Wosting^use Designed Plants ” Svc list end 
JORDAN,E L Division ol Emergency Preparedness A Engmeenng Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 122pp 30865 001- 
30865046 


8506100816 Forwards SALP Rept 50 397/85 07 for Aug 1963 • Jan 1 985 
MARTIN, JB Region 5, Office ol Director 85/05/24 >4A2UR,DW Washington PuWic 
Power Supply System 2pp 30803 310-30003 336, 

-6506100818 SALP Rept 50 397/85 07 for Aug 1983 • Jan 1985 
• Region 5, Office ol Director 85/05/27 25pp 30003 31 2 30003 336 

8506170059 Revised Vol 13 to plant procedures manual emergency plan implomenUng 
procedures ,includ in g Rev 1 to 13 14 1 re guidance for administering polassiunv lodjcfo 
& Rev 2 to 13 1 1 re classifying emergency 

' Washington Public Power Supply System 85/06/05 587pp 30953 348 30955 214 


8506060707 IE Info Notice 85 046, "Clarification ol Several Aspects of Removable fla 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, EL Division of Emergency Preparedness S Engmeenng Response (Post 
830103) 85/06/10 Consolidated Edison Co o( New York, Inc I24pp 31043 301- 
31044 064 


8606280073 Forwards "Annual Emergency Exorcise 1905," providing objoctivos & limi 
lations as 75 day submittal to annual exorcise program Remaining 4S-cfny submittal 
will contain detailed description ol exorcise scenario 

SORENSEN, GC Washington Public Power Supply System. 85/06/05 MARTIN.JB 
Region 5, Ollico of Director Qpp 31256 109 31256 117 


8506140240 IE Info Notice 65 047, "Potential Effect of Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves ” Svc list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/06/18 Consolidated Edison Co of New York, Inc 134pp 31268 157- 
31268 304 

8506140636 IE Info Notice 65 048, "Respirator Users Notice Defective Sell-Contafned 
Breathing Apparatus Air Cylinders '' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/19 Consolidated Edison Co of New York, Inc f23pp 31376 064- 
3t376 183 


R, Periodic operating reports & related correspondence 

8506100281 Monthly operating rept for Mar 1985 W/ 650410 Itr. 

LOIGNON,GA. DIXON.OW Sooth Carolina Electnc & Gas Co 85/03/31 
BARRY.L W Office of Resource Management, Director 5pp 30805 1 22 30805 1 28 


8506280020 Forwards Rev 10 to physical security plan ro Idontilication tiadae 
program Rev withheld (rel 10CFR73 21) * 

SORENSEN, GC Washinglon Public Power Supply System 85/08/17 
SCHUSTER, MO Region 5, Oflice of Director. Ip 31256 179 31256 179 

8606250266 Forwards Safeguards Insp Root 50-397/05 1C on 850506-10 No noncom 
pllance noted Insp rept withhold (ref 10CFH2 790 & 73 21) 

MONTGOMERY.J L Region 5, Oflice ol Director 05/06/10 SORENSEN, GC Wash 
ington Public Power Supply System 2pp 31100 227-31100 228 


H. General correspondence 


8506030394 Requests JD Marlin, assistant managing director lor operallons.bo nddoil to 
distribution (or Units 1,2 & 3 

SORENSEN, GC Washington Public Power Supply System 05/05/13 MARTIN JQ 
Region 5, Office of Olredor 1p 30675 321-30675 324 


S. Reportable occurrences, LERs 8 related correspondence 


J. Insurance & Indemnity Information 


8506040431 Part 21 rept re resistance lemp detector (RTO) calibr anomalies In RTDs 
mfg by RdF Co Sate^ margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE,E P Weslinghouse Electric Corp 85/05/06 THOWAS.C 0. Division ol Licens- 
ing 4pp 30709 090 30709093 

8506030289 Summary of operating reactors events 850515 meeting Div directors or rep 
resentatives briefed on events occurring since 850507 mealing Assignment of (ollow- 
up review responsibilities discussed Attendance list end. 

CflUTCHFIELD.O Assistant Director for Safety Assessment. 85/05/22 
THOMPSON, FI L. Division of licensing 18pp 30708021 30708 038 

8506060696 LEH 85 013 00 on 650429, reactor trip occurred due to lo-lo steam genera- 
tor water level in steam generator B Caused by transients In deaerator tank level & 
main feedwater pump discharge pre8Sure.W/850529 Itr 

KCK)N,AR, DIXON, OW South Carolina Electric A Gas Co. 85/05/29 3po 
30746 323-30746325 


8506130557 Amends 850523 Part 21 rept lo include Locllte Grade 242 as acceptable 
mail Into Itr A Hr to util end 

CUMMINS, B.R Henry Pratt Co 85/05/30 KEPPLER.J.G. Region 3, Oflice of Director 
3pp 30891098-30891.106 


-8506130673 Part 21 rept re lack of Loctile on Pratt nuclear model valves w/LimItorque 
operators, per Bechtel 850507 Itr A Deficiency Evaluabon Rept B4 -101, Actuators 
should be relnslalled In valves using Locllte Graces AV,271 4 277 
CUMMINS, 8 R Henry Pratt Co, 85/05/23. KEPPLER.J.G Regfon 3, Office of Director, 
6pp, 30891 101-30891i10e. 

B50617QS51 LER 85-014-00 on 850506, diesel generator non-valld test (allure, ESF black- 
out load sequencer actuation A overpressure protection sys challenge 
Caused by personnel error Bus drawers labeled w/appropriate warnings, W/ 
ooOouo lu 

3W2'W4-30972°36°'^ Carolina Electnc A Gas Co. 85/06/05 3pp. 


8506190208 Forwards Endorsement 4 to NELIA Policy N91 & Endorsomont 4 to 
MAELU Policy M 91 

SORENSEN, GC Washington Public Power Supply System 05/06/13 
SALTZMAN.JD Assistant Director (or Stale & LIconsoo Relations 3np 00905 000 
30995090 


r. uperaiing license stage cocuments & correspondence 

8506030390 Partial response to FOIA request lor throe categories ol documonts to bo 
made available at POR re NSHCs App A documonts oncL A placed In POfT Search 
continuing 

FELTON, JM Division ol Rules and Records. 84/11/08. ADATO.M Union of Con 
cerned Scientists. 4pp 30720'001 -30720 005 

“8408200009 Forwards updated Sholly statistics for period 830506 040716 Slalisks 
will be updated following 840822 monthly publication of FR notice 
EISENHUT.O.G. Division of Licensing 84/08/08, DENTON.II.R OKIco ol Nuefonr Re- 
actor Regulation, Director. 4pp, 30720'035-30720'03D 

“8410040276 Forwards update ol Sholly statistics covering 030500- 040822 Lists two 
'press release" type notices Issued during roporling period Next monthly FR notice 
scheduled for publication on 840924 

EISENHUT.DG. Division of Llcerrsing, 84/09/18, DENTON, H.R. Oifico of Nuclear Ro 
actor Regulation, Director 24pp 30720 039 30720:062 

8506170286 FOIA requosi for 12 calogoriea of records re (actllly 
LOWERY, JD Riddell, Williams, BuTIItt A Walklnshaw, 05/01/29 FELTON, JM ONI 
Sion of Rules and Records 2pp 30901.260 30981,260 

8508170296 Responds to FOIA request (or records ro (aclllty.Ofc ol Gonorof Counsel In 
process of formalizi no generic response lor various related FOIA requests Roeortfs oi 
ready available In PDR (or insp 

05/03/04 LOWERY.JD RIddoll, Wit 
Hams, Bullitt A Walklnshaw. Ip 3098 1,281 -30901 ! 201 , 

receipt of 850220 application, re questing exemption (torn ceriaKi. 
10CFR50 73 requirements Application too roquaslod 

Fee Management Branch. 85/03/13 SORENSEN.Q C. Washing 
Ion Public Power Supply System Ip. 29510 081 -29510,081 

accepting post-trip review program Stall action lor Ham 1,1 
ol Generic Lir 83-20 completed 

Licensing Branch 2, 86/06/17. SORENSEN.Q.C Washinglon PuWtc 
Power Supply System. 4pp 30710 244 30710'252 

evaluation accepting Generic Ltr 83-28.ltom 1 1 post Wp rovtew 
program 4 procedures. 

■ NRG • No Detailed Affiliation Given, 85/05/17. 6pp, 30710:248-30711) 262. 

fosponse to Generic Ltr DO 20 ro leacloi 
sys, per NRC 850319 request for addi info. 

®®PPly System, 86/05/17 BUTLER.WB 
Licensing Branch 2, 5pp, 30725.340-30725 362. 

Licensee & Applicant Responses to 
Post-Trip fleviewiDala 4 inlo Copablllliea’ lor Wash- 
®^ ^ 2." Three concerns clarified. 

BUTLEaWR, Licensing Branch 2, 85/06/22, SORENSEN, G,C, Washington PuWie 
Power Supply System 4pp. 30705, 077.30786'095. 
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“8i0606{)597 “Reviaw of Licensee & Applicant Responses to NRC Generic Ur 03- 
?d,Uem 1 2, 'PO'St-Trip Review Data & Info Capabilities' for Washington Nuclear 
Project 2 •• 

* Sdence Applications International Corp, (formerly Science Applications IncL NRC- 
03-62 096 SAIC-B5/1517-4 85/05/22 NRC - No DelailecI Affiliation Given 15pp 
30785 001-30705 095 

8506080574 Forwards SER of Generic Ltr 83-20, Item 1 1 re post-trip review program 
dascnplion & procedure Program & procedures acceptable 

BUTLER, W R Licensing Branch 2 85/05/24 SORENSEN, Q C Washington Public 
Power Supply System 3pp 30785 069-30785 076 

-8506060577 SER re util 031118 response to Generic Ltr 83-20, Item 1 1 on post-trip 
review program description & procedure Program & procedures acceptable 
»NnC- No Detailed Affiliation Given. 85/05/24 5pp 30705 072-30785 076 

6506040176 Informs that end to NRC 850506 request for addi Info ro Generic LIr 63 26 
inadvertently removed prior to mailing & not received until 850520.Scheduled 45 day 
response interval will use 850520 as start date 

SORENSEN,Q C Washington Public Power Supply System 05/05/28. BUTLER,W R 
Licensing Branch 2 Ip 30701 316-30701 316 

650S060'744 Forwards Amend 9 to License NPF-21 & safety evaluation Amend changes 
Tech Specs to permit repair &/or malnt of Interlock mochenism for primary contain 
ment air locks during plant operation. 

aUTLER.WR Licensing Branch 2 05/05/26 SORENSEN, QC Washington Public 
Power Supply System 4pp 30783 316 30703 327. 

-6506060762 Amend 9 to License NPF-21, changing Tech Specs to permit repair S/or 
mainl of inleilock mechanism for primary containment air locks during plant operation 
BUTLER, W R Licensing Branch 2 85/05/20 5pp. 30783'320-30703 324 

-8506060759 Safety evaluation supporting Amend 9 to License NPF-21 

* Office ol Nuclear Reactor Regulation, Director 85/05/28 3pp. 30783 325- 
30783 327 

65060401 16 Requests that 050516 application to amend License NPF-21 , revising Tech 
Specs (or aulomatio depressurization sys logic mods, License Condition ie,ba proc- 
essed on exiger)! basis to avoid startup oolay 

SORENSEN,G C Washington Public Power Supply System 85/05/29 BUTLER,W.R 
Ucensing Branch 2 2pp 30702 282-30702 283 


8506210188 Forwards Rev 3 to "Pump & Valvo Inservice Test Program Plan ” 
SORENSEN,GC Washington Public Power Supply System 05/06/17 BUTLER, WR 
Licensing Branch 2 Ip 31035159 31035 352 

-850621019B Rev 3 to "Pump & Valve Insorvice Test Program Plan" W/29 oversize 
drawings Aperture cards available in PDR 

WOLFGRAMM.R P , HEIS.W , HOVLE,T Washington Public Power Supply System 
85/06/10 191 pp 31035 160-31035.352 

8508240617 Recommends approval ol ulil 050419 proposed Tech Spec, changing Sur- 
veillance Requirement 4 6,1 7 re elevation & azimuth location of thermocouples, per 
original spec to Intel locations of air coolers 

HOUSTON.RW Assistant Director for Reactor Safety 85/06/17 NOVAK,TM Assisi 
ant Director for Licensing 3pp 31162 359 31152 361 

8506200156 Application for amend to License NPF-21 ,roquosllng emergency Tech 
Specs change to reflect inslallalion of larger fuses (n primary containment penetration 
conductor overcurrent proto ctivo devices. Fee paid 

SORENSEN.G C Washington Public Power Supply System 05/06/18. aUTLER,WR 
Licensing Branch 2 4pp 31000 25O-31D00 255 

-B506200212 Proposed emergency Tech Spec re fleeting Installation of larger fuses in 
primary containment penetration conductor ovorcurront protective devices. 

* Washington Public Power Supply System 05/06/10 2pp. 31008 254-31008 255 

8606260086 Requests that Stata of WA review of amends to NPF-21 be formally noted 
In pro|ecl records & ack that util complied w/nolitication roqulromonls of 10CFR60 91 
in brovidiriig amend applications to Stale ol WA 

ESCHELS,C Washinglon, Slate of 85/06/20 SCHWENCER,A Licensing Branch 2 
1p,31210'304-31210.304 

8506260460 Advises of adoption of sories ol motions indicating concurrence w/llsted 
amends to License NPF-21 re HPCS pump discharge pressure, Isolation actuation in- 
sirumentetlon & RCS pressure Isolation valves 

ESCHELS.C, Washington, State ol, 85/06/21 SCHWENCEfl.A Licensing Branch 2 
Ip 31220 075-31220 075 


Q. Inspection reports, IE Bulletins & correspondence 


8506050421 Application for amend to License NPF-21, changing Tech Spec surveillance 
requirement to demonstrate operability of suppression chamber drywell vacuum break- 
er pairs from once per 31 days to onco per 92 days Fee paid 
SORENSEN.G C. Washington Public Power Supply System 05/05/30, BUTLER,W.R. 
Licensing Branch 2. 4pp 30719 093-30719 099 

-8506050425 Proposed Tech Specs limiting condition for operation to seven ol nine 
pairs of suppression chamber drywell vacuum breakers operable & all nine pairs 
Closed 

* Washinglon Public Power Supply System. 05/05/30 3pp 30719.097-30719.099. 

8506070045 Provides further justification lor 050529 request that 050616 application (or 
amend to License NPF-21 re automatic doprossurlzetlon sys logic mode be processed 
under exigent circumstances 

SORENSEN.G C Washington Public Power Supply System 06/05/31 BUTLER, W.R 
Liconsing Branch 2 2pp. 30761 319 30751 ‘320 

8506200286 Forwards EG&Q minutes from 850416 17 meeting w/util In Bothoada.MO 
re pump & valve inservfce testing program Twolvo listed Homs not resolved Resolution 
expected by 850617 

aUTLER,WR Licensing Branch 2, 05/06/10 SORENSEN,G.C. Washington Public 
Power Supply System. Spp 31043 207-31043.235. 

-8506200274 Submits Irip ropt ol attendance el 050416-17 working meeting in 
Belhesda.MO re pump & valve Insetvice testing program Twelve open Items 
Identified Agenda end 

RANSOM, (5 B . ROCKHOLD.H.C EG&Q, Inc 05/05/02, PAGE,J D Mechanical Engl- 
noeilng Branch 24pp. 31043 212-31043 235 

6506240101 Forwards SER re ulil response to Generic Ltr 03 28,ltem 1.2, concerning 
post-trip review data & Info capability Post-trip review data & Info capability 
acceptable Staff action for Generic Ltr 83-20, Horn 1 2 compleie 
BUTLER.WR Licensing Branch 2 85/06/10 SORENSEN.G C Washinglon Public 
Power Supply System 3pp 31177 349 31177,361 


BS051 30027 Supp1 1 to IE Info Notice 84-55, “Seal Table Leaks al PWRs " Sve list end 
JORDAN,E L Division of Emergency Preparedness & Englnaoring Response (Post 
830103). 06/05/14 Consolidated Edison Co, ol Now York, Inc f07pp 31044:065- 
31044,171, 

850SI3003S SuppI 1 to IE Info Notice 85 020, "Motor- Operated Valve Failures Due to 
Hammering Effect " Sve list end 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
030103) 05/06/14 Consolidaled Edison Co ol New York, Inc, i07pp 31044:172- 
31044-270 

8606060498 Forwards Insp Re pi 60'3D7/65-17 on 050401 0S03.No violation noted 
KIRSCH,D F Region 3. Office of DIreclor. 05/05/17, SORENSEN,Q C Washinglon 
Public Power Supply System. Ip. 3O76B.0I0 30768:010 

-8606060517 Insp Ropt 60-397/85 15 on 850401-0503 No violation or deviation 
noted. Mo) or aroaa ins peeled, control room opera If on8,ESF slatus.sun/eillance & malnt 
program,LER5 & licensee oclion on previous insp findings 

TOTH, A D., WAITE.R S , JOHNSON.P H Region 6, 011(00 of Director 85/05/16 app. 
30768‘01 1-30768.0 10. 

6605200890 IE Info Notice 05 039, "Auditability of Elocirical Equipment Qualification 
Records al Licensees Fad I Hies " Sve list end 

JORDAN, E.L Division of Emergency Preparedness & Enginearinp Response (Post 
030103) 06/05/22 Consolidated Edison Co, ol New York, Inc fO0pp, 30037:268- 
30837,363, 

860S200600 IE Info Notice 85 040, ’’Dofidendos in Equipment Quallllcallon Testing & 
Carllllcatton Process," Sve list end 

JORDAN, E.L, Division ol Emergency Preparedness & Enoinoering Response (Post 
030103) 86/05/22. Consolidated Edison Co of New York, Inc t06pp 30848; 166- 
30848.271. 


-8506240612 SER supporting ulil response to Qonoric Ltr 83-28.ltem 1 2 concerning 
facility post-trip rovlew data & info capability. Post-trip review data & Info capability 
acceptable 

• N HO - No Delalfad Affiliation Given 05/06/10, 10pp. 31177 352-31177,361, 


85061*0286 Requests that ulil 850227,0313 & 0616 requests lor amends to Tech 
Specs re HPCS pump discharge pressure high signal, Isolation actuation instrumenla- 
Iron selpolnts & della temps & ADS logic oe processed on exigent & emergency 
b£lS€ 9 

SORENSEN, G.C. Washinglon Public Power Supply System 66/06/11. BUTLER, W.R. 
Ucenslrg Branch 2 2pp. 30976:169 30976' 160, 


*506260377 Application for amend to License NPF-21. changing Tech Spec 3,8 4.2 to 
rolled feceni changes in surveillance testing re use ol fuses as overcurronl proleolion 
devices Fea paid 

SORENSEN, G.C, Washington Public Power Supply System, 05/06/13, BUTLER.WR, 
Licensing Branch 2 5pp, 31230:236-31230 246. 


-*506260381 Proposed Tech Spec reflecting recent changes In surveillance testing re 

use o( fuses as overourrent protection devices. 

^Washington Public Power Supply System 85/06/13 6pp. 31 230'24 1-31 230:246, 


BS081S0454 Requests approval to use ASME Section )(l,1983 Editlon.Winler 1904 
Addenda.Subsedion IWA 221 3, eliminating VT-4 visual exam category as code require- 

SOR£NSEN,G.C, Washington Public Power Supply System, 85/06/14, BUTLER.W.R 
licensing Branch 2 2pp 30977,326.30977:327 

8506 180476 Requests approval to use end ASME Section XI Code Case N-41^ "AHer- 
nallve Rules for Hydr 
Piping.Section Xl.Oiv I," 

SORENSEN, GG Washir 
Licensing Branch 2. 3pp. 


oslatic Testing ot Hepair or Mopiacemem or e. 

at facility to reauce exposure & sys downtime, 
igton Public Power Supply System 85/06/1 4 BUTLER.W.R 
30977; 164-30977:1 66 


B 5061 008 16 Forwards SALP Rapt 60-397/86-07 for Aug 1 963 • Jan 1986 
MARTIN.J.B. Region 6, Office ol DIreclor. 85/OS /24 ^AZUR.DW. Washington Public 
Power Supply System. 2pp. 30603 310-30803 336. 

-8606100618 SALP Ropt 60-397 /fl5-07 (or Aug 1963 - Jan 1985. 

• Region 6, Oflice ol Director 85/05/27. 25pp. 30803:31 2-3 0003‘336 

8S05260T81 IE Info Nollce 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Eloments," Sve list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Posl 
830103). 85/05/29. Consolidaled Edison Co. of New York, Inc T20pp 30852.246- 
30852'363. 

8506060256 Forwards Vols 1 & 2 of "Inservice Insp Program Plan," including "Weld & 
Cemponent Diagrams." Relief from end ASME Code Section XI requlremenls request- 

SORENSEN, G.C, Washington Public Power Supply System. 88/05/29, BUTLER.W.R. 
Licensing Branch 2, 26pp, 30714:011-30717,047. 

-6606060263 Vol 1 Of RevO to "Insetvice Insp Program Plan." 

POWERS, C.M , BRENT, J G., PORTER,D,W. Washington Public Power Supply System 
86/05/08, 326pp 30714.036-30715.001, 

-6606050267 Vo! 2 of "Inservlce insp Program Plan;Weld & Component Diagrams," 

‘ Washington Public Power Supply System, 85/05/06. 608pp, 30715:260-30717:047 

8505200187 IE Info Notice 65-043. "Radiography Events al Power Reactors,’' Svo list 
end 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co, of New York, Inc i20pp. 30884:1 67* 
30864‘287 
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850528019$ IE Info Notico 85 044, "Emergoncy Communication Sys Monthly TesC" Svc 
Itsl erwjl „ „ . 

JOROAN.E L Division of Emafgency Preparedness & Engineering Response (Post 
830103) 65/05/30 Consolidated Edison Co of New Vofk. Inc 121pp 30864 045- 
30B64 166 


6506240893 Ffliwards Insp Hepi 50 397/85-18 on BSOSOB-IONo vjolalion noted 
KtnSCH.DF Region 5, Olfico of Director 95/05/31 SORENSEN, G C. Washington 
Public Power Supply System Ip. 31201 091-31201 084 

-8606240899 Insp Rept 50 307/95-18 on S50506 10NO violation or deviation 
noted Major areas inspected access badging.sito orientation & stall introduction S fol- 
lowup o1 outstanding items o 

aUALLS.PM, JOHNSON.PH Region 5, Olfice ol Director 85/05/21. 3pp 
31201082 31201 084 


8506240230 Forwards Insp flept 60 397/85 11 on 850415 26 & notice ol 
violation Overall conclusions a areas inspected listed 

KIRSCH.DF Region 5. Oftice of Dliector 85/06/03 SOHENSEN.GC Washington 
Public Power Supply System 7pp 31203 004 31283 138 


8606070458 LEH 65 830 00 on 850507, while returning RHH Loop A to ECXS 
lineup.roactor protection sys actuation occurred Caused by simultaneous opening ^ 
valves RHR-V-6A a RHR-V-4A, causing reactor pressure vessel water level 
decrease W/8S0531 Hr 

KOENIGS.RL. POWEHS.CM Washington Public Power Supply System 85/05/31 
4pp 30800889 30800 092 

8506260171 l-ER 85 034 00 on 850525, inadvertent ESF injection to reactor piessvre 
vessel occurred dunng cold shutdown Caused by faulty logic seal in lamp 
Indication Procedural changes made to identify logic status more positively W/e5C61 4 
Hr. 

KOENIGS.RL, POWERS.CM Washington Public Power Supply System 85/06/14 
4pp 31228 359 31228 362 

86062e040'4 lER 85 032 00 on 8504 18, required lO-month surveillance tests found not 
performed on some output signals from reactor vessel water level lj>k> 
mstrumenls Level 2 a high drywell procedures deficient from 831220-8504I9W/ 
850614 Hi. 

KOENIGS.RL, POWERS,C M. Washington Public Power Supply System. 85/06/14 
4pp 31230-305-31230 308. 


-8506240237 Notice of violation from Insp on 850415-26 
YOUNG.T Region S.OIIiceof Director 85/06/03. 3pp 31203 101 31203 103 


-6506240243 Insp Rent 50 397/85 11 on 850415-28 Violations noted controls for 
measuring a test equFpmenl program not implennented,lack el mgt oversight of onsite 
OA surveillance program & deviations from Hr ol Tech Specs 
YOUNG.T. JOHNSON,AD, CREWS.J L Region 5. Olfice ol Director 85/08/03 
36pp 31203 104-31203 138 


6506080677 IE Info Notice 05-045, "Potential Seismic Interaction InvoMng Movable In 
Core Flux Mapping Sys Used In Weslrnghouse Designed Plants" Svc Tist end 
JORDAN.E L. Division ol Emergency Preparedness 8 Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New VorR, fnc t22pp 30865 001- 
30865.046 


8506080707 IE Info Notice 85 046, ‘‘Clarllicallon of Several Aspects of Removable Ra- 
dioactive Surface Centamtnatioo Limits lor Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
830103) 85/08/10 Consolidated Edison Co of New York, Inc i24pp. 31043 301- 
31044-084 


6606140240 IE Into Notice 85 047, "Polenllal Effect ol Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end. 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/06/18 Consolidated Edison Co. of New York. Inc f34pp, 3126B 157- 
31268 304. 


8508260416 LER 65 033 00 on 650526, noise spike In intermediate range monctor Chan 
nets resulted In reactor protection sys actuation Caused by movement of Inlermedialo 
range monitor by water spray Caution signs to bo put in area W/850614 Hr 
KOENIGS.R.L, POWERS.CM Washington Public Power Supply System 85/08/14 
4pp 31230 309 31230 312 

8506260533 LER 85-035 00 on 8 50531, diesel fuel oil supply line on engine 1 dovelciMd 
leak & diesel manually shut down by operator Caused by broken copper tubing In fud 
Ilne.Faultv line replaced & other fuel oil lines Inspected W/850620 Hr 
KOENIGS.R.L, POWERS.CM Washington Public Power Supply System 85/06/29 
4pp. 31232 238-31232-241. 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PUNT, UNIT 1 


A. AppHcatton/ construction stage documents A correspondenca 


8505190117 Further response to FOIA request that all internal memos to Drvef Licens- 
ing from May-Nov 1964 which provided droll SER, SER sections & questions or re 
quests for addi Info be placed in POR.App C documents placed In PDR 
FELTON, J.M. Division of Rules and Records. 05/03/08 QRABEH.l NUS Coip 3j)p 
31013.238-31013 248 


8S08250266 Forwards Safeguards Insp Rept 50-397/85-16 on a50506-10.No noncom- 
pllance noted Insp repi wilnheld {ref 10CFR2 790 & 73 21) 

MONTGOMEHY.JL Region 5. Office ol Director 85/06/18 SOHENSEN.GC Wash- 
Ingtotv Pubhc Power Supply Sysiem 2pp. 31 160 227-31 180-226. 

BS08140636 IE Into Notlca 85 048, "Respirator Users Notice-Defeclivo Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDAKEL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolldalod Edison Co. ol New York, Inc. 123pp 31378 064- 
31376;1fl3 


R. Periodic operating reports ft related correspondenc* 

6508110231 FOIA request lor 1983 annual rept for safety relief valve challenges of 
Hated plants & annual plant mod.tosts & experiments repi for 1053 per lOCFRoO 59. 
PEORO.J. NUS Corp. 84/10/25. Division ol Rules and Records Ip 30839.140- 
30830.140 


-8411200132 Forwards operablllly qualilicallon ol purge ft vent valvos & guidelines (or 
demonsirallon ol operability of purge & vent valves Into sought should be provided as 
soon as possible. 

NOONAN.VS. Equipment Qualification Branch 84/11/09 YOUNGBLOOD, BJ. U 
censing Branch i. SCHWENCER.A Licensing Branch 2. KNIGHTON, G Liconsin* 
Branch 3 7pp, 31013 281-31013 287. 

8506260064 Further response lo FOIA request lof documents in three categorias re 
drug or alcohol abuse at nuclear facitiiios. Forwards App A documents Oocuments 
also available In PDR. Processing of documonis continuing 
FELTON, JM. Division ol Rules and Records (56/04/10 HEATH.S.J Weshlnglsn 
Legal Foundation, lipp 31217:095-31217:109. 

-8606260166 Informs that alcohol ft drug abuse survey for 10 ullls complete per Tern 
porary rnslruollon 2605/l.Utll8 have Instituted reasonable preventwn 
programs.Summary of site visits end. 

0’REILLY.JP, Region 2, Olfice of Director. 83/04/01 OEYOUNG.RC. Directw's 
Olllce, Office ol Inspection and Enlorcomenf. 42pp. 31217-126*3121 7.166 


3506110242 Responds (o FOJA request for 1983 annual plant mod,iests ft experiments 
& safety relief valve challenges repis Forwards App 3 documents App A documents 
available In PDR Avsifability of ropis lisfed by facility. 

FELTON, J.M. Division ol Rules and Records 84/12/20. PEORO.J. NUS Corp. 6pp 
30639.14130841.130 

8506130494 "Operational Ecological Monitoring Program for Nuclear Plant 2,1984 
Annual Rept " W/8S05I6 Hr. 

SORENSEN, GC. Woahington Public Power Supply System 84/12/31. FITCH.W.L 
Washington, Slate el. 292pp. 30890 105-30891:036. 

850607016£ Monthly operating repi lor Mar 1985 W/8&Q40B Itr. 

HUTCHfSON.L B., MARTIN.J D. Washington Public Power Supply System, 85/03/31 
4pp 30B01 207-30801.210. 


S. Reportable occurrences, LERe ft related correspondence 


6606060007 Provides guidance on Incorporation ol NUREQ-0452 (STS) In consideration 
of Tech Spec development milesfones in end. Tech Spec changes will only bo incor- 
porated In corilutrctlon w/lteted reasons. 

„ KNIGHTON, GW Licensing Branch 3 86/05/21. UTLEY,E.E Carolina Power ft Light 
' Co. 5pp. 30775 34 1 -307 76:3 45. 

8506130215 Approves withholding WCAP-10699, ‘Technical Bases for Elimitraling 
Larga Primary Loop Pipe Rupture as Structural Design Basis (or Shearon Harrfs Untl 
1."lrof 10CFR2.760). 

KNIQHTON.G.W. Ucensing Branch 3. 86/06/24 WEISEMANN.R.A Wesllnghcusa 
Electdc Corp. 4pp. 30666.319-30866-322 

8506060491 Application for amend to CPPR-168,relleciing exemption from GDC 4 re- 
quested by 850114,0419 4 0509 llrs-Requeat supercedes 050509 roqtiesi Fee paW 
CUTTER. A.B. Carolina Power & Light Co. 86/05/31. OENTON,H.R Ofileo of Nuclear 
Reactor Ragulallon, OIraclor. 2pp. 30730-146-30730.147 


6506040741 LER 85-028 00.on 650428, unsealed penelraUon In reader bldg lire barrier 
lloof discovered .Caused by (allure to fnstall fire seal during conslHourly fire watch 
patrol placed on penetration until seal inslallBlIon compiled W/850616 Itr 
KOENIGS.RL . POWERS.CM. Washington Public Power Supply System. 85/05/16. 
3pp, 30708:127*30708.129. 

8506030289 Summary of operating raaolors events 850515 meelinaDiv directors or rap- 
resenlalives brjaleo on events occuring since 850i5O7 meeting Assignmonl ol follow- 
up review responsibilities discussed.Atlandance list end. 

CRUTCHFIELD, D, Assistant Dfractor lor Safety Assessment. 85/05/22. 
THOMPSON.H.L. Division ol Licensing lOpp 30708.021-30700038, 

8608070292 LER 85 031-00.on 050506, during aurvalllance of main steam llrre hi 
radialtor),Reador Protection Sys A & B placed simultaneously In trip condiflon.Caused 
by spurious noise spikes.Survelliance procedures modified. W/8 50531 Kr. 
KbENI6S.R.L. POWERS,C.M. Washington Pubfio Power Supply Systent 86/06/31. 
4pp. 30800-179-30600:182. 

8S06070440 LER B5-029-00.on esoSOS.controJ rods fnssried unil 15% power obtained 
when rod sequence coniroi sys failed lo automaticany Mate lo enforce predeter- 
mined control rod programming at 20% rated thermal power W/850531 Hr. 
KOENIGS.R,L. POWERS,C.M. Washington Public Power Supply System 85/05/31. 
4pp. 30601 027-30801:030. 


8506060496 Responds to NRC 850325 request for addI Info re responses to Generic Ltr 
83-28 Reactor trip sys components reviewed 4 identified as safety related on compo- 
nent level Q list. 

2IMMERMAN,S.R. Carolina Power ft Light Co 85/05/31. DENTON, H.R Office ol Nu 
dear Reactor Regulation, Director, lepp. 30730.130-30730:145. 

6506270148 Corrected notification of Cassload Forecaal Panel 050618 ft 19 meetings 
w/ol»l In New HIII.NC re status of const ft completion schedule for facility. 
BUCKLEY.B.C, Llcsnsing Branch 3. 65/06 /0<L KNIGHTON, QW Licensing Branch 3. 
3pp 31274-290-31274-.2fi2. 

85062607S9 Forwards exemption from portion of GDC 4 of App A to 10CFR50 re need 
to analyze (arga pdmary loop pipe ruptures as structural design basis for facility, In re- 
sponsa to util 8501 14,0419 ft 0509 requests, Supporting documents end. 
)<NIQHTON,G.W. Ucenstng Branch 3. 85/06/05 UTLEY, EE. Carolina Power ft Light 
Co. 6pp. 31 227:1 67-31 227:2(X) 

-8S0626076S Exemption from portion of GDC 4 of App A to 10CFR50 re need lo ans- 
fyze large primary loop pipe ruptures as structural design basis for facility AccsptsNe 
technical {ustificetion provided by Westlnohouse WCAP-10669. 

THOMPSON, H.L, DMaten of Licensing, 85/06/05. Carolina Power & Light Go. 16pp. 
31227.172-31227.iee. 
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-8505310700 "Notice of Environ Assessment & Finding of No Significenl Impact," sup 
porting enemption from GDC 4 allowing applicant not to install pips whip restraints & 
lot impingement shields 

KNIGHTON, GW Assistant Director for Licensing 85/05/21 4pp 67931 212 
67931 217 

5506110452 fo wards proposed facility Tech Specs providing cross-ref w/certain FSAR 
& SER (NUREG 1039) requirements, per 850423 commitment & 850521 request 
ZfVMERf>IAN.S R Carolina Power & Light Co 85/06/06 DENTON.H R. Office of Nu 
clear Reactor Regulation, Director Ip 30816109 30616 156 

-8506110461 Pioposad facility Tech Specs providing cross-ref w/certain FSAR & SER 
reKqrnreinenIs 

‘ Carolina Power a Light Co 86/06/06 47pp 30816.110 30816 156 

8506210234 Fowards response to Generic LIr 85 02 re recommended actions for reso- 
lution ol unresolved safety issues concerning steam goneralor tube integrity a re- 
quests info concerning Category C-2 steam generator tube insps 
ZIMMEHMAN.SR Carolina Power a Light Co 85/06/17 THOMPSON.H L Division of 
Licensing 1 0 pp 3 1 024 211 -3 1 024 220. 


E. NRC Safely Evaluation Report (SER), supple & correspondence 

B5Q41104S2 Fowards proposed facility Tech Specs providing cross-ref w/certain FSAR 
a SER {NUREG-103B) requirements, per 350423 commitment & Q50521 request 
ZIMMERMAN,S R. Carolina Power a Light Co 85/06/06 DENTON,H R Office of Nu- 
clear Reactor Regulation, Director Ip 30816.108-30616 156 

-6508110461 Proposed facility Tech Specs providing cross-rol w/certaIn FSAR a SER 
requirements 

' Carolina Power a Light Co 85/06/06 47pp 30816 110-30816 156 

8508130281 Fowards addi Info re automatic shunt trip mod por SER Confirmatory Item 
tS-Oonlrol wiling diagrams showing unden/ollago a shunt coil activation circuits end 
ZIMMFRUAN.S R Carolina Power & Light Co 05/06/10 OENTON,H R Office of Nu 
clear Reactor Regulation, Director 1p 30861 040-30881 '044. 

8508270137 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 Docket No. 50-400 (Carolina 
Power And Light Company And North Carolina Eastern Municipal Power Agency) 

' Division of Licensing NUREG-1 036 S02. 85/06/30 65pp 31258.277-31258 340 


F. Seeurfiy, medical, emergency & fire protection plans 

8508250401 FOIA request for 10 mile a 60-mile emergency planning zone maps 
WILUS.J L Caiollna Power & Light Co. 85/03/21 FELTON.J Division of Rules and 
Records 2pp 31209 330-31209 340 

850'82S040S Responds to FOIA request lor 10 mile & 50-mlle emergency planning zone 
maps Maps will be mailed under separata cover 

FELTON.J M Division of Rules and Records. 85/04/12 QARROU,A. Carolina Power 
ALIghlCo 1p 31209 341-31209 341. 

8SOG210427 Forwards Insp Rept 50 400/86-09 on 650304-1 5.Apps re emergency pre- 
paredness delJciendes, Improvement items & incomplete items from Insp also 
encLCoriectlve actions requested. 

WALKER, R D. Region 2, Olfico of Director 85/04/22 UTLEY,E E Carolina Power & 
Ughl Co 9pp 31066 074-31055 139. 

-0506210433 Insp Repl 60-400/85 09 on 850304-16.No violallon or deviation 
rtqled Major areas inspectediemergency preparedness appraisal One appraisal dad- 
ciency noted In area oi Implementing procedures 

DECKER.T, POSTON-BROWN, M., CLINE, WE Region 2, Olllco ol Director 85/04/ 
17. 54pp 31055 OB3-31065'130 

6508080536 Forwards monihly repl for Apr 1985 re slalus of offsite emergency pre- 
paredrkess tor OL reviews Delays In schedule for Limerick & Shoreham lor full power 
operation remain due to offsite emergency preparedness Issues. 

OIRCKS.W.J. Office ol the Executive Dlroolor for Operations. 05/05/28 PALLAOINO 
Cotnmlssloners. lipp 3078S007-30705.017 

a5080-6!)483 Forwards addI Info re compliance W/Reg Guide 1 97, Rev 3,per NRC 
650124 request Into addresses util exceptions to Reg Guido 1.97 & notifies of two 
addi deviations due lo design finalization (ref NUREG-0737,jlem II F.t) 
ZIMMERMAN.S.R. Carolina Power & Light Co. 85/06/03 DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director. 5pp. 30732:071-30732.075. 

8506140268 Forwards final draft of emergency preparedness public Info brochure for 
NRC & PEMA review, per 850430 commitment Revs reflect policy change by State of 
NC Div oi Emergency Mat re evacuation directly to shelter 

ZIMMERMAN,S R Carolina Power & Light Co 85/06/07. DENTON.H R. Office ol Nu- 
clear Reactor Reguialion, Director. 22pp. 30893, 001-30893 023. 

8506200239 Forwards Insp Rept 50 400/85-23 on 850528-30 No violations or devi- 
ations noted 

VERRELLl.DM Region 2, Office of Director 85/06/17. UTLEY, E.E. Carolina Power S 
Light Co 2pp. 3 1 008 063-31 008:065 

-0506200243 Insp Rept 50-400/85-23 on B5052B-30.No noncompiianca noted Major 
areas tospectedphystcal security plan implementing procedures, security organization 
& physical barriers Details wlthheldfrei 10CFR2 790 & 73.21) 

T(LLMAN,A, MCGUIRE, D.R Region 2, Olllce of Director 85/06/12. Ip. 31008085 
31008.065 


G Adjudicatory correspondence 

8506030846 Resportse to NRC Interrogatories re Contention WB-3 concerning drug 
abuse Related correspondence. 

RUNKLE,J Conservation Council ol North Carolina. #265 246 . 85/05/29. Atomic 
Safety and Licensing Board Panel, 5pp. 30687.1 93.30667I199. 

—8506030650 Correction of answer to applicant discovery requests re Interrogatories on 
Contention WB-3 concerning drug abuse. Certificate of Svc end Related correspond- 
ence. 

HUNKLE,J. Conservation Council of North Carolina. 85/05/29. Atomic Safety and Li- 
censirtg Board Panel. 2pp. 30687' 198-30607: 199. 


0SO6O7O466 Requests 3-wk hearing extension In order lo consult w/Ofc of General 
Counsel & Commission re Ole of Investigation testimony at contested licensing 
hearings Served on 650605 

HAYES, BB- Ollics ol Investigation jS(285 318 85/06/05 CARPENTER.J H , 

BRIQHT.Q O , KELLY.J L Atomic Safety and llconsing Board Panel 1p 30753 369- 
30753 359 

SS06070528 Forwards Page 120 of 850122 proposed finding of fact & conclusioris of 
law on safety Issues, inadvertently omitted from ASLB copies Page also served upon 
all parties to proceoding. 

MOORE. JE. Hearing Branch 1 #288 308 85/06/05 KELLEY.JL, BRIQHT.Q O, 
CARPENTEH,JH Atomic Safety and Licensing Board Panel. 2pp 30765 350- 
30765 351 

8506100728 Motion for extension unlit 850614 to answer Conservation Council ol North 
Carolina 850524 motion to stay proceedings on Contention WB-3 re drug 
use Cortilicalo of Svc end 

BAXTER.T A. Carolina Power A Light Co BAXTEB.T.A Shaw, Pittman, Potts A Trow- 
bridge #285 334 85/06/06 Atomic Safely and Licensing Board Panel 5pp 
30802 303 30802 307. 

8606170407 Answer opposing Conservation Council of North Carolina 850524 motion lo 
stay proceedings on Contention WB-3 re drug use at facility until drug charges against 
persons arrested on 8501 10 rosolvoci Certificate of Svc end 
BARTH.CA Hearing Branch 1 #285 443 85/06/06 Atomic Safety and Licensing 
Board Panel ilpp 30958169-30958 178 

8506170070 Foiwards proposed exhihlla on Eddie man Contention 57-C-10. Certificate 
of Svc also end Related corresporrdonce 

* Eddleman, W #285 430 85/06/10, Atomic Safety and Licensing Board Panel 
49pp. 30953 285-30953:333. 

6506140261 Mamorandura & order dismissing Eddleman Contenllons 41-G re alleged 
harassment of C Van Vo A 227-CC re emergency planning Served on 850613 
KELLEY,JL, CARPENTEH.J H , BRIGHT.G O Atomic Safety and Licensing Board 
Panel #285 415.85/03/12 Eddioman, W 9pp, 30894 O72-30894'0B0 

8608180161 Motion to estahllsh schedule for adjudication of Conservation Council ol 
North Carolina Contention WB 3 re drug abuse during const NRC has no objection lo 
schedule Answer to Inteivenor motion to stay proceedings and 
BAXTER,T.A. Carolina Power A Light Co BAaTER.T A Shaw. Pittman, Potts A Trow- 
bridge #285 461. 85/06/13 Atomic Saloty and Licensing Board Panel. 3pp 
30976 001-30976011 

-8506180156 Answer to Consenration Council ol North Carolina 050524 motion to slay 
proceedings on Contention WB-3 re drug abuse. Motion premature Motion to oatablisn 
schedule lor proceedings submitled.W/Caflilicale ol Svc. 

BAXTEfl,T.A Carolina Power A Light Co. BAXTER.T A Shaw, Pittman, Polls a Trow- 
bridge, 85/06/13 Atomic Safety and Licensing Board Panel 8pp 30976 004- 
30976011. 

8S06210S09 Requests that documents Identified in discovery on Contention 41-G re 
harassment be made part of record In proceeding lor possible consideration on 
appeal Copy ol documents also requested Relatedi correspondence 
GUILD, R. Guild, R GUILO.R. Eddleman. W. #285 641 85/06/10. KELLEY.JL. 
BRIGHT.G 0, CARPENTER.J.H. Atomic Saloty and Licensing Board Panel. 2pp. 
31054.1 61.31054'1 62 

6506270527 Order directing each party to Inform Board by 850819 of name of counsol 
prosentlnjg oral argument on 850820 re appeal of ASLB 860220 partial initial 
decision Sen/ed on 850625 

SHOEMAKER, CJ. Atomic Safely and Licensing Appeal Panel #286 578, 86/08/26. 
Consenietion Council of North Carolina, 2pp 31239.145-31239.146. 


H. General correapondonca 

8606270435 Informs of promotion of EE Utley to senior executive vice president. 
ZIMMEHMAN.SR Carolina Power & Light Go. 85/08/17. DENTON, H.R Office ol Nu- 
clear Reactor Regulation, Director. Ip. 31260 158-31250.156. 


Q. Inspection reporla, IE Bulletins & correspondence 

8506120234 Response lo appeal of dertlal-ln part of Eddleman FOIA request tor docu- 
ments re SALP repts for listed plants since 1079,Foiward8 Apps A A B 
documents Apps G & D A portions ol App B documents withheld (rol FOIA Exemp 
lions 6 A 7) 

OIRCKS,W.J. Office of the Executive Olrector lor Operationa 05/02/08. RUNKLE.J. 
Runkle, J.D 13pp, 30SB9 033 30869 045. 

-8608120266 Forwards util SALP to bo used for 840724-25 board meeting. W/o 
SALP Related documents end. 

SINKULE,M.V NRC • No Detailed Affiliation Given. 84/07/20. LEWIS NRC • No De- 
tailed Affliietlon Given. 120pp 30880.056-30839:226. 

8606210427 Forwards Insp Rapt 60-400/85 09 on 8 50304-1 6.App8 re emerflsney pra- 
paredness daflciancle8.lmpfovement items A Incomptete items from insp also 
end Corrective BCtions requested 

WALKER, R.D Region 2, Office of Director 85/04/22. UTLEY.E E, Carolina Power A 
Light Co 9pp 31055.074-310S5'139. 

—6506210433 Insp Rept 59 400/85-09 on 850304-15.No violation or deviation 
noted, Major areas Inspectediemergenoy preparedness appraisal One appraisal defi- 
ciency noted in area of Implementing procedures 

DECI<ER.T., POSTON-BROWN, M.. CllNE.W.E. Region 2, Office of Director- 85/04/ 
17. 54pp, 31055:083-31056.139. 

8506240 189 Responds to violations noted In Insp Rapt 60 400/84-31. Informs that subj 
support tor Insp Package Pt-oiCG-CHD677AS ralnspocfed A accepted under new 
program. Item resolved, 

PARSONS, R M. Carolina Power A Light Co, 85/04/29. GRACE, J.N. Region 2, Office 
of Director 1p 31203.219-31203.219. 
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B506240200 Responds to violations noted in Insp Rept 50-400/85-04 Formal guidelina 
Of oca dure to place adequate control & verification requirements on cable sized by 
HPES projected lor issuance by &506I4. 

PAR SONS. R M Carolina Power & tight Co B5/04/23 GRACC.JN Region 2. Office 
of Director. Ip. 3 1 203 200 31203 208 

8SQ6210068 Responds lo NRC 850405 Hr re violations noted In Insp Rept 50 400/85- 

05. Corrective actions FSAR Change Notice RAF HPES-307 submitted to revise FSAR 
to reflect installation of separattoni between conduit & open tr^ 

PARSON S.RM Carolina Power & Ught Co 85/05/03 QHACE.JN Region 2. Office 
of Director 3pp. 31056 01 5-3 1056 01 7 

8506210488 Responds to NRC 850404 Ur re vfelallons noted fn Insp Rept 50 400/65 
1 1 Corrective actlons'engineenng evaluation underway to establish beam reinlorcing 
steel tolerances & determine accepiability of beam steel Irr previous beams, 
PARSONS,n.M Carolina Power & Light Co. 85/05/03 GRACE.J-N Region 2, Office 
of Director 3pp 31057 213 31057-215 

8505130027 SuppI 1 to IE Info Notice 84 55, "Seal Table Leaks si PWfls *' Svc list end 
JORDAN. EL Division of Emergency Preparedness S Engineenng Response (Post 
830103) 85/05/14 Consolidated Edison Co oJ New York, Inc f07pp 31044 065- 
31044 171 

8505130038 SuppI 1 to IE Info Notice 85 020, "Meter Operated Valve Failures Due to 
Hammering Effect *’ Svc list end 

JORDAN, tt Divislor* of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/14 Consolidated Edison Co, of New York, Inc. f07pp 31044 172- 
31044-278 

8505200580 IE Info Notice 85-039. "Auditability of Electrical Equipment Qualificalion 
Records at Licensees FaciWIes.” Svc list end 

JORDAN.EL. Division of Emergency Preparedness & EngItjeering Response (Post 
830103) 65/05/22 Consolidated Edison Co ol New York, Inc I06pp 30637 258- 
30837 363, 

8505200600 IE Info Notice 85-040, "Deficiencies in Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN, E.L Division of Emergency Preparedness & Engineeiing Response (Post 
830103). 85/05/22. Consolidated Edisorv Co. of Now York, Inc lOepp 30846-168 
30848.271 

8605280181 IE Info Notice 05-042. "Loose Phosphor in Panasonic 600 Series Badge 
TLD Elements " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
B30i03). 85/05/29 Consolidated Edison Co. of New York, Inc f2'0pp. 30852 245- 
30852.363 

8505280187 IE Into Notice 85-043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN,E,L. Division o( Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co of New York, Inc. i20pp 30864 167- 
30864.287 

8506060677 IE Info Notice 85-045, ‘'Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westlng^house Designed Plants " Svc fist end 
JORDAN.EL. Division of Emergency Preparednaas & Engineering Response (Post 
830103) 85/06/06, Consofldaled Edison Co. o( Now York, Inc T22pp 30865 001* 
30885 046. 

8506060707 IE Info Nollce 85 046, "Clarificallon of Several Aspects of Removable Ra- 
dioactive Surface Conlamlnallon Limits lor Transport Packages." Svc list end. 
JORDAN.E L Otvislon of Emergency Preparedness & Engineering Response (Post 
830103) 85/00/10 Consolidated Edison Co of New York, Inc. 124pp 31043 301- 
31044 064 

8506360704 Responds (o deficiencies & common concerns raised In Chapter 7 of Insp 
Rept 50-400/84 48 ra Integrated design review Independent evaluation team conclud- 
ed that identified items resolved & overall design process adequataiy controlled. 
WATSON.R.A Carolina Power & Light Co. 65/08/13. TAYLOR, J.M. DIreclor'a OHIco, 
Office of Inspection and Enforcement. 226pp 31226.001-31228 226, 

8506200239 Fonvards Insp Rept 50-400/85-23 on 850528-30 No Viofabons or devi- 
ations noted 

VERRELLI.D.M Region 2, Olfico of Director. 85/08/17 UTLEY.E.E. Carolina Power A 
Light Co 2pp. 3 1 008.063-3 1008 08 5. 

-8506200243 Insp Rept 50 400/65-23 on 850526-30 No noncompllance noted. Major 
areas fnspected.physrcal security plan implementing procedures, security organization 

6. physical barriers Deiails wllhhela (ref 1OCFR2.760 & 73 21). 

TILLMAN.A, MCGUIREAR Region 2. Office ol Director. 85/06/12. Ip 31006,065- 
31008:065. 

0506210234 Forwards response to Generic Ltr 85 02 re recommended actions lor reso 
lution of unresolved safety Issues concerning steam generator lube Integrity & re- 
quests Info concerning Category C-2 steam genarator tuba in^s. 

ZIMMEBMAN.S.n Carolina Power & Light Co 85/06/17, THOMPSON.H.L Division of 
licensing lOpp 31024-211-31024:220. 

6506140240 IE Info Notice 65-047, "Potential Effect of Lins Induced Operation on Cer- 
tain Target Rook Solenold-Oporaled Valves." Svc list end. 

JORDAN, E.L. Divisfon of Emergency Preparedness & Enginooring Response (Post 
830103). 85/06/18 Consolidated Edison Co. ol New York, Inc. i34pp 31288:167- 
31268.304 

8500140838 IE Info Notice 85-048, "Respirator Users Notic8:0efect!v8 Self-Contained 
Breathing Apparatus Air Cylinders " Svc list end. 

JORDAN.E.L. Dwision of Emergency Preparedness 4 Bngineerinfl Response (Post 
830103) 85/06/19. Consolidated Edison Co of New York, Inc. r23pp. 31376 0M> 
31376:f83. 

850626040-2 Forwards ''Electrical Separallon Analysis," per 850404 Insp Rept 60-400/ 
85-08. Analysis allows for 1 Inch separation between end non-Cfass IE raceway & 
open top Class IE raceway. FSAR Seclion 63.1 2 to be revised. 
zrMMERMAN.S.R. Carolina Power 4 Ltohl Co. 85/06/19 DENTON, H H. OWice ol Nu- 
clear Heaclor Regulallon, Director, Ip, 31180-270-31180.-292, 

-8608250404 "Electrical Separation Analysis.” 

* Ebasco Services, Inc. (subs, ol Enserch Corp,). 84/12/31, 13pp. 31180 200- 
31180:292 


R. Periodic operating reports 4 related correspondence 

8506060536 Forwards monthly rept tor Apr 1965 ro status ol ofisile emergency pre 
paredness for OL reviews Delays in schedule for Limerick & Shoroham lor full pcwier 
operation remain due to offsite emergency preparedness Issues 
DIRCKS.WJ Office of the Executive Director for Operations 85/05/28 PALLADINO 
Commissioners Itpp 30705 007 30765 017 


S. Reportable occurrences, LERs & related corrsapondence 


8506100019 Partial response to FOIA request for two categories of records re TDI 
diesel generators at planLForwards documents in App A Documents 1-14 avairablem 
PDR Search for add) documents continuing 

FELTON, J M. Dndsion ol Rules and Records 85/01/17 BELL.N Nuclear Informalien 
4 Resource Service. 3pp 30622 149-30822233 

-6506100022 Forwards const dellclency/Part 21 rept re Insufficient lubrication of lluust 
bearings on tuibochargers for TDI diesel generators Requests followup on goneric as- 
pects of problem w/AE/vendor 

LeWIS.RC Division ol Project & Resident Programs 64/04/10 POTAPOVS.U Dm- 
sion of Vendor 4 Technical Programs 2pp 30822152-30822 153 

-8506100026 Deficiency rept ra possible defect w/slandby diesel genoialor 
tuibochargers Item determined not reportable per 1OCFR50 S5{e) or Pert 21 Recoidot 
830816 Imcon & other related documents end 

CHIANGI.NJ Carolina Power 4 Light Co 84/05/04 O'REILLY. JP Region 2. Office 
of Oiroclor. 6pp 30822.164 30622 ISO 

6606070116 Fifth interim deficiency rept, Item 102 re greaso In friction type ainjcturaJ 
connections Initially reported on 820913 Site work & technical procedures 
revised Final rept will be submitted by 850510 

PARSONS, R M Carolina Power 4 Light Co 85/03/20 GRACE, J N Region 2, Office 
ol Director 4pp 30801-193 30801 196 

85O6C7069Q Final deficiency rept, Hem 112 re bolted structural steel conneclioiis w/ 
flame cut bolt holes & undersized bolls Initially reported on 821229 Insp 4 craft per- 
sonnel received addi training in insp & erection ol slruclural steel 
PARS0NS.R M Carolina Power & Light Co 85/03/20 GRACE. J N. Region 2. Office 
Of Director 4pp 30795 267-30796 270 

8506100879 Fifth Interim deficiency rept.llem 92 re boiled slruclural connocUons w/ox 
cessive gaps & ASTM A326 nuts on ASTM A490 bolts Initially reported en 
830426 Procedures revised to require Insp Final rept expected by 350510 
PARSONS.fl M Carolina Power 4 Light Co. 85/03/29 QHACE.J N Region 2. Olliee 
of Director. 4pp 30604 027-30604 030 

8604120314 Forwards PNL-B200-12, “Review ol Engine Base 4 Bearing Caps for TDI 
DSRV-12,DSRV-16 4 DSRV-20 Diesel Engines " 

LAITY, W.W. Batlelle Memorial Inslilule, Pacillc Northwest Laboratories FIN B 2963 
85/04/04. BERLINGER.C Division ol Licensing Ip. 20787 001-29787.017 

-8504120317 "Review ol Engine Base & Bearing Caps for TDI DSRV-12. DSRV-16 & 
DSRV-20 Diesel Engines." 

LAITY.WW. Baltollo Memoriat Inalifute, Pacific Northwest Laboralorios FIN B-2953 
PNL-5200 12 85/03/26 Division Of Licensing 14pp 29787.002-20787.017. 

6506070451 Part 21 & final Deficiency Repts NnC-83-103 4 NRC-64 333, Item 1S7 re 
GH Betlis operators on Ruskln supplied dampers Inlllaliy reported on 
831221 Dampers reworked w/recommended EP seals 4 Molykole 44 luhricanl 
PARSONS.RM. Carolina Power 4 Light Co 85/04/05 GR/^CE.JN Region 2. Office 
Of Director 4pp, 30800.093-30800.096 

8606040431 Part 21 rept re resistance temp detector (RTD) calibr anomalies In RTOs 
mfg by RdF Co Safety margin assessments being pariormed for operating plants to 
evaluate potential eflects on plant Tech Specs 

RAHE,E.P. Westinghouse Electric Corp 85/05/06 THOMAS.C.O Division of LIcans 
ing 4pp 30709.095-30709.093, 

8608100176 Pari 21 4 final deficiency rept, Item 101 re defective governor drive coupling 
inslallad In Koppers Co,lnc emergency diesel engine ganoraler sets shipped by TOI. 
Inltlariy reported on 820909, Defective coupling repTacee. 

PAflSONS.RM Carolina Power 4 Light Co, 85/05/22 QRACE.J N. Region 2, Offee 
ol Director. 4pp 30826.045-30828.048. 

8506170278 "Review of Emergency Diesel Generator Engine 4 Auxiliary Module Wiring 
4 Terminations,'' technical evaluation rept 

LAITY, W.W. Batlelle Memorial Institute, Pacific Norlhwost Laboratories. FIN B-2952 
PNL-5200-3. 85/05/31 Division of Licensing. 21 pp 30961 130 30981.150. 


T. Hearing transcripts an non-antitrust matters 

8506120004 Transcript of 850606 telcon w/applicanis 4 Interveners In Bethesda,MDPp 
7,728-7,767. 

KEILEY.JL, BRIGHT, G.O.. CARPENTER, JH Atomic Safely and Licensing Board 
Panel. 85/06/06. 39pp. 30651:241-30861-282. 

8506130217 Foiwards testimony of JF Myers & OS Mileti on EPJ Contention 4(b) ro rote 
strain In adult school bus drivers. Applicants do not plan to offer any exhibits in re- 
sponse lo contention Certificate of Svc end 

BAXTERJ-A. Shaw, Pittman, Potts 4 Trowbridge BAXTER.TA. Carolina Power 4 
Light Co. BAXTER,! A North Carolina Municipal Power Agencies #285 389 85/OS/ 
10. KELLEY, J.L , BRIGHT, Q.O., CARPENTER.J H, Atomic Safety and Licensing Board 
Panel 5pp. 30859.-225-30859:282. 

-8608130226 Testimony ol JF Myers 4 DS Mlletl re EPJ Contention 4(b) on rofa strain 
In adult school bus drivers. 

MYERS.JF, Carolina Power 4 LighI Co MVERS.J F. North Carolina Municipal Power 
Agencies. MYERS, J.F. North Carolina. State of 85/06/10. 61pp 30859 230- 
30659-282. 
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4(06130269 Forwards direct testimonies of Q Martin & JF Myers re Eddleman Conten 
tion 57-C-10,per Board 850521 order Testimonies will be offered Info evidence at 
hearings on emergency planning contentions to begin on 050624 
HOLLAR.de Carolina Power & Light Co #285 387 85/06/10 KELLEY.JL, 
BRIGHT, G.O . CARPENTER, J H Atomic Safety and Licensing Board Panel 2pp 
30859 087.30859 130 

“6508130276 Direct testimony of G Martin re Eddleman Contention 57-C‘10 concerning 
prolecljon factors of Institutional, commercial & Industrial structures 
MARTIN, G Carolina Power & Light Co MARTIN,G Ebasco Services, Inc {subs of 
EnserchCorp) 85/06/10 27pp. 30859.089-30859.115 
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F. Security, medical, emergency & tire proteclfon plans 


8506110129 Forwards proposed changes to emergency plan, in accordance w/ 
10CFR50 54q Proposed changes affect Table E 1 which categorizes possible plant 
conditions into emergency action levels 

LINDER, F Dairy I and Power Cooperative 85/03/13 KEPPLER,J G. Region 3, Office 
of Director 4pp 30806 030-30806 033 


“6S0613O27S Direct testimony of JF Myers re Eddleman Contention 57-C-10 concerning 
prolecllon factors of lnstllullonal,commerical & Industrial siructures 
My£RS,J F Carolina Power & Light Co MYERS,J F North Carolina, Slate of 85/06/ 
10 16pp 30859116-30859130 

6506170412 Testimony of JC Hoard & Tl Hawkins re emergency planning Contentions 
Eddleman 57-C-10 & EPJ-4-b Bases of choice between available prolectrve action op 
Irons conservative Certificate of Svc end. 

HEARD.JC, HAWKINS,TI Federal Emergency Management Agency #285 442 85/ 
06/10 Opp 30958 079-30958.087. 

8506140434 Forwards transcript of 850519 public meeting re emergency plan & 
6S05I7.1 8 emergency preparedness exerdse Related correspondence. 

HOILAR.DE Carolina Power & Light Co #285 409, 85/06/11 KELLEY.JL, 
BRIQHT.QO, CARPENTEn.J,H. Atomic Safety and Licensing Board Panel, 102pp 
30699 D29-30899130 

85062704 8 0 Transcript of 850624 evidentiary hearing in Apex.NC Pp 7,760-7,942 Sup- 
porting documentation end 

• Atomfc Safely and Licensing Board Panel 06/06/24 270pp 31237,001-31237 270 

6506270541 Transcript of 050624 limited appearance session in Apex.NC Pp 7,943- 
7,995 

* Atomic Safety and Licensing Board Panel. 85/06/24 Sipp 31236,236-31236 291 

6506280026 Transcript of 850625 evidentiary hearing in Apex.NC Pp 7,996-8,167 Sup- 
porting documenlallon end 

‘ Atomic Safety and Licensing Board Panel, 05/06/25 179pp 31253.138-31253 316 


8506030554 Concludes that State of Wl & local emergency preparedness plans 
adequate, sub) to verification of alert & noUlj cation ays per App 3,Hev 1 to NLIREG- 
0654/FEMA REP-1 

SPECK, SW Federal Emergency Management Agency 85/05/10 DIRCKS.WJ 
Offico of the Executive Director for Operations 1p 30686 226 30666 226 

8506060321 Forwards addi Info on SuppI 1 to NUREG-0737 {Generic Ltr 82-331 re 
SPDS.per 860221 request Photographs of specific areas ol control room end Mods 
planned 1o make status of critical safety functions more easily deloctable 
LINDEH.F Dairyland Power Cooperative 85/05/24 ZWOL INSKI. J Operating Reac- 
tors Branch 5 16pp 30729,269-30729 204 

8506040504 Ack receipt of FEMA approval of Slate ol Wl emergency response plan & 
associated local plans Approval contains condition that adequacy of public alerting & 
notification sys must be verified 

PAPERIELLC5,C J Region 3, Office of Director 65/05/31 LINDER, FW Dairyland 
Power Cooperative 2pp 3 069 6 ’230 -3 0698 232, 

8608180449 Revised emergency plan Implementing procedures,! ncluding Issue 10 to 
EPP-1 re emergency conditions & response, Issue 19 to EPP-2 re organization & oper- 
ations during emergency & Issue 3 to EPP-1 1 ro medical asslalanoe W/850614 ltr 
LINDER, F Oalrylarvd Power Cooperafivo, 85/06/14 30pp. 30977 115-30977'1 44 

8506270665 Discusses review of Apr 1905 Rev 6 to emergency plan Changes do not 
downgrade elleclivoness ol plan 

PAPERIELLO.C J, Region ^ Office ol Director. 85/06/21 LINDER, F.W Dairyland 
Power Cooperative Ip. 31239 164-31239 164 
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J. Insurance & Indemnity Information 


Q. Ad|udl calory correspondence 

8506070628 Forwards Page 120 of 850122 proposed finding of fact & conclusions of 
taw on safety issues, inadvertently omitted from ASLB copieePage also served upon 
all parties to proceeding 

MCtoRE.J.e Hearing Branch 1 #285 300 05/06/05. KELLEY.JL, BRIQHT.QO, 
CARPENTER, J H Atomic Safely and Licensing Board Panel 2pp. 30755’350- 
30755 351 

6506170407 Answer opposing Conservation Council ol North Carolina 850524 mollon lo 
slay proceedings on Contention WB 3 re drug use at facility until drug charges against 
persons arrested on 650110 resolved Certificate of Svc end 
BARTH.C A Hearing Branch 1. #286 443 85/06/06, Atomic Safety and Licensing 
Board Panel 11pp. 30950:169-30958 170. 

8B0627Q527 Order directing each party to Inform Board by 850819 of name of counsel 
presenllng oral argument on 860828 re appeal of ASLB 050220 partial Initial 
decision Served on 650626, 

SHOEMAKER.C,J Atomic Safety and Licensing Appeal Panel. #286 678. 85/06/25 
Conservation Council ol North Carolina. 2pp. 31239'146-31230.146, 


S. Reportable occurrences, LERs & related correspondence 


8504128314 Fonvards PNL-S200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV'12,OSRV.16 & OSRV-20 Diesel Engines " 

LAITY,WW Battelle Memorial Institute, Pacific Northwest Laboratories, FIN B-2963, 
85/04/04. SERLINQER.C, Division of Licensing. Ip, 29787,001 .29787’01 7 


'*8504120317 “Review of Engine Base & Bearing Capa lor TDI DSRV-12, DSRV-10 & 
DSRV-20 Diesel Engines." 

LAITY.W.W. Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B 2963 
PNL-6200 12 85/03/26, Division of Licensing 14pp 29787.002-29707.017 


6506040431 Part 21 repl re resistance temp detector (RTD) calibr anomalies in RTDa 
mfg by RdF Co, Safety margin assessments being performed for operating plants to 
evafuate potential ellecls on plant Tech Specs, 

RAHE,E.P. Wastinghouse Electric Corp. 85/05/06, THOMAS, CO, Division of Licens- 
ing 4pp. 30709.090-30709:093. 


8506170278 “Revfew ol Emergency Diesel Generator Engine & Auxiliary Modulo Wiring 
& Tormlnations," technical evaluation rept , , 

LAITY, WW Bal telle Memorial Institute, Pacific Northwest Laboratories, FIN 0-2952 
PNL-5200-3. 65/05/31, Division of Licensing, 21pp, 30981,130-30981.160 


T. Hearing Iranecrlpts on non-antltrust matters 

8506170412 Testimony ol JC Heard & Tl Hawkins re emergency planning Contentions 
Eddleman 57 -0-10 & EPJ-4-b Bases ol oholce between available protective action op- 
bons conservative, Cortilicale ol Svo end, 

HEARD, J.C., HAWKINS, T.l. Federal Emergency Management Agency. #286 442. 05/ 
06/10 9pp 30958:079-30958:007. 


docket S(H406 TUSKEQEE INSTITUTE RESEARCH REACTOR 


B606170113 Forwards Endorsement 61 to NELIA Policy NF-217 
DEVIN E,H F Dairyland Power Cooperative 85/06/10. DINITZ.I. Assistant Dirootor for 
State & Licensee flelalions 2pp 30956 174-30956 175 


P. Operating license stage documents & correspondence 


8506130045 Partial response to FOIA request for all documents re NRC procedures lor 
detection & control ol alcohol & Illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON, J.M, Division of Rules and Records. 85/01/26 HEATH, SJ Washington 
Legal Foundation 66pp 30937 047-30937157 

-8606140211 Discussion w/ulll on 821117 re policies on use or possession of drugs or 

GIBSON, J Office of Nuclear Reactor Regulation, Director BRANCH, M.E NRC - No 
Ootalled Affiliation Given MILLER, J R Region 3, Oflica of Director 82/11/17. 3pp 
30938,314-30938 318 


0506170077 Responds lo FOIA request for records re FIN B-0469, "Contalnmonl Leak 
Rate Testing fYogram" & Quadrox Corp/NRC conlracts Forwards documents re FIN 
B-0409 Documents also available In PDR No documents re Quodrex sub] lo request 
FELTON, J M Division of Rules and Records, FIN B 0409 65/03/26 

REYTBLATT.Z.V, Warren Wilson College, Swannanoa, NO 7pp. 30987.036- 
30987.076 


-8606170281 "Conlainmenl Leak Rale Testing Investlgalions," monthly progress rept 
lor Nov 1982, 

OOUQAN,J R Oak Ridge National Laboralory, FIN 8-04B9. 02/12/07 ARNDT, G, Me 
chanical /Structural Engineering Branch 3pp 30907.116 3{)9Q7'1 17. 


0500190406 Forwards "Seismic Quolificalion ol LACBWR Overhead Water Storage 
Tank for SEP," "Seismic & Stress Analysis of HPCS Suction Line Piping Sys for 
LACBWR” & "Seismio & Stress Analysis of, HPCS Suction Line Piping Sya lor 
LACBWR." ^ „ 

LINDER,F, Dairyland Power Cooperative 86/06/03. ZWOLINSKI.J. Operating Reac- 
tors Branch 5 2pp. 30997'165 30998 055. 


-8606190412 Rev 0 to "Seismic Qualification of LACBWR Overhead Wafer Storage 
Tank lor SEP" 

• ImpellCorp 00-1240.0024 ROO. 05/04/09, 24pp 30997'1 57-30997,179. 

-6506190419 "Seismic & Stress Analysis of HPCS Suction Line Piping Sya lor 
LACBWR " 

HUSAIN,!,, AHMED, A Structural Mechanics Aasoclales SMA-CT 30001.01 R01. 85/ 
02/15, 90pp, 30997' 180-30997.268, 


-8506190420 "Seismic & Stress Analysis of MFCS Suction Line Piping Sys for 


LTAUDVVn. 

HUSAIN,!., AHMED,A Slructural Mechanics Assoclalea. SMACT 30001,02 R01. 85/ 
02/16. 160pp 30997'269-309g8.055 


8506210456 Discusses reasons for venting containment per Generic Item B<24.ContaIn. 
ment bldg ventilation dampers fully qualified & operaDla.Partlal mods unavailable to 
allow limited venting w/o Imposing adverse consequences. 

LrNDER.F, Dairyland Power Cooperative, 05/06/03. ZWOLiNSKI,J. Operating Reac 
tors Branch 6, 7pp, 31057:228 31057.234, 


J. ln«ur«ne« A Indemnity Information 


6506030501 Executed Amend 7 to Indemnity Agreement E-57,lermina ng aoreemenL 
SALTZMAN,J. Assistant Director for Slate Allcensee Relations. WILLIAMS, J.A. Tus- 
kegee Institute. Tuskegee. AL. 84/10/02, 1p 30684:332-30684:332. 


9506120260 Forwards Amend 42 to License DPR-45 & safely evaluation. Amend re- 
moves specific quantity limitations tor radioactive byproduct, source, or SNM used for 
sample analysis or instrument calibr. 

ZVVOLINSKt,J.A, Operating Reactors Branch B. 85/06/05, LINDER, F, Dairyland Power 
Cooperative. 2pp. 30850:264-30850,271. 
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"6506120267 Amdnd 42 to License DPR 45, removing specific quantity limilaiions forra 
dioaclivo byproduct, 50 urce,or $NM used for sample ansfysia or instrument calibr 
ZWOLfNSKLJA Operating Reactors Branch 5 65706/05 4pp 30850 266-30850 269 

"8506120277 Safety evalualfon supporting Amend 42 to License DPR-4S, 

* Office of Nuclear Reactor Regulafron, Dfrector 8S/08/OS 2pp^ 30850270- 
308SO 271 

05O617OO9S Forwards Amend 43 to License DPR-45 & safely evatuation Amend fncor- 
porates now requirements tor operability & surveiHance testing of RCS safety valves 
ZWOUNSKIJ A derating Reactors Branch 5 85/06/07 LINDER, F Dairyland Power 
Cooperative 2pp 30953336-30953347 

-8505170099 Amend 43 to License DPR-45, incorpor all ng now requirements for oper- 
ability & suiveillance testing oJ RCS safety valves 

ZWOLINSKI.J A Operating Reactors Branch 5 85/06/07 7pp 30953 338-30953344. 

-8506170104 Safety evaluation supporting Amend 43 to License OPR 45 

* Office of Nucloa; Raaolor Regulation, Director 86/06/07 3pp 30953345- 
30953347 


Q. InspeetJon reports, IE Bulletins & correspondence 

8506139027 Suppl 1 to IE Into Notice 64-55, "Seal Table Leaks at PWRs " Sve list end. 
JORDAN.E L Division of Emergency Preparedness & Engineefing Response (Post 
830103) 85/05/14 ConsdWatad Eoiaon Co. of New YotS, Inc i07pp. 31044055- 
31044 171 

8S05130038 Suppl 1 to IE Info Notice 65-020, "Molor-Operaled Valve Failures Due lo 
Hammering Eileci " Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New York, Inc fO/pp 31044'172- 
31044.276 

86 0 5 200590 IE Info Notice 85-038, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facililfes " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Englnaerma Response (Post 
630103). 85/05/22 Consofidated Edison Co of New York, Inc lOBpp 30837 258- 
30637.363. 

8606200600 IE Info Notice 8S-040, "Oeficfencies in Equipment Oualilicalion Testing 8k 
Certification Process " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/22. Consolidated Edison Co. of New York, Inc f06pp 30048.166- 
30346271. 

8505280161 IE Info Notice 85-042. "Loose Phosphor in Panasonic 800 Seiies Badga 
TLD Elements " Svo Hal end 

JORDAN.E L. Division of Emergency Preparedness & Engineerina Response (Post 
830103) 85/05/29 Consolidated Edison Co of New York, Inc 120pp 30852.245 
30B52-363. 

8605280187 IE Info Notice 85 043, “Radiography Events at Power Reactors " Sve list 
snef. 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co of New York, Inc f20pp, 30884'167- 
30864 287. 

8505280195 IE Info Nolicd 85 044, "Emergency Communication Sys Monthly Test." Sve 
list end 

JORDAN.E L Division of Emergency Praparodrtess & Engineanng Response (Post 
930103) 85/05/30 ConsoNdalad Edison Co. oi New York, Inc. Tzipp. 30864:045- 
30864:186 

8S06OSO0QS Fotwartfs Exam Rept 50-409/OL-86 01 of exams administered on 850311- 
14 4 26 27. 

flEYES.LA Region 3. Office of Director. 85/05/31 LINDER.F.W, Dairyland Power 
Cooperative. 1p. 30720:034-30728.065. 

-8506080006 Exam Rept 50-408/OL 85-01 on 850311-14 & 26 27.EXBm results four 
reactor operator candidates passed 4 four failed. 

OIMMOCK.L., MCMILLEN,Xf. Raglon 3, Office pf Director. 85/05/30. 31pp 
30728 035-30728 066. 

8506060677 IE info Notice 85-045. "Potential Seismic Intsradlon InvoMng Movable In- 
Core Ffux Mapping Sys Used In Waslinghouse Designed Plants ” Sve list end 
JORDAN, E.L. DJvislon of Emeraancy Preparedness & Engineering Response (Post 
830103). 85/00/06. Consolidated Edison Co, of New York, Inc. f2Zpp, 30865 001- 
30B66 048 

8508060707 IE Irjfo Notice 85-046, •'Clarificalfoti of Several Aspects of Removable Ra- 
dloacINa Surface Contamination Limits lor Transport Packages." Sve fiat end. 
JORDAN.EL Division of Emergency Preparedness 8 Engineering Response (Post 
930103), es/oe/to consolidated Edison Co, of New York, Inc. f24pp 31043.301- 
31044 064. 

8606210180 Forwards Insp Rept 50-409/85 01 on eS0-52t-23 4 29 Mo noncomplianca 
noled. 

PAPEfllELLO,C,J. Region 3. Office ol Director. 85/06/14. LINDER, F.IV. Dalryfand 
power Cooperallve. 2pp 31024:313-31024:310, 

-8506210194 Inep Rept S0-409/8S-01 on 850521-23 4 29, No non<;»mpllar>ca 
noted Major areas Inspected licensee followup of open Items, regulatory Improvement 
Hems & rvoncomptiances Wentrfted tn previous insp 

JAMUSKA.AQ., SCHUMACHER.M.C. Regtort 3, Office of Director 65/00/14, 6pp. 
31C24'.316.3H)24:3ie. 

860814(1240 IE Info Notice 05-047, "Potential Effect ol Llna-lnduced Operation on Cer- 
tain Target Rock Solendd-Operaled Valves." Syo list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). es/oe/ia. consolidated Edison Co. of Now York, Inc, f34pp. 31266.157- 
31268.304. 

8506140836 IB Info Notice 85 040, "Respirator Users Notlco;Deledive Self-Contained 
Breathing Apparatus Air Cylinders." Sve list end. 

JORDAN, E.l Division of Emergeflicy Preparedness & Engineering Response (Post 
530103). 86/08/19 Consolldsisd Edison Co, of New York, fnc. 123pp. 31376,064- 
31376,183 


R, Periodic operating reports & related correspondence 

8606070469 Monthly operating rept for Mar 1985 W/650408 Hr 
MALIN.L, LINDER, F Dafrylsnd Power Cooperative 85/03/31 Spp 30800997 
30800 101 

8S06200119 Fonverds annua) environ radioactivity repts for 1984 Repfs divided Into tws 
sections Section I includes sampling |echniques,analytical procedures & 
conclusions Section II includes comparison of state & facility data 
MCOONNELL.UJ Wisconsin. State of. NRC-30-83-647. 65/05/31 KEPPLEfl.JG 
Region 3, Office of Director Ip 31023037-31023:160. 

-8508290143 "State of Wl 1904 LACBWR Environ Radioactivity Suivey." 

• Wisconsin. Slats ol. NRC-30 83-647 04/12/31 48pp 31023 1 12-31023 160 


S. Reporleble occurrences, LERs 4 related correspondence 

8506040479 LER 85-010-00 on BS0424.degraded fire barrier penelraUn 
discovered Caused by improper installation Barriers repaired Caution sign posted near 
electrical penetrations in lire barriers protecting safely-related areas W/eS0520 Itr 
GOODMAN.LS.LINDER.F Daiiyland Power Cooperative 05/05/20 3pp 30709114- 
30709'116 

8508050609 LER 85 01 1-00 on 850427.reactor scrammed due to low water level when 
oncoming reactor feedwater pump did not respond properly during swap of operating 
feedwater pumps, Caused by erratic operating pump control W/85052O Hr 
QOODMAN.LS, LINOER.F Dairyland Power Cooperative 05/05/20. Spp 30725073- 
30726075 

8506200343 LER 85 012-00 on 8SQS1 7, reactor partial scram occurred due to low gas « 
oil signal from CRO mechanism Caused by decrease fn accumulator pressure on CRO 
mechanism 8 or 21 until low pressure setpoint reached W/850607 Hr 
GOODMAN.LS.LINDER.F Dairyland Power Cooperativo 85/06/07 4pp 31020 207 
31020210 


V, Operator Examlnattona 

8506060005 Forwards Exam Rept 50-409/OL-85 01 of exams admlnfslerad on 850311- 
14 4.26-27 

BEY£S,LA, Region 3. Office of Director. 85/05/31 LINDER.F.W. Daliyiand Poww 
Cooperallve 1p 30728.034-30728 065 

-8506060006 Exam Rept 50-409/OL-85 01 on 050311-14 & 26-27 Exam results, four 
reactor operator candidates passed & tour failed. 

OIMMOCK.L, MCMrLLEN,Xl. Region 3, Office of Director. 85/05/30 3lpp 
30728.035 3072B 065, 


DOCKET SO-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A Appllcallon/construetlon stage documents A correspondence 

8508130045 Partial response to FOIA requast for all documents re NRC procedures tor 
detection & control of alcohol & illegal drug use by persons engaged fn bldg or const 
of noclaar reactors or facilities Forwards App A documents, 

FEUON,JM Division of Buies and flecoitia 85/01/28 HEATH, SJ Washtngten 
Legal Foundation. 56pp 30937.047-30937-167 

-8506130366 Responds lo query re release of portions of Ofc ol Invesllgalions ropire 
dfug/alcohol abuse to specific (Icenseas, Release not prohibited by FOIA or Prrvaey 
Act. Concerns over precedent express ed.Survey worksheets end. 

SHOMAKER.E.C Operations & Administrative Divislori. 82/12/20 LIE8EflMAN,J Re- 
gional Operations & Enlorcemenl Division 170pp 3Q937.3S6-309S8'18B. 

8506190117 Further response to FOIA request that all Interna) memos to Div ol Licens- 
ing from May-Nov 19s4 which provided draft SER, SER sections & queslions or re- 
quests for acfdl Info be placed fn PDR App C documents placed In POR 
FELTON.J M Division of Rules and Records. 05/03/06 GRABER.L. NUS Corp. 3pp 
31013238-31013-246. 

-6411200132 Forwards operability qualification of purge & vent valves & guidelines fw 
demonstration of operability ol purge & veni valves Info sought should be provided es 
soon as posstbie. 

NOONAN, VS. Equipment Oualilicatlon Branch B4/11/09 YOU NO BLOOD, BJ. Li- 
censing Branch 1 7pp 31013.281-31013-287. 

8506040227 Summery of 6S051S meeting w/ulli & S4W In Bethesda,MIO re radiofoglcal 
consequences of bypass leakage List of attendees ancl,W/o end 
HAUaHEY,M.F. Licensing Branch 2. 85/05/17. Licensing Branch 2. 5pp. 30719 239- 
30718.242 

BS06030120 Accepts Change of OA category for refueling platform assembly from Cafe 
gory t toCatagoty H.pei 650225 tequosl 

BUTLER.W.R. Licensing Branch 2. 85/05/20, HOOTEN.a.G. Niagara Mohawk Fewer 
Corp, Ip. 30706-355-30708-358. 

-8508030154 Notifies of 860613 meeting w/utll & Caseload Forecast Panel, UbI should 
present overview of preoperational & acceptance procedures & design vanhcatlmi 
program, 

BUTLER.W.R, Licensing Branch 2. 85/05/20. HOOTGN.B.G. Niagara Mohawk Power 
Corp. 3pp, 30706:356-30706:358 

8506030667 Notification of 860613 meetirrg w/util before Caseload Forecast Pahd 
discuss progress ol project lo dale compared to schedules presented Jn Oct Ju«4 
BUTLER, W.R, Licensing Branch 2. 86/05/20. HOOTEN.B.G. Niagara Mohawk Power 
Corp 4pp, 30687-304-30687:307. 

8506060543 Nolfficatfon ol 850613 meeting w/util in Bethe8da,MD to update Oct 1984 
cds^lodd foroCe09i 

HAUQHBY.M.F. Licensing Branch 2, 85/05/23. BUTLER, W. Licensing Branch Z, 4pp 
30766 018-30785.021. 
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6506200431 Forwards S&W Rev 1 lo "Program for Complelion ol Engineering Assur- 
ance frv-Deplh Technical Audits Nina Mils Point 2 Project," received during design ver- 
ilication insp m Boston, MA on 850422 

BlfTLER.WR Licensing Branch 2 86/05/30 Licensing Branch 2 2pp 31042.186- 
31042 227 

0506210119 Ack receipt of 650410 Itr documenting change to plant QA program refer- 
encing SAW QA program as governing document for safety related aolivitiss Change 
acceptable 

EBNETEaso Region 1, Office of Director 65/06/03 HOOTEN.BG Niagara 
Mohawk Power Corp 2pp 31056 231-31056’232 


E. NRC Safety Evaluation Report (8ER), auppis & correspondence 

6506030377 Submits addi info re setpoint methodology for facility, in response lo SER 
Section 7 2 Present effort centered on completing methodology tor acceptance by 

MANGAN.CV Niagara Mohawk Power Corp 65/05/30 BUTLER.W Licensing 

Branch 2 Ip 30678.133-30678 133 

6S06030534 Forwards Info on plant specific ECCS analysis Info addresses concerns on 
SER ConlIrmatory Issues 10,15 & 16 Changes lo FSAR pages will be included in 
AmerKi 20 Info partially deleted. 

WANQANiCV. Niagara Mohawk Power Corp 85/05/30 BUTLER.W Licensing 

Bfanch2 74pp 30679054-30679.127 

65060S0116 Forwards Info on plant equipment qualification Issues to address stall con- 
cerns re SER Open Item 4. Info re Confirmatory Issue 32 also end Changes to FSAR 
will be included fn Amend 20 

MANGAN.CV Niagara Mohawk Power Corp 85/05/30. BUTLER.W Licensing 

Branch 2. 77pp 30733 166-30733 262 


F. Security, medical, emergency & (Ire protection plane 

6506060536 Forwards monthly rept lor Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews, Delays In schedule tor Limerick & Shoreham for full power 
operation remain due to offsite emergency preparedness Issues 
DIRCKS.WJ Office of the Executive Director (or Operations 85/05/28 PALLAOINO 
Commissioners lipp 30785 007-30765 017 

6506100594 Suppis Info provided In 030414 Itr re status of emergency response 
capabilities Discusses development of procedures tor transients & accidents, control 
room design review, SPDS, support facilities & response to Reg Guide 1 Q7,Rov 2 
MANGAN.CV Niagara Mohawk Power Corp 65/05/20. THOMPSON, H Division ol Li- 
censing 2pp. 30793.30S-30763’306 


Q. Inspection reports, IE Bulletins & correspondence 

6S05130027 Suppi 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, EL Division ol Emorgoncy Preparednoss & Engineering Response (Post 
630103) 65/06/14 Consolidated Edison Co o( New York, Inc 107pp. 31O44'O05- 
31044 171 

6605130036 Supp) 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammenno Elfoct " Sve list end 

JORDAN, t L, Division ol Emergency Preparedness & Engineering Response (Post 
8301 03J 65/05/14, Consolidated Edison Co of New York, Inc f07pp 31044.172- 
31044 278 

6505200590 tE Info Notice 85 039, "Auditability ol Etocirical Equipment Quallticatlon 
Records at Licensees Facilities." Svo list end. 

JO ROAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/05/22 Consolidated Edison Co. of Now York, )nc, t06pp 30837'258- 
30837 363 

6S05200600 IE Info Notice 85 040, "Deficiencies in Equipment Qualification Testing & 
Certilicallon Process." Sve list end 

JORDAN.G L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/22 Consolidated Edison Co. of Now York, Inc V06pp. 30048 166- 
30048 271. 

6506280161 tE Inlo Notice 65-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements," Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co of New York, Inc. f20pp 30052.245 
30852.363 

6505260167 IE Inlo Notice 65 043, "Radiography Events at Power Reactors." Sve list 
end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co ol New York, Inc, T20pp, 30864'167- 
30864.287 

6506100270 Forwards response to NRC 850425 Itr re violations noted in Insp Rept 50- 
41O/85-03.Corrective actions, engineering mechanics div Memo CHOC-EMDM-84-04 
reused to clarify applicability to resolve const difficulties. 

MANGAN.C.V. Niagara Mohawk Power Corp 85/05/30, STAROSTECKI.R, Region 1. 
Olllceol Director 8pp. 30791,216-30701.223, 

6505210142 Forwards Safety Insp Rept 60-410/85-11 Oh 850402-04 & 09-12 No viola- 
tion rvoted. 

EBNETER.S.D Region 1, OINce of Director 85/06/04, HOOTEN.B.Q, Niagara 
Mohawk Power Corp, 2pp 3 1057,078-3 1057:088, 

~85082101S2 Insp Rept 50-410/86-11 on 850402-04 & 09-12.No violation notod.Ma|or 
areas Inspeclaareector vessel & associated piping hydrostatic test activities 
OREGQ.H 1 . KORTAS, A . WIGGINS, J.T. Region T, Olfice ol Director 86/05/30, 9pp, 
31067;0a0-31057.0B8 

5SQ6060677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mappirig Sys Used In Westinghouse Designed Plants." Svo list end. 
JORDAN.E L. Division ol Emergency Preparodness & Engineering Response (Post 
8301 03) 05/06/06. Consolidated Edison Co, ol New York, Inc, 122pp, 30065 001- 
30855 046, 


B506060707 IE Info Notice 85 04S, "Clarification of Several Aspects of Removable Ra 
dioaclivo Surface Contamination Limits for Transport Packages " Sve list end 
JORDAN.G L Division of Emergency Preparedness & Erigineerlng Response (Post 
630103) 06/06/10. Consolidated Edison Co of New York, Inc I24pp 31043 301- 
31044 064 

8506260529 Forwards Insp Rept 50-410/65-10 on 850319 0426 & notice ol violation 
COLLINS, SJ Region l, Office of Director 85/06/12 HOOTEN.WQ Niagara 
Mohawk Power Corp 2pp 31232 215-31232 237. 

-8506260532 Nolle o ol violation from Insp on 850319 0426 
• Region 1. Office of Director 85/06/12 Ip 31232 217-31232217 

-8506260534 Insp Rept 50-410/85-10 on 850316-0426 Violation noted improper instal- 
lation & insp of concrete anchor bolt 

LINVILLE.J C Region 1, Office of Director 05/05/29 20pp 31232 216 31232 237 

8506200052 Forwards SALP Rept 50 410/85-99 for Oct 1903 - Jan 1985 List o( atten- 
dees ol 850424 meeting re SALP also enct Overall assessment ol const activities indi- 
cates that Initiatives havo Improved performance 

MURLEY.TE Region 1, Olfice of Director 85/06/14 HOOTEN.BG Niagara Mohawk 
Power Corp. 3pp 31006,25231006.319 

-8506200056 Forwards commonls on SALP Rept 60-4 1 0/85-99 Recommendations 
found to be positive & constructive 

DONLON.WJ Niagara Mohawk Power Corp 85/05/14 MURLEY.TE Region 1. 
Offico ol Director. 16pp 31006 304-31006 319 

8506260713 Forwards Engineering Assurance In-Depth Technical Audit Implemanlallon 
Insp Rept SO 410/85-18 on 860521 -24 Corporate procedures.design guides & comput- 
er codes accepted w/o verification against regulatory design requirements. 

GRIMES, B K Division of QA. Vendor & Technical Training Center Programs (Post 
050212), 85/06/17 MANGAN.CV Niagara Mohawk Power Corp 4pp, 31227,311- 
31227 325. 

-8506260722 Engineering Assurance In-Depth Technical Audit Implementation Insp 
Rept 50 410/05-18 on 850521 24 Corporate procedures.design guides & computer 
codes accepted w/o vorillcatlon against regulatory design roquiremonta 
LEWIS, G.S Director's OKIca, OllTce of Inspection and Enloraement. MILHOAN,JL 
Quality Assurance Branch 05/08/14 lipp 31 227,3 15-31227‘325 

8506140240 IE Info Notice 05 047, "Potenllal Effeol of Line-lnducad Operation on Cer- 
tain Target Rock Solenoid Operated Valves." Sve list end. 

JORDAN.E L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolldalad Edison Co ol New York, Ino 134pp 31268.157- 
31268 304 

8508140636 IE Info Notice 85-048, "Respirator Users Notice Dofectlvo Self Contained 
Breathing Apparatus Air Cylinders." Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/06/19 Consotidatod Edison Co of New York, Inc 123pp 31378'064- 
31376’183 


R, Periodic operalfng reports 6 related correspondence 


8506060536 Forwards monthly rept for Apr 1985 re status ol ollsHe emergency pre- 
parednoss for OL revlew8.0Qlay8 in schodulo tor Llmorlck & Shoreham lor full power 
operation remain duo to ollsita emergency preparedness Issues, 

DIRCKS.WJ OKIce of the Executive Director for Operations 05/06/28 PALLADINO 
Commissionors. lipp 30765 007-30705'0 17 


S. Reportable occurrences, LERs & related correspondence 


8506040418 Interim Deficiency Rept (6S(a)-65 14) re mismatch between current carrying 
capability of contacts in Woslinghouso TD 5 timers & circuit output In emergency 
4,160-voll switchgears Initially reported on 85041 1, Final rept expected by 950610. 
MANGAN.CV. NLagara Mohawk Power Corp. 05/05/13 STAROSTECKI.R, Region 1, 
Olfice ol Director. 2pp 30700.127-30700:128 

8506070026 Final Deficiency Repi (SS(o) 85-13) re missing liming chain tightener lock- 
nuts on Div I & II standby diesel generators 2EGS‘EG1 & 2EQS*EG3 mTg by Cooper 
Energy Svcs.lnitfally reported on 85041 t.ReplacemanI locknuts procured, 
MANGAN.CV. Niagara Mohawk Power Corp. 86/06/17 STAROSTECKI.R, Region 1, 
OtIIca ol Director. 2pp 30600.341-30800:342. 

8506070456 Final Deficiency Rept <65(e) 84-46) re varying physical chafacleristlcs ol Irl- 
centric valves supplied by Clow Corp Initially reported on e41017Torque & limit 
switch functions corrected Check valves will be evaluated by 850701, 

MANGAN.CV. Niagara Mohawk Power Corp, 05/05/17. STAROSTECKI.R Region 1. 
Oflica of Director. 3pp. 30705:360.30795 362, 

8506070887 Final Deliclency Rept (65(o)-85-16) ra missing Internal lumpers In llmll 
svrilch assembly of motor-operated valve 2CSL*MOVl07.lnitiatly reported on 
850412 Jumpers Installed In accordance w/DrawIng 12177-EE-9SL-4, 

MANGAN.C.V. Niagara Mohawk Power Corp. 06/05/17, STAROSTECKI.R Region 1. 
Office ol Director 2pp. 30795:1 57-30795' 163. 

8506070034 Final Deficiency Rept {65(a)-84-41) re possible failure of Magnetral level 
switches Modal C-761. Initially reported on 840926.Teatlng shows that switches meet 
environ qualilicatlon requirements & present no safety ImpTlcatlons 
MANGAN.C.V. Niagara Mohawk Power Corp, 86/05/20, STAROSTECKI.R. Region 1, 
Office of Director. 2pp 30600:343-30800 344. 

8506100010 Final Deficiency Rept (55(e>-84-S6) re problem w/Velan check valves In 
LPCS sys test return & min flow lines.initially reported on 84 1227 .Valve nameplate wKI 
be changed to indicate higher pressure rating. 

MANGAN.C.V. Niagara Mohawk Power Corp. 85/05/20. STAROSTECKI.R, Region 1, 
Office of Director, 2pp 30829 20'8- 30829: 207. 
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650611033f4 Supplatnenlal Part 21 rapt re add! circuit breaks rs.lumiahed as spares, w/^ 
overcurrent trip devices that may hava short tme delay bar>d lever Items require msp 
& replacemeni il link found incorrect 

KAISER, A F. Brown Boven Corp (subs of Brown Boveri & Co. Ltd) 85/06/06 
DEYOUNG, R.C Director’s Office, Office of Inspection and Enlorcemeni 3pp 
30614 250-30814 252 

6506270090 Final Deficiency Rept (5 5 (a) -55 -14) re reduced effective resistance of 
series -parallel relay circuit fn load-shedding scheme In Westinghouse YDS 
limers fnitlally reported on 8504 1 1 .Circuit revised & contacts reduced 
MANGAN,CV, Niagara Mohawk Power Corp 85/06/10 STAROSTECKI.fl Region I, 
Office of Director 2pp 31262 1 15-31252 116 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Appllcatlon/consiructlon slage documents A correspondence 

8506190117 Further response to FOIA request that a!l Internal mernos to Orv of Licens- 
ing from May Nov 1 984 which provided draft SER. SER sections & questions or re- 
quests for acfdl info be placed In PDR App C documenis placed in PDR, 

FELTON, J M Division of Rules and Records. 85/03/06, GRABER.L NUS Corp, 3pp 
31013 233 31013 246 

>•8411160290 Advises lhal responses to 841005 qgeslJons re independent analysis of 
local Ifooding issue resulting from PMP not received from applicant Requests If me 
when responses can be expected 

JOHNSTON, W.V Assistant Droctor for Malls, Chem, & Environ Tectinolegy (Post 
030201). 84/11/06 NOVAK.TM. Assistant Director (or Licensing Ip. 31013 280 
31013.280 

-8411200132 Forwards operability queiilicallon of purge & vent valves & guidelines for 
demonstration of operability of purge & vent valves fnfo sought should be provided as 
soon as possibla. 

NOONAN,V.S. Equipment Quafificallon Branch 84/11/09 VOUNGBLOOD,B,J Li- 
censing Branch 1. 7pp. 31013 281-31013,287. 

8503210489 Responds to 841211 requasi for NRR Input in response to Chairman Palla- 
dlno 041207 memo re mgl of backfi1tlng.Steps taken to eliminate appeal at assistant 
director level & hava evaluation dona by div directors 

DENTON, H R Office of Nuclear Reactor Regulalion, Director. 8S/03/1 1. DIRCKS.W J 
Office of the Executive Director for Oporalloriis tOpp 2948 7 001-29487.017 

6508060736 Summary of 831214 moating w/util & S&W in Bethesda.MO re NRG ro- 
quesl (or add) info cor>cernfng selsmological aspects of FSAR List of attendees 
LAZO.L. LJcensfng Branch 3 85/05/20 Licensing Branch 3 5pp 30782’164- 
30762.188. 

6506060010 Forwards safely evaluation re elimination of arbitrary Intermedfate pipe 
breaks. Allernativa pipe break crilerla acceptable FSAR, Section 3 6(6) should be re< 
vised to reflect changes to postulated pipe break criteria 

KNIQHTON.G.W. Licensing Branch 3. 85/05/21. CAREY.JJ. Duquesne Light Co 3pp 
30775 327-30775.340. 

-6506060012 Safety evaluation supporting ellminatfon of arbitrary Inlermadlate pipe 
breaks.Pipe rupture pestulatfon & associated affects adequately considered In plant 
design 

* Mechanical Engineering Branch. &5/05/3t. 11pp 30775'330-30775;34t> 

8506120122 Summaiy oi 840104 meeting w/utli In Bethesda.MO re QA program, Staff 
requested submittal et more detailed responses to OA program & Incorporation of 
most substantive changes into FSAR List ot attendees and 
LAZOpL. Licensing Branch 3. 85/05/24, Licensing Branch 3 5pp, 30641 336 
30B4t-340, 

6506120162 Summary of 831220 meeting w/ulil & S&W In 8ethesda,MD re ulll 
schedules, plans & progress In resolving efeclrical separation issues Involved In com- 
plying w/criteria of Rm Guido 1.75, Rev 2, 

LAZO.L Licensing ^anch 3 85/05/24 Licensing Branch 3. 6pp. 30641.311- 
30641.318. 

8S06060374 Requests that waiver of Interest be applied to Invoice D0 183 lor OL 
review Review of 4CFR102.13(b} & (a) hdlcales lhal util responsible lor Interest from 
650314 due date rather lharr Interest from 650114 bill date. 

CAREY, J.J. Duquesne Light Co. 85/05/31. MILLER.W License Fee Management 
Branch 3pp 30763:1 73-35753;1 75 

8506070370 Forwards "Test Repi on Electrical Separation VenflcsUon Test for Du- 
quesne Light Co Beaver Valley Power Slalion.Unit 2" & FSAR changes based on tost 
to close Dutstar^dlng issues re Reg Guide 1.75 concerning alectrloal separation 
CAREY,JJ Duquesne Light Co 85/06/04. KNIGHTON, Q.W Licensing Branch 3. 
634pp, 30747 '00 1-30749 f14. 

-8606070374 ’Test Rept on Electrical Separaifort Verification Test for Duquesne Ltght 
6 } Beaver Valley Power Slallon,Llnil 2." 

‘ Stone & Webster Englneenng Corp, 85/06/04. 740pp 30747:095-S0749'i14. 

8506110432 Discusses 850229-0322 audit re NRC fees charged for review of util 
documents Charges fus tilled. 

CAREY,JJ Duquesne Light Co 85/06/04. MfLLER.W. License Fee Management 
Branch. Ip. 3081 6 314-3081 6-31 4, 

8506280137 Forwards change to OA prcgrem description for PSAR Section 17.Ghangea 
do not reduce commitments In previous program description. 

CAREY, J.J. Duquesne Light Co. 85/06/04. STAROSTECKI.R Region 1, Office of 01 
rector. 3pp. 312M;108-3f254.1 10. 

6506210229 Summary ot 850506 meeting w/ullls & Bechtel Corp In Bethesda,MD re 
respiratory prolecllori for subatmospherlo containments Agenda & list of attendees 
end. 

NEISHBORSvJ.D. Operating Reactors Branch 1. 85/08/05. Operating Reactors 
Branch 1. 15pp 31046.045-31048059. ' 

8508270330 Noliffcatlon of 850619 & 20 meetings w/ulll & SAW In Boston, MA to dis- 
cuss aoll struatura Interaotlon Issue. 

SINGH, B.K. Licensing Branch 3, 85/06/11. KNIQHTON,G.W. Lfcsnslng Branch 3. 
4pp,31262:3O0-31282’311. 


8506180043 Forwards revised response to Question 430 23 re adequacy of motor sUrt 
ing voltage ratings Test results show that operating or starting motors w/75% vs 60% 
nominal voltage at motor terminals justified 

CAREY, JJ Duquesne Light Co 85/06/12 KNIGHTON, GW Licensing Branch 3 4pp 
30975280-30975 283 

8506270092 Forwards amend to general Info section of 821215 applicatron lor 
OL.reflecting changes in net generalion, population, size, directors & principal officers 
of four power companies constructing facility 

CAREy.JJ Duquesne Light Co CAREY.J J Ohio Edison Co CAREY, JJ CieveJarKl 
Electric IlluminaUna Co 85/06/14 DENTON.H R Office of Nuclear Reactor Reguta 
lion, Director 2pp 31252 092-31252 114 

-8506270102 Amend 1 to application for OL, updating general Info section to rolled 
changes fn net generation, population, size, directors 5 principal officers of four power 
companies constiucllng laOlity 

CAREY.J J Duquesne Light Co EDELMAN.MR Cleveland Electric Illuminating Co 
CROUSE, RP Toledo Edison Co 65/06/14. 21pp 31252 094-31252114, 

8506250113 Forwards tabular summary ot key results from re^onal survey o1 plant-spe 
cifio info re potential for uncontrolled radiation exposures In PWR cavities, per JG Parl- 
tow 850315 request No lurUner generic action needed 

TAYUOR.JM Director’s Office, Office of Inspection and Enlorcomant 85/08/t6 
MUR LEY, TE. Roglon 1, Office of Director GRACE. J N Beqion 2, Office of Dirocloi 
KEPPLER.J Q Region 3, Office of Director 9pp. 3121 1 322-31211-330 

8506250486 Requests that WCAP-9735, "MULTfFLEX 3 0 - Fortran IV Computer Pro- 
gram for A nailing Thermal-Hydraulic Structural Sys Dynamics (III) Advanced 8 earn 
Modal," be expediliousty reviewed & approved 

RAHE.E P. Westinghouse Electric Corp 85/06/18 KNIGHTON, 6 W Licensing Branch 
3 2pp 31160,304-31180 305 

8506270453 Provides update on current status of backlit Items in response to utl 
850515 llr.Gacklit appeal meeting unnecessary 

THOMpSON.H.L. Division of Licensing. 85/06/20 CAREY.JJ Duquesne Llohl Co 
7pp 31260 352-31260 358, 


D, NRC Dreft/FInal Environmental Statements, suppis & correspondence 

8506210015 Forwards sddi Info to aid In responding to comments on DES received by 
NRC from various federal, slate & local govt agencies 

CAREY.J J, Duquesne Light Co, 85/06/10 KNIGHTON, G W Licensing Branch 3 5pp 
31056 233-31056 237. 


E, NRC Safety Evaluation Report (SER), suppla & correspondence 


8506190117 Further response to FOIA request that all Interna! memos lo Dw of Licens- 
ing from May-Nov 19B4 which provided draft SER, SER sections & quostlans or re 
quests for aodi Info bo placed In PDR App C documents placed In PDR 
FELTON, J M Division of Rules and Records 85/03/06 GRABER.L NUS Corp. 3pp 
31013,238-31013.246. 

-8406130512 Informs that canceled mgl audit meeting re FSAR could be rescheduled 
for lata Sept, before Unit 1 outage SER input to SRP Sections 13 1,134 & 135,1 
should ba provided by 841 01 9, based on late Sept meeling 

RUSSELL.W.T Division of Human Factors Safety 84/06/06 NOVAK.TM Assislant 
Director for Licensing. Ip 31013 247-31013.247. 

-8408220120 Forwards request for add) info re draft SER Expediled response request 
ed re internally generaled missile protecllon & quality ol Instrumentation Indicating 
LOCA to reactor coolant pumps 

PARfl.OD. Auxiliary Systems Branch, 84/06/07, KNIGHTON, Q Licensing Branch 3 
2pp 31013 B48.31013'249, 

-6410260219 Forwards request (or addi Info re closure of Outstanding Issue 162 & clar- 
ification of pressurtzer pressure relief sys. 

SHERON.aW Reactor Systems Branch 84/10/23 KNIQHTON.G Licensing Branch 
3 3pp. 31013,275-31013.277 

-0411120125 Forwards request for addI fnfo re reliability ol RHR sys lo close SER 
Open Item 161. 

SHERON.B.W, Reactor Systems Branch. 84/11/01 KNIQHTON.G Licensing Branch 
3 2pp 31(H3;278-31013,i79. 

8506060434 Summary of 841002 meeting w/utll, Westinghouse & S&W in Belliesda.ND' 
re overall status of mechanical enginearing SER open items List of atlendeas A meal 
lug agenda end 

LEY.M. Llcanslng Branch 3, 86/06/20 Licensing Branch 3 7pp 307e5’|57- 
30795,163 

6506110398 Notiftea that upgradirrg of alf operafed pressurlzer PORVs to Garrett sate 
noifd operated valves will be Incorporated Into re^onse to FSAR Question 420 4, per 
840430 response to draft SER Oulstan^ng Issue 76. 

CAREY, J J. Duquesne Light Co. 85/06/04. KNIQHTON.G W. Licensing Branch 3. Ip 
3001711 76-308 17'1 76 

6506190114 Forwards final draft SER re application for OL,Requ 08 ls schedule for sub- 
mittal of addi Info responsive to open lssues.SER lo be released 30 days following 
receipt ol addi Info 

NOVAK.T U. Assislant Director lor Lfcsnslng. 65/06/06 CAREY.J J. Duquesne Light 
Co, 619pp. 3101S;201.31017'099. 


F, Security, medical, emergency & (Ire protecllon plans 

8S0A190117 Further resportse to FOIA request lhal all internal memos to Oiv of Licens- 
I — , M- I I~i~f — J -J“'‘ ecn ecn — -i — * questions or fO- 

• I ' ' I ■ R 

. 1 * . ti NUS Co/p. 3pP 
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-3410480221 Forwards request for addi info re post-fire safe shutdown 
capability .Quids nee re fire protection associated w/circuil review & allowable repairs 
to achieve cold shutdown also end W/o end 

PAHR.OD Auxiliary Systems Branch 84/10/12 KNIGHTON, GW Licensing Branch 
3 Ip 31013 260-3101 3 274 


85061003S3 Responds to NRC 850423 Itr ra violatons noted in Insp Rept 50-412/85- 
04Corroclive actions separation lor redundant Impulse lines, engineering & design 

g rocess & Instrument Installation Spec 2DVM 977 reviewed 
iAReY,JJ Duquesne Light Co 85/05/30 STAROSTECKI.R Region 1, Office of Di 
rector 5pp 307B9 290-30789 294 


-84 It 130251 Requests end request for addI Info re SPDS bo transmitted to applicant 
for response Reply requested within 60 days 

MOORE.V A Human Factors Engineering Branch 84/10/31 KNIGHTON, G Licensing 
Branchs 4pp. 31013 250-3101 3'25g 

-6506190130 Requests that similar Itr to end draft be sent to applicant re Issue 7 of 
emergency preparedness plan Several items require resolution before emergency plan 
acceptable 

MATTHEWS, D B. Emergency Preparedness Branch 84/05/11. KNIGHTON, G Licens- 
ing Branchs. 3pp 31013’244-31013’246 

8503210489 Responds lo 841211 request for NRR Input In response to Chairman Palla- 
dino 641207 memo re mgl of backfitting Steps taken to eliminate appeal at assistant 
Erector level & have evaluation done by div directors. 

DENTON.H R Office of Nuclear Roaclor Regulation, Director 05/03/1 1 DIRCKS,W J 
Offca of the Executive Director tor Operations 10pp. 29407.001-29487 017. 

8508050424 Summary of B50105 meeting w/ulil In Bethesda,MD re status of NRC 
review of applicant Reg Guide 1 97 Implementation rept. List of meeting attendees 
end 

LA20,L Licensing Branch 3 85/05/21 Licensing Branch 3. 5pp, 30742.012- 
30742 016 

8506030533 Draft Issue 6 to Rev 1 to emergency preparedness plan. W/85052B fir 
CAREY.JJ. Ouquesne Light Co 86/05/28, KNIQHTON,QW Licensing Branch 3 
2S1pp 30702.025-30702,275. 

8506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre- 
paredriBss for OL reviews Delays in schedule for Limerick & Shoreham for lull power 
operation remain due to offsite emergency preparedness issues 
DlRCKS,WJ OJfIce of the Executive Director for Operations 85/05/28 PALLADINO 
Commissioners 11pp. 30785 007-30786 017 

8506110285 Forwards revised discussion of lighting & communications originally provid- 
od In 850327 llr,in response to 8S0S13 requesl.Rev Includes discussion of normal 
power source reliability during tran8ient,lire or accident 

CAREV,J J, Ouquesne Light Co 85/06/04 KNIGHTON, G.W. Licensing Branch 3 4pp 
30807.101-30807,104 

8506210331 Forwards Safety Insp Repts 60 334/86-13 & 60-412/85-11 on 850513 
17 No vlolalion noted. 

MARTIN.! T. Region 1, OtOco of Director, 85/06/18 CAREY,J,J, Ouquesne Light Co 
2pp 31032 355-3 1033’003. 

-8506210332 Insp Repts 60-334/85-13 & 50-412/85-11 on 85051 3-1 7.No violation 
noted Major areas inspecled.operational radiological environ monitoring 
p(ogram,actlon on previous Items & program for QC of analytical measurements. 
STRUCKMEYER,R Region 1, Office of Direclor 06/06/13, 9pp 31033 001- 
31033 003 


K. Ullllty Final Safaty Analysis Rsport (FSAR) 8i amends 

8506140123 Forwards alfidavit certifying distribution of Amend 10 to FSAR par 
10CFR2 101 .Certification of Sves encl 

CAREY,JJ Ouquesne Light Co, 86/06/07 DENTON, H.R, Olllce of Nuclear Reactor 
Ragulation, Director. 3 pp 30693:189-30893,101. 


O. Inspection reports, IE Bulletins 8i correspondence 

850S130027 Suppl 1 to IE Info Notice 84-66, "Seal Table Leaks at PWRs " Sve list encl. 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response {Post 
©30103). 85/05/14 Consolidated Edison Co. of New YorR, Inc, f07pp 31044,005- 
31044:171, 

8508130038 Suppl 1 to IE Info Nolice 86 020, "Motor-Operated Valve Failures Due to 
Hammering Efiecl." Sve list encl. „ .n . 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/14. Consolldaled Edison Co. of New York, Inc, 107pp 31044-172- 
31044:278, 

8506086548 Ack receipt of 850422 Itr Informing NRC of steps taken to correct violations 
rraled in Insp Root 60 412/85-02 , i-, 

EBNETER,^D Region 1, Office of Director. 85/05/14. WCMDLEVER,E J, Ouquesne 
Ughl Co, 2pp. 3O767;364-30767,369, 

8505200590 IE Info Notice 85-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facllllles." Sve list encl „ , . « .o . 

JOflDAN.E,L. Division of Emergency Preparedness & Engineering Response (Post 

630103). 85/06/22, Consolidated Edison Co of New York, Ino. fOepp. 30837'268- 
30837:363. 

8505200600 E Info Notice 85 040, "Deficiencies In Equipment Qualification Testing & 

Coflificatlon Process." Sve llsl encl, . - , , □ 

JORDAN,E L. Division of Emergency Preparedness & Eh 9 lPp®flng Response (Post 

830103) 85/05/22. Consolidated Edison Co, of New York, inc, I06pp. 30848-1 66- 
30848:271. 

0505280181 IE Info Notice 86-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLO Elemenle." Svo list encl, ^ , d „„„ 

JOROAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/29, Consolidated Edison Co. of New York, Ino. i20pp. 30852'24S- 
30852 363. 

SE05280187 IE Info Notice 86-043, "Radiography Events at Power Reactors, " Sve llsl 

JOnDAN,E L, Division of Emergency Preparedness & Joplneerlng Response (Post 
830103). 86/OS/30, Consolidated Edison Co. of New York, Ino, i20pp, 30864.167- 
30884,287. 


8506060677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sya Used In Weslinghouse Designed Plants " Svo list encl 
JORDAN.E L Division of Emergency Proparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc f22pp 30865 001- 
30885 046 

6508100637 Forwards Insp Rept 50-412/85 07 on 8 503 18-2 9, notice of violation & sig- 
nificant observations re weaknesses noted In design & const program 
EBNETER.SD Region 1, Olfice of Director 85/06/07 CAREY, J.J. Ouquesne Light 
Co 2pp 30794 040-30794 113, 

-8506100647 Notice of violation from insp on 050318 29 
* Region 1, Olllce of Director 65/06/07 5pp 30794.042 30794 046 

“8508100649 Insp Rept 50 412/85 07 on 850318-29 Violation notod cables damaged in 
Cable Raceway 2TC138P & quality records not malnlalnod for calculations to support 
pulling of electrical cable 

ANDERSON, C , GRAY.H , PAOLINO.R. Region 1. Office of Director 65/05/31 67pp 
30794-047-30794 113. 


6506140562 Forwards SALP Rept 50 412/85 99 lor Apr 1984 • Mar 1985 Meeting to 
discuss assessment .Including organizational atructure relnsps & elecinoal 
concQrn8.scheduled for 850619 In Shippingport.PA 

MURLEY.T.E Region 1 , Office o1 Director 85/06/07 CAREY ,J.J Ouquesne Light Co 
2pp 30609-351-30900 034 

“8506140565 SALP Repl 50 412/85 99 for Apr 1984 - Mar 1985. 

* Region 1, Olfice of Director 85/06/07. 44pp 30099 353-30900 034 

9606060707 IE Info Notice 85 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svo list encl 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10 Consolidated Edison Co, of New York, Ino T24pp 31043 301- 
31044 064 


8506140240 IE Info Notice 85 047, "Potential Elloct of Una Induced Operation on Cer- 
tain Target Rook Solenoid Operated Valves." Sve llsl end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/06/18 Consolidated Edison Co of New York, Inc, 134pp 31260 157- 
31268 304. 


8506210331 Forwards Safety Insp Repts 50-334/85-13 & 60-412/65-11 on 850513- 
17 No violation noted, , . . , . . « 

MARTIN, T.T Region 1, Office of Director. 05/06/16 CAREY ,J,J. Duquesne Light Co, 
2pp 31032 355-31033 003 

-8506210332 Insp Repts 60 334/85-13 & 60-412/85 11 on 050513-17 No violation 
noted.MaJor areas Inspected operational jadiological envkon monitoring 
program.actlon on previous items & ' 

STRUCKMEYER.R, SHAN8AKY.M 
31032,257-31033.003 


program lor uu oi enaiyiicai measureniunis 
M. Region 1, Olllce of Director. 65/06/13 9pp 


8506250267 Responds to Generic Ur 85 02 re steam generator lube Integrity, Insp pro- 
gram lor detection of loose parts alter commoncement of Unit 2 operations will ba 
similar to Unit 1 program described In 860614 submlHd 

CAREY, J.J, Duquesne Light Co 85/06/18. THOMPSON, H,L Division of Licensing 
4pp. 31160 223-31100-226 

6506140636 IE Info Notice 85-048, "Respirator Users Notice- Defective Self Contained 
Breathing Apparatus Afr Cylinders " Sve list encl 

JORDAN.E L, Division of Emergency Proparedness & Engineering Response (Post 
830103). 05/06/19, Consolidated Edison Co of New YorR, Ino i23pp 31376 064- 
31376-183, 


R. Perlodio operating reports & related correepondence 


8506060536 Forwards monthly rept lor Apr 1985 ra status of offsite emergency pre- 
paredness for OL revlews.Dalays In schedule for Limerick & Shoreham for full power 

ope ration remain due lo oflslle emergency preparedness issuas, 

DIRCKS.WJ Office of the Executive Director lor Operations. 85/05/28 PALLADINO 
Commissioners. 1 1 pp. 30705,007-30786-01 7, 


8. Reportable occurrences, LERs & related correspondence 


8506040431 Part 21 repl ra realsiance temp detector (RTD) calibr anomalies in RTDs 
mfg by RdF Co.Safeqy margin assessments being performed lor operating plants lo 

evaluate potential effects on plant Tech Specs. 

RAHE.EP, Weslinghouse Eleclrio Corp 85/05/06, THOMAS.C.O. Division of Licens- 
ing 4pp 30709.090-30709 093 


8506130657 Amends 850523 Part 21 rept to Include Locllls Grade 242 as acceptable 
matl.lnlo Itr & Itr to util end , . 

CUMMINS, B,R, Henry Pratt Co. 85/05/30. KEPPLER.J.G, Region 3, Office of Director, 
Spp, 3089V099-30B91-106 


-8506130573 Part 21 rept re lack of Loctite on Pratt nuclear model valves w/Llmitorque 
op 9 rators,per Bechtel 050607 Hr & Deficiency Evaluation Rept 84-101.Acluators 
should be reinstalled In valves using Loctite Grades AV,271 & 277 
CUMMINS.B.R, Henry Pratt Co, 86/05/23, KEPPLER,J.G, Region 3, Ofltoe of Director. 
6pp. 30891:101-30891:106. 


S506 110104 Potential defldency repl re pssible component support interference.Full 
five degree angular rotation not available when rigid sway struts connaclad to faulty 
beam attachments. Cause & effects under fevlew.Next rept duo wk of 850624. 
MEIN.WO. Power Piping Co. (subs, of Harlan Electric Co.). 86/06/06. DIreclor's 
Office, Oflice of Inspection and Enforcement Ip. 30806:026-30806.029, 
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65061103^4 Supplemental Part 21 lepl re addi ctrculS breakers.furnisJied as sparoa.w/ 
ovarcurrent trip devices that may have short lime delay band lever Items re<iuira Jnsp 
& replacement If link found Incorrect 

KAISER, A, F- Brown Boverl Corp {subs of Brown Bovon & Co, ttd). 85/06/06 
DEYOUNG, RC Director’s Office, Office of inspection and Enforcement 3pp 
3081425030314252 

8606270099 Part 21 & Pofonttally Significant Deficiency Rept SDR 85 03 re environ 
Qualification of core exit thermocouple ws & potential errors Jn safety grade core exit 
Iherniocouple sys Initially reported on 650510, 

CAREY, J J Duquesne UghI Co- 65/06/ 10 MURLEV,T E Region 1, Office of Director. 
4pp 31252.076-31252 081. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A. ApplFcatlon/construclIon stage documenis & correspondence 

6312060236 Requests addi Info re Ice condenser containment bldg capabilities to with- 
stand reverse pressure dilferenllals developing after combustion of large quantifies of 
hydrogen 

BUTLER, wn Containment Systems Branch 83/11/21 ADENSAM.E. Lfcensing 
Branch 1 13pp 30889 232-30089 244. 

-8404050349 Recommends that facility OL Include Usled license conditions, based on 
continuing review Rationale for proposed license condilfon re hydrogen control meas- 
ures end 

HOUSTON, R.W Assistant Director for Reactor Safety 84/03/19 NOVAK.T Assistant 
Director lor Licensing 8pp 30889.245-30889,269 

-6405230483 Forwards SSER.SALP fnpul & addI lie ertse conditions re hydrogen control 
measures for degraded core accidents. Completion data for revised list of proposed 
Jicensa condition Is 641201 ralher than full power licensing dato 
HOUSTON, R.W. Assistant Dlraelor for Reactor Safety 84/05/16. NOVAK, T.M Assist 
ant Director for Licensing. 9pp 30889 270-30889’287. 

-6410020704 Forwards request lor addi info & proposed Ncense conditions re hydrogen 
control measures Target date for upgraded analyses should be extended to 841201 
HOUSTON.R W. Assistant Director for Reactor Safety 84709721 NOVAK, T.M Assisl- 
ant Director lor Lfcensing, 7pp 30880,288 30889 350 


F. Security, medical, emergency & fire protection plans 

8506040472 Forwards luslification lor not wrapping structural steel which supports pro- 
tected cables in auxiliary feedwater pump room area Addition of fire resistive mall to 
cable tray supports unnecessary- 

TUCKER.HS. Duka Power Co 85705731, DENTON.HR. Office of Nuclear Reactor 
Regulation, Director ADENSAM.E Q. Licensing Branch 4 Spp 30697 257-30697:261 

6506080453 Forwards NRC 850414 & 0528 Itrs accepting applicant 650316 response to 
license conditions & confirmatory items imposed by AS LB 840916 partial Inillal deci- 
sion re ennergency planning Conditions & Items satisfactorily completed. 

JOHNSON.QE Hearing Branch 4 #285 297. 85/06/03. ROSENTHAL.A S . 

MOORE,TS, WJLBER.HA Atomic Salety and Licensing Appeal Panel sipp 
30732-248-30732 268 

8508140187 Informs that remaining Items (other than Item 2] In Condition 2C(23] of OL 
met & two confirmatory Items satisfactorily completed,p6r FEMA analysis of revs to 
Stale of SC emergency plan & emergency planning Info brochure 
NOVAK, T.M. Assfstant Director for licensing 65706/03. TUCKER.HB. Duke Power 
Co Spp. 30907:1 22-30907:1 24, 

6500180359 Advises that emerg^eni^ planning zone warning signs 8 decals distribution 
completed on 860605,per util 850318 comniltment & NRC 850514 approval. 
TUCKER,H 0 Duke Power Co. 85706/12 DENTON, H R. Of lice of Nuclear Reactor 
Rggutalfon, Director. ADENSAM.E G. Licensing Branch 4. tp 30076‘313-3097e313 

8506260410 Summary of 650514-15 m eatings & site visit w/util in North Carolina re 
audit of SPDS List of attendees & viewgraphs end 

JABBOUR,K,N Licensing Branch 4. 85/06/13 Licensing Branch 4. lOOpp, 
31226.283 31227'117. 


G. Adjudicatory correspondence 

6606030437 NRC views On whether notice of proposal to use facility to store Oconee & 
McGuire spent fuel required or discretfonaiy. Certificate of Sve end 
JOHNSONiQ E. Hearing Branch 4. #285 221. 65/05/20. Atomic Safety and Licensing 
Appeal Panel 20pp. 30670; 136 30676 165, 

8606030480 Memorandum respondirtg to Palmetto Alllance/Carollna Environ Study 
Group & ataff 65051 7 memoranda asserting that FR notice not reasonably calculated 
to inform of requests re spent iual Certitrcale of Svo end. 

MCGARRY.JM. Duke Power Co. MCQARRY,J,M. Bishop, Liberman, Cook, Parceil & 
Reynolds, #285 204. 85/05729 Atomic Safety and Licensing Appeal Panel. 26pp. 
30676'256-3067S;28D 

8506040868 Order allowing applicant to file & serve response to NRC 650529 assertion 
re storage of spent fuel generated al another faclllly constituting use of commercial 
utilization facility no later man 6S0607.Servect on 850604. 

SHOEMAKER, CJ. Atomic Safety and Llcanslhg Appeal Panel. #285 269 85/06/03, 
Duke Power Co. 2pp. 3070fl;047-3070a;048. 

8506060453 Forwards NRC 850414 & 0528 lira accepting applicant 850318 response to 
license conditions & conffririBlorY Items imposed by ASLB 840916 partial Initial deci- 
sion re emergency planningiCondltlons & items ealisfaclorily completed. 
JOHNSON.QE, hearing Branch 4 #285 297. 85/68/03. ROSENTHAL.A.S , 

MOORE,T.S., WILGER.R.A Atomic Safely end Licensing Appeal Panel. 61pp. 
90732:246.30732'2S8. 

6606060425 Forwards Director's Decision DD-85-00 granting & denying In part, 840627 
request for action to institute proceeding to modify, suspertd or revoke CP on basis of 
violation of App B to 10CFR60 & Intimidation A harrassrrtenl of QC Inspectors 
TAYLOR,J.M Director's Office, Offica of Inspeclion and Enlorcamenl. #286 296, 85/ 
06/04, GUILD, R, Guild, fl. 2pp. 30732.119-30732,204, 


-8505060432 Director's Decision DD 65-09 granting & denying in part, Palmollo Alii 
ance 840S27 request to modify, suspend or revoke CP OL issued ior Unit 1 
TAYLOR.JM Director's OKice, Office of Inspection and Enlorcemenl 85/06/04 
24pp 30732121-30732 145 

-6506060436 Notice of issuance of Director's Decision DD 85 09 granting & denying In 
part, Palmetto Alliance petition under 10CFR2 206 tor imposition o( civil penalties 
TAYLOR,J-M Director s Office, Office of Inspection ana Enforcement 85/06/04 Spp 
30732.146 30732 204 

8506110479 Forwards Director’s Decision DD 85 09 issued on 650604. Decision ad 
dresses Palmetto Alliance & GAP request lor enforcement action under 10CFR2206 
against util re allegations of harassment & Intimidation of employees 
JOHNSON, G.E Hearing Branch 4 #285 356 85/06/06 ROSENTHAL.A S 
MOORE.T S , WILBER.H A Atomic Safety and Licensing Appeal Panel 3ep 
30816214-30816243 

8506110406 Responds to AS LAB 850603 order requesting response to NRC 850529 
filing re whether notice ol proposal to use Catawba to store Oconee S McGuire sponl 
fuel discretionary or required Certificate of Sve end 

MCGARHY.J M Duke Power Co, MCGARRY.J M Bishop, Liberman, Cook, Purcell 4 
Reynolds #285 384 85/06/07, Atomic Safety and Licensing Appeal Panel t7pp 
30817128 30817 144 

8506140219 Order scheduling supplemental oral argument on pending appeals on 
850628 in Bothosda.MD re public notice Of hearing concerning use of facility for re- 
ceipt & storage ol spent fuel from Oconee & McGuire Served on 850613 
SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #285 417 85/06/13 
Ofliee of the Executive Legal Director Spp 30096 107-30896:109 

8506170088 Notfee of supplemental oral argument on pending appeals on 650026 In 
Bethesda.WD Served on 850613 

SHOEMAKER.CJ Atomic Safely and Licensing Appeal Panel #205 448 85/06/13 
Ip, 30953 334-30953 334 

8506190300 Order advising that counsel be familiar w/contont of Commission requesi 
lor public comment on decision to exorcise discretionary Price- Anderson Act autiionly 
to ''extend govt Indemnify to spent Served on 850618. 

SHOEMAKER.C Atomic Safety and Licensing Appeal Panel. #285 489 85/08/17 
Office of the Executive Legal Director 2pp 30996.050-30996 051 

3506240713 Advises that NRC 850828 oral argument will be presented by GE 
Johnson, per ASLAB 850613 order, Related correspondence 
JOHNSON.GE, Hearlna Branch 4 #285 547. 05/06/20 ROSENTHAL.AS, 
WILBER.H A , MOORE, T.S Atomic Safety end Licensing Appeal Panel, tp 
31161:307-31161:307, 

6506270550 Order extending lime unlit 850709 ior Commission to act to review Dlroc 
tor’s Decision DO 85-9 

CHILK.S J Office ol the Secretary ol the Commission. #285 566, 05/06/24 Comrais 
sioners ip 31238 356-31238-356. 


J. Insurance & Indemnity Intormailon 

6506100601 Forwards Endorsements 82,17,76 & 76,104,38 & 19 & 20 to NELIA Policies 
NF-220,NF-269,NF-230,NF-164,NF252 & NF-281 & Endorsements 70,9,60 & 
61,02,20 8 12 & 13 to MAELU Potidos MF-73,MF-116,MF-00,MF-44,MF-100 & WF- 
112,raap6c1woly. 

HOGGE.S D. Marsh & McLennan, Inc. 85/05/28 OINITZ.I. Assistant Director for Slala 
& Licensee Relations, 17pp 30793 312-30793:328. 

3506110169 Submits required Info demonstrating that util maintains financial protection 
per 10CFR140,21 Info lor Catawba will bo submitted by 850701. 

TUCKER, H 0 Duke Power Co. 65/06/03 DENTON, H R. Ollice of Nuclear floaolOf 
Regulation, Director, Ip 30008056-30808,058 


P. Operating license stage documente & correspondence 

6506120050 Final response to FOIA request lor records re Commission decision fa hold 
841210 meeting to consider proposed hydrogen control rule Forwards App C 
clocuments App □ documents available In PDR. 

FELT ON, J M. Division of Rules and Records 05/02/14, BELL.N Nuclear Infoimalion 
a Resource Service 3pp. 30889,227-30869.287. 

B5061S0209 Further response to FOIA request for six categories ol documents rs 
Charleston earthquake of 1666 & seismic design for Voglle Nuclear Power Plant App 
B documents forwarded & available In PDR.Review continuing 
FELTON.J M, Division of Rules end Records. 86/02/26. BELL.N, Nuclear Information 
& Resource Service 3pp. 30958.1 08-3og58'243. 

-8506150231 Requests assistance In site geologlo evaluation of Voglle & Catewbn 
sites Schedule for input dates listed. Requests AEG 730388 Itr & schedule delos be 
disregarded 

QAMWILL.W.P. Atomic Energy Commission, Deputy Director for Technical Review 
(Pre.1976) 73/03/12. HOUSER, F.N Interior, Dept, of, Geological Survey. 2pp 
30958 20^30956-203 

BS08130401 Responds to 640927 Itr re Issues supporting request that NRC take en 
lorcemeni action against utlLReglon II handling of Issue defended.Olrector's decision 
re Guild 840627 request and Wro end. 

TAYLOR, J.M, Director’s Office, Office of Inspection and Enforcament. 86/00/04 
GARDE,B.P. Government Accountability Projact, 2pp 30066-074-30865:076 

6608130462 Director’s Decision DD05-9 granting & den^ng in part Palmelto Alliance 
request for mod, suspension or revocation of CPa for facfiTtles due to harrassment & 
intimidation of QC inspectors. 

TAYLOR.JM. Director’s Office, Office of Inspection and Enforcament, 66/00/04, 
25pp. 30901:130-30901:154, 

65O614016S Forwards raquest for addi Info re Generic Ltr 83-26Jtems 4,1,4 2 1 & 4.2.2 
addressing reactor trfp ays reliability. Including periodic maint A trer^ding aspects o( 
preventative maint program Info needed within 60 days 

ADENSAM.E, Licensing Branch 4. 85/06/04. TUCKER, H.B. Duke Power Co. 7pp, 
30907:116-30907;121, 
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^54637027 1 Forwards DPC-NF-2010A, "Nuclear Physics Methodology lor Reload 
Design" Enel approved ropl Incorporates Standardization & Spectal Projects Branch 
650313 SER 

TUCKER, H e Duke Power Co. 85/06/14 DENTON, H R , THOMAS.C 0 Office of Nu- 
clear Reactor Regulation, Director, 2pp 31233,141-31234 116 

—8505270279 "Nuefear Physics Methodology for Reload Design ’’ 

FLORES, L H, JEFFRIES.WG, RANDLK,J H Duke Power Co DPC-NF-2010A 85/ 
06/30 334pp, 31233‘143-31234,116 

45052 100B2 Notifies that response to Generic Ltr 85 02 re steam generator lube integri- 
ty 8 tube rupture mitigation in preparation. Requests addi 30 days to provide fully de- 
veloped response lor each station Response due by 850717 
TUCKER, HB. Duke Power Co 85/06/17. THOMPSON.H.L. Division of Licensing 
2pp 31024 354 31024 355, 

0506250113 Forwards tabular summary of key results (rom regional survey of plant-spe- 
cific info re potential for uncontrollea radiation exposures in PWfl cavities.per JG Part- 
lew 650315 requesl No further generic action needed. 

TAYLOR, J M Director’s Office, Office of Inspection and Enforcement 85/06/18 
MURLEY.T E Region 1, Office of Director 9pp 31211.322-3121 1*330 

0506270618 Forwards response to NRC 850604 request for addI info re Generic Ltr 83- 
28.1lQms 4 2 1 & 4 2 2 concerning reactor trip sys reliability & trending aspects of pre 
ventwa maint program lor raaclor trip breakers W/o end, 

TUCKER.H B Duke Power Co 85^6/21 DENTON.H R Office of Nuclear Reactor 
Regulation, Director ADENSAM.E.G Licensing Branch 4. 2pp 31238 361-31238*362 

8506280047 Provides results of Wyle Lab seismic test program Weslinghouso reactor 
protection sys cabinets mounted w/Duke- supplied electrical isolation sys seismically 
quafiiiBd 

TUCKER. H B. Duke Power Co 65/06/24 DENTON, H R Office of Nuclear Reactor 
negiifatlon, Director. ADENSAM.E.G Licensing Branch 4 3pp 31266 345-31256 347 


Q Inspaclfon reports, iE Bulletins & correspondence 

85062 10D22 Responds to violations noted In Insp Repl 50 413/85 05, Corrective 
actions instrument & electrical personnel Instructed to make copies of all data sheets 
cwjfainJno '‘oui~ol-to)GrS(ice'' )nalruwonls 

TUCKER.H B Duke Power Co 85/04/23 GRACE.J N, Region 2, Office of Director 
3pp 31056 092-31 056 094. 

8505130627 Supp1 1 to IE Info Notice 84-56, "Seal Table Leaks at PWRs " Sve list one) 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14, Consolidated Edison Co of New York. Inc, i07pp 31044*065- 
31044 171 

8505130038 SuppI 1 to lE Info Notice 85-020, "Motor- Operated Valve Failures Due to 
Hammering Eilect." Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
83010^ 85/05/14 Consolidated Edison Co of Now York, Inc T07pp, 31044172- 
31044 278 

B5O520O59O IE Info Notice 85-039, "Auditability of Electrical Equipment QuBlificalion 
Records at Licensees Facilities," Sve list and, 

JOROAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co, of New York, Inc. 106pp 30837 258- 
30a37;a63. 

8505200800 IE Info Notice 85 040, "Deficiencies In Equipment Qualification Testing & 
Certification Process." Sve list end 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Post 
830103) 35/05/22 Consolidated Edison Co of Now York, Inc, loepp 30848,166- 
30040 271. 

6505280181 IE Info Notice 85-042, "Loose Phosphor In Panasonic 800 Senes Badge 
TLO Elements " Sve list end. 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
6301 03) 65/05/29. Consolidated Edison Co. ol New York, Inc. f20pp. 30852 245 
30352:363 

8505260187 IE Info Notice 86-043, "Radiography Events at Power Reactors " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
330103). 65/05/30. Consolidated Edison Co of New York, Inc 120pp 30864*167- 
30864*207 


8506060707 IE Info Notice 05 046, "Clarification of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Sve fist end 
JORDAN, E L Division of Emergoncy Preparedness 6 Engineering Response (Post 
830103). 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043-301- 
31044 064 

6506140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Sol enoid-Ope rated Valves '' Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/18 Consolidated Edison Co ol New York, Inc i34pp 31268157- 
31268 304. 

6506140636 IE Info Notice 65 046, "Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders " Sve list end 

J0RDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/13, Consolidated Edison Co of New York, Inc. 123pp 31376 064- 
31376183 


R Periodic operating reports & related correspondence 


6506240021 Monthly operating rept far May 1985 W/850614 ltr. 

REAVIS.J,A . TUCKER.H B Duke Power Co 85/05/31. 4pp 31203.357-31203 360, 


S. Reportable occurrences, LERs & related correspondence 


8504120314 Fonvards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV-12.0SRV-16 & DSRV-20 Diesel Engines " 

LAITY, WW Baltetle Memorial Institute, Pacllic Northwest Laboratories. FIN B-2963 
65/04/04 BERLINGER.C, Division ol Licensing Ip 23767*001 -26787*01 7 

-8504120317 "Review of Engine Base & Bearing Caps lor TOI DSRV-12, OSRV-16 & 
DSRV-20 Diesel Engines" 

LAITY ,WW. Ballelle Memorial Institute, Pacific Northwest Laboratories FIN B 2963 
PNL-5200-12 85/03/26. Division of Licensing 14pp 29787,002-29787 017 

8606040431 Part 21 rept re resistance temp detector (RTD) callbr anomalies In RTDs 
mfg by RdF Co Safety margin assessments being performed (or operating plants to 
evaluate polenlial effects on plant Tech Specs. 

RAHE,EP Westlnghouse Elecinc Corp 65/05/06. THOMAS.C 0 Division of Licens- 
ing 4pp. 30709 090-30709.093, 

8505300129 Board Nolificalion 35 05 6. describes 050419 & SO sys overpressurlzallon 
events during initial hydrostatic testing preparation of Unit 2 RCS Events raise Issues 
not within scope of QA contention In OL proceeding, 

THOMPSON, H L. Division of Licensing, 85/05/21 Atomic Safely and Licensing 
Appeal Panel, 4pp 30837,071-30837*074 

8508070691 LER 65 02Q-00'on 850422, both RHR trains inoperable & RCS draining 
began while Train A inoperable due to maint. Caused by personnel error Centrlfugm 
charging pump A started to restore PCS sys revel.W/650S22 Ifr. 

OUELLETTE, R W., TUCKER.H, B Duke Power Co 65/05/22. 0pp, 30795*169- 

30795.166 

8506040698 LER 85 029-00, on 850423,do(ormlnod that end stringer clearance In vital 
instrumentation & control power sys exceeded limits .Caused by Incorrect mfg Installa- 
tion drawings Styrofoam spacers ln3lalled.W/650523 Hr. 

OUELLETTE.RW,, TUCKER,H,B, Duke Power Co 05/05/23 3pp. 30708 232- 

30708,234 

8506170278 "Review o( Emergency Diesel Generator Engine & Auxiliary Medule Wiring 
& Terminations," technical evaluation rept. 

LAITY,W.W, Ballelle Memorial Institute, Pacific Northwest Laboratories FIN B-2962 
PNL-5200-3. 85/05/31, Division of Licensing 21pp 30061; 130-30981:1 60. 

8506170586 LER 84-032 01. on a41219.ssven Inoperable fire barrier penetrations 
discovered Caused by failure to lotlow procedures during caelo pulling 
activilles.Panetratlons reseated, Personnel will be retrained W/850603 ||r, 
OUELLETTE,R.W , TUCKER.H, B. Duka Power Co. 05/06/03 4pp. 30972:127- 

30972:130. 


6505260165 IE Into Notice 86-044, "Emergoncy Communication Sys Monthly Teal" Sve 
list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830t03>. 85/05/30 Consolidated Edison Co. of New York, Inc, 121pp. 30864.045- 
30864-1 66. 


6506110237 PNO-II-B6 057'on Bsoeoe.durlng routine patrol.breach of plant vital area 
discovered .Security panel In vent duct adjacent to lire door bent back.Securlty olllcer 
posted at barrier No abnormal conditions found In vital area. 

TOBIN, W,J, DANCE, KC Region 2, OfKce of Director 65/06/07. 2pp. 30807*009- 
30807:010 


6608276761 Forwards Insp Repts 60 413/65-16 & 50-414/85-12 on 850408-0503 a 
notice of vlolallon. 

WALKEH.R,D Region 2, Office ol Director. 85/05/30 TUCKER.H B Duke Power Co, 
2pp 31248*323 31246.334. 

-8508270758 Notice of violation from insp on 850408-0503 
• Region 2, Ofllcoof Director, 85/05/30 2pp. 31248:326-31248*326. 

-8508270776 Insp Repts 60 413/06-16 a 60-414/86-12 on 650408-0503. Violations 
noted procedure Inadequate a not followed resulting In overprossurizatlon of portions 
of RHR & chemical a vol control sys. 

MATHIS.J,L,, SCHNEBLI.Q A., THOMAS, M Region 2, Office of Director. 85/05/21. 
8pp. 31240:327-31248*334. 

8506110322 Forwards request (or relief from InservIce insp requirements of Section XI 
at 1960 Edition of ASME Boiler a Pressure Vessel Code re plant boron recycle sys 
TUCKEfl.H.B, Duke Power Co, 65/06/03, DENTON, H.R. Office of Nuclear Reactor 
Raoulatlon, Director. STOL2,J.F. Operating Reactors Branch 4. 8pp. 30808 210- 
30806:217, 


8506170571 LER 65 030-00’on 650509,nuclear sve water sys automatically aligned to 
standby nuclear sve water pond & all idle sys pumps started due to false lolo level 
signal in^s pumphouse pit B.Caused by loss of voltage,W/850607 ltr, 

OUELLETTE, R.W., TUCKER, H.B. Duke Power Co 85/06/07 6pp, 30072.121- 
30972*126 

6506210436 LER 85-031 -00 10 n 650511, nuclear sve water sys automatically swapped lo 
standby nuclear eve water pond & all Idle pumps alarledCaused by false lolo level 
signals Ir^urnphousa pit B Affected valves realigned W/8 50610 ltr. 
OUELLETTE,R,W„ TUCKER,HB. Duke Power Co. 85/06/11, 6pp, 31055:167- 
31055.171. 


8506240019 LER 85-032-OO.on 85051 2, nuclear sve water sys (RN) aulomallcally 
swapped lo standby nuclear avc water pond & Idle RN pumps started due to false to- 
lo level signal In RN pumphouse pit B.Caused by personnel error.W/B50612 ltr, 
OUELLETtE,R.W., TUCKER.H.B. Duke Power Co. 85/06/12, 6pp, 31204:021- 
31204:026, 


8506080677 IE Info Notice 85-045, "Potential Seismic Interaction Involving Movable In- 
Cora Flux Map^ng Sys Used In Westlnghouse Designed Plants " Sve list end. 
JORDAN, E L. DfvTslon of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/06. Consolidated Edison Co. of New York, Inc. 122pp. 30065*001- 
80885,046. 


8506840030 LER 85-033 00:on 850513 & 14, steam generator ht-hi & lo-lo signals 
(nItialed.raspecirvoly.HI-hl signal caused by personnel error.Cause of lo-lo Mna! 
unknown.CF isolation signal reset & lo-lo signal cleared. W/B5061 3 ltr. 

OUELLETTE, R.W , TUCKER.H B Duke Power Co. 85/06/13. 6pp. 31204:249- 
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8506250255 LER 85 034-00 on 8S0S1 S.dJesel ge/i orators 1A & 16 experienced invalid 
automatic start tollowing detection of undervoltage condition on essential 
switchgear Caused by transmission sys disturbance VV/8&06I4 Hr 
OU£LLETTE,RW, TUCKER. H 8 Duke Power Co 85/06/14 4pp 31204 288- 
31204 291 

8506240517 Part 2t rept re potential separation of aluminum narnsplata from Hevi Duty 
Type saw or SZO transformers In Nelson electric Class 1,035 volt motor contfol 
ctrSiW/potential short circuit JnHfally reported on 850618 

LAUGHLIN.J R Nelson Electric Co 65/06/10 Director’s Olfice, Office of Inspection 
and Enforcement 3pp 31082 1 03-3 1062 105 


docket 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Appll cal Ion /construct Ion stage document a A correspondence 

8506120050 Pinal response to POIA request for records re Commission decision to hold 
841210 meeting lo consider proposed hydrogen control rule Forwards App C 
documents App D documents available in PDR. 

FELTON, J M Division ol Rufesand Records 85/02/14 BELL,N Nuclear Information 
& Resource Service 3pp 30869827-30889 287 

-8312060236 Requests addi Info re ice condenser containment bldg capabilities to with- 
stand reveisa pressure differentials developing after combustion of large quantillos of 
hydifogeft 

BUTLER, WR Containment Systems Brancb. 83/11/21 AOENSAM,E Ucensing 
Branch 1. 13pp 30660 232 30883 244. 

-8405230463 Forwards SSER.SALP Input & addI license conditions re hydrogen control 
measures for degraded core accidents Completion date for revised list ot proposed 
license condition Is 841201 rather than full power licensing date 
HOUSTON,RW Assistant Director for Reactor Safely 84/06/16 NOVAK,T.M Assisi- 
ant Director for Licensing 3pp 30663 270-30869 287 

8606160209 Further response lo FOIA request for six categones ol documents re 
Charleston earthquake of 1086 S seismic design lor Vogde Nuclear Power Plant App 
B documents forwarded & available in POR flevlow continuing 
FELTON.J.M Division of Rules and Records 06/02/28. BECL.N Nuclear Inlormation 
A Resource Service. 3pp. 3095 B 188-30958 243. 

-8506150231 Requests assistance In site goofogic evaluation of Vogtie & Catawba 
sites Schedule for Input dates listed Requests AEC 7303OS Hr & schedule dates be 
disregarded 

QAMMILL,W.P- Atomic Energy Commission, Deputy Director lor Technical Review 
lPfe-1976). 73/03/12. HOUSER, FN. Inferior, Dept of, Geological Survey 2pp 
d0958-202-30358203 

8506130401 Responds to 840927 fir re Issues supporting request that NRC lake an 
loroemenl action against ullI.Reglon II handling of Issue defended Director's decision 
re Guild 840687 request end W/0 end 

TAYLOR, d.M Director’s Office. Office of Inspection and Enforcement 8S/06/'04 
GARDE, SP Government Accountability Project 2pp 30S65 074 3 0S65075. 

8506130462 olfector’s Decision DDB5 9 granting & denying fn part Palmetto AJIlance 
request tor mod,suspens)on or revocation of dps lor facilities due lo harrassmenl & 
(nlimldalfon of QC inspectors. 

TAYLORiJM, Director's Office, Office ol Inspection anid Enforcement. 65/08/04 
25pp. 30001 .180 30901 .154 

8506140165 Forwards request tor addi Into ra Generic Ur 83-28.l1effls 4.1,4 2.1 & 4.22 
addressing reactor Inp sys reliability, Inoludmg poriedic malnt & tranrJing aspects of 
erevenlailva malnt program Into needed within 60 days 

ADENSAM,E Licensing Branch 4. 85/09/04. TUCKER.H B. Duke Power Co. 7pp. 
309O7rt 15 30907.121. 

8606270271 Forwards DPC-NF-Z010A, “Nuclear Physics Melhodolqgy for Raload 
Design." End approved rept incorporates Slandardization & Special Projects Branch 
850313 SER 

TUCKERKB Duke Power Co. 85/06/14. DENTON, H.fl. Olllce of Nuclear Reactor 
Rogulailon, Director. 2pp, 31 233' 14 1-31234.1 16 

-8S06270279 "Nuclear Physics Methodology for Reload Design." 

FLORES, BORTZ,D B , CLARK, R.H Duke Power CO OPC NF 2010A. 86/06/39. 
f76pp, 31 233'1 43 31234.116 

8606210062 Notifies that response to Generic LIr 85 02 le steam generator lube Intagil- 
ly & tube rupture mitigation In preparation Requests add! 30 days to provide tolly de- 
veloped response tor each station Response due by 859717 
TUCKER.H B. Duke Power Co 85/06/17. THOMPSON,H.L DMsfort of Licensing. 
Zpp. 31024.364-31024 355. 

6596250113 Forwards tabular summary of key results Irom regional survey ol plant-spo- 
clllo info re polential for unconlrolled radiation exposures in PWR cavilies.pef JG Part- 
low 85031 5 requeaLNo further generic action needed. 

TAYLOfl,JM. ureclor'8 Olfice, Office of Inspection and Enforcement. 85/08/18. 
MUflLEY,T.E Region 1, Office of Director. 9pp, 31211:322-31211:330 

8506270618 Forwards response lo NRC 850604 request lor addi Info re Generic LIr 63- 
28, Items 4 2.1 A 4.2 2 concerning reactor trfp sys reliability & irending aspects ol pra- 
ventive malnt program tor reector trip bf8akers,W/o encl. 

TUCKER.HB. Duke Power Co. fiS/OS/Zf. DENTON.H R. Oflice of Nuclear Reactor 
Regulation, Director. ADENSAM,E.G, Licensing Branch 4. 2pp. 31238:391-31238 362 

8506280047 Provides results of Wyla Lab seismic test program. Westinghouse reactor 
pfolecllon sys cablneis mounted w/Duke- supplied eJoolwal Isolation sys selsmically 
qualilisd. 

TUCKER.H.B. Duke Power Co. 85/06/24. DENTON.Kfi, Office of Nuclear Reactor 
Regulation, Director. AOENSAM.E G. Ucensing Branch 4. 3pp 31269;94S-31256.347. 


F. Security, rnedicat, atnersenoy A fira protection plans 

8506040472 Forwards justification lor not wrapping structural steel which supports pro- 
tected cables In auxiliary feedwater pump room area Addition, of fire resistive mall to 
cable tray supports unnecessary 

TUCKER.H.B, Duke Powar Co. 86/05/31. DENroN,H.n. Olfice ol Nuclear Reactor 
Regulation, Director ADENSAM.E.Q. Licensing Branch 4. 6pp, 30697:267-30697 29f 


0506060453 Forwards NRC 850414 & 0528 lire accepting applicant 850318 response to 
license conditions & confirmatory Hems Imposed by ASLB 840916 partial Initialdeci- 
slon re emergency planning Conditions & Herns satisfactorily completed 
JOHNSON.GE Hearing Branch 4 #285 297 05/06/03 ROSENTHAL, AS Atomic 
Safety and Licensing Appeal Panel Stpp 30732 246 30732 296 

8506140157 Informs that remaining items (other than Item 2) In Condition 2C(23}olOL 
met A two confirmatory items satislactorily completGd,per FEMA analysis ol revs to 
Slate ot SC emergency plan & emergency planning info brochure 
NOVAK, T M Assistant Director for licensing 85/06/03 TUCKER.H B Duke Ppner 
Co 3pp 30907 122 30807 124 

8506160369 Advises that emergency ptanmng zone warning signs & docals distnbuton 
completed on 850605, per ulil 850318 commltmeol & NRC 850514 approval 
TUCKER.H 8- Duke Power Co 65/06/12. DENTON.H R Office of Nuclear ftsscloi 
Regulation, Oifoctor AOENSAM.E G Lfconsing Branch 4 Ip 30978 313-30976313 

8508280410 Summary of 850514-15 meetings & site visit w/ulil in North Carolina re 
audit of SPOS List of attendees & viewgraphs encl 

JABBOUR.KN Licensing Branch 4 85/06/13. Licensing Branch 4 tSOpp 
31226:283-31227 117 


Q. Adjudicatory correspondence 


8508030437 NRC views on whether notice of proposal to use facility to store Oconee 4 
McGuire spent lusi required or discreilanaty Certificate of Sve end 
JOHNSON, Q E Hearing Branch 4 #285 221 85/05/29 Atomic Safely and Licensing 
Appeal Panel 20pp 30676 136 30876.155 

8506030460 Memorandum responding lo Palmetto Alllance/Carolina Environ Study 
Group & staff B505I7 memoranda asserting that FR notice not reasonably calculatsd 
|o Inform ol requests re spent fuel Certificate ot Sve encl 
MCGARRY,J M, Duke Power Co MCGARRY.J M Bishop, Liberman, Cook, Purcell S 
Reynolds #285 204 65/05/29 Atomic Safety and Licensing Appeal Panel ZSpe 
30675 256 30975 280 

8506040663 Order ailowing applicant to file & seive response to NRC 8S0529 esserkxi 
re storage of spent fuel generated at another facility constituting use of commeiciat 
uliiizallon facility no later than 650607 Senred on 850604 
SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #295 269 65/06/03 
Duke Power Co 2pp. 30708 047-30708 048 

8606060453 Forwards NRC 850414 & 0528 lirs accepting applicant 850318 response 1* 
license conditions A conlirmaloiy items Imposed by ASLB 840910 partial initial dod 
Sion re emergency planning Conditions A Items satisfactorily completed 
JOHNSON.GE. Hearing Branch 4 #205 207 05/06/03 ROSENTHAL, AS, 
MOORE.TS, WILBER.RA Atomic Safety and Licensing Appeal Panel Sipp 
30732 246.30732298 

8606060425 Foiwards Director’s Decision 00*85 09 granting & denying li> part, 840627 
request for action lo Institute proceeding to modity.suspend or revoke CP on ba:si$ ol 
vlofation ol App B to lOCFnSO A intimidation A harrassmonf ot QC inspeclofs 
TAYLOR, J.M Director's Office, Olfice of Inspecllon and Enforcement #265 299 85/ 
06/04 QUILD.R Guild, R. 2pp. 30732 110 36732 204. 

-8606060432 DireoloYs Decision DD 85-09 granting & denying In part. Palmetto ABi- 
apes 840627 request to modify.suspand or revoke CP OL Issued for Unit 1. 

TAYLOR, J.M Director’s Office, Office of Inspection and Enlorcomenl 85/09/81 
24pp 30732 121-30732'145. 

-8606060438 NoliCB ol Issuance of Director's Decision DO 65 00 granting A denying In 
PBrt,Palmetto Alliance petition under tOCFR2 206 tor Imposition of civil penailies 
tAYLOR,J M. Director 3 Office, Olfice ol Inspection ana Enforcement 85/08/04 Zpp 
30732:1 46-30732'204. 

860611047# Forwards Diraotor's Decision DD96 09 issued on 850604 Decision ad- 
dresses Palmetto Alliance A GAP request tor enforcement action under IOCFB22O0 
against util re eitogatfons of harassment A Inllmidalfon of employaos 
JOHNSON.GE Hearing Branch 4. #286 366, 86/06/06. ROSENTHAL.AS. 
MOORE, T.S., WILBER, R.A Atomic Salety and Licensing Appeal Panel Opp 
30316,214-30816.243. 

8500110406 Responds to ASLAB 050803 order requesting response lo NRC 850525 
fifing re whether notice of proposal to use Catawba to store Oconee & McGuira spen! 
fuel discreilonaiy or required CertlflcBle of Sve encl. 

MCQARRY,J.M. Duke Power Co MCGARRY.J M. Bishop, Liberman, Cook, PorcoHA 
Reynolds, #265 364, 85/06/07, Atomic Safety and Licensing Appeal Panel 17pp 
3O317'120 30917.144. 

8569140210 Order scheduling supplemental oral argument on pending appeals on 
850628 In Bethasda.MD re pubilo notice of hearing concerning use of facility for re 
celpt & storage ol spent fuel from Oconee A McGuire Served on 650813 
SHOEMAKER.C. J. Alomlo Safety and Licensing Appeal Panel #285 417 85/06/13 
Office of the Executive Legal Director. 3pp, 30B96.107-90896.109 

8606170088 Notice of supplemental oral argument on pending appeals or» 850628 In 
Belhesda.MO.SePred on 650613 

SHOEMAKER, CJ Atomic Safely and Ucensing Appeal Panel. #205 448, 85/06/f3 
Ip. 30953'334-30953'334 

8606160300 Order advising that counsel bo familiar w/content of Commission request 
for public comment on decision to exercise discretionary Price -Anderson Act aulhwity 
to ''extend govt indemnity to spent,.,,'' Senied on 650618 
SHOEMAKER.C, Atomic Safely and Licensing Appeal Pane) #285 489, 85/06/17 
Office ol the Executive Legal Director. 2pp 30896.0S0-309ge 061. 

8598240713 Advises that NRC 850628 oral argument will be presented by G£ 
Johnson,per ASLAB 850613 order, Related correspondence. 

JOHNSON, Q.E. Hearing Branch 4, #285 647. 65/06/20, ROSENTHAL,A.S. 
WIL8Efl,H.A, MOOREJS Atomic Safety and Licensing Appeal Panel 1p 
31 1«1;307-31 161.307. 
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&50627€550 Order extending lime until B50709 for Commission to act to review Direc- 
tor’s Decision DD-85-9 

CHILK,Sd Office of the Secretary of the Commission #285 566 85/06/24 Commis- 
sioners Ip 3123B 356-31238 356 


J. Insurance & Indemnity information 

6566100601 Forwards Endorsements 82,17,75 & 76,104,38 & 19 & 20 to NELIA Policies 
«F-220.WF269,NF.230,Nr-164,NF-252 8. NF-281 & Endorsements 70,9,60 & 
61,82,20 & 12 & 13 to MAELU Policies MF.73,MF.116,MF-90,MF 44,MF-108 & MF- 
112, respectively 

HOQGCs.D Marsh & McLennan, Inc. 85/05/28 DINITZ,! Assistant Director for State 
& Licensee Relations 17pp 30793 312-30793 326 

8506110189 Submits required Info demonstrating that util maintains financial protection 
per 1OCFR140.2i.lnfo (or Catawba will be submitted by 850701 
TUCKER, H B Duke Power Co, 85/06/03 DENTON,H R Oltice of Nuclear Reactor 
RegulaUon, Director 1p 30806 056-30806 056 


M. Antitrust correspondence 

B 506260602 Forwards notice of receipt of antitrust Info for use & publication In FR, 
ADENSAM,E, Licensing Branch 4. 85/06/07 TUCKER, H B Duke Power Co 3pp 
31227.285 31227 289 

•<6506260804 Notice of receipt of antitrust info 
KOOD.D S Licensing Branch 4 06/05/23, 2pp 31227'208-31227 289. 


G. rnspeollon reports, IE Bulletins 6 correspondence 

95051 30027 Suppl 1 to IE Info Notice 04-55, ’’Seal Table Leaks at PWRs " Svc list end 
JOHDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/14 Consolidated Edison Co of New York, Inc. 107pp 31044 065- 
31044'171, 

8505130038 Suppl 1 to IE Info Notice 85-020, ‘'Motor-Operated Valve Failures Due to 
Ifammering Etfoct '' Svc list end 

JORDAN,tL Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/14. Consolidated Edison Co of New York, Inc f07pp 31044.172- 
31044 270 

6505200590 IE Info Notice 85-039, "Auditability of Elodrical Equipment Qualification 
Records at Licensees Facilities,'' Svc list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
630103 85/05/22. Consolidated Edison Co of Now York, Inc. f06pp, 30837'258- 
30037.383 


S. Reportable occurrences, LERs 6 related correspondence 


0506070112 Significant Deficiency RepI 414/84-10 Commitment date of 850401 will not 
be mat due to mall delivery problems Extension until 850801 requested in order to 
allow time to complete remaining work „ 

TUCKER, H 6 Duke Power Co 85/04/01 QRACE,J N Region 2, Office of Director 
Ip 30800 296-30000.296 


8504120314 Fonvards PNL 5200-12, '‘Review of Engine Base & Bearing Caps for TDE 
DSRV-12,DSRV-16&DSRV-20 Diesel Engines" , . , , 

LAITY,WW Batfello Memorial tnstilule, Pacific Northwest Laboratories. FIN B2963. 
85/04/04. BERLINGER,C Division of Licensing Ip 29787.001-29787 017 


-8604120317 "Review o( Engine Base & Bearing Caps for TDI OSRV-12, DSRV-16 & 
DSRV-20 Diesel Engines" , . , 

LAITY ,WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963, 
PNL-620O-12 85/03/26 Division of Licensing 14pp. 29787.002 29787'017 

8506040431 Part 21 rept re resistance temp detector (RTO) calibr anomalies in RTDs 
mfg by RdF Co Safety margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE,EP Weslinghouso Electric Corp. 85/05/06, THOMAS,CO Division of Licens- 
ing 4pp 30709,090-30709 093 

8506070352 Significant Deficiency Rept SD 414/06-05 re starting air check valves its 
on-engine mouriled starting air pipe Initially reported on 850419.rnsp of diesel engines 
showed no check valve failure Final rept by 850130 

TUCKER, HB Duke Power Co 85/05/17 GRACE,JN Region 2, Office of Director, 
2pp, 30801 060-30801 061 

8505300129 Board Notification 86 OSe.descnbes 050419 & 20 ays overpressurization 
events during initial hydrostatic laslino preparation ol Unit 2 RCS.EvenIs raise Issues 
not within scope of QA contention In OL proceeding 

THOMPSON,H,L. Division ol Licensing 85/05/21, Atomic Safety and Licensing 
Appeal Panel 4pp 30837 071-30837,074, 

0506060794 SIgnilicant Dolidoncy Rept SD 414/85-06 re overprossurizing & rupture of 
vol control tank during hydrostatic testing on 850420, (nitlalty reported on 850422 Non- 
conforming item repls & shutdown requests issued Followup rept by 850715, 

TUCKER, H B Duke Power Co, 85/05/22 GRACE, J N Region 2, Office of Director 
8pp. 30768-343-30758 350 

8606100017 SIgnilicant Deficiency Rept SD 414/85 07 re Inalallatlon clearances In vital 
Instrumentation & control power sys batteries fnitlally reported on 650423 Installation 
drawings & battery racks being modilled ^ . 

TUCKER, H B Duke Power Co, 85/05/23 GRACE ,J.N Region 2, Office of Director 
3pp. 30829-241 -30829'243. 


6505200600 IE Info Notice 85 040, "Deficiencies In Equipment Qualification Testing & 
Cerliricallon Process " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/05/22. Consolidated Edison Co. of New York, Inc T06pp, 30848166- 
30848 271, 

9505280181 IE info Notice 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements," Svc list end. , . „ . 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/05/29 Consolidated Edison Co ol New York, Inc, I20pp, 30852 245- 
30852 363. 


8606170276 "Review of Emergency Diesel Generator Engine & Auxillaiy Module Wiring 
& Terminations," technical evaluation rapt. 

LAITY ,W.W Baltelle Memorial Inslitule, PaclIJo Northwest Laboratories FIN B-2062. 
PNL-5200-3. 85/05/31. Division of Licensing 2 1pp. 30981-130 30981:150 

8606240517 Part 21 rept re potential separation of aluminum nameplate from Hevi Duty 
Type SBW or SZO Iransformers In Nelson eleciric Class 1,035-volt motor control 
c1r8,w/potontial short circuit,lnitlatly reported on 850618 

LAL)QtfLtN,J,R Nelson Electric Co. 85/08/19. Director's Office, Office of Inspection 
and Enforcement. 3pp 31062: 103-31062,105 


8505280187 IE Info Notice 85-043, "Radiography Events at Power Reactors," Svc list 
8hcl. , . „ . 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
030103) 85/05/30. Consolidated Edison Co. ol New York, Inc. 120pp 30884,187. 
30864-287. 

8506270751 Forwards Insp Repls 50-413/86-16 & 50 414/86-12 on 850408 0503 & 
notice ol vtolallon .... 

WALKER.R.D, Region 2. Office ol Director. 85/05/30 TUCKER, HB Duke Power Co, 
2pp 3124a'323-31240 334. 

-8586270758 Notice of violation from insp on 650408 0603, 

‘ Regton 2, Oifice of Director. 86/05/30 2pp. 31 248:326-3 1248:326 

-8506270776 Insp Repts 60 413/85-16 & 50 414/66-12 on 850408-0503 Violations 
noted' procedure Inadequate & not followed resulling In overpressurization ol portions 
ol RHR & chamical & vol control sys , m., , 

MATHIS.JL, SCHNEBLI.G.A., TKOMAS.M. Region 2, OIKce of Director. 85/05/21, 
8pp, 31248,327-31246,334 

6586060677 IE Info Notice 85-046, "Potential Seismic Interaction Involving Movable In 
Cora Flux Mapping Sys Used In WestInohouse Designed Plants Svo Hsl end. 
JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Pos 
830103) 65/06/06, Consolidated Edison Co, ol New York, Inc, 122pp. 30865 001 
30865 046 

8508068707 IE Info Notice 85-046, "Clarification ol Several Aspects of Removable Ra 
dloaclive Surface Contamination Limits (or Transport Packages,” Svo list end. 
JORDAN, E.L. Division of Emergency Preparedness &Enpin6erlnQ Response (Pos 
830103) 86/06/10, Consolidated Edison <2o. ol New York, Inc f24pp 31043 301 
31044 064 

8506140240 IE lolo Notice 86-047, "Potential Effect of Line-Induced Operation on Cer 
lain Target Rock Solenoid-Operated Valves," Svo list encL 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Poa 
830103). 86/06/18. Consolidated Edison Co, of New York, Inc, f34pp 31268.157 
31238:304. 

9506140836 IE Info Notice 85-048, "Respirator Users Notice, Defective Self Contained 

JcfHDAf^^C^’DMsfon'^ ^ ^ 31376 ^ 064 ' 

330103V 86/06/10, Consolidated Edison Co. of Now York, Ino, i23pp. 31376 064- 

3! 376: 183. 


DOCKET 60-416 GRAND GULF NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency 6 fire protection plans 

95061 S0006 Further response lo FOIA request tor two categories of documents re oper- 
ation of Grand Gulf power reactor & TDI diesel generators Documents listed In App A 
available In PDR, Computer printout end providing brief description. 

FELTON,J.M Division of Rules and Records. 06/02/06. BELL,N. Nuclear Information 
& Resource Service, 7pp 30961:001-30961:007. 

-8506150043 Rev 15 to Sys Operating Instruction 04-S-01-Pe4-1, "Fire Protection 
Water Sys " 

* Mississippi Power & Light Co, 86/02/05 6pp. 30961:117-30961.121. 

8508180394 Forwards "Evaluation of Unprotected Supports Exposed lo Elevated 
Temps Associated W/Poslulated Fires,'' In support of request for exception to 
10CFR60,App R, Section III.Q 2.a,per NRC request during 860520 site Insp, Fee paid, 
DALE,L,F. Mississippi Power & Light Co, 86/06/14, DENTON,H,R, Ollice of Nuclear 
Reactor Regulation, Director. 3pp 30976.31 4-30976'325. 

-8606180397 "Evaluation ol Unprotected Supports Exposed to Elevated Temps Associ- 
ated W/Postulaled Fires," ^ 

* Mississippi Power & Light Co. 85/06/31, 9pp, 30976:3 1 7-30976'325. 

8506190348 Clarities commitment re development & Implemenlalion ol facility Class A 
dose assessment modsj.lm pie mentation of dose model aa part ol emergency re- 
sponse facility Info sys scheduled (or completion by late Aug 1066. 

DALE.LF Mississippi Power & Light Co. 85/06/17. DENTON,H,R. Ofllca of Nuclear 
Reactor Regulation, Director. 3pp. 30996:052-30996. 064. 

8506210120 Forwards "Fire Protection Analysis For Grand Gulf 1." supporting proposed 
exception from Section III L.1 of App R lo 10CFR50 re safe shutdown sys, Info re sup- 
pression pool level monitoring capabill^ also ancLFoapald 
DALE.LF Mississippi Power & Light Co. 85/06/10. DENTON, H.R, Office of Nuclear 
Reactor Regulation, Director, 4pp. 31024:235-31024:262. 

-8508210123 "Fire Protection Analysis For Grand Gulf 1." 

‘ General Electric Co. 66/06/30. 14pp. 31024.239-31024'252 
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I. Financial Information 


8506190281 Fomards evidance that util can gonorate sufficient cash How for payment 
of 00% of deferred premium obligation for Unit 1 Evfdence of sufficient cash How for 
remaining obligation anticipalod by 850701 

DALE.LF Mississippi Power & Lighl Co 85/06/17 DENTON, HR Office of Nuclear 
Reactor flegu la lion, Director. 5pp 3D995 122-30995.126 


P. Operating license stage documents & carrespondenca 


-9403160091 Forwards branch comments & recommend a I ions for changes to Tech 
Specs following rerevlew to venfy that Tech Specs properly derived Irom analyses 5 
evaluation Included In FSAR Tech Specs acceptable, w/excoptlon of items identified 
ROSA,F Instremenlaljon & Control Systems Branch 84/03/05 HOUSTON.nW ^ 
sistanl Director for Reactor Safety lOpp 30961 321-30961 330. 

-8403160106 Advises lhal Conlalnmenl Sys Branch re-review of Tech Specs to ver.iy 
that Into property derived from analyses & evaluations incfuded In FSAR 
complete Recommended changes end W/o end 

BUTLER.Wfl Containment Systems Branch 84/03/07 HOUSTON, RW AssislanlOi- 
rector for Reactor Safety 4pp 30961 '344-30961 347. 


8506030300 Partfal response to FOJA request for three cateaorses of documents to bo 
made available at PDR re NSHCs App A documents encF & placed In PDR.Search 
continuing 

FELTON, JM Division of Rules and Records 84/11/08 ADATO.M Union of Con- 
cerned Scienfists 4pp 30720 001-30720 005 

-8311300410 Forwards update of Sholly statistics (or 630506-1 023 Request for hearing 
re Salem notice on exlondmg Interval for second integrated leak rate test receivetf 
EISENHUT.D.G Division oT Licensing 83/11/14. DENTON.HR, Office ol Nuclear 
Reactor Rogulaiion, Director 2pp. 30720 010-30720 01 1 

-8312230001 Forwards update of Sholly statistics covering 830506-1122. 

EISENHUT.D.G Division of Licensing 83/12/09 DENTON.HR Olfice ol Nuclear Re- 
actor Regulation, Director. 2pp 30720 012-30720 013 

-8401 160341 Forwards update to Sholly statistics for 630506 1 23 1. Request for hearmg 
received in response to nelice ol issuance of Amend 10 Ninth monthly FR notice 
scheduled for publication on 040125. 

EISENHUT.DG Division of Licensing 84/01/06 DENTON.HR Ofnce ol Nuclear Re- 
actor Regulation, Director. 6pp 30720 014-30720.015, 

-8402210139 Forwards update of Sholly sfalfstics for 830506 840 1 26 Two requesis lor 
hearing & one comment received, Requesis for hearing dismissed on two 
plaants Prehearing conference scheduled for Grand GufI petition 
EISENHUT.D.G Division of Licensing 84/02/07, DENTON, H R. Oflice ol Nucjear Re- 
actor Regulation, Direcfor 3pp 30720 016-30720 016 

-B404020112 Forwards update of Sholly atalistics covering 830505- 840224 Efeventh 
monlhly FR notice scheduled for publication on 840321. 

EISENffUT.OQ Division of Lfconsing 84/03/13. DENTON, H R Office of Nuclear Re- 
actor Regulation, Direcfor 3pp 30720019-30720 021. 

-6404260461 Forwards updated "Sholly" statistics for 830505 840322, Prehearfng con- 
ference held on request for heanng received on TM1 1 steam generator 
repair Contentions accepted by ASLB, 

EISENHUT.D.G Division ol Licensing 84/04/13. DENTON, H.R. Olfice of Nuclear Re 
actor Regulation, Director 3pp. 30720022-30720024. 

-6405220511 Forwards update of Sholly slatlslics covering period 630505- 840425. No 
add! comments or requests for hearing received, 

EISENHUT.D G. Divli^on of Licensing 84/06/07. DENTON.H R Office of Nuclear Re 
actor Regulation, Director. 3pp 30720 025-30720:027, 

-6406260322 Forwards update of Sholly statistics for period 830506- 840523, ASLB 
Issued decision for Grand Gull on 640423, admitting two contenllons for discovery 
EISENHUT.D.G Division of Licensing 84/08/08 DENTON,H R Office of Nuclear Re- 
actor Regulation, Director. 3pp 30720.028 30720 030. 

-8407300-050 Forwards update of Sholly statistics covering 83050 6- 840620, No add I 
comments or requests for hearing received. 

EISENHUT.D G Division of Licensing 84/07/08 DENTON.HR Office of Nuclear Re- 
aclor Ragufation, Director. 4pp 30720031-30720 034 

-8406200009 Forwards updated Sholly slatlstics for period 830506-840716 SlOtistIcs 
will be updated lollowlng 840822 monthly publication of FR notice. 

EISENHUT.D.G. C»vIslon of Licensing. 64/06/08. DENTON.H R Office of Nuclear Re- 
actor Regulation, Director. 4pp 30720 035-30720 038. 

-8410040276 Forwards update of Sholly statistics covering 830506- a40822,Llsts two 
"press release" type notices Issued during reporting perTod.Next monthly FR notice 
scheduled for publication on 840924. 

EISENHUT.D.G. Division of Licensing 84/09/16 DENTON, HR. Olfice of Nuclear Re- 
actor Regulation, Director 24pp 30720:039 *30 720 062, 

8598160006 Further response to FOIA request for two categories ol documenls re oper- 
Blfon of Qrarrd Gulf power reactor & TOi diesel generators DocuiriGnls listed In App A 
available In PDR, Computer printout end providing brief description, 

FELTON.J.M. Division ol Rules and Records. 8£ro2/05. BELL.N. Nuclear Information 
& Resource Service, 7pp. 30961.001 30967:334. 

-6311110178 Provides Contalnmenl Sys Branch comments & recommended mods to 
Tech Specs LlmlHng condition for operation should be modified to indicate 20-lnoh & 
6-inch purge ays should not be used a1 same lime. 

HOUSTON, R,W. Assistant Director for Reactor Safety. 83/11/03. NOVAK,T. Assistant 
Director for Licensing. MIRAQLlA,F, Assistant Director for Safety AsaessmortI 1p, 
30961:348-30961 '346. 

-8403120227 Requests assistance In obtaining Mark III conlainment structural capacity 
Info from listed lacililiea to assist Contalnmenl Sys Branch In evaluating containment 
capability for positive & rtegative pressure difterentlais 

L^R,Q. Sliuclural & Geotechnical Engineering Branch. 84/03/06. YOUNGBLOOD,J, 
Licensing Branch 1. SCHWENCER.A. Licensing Branch 2. 2pp 30961.337-30961:338 

-8403150201 Summarizes abnormal r>umber of chaises required to correct deflclencfes 
In Tech Specs IN EL contracted to audit selected Tech Spec sys lo examine consist- 
ency pf Tech Specs, FSAR & SER Results will be provided upon complellon 
OIRCKS,W.J Office of the Executive Director tor Operations. 84/02/28. PALLADINO, 
QILINSKY, ROBERTS Commissioners. 2pp, 30963:064-30963:065. 

-0403150089 Advises thal listed sections of Tech Specs re reviewed per 840227 
requesLTech Specs 3/4.6.1,3/4.7.1.1 & 3/4.7,1,2 unacceptable, Appropriate correc- 
tions provided in end Tech Specs. 

RUBENSTEIN.LS Assistant Director for Core & Planl Systems 84/03/06 
MATTSON.RJ. Division of Systems Integration (post 811005). 5pp. 30961:339- 
30961:343. 


-8403200318 Forwards re-review ol Tech Specs to dotermine whether specs property 
donved Irom analysis & evaluation Included In FSAR & SER 
MULLER, DR Assistant Director for Cor® S Plant Systems 04/03/08. MATTSON, Bj 
Division of Systems In leg ration (post 811005) Ip, 30981 041-30961 041 

-0403200364 Responds to 840302 memo questioning wholher right reactor core used 
consistently in license submittal & confirming whether reactor core referenced In fc- 
cense Section 2.1 .2 actually corteaponds to core In reactor 
DIRCKS,WJ Olfice of the Execufive Director (or Operations 04/03/06 GILINSKV 
Ckrmmissbners. 5pp 30961 331-30961,336 

-8403 2 00365 Requesis confirmation by 840305 whether reactor core referenced in 1- 
cense Section 2 1 2 as basis for reactor safety limits actually corresponds te core in 
actual elant 

GILINSKY.V. Commissioners 84/03/02, DENTON.H Olfice of Nuclear Reactor Bmu- 
latlon. Director. Ip. 30961 336 30961.336 

-8403210209 Forwards list of Tech Specs re-reviewed per 040227 memo. Specs listed 
W/no comments acceptable as is. 

BERLINGER.CH Cora Performance Branch 84/03/00 MATTSON, RJ Division of 
Systems Integration (post 011005). 1p 30961.042-30961 042 

—8403220287 Forwards marked-up Tech Specs w/correctlon lo conform w/STS S 
FSAR Tech Specs for ovarspeed protection sys survoillance acceplable.exccpi ss 
noted 

RUBENSTEIN.LS Assistant Director for Cora & Plant Systems 04/03/08 
MATTSON.RJ. Division ol Systems Inlegrallon (post 011005). I2pp 30901,044 
30901 055 

—8403230234 Forwards responses lo Commlsslonar Glllnsky 040302 questions on S- 
cansed operator pools 

DIRCKS,W.J. Office of the Executive Diractor lor Operations 04/03/08. GILINSKY.V. 
Commissiortara, 3pp 30961.000 30961 040 

-6403270285 Informs of branch acceptance of Tech Specs Tech Specs properly de- 
rived from analyses & evaluation Included In FSAR.as reviewed In SER 
CONGEL.F J. Radiological Assessment Branch. 64/03/00 MULLER, D.R. AsslalantOi- 
raclor for Radiation Proleclion Ip. 30901 '043-30901 '043, 

-0403270328 Forwards branch review of util Tech Specs revised fhrough Amend 12 
SHERON.BW. Reactor Systems Branch. 84/03/12. HOUSTON.R.W. Assistant Dvec- 
lor for Reactor Safety. 3pp 30961.056 30961 050 

-6403200224 Comments on Tech Spec revlow.per 040227 memo, Structural A gcoiecli 
nicat Tech Specs acceptable & comply w/FSAR. 

LEAR.G, Structural & Geotechnical Engineering Branch. 04/03/14. VOLLMER,RH Di- 
vision ol Engineering Ip, 30961 072-3{)961:072. 

-8403300301 Discusses reexam of Section 5.1 of facility Tech Specs which covers oi 
elusion area & low population zone.Concur8 w/lechnicel content lllogibto figures 
should be replaced, 

REGAN.W.H. Site Analysis Branch 84/03/13, SULLIVAN.T Division of Englneenrrf 
ip, 30961.062 30961'0a2 

-8404100041 Advises thal list of min required elociric powered components neodadfw 
aafe shutdown (Table VI I, "Essential ac Loads,") submillod on 
04 0226, acceptable. Work on TAG 54222 complete. 

PARR.O. Auxiliary Systems Branch 04/03/26, SRINIVASAN.M Power Systems 
Branch. Ip. 30901:073-30901.073 

-8404120400 Recommends Commission suspend license until planl can reestablish & 
assure competence to engage In proposed activities. 

GILINSKY.V Cominisslonera. 84^2/29. Commissioners. 2pp 30963:062-30063 063 

-8404250470 Rev 13 lo Procedure 05-1-02-I-4, "Loss ol Offsite Power," 

‘ Mississippi Power & Light Co. 04/04/14. 7pp, 30061:006-30961,092. 

-8404260476 Rev 0 to "Gas/Turblne Generator Sys Maint & Operation Procedure." 

* Mississippi Power & Light Co, 04/03/31. 14pp. 30961:093-30961:106. 

-6404260481 Rev 11 lo Procedure 05-1-02-I-6, "Station Blackout." 

* Mississippi Power & Light Co. 84/04/14, 7pp 30961 '107-30961.1 13 , 

-8404250487 Rev 12 lo Procedure 05-1 -02-VI-2,"Hurflcane3, Tornados & Sevara 
Weather,” 

* Mississippi Power & Light Co. 63/12/00, 3pp 30961 '1 14-30061 '1 16, 

-8506150035 Notification of change In date, time & purpose of B40403 meeting Meetnig 
will take place on 840404 w/ulilln Bethesda,MD to discuss results ol NRR rs view of 
licensee Tech Speo review program. 

KINTNER.L L Licensing Bran^ 4. 04/03/26. ADENSAM,E G. Licensing Branch 4 
3pp. 30961:077-30961*079. 

-8506160045 Discusses Ofo ol General Counsel 840530 memo re order which amsrxl- 
ed licen8e.Plant should be shut down until regulations can be niet,adequacy of plant 
license determined & health & safety of public assured. 

QILINSKViV. Commissioners. 84/06/31, Commissioners. 2pp. 30961:122-30961:123 

-8506160046 Forwards request for addi Info to complete review of 640604 appllcebon 
for exemption to QOC 17,10CFR60,App A.Into requested by 040706 
ADENSAM,E.G, LIcensIrrg Branch 4, 04/06/22. RICHARD, J 8. Mississippi Power 1 
Light Co. 4pp. 30961:126-30961:120. 
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-e5M15O07S Presentation entitled, "Impell Third Party Review o( Grand Gulf Nuclear 
Station Tech Spec Review Program,” presented to NRG on 840404 
GU)BERT,dC Impell Corp 84/04/04. 52pp 30B61 350-30B62 042 

8508050031 Further reMOnse to FOIA request tor documents re NRC 841218 meeting 
w/Kydfogen Control Owners Group & Sandia experiments on small/large-scate steel 
coritalnment models Forwards drawings responsive to request 
F£IT0N,J M Division of Rules and Records 85/03/06 HIATT.S L Ohio Citizens for 
ResponsibSo Energy ip 30745 013-30745 058 

-5508050037 Notification of 841218 meeting w/Hydrogen Control Owners Group in 
Norwood,MA,to review & Inspect Installation of lest equipment In 1/4 scale tost feclll- 

§TAHLE.CR.ticenalng Branch 4 84/12/11 ADENSAM,E G. Licensing Branch 4 Ip. 
30745014-30745 014 

8506170153 Responds to FOIA request for source term event trees prepared by Sandia 
lor subi plants Forwards documents listed on app.Documents also available in PDR 
FELTON.J M Division ol Rules and Records 85/03/11 SHOLLY,SC Union ol Con 
cernod Scientists. 2pp 30981 ■152-30981. 209. 

—8506170188 Draft '‘Containment Event Analysis & Estimation ol Source Term 
Frequencies, App to NUREG-0956 " 

SEHR.VL, BENJAMIN,AS, HASKIN.F.E. Sandia National Laboratories 84/07/31 
NRC - No Oetetled AIMIatlon Given S6pp 30981.1 64-30081. 209. 

8508170160 Responds to FOIA request lor documents re emergency Instructions or 
procedures a BWR Mark III emergency procedure guidelines Forwards documents 
fisted on app. 

FELTON, J M. Division of Rules and Records. 85/03/13 HIATT.S Ohio Citizens for 
Responsible Energy 2pp 30981:217-30981.218 

-8 <0305 06 17 Forwards request for addi Info re hydrogen control for Mark III contain- 
ment plants during postulated degraded core accidents Questions should be transmit- 
ted to Grand Gulf, Perry, River Band a Clinton applicants 

BUTLER.W.R. Containment Systems Branch 64/08/24 YOUNGBLOOD.B.J Licens- 
ing Branch 1 3pp 30981.223 30981:225 

8508350114 FOIA request for list of all Ofc ol Investigations reviews, repts or invostlga- 
tioits ra facility. 

CUNNINQHAM.L. Timas-PIcayune, La Place, LA 85/03/18 FELTON.J. Division of 
Rules and Records Ip 31059 310 31059 319 

8506170077 Responds to FOIA request for records re FIN B-0489, "Containment Leak 
Rato Testing Program" a Quadrex Corp/NRC contracts-Forwards documents ra FIN 
3-0486. Documents also available in PDR.No documents re Quadrex sub] to request 
FELTON.JM Division of Rules and Records FIN B-04e9 85/03/25 

REYTBlJMT,Z.V. Warren Wilson College, Swannanoa, NC. 7pp. 30987036- 
30987076 

-8210120209 ''Containment Leak Rate Testing Investigations,” progress summary lor 

NAUS.DJ Oak Ridge National Laboratory. FIN B-0469 82/10/05. ARNDT, Q. Me- 
chanical Engineering Branch 3pp 30967 112-30987T14 

-8212010008 Forwards list ol plants lor which leak test repts were selected tor review 
by ORNL Leak testing crilorla will be prepared from review W/o end. 

ARNDT, EG. Machanical/Structural Engineering Branch. 82/08/18. SHAPAKER.J. 
Coniainmenl Systems Branch. 4pp. 30987:1 18-30987:121 

"8506170418 ''Containment Leak Rate Testing," monthly progress rept for Aug 1982 
DOUGAN.J R Oak Ridge National Laboratory. FIN 6-0489. 82/08/^6 ARNDT, E.G 
Division ol Engineering Technology. 6pp 30987 127-30887'132 

8606190061 Further response to FOIA request for documents & info ro NUREG/CR- 
3597, SAND 84 0938.NUREG/CR-3418,SAND 03-1617. & Board Notification 84- 
32 App 8 & App C documents available In PDR Review ol addI documents continuing 
FELTON, J.M Division of Rules and Records. 65/03/27. CURRAN, D. Harmon, Weiss 
& Jordan 8pp. 31010.156-31013:043 

-0508100298 Forwards SWRI test plan, "Nuclear Qualification Test Plan lor Goneric 
Equipmenl Qualification for Grand Gulf I & Clinton 1 Nuclear Power Stations,’' for 
review & comment by 82101 S.MIssing aeclions Incomplete & forthcoiming.W/o end 
POTAPOVS.U. Vendor Program Branch. 82/10/01. JEPPESEN.DM Sandia National 
Laboratories. Ip. 31010:316-31010.315. 


8506260376 Summary of 850416 meeting w/ulil & Sutherland, Asblll & Brennan in 
Atlanta, GA ro licensing activities List of meeting attendees,meeting agenda & licensee 
handout end 

KINTNER.L L Licensing Branch 4 85/06/07 Licensing Branch 4 9pp 31225.342- 
31225 350 

SS06160S73 Forwards request for addi Into re steam condensing mode of RKR sys Info 
requested by 850715 

AOENSAM.EG Licensing Branch 4 85/06/11 RICHARD.JB Mississippi Power & 
Light Co 6pp 30984 001-30684 006 

0506140263 Forwards final response to Generic Ltr &3-28,liem 4.5 2 ra reactor tup sys 
reliability (sys functional testing),per 850315 request lor addi info All ays required By 
Tech Specs to perform reactor trip tested 

DALE.LF Mississippi Power & Light Co 85/06/12 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 3pp 30864 055-30894 067 

8806200169 Forwards safety evaluation accepting seismic analysis of deeply embedded 
standby svc water cooling tower basin,por util 850128 submittal 
NOVAK.TM Assistant Director for Licensing. 85/06/13 RICHARD,J.B. Mississippi 
Power 5 Ughl Co 2pp 31043.024-31043 027 

-8500200174 SSER accepting Bolsmic analysis of soil structure Interaction for deeply 
embedded standby avo water cooling tower basin 

‘ NRC - No Detailed Affiliation Given 65/06/13 2pp 31043 026-31043 027 

6506270708 Advises that need for addi relief requests & mods to Spec MP&L M- 
189 1.Rev 0 re pump & valve inseivice testing program identified Forwards complete 
package of all relief requests desired 

DALEXf Mississippi Power & Light Co 65/06/17 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 55pp 31240 216 31249’27t. 

8506250396 Forwards addi into requested In 850613 lelcort to support review of results 
of 850423-25 safety/roliet (SRV} In plant test submilted on SSOOOB.Location ol in- 
stalled SRV In-ptant test Instrumentation & reel time data provided 
DALE.LF Mississippi Power & Light Co 85/08/18 DEMTON.H.R. Otiice ol Nuclear 
Reactor Regulation, Director 24pp 31198.137-31 198’161. 

8508270474 Advises of development ol proposed schedule lor meeting 10CFR60 44, 
"Final Hydrogen Rule." Proposed schedule based on tasks Identified in Hydrogen 
Control Owners Group program plan 

DALG.L.F Mississippi Power & Light Co. 85/06/24 DENTON.H R Oflice ol Nuclear 
Reactor Regulation, Director. 3pp 31235-271-31236.273 


Q. Inspection reports, IE Bulletins & correspondence 

85061 SOODS Further response to FOIA request lor two categories of documents re oper- 
ation ol Grand Gull power reactor & TDt diosol generators Documents listed In App A 
available in PDR Computer printout end providing brief description. 

FELTON.J M Division ol Rules and Records 85/02/05. BELL.N Nuclear Information 
& Resource Service 7pp 30061,001-30981 007. 

-8606160014 Provides info re plant discrepancy repts to assure that any safely-related 
hardware or procedural dellcencles properly dlsposltioned.per 831205 conlirmatoiy 
action Hr Procedural revs Instiluted.Rolated info end. 

MCQAUGHY.J.P Mississippi Power & Light Co. 84/04/30 0'HEILLY,J.P. Region 2. 
Office of Director. 200pp 30962.224-30063 061. 

6506210218 Responds to NRC 0SO405 Hr ra violations noted in Insp Rept 50 416/85- 
oe.Correcllve actions reactor vessel Instrument control procedures revised & with- 
drawal ol commitment to submit annual ECCS outage data per NUREQ-0737 request- 
ad 

DALE.L.F. Mississippi Power & Light Co. 86/05/06 GRACE,JN Region 2. Office of 
Director. 5pp. 31057'061.31057.0e5 

6506270862 Forwards corrected Pages 2,4, & 6 to Insp Rept SO-416/&5-00, Sections 
5,8 & 9 transmitted on 850425,due to administrative errors. 

WALKER.RD Region 2, OlHce of Director. 85/05/07. RICHARD,J.B Mississippi 
Power & Light Co. Ip. 31249.073-31249 076. 


8506250064 Further response to FOIA request for documents In three categories re 
drug or atcohol abuse at nuclear facilities. Forwards App A documents Documents 
also available in PDR. Processing ot documanla continuing. 

FELTON,J,M. Division of Rules and Records 86/04/10. HEATH.SJ Washington 
Legal Foundation 11pp 31217:095 31217:100. 

-850S2601S6 Informs that alcohol & drug abuse survey for 10 ulHs complete per Tem- 
porary Instruction 2695/1. Utils nave Instituted reasonable prevention 

programs.Summary ol site visits end. 

0'RfelLlY,J.P. Region 2. Office of Director. 83/04/01. DEYOUNG, R.C. Director's 
Office, Office of Inspection and Enforcement 42pp 31217'126-31217.166. 

9S06250120 Responds to FOIA request for list of all Qfo ol Investigations reviews, reels 
or investigalions re lacitily. Forwards documanLInfo partially withheld frel FOIA Ex- 
emption 7j. 

FELTON, J.M. Division of Rules and Records, 65/04/22. CUNNINQHAM.L Timea-Pic- 
ayvino, La Place, LA. 6pp. 31059:320-31059:324 

-0506260124 List of Ofc of Invesligallons review, repts & Investigations ra 
laciHty.Portions not sub] to request deleted Info partially withhold (ref FOIA Exemption 
7). 

• NRC - No Detailed Alfillalion Given, 85/04/22. 3pp. 31059 322-31068:324. 

0506040300 Notification of B50S22 meeting w/Hydrqgen Control Owners Group In 
Bethesda.MD to resolve Issues In Hydrogen Control cSwners Group quarter-scale test 
program. 

STAHLE.C.R. Licensing Branch 4 85/06/16 ADENSAM.E Licensing Branch 4 6pp. 
30719:232-30719.237. 


-8506270866 Corrected Pages 2,4 5 6 to Insp Rept 50-416/65 09 re licensee action on 
previous enforcement matters, unresolved itams.operallonal safety vertllcatlon.ESF sys 
waikdown & ROs, 

* Region 2, Office ol Director. 85/05/07. 3pp 31249.074-31249.076. 

6506270633 Forwards Insp Rept 50-416/85 1 1 ort 85041 S-26.No violation or deviations 
notad, 

BROWNLEE, V.L. Region 2, Office of Director. 85/05/00. RICHARD.J.B Mississippi 
Power & Light Co 2pp. 31250.049-31250 058 

-8506270638 Insp Rept 50-416/85-11 on 660416-26.No Violation or deviation 
noled.Major areas inspecled.witn easing & reviewing startup (eating, Independent Insp 
effort & followup on previously Identified items. 

BUHRIS.S., JAPE.F. Region 2, Oflice of Director. 85/06/06. Bpp, 31250,051- 
31250056. 

8505130027 Supp1 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRs '' Svc list end. 
JORDAN.EL uJvisloin of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14. Consolidate Edison Co. of New York, Inc I07pp. 31044:065- 
31044:171. 

8505130038 SuppI 1 to |E Info Notice 85-020, “Motor-Operated Valve Failures Due to 
Hammering Eifecl," Svc list end. 

JORDAN.EL Division of Emergency Preparedness Engineering Response (Post 
830103). 85/05/14. Consolidated Edison Go. ol New York, Inc. i07pp. 31044:172- 
31044.278, 


B506200337 Requests NRC review & concurrence ot end lustificalion (or conclusion of 
taating ro plant safety/rollef valve In-plant test program Response requested by 
05062^4 Fee paid. , . 

DALE.L F. IvHsslsstppI Power & Light Co. 85/06/06, DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director, 4pp 31020:202-31020.205, 


8505200590 IE Info Notice 65-039, "AudilBbitity of Electrical Equipment Qualification 
Records at Licensees Facilllies,*' Svc list and. 

JORDAN, E L, Division of Emergency Preparedness & Engineering Response (Foal 
830103). 85/05/22, Consolidated Eoieon Co. of New York, Inc. T06 pp. 3O037'260- 
30e37'363. 
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8605200600 IE Info Notice 85-040. "Deficiencies in Equipment Qualification Testing & 
Certjlication Process " Svc list end 

JOHDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
B3O103) 85/05/22 Consolidated Edison Co, of New Yorl!, Inc 106pp 30846.166- 
30846 271 

B60528D1B1 IE Info Notice 85-042. "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elemenis Svc list end 

JORDAN.E L Division of Emergency Preparedness & Englneenng Response £Post 
830103) 05/06/29 Consolidated Edison Co of New YorS, Inc f20pp 30852'245- 
30852 363 


8606050293 EH 85 044,on 650531 .notice ol violation & proposed Imposition of civil pen 
allies In amount of $50D,000 to be Issued to licensee Action based on training pro- 
gram deficiencies & errors In operator license applications 

HOLLER, E. AXELR AD. J, OIroctor's Oflice, Office ot Inspection and Enforcement 85/ 
05/29 Ip 30719046 30719045 

8605280167 IE Info Notice 85 043, ’'Radiography Events at Power Reactors" Svc list 
end 

JOHDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
030103) 05/05/30 Consolidated Edison Co o( New York, Inc faOpp. 30864 167- 
30864,287. 

8605280195 IE Info Notice 05 044, "Emergency Communlcaliorr Sys Monthly Test ” Svc 
list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/05/30 Consolidated Edison Co ol New YoiS, Inc 121pp 30664 045- 
30864 166 


8506050230 EN BS 044A.on 850803, notice ol violation & proposed Imposition of civil 
penalty In amount of £ 500,000.1 ssued Co licensoe.w/jninor editorial changes In 850520 
nolilicatlon ^ ^ 

HOLLER E., AXELR AD ,J Director’s Office, Office of Inspection and Enforcement 86/ 
06/03 Ip 3071 6-1 97-3071 6r1 07 


6506100141 Discusses IE fnsp during Aug-Sepl 1083 S on 831018 B40609 & (onvards 
notice of violation & proposed Imposition ol civil penalty Operator training & recartiiica 
lion program not In compliance w/FSAR commilmenls. 

TAYEoR.JM. Director’s Oltice, Office o( Inspecllon and Enlorcement 65/06/03, 
CAVANAUQH.W Mississippi Power & Light Co 4pp 30830 231-30830,234 


-8504100156 Nolfoa of violation & proposed Imposition of cMI penally in amount of 
S50D,00D,Vlolations noted failure to establish adequate procedures to ensure accuracy 
of info submitted on operator license applications 

TAYLOR, J M. Director's Oflice, Oltice of Inspecllon and Ealoroament. &5/06/03 6pp 
30830 235 30630.230, 


S, Reportable occurrences, LERs & related correspondence 


8506150005 Further response to FOIA request for two categories ol documents rooper 
ation ot Grand Gulf power reactor & TOl diesel generators Documents listed In App A 
available in PDR Computer printout end providing brief descripllO'n 
FELTON,J M Division of Rules and Records 05/02/05 BELL.N Nudear Information 
& Resource Service 7pp 30961,001 30967 334 

-8403140087 Advises that facility Tech Specs in compliance w/IOCFRSO, Socbon 
50 36, except that pressure temp limits do not comply w/closure flange pressure temp 
safety margins In lOCFRSO.App G.per 031215 llr.ln response to 840227 Ftr 
LIAW.BO Materials Engineering Branch, 04/03/05 VOLLMER.R H Dtvision ol Engj- 
noering 4pp 30903 070-30903 073 

-8404270314 Forwards listing of unresolved issues re TOl dlosols.lo be discussed at 
840413 meeting. Issues include cylinder heads, engine block, west p<n 

bushings, connecting rods & rod bearings, turbocharger & testing/ malnt plans 
AOENSAM.EG. Licensing Branch 4 04/04/11 MCGAUQHY.JP Mississippi Power « 
Light Co 6pp 30961 080 30961 005 

-8407240367 Comments on May 1904 draft TDI Diesel Generator Owners eroirp pro- 
gram plan. Full Insp ef one engine to Owners Group spec recommended 
LAITY, WW Baltello Momorla) Institute, Pacific Northwest Laboratories 84/05/21 
BERLINGER.C. Division of Licensing 3pp 30962 221-30962 223 

-8407240592 Forwards request for addi info re TDI engine Insp results discussed at 
640713 mooling Response requested by 040720 lor Items A,B & C & 040727 lor Item 
D 

ADENSAM.E.G Licensing Branch 4 84/07/1 7 OALE.L F Mississippi Power & Llahl 
Co 5pp 30961 .131 -30961-135 

-84 080 90370 Forwards PNL-5201 , "Review & Evaluation of TDI Diesel Engine RcliabJ 
Ity & Op^erablliW - Grand Gull Nuclear Station, Unit 1," 

DINGEE.D A Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
84/07/20 GERLINGER.C, Division of Licensing Ip 30961 136 309S1 103 

-B40B090373 "Review & Evaluation of TDI Diesel Engine Reliability & Operability 
Grand Gulf Nuclear Station, Unit 1 " 

LAfTY.W.W , RICHMOND, W D Battelle Memorial Instilulo, Pacific Northwest Laborato- 
ries FIN B-2963 PNL-5201 84/07/31 BERLINGER.C, NRC - No Detailed Affiliation 
Given B3pp, 30961 ■141-30061 103 

-8406240075 Forwards SSER re reliability of TOl diesel generators SSER addresses 
submissions subsequent to Issuance of SER Conclusions unchanged 
CRLITCHFIELO.O. Asslslanl Director for Safely Assossmonl. 04/08/16 NOVAK.TM 
Assistant Director for Licensing. 7pp 30901 194-30961.200 


8506060877 IE Info Notice B5‘045, "Patentlal Solsirilc Inloractlon Involving Movable In- 
Core Flux Mapping Sya Lfsad In Weatlng^house Designed Plants " Svc list end 
JORDAN.E L. DivTsloft ot Emergency Preparedness & Englnearlng Response (Post 
830103). 65/06/OB. Consolidated Edison Co ol New York, Inc 122pp 30865.001- 
30B65 046 


-8505150018 LER 84-010-00 on 640210, reactor protection sys motor gGnerator sol 
output breaker B Iripoed while transferring power from alternate supp\ Caused by 
vollago transleni Design change being considered W/640 31 2 Itr 
BYRiS.nW., DALE.LP Mississippi Power & Light Co 64/03/12 3pp 30061.059 
30961.001. 


8600060707 IE Inlo Nolfce 85 046, "Clarification of Several Aspecia at Ramovable Ra- 
dioactive Surface Conlamlnatlon Lfmits for Transport Packages," Svc list end 
JORDAN, E.L, Division Of Emergency Preparedness & Engineoring Response (Post 
830103} 85/06/10, Consolidated Edison Co ol New York, Inc. r24pp 31043.301- 
31044:064. 

85061803B4 Forwards "Evaluation ol Unprotoclod Supports Exposed to Elevated 
Temps Associated W/Postulated Fires,' In support of request for exertion to 
lOCFRSO.App R.Sectlon III Q 2 a, per NRC request during GS0S2O sile Insp Fee paid 
DALE.LF, MissIsaippI Power & L^ht Co. 85/66/14 DENTON.HR Oltice of Nuclear 
Reactor Regulation, Director 3pp 30 976,3 14 -30 976 325 


-8506150024 LER 04-002-01 since 6401 07, several Instances ol reactor proteclion syj 
bus breaker trips resulted in loss of shutdown cooling Trip on 840119 caused by fail 
ure of circuit board W/8403 13 Hr. 

BVRD.R. DALE.L.F. Mississippi Power & Light Co 84/03/13 3pp 309BJ069 
30901:071 

-S6D6150031 Special rapt 64 017/0 on 840304, Fire Doors tA4D1 & OC2IO blockod 
open to support malnt activities Fire watches eslabllshod until doors restored 
DALE.L F. Mississippi Power & Light Co 64/04/06 O'REILLY.d.P Region 2, Oincool 
OifOOtor. 3pp. 30061074-30061 ’078 


-8506180397 "Evaluation ol Unprotected Supports Exposed to Elevated Tempa Assad- 

B f aH I ifninH ** 

* Mississippi Power* Light Co. 85/05/31 9pp 30 976,3 17-30976'326 

8506140240 IE Info Notice 05 047, "Potential Effect of Line-Induced Operation on Cer- 
tain. Target Rock Solenoid Operated Valves " Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 65/06/10 Consolidated Edison Co ol New YorR, Inc. i34pp 31268:157- 
31268:304. 

8666140636 IE Into Notice 65-048, "Respiraler Users Notice. Da lecllva Self Contained 
Breathing Apparatus Air Cylinders " Svc list end. 

JORDAN.E L, Division of Emergency Preparedness * Engineering Response (Post 
830103), 85/06/10. Consolidated Edison Co. of New Yo-rk, Inc. f23pp 31376064- 
3137a'183 


8506160027 Forwards copy cl 840522 order requiring diesel generator insp at facility In 
response to request.W/o end. 

ADENSAM.EQ Licensing Branch 4 84/05/30, STEWART, C. Jacksonlons Unllod for 
Livable Energy Policies Ip. 30963 076 30963.076. 

6506070078 Special Rept 65 002/1 'on 85 0320, nol If leaf Ion mado that expected Instafla 
tion dale of anvironmentally qualified conduit provided In Special Rept 85-002/0 re- 
vised to 650322. Actual completion date was 660326 

DALE.LF. Mississippi Power & Light Co 65/04/03. GRACE.J N Region 2, Oirico ot 
Director. 2pp 30B01 .226-30001 ;226, 

8504120314 Forwards PNL.5200-12, "Review of Engine Base & Bearing Caps for TOl 
03RV-12,DSRV-16& DSRV'20 Diesel Engines." 

LAITY, WW Batletle Memorial Institute, PaclKc Northwest Laboratories. FIN B-2052 
85/04/04, BERLINGER.C. Division of Licensing Ip 29787.001-20787,017. 


8506240606 Requests that Otc ol Investigations Repis 2-83 037 * 2-G4-006 re operator 
licenses & ell other Investigation & Insp repis on which 850603 nollce of violallon & 
proposi^ Imposition ot civil pen a Hies based be released to util. 

RICHARD.J.B. Mississippi Power & Light Co. 85/06/19. TAYLOR, J.M. Director's 
Office, Office ol Inspection and Enforcement 2pp 31201:313-31201.314. 


-8S04120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, DSRV-tG ft 
DSflV-20 Diesel Engines " 

LAITY, W.W., RICHMOND, W.O. Battelle Memorial Institute, Paoilio Northwost Laboralo- 
rles FIN B-2952. PNL-5200-t2 65/03/26. Division of Licensing 14pp. 29767 002 
29787.017. 


R, Periodic operating reports & related correspondence 

8506140107 "Annual Environ Operating Rapt for 1683." W/040427 Hr. 

MCQAUQHY.J.P. Mississippi Powor & Ltaht Co. 83/12/31, O’REILLY, J.P. Region 2. 
Oflice of Director. 137pp 30999:117-30909 263. 

8506060409 Folwarda "Degraded Cora Accident Hydrogen Control Program," quarterly 
Btalus rapt for Jan-Mar 1985. 

DALE.LF. Mississippi Power & Light Co. B5/0G/31. OENTON.H.R. Office of Nuclear 
Raaclor Regulation, Director. 5pp. 30729 '260.30729:264. 

8506260176 Monthly operating rept tor May 1965.W/6S0614 Itr. 

CESAR E,J.G.. DELANEY, q!w„ DALE.L.F, Mississippi Power ft Light Co, 05/05/31 
TAYLOR, J.M Director's Office, Office of Inspection and Enlorcemenl. 10pp. 
31229.286-31229.295. 


8606070630 Special Rept 86-004/0.on 650310,Dlv I diesel generator could not be 
loaded during operational testing due to fuel rack binding Caused by malluncllonlng sr 
start vaivs, allowing excessive heat buildup Limit of 800 h set for air valves. 

DALE.LF Mississippi Power & Light Co. 65/04/06 GRACE, J.N. Region 2, Office ol 
DIreclor. 2pp. 3O79f333-3O705.334. 

8506060513 Notification of 650531 meeting w/ulll In Bethesda.MD to discuss status ft 
scheduled completion ol Implemenlallon of recommendations In 841126 TDI diesel 
generator design review & quality revalldation rept 

KINTNER.L.L licensing Branch 4, 65/05/29. ADENSAM.E.G Licensing Branch 4 
2pp. 30704:264-30784:265, 

8606130557 Amends 850523 Part 21 rept lo include Log I He Grado 242 as acceplat^ 
matl.lnfo Hr & Hr to util end. 

CUMMINS,B.R. Henry Prall Co. 66/05/30, KEPPLER,J Q Region 3. Oflice of Director, 
3pp 30891:098-30861:106 
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•*4506130573 Part 21 fopi re lack ol Locate on Pratt nuclear rriodel valves w/Umitorque 
operatofs.per Bechtel B50507 Itr & Deficiency Evaluation Repl 84-101 Actuators 
should be reinstalled In valves using Loctite Grades AV,271 & 277 
CUMMINS, B R Henry Pratt Co 85/05/23 KEPPLER.J G Region 3. Office of Director, 
epp 30891 101-30891 106 

4506 170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& rermfnations," technical evaluation rent 

lAlTY.W.W , RICHMOND.W D Battelle Memorial Institute, Pacific Northwest Laboreto- 
nes FIN B-2952 PNL-5200 3 05/05/31 BERLINQER,C.H Division of Licensing 
21pp, 30881:130-30981 '160 

8506-120157 Notification Of 850819 meeting w/util In 0ethe&da,MD to discuss resolution 
ol concerns re containment suppression pool swell through encroached areas 
KINTNER.LL Licensing Branch 4 85/06/06 AOENSAM.EG Licensing Brsnoh 4 
3pp 30841 >323-3084 1.325 

6508240602 Part 21 rept re failure to follow design control procedures resulting in mls- 
a^pplication ol switch CR2940 on standby liquid control sys which may cause lallure ol 
Class 1 E equipmanl Design drawing change In progress 

SHEflWOOb.GG. Gerreral Eloctrfc Co 85/06/17 TAYLOR, JM. Director's Office. 
Office of Inspection and Enforcement 3pp 31160 360-31159 362 

8506260183 LER 85 019 00 on 85051 7,reaclor water cleanup sys Isolated due to high 
ditlerenltal flow signals.Cause not determined Isolation verified & malnl work order ml 
liated on 850518 to Inspect dltferential flow units W/650617 Hr 
HORTON.A. DALE.L.F Mississippi Power 8 Light Co 85/06/17 4pp 31200 309- 
3t200 312. 

6506250445 LER 64-050 O2.on a41102,App R discrepancy Identillod on 841015 
reported.Dtscrepancles also Identified on 841212, 850517 & 18, Including omission ol 
lire barners for safe shutdown-related cable raceways W/85061 7 Itr. 

BYRO.R.W. DALE,LF Mississippi Power & Light Co. 85/06/17 4pp 31199 221- 
31199 224 

6506200010 PNO-1I-8S 062 on 850018,|lcenseo Investigated alleged ollsito drug use by 
nonsupervlsory members ol contract guard force.UrinalysIs lests on 15 samples 
showed negative results in all but three samples.investigation continuing 
PERNY.C.. BARR.K Region 2, Office ol Director 05/06/18 Ip. 31007-129. 
31007.129 


T. Nearing transcriple on non-antitruat matters 

5506160006 Further response to FOIA request for two categories ol documonls ro oper- 
ation ol Grand Gull power reactor & TDI diesel generalors.Documents listed In App A 
available in PDR Computer printout end providing brief description. 

FELTON,J.M Division ol Rules and Records. 05/02/05 BELL.N. Nuclear Inlormalion 
& Resource Service. 7pp. 30961.001-30961 007. 

-6508160008 Transcript ol 840524 public meeting In Washington, DC re diesel genera- 
tor Insp ordar.Pp t -SB, Supporting documentation end. 

• Commissioners. 84/05/24. 17Spp. 30902 043-30962 220 


U. Congresaloiial/Execullve Correspondence 

8SQ61 50005 Further response to FOIA request for two categories of documents re oper- 
eilon of Grand Gulf power reactor & TOI diesel generators Documonts listed In App A 
available fn POR.ComputGr printout end providing brief description. 

FELTON.J M. Division of Rules and Records 85/02/05 QELL.N. Nuclear Information 
8 Resource Service 7pp. 30961.001-30061-007. 

-84070 5001 3 Requesta response to questions re errors Idenlilled In Tech Specs & sur- 
veillance procedures submitted by util & Internal memos on scope, cause or signifi- 
cance of ertora, 

MARKEY.E.J House of Rep, Inferior & Insular Affairs 84/03/13 PALLADINO.N.J 
Ccmmissionera 6pp 30961.063-30961 066. 

-6407050017 Advises that reaponses to questions re safety significance of low power 
Of normal operation w/Toch Spec & surveillance procedure errors raised In Congress- 
man Markey 840313 Itr Inadequate 

UDEtL.R. House of Rqp., Inlsrlor & Insular Affairs 84/06/08. REHM.T A. Ollica ol the 
Executive Director for Operations Ip. 30961.124-30961:124 

-6506160028 Urges Congress to maintain dose oversight of NRC activities to keep sys 
of safety regulations from unraveling, Situation at plant aggravated by NRC decision to 
authorize plant to operate for wks while diesel generelorB dismantled. 

GILINSKY^V. Commissioners. 64/05/29 UDALI,M.K. House of Rep., Interior & Insular 
Affairs. 2pp. 30963.074-30963 075. 

“6506150061 Responds lo 840628 Itr Indicating plan to release NRC draft answars to 
questions re plant Releasing draft response to public would be confusing since Com- 
mission developing complete response which will be provided by mid Jul. 
PAi1-AD!NO,M J. Commissioners. 84/06/29 MARKEY.E House of Rep , Interior & In- 
sular Affairs. 2pp 30961:129-30961:130. 


V, Operator Examinations 

*506150005 Further response to FOIA request for two calegoriss of documents re oper- 
ation of Grarid Gulf power reactor & TDI diesel generators Documents listed In App A 
available In PDR Computer printout end providing brief description. 

FELTON.j.M Division of Rules and Records, 86/02/05. BELL,N Nudaar Information 
& Resource Service 7pp, 3098T001 -30961.007. 

“8506160020 Advises NRC of completion of operator recertification program, per 
831118 commitment Defidendes In training that remain open be closecfln near 
futura.Ona licensed reactor operator undergoing remedial training 
DALE.LF, Mississippi Power & Light Co, 84/02/28, 0'REILLY.J P. Region 2, Oflice of 
CSfeolor, App. 30963, 066-30963.069 

-8508150029 Resporrds to 840323 confirmation of action Itr re verifying removal of car- 
tain IndtviduBis from licensed dutles-Util has evaluated licensed operators to determine 
If delkfency fdentifled applicable to other operators Related Info end. 
MCGAUGHY,J.P. Mississippi Power & Light Co 64/04/16, 0'REILLY.J P. Region 9, 
Office ol Director. 1,698pp 30963:077-30967-334. 


6506100141 Discusses IE Insp during Aug-Sepl 1963 & on 831018-840509 & lorwards 
notice of violation & proposed Imposition ol civil penolty.Operalor training & recertilica- 
lion program not tn compliance w/FSAR commitments 

TAYL0R,JM Director's Olfice, Olfice of Inspection and Enlorcement 85/06/03 
CAVANAUGH, W Mississippi Power & Light Co 4pp 30830 231-30630-234 

-8606100156 Notice of violation & proposed imposilioni of civil penalty In amount of 
$500,000 Violations noted failure to establish adequate procedures to ensure accuracy 
of into submitted on operator license applications 

TAYLOR,J M Director's Office, Office of Inspection and Enlorcement 85/06/03. 5pp. 
30830.235-30830 239 

8S06240S06 Requests that Ofc ol Investigations Repts 2-63-037 & 2-84-005 re operator 
licenses & all other Investigation & Insp repts on which 650603 notice of violation & 
proposed Imposition of civil penalties based be released to util 

RICHARD.JB Mississippi Power & Light Co 85/06/19 TAYLOR.JM Director's 
Olfice. Olfice of Inspection and Enforcement 2pp 31201:313-31201 314 


DOCKET 60-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

*506030390 Partial response to FOIA request for three categories of documents to be 
made available at PDR re NSHCsApp A documents onci & placed In PDR Search 
continuing 

FELTON. JM. Division ol Rules and Records 84/11/08 ADATO.M Union ol Con 
cerned Scientists 4pp 30720.001-30720 005. 

“8311300410 Forwards update of Sholly slallstics lor Q30506 1023.Requesl for hearing 
re Salem notice on extending Inteivai for second Integrated leak rate lest received. 
EISENHUT.DQ . Division of Licensing. 83/11/14 DENTON,H.R Olllce of Nuclear 
Reactor Regulation, Director. 2pp 307^ 010 30720 Ol 1. 

“6312230301 Forwards update of Shelly statistics covering 830506-1 122. 

EISENHUT.OG Division ot Licensing 03/12/09 DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director. 2pp, 30720 012-30720-013. 

-8401160341 Forwards update to Sholly statistics for 830506-1231 Request for hearing 
received in response lo notice of issuance ol Amend 10 Ninth monthly Ffl notice 
scheduled for publication on 640126. 

EISENHUT.O Q. Division of Hoensing, 84/01/06 DENTON.H R. Office of Nuclear Re 
actor Regulation, Director 6pp 30720-014-30720 016 

—8402210139 Forwards update ol Sholly statistics for 830506-840126 Two raquesla for 
hearing & one comment received Requests for hearing dismissed on two 
ptaants Prehearing conference scheduled for Grand Gulf petition. 

EISENHUT.O G. Division of Licensing. 34/02/07. DENTON.H.R Office of Nuclear Ro 
actor Regulallon, Director. 3pp. 30720.016 30720 018. 

-6404020112 Forwards update ol Sholly slatistics covering 830505- 840224 Eleventh 
monthly FR notice scheduled lor publication on 840321 

EISENHUT.OG Division ol Licensing 84/03/13. DENTON.H.R Oflice of Nuclear Re- 
actor Regulallon, Director. 3pp. 30720-019-30720.021 

-S404289461 Foiwards updated "Sholly" statistics for B30S0S 640322 Prehearing con- 
lerenco held on request for hearing received on TMl-1 steam generator 
repair.Contentions accepted by ASLB. 

EISENHUT.D.G. Division Ol Licensing 84/04/13 DENTON.H.R. Olfice ol Nuclear Re 
actor Rogufalton, Dfrector 3pp. 30720.022-30720024 

-8405220511 Fonvards update of Sholly statistics covering period 83OS05- a40426.No 
add! comments or requests for hearing recelveci 

EISENHUT.D.G Divl^on Of Licensing 84/05/07. DENTON.H R. Office of Nuclear Ho- 
aotor Regulation, Director. 3pp 30720 026 30720.027. 

-8406280322 Foiwards update of Sholly statistics lor period 830506- 8 40523. ASLB 
Issued decision lor Grand Gulf on 840423, admitting two contentions for discovery 
EISENHUT.D.G Division ol Licensing. 64/08/08. DENTON.H.R Oflice ol Nuclear Re- 
actor Regulation, Olreclor. 3pp 30720.026-30720 030. 

-8407300060 Foniverds update of Sholly staiiatlcs covering 830508 840620. No addt 
comments or requests for hearing received 

EISENHUT.D.G Division of Licensing, 64/07/06. DENTON.H R. Office ol Nuclear Re 
aclor Regulation, Director. 4pp 30720 031-30720:034 

-B408200009 Forwards updated Sholly statistics for period 830506 B4071 6 Statistics 
will be updated following 640622 monthly publication of FR notice. 

EISENHUT.D.G Division of Licensing 84/08/08 DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director. 4pp. 30720-035-30720.038. 

-8410040278 Forwards update of Sholly statistics covering 630SQ6- 840822.Llels two 
"press release" type notices issued during reporting period Next monthly FR notice 
scheduled for publication on 840924. 

EISENHUT.D.G. Division ot Licensing, 84/09/18 DENTON.H R. Office ol Nuclear He- 
aolor Regulation, Diraolor. 24pp. 30/20.039-30720:062. 

8508150005 Further response to FOIA request for two categories of documents ra oper- 
ation of Grand Quit power reactor & Tut diesel generators.Document8 listed to App A 
available fn PDR Computer printout end providing brief description. 

FELTON.J M Division of Rules and Recorda. 86/02/05. BELL.N. Nuclear Information 
& Resource Service. 7pp. 30961.001-30661-007. 

-8403120227 Requests assistance In obtaining Mark III conlatnment structural capacity 
Info from listed iacilltles to assist Containment Sys Branch In evaluating containment 
capability for positive & negative pressure dlfferentfafs 

LEAR,G. Structural & GeoLechnlcal Engineering Branch. 84/03/08 YOUNQBLOOO.J. 
Licensing Branch 1. 2pp 30961:337-30961:336. 

“8403160089 Advises thal listed sections of Tech Specs re-revlewed par 840227 
requesLTsch Specs 3/4,81,3/4 7.1.1 & 3/4.7,1.2 unacceptabla.Appropriale correc- 
tions provided In end Tech Specs. 

RUBENSTEIN,L.S. Assistant Director (or Core & Plant Systems 84/03/06. 
MATTSON.RJ. Division ol Systems Integration (post 911005). 6pp 309811339- 
30961.343. 
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-8403160091 Forwards branch cotnraeots & recommendations lor changes (o Tech 
Specs follovring reroview to venfy that Tech Spetss property rfenved tram analyses 4 
evaluation included In FSARTeeh Specs acceptable, w/exceplJon of rlems Identified 
ROSA,F, Instrumentation & Control Systems Branch. 84/03/05. HOUSTON, fl W As 
sislant Direciof for Reactor Safety lOpp 30961.321-30961 330 

-8403200318 Forwards re revJew o( Tech Specs to determine whether specs property 
derived from analysis & ovaluaton Included In FSAH & SER 
MULLER, D R Assistant Director ior Core & Plant Systems 84/03/08. MATTSON.R J 
DrvJslonol Systems Integration ('post 011005). Ip 30961 041-30961:041. 

-8403200364 Responds to 840302 memo pueslionlna whether right reactor core used 
consistently fn license submittal & confirming whether reactor core referenced in li- 
cense Section 2.1 2 actually corresponds lo core In reactor 
DIHCKS,WJ. Ollico of the Executive Director for Operations 84/03/06 GILINSKY 
Commissioners. Spp 30901:331-30961.336 

-9403200385 Requests confirmation by 840306 whether reactor core referenced in li- 
cense Section 2 1 2 as basis for reactor safety limits actually corresponds to core in 
actual plant 

QILINSKY.V Ctommls&ionofs. 84/03/02 DENTON, H. Office of Nuclear Reactor Regu- 
lation, Director. Ip 30061.336-30961.336 

-8403210209 Forwards list of Tech Specs re-reviewed per 840227 memo Specs Mated 
w/no comments acceptable as is 

BERLINGER.CH Core Parioimanca Branch 84/03/08. MATTSON.R J Olyiston of 
Systems Integration {post 911005} Ip. 30961 042-30'961.042. 

-0403220267 Forwards marhed-up Tech Specs w/correclion to conform w/STS & 
FSAR Tech Specs for overspeed protection sys surveiliance acceplable, except as 
noted. 

RUBENSTEIN.L,S. Assislanl Director for Core & PJant Systems. 84/03/08. 
MATTSON, R.J. Division of Systems fnloflratfon (post 811005) 12pp. 30981044- 
30061.056. 

-8403230234 Forwards responses to Commissioner Gilinsky 640302 questions on It 
censed operator pools 

DIRCKS,W J. Office ol the Executive Director (or OparalJons. 84/03/08. GILINSKY.V 
Commissioners 3pp 30981. 008-30061 .040. 

-8403270285 Informs of branch acceptance of Tech Specs Tech Specs properly de- 
rived from analyses & evaluation inciifdad in FSAR, as reviewed In SER. 

CONGEL,FJ, Radiological Assessment Branch 84/03/08 MULLER,D.R Assistant Oi 
rector for Radiation Protection. Ip 30061 043-30661 043, 

-8404120400 Recommends Commission suspend license until plant can reestablish & 
assure competence to engage in proposed activities 

QILINSKY.V. Commissioners 84/02/29. Commissicmars. app 30963.06230963 063 

-8404260470 Rev 13 to Procedure 05-1412 14, "Loss ol Offsite Power." 

• Mississippi Power & Light Co 84/04/14 7pp. 36961.086.30961.082. 

-0404260475 Rev 0 to "Qas/TurWne Generator Sys Maint S Operation Procedure." 

‘ Mississippi Power S Light Co 64/03/31. 14pp 30^T093 30961,106. 

-8404260481 Rev 11 to Procedure 05-14)2 1 6, "Station Blackout” 

• Mississippi Power & Light Co. B4/04/14. 7pp. 3096 1.1 07-30961 *11 3. 

-8404260487 Rev 12 to Procedure 05- 1'02-VI-2,' ’Hurricanes, Tornados & Severe 
Weather." 

• Mississippi Power A Light Co. 83/12/06 3pp. 30861.114-30961.116, 

-8606160035 Notification of change In date, lime 4 purpose of 840403 meeting Meeting 
will lake place on 840404 w/ulffn Balhesda.MD to discuss results of NRR review of 
licensee Tech Spec review program. 

KINTNEfl.L.L Licensing Branch 4. 84/03/28 ADENSAM.E6 Ucensiog Branch 4, 
3pp. 3O901'O77-3O961.a79. 

-8508150045 Discusses Ofc ol General Counsel 640530 memo re order which amend- 
ed llcenss.Planl should be shut down unlll regulations can be met, adequacy ol plant 
license determined & health & safely ol public assured. 

QILINSKY.V Commfsstonera 04/05/31. Commissioners. 2pp 30961:122-30061:123 

-6608160075 Presentalion enllllad, "Impall Third Party Review of Grand Gulf Nuclear 
Station Tech Spec Review Program," presanled to NflC on B40404. 

GUIBERT.J,C. fmpell Corp a4A04/04. 52pp 30961 ■350-30962.042. 

8506050031 Further re^nsa to FOIA request lor documenis re NRC 841216 meeting 
w/Hydrogen Conirol Owners Group & Sar>dla experimenla on smali/larga-scalo sta^ 
conlalnmenl models. Forwards drawings responsive to requasL 
FELTONJ.M DNialon ol Rules and Records 85/03/06, HIATT, 8.L. Ohio Citizene for 
Rasponstbfa Energy Ip 30745 013 30745.059. 

-8506050037 Notification of 841218 meeting w/Hydrogen Control Owners Group In 
Norvrood,MA,to revleHr & Inspect Installation of test equipment In 1/4 scale test faciit- 

l[tAHLE,C.R. Ucensfng Branch 4, 84/12/11. ADENSAM,E.Q. Licensing Branch 4. Ip. 
30745.014-30745.014. 

8506170163 Responds to FOIA request for source term event Irees prepared by Sandia 
for subi plants.Forwards documents Hated on app.OocumenIs also avalfabie In POR. 
FELTON, JM. Division ol Rules and Records. 86/03/11 SHOLLY,S.C. Union of Con- 
cerned Scientists 2pp. 30981:152-30981:209. 

-8606170168 Draft "Containment Event Analysis & Estimation of Source Term 
Ff*quende8,App to MUREG.09S6.** 

BEHR.V.L San-dia National Latwralortes. 84/07/31. NRC - No Delalied Affiliation 
Given Sepp. 30931:1 54-30981;2as, 

8609170180 Responds to FOIA request for dooumenis re emerMncy tosiructlons or 
procedures 4 BWR Mark III emergency procedure guide lines. Forwards documents 
listed on app, 

FELTON, J.M. Division of Rules and Records. 85/03/13. HIATT, 8. Ohio CilIzens for 
Responsible Energy. 2pp, 30981 -21 7-30981:21 8. 

-8409050617 Forwards request tor addi Info re hydrogen conirol for Mark III confaln- 
menl plants during postulated degraded core acclden<8.Questlon3 should be transmit- 
ted to Qrand Gulf, perry, River Bond a Clinton applicants. 

BUTLER.W.R. Containment Systems Branch. 84/08/24. YOUNGBLOOD, BJ. Licens- 
ing Branch 1. 3pp. 30961. 223-30991 -225. 


6506250064 Further response to FOIA request for documents In three categonos re 
drug or alcohol abuse at nuclear facilities Forwards App A documents D^men's 
also available fn PDR. Processing ol documents continuing. 

FELTON.JM Division of Rules and Records 65/04/10 HEATH,SJ Washmoton, 
Legal Foundation lipp 31217 095 31217.109 

-8S062S0166 Informs that alcohol & drug abuse survey lor 10 utils complelo per Tem. 
porary Instruction 2695/1 Ulils have instituted reasonable piovenlion 
programs Surnmaiy of site visits end 

0'REILLY.JP Region 2, Office of Director 83/04/01 DEYOUNQ.RC Direeter's 
Office, Office of Inspection and Enforcement 42pp 31217125-31217166 

8506040300 Notificallon of 650522 meeting w/Hydrogen Control Owners Group In 
Bs1h63da,MD lo resolve issues In Hydrogen Control Owners Group quarter-scale teil 
pfogrem 

STAHLE,CR Lfoonsing Branch 4 85/05/16, ADENSAM,E Licensing Branch 4, 6<» 
30719 232-30719 237 

6506200337 Requests NRC review & concurrence ol end iusllficallon for conclusion ol 
toBlIng re plant safety/rellel valve fn plant teat program, Response requestixi by 
650624 Fee paiti 

DALE,L F hfississippi Power & Light Co 85/06/06 DENTON, H R. Otilco ol Nuclear 
Reactor Regulation, Director 4pp 31020202-31020205 

6508140283 Forwards final response to Qenario Ltr 83-26,l1om 4 5 2 ra reactor top sys 
reliability (sys functional lQ5Ung),per 850315 request lor sddi fnloAII sya required br 
Tech Specs to perform reactor trip tested 

DALE,LF Mississippi Power & Light Co. 85/08/12 OENTON.H.R. Office of Nuclear 
Reactor Regulalion, Director. 3pp 30894‘065-30894 067 

6505200169 Forwards safety evaluation accepting seiamic analysis of deeply embedded 
standby sve water cooling tower basin.per ulll 650128 submittal 
NOVAK, T.M Assistant Director lor Licensing 85/06/13 RICHARD, J.B Mississipp 
Power & Light Co 2pp. 31 043.024-31043 027. 

-850620D174 SSER accepting seismic analysis of soil structure Interaction lor deeply 
embedded standby sve water cooling tower basin. 

• NRC 'No Detailed Affiliation Given 85/06/13 2pp 31043.026-31043 027. 

8506250396 Foiwards addI Info requested In 850813 lelcon to support review of rasdti 
of 850423 25 safety/relfsf (SRV) In plant teal submitted on SSOeoO.LocalloP ol In- 
stalled SflV In plant lest Inatrumontaiion & real time data provided 
DALE,LF Mississippi Power & Light Co 85/06/18, DENTON, HR Office ol Nuclaai 
Reactor Regulalion, Director. 24pp. 31198.137-31196 161 

8608270474 Advises of development of proposed schedule for meeting 10CFR504f 
"Final Hydrogen Rule." Proposed schedule based on tasks Idonbfied in Hydrogsn 
Control Owners Group program plan. 

DALB,L.F. Mississippi Powsr & Light Co 65/06/24 DENTON.HR. Olllce of Nudear 
Reactor Regulalion, Director Spp. 31235-271-31235.273 


F. Seeurlly, medical, emergency & fire protection plane 

6606150005 Further response to FOIA request lor two categories of documents re op& 
ailon o( Grand Gulf power reactor & TDi diesel generators Documenis Haled In App A 
available In PDR.Computer printout end providing briel description. 

FELTONiJ M. Division ol Rules end Records 85/02/05 QELL.N Nudoar Jnlormabon 
& Resource Service 7pp 30981. 001 -80961 !007. 

-8506160043 Rev IS to Sys Operating Instruction 04-S-01-P84-1, "Fire Pioloclmn 
Water Sys" 

* Mississippi Power 4 Light Co. 85/02/05 6pp. 30961.1 17-30061.121, 

8506180384 Forwards "Evaluation of Unprotected Supports Exposed to Elevated 
Temps Associated W/Postulated Fires,’’ in support ot request tor exceplion to 
lOCFftSO.App H, Section III.G.2.a,par NRC request during 8S0S20 silo Insp Foe patd 
OALE,L F. Mississippi Power & Light Co. 65/06/14 DENTON, H R. Oflice of Nuclear 
Reactor Regulation, Diroclor. 3pp 30976:31 4-30976.326 


P. Oparallng license stage documents & correspondence 

8606030390 Partial response to FOIA request tor three categories ol documents lobe 
made available at PDR re NSHCsApp A dooumenis enef S placed In PDR Search 
continuing. 

FELTON,JM. Division of Rules and Records. 84/11/08 ADATO.M. Union ol Con 
cerned Sclsnlists. 4pp 3Q720 001 •30720,005, 


Q, Inspection reports, IE Bulletins A correspondence 

8505130027 Suppi 1 to IE Info Notice 84-66, "Seal Table Leaks at PWRs." Sve Irsl end 
JORDAN,E.L. uwision of Emergency Praparednoss & Engineering Response (Post 
830103), 85/06/14 Consolidated Edison Co of New York, Inc. fo7pp. 31044.095- 
31044:171. 

BS05130039 SuppI 1 to IE Info Notfea 86-020, "Motor-Operated Valve Failures Doe lo 
Hammering Effect “ Sve list end. 

JORDAN, EL. Division of Emergency Preparedness A Englnoering Response (Post 
830103). 85/05/14. Consolidated Edison Co of New York, tnc, fo7pp. 31044,172- 
31044:278, 

8B05200590 IE Info Notice 05-038, “Auditability of Electrical Equipment Qualiffcafon 
Records at licensees Facilities.” Svo Hat end. 

JORDANiB.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103j. 05/05/22. Consolidated Edison Co, of New York, Inc. foepp, 30937-254 
30837:363. ' ^ 

8605200600 l£ InfO Notice 85 040, “Deficiencies In Equipment Qualification Tesling 4 
Certification Process " Sve list and. 

JOfl;DAN,E.L. Division of Emergency Preparedness 4 Engineering Response (P«l 
030103). 85/05/22. Consolidated Edison Co, of New York, Inc- fo6pp. 3M4fl.!9^ 
30e4e'27t. 
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$^52B0t81 IE Info Notice 85-042, ‘loose Phosphor in Panasonic BOO Senes Badge 
7LD Elements " Svc list end 

JOflD^N.EL. D/voton of EiwegsiKy Preparec/ness & Engineering Response fPosI 
800403) SBAOB/SS Consolidated Edison Co. of New York, Inc 120pp 30852 245- 
30852 363 


B so 52 B0 187 IE Info Notice 05-043, "Radiography Events at Power Reactors ” Svc list 
end 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30, Consolidated Eolson Co ol New York, Inc 120pp 30864 167- 
30664 287 


8 5 06 06 087 7 IE Into Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core FIok Mapping Sys Used in Westlnghouso Designed Plants " Svc list end 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/06/06. Consolidated Edison Co of New York, Inc 122pp 30865 001- 
3086 5 046 


8506000707 IE Into Notice 85-046, "Clarification of Several Aspects Ol Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/06/10 Consolidated Edison Co ol New York, Inc i24pp 31043 301- 
31044 064 


6606180384 Forwards "Evaluation ot Unprotected Supports Exposed to Elevated 
Temps Associated W/ Postulated Fires,' In support of request for exception |o 
10CFFl5D,App R, Section IIIQ2a,per NRC request during 850520 site fnspFee paid. 
OALE.L F Mississippi Power & Light Co 65/06/14 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 3pp 30976 314-30976 325 

B8D6140240 IE Info Notice 85-047, "Potential Effect of Line Induced Operation On Cer- 
lam Target Rock Solenoid Operated Valves ’’ Svc fist end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/18 Consolidated Edison Co ol New York, Inc 134pp 31260157- 
31268 304 


8508140636 IE Info Notice 85 048, "Respirator Users Notice Defective Sell Contained 
Sreathing Apparatus Air Cylinders " Svc list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of New York, Inc 123pp, 31376 064- 
31376 183 


R. Periodic operating reports & related correspondence 


T. Hearing transcripts on non-antllruet matters 

B5061S000S Further response to FOIA req^uesl lor two categories of documents re oper- 
ation ol Grand Guff power reactor & TDl diesel generators Docurnenls listed In App A 
available In PDR Computer printout end providing brief description 
F ELTON, J M Division ol Rules and Records 85/02/05 BELL.N Nuclear Information 
a Resourco Service 7pp 30961 001-30961.007 

-6 5061 6 0008 Transcript ol 840524 public meeting in Washington.DG re diesel genera- 
tor Insp order Pp 1 -50 Supporting documenlallon end 
* Commissioners. 84/05/24 175pp 30062,043-30962 220. 


U. Congressional/Executive Correapondence 

8506150005 Further response to FOIA request for two calogonos of documents re oper- 
ation ol Grand Gull power reactor & TDl diesel generators Documents listed in App A 
available In PDR Computer printout end providing brief description. 

FELTON.J M Division of Rules and Records 85/03/05 BELL.N. Nuclear Information 
& Resource Service 7pp 30961.001-30961.007 

-84070S0013 Reauesls response to questions re errors Identified In Tech Specs & sur- 
veillance procedures submitted by util & Internal memos on scope.causo or signifi- 
cance of errors. 

MARKEY,EJ House of Rep, Interior & Insular Affairs, 04/03/13 PALUDINO.NJ. 
Commissioners 6pp 30961 063-30961 068 

-8407060017 Advises that responses to questions re safety significance ol low power 
or normal operation w/Tech Spec & surveillance procedure errors raised In Congress- 
man Markey 840313 Hr inadequate 

UDELL, R House of R^ , Interior & Insuler Affairs 84/06/00 REHM.T A. Office of the 
Executive Director (or Operations, ip. 30981.134-30961 124 

-8506150026 Urges Congress to maintain close oversight of NRC activities to keep sys 
of safety regulations from unraveling Situation at plant aggravated by NRC decision to 
authorize plant to operate for wks wnlle diesel generators dismantled 
QILINSKy,V Commissioners. 84/05/29. UDALL.M.K. House of Ron,. Interior & Insular 
Affairs. 2pp. 30963.074-30983 076 

-8506150051 Responds to 840626 Hr Indicating plan to release NRC draft arrswers to 
questions re plant Releasing draft response to public would be contusing since Com- 
mission developing complete response which will be provided by mid-Jul 
PALLADINO.N J, Commissioners 84/06/20 MARKEY.E. House of Rsp, Interior & In- 
sular Affairs. 2pp. 30061.129-30661.130. 


8800060409 Forwards "Degraded Core Accident Hydrogen Control Program," quarterly DOCKET 60-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 

status rapt tor Jan-Mar 1965 

DALE.L F Mississippi Power & Light Co 65/05/31, DENTON.H R. Offico ot Nuclear 

Reactor Regulation, Director. 5pp. 30720 260 3072g'264 A. Appllcatlon/conslructlon stage documents A correspondence 


S. Reportable occurrences, LERa & related correspondence 


8506 16000 5 Further response to FOIA request for two categories ol documents re oper- 
ation of Grand Gulf power reactor & TDl diesel generators Documents listed In App A 
available in PDR Computer printout end providing brief description. 

FELTON.J.M Division of Rules and Records 85/02/05 BELL.N, Nuclear Information 
8. Resource Service. 7pp 30961 '001 -30961 007, 

—8404270314 Forwards listing of unresolved Issues re TDl diesels.to be discussed at 
640413 meeting. Issues Include cylinder headn, engine block, wrist pin 

busli!ng8,eonneotlng rods & rod bearings, turbocharger & testing/malnl plans 
ADENSAM.EG Licensing Branch 4 84/04/11, MCQAUGHY.JP. Mississippi Power & 
Light Co 6pp 30961 ’080-30961 085. 

—B4072 40387 Commerrts on May 1904 draft TDl Diesel Generator Owners Group pro- 
gram plan Full Insp of one engine to Owners Group spec recommended. 

LAITY, W.W. Ballelle Memorial Institute, Pacific Northwest Laboratoriss. 04/05/21, 
BERLINGER.C, Division ol Licensing 3pp 309B2'22 1-30962 223 


8500190117 Further response to POIA request that all Internal memos to Div of Licens- 
ing from May -Nov 1964 which provided draft SER, SER socllona & questions or re- 
quests tor audi Info bo placed In PDR App C documents placed In PDR. 

FELTON, J.M Division ol Rules and Records. 86/03/06. GRABER.L NUS Corp. 3pp. 
31013 236-31013,246. 

-841120013S Forwards operability qualiflcatlcn of purge & vent valves & guidelines (or 
demonstration of operability ot purge & voni valves Info sought should be provided as 
soon as possibla. 

NOONAN, VS, Equipment Quallflcalbn Branch, 64/11/09. YOUNQBLOOD.B.J, Li- 
censing Branch 1 7pp 31013.2B1-31013 287. 

8506130454 Forwards environ assessment & finding ol no significant Impact In re- 
sponse to 84 0912 request for exemption (ram portion of requirements of GDC 4. 
YOUNGBLOOD, B.J, Licensing Branch 1 85/06/05. OPEKA,J.F, Northeast Nuclear 
Energy Co. (subs, of Northeast Utllitlee) 2pp. 30901:1 65-30001:161. 

-8506130463 Environ assessment & finding of no significant Impact supporting Issu- 
ance of exemption from portion of requirements of GDC 4. 

KNIGHTON,G.VI/. Assistant Director (or Ucansing, 05/05/21, 4pp, 30901:167- 
30901 ’161 


8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps (or TDl 
DSRV-ia.DSnV-16 6 DSRV-20 Diesel Engines." 

LAlTY.W.W. Baflelle Memorial Instilule, Pacific Northwest Laboratories FIN B-2063. 
BS/04/04, BERLINGER,C Division of Licensing Ip. 29787:001-29787,017. 


-8504120317 "Review of Engine Base & Bearing Caps lor TDl DSRV-12, OSBV-16 & 
DSRV-20 Olasel Engines." 

LAITY.W.W. Battelle Memorial Institute, Pacitic Northwest Laboratories FIN B-2963. 
PNL-5200-12. 85/03/26 Division ol Licensing 14pp. 29787.002-29787-017. 

8506130567 Amends 850623 Part 21 rapt to Include Loolite Grade 242 as acceptable 
maf(.(nfa Hr & (tr (o utif end 

CUM MINS, B.R, Henry Prall Co 85/05/30 KEPPLER.J.G Region 3, Office ol Director. 
3pp 30691,098-30691:106 


-8506130573 Pari 21 rept re lack of Loolite on Pratt nuclear model valves w/Llmilotque 
opera iors.per Bechtel 850507 Itr & Deficiency Evaluation Rapt 64-1 01. Actuators 
should be reinstalled In valves using Loctlle Grades AV,271 & 277. 

CUMMINS.B R. Henry Pratt Co. 85/05/23. kEPPLER,J.Q Region 3, Office of Direcfor, 
6pp. 30891-101 -30891 .106. 

6506170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
a Terminations," technical evaluation rept. 

LAITY.W.W. Battelle Memorial Institute, Pacitic Northwest Laboratories FIN B-2962 
PNL-521KI-3, 85/05/31. Division of Licensing, 21pp. 30981:130-30981:160 


8506240802 Part 21 rapt re failure to follow design control procedures resulting in mis- 
^pHcatlon of switch CR2040 on standby liquid control sys which may cause failure ol 
class 1 E equ1pment.Deslgn drawing change in progress. 

SHERWOOD.G.Q. General Electric Co, 85/06/17 TAYLOR.J,M. Director's Office, 
Office ol Inspection and Enforcement. 3pp. 31169:360-31 159'362 


8606170101 Forwards exemption from GDC 4 & topical rept evaluation of WCAP 10456, 
"Effects ot Thermal Aging on Structural Integrity of Cast Stainless Steel Piping ..." Ex- 
empllon will become offeclivo upon Issuance of CP. 

YOUNGBLOOD, B.J, Licensing Branch 1 86/06/05, OPEKA.J.F Northeast Nuclear 
Energy Co (subs, ot Northeast Utilities) 3pp. 30980 310-30960.312. 

-6506170112 Exemption from GDC 4 of 10CFR50,App A.ellminating requiremoni to In 
stall protective devices & dynamic effects & loading conditions associated w/posiulat- 
ed pips breaks. 

THOMPSON.H.L Oivislcn of Licensing. 85/06/05. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities) 16pp. 3098^9.31 3 -3r)960;327. 

-8506170120 Topical rept evaluation of WCAP 10466, "Elfeota of Thermal Aging on 
Structural Integrity of Cast Stainless Steel Piping for Weslinghouse Nuclear Steam 
Supply Sys.” Rept acceptable Weld metal considered less fracture resistant 
' NRC • No Detailed Affiliation Given. 85/06/05. 11pp. 30980.328-30980.338. 

8506210229 Summary ol 850506 meeting w/ulils & Bechtel Corp In B 0 the 8 da,MD re 
respiratory protection lor subalmospherlo containments Agenda & list ol attendees 
end. 

NEIGHBORS, J.D Operating Reactors Branch 1. 85/06/05. Operating Reactors 
Branch 1 15pp. 31048.045-31 048:059. 

8508210381 Forwards draft Rev 7 to OA program topical rept (or review & 
epprovalReason & basis for changes also end. 

OPEKA,J,F, Northeast Utilities Service Co. (subs, of Northeast Utilities), SEARS,C.F, 
Northeast Utilities. B5/06/0S, MURLEY.T.E, Region 1, (Office of Director, 6pp, 
31055:217-31055:357. 

-8508210388 Draft Rev 7 to QA program lepical rept. 

• Northeast Uliniles. 85/06/06 136pp. 31065;222-aiO55;367. 
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8$Q6130447 Forward's safety evaluation re TMI Action Item II K 3 30, oullLOing require- 
ments for Industry to demonstrate smell break LOCA methods per TMI Items II K 3 30 
II K 3 d 1 

YOUNG BLOOD, B J Licensing Branch 1 85/06/06 OPEKA.J F Northeast Nuclear 
Energy Co (subs of Northeast Utilitios^ tOpp 30&01 169 30901 176 


8506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule lor Limerick & Shoroham for lull power 
operation remain due to offsite emergency preparedness Issues 
DIHCKSpWJ Office ot the Executive Director for Operations 85/05/28 PALLAOINO 
Commissioners lipp 30785 007-30785 017 


6506130515 Forwards request lor addi Info on request for approval for N-1 loop oper- 
ation & Info provided in util 041221 Itr re fracture prevention of containment pressure 
boundary Respor>sa requested within 30 days 

YOUNGBLOOD.a J Licensing Branch 1 65/06/06 OPEKA.JF Northeasl NuOear 
Energy Co (subs of Northeast Utilities) Ip 30901 238-30901 247 


8506110435 Forwards Rev 0 to physical security plan Rev withhold (ref 10CFR73 21 & 
2 790) 

OPEKA,J F, Northeast Nuclear Energy Co feubs of Northeast Utilities) OPEKA.JF 
Northeast Utilities 65/05/31 YOUNGBLOOD, 8 J Licensing Branch 1. MURLEVTE 
Region 1 , Oflice of Director 3pp. 308 1 6 309-3081 B 311 ' 


-8S0613051B Discusses new Westing house smalt break LOCA model .NOTRUMP, for 
use in satisfying TMI Action Item fl KTSGOSEfl end 

YOUNG BLOOD, B.J Licensing Branch 1 85/06/06 OPEKA.JF Northeast Nuclear 
Energy Co (subs of Northeast Utlkties) 9pp 30901 239-30901 247 

8506140666 Approves request to withhold WCAP 10597, "Technical Bases for Eliminat- 
ing Lame Pnmary Loop Pipe Rupture as Structural Design Basis for Millstona.Unit 3," 
per 10C;FR2 790 Releasable Info listed per 8411 15 Itr 

YOUNGBLOOD, BJ Licensing Branch 1 85/06/10 WIESEWANN.RA Weslinghouse 
Electric Carp 3pp 30910336 30910 338 

8506190528 Forwards first draft of Tech Specs based on ulit 641207 
submittal Document will be basis for site visit during wk of 850617 to discuss areas 
where addI Info may bo required to ensure that final Tech Specs documented In 
FSAR, 

YOUNQBLOOD.B J Licensing Branch 1 85/06/10 OPEKA.JF, Northeast Nuclear 
Energy Co (subs of Northeast Utilities) Ip 31013 340-31013 340 

6506140418 Forwards response to Auxiliary Sys Branch request for add! Info (Question 
41032) re control of heavy loads Loads that may be moved fnclude concrete 
stnictures.shlelds & removable floor slab plugs 

OPEKA.J F , SEARS.C F Northeast Nuclear Energy Co (subs of Northeast Utilities) 
OPEKA.JF. Northeast Utilities 85/00/11 YOUNQBLOOD.B J Licensing Branch 1 
3pp 30898:114 30898:116 

8506190522 Notification of 850617-2 1 meetings w/LLL & util in Waterford.CT to discuss 
addi info for Tech Specs to ensure that final Tech Specs documented in PSAR as 
accepted In SER & reflected In as-bubit plant design 

DOOLITTLE. EL Ucenslno Branch 1 86/08/11. YOUNQBLOOD.B J Licensing 
Branch 1 2pp 31013<321-31013 322 


8506110260 Emergent^ plan implementing procedures, Including Rev 7 to EPfP 4211 re 
cn call procedure & Rev 6 1o EPIP 4216 re Unit 1 alack & containment air poat-accL 
dent sampling Emergency plan Implementing procedures Index end W/8S0606 Itr 
HERBERT.N , OPEkA.J h Northeast Nuclear Energy Co (subs of Northeast Ulilitiest 
OPEKA.JF Northeast Utilities 86/06/06 121pp 30806 220-30806 340. 


8506240429 Responds to NHC 850416 lelcon comments re emergency operating pro 
cedures generation package (PGP) Revised pages to PQP & Weslinghouse Oporatlno 
Plants Owners Group critical safety function status trees end 
OPEKA,J F Northeast Nuclear Energy Co (subs of Northeast Ulilitles) OPEKA,J F 
Northeast Utilities. 85/06/07 YOUNG BLOOD, B.J Licensing Branch 1 22 od 
31202001-31202022 


8506200234 Forwards Insp Rept 60-423/85-10 on 850507-10 No violation 
Identified Areas requiring followup noted & will be examined dunng future insps, 
MARTIN.T.T Region 1, Office of Director 85/06/12. OPEKA.J F. Northeast Nuclear 
EnergyCo (subs of Northeast Utilities) 2pp 3 1007' 174-3 1007 193 

-6506200240 Insp Rept 60 423/85-19 on 850507- 10, No violation noted Malor areas 
Inspected preoperation al status of areas re radiation protection & radwasie 
mgt,lnc!uding organlzatlon.porsonnel training & quallflcalions 
WHITE, JR„ CIOFFI.J A, SHANBAKY.M M, Region 1, Office of Director. OS/Oe/tO 
18pp 31007'1 76-31 007.193, 

6606240572 Forwards Safety Insp Rept 50 423/85 16 on 850423 0627 S notico el 
violation.Asses8menl of need to revise generic maint procedures to limit time interval 
between verification of malnl prerequisites requested 

WENZINQER.EC Region 1, Office of Director 85/06/19. OPEKA.J.F. Northeast Nu 
clear Energy Co. (subs of Northeast Utilities). 2pp. 31160 140-31 160 158 


E. NRC Safftty Evaluation Report (SER), auppla & corraapondence 

8506040733 Forwards response to raquesi for addi Info re design basis of facility spent 
fuel racks (SER Confirmatory Itam tO) 

OPEKA,J,F. Northeast Nuclear Energy Co (subs of Northeast Utilities) OPEKA.JF 
Northeast Utilities 85/05/20 YOUNQBLOOD.B J Licensing Branch 1, 14pp 

30706-133-30708146. 

6506100504 Forwards status of & revised responses to SER Open Items 
7.1 ,2,7.1 4,7 1 7.7 2 2 & 7.2 4, per Seismic Quallllcalion Review Team & Pump & Valve 
Operability Review Team site audits 

OPEKA.J F. Northeast Nuclear Energy Co (subs, of Northeast Utilities), OPEKA,J F, 
Northeast Ulllitias. 85/06/03 YOUNQBLOOD.B J, Licensing Branch 1 11pp 

30796 085-3079S'075 

SS061 30236 Forwards response to SER Confirmatory item ei re noble gas monitors In 
stalled to meet requirements of TMt Action Plan Item II F.1 
OPEKA,J F Northeast Nuclear Enaray Co (subs of Northeast Utilities). OPEKA,J F 
Northeast Ulilitles 85/00/08. YCjUNQBLOOD.B J, Licensing Branch 1 7pp. 

30869:201-30069.207. 

8506140210 Forwards response to SER (NUREQ 1031) Open Item 2 2 re diesel genera 
tor toad acceptance leal after operation, as discussed during 850208 lelcon w/A 
Ung^o .Response fully resoVoa Ham 

0PEKA,J.F Northeast Nuclear Energy Co (subs of Northeast Ulllitias). OPEKA,JF 
Northeast Ulilitles. 85/06/07 YOUNGBLOOD, B.J Licensing Branch 1, 3pp. 

30893-21 1-30863'21 3, 


-8506240581 Insp Rept 50 423/85-16 on 850423 0527 Violation noted, malnl actrvilws 
caused flooding' in part of control bldg due lo use of (nappropriato procedures, 
REBELOWSKfJ, LIPINSKI.O, BAUNACK.W Region li Office ofOireclor. 85/08/12 
16pp. 31160.143 31160168, 


Q. Inspection reports, IE Bulletins 8 correspondence 

8505130027 Supp1 1 10 IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svo list oncl 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (PosI 
830103). 85/05/14 Consolidated Edison Co. of New York, Inc f07pp, 31044065 
31044:171, 

8505130038 Supp1 1 lo IE Inlo Notice 05-020, "Molor-Operated Valve Failures Duo lo 
Hammering Effect " Sve llsl end. 

JORDAN, E.L Division of Emergency Preparodnesa & Engineering Response (PosI 
830103) 65/05/14, Consolldalod Edison Co, of New York, Inc i07pp, 31044 172- 
31044 278 

8606060249 Forwards appraisal team insp rapt on S5021 0 0301 & 0311-22. Deficien- 
cies noted Indicate const program weaknessea exist. Executive summery ol results of 
insp end 

TAYLORJM, DIrador's Office, Oflice ol Inspection and Enforcement. 05/05/21, 
0PEKA,JF. Northeast Nuclear Energy Co. (aubs, of Northeast Utililios). lOpp 
30769 01 8-30769,1 69 


8606170347 Re^cnds to SER Confirmatory Hem 31 re reactor coolant pump under- 
speed trip (SER 7 2 2 6).Underapeod trip sys designed & lostod per IEEE-279 Trip sys 
replaces undervollago & underlrequency reactor trips as discussed In FSAR Section 

OFEKAiJ.F., SEARS, C F, Northeast Nuofear Energy Co. (subs of Northeast Utilities), 
OPEKA,JF Northeast Utilities. 05/08/11 YOUNQBLOOD.B J, Licensing Branch 1. 
4pp 30958 062-30958.055 

8506240626 Forwards response to SER Conflrmaloty Item 23 re max calculated exter- 
nal ditleranlial pressure on containmeni, Identifier] in NUREQ-1031 Revised analysis 
performed Results accaptable.Revs will be Included In future FSAR amend. 
OPEKA,J.f. Northeasl Nuclear Energy Co, (subs, of Northeast Utilities), 85/06/17, 
YOUNGBLOOD, a .J, Licensing Branch 1. 9pp 31160-290-31 160-298. 

8606280264 Submits addi info re SER open Hems on shifl technical advisor & hot par- 
ftdpatfon experience, Specillc guidelines In Generic Ltr 84-18 not met Hot panicipallon 
experience remains open Itam.IntenI of guidelines met 

OPEKA,JF, Northeast Utilities. 85/06/24, YOUNQBLOOD.B J Licensing Branch 1. 
6pp.31218;270 31218.276 


F. Seourlly, medical, emergency 8 lire prolectlon plans 

8508070388 Forwards response to BJ Youngblood 841128 request for add) Info to com- 
plete review of 840405 SAR damonstrallng that SPDS designed lo meet provisions of 
Suppl 1 to NUREQ 0737, 

OP£KA,J.F. Northeast Nuclear Enarny Co. (subs, ol Northeasl Utilities). OPEKA,J.F, 
Northeast Utilities. 85/05/24 YODnoBLOOD,B.J, Licensing Branch 1 107pp. 
30749:115 30749 221, 

8506040364 Forwards responses to open items re exceptions from guidelines of Rev 2 
to Reg Guide 1.97 (oontafned In Suppl 1 to NUflEG-0737) discussed In 050416 
meellng.ResponBe6 should resolve NRC concerns re open Items, 

OPEKA.JF., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.JF. Northeast Utilities. 66/05/28. YOUNGBLOOD, B. Licensing Branch 1. 
18pp, 30699,062-30699.077. 


-BS06060254 Insp Rept 60 423/65 04 on 660219-0301 & 0311-22. Const deliclonclos 
noledphysleal separation ol Installations not maintained 

WONQ.HJ,, CHAN.T.L, PHILLIPS, HW Director’s Ollice, Oflice ol InspecHon and En- 
forcement. 86/04/26 132pp 30769 028 30769,169. 

8505200590 IE Inlo Nollce 66-039, "Audll ability ol Electrical Equipment Qualtlfcallon 
Records al Licensees Facllllles " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/06/22 Consolidated Edison Co, ol New York, Inc, f06pp 30837 258- 
30837.363. 

8505200800 IE Inlo Notice 86 040, ’'Deficiencies in Equipment Qoalilicalion Te sling 8 
Certification Process." Sve llsl end, 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/22 Consolidated Edison Co. of New York, Inc. I06pp 30846.166- 
30048:271 , 


8606060777 Forwards Safety Insp Reel 60-423/86-10 on 860318-22 No violation noted 
E0NETEH,S.D. Region 1. Olfice ol Diraclor. 86/06/24. OPEKA,J.F. Northeast Nuclear 
Energy Co (subs, of Northeast Ulilitles), 2pp. 30768.320-30758:342. 

-8606080763 insp Rapt 6O-423/05-1O on 860318-22, No noncompllanco noted. Mator 
areas Inspected: preoparatlonal lest program.Induding requirements 8 
Implementation, test procedure revlewB,le8t wilnesslng,QA & QC, 

VAN KESSEUHF., NICHOU8,H,. BEnENHAUSEN.L, Region 1, Ollice ol DitoclOf 
86/06/21 12pp, 3076a;331. 30768:342, 


8506040137 Forwards Insp Rept 50-423/65-12 on 860316-0422 & notice ol 
violallon Reply to violation resulting from testing A flushing evolutions In ESF bldg 
-ii >l 1 <’ v ' 

-i ; II ;i." Qi- . I ■■ ■ V c-cr, 85/05/26. OPEKA,J.F. Northeasl Nu- 
'I .-ri, C- i<. Is '“Jill ■,!< 2 do, 30690:323-30699.349 


-8606040148 Notice of violation from insp on 850316-0422, 

‘ Region 1, Office of Director. 86/06/28. 1p 30699:326-30699:325 
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**B'S060ID5S2 Insp Repl 60*423/85-12 on 850318 0422 Violation noted inappropriato 
procedural control ol testing & Hushing identified after evaluations caused Hooding In 
pari of ESF bldg 

REBELOWSKI.TA. LIPINSKI.D R , BAUNACK.WH. Region 1, Office o( DIreclor 65/ 
05/23. 24 pp 30699 326 30699 349 

85;O52801S1 IE Info Notice 85*042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements " Svc list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/29 Consolidated Edison Co ol New YorS, Inc. 120pp 30852 245* 
30852 363. 

®5W100427 Discusses intended applications of Drillco Maxl-Bolt concrete anchors IE 
Bulletin. 70*02 factor ol safety used to compensate lor uncertainty in load carrying ca* 
p^ility duo to friction between expansion anchor bolt wodge & concrete 
OP£KA,J F, Connecticut Yankee Atomic Power Co 05/05/29 MURLEY.T.E Region 
UOlHce of Director, 4pp 30791*145-30791,14B 

850 S! 80187 IE Info Notice 85 043, "Radiography Events at Power Reactors" Svc list 
end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 05/05/30 Consolidated Edison Co of Now York, Inc 120pp 30864' 167* 
50S64-Z87. 

8506070064 Foiwards Insp Bept 50*423/85-14 on 850408*27 No violations noted 
EBNETER,S D Region 1. Ofiice of Director 85/05/30. OPEKA,J F Northeasl Nudear 
Energy Co (subs of Northeast Utilities). 2pp 30749 3 3 0*30749 '3 63. 

-*8506070069 Insp Rept 50-423/85*14 on 850408-27. No noncompliance noted Malor 
areas mspecteapreoperational test program.omergenoy diesel generator stalus.fnsp & 
storaw.OA & Qc Interface & new fuel receipt 

NICHOLAS, H.H . BETTENHAUSEN.L Region t. Office Of Director 85/05/29 22pp. 
30749 332-30740.353. 

8506100578 Forwards Safety Insp Ropt 5O'423/85-10 on 050506-10 No violation noted 
EBNETER.S D Region 1, fafllce ol DIreclor 85/06/03 OPEKA.J F. Northeast Nuclear 
Energy Co fsubs. of Northeasl UIHIffes). 2pp 30793' 102-30793 f 13 

8506080677 IE Info Notice 85*045, "Potential Seismic Interaction Involving Movable In 
Core Flux: Mapping Sys Used In Westinghouse Designed Plants.” Svc list end 
JORDAN, E L Division of Emergency Preparedness S Engineering Response (Post 
830103). 85/06/06 Consolidated Edison Co ol New York, Inc I22pp 30865 001- 
30B85 046 

SS06060707 IE Info Notice 85 046, ‘'Clarification of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages " Svc list end 
JORDAN, E.L Division Of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/10 Consolidaled Edison Co. of New York, Inc. T24pp 31043 301- 
31044 064. 

8506270191 Forwards Meeting Repl 60-423/05*17 on 850326 ro use of simulator during 
upcoming cold licensing exams NRC evaluation of simulator for exam purposes encF 
STAROSTECKI.R Regfon 1, Office of Director 85/06/10 OPEKA,J,F, Northeast Nu- 
clear Energy Co, (subs, of Northeast Utilities) 2pp 31252.143*31262:146. 

-8506270203 Maeling Rept 50 423/06-17 on 650326 re use of simulator for upcoming 
operator exams during May 168 5. Simulator deemed adequate for use during 
exam Daliclencles noted 

JOHNSON, DE„ KELLER, R.M Region 1, Ofllco ol Director. 85/06/05 4pp. 
31262.146-31252148. 

8506200234 Forwards Insp Rept 50-423/05-10 on 050507-10 No violation 
identified Areas requiring followup noted & will bo examined during future Insps 
MARTIN, TT. Region 1, Olllce of Director 05/06/12 OPEI<A,J.F Northeast Nuclear 
Energy Co. (subs, ol Northeast Utilities) 2pp 31007.174-31007 193, 

-&508200240 Insp Repl 60-423/05-19 on 8505O7-10.No violation noted Malor areas 
Inspected preoperallonal status ol areas re radiation protection & radwaste 
mgi.lncludfng organl2atlon,per3onne1 training & quallflcalions 
WHlTE,J.R, CIOFFI,J.A, SHANBAKY.M.f^ Region 1, Office of Director 85/06/10 
18pp 31007.176-31007:193. 

8506260132 Forwards Safety Insp Rept SO 423/85*21 on 850513-17.No violation noted 
EB METER, S.D Region 1, Olllce of DIreclor. 85/06/13 OPEKA,J F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities), 2pp. 3 1229 '243 -3 1220 266. 

-8506260141 Insp Repl 50-423/65-21 on 850513-17 No violation noted Major areas 
inspectedimaint programs, instrumentation & control program & QA/OC Interlaces, 
BLUMQERG,N„ BETTENHAUSEN,L. Region 1. Office of Director. 85/05/31. 12pp. 
3122e'245-31229 266. 

856&260537 Forwards Insp Repl 50-423/85-13 on 850408-1 2. No violation noted 
EBNETER.S D. Region 1, Office of Director. 86/06/13, OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities) 2pp 31 232' 1 65-31 232’20B. 

-6506260542 Insp Rept 50-423/85-13 on 850408-1 2.No violation or deviation 
noted. Major areas Inspectediactlvllles pertaining to installation of safety related electri- 
cal & Instrumentation equipment & QC documentation 

FINKEL,A. DeV,M., CHEUNG, L Region 1, Office of Director. 86/05/30. 12pp. 
31232:197 31232:208. 

8506140240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid -Operated Valves," Svo list end 

JORDAN,EL. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/18. Consolidaled Edison Co. of New York, Inc 134pp. 31 268' 167- 
31268:304. 

8506140636 IE Into Notice 85 048, "Respirator Users Nollce.DefectIve Sell-Contained 
Breathing Apparatus Air Cylinders." Svc list end. 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/06/19. Consolidated Edison Co. of New York, Inc 123pp 31376.064- 
31376-183 

8506240572 Forwards Safety Insp Rept 50-423/85-16 on 660423-0627 & notice ol 
violation Assessment of need to revise generic malnl procedures to limit lime Interval 
between verification ol malnt prerequisites requested 

VyeN2INQER,E C, Region 1, Ofiice of Director. 85/06/19. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities), 2pp. 31160,140-31160:158, 


-8506240578 Notice ol violalion from insp on 850423 0527 
• Region 1, Office ol Director 35/06/19 Ip. 31160.142-31160 142 

-6506240581 Insp Repl 50-423/85-16 on 850423 0527 Violation noted m amt adivHies 
caused flooding In part of control bldg due to use ol inappropriate procedures 
REBELOWSKIJ., LIPINSKI.D, BAUNACK.W Region 1, Ofiice of Director 85/06/12 
16pp 31160 143-31160.158 


R, Periodic operating reports & related correspondence 

8506960536 Forwards monthly repl for Apr 1985 re status ol offsite emergency pre- 
paredness for OL reviews Delays in, schedule for Limerick & Shoreham lor full power 
operation remain due to offsite emergency preparedness issues 
DIRCKS.W J Office of the Executive Director for Operations, 85/05/28 PALLADINO 
Commissioners 11pp. 30785 007-30785 017 


S. Reportable occurrences, LERs & related correspondence 

8606040431 Part 21 rept re resistance temp detector (RTO) catibr anomalies In RTOs 
mfg by RdF Co Safely margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE.E.P Westinghouse Electric Corp 05/05/06, THOMAS.C.O. Division of Licens- 
ing 4pp 30709 095-30700,093 

8606040394 Potential Significant Deficiency Rept SD-79 re Westinghouse 7300 protec- 
tion sys Initially reported on 85040B S&W redesigning configuration Next rept will be 
submitted by 850819. 

OPEKA.J.F Northeast Nuclear Energy Co (subs, of Northeast Utilities). OPEKA.J P, 
SEARS.C,F. Northeast Utilities 85/05/08. MURLEY,T E Region 1, Office of Director 
2pp 30709:219-30709.220 

8506030487 Potential Sign il leant Deficiency Rept SD-81 re structural steel connections 
In main steam valve bldg (MSVB). Initially ro ported on 850412 Insp ol all beam end 
connections In MSVB performed Next repl will be submitted by 850711 
OPEKA,J F Northeast Nuclear Energy Co. (subs ol Northeast Utilities) OPEKA,J F. 
Northeast Ulflifies BS/05/10 MURLEY.T.E. Region 1, Office of Director. 2pp 

30684'33B-30e84 339 

8506040047 Potential Significant Deficiency Rept SD-80 re wetd preparation on skewed 
fillet weld bints Initially reported on 850412 Insp of three- or lour-sided welds 
cornpleted welds acceptab1e.Nexl ropt will bo submitted by 850710 
OPEKA.J.F, Northeasl Nuclear Energy Co (subs ol Northeast Utilities). OPEKA.J F, 
NorthaasI UtiiiHss, 65/05/10. MURLEY.r.fc Region 1, Office of ufreotar 2pp. 

30710.127- 30710'128 

6606030480 Poteniial Sjpnl (leant Deficiency Repl SD 69 ro Westinghouse 7300 process 
control cablnets.lnltlmly reported on BS0111. Investigation currently being 

performed Next rapt wiK be submitted by 850718. 

OPEKA,JF Northeasl Nuclear Energy Co (subs of Norfhoast Ullllliss), OPEKA.J F. 
Northeast Utilities, 65/05/16 MURLEY.T.t Region 1, Office of Diiector. Ip 

30664 '340-30684:340. 

8506030053 Final Deficiency Rept SD-76 re load Indicating washers supplied by Cooper 
& Turner, Inc Initially reported on 85031 8. Wash ere In question differ from other wash- 
ers only in appearance Washers not deirfmental. 

OPEKA.J.F, Northeast Nucloar Energy Co (subs, of Northeast Utilities) OPEKA.J.F 
Northeasl Utllitlea, 85/05/17 MURLEV.TE Region 1, Olllce of Director. 2pp. 

30686.127- 30686.128 

8506130557 Amends 850523 Part 21 rept to Include Loclile Qrada 242 as acceptable 
matl.lnto llr & Hr to util end 

CUMMINS, B.R. Henry Pratt Co, 85/05/30 KEPPLER.J Q Region 3. Office of Director 
3pp 30891.098-30891.106 

-6506130673 Part 21 rapt re lack of Loctite on Pratt nuclear model valves w/L|mllorquo 
operators, per Bechtel 650507 llr & Deficiency Evatualloq Repl 64-101 Actuators 
ahould be reinstalled In valves using Loctita Graaes AV,271 & 277, 

CUMMINS, B.R. Henry Pratt Co, 65/05/23 KEPPLER.J.Q. Region 3, Ofiice ol Director. 
6pp. 30891:1 01 -30801. 106, 

8506200077 Interim Potential Significant Dellclenrw Rept SD-62 re core exit thermo cou 
pie sys provided by Westinghouse. Initially reported on B50S09 Specific safety (rnpllca- 
lions unknown Upoate to be provided by 850829. 

OPEKA.J F Northeast Nuclear Energy Co, (subs, of Northeast Utilllios). OPEKA,J.F, 
Northeast Utilities 85/06/06. MURLEY.T E. Region 1, Office of Director. 2pp 
31 020:324-31 020325 

6509270180 Interim Potential SfonHicant DoficSancy 80-75 re nonconforming tarmina 
tfons in CVI Corp equipment. Irifttally reported O'D 85021 3, S&W review ol QA records 
did not Identify lug crimping Next repl by 850808. 

OPEKA.J F., SEARS.C F. Northeast Nuclear Energy Co. (subs, of Northeasl Uflllties). 
OPEKA,J.F. Northeast Utllitlea 85/08/12 MURL^.T.E Region 1, Olllce of Director. 
2pp 31252‘09Q-ai252'0ai 


V, Operator Examinalfone 

8606270191 Forwards Meeting Rept 50 423/85-17 on 850325 ro use ol simulator during 
upcoming cold licensing exarna NRC evaluaffon of simulafor for exam purposes ancL 
STARO^ECKI.R. Region 1, Ofiice ol Director. 85/06/10. OPEKA.J.F, Northeast Nu- 
claar Energy Co. (subs, of Northeast Uttlittes). 2pp. 31252:143-31252:148, 

-8506270203 Maeling Rept 60-423/05*17 on 850325 re use of simulator for upcoming 
operator exams during May 1685.S(mulator deemed adequate for use during 
exam. Deficiencies noted. 

JOHNSON.O.E, KELLER.R.M Region 1, Office of Director. 85/06/05, 4pp, 
31252;146*31252;148. 

6506260264 Submits addi Info re SER open itama on shift technical advisor & hot par- 
ticipation experlence.Specilic guidelines In Qenedo Ltr 84-16 not mel.Hot parllcipalion 
experience remains open item Intent ol guidelines met 

OPEKA,J.F. Northeast UlllitiBS. 85/06/24, YOUNG BLOOD, B.J. Licensing Branch 1. 
6pp. 31210:270-31218:275. 
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DOCKET 50^424 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 


A. AppIleatlon/conBirucllon stags documents & correspondence 

fl50&130082 Third partial response to FOJA request (or six categories of documents re 
ChariQslort.&C earthquake of 1666 & seismic design lor plant Forwards App A docu* 
ments 

FELTON, J.M Orvision of Rules and Records 85/02/18 BELL,N. Nuclear Informallon 
& Resource Service 5pp 30865 125-30866 039 

-65(18130112 Forwards seismic rofioction lines from Savannah River plani w/replay 
sections (or refracliort lines In vicinity of postulated millet fault, per 821 028 request 
DUTTON.D Georgia Power Co 82/11/12 EISENHUT,DQ Division of Licensing 3pp 
30665 141-308e5 159 

-55061301 1& "Final ReptShallow,High Resolution Seismic Profiling of Five Georgia 
River Localities " Viewgraphs of 8209t4 preaentaUon on postulated millet fault end 
HENRy,VJ Georgia, Lffiiv of, Athens, GA 76/07/31 55pp 30865-1 60-3066 5 226 

-5506130280 Advises of meeting of witnesses & other site saleN porsonnol who will be 
accompanyfno H Denton to 740509 hearing Testimony of RA Thomas end 
SCIFFERfp. NRC • No Dafalled Afliliation Given 74/05/08 NRC - No Detailed Affili- 
ation Given. Ip 30B65-229-30B6S 262 

-6506130305 Confirms cfanlicatlon & agreements reached w/NRC at 770722 meeting 
In 8ethesda,MD re Category I backfill at plant Detailed dornillon of select sand pro 
vided 

EHRENSPeRGER.W Georgia Power Co 77/07/25 VAHGA,SA Light Water Reac- 
tors Branch 4 2pp 30865 263-30866 310 

6506150209 Further response to FOIA request for six categones of documents re 
Charleston earthquake of 1866 & seismic design for Voglle fiuclear Power PlanlApp 
B documenis forwarded & available in PDR Review continuing 
FELTON, J M Division of Rules and Records 65/02/28 BECL,N Nuclear Information 
& Resource Service 3pp. 30958,186-30950 071 

-6207300346 Discusses fault Irvvestlgatlon re core bonngs,selsmlc 
raflection, groundwater well monitoring & remote sensing techniques to tiy To identify 
fault & age Mealing scheduled on 620728 to discuss possible reporting procedures, 
JACKSON, RE Geosciences Branch 82/07/26. KNIGHT ,JP. Assistant Director lor 
Comp. & Structures Engineering (Pre 830201), 2pp 30659001-30959 016. 

-6506150213 Trip repl of 730424-25 site visit to obtain first hand knowledge of site & 
environs & to discuss possible problem areas Atlendance list and. 

CROCKER, LP. Atomlo Energy Commission, Dlrectorato of Licensing 73/05/01 
DEYOUNG, RC Atomic Energy Ckimmisslon - Deputy Director for Reactor Pro)ocl3. 
5pp. 30958,193-30958,197, 

-6506150217 Forwards position paper re adequacy of facility site foundation exploration 
performed by applicant Paper sals forth recommendations for addi 
drilllr^,aampling, testing & analyses to complete site conditions review. 

DENTON, H.R. Atomic Energy Commission, Directorate of Licensing, 73/06/06. 
DEYOUNQiRC Atomlo Energy Commission - Deputy Director for Reactor Proleols 
Ip. 30958.196 30956.198. 

-B606160222 "Adequacy of Vogtia Sile Foundation Exploration." 

* Atomic Energy Commission. 73/06/00, 2pp 3095a'169 3095B'200, 


8506250064 Further response to FOIA request for documents in three cetegotias (« 
drug or alcohol abuse at nuclear facilities Forwards App A documenis Documenis 
also available in PDR Processing of documents continuing 
FELTON.JM Division of Rules and Records 85/04/10 HEATH.SJ Washiiwtcw 
Legal Foundation, 11pp 31217’095.31217 109 ^ 

-6506250156 Informs (hat alcohol & drug abuse survey for 10 utils complete per Tem- 
porary Instruction 2695/1, Utils have Instituted reasonabfe prevention 
prqgrams.Summary of site visits end 

O'REILLY, JP Region 2, Office of Director 83/04/01, DEYOUNG, RC Diredor’t 
Office, Office of Inspection and Enforcement. 42pp 31217 t25-31217'166 

8506260087 Forwards response to request for addI Info re QA criteria for radiological 
effluent monitors providing signal (or actuation of sys used to reduce releases ol a 
dioactivo mafia 

BAILEY.J.A Georgia Power Co 85/05/17. ADENSAM,E Q, Licensing Branch 4 iaa 
31256 306 31256307 ^ 

8506030006 Forwards addi Info re Typo C testing ol containment penetrations oei Be. 

quest (or Addi Info Q 480 33 

BAILEY, J A Georgia Power Co, 85/06/21 ADENSAM,E Q Licensing Branch 4 5m 
30673 235 30673 239 ^ 

6506030263 Forwards addi info re plans for soltlement assessment & long-term seiue- 

mont monitoring of safety-relaled structures & pipinaper 85051 6 commilmont 
BAILEY, J A Georgia Power Co 85/06/21 ADtNSAM,E(3 Licensing Branch 4 Jm 
30674.036 30674 038 ^ 

8506050784 Summary of 850424 meeting w/utll re facility operational readiness rsvie# 

program List of meeting attendees & modulo submittal schedule end 
MILLER, M A Licensing Branch 4. 86/05/21 Licensing Branch 4 4pp 30733352. 


8506100407 Forwards safoty evaluation on NUREQ-0737,llom ILK 3.30 re small braalt 
LOCA methods Mode) approved Plant-spodfio analysis due within 1 yr ol Itr rocerd 
per TMI Action Item II, K.3.31. ^ 

ADENSAM.E Licensing Branch 4. 85/05/30. FOSTER, 0 0 Georgia Powor Co Am 
30630.119-30830.127 

8508180261 Summary of 850207 meeting w/util,ORNL, Southern Co Sves a Wostino- 
house In Monroeville, PA re documentation for prossurizar surge Una List of 
participants, design repl table of conlenle a load combination cafcutatlon end 
Miller, M A Licensing Branch 4. 85/06/06. Licensing Branch 4 9pp 30990163. 


8506190051 Summary of 850123 meeting w/ulll, Southern Co Svcs,lnc a Bechtel re 
geotechnical open Items Addi Info requested re Open Items 5 concerning setUenvenI 
records a 6 concerning exclusion of radwaslo sollalllcallon bldg 
MILLER, M.A. Licensing Branch 4, 65/06/06, Licensing Branch 4 5pp 31015106- 
31016-110 

6506190096 Summary of 050506 meeting w/ulll a Southorn Co Sves re rotestineof 
simulator response Util proposed program does not meet Intent ol Reg Gtilds 
1 149 Llsl of participants a presentation outline end 

MILLER, M A Licensing Branch 4 85/06/10 Licensing Branch 4. lipp 31016060 
31015.090. 


-8506160226 Discusses ACRS subcommittee meeting on Vogtio application, scheduled 
for 740328 29 

CRCXJKEfl.LP. Alomic Energy Commission, Directorate of Licensing, 74/02/13, 
GRIMES, B , GAMMILL.W, Atomic Energy Commission, Deputy Director tor Technical 
Bevfow (Pro-1976). Ip 30958 -20 1-3095 6-201 


8506190638 Notlllcation of 650619,20 & 21 meetings a site visit W/Bochtal a Soutiwm 
Co Sves In Waynesboro, Q A to observe groundwater a soltlement monitoring program 
progress a audit compaction records Tentalivo agenda end. 

MILLER, M A, Licensing Branch 4, 65/06/11. ADERSAM.EQ Licensing Brsrtcfi 4 
4pp, 31013 342-31013;345, 


-6506160231 Requests assistance in site geologic evaluation ol Vogtie a Catawba 
sites Schedule for input dates |lsled.Requesta AEC 730308 Itr 5 schedule dates be 
disregarded. 

GAMMILL,W.P Atomlo Energy Commission, Deputy Director for Technical Heviow 
(Pf 0-1675) 73/03/12 HOIJSER.F.N. Interior, Dept, of, Gedogteat Survey, 2pp. 
3OB5B;2O2-3O056,2O3, 


8508260058 Forwards safety evaluation ro ollmlnaling arbitrary inlormediato pipe broaM 
fn feedwater sys Proposal accepteble.MaIn feedwater sys designed to mlnlmizo poten- 
tial (or damaging flow Inatabilllles (water hammer). 

NOVAK, T M. Assistant Director for Licensing 65/08/13, FOSTER.OO, Geornia Powd 
Co 2pp, 31226-332-31225:336, 


-6506150236 Advises of tentative 730425 site visit followed by meeting on 730426 to 
discuss slte-rataled problems.Name of person or persons to be present requested by 
730405. 

C ROCKER, L P Atomic Energy Commission - Deputy Director (or Reactor Prolects 
73/03/23, DENTON,H, GRIMES, B., GAMMILL.W, Atomlo Energy Commission, 
Deputy Director (or Technical Review (Pre 1976), 1p.3095e.204-3095B,204. 

-6500150242 Supplemental testimony ol AEC regulatory staff on site sultability.Paga 2 
missing 

DENTON, H.R, Atomic Energy (Jommlsslen, Deputy Director for Technical Review (Pre- 
1675), 74/05/07. epp, 30958-205 30958 212 

-6506150249 Notification of 771116 meeting w/Southern Sves & Bechtel In 
Belhesda.MD for presentation of applicant proposed changes In design crileda. 
LYNCH, M.D. Ughl Water Reactors Branch 4, 77/11/10 VARGA, S,A. Light Water Re- 
actors Branch I Ip, 30068:213-30958:213, 

6606160117 Further response lo FOIA request that all Internal memos to Dfv of Licens- 
ing from May-Nov 1964 which provided draft SER, SER secUons & questions or re- 
quests lor addi Into be placed In PDR App C documents placed In PDR. 

FELTON, J.M. Division of Rules and Records 85/03/06 QRABER.L. NUS Corp. 3pp. 
31013;23e431013:24e. 

-641 1200132 Forwards operability qualification of purge 6 vent valves & guidelines (or 
demonstrallon of operability of purge & vent valvesclnlo sought should be provided as 
soon as possible, 

NOONAN, V.S. Equipment Qualification Branch 84/11/09. YOUNQBLOOD.BJ, Li- 
censing Branch 1, 7pp. 31013:2&1-31013;287. 

M062S0106 FOIA request (or documenis re law enforcement [nvestigallon el plant con- 
cerning core cooling sys,lncludlng repts, studies, lest 
results, corre8pondence,inemD8, meeting notes & NRC Allegation Case File RII-84A- 
0145, 

FOWLERjL Campaign tor Prosperous Georgia. FOWLER, L. Legal Environmanlal As- 
sistance Foundation 86/03/10. FELTON, J!M. Oivtston of Rules and Records. Ip, 
31209.361-31209.361. 


-6B06260069 Safety evaluation supporting ollmlnatlon of arbitrary Inlermodlato pipe 
bro&ks In f dodwotsf svs ^ ' 

* NRC • No Dalallod Affiliation Given. 65/06/13. 2pp, 31225-334-31226.335, 


8506240188 Discusses ECCS equipment available during Modes 1-4 WoalinQ..v 
WCAP-10520 forms basis of Voglle cold overpressure mitigation sys analysis 
BAILEY,J,A Georgia Power Co. 05/06/19, ADENSAM,EG Licensing Branch 4 2pp 
31061:284.31061.286 ” 


6506270467 Forwards proprietary "Cultural Resource MgtiVogtlo • Elfingham • Thai- 
mann 500 kV Eloctrfo Transmission Line QP-SN-13,QP.SN-16 & GP-SN 22,Rese«rce 
Tesling & Data Recovery Plannlnti." Rwt withhold (ref 10CFR2,790). 

BAILEY, J.A. Georgia Power Co bAILEY,J.A Soulnern Co Services, Inc 65/06/19, 
ADENSAMiEQ. Licensing Branch 4, 4pp. 31233-137-31233:140. 

8506280106 Responds to 660618 request tor addi Info re response to Question 2t9.W 
concarning relating piping vibration amplitudes measured auring preoporatlonal lost? 
to stfoss lovdl ' " 

BAILEY, J A Georgia Power Co, 65/00/19. ADENSAM.E Q, Licensing Branch 4, 3pp 
31264.129 31264-131 


8606280111 Forwards proposed changes to FSAR Chapter 13.ln response to 650524 
request for addi Info.Changea will be Incorporated in future FSAR amend H aecopta 
ble, 

CO’ 8AILEY,J.A. Southern Co. Setvicos. Inc, B 5 / 06 / 2 S 
ADENSAM,E,Q, Licensing Branch 4, 20pp, 31264:132-31264:161. 


E. NRC safety Evaluation Report (SER), suppla & correapondance 

8 60209 Further response to FOIA request for six categories of documents re 

Charleston earthquake of 1806 & aeiemic design for Vogtie Nuclear Power PlanlApp 
B documenis forwarded & avallaUe In PDR.flevlew continuing. 

FELTON. J.M, Division ol RtHes ar^ RMords, 86/02/20. BELL,N. Nuclear Infoimalton 
& Resource Service. 3pp. 30058:166-30958:243, 
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SJi<}62'9006S Forwards mails addressing draft SER opei> items discussed in 850320-22 
meetirvQs 

BAILEy,J a. Georgia Power Co 85/03/26 DENTON Office of Nuclear Reactor Regu- 
lation, Director AOENSAM.E Q Licensing Branch 4 58pp 31254 234 31255 046 

-8506260070 “Final RepI, Hydraulic Model Studies of Alvin W Vogtto Nuclear Plant Flow 
Conditaons to Containment Emergency Sumps ’’ 

* Westeift Canada Hydraulic Laboratorles.Ltd 64/09/30 37pp 31254 292-31254 328 

-6505260074 ’'Final Rept, Hydraulic Model Studies of Alvin W Vogtia Nuclear Plant Con 
lainmont Pump ECCS Recirculation Intakes " 

* Western Canada Hydraulic Laboratorles.Ltd 84/09/30 OOpp 3t254 329-31255046 

6S06200100 Forwards response to request (or addl infojncluding draft SER Open Item 
51, “Toxic Gas Evaluation of Chemicals " Info will appear in Amend 16 to FSAR 
BAILEY ,J A Georgia Power Co 85/04/03. ADENSAM.E Q Licensing Branch 4 42pp 
31257 048-31257 090 

6509260988 Forwards add! Info on draft SER Item 105 re conformance to Reg Guides 
I 37 & 1 38 Info concerning fuel handling equipment also end 
aAlLEYiJ A Georgia Power Co BAILEY.JA Southern Co. Services, Inc 85/05/17 
ADENSAM.E.G Licensing Branch 4 5pp 31256 300-31256 304. 

0505040230 Responds to BS0524 request for addl info re draft SER Open Item 
92 Change to Bailey 850510 Hr re simulator performance testing will be Included In 
FSAR Amend 17 

BAILEV.J A. Gsorgfa Power Co 85/05/26 ADENSAM.E Q Licensing Branch 4 3pp 
30701 -34 8-30701 350, 

(508040203 Provides addl into re draft SER Hem 101, "Inadvertent Boron Dilution" 
Failure mode analysis for chemical & vol control sys performed Results Indicate cor- 
laclive actions most acceptance criteria ot SRP Section 16 4.6 
BAILEY.J.A Georgia Power Co 85/05/29 ADENSAM.E G Licensing Branch 4 Ip 
30702.338 30702 338 

6506040301 Provides addl iirfo re draft SER Open Item 101 on revised position on Reg 
Guide 1 94 Additions will be Incorporated In Amend 17 scheduled lor Jul 1985 
BAILEY.JA. Georgia Power Co 85/05/30. AOENSAM.E Q Licensing Branch 4. 2pp 
30703.346 30703 347 

55 05 199364 Forwards response to SER Open Items 26c, 26g & 26h re equipment quali- 
Tication stds.environ qualification of check valves & administrative controls (or compo- 
nent qualification, per FSAR, Amend 16 

bailey ,J A Georgia Power Co. 85/05/31 ADENSAM.E G. Licensing Branch 4. t5pp 
30701-130-30701:144 

8508260060 Responds to request lor addl info re draft SER Open Item 101 on source 
range instrumentation lor high (lux at shutdown alarm High alert associated w/inslru- 
ment analog input programmed w/selpoint equivalent to ^utdown alarm. 

BAILEY.JA Georgia Power Co 65/06/14 ADENSAM.E.G Licensing Branch 4. Ip 
3125e.026'3125& 029. 

8505280071 Responds to 850515 request for addl Info re draft SER Open Item 62 con- 
cerning plant conformance to Rev 2 to Reg Guide 1 07 Containment isolation valve 
slalus conforms to reg guide Category I Instrumentation criteria. 

BAILEY.J A. Georgia Power Co 85/06/20 ADENSAM.E G. Licensing Branch 4. 22pp. 
31256 278-31256 297 


F. Security, medical, emergency & (Ire protection plane 

6508050787 Summary of 850131 meeting w/utils & Bechtel re plant fire protection List 
of meetrnq attandees end. 

MILLEH.MA Llconslng Branch 4 85/05/22 Licensing Branch 4 3pp. 30733'349- 
30733 351. 

6506050536 Forwards monthly rept (or Apr 1985 re status of ollsita emergency pre- 
parodnsss for OL roviews.Delays in schedule for Limerick & Shoreham for full power 
operation remain due to offsite emergency preparedness issues 
DIRCKS.WJ Office of the Executive Director lor Operations. 85/05/28. PALLAD1NO 
Commissioners, lipp 30785007-30785 017 

6506180209 Summary of 850430 & 0501 meetings w/utll.Southern Co Svcs, Enercon & 
Hydro-Nuclear Svcs al plant site re emergency response & revs to emargency 
plan Meeting agenda & emergency communications plan end. 

MILLER.M. Licensing Branch 4. 86/06/05. Licensing Branch 4 93pp 30900:227- 
30990.259 

8506120126 Summary of 850502 onsite meeting w/util, Southern Co Svcs & 
Pickerd.Lowe & Garrick re correlation of data between old & new meteorofoqfcal 
towers & viewing of towers & associated equipment.Utll committed to confirm validity 
of data. 

MILLER, M A Licensing Branch 4. 85/06/06 Licensing Branch 4. 4pp 30841.330- 
30341:333. 

8506260071 Responds to 850516 request for addl Info re draft SER Open Item 62 con- 
cerning plant conformance to Rev 2 to Reg Guide 1.97Conla(nmenl (sofatfon valve 
status conforms to reo guide Category I Instrumentation crilerfa. 

BAILEY.J A, Georgia Power Co, 85/06/20 ADENSAM.E.G. Licensing Branch 4. 22pp 
31 266' 276-31 256'297. 


O, Adfudlcatory correspondance 

P506040690 Requests confirmation of receipt of revised Slate of QA ft Burko County 
radiological emergency planiPlans sent 850503 by Federal Express & should have 
Bfrtvad 85050e.Related correspondence. 

JOINEfl.J.E. Troutman, Sanders, Lookerman S Ashmore. #265 259. 85/05/30. 
FOWLER, L Legal Environmental Assistance Foundation Ip. 30708:046-30708,046 

8506070848 Ack receipt of 650529 Ur re JM Brown property & JE Joiner 850529 Ur to 
JW Harle, Appraisal will be made re results of review concerning matters raised in 

Ur Helated correspondence. 

BOHOENICK.B fiT Hearing Branch 3. #285 314. 85/06/04 HARTE.J.W. Williams. 
Johrtson, Buchanan & Haile. Ip, 30756'236-30766'23B. 


6506070569 Order granting Joint Intervenors 850301 motion to compel applicants to re 
spend to Interrogatories & produce documents to extent set forth in individual rulings 
on disputed Interrogatories Served on 85060 S 

MARGULIES.M B , LINENBER6ER.6 , PARIS.OH Atomic Safety and Licensing 
Board Panel #285 316 85/06/04 Georgia Power Co 25pp 3075^6 239-30756 263 

8506100738 Notice of withdrawal of appearance in proceeding L Fowler new address 
listed Certificate of Sve end 

BREMAN.V, FOWLER.L Joint Intervenors - Vogtis, #285 343. 85/06/04, 2pp 
30802 241-30602 242 

8506130234 Memorandum & order denying applicant 850322 motion to compel T John- 
son to reappear & be deposed on questions & granting Joint Intervenors B50401 
motion for protective order against lurlher recalling of T Johnson Served on 850611 
MARGULIES.M B , LINENB^GER.G . PARIS.OH Atomic Safety and Licensing 
Board Panel #285 374 85/06/07 Campaign for Prosperous Georgia 14pp 
30859 284-300 59 297. 

8500270482 Fonvards Joint Intervenors revised contention re emergency response at 
facility 

JOKNSON.T Campaign tor Prosperous Georgia JOHNSON, T Georgians Against Nu- 
clear Energy #285 581 85/06/24 MARGULIES.M B . LINENBERGER.G . 

PARIS, O H Atomic Safety and Licensing Board Panel. Ip 31237 345-31237 353. 

-8508270489 Joint Intervenors revised contention re emergency response Proposed 
emergency plan falls to provide reasonable assurance that adequate protective meas- 
ures will be taken dunng radiological emergency Certiticate ol Sve end. 

JOHNSON, T Campaign lor Prosperous Georgia JOHNSON,!. Georgians Against Nu 
clear Energy. 85/06/24 Atomic Safety and Licensing Board Panel 8pp 31237 348- 
31237-353 

8506280033 Request for hearing schedule for OL proceeding to provide for llling of writ- 
ten testimony on 851106 & commencemanl ol hearing on 851 1 ig.Corlificalo ol Sve 
end 

JOINER, J.E Troutman, Sanders, Lookerman & Ashmore JOINER. J E Shaw, Pittman, 
Potts & Trowbridge. JOINER.J E. Georgia Power Co. #285 607 85/06/25. Atomic 
Satoly and Licensing Board Panel 4pp. 31258 270-31256*273 


Q. Inapeclion reports, IE Bulletins & correspondence 

8606210161 Responds to violations noted in Insp Repts 50-424/85 03 & 50-425/85- 
03.Correc|iva aclIons.Drawlng Change Notices IjGN-R 41 & 42 Issued to restore size 
of fillet welds in Pipe Racks R0002 & R0003 to 1/2 Inch 

FOSTER.DO. Georgia Power Go. 05/04/04 WALKER, R D. Region 2. Oltica ol Direc- 
tor. 3pp. 31057*109 31057.1 1 1. 

6506200376 Responds to violations noted in insp Repls 50-424/05-08 & 50 425/85- 
06.Correclive actions Installation ol pipe strap filler plates iess than 3/8 inch thick dis 
continued until Spec X4AZ01 revised 

FOSTER, D O Georgia Power Co. 85/04/ 16 WALKER.R D Region 2, OlHce ol Direc- 
tor 2pp 31020;236-3t020-23e 

8606210170 Responds to violations noted In Insp Repts 50 424/85 08 & 60-426/85- 

06 Corrective ectlons'Pullman.Inc direded to discontinue tnsteltatlon of pipe strap filler 
plates w/thickness of loss than 3/8 inch. 

FOSTER.DO. Georgia Power Co 85/04/16 WALKER.R D. Region 2, Olllce ol Direc- 
tor. 2pp 31057.026-31057:026 

8508200430 Responds to violations noted In Insp Repts 50-424/85 07 & 50 42S/BS- 

07 Corrective actions stainless steel cleaned w/acefono & rebuflod In all known cases 
where unmarked tools used Memo of relnslructlon issued 

FOSTER, D.O Georgia Power Co. 85/04/26 WALKER.R.O. Region 2, Ollico ol Direc- 
tor 3pp. 31020 285-31020.2B7. 

8506210172 Responds to violations rioted in Insp Repls 50-424/85-11 & 50-425/85 
11. Corrective actions QC personnel roinstructed Irt weld preparation land thickness 
exams. 

FOSTER.DO. Georgia Power Co 85/05/06 WALKER.R.D. Region 2. Olllce ol Direc- 
tor. 2pp 31057.027-31057 028 

8506240015 Forwards Insp Repts 50-424/85-14 & 60-425/85-14 on 850416-10 & notice 
of violatiofj. 

BROWNLEE.V.L. Region 2. Olllce of Dlreclor. 85/05/07. KELLY.R J. Georgia Power 
Co 3pp 31204 001-31204:020. 

-8506240029 Notice ol Violation from Insp on 850416-19, 

• Region 2. Office of Director 85/05/07. Ip. 31204.004-31204:004. 

-6506240038 Insp Repts 50-424/84-14 5 60 425/84-14 on B5041S-10 Violation 
noted (allure to lollow procedure (or control of welding consumables. 
HALLSTROM.G.A., BUKE,J.J. Region 2, Office of Director 85/05/02. t6pp. 
31204:005 31 204-020. 

8506240633 Responds to violations noted In Insp Repls 60-424/86-12 & 60-426/85 
1 a.Corrective acllons.Pu)lman Power Products Procedures IX-32 & IX-SO revised to 
clarity instructions for Installation of locknuts. 

FOSTER.D.O. Georgia Power Go 85/05/07. WALKER.R.D. Region 2. Olllce ol Direc- 
tor. 4pp. 31 158.297-31 168 300. 

8506210145 Responds to violations noted in Insp Repts 60-424/86-08 & 60-425/85- 

08 Corrective actions Inslrumenlalfort satellite storage tad lily will be moved from 
present location & access controls will be provided. 

FOSTER.D.O. Georgia Power Co, 85/05/10 WALKER.R.D. Region 2, Olllce ol Dlreo- 
tor. 4pp. 31057 101-31057:104. 

SS0821050S Suppls response to violations noted In Insp Repts 60-424/85-03 & 50-425/ 
85-03 due to similar discrepancies Idenhfled In Insp Repls 50-424/84-30.60-424/65- 
08, 60-425/66-08 & 60 425/84-30. 

FOSTER.D.O, Georgia Power Co. 86/05/10. WALKER.R.O. Reolon 2, Office ol Direc- 
tor. 3pp. 31058;2B7-ai05e;2&0, 

8506270677 Forwards Insp Repta 50-424/85-15 & 50-425/85-15 on eS0415-19.No vio- 
lation or deviations Identified, 

BROWNLEE, V L Region 2, Office ol Director. 85/05/13. KELLY, H.J. Georgia Power 
Co. 3pp. 31249:332-31249:342. 
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-8509270702 Insp Repts 50-424/85 15 & 50 425/85 15 on 850415-19 No violations of 
deviations noted Major area inspected Module 1, "Reinforced Concrete Slmctures" of 
readiness review program 

HARRISJR , CONLON.T E Region 2, Office ot Director 85/05/09 8pp 31249 335- 
31249 342 

0505130027 SuppI 1 10 IE Info Nollce 84-55, "Seal Tabla Leaks at PWRs ” Svc list er>cl 
JORDAN, EL DEvislon o1 Emergency Preparedness & Enpineering Response (Post 
830103) 85/05/14 Consolidalod Edison Co ol Nevv York, Inc f07pp 31044 065- 
31044 171 

0505130038 SuppI 1 to IE Info Notice 85 020, "Motor Operated Valve Failures Due to 
HammerliM Eftact " Svc list end 

JORDAN,EL Division of Emergency Preparedness S Engfneenng Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New York, Inc tOTpp 31044 172 
31044-278 

8S06200374 Responds lo violations noted rn Insp Repta 50 424/85-09 & 50-425/65- 
09 Corrective actions carbon sleet platform removed & covered w/low batogon matt 
cloth & alfecled stainless steel reactor vessel cladding recleaned 
FOSTER,D D Georgia Power Co 85/05/17 BROWNUEE.VL Region 2, Oflico ol Oi 
rector 2pp. 31020 225 31020 226 

860S20{>5'90 IE Info Notice 85 039, "Auditability of Eloclrlcal Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JOROAN,E L Olvfsion ol Emergency Preparedness & Engineering Response (Post 
830103) 65/05/22. Consolidated Edison Co of New Yoik. Inc fOOpp 30B37-256 
30837 383 

8505200600 IE Info NolEco 85 040, "Deticioncies in Equipment Oualificallon Testing & 
Certilicatlon Process ” Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22 Consolidated Edison Co ol New Vorft, Inc 106pp, 30848.166- 
30848 271. 

8506270763 Forwards Insp Repts 50-424/85-16 & 50 42S/65 16 on 850415-10 S notice 
of violation 

WALKER,fl D Region 2, Office of Director. 85/05/ 28 KELLY, RJ Georgia Power Co 
3pp 31248-335 31248 3 47 

-8506270772 Notfeo ol violation from Insp on 850415 19 
• Region 2, Ollice of Director 85/05/28 2pp 31248 338-31248 339 

-8506270784 Insp Repts 50 424/65 16 9 50 425/eS't6 on 850416-16. Violations 
noted- Inadequate slcclrlcar penetration cable support inslaifatlon & insp 
procodures,lnadoquale procedures re deviation repis & feliure to post Part 21 & other 

HUNT.M D , GiaaONSJ.D., CONLON,T.E Region 2, Office of Director 65/05/22 
8pp. 31248 340-31248 347 

8505280181 IE Info Notice 65 042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements ” Svc list end 

JORDAN,E L Dtvislon ol Emergency Preparedness 9 Engineering Response (Post 
830103] 65/05/26. Consolidated Edison Co of Now York, Inc 120pp 30852 245- 
30852:383. 

8505280187 IE Info Notico 85-043, "Radiography Evanis at Power Reactors." Svc list 
and. 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Ino f20pp 30864 167- 
30864-287 

8508060677 IE Info Notice 85 045, "Potential Seismic InloracUon Involving Movable In- 
Cora Flux Mapping Sys Used in Westlnghouse Designed Plants," Svc list end 
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/08 Consolidated Edison Co ol New York. Inc f22pp. 30866 001- 
30865.048 

8508210106 Responds lo viotallons noted in Insp Repis 50 424/05 14 9 SO 426/85- 
14 Corrective actions .0 A engineers reinstrucled re monitoring & recording holding 
oven temps. 

FOSTER, bo Georgia Power CO 85/06/06 BROWNLEE.VL Region 2. Office of Di 
rector, 2pp. 31058:337-31056-338 

8506060707 IE Info Notice 85 046, "Cla/lficallon ol Several Aspects of Removable Ra- 
dioactive Surface Contamlnallon Limits for Transport Packages " Svc list end 
JORDAN.E L. Division of Emergency Preparedness & Engineeiing Response (Post 
830103). 85/06/10. Consolidated Edison Co of New Yom, Inc f24pp 31043.301- 
31044 064 

8506140240 IE Info Notice 65 047. "Potential Effect of Line-induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/18. Consolidated Edison Co. of New Yoik, Inc f34pp 31268.157- 
31268304 

8506140636 IE Info Notice 85 049, "Respirator Users NetlceiDefective Self-Contained 
Grealhing Apparatus Air Cylinders." Svc list end 

JORDAn,E,l. Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/06/19. Consolidated Edison Co of New York, Inc f23pp. 31376.084- 
31379-183. 


n. Periodic operating report! A related correspondence 

8606080536 Forwards monihly rept for Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operation remain due lo offsite emergency preparedness Issues. 

D1RCKS.W.J. Olfico ol the Executive Oireclor for Operations, 85/06/28 PALIAOINO 
Commissioners, lipp 307e5:007-30785'017. 


9. Reportable occurrsncea, LERs A related correspondence 

9504120314 Forwards PNL-B200-12, "Review of Engine Casa A Bearing Caps for TOI 
DSRV-12,0SRV-16 & DSRV-20 Dfasol Engines " 

LAITY, W.W. Battella Memorial Inslltute, Pacific Northwest Laboratories FIN B 2963 
85/04/04. BERLINGEfl.C. Division of Licensing Ip. 29787:001 29787.017 


-8504120317 "Review ol Engine Base & Bearing Caps for TDI DSRV-12, OSRV-16 i 
DSRV-20 Diesel Engines " 

LAITY, WW Batlelle Memorial Institute, Pacific Northwest Laboratories PIN B-2963 
PNL-5200 t2 85/03/26 Division of Licensing 14pp 29787 002-29787 017 

8506040431 Part 21 rept re resistance temp detector (RTO) calibr anomalies in RTDs 
mfg by RdF Co Safety margin assessments being porformed for operating planis lo 
evaluate polential effects on plant Tech Specs 

RAHE.EP Westlnghouse Electric Corp 85/05/06 THOMAS.CO Division of LIcens 
ing 4pp 30709 090 30709 093 

8506170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module VVinag 
8 Torminallons," technical evaluation rept 

LAITY, W.W Ballello Memorial Institute, Padlic Northwest Laboratories FIN S 2952 
PNL-520O-3 85/05/31 Division oi Licensing 21 pp 30981 130-30981 150 

6506110334 Supplemental Part 21 rept ro $ddl circuit broakors.furnished as spares.w/ 
overcurrent trip devices that may have short time delay band lover Items require Insp 
& rrmlacement it link found incorrect 

KAISER. A F Brown Boveri Corp (subs ol Brown Boveri & Co, Ltd) 85/66/06 
DEYOUNG, RC Director’s Office, Office of Inspection and Enlorcemeril 3|» 
30814 250 30014 252 

BS06170361 PNO-II 65 060 on 8506t3,dovice rigged to resemble homemade bomb 
found in area inside equipment hatch Licensee officials evacuated area Police bomb 
squad assistance requested Device described as flashlight battery & wires 
PERNY.C, BARR.K Region 2, Office of Director 65/06/13 1p 30958 043- 
30958 043 


T. Hearing transcripts on non-antItrust matters 

8506130082 Third partial response to FOIA request for six calegonas ol documents re 
Charleston, SC oarlhquako ol 1686 & seismic design for plant Forwards App A ctocu- 
tnenls. 

FELTON,JM Division of Rules and Records. 85/02/19. BELL.N Nuclear Information 
& Resource Service Spp 30865 125 30866 030 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Appllcatron/constructfon stage documents & correspondence 

6508130082 Third partial response to FOIA request for six categories ol documents re 
Charlestorr.SC earthquake ol 1666 & seismic design for plant forwards App A docu 
menis 

FELTON, JM Division of Rules end Records 85/02/10 BELL.N Nuclear Inform a lien 
& Resource Service Spp 30885 125 30666 039. 

-850S130112 Forwards seismic reflection linos from Savannah River plant w/roplay 
sections for rofractron lines in vicinity ol postulated millet fault, per 821029 request 
DUTTON, D, Georgia Power Co 82/11/12 EISENHUT.DG Division ol Licensing 3pp 
30885 141-30865.169 

-8506130119 "Final Repi Shallow, High Resolution Solsmlc Proiiling of Five Qoorgo 
River Localilios." Viewgraphs of 820914 presentation on postulated millet fault end 
HENRV.VJ Georgia, Unlv of, Athens, QA 76/07/31 65pp 30865-160 30865-228 

-8506130290 Advises of meeting of witnesses & other site safety personnel who will bo 
accompanying H Denton lo 740509 hoarIng.Teslimony ol RA Tnomaa end 
SEIFFERr,P. NHC - No Detailed Aflillalion Given 74/05/00 NRC - No Dslallod AIMi 
allon Given Ip 30665 229 30885.262 

-8506130305 Confirms claridcalion & agreements reached w/NRC at 770722 modling 
In 6alhe8da,MD re Category I backllll at plant Detailed definition of select sand pro 
vided. 

EHRENSPEHGER.W Georgia Power Co. 77/07/25. VARQA.S.A. LigW Water Roac- 
tors Branch 4 2pp. 30865-203 30866 310 

8608150209 Further response to FOIA request for six categories of documents re 
Charleston earthquake of 1886 & seismic design for Voglle Nuclear Power Plant App 
8 documents forwarded & available In POR.Revlew continuing. 

FELTON,J.M Division of Rules and Records 65/02/28 BECl,N Nuclear tnfanmalion 
& Resource Service 3pp. 30958 188 30969 071. 

-0207300348 Discusses faull investigation ro core borlngs,5elsnilc 
refiectlon,groundwaler well moriitorlng & remote sensing techniques to try to identify 
fault & aQe.Meetlng scheduled on 820728 to discuss possible reporting procaduios 
JACKSON, R E Geosciences Branch 82/07/26 KNIGHT, J P. Assistant Dlrecfor lor 
Comp. & Stfuclures Engineering (Pro 830201) 2pp 30959.001-30959-016 

-8508160213 Trip rept ol 730424-25 site visit to obtain first hand knowledge ol site & 
environs S to discuss possible problem areas-Allendance list end. 

CROCKEH.LP Atomic Energy Commission, Directorate ol Licensing. 73/05/01 
DEYOUNG, R.C. Alomlo Energy Commission - Deputy Director for Reactor PiofocIs 
Spp 30958-103-30958:197 

-8508150217 Forwards position paper re adequacy ol facility site foundation exploration 
performed by eppllcanLPaper sets forth recommendations for addi 
ddlling, sampling, testing & analyses to complete silo conditions review. 

DENTON.H.R. Atomic Energy Commission, Directorate of Licensing, 73/00/08 
DE YOUNG, RC Atomic Energy Commission - Deputy Director for Reactor Projects 
Ip 30958.198-30958:108. 

-8606160222 "Adequacy of Voglle Slla Foundation Exploration ’’ 

* Atomic Energy Commission. 73/06/08. 2pp. 30958-1 99-30958-200. 

-8S08160228 Discusses AGRS subcommittee meeting on Vogtia application, scheduled 
lor 740328-29 

CROCKER,L.P. Alo-mic Energy Commission, Direclorale ol Licensing 74/02/13, 
GRIMES,B., GAMMILL,W Atomic Energy Commlaslon, Deputy Director for Technical 
Review (Pre-197S) Ip 30958;201-30958;20l. 
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•-&5(HS'1fi0231 Requests assistance in site geologic evaluation of Vogtio S Catawba 
sites Schedule for Input dates listed Requests AEG 730308 Itr & schedule dates be 
disj’egarded 

GAMmILL,W P. Atomic Energy Co rri miss ion, Deputy Director lor Technical Review 
(Pr0-1&75) 73/03/12 HOUSER, F N Interior, Dept of, Geological Survey 2pp 
30958 202-30958 203 

~9 506 1502 3 5 Advises Of tentative 730425 site visit followed by meeting on 730426 to 
discuss site related problems Name of person or persons to be present requested by 
730406 

CROCKER, L P Atomic Energy Commission - Deputy Director (or Reactor Projects 
73/03/23 DENTON,H, GRrMES,B , GAMMILL.W Atomic Energy Commission, 
Deputy Director lor Technical Review (Pre-1076) 1p 30958 204-30058 204. 

*-6506150242 Supplemental testimony of AEC regulatory staff on site suitability Page 2 
missing 

DENTON,H R Atomic Energy Commission, Deputy Director (or Technical Review (Pre- 
1975) 74/05/07 8pp 30958 205-309S8 212 

-6506150249 Notification of 771115 meeting w/Southorn Svcs & Bechtel in 
8efhesda,MO for presentation of applicant proposed changes in design criteria 
LVNCH.M D. Light Water Reactors Branch 4 n/11/10 VARGA,S A Light Water Re- 
actors Branch 4. 1p 30958*213-30058 213 

-6505150259 Notification of 820728 meeting w/Southern Co Svcs, Inc & Bechtel In 
Bethe&da,MD to present overview of Mlllett Fault study findings Preparation of appli- 
cant final repl to NRC will also be discussed 

GRANT,JM. licensing Branch 1 82/07/23 YOUNGBLOOD.B J Licensing Branch 2 
3pp 30058 380-30958 362 

6506250105 FOIA request lor documents re law enforcement Investigation at plant con- 
cerning core cooling sys,lncluding ropts, studies, lest 
tesults,corre spends nee, memos, meeting notes & NRC Allegation Case File RII-84A- 
0145. 

FOWLER, L Campaign for Prosperous Georgia FOWLER, L. Legal Environmental As- 
sistance Foundation. 85/03/10 FELTON, J M Division of Rules and Records. Ip 
31209.361-31209 361 

6506250094 Further response to FOIA request for documents in three categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents.Documents 
also available in PDA Processing of documents contlriulng 
FELTON, JM. Division of Rules and Records 85/04/10. HEATH.SJ. Washington 
Legal Foundation, lipp 31217,095-31217 100. 

-6506250156 Informs that alcohol & drug abuse survey lor 10 utils complete per Tem- 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
programs Summary of site visits end 

b'REILLY.JP Region 2, Oltice of Director 83/04/01 DEYOUNG .RC Director’s 
Office, Oitice of Inspection and Enforcement 42pp 31217.125 31 21 7* 186. 

6506260087 Fonwards response to request for add! Info re QA criteria for radiological 
effluent monitors providing signal for actuation of sys used to reduce releases of ra- 
dioactive mails. 

BAILEY, J A, Georgia Power Co 65/05/17. ADENSAM.E.Q Licensing Branch 4, 2pp 
31 258.306-31 2 56'307 

9506030006 Forwards addi Into re Type G testing of containment penetrations, per Re- 
quest (or Add| Info Q 460 33. 

BAILEY, J A Georgia Power Co, 86/05/21 ADENSAM.EQ Licensing Branch 4 6pp 
30673 235 30673 230 

6506039253 Forwards addl info re plana for saltlement assessment & long term settle- 
ment monitoring of safety related structures & piping, per 850516 commitment, 

BAILEY .J A Georgia Power Co 85/05/21. ADENSAm.E.G Licensing Branch 4. 3pp 
3<je74:03e-30674;53e 

9S06190497 Forwards safety evaluation on NUREG-0737,ltem II.K3 30 re small break 
lOCA mothods Model approvBd.Planl-3pBClflG analysis due within 1 yr of llr receipt 
per T Ml: Action Item II.K 3 31 . 

ADENSAM,E Licensing Branch 4 85/05/30, FOSTER, D.O Georgia Power Co. 0pp. 
30630 11B.30B30' 127, 

6506180261 Summary of 850207 meeting w/utll,ORNL,Soulhern Co Svcs & Westing- 
house in Monroeville, PA re documentation for pressurizer surge line List of 
partfcfpants.design repf fable of contents & toad combination cafcufatlon end, 
MILLER.M a. Licensing Branch 4. 85/06/06, Licensing Branch 4. 9pp 30990:163- 
30990 171. 

6506190061 Summary of 650123 meeting w /util, Southern Co Svcs, Inc & Bechtel re 
geotechnical open items, Addl info requested re Open Items 5 concerning settlement 
records & 6 concerning exclusion of radwaste sollaificallon bldg, 

MILLER.M A. Licensing Branch 4. 85/06/06 Licensing Branch 4. 5pp. 31015.106- 
3t0f5.1f0, 

6506190095 Summary of B50508 meeting w/ulil & Southern Co Svcs re retesting of 
simulator response. Util proposed program does not meet Intent of Reg Guide 
1.149 Usl of partlcipanla & presentation outline end. 

MILLER.M A. Licensing Branch 4. 86/06/10. Licensing Branch 4 llpp 31016.080- 
31015 060. 

6506190636 Notification of 850619,20 & 21 meetings & site visit W/Bechlel & Southern 
Co ^C8 in Waynesboro, GA to observe groundwater & seWlamenl monitoring program 
progress & audit compaction records Tentative agenda end. 

MILLER.M A. Licensing Branch 4. BS/06/11, ADERSAM.E.G Licensing Branch 4. 
4pp. 31013, 342-31013'345, 

B506260056 Forwards safety evaluation re eliminating arbitrary Intermediate pipe breaks 
In feedwater sys Proposal acceptable. Main teed water sys designed to minimize poten- 
tial for damaging flow Instabilities (water hammer) 

NOVAK, T.M, Assistant Director for Licensing 85/06/13, FOSTER, D 0. Georgia Power 
Co. 2 pp. 31226:332-31225:335. 

-8506 260059 Safety evaluation supporting elimination of arbitrary intermsdiate pipe 
bf6dk& [n fGOdwstGr sv3* 

* NRC - No Detailed Affiliation Given. 85/08/13 2pp. 31225:334-31226.335 


8606240 1SB Discusses ECCS equipment available during Modes 1 4 Westinghouso rept 
WCAP- 10529 forms basis of Voglle cold overpressure mitigation sys analysis 
BAILEY.JA Georgia Power Co. 85/06/19 ADENSAM.EQ Licensing Branch 4 2pp 
31061 284-31061,285 

8506270467 Forwards proprietary "Cultural Resource Mot Vogtlo - Effingham • Thai- 
mann 500 kV Electric Transmission Lino QP-SN-13,GP-SN 15 S GP-SN-22 Resource 
Testing & Data Recovery Planning^" Repl withheld fref 10CFR2 790) 

BAILEY.J A Georgia Power Co BAILEY ,J A Southern Co Services, Inc 85/06/19 
ADENSAM.E.G Licensing Branch 4 4pp 31233137-31233:140 

8S06260105 Responds to 650618 request (or addl info re response to Question 210 40 
concerning relating piping vibration amplitudes measured during preoperatlonal tests 
to stress fevel 

BAILEY.J.A. Georgia Power Co 85/06/19 ADENSAM.E G Licensing Branch 4 3pp 
31254 129 31254 131 

8506280111 Forwards proposed changes to FSAR Chapter 13, in response to B50524 
request for addl info Changes will be incorporated in future FSAR amend If accepta- 
ble 

BAILEY.J A Georgia Power Co BAILEY.J A Southern Go Services. Inc 85/06/25 
ADENSAM.E.G Licensing Branch 4. 20pp 31254 132-31254 151 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

95061 S0209 Further response to FOIA request lor six categories of documents re 
Charleston earthquake of 1886 & seismic design for Voglle Nuclear Power Plant App 
B documents forwarded & available in PDR. Review continuing 
FELTON, J M Division of Rules and Records 85/02/28 BELL.N. Nuclear Information 
& Resource Service 3pp 30058 188 30956.243. 

8506280065 Forwards mails addressing draft SER open items discussed In 850320-22 
meetings 

BAILEY.J A, Georgia Power Co 05/03/26. DENTON Office of Nuclear Reactor Regu- 
lation, Director AtDENSAM.EG Licensing Branch 4 58pp 31264 234 31255 046. 

.■8506280070 "Final Rept, Hydraulic Model Studies of Alvin W Vogtte Nuclear Plant Flow 
Conditions to Containment Emergency Sumps " 

* Western Canada Hydraulic Laboraloris3,Ltd 84/09/30 37pp 31254 202-31254 328. 

—8606280074 "Final Rept, Hydraulic Model Studies of Alvin W Vogtie Nuclear Plant Con- 
tainment Pump ECCS Recirculation Intakes " 

* Western Canada Hydraulic Laboratories, Ltd. 64/09/30 80pp. 31254.329 31255 046 

8606260100 Forwards response to request for addl lnfo,lnctudln 9 draft SER Open Item 
51, "Toxic Qaa Evaluation of Chemicals." Info will appear in Amend 16 to FSAR 
BAILEY.J A Georgia Power Co 85/04/03 ADENSAm.E Q Licensing Branch 4. 42pp 
31267’O48-31257O0O. 

6506280086 Forwards addl Info on draft SER Item 105 re conformance to Reg Guides 
1 ,37 & 1 .38, Info concerning luel handling equipment also end, 

BAILEY.JA. Georgia Power Co. BAILEY.J A Southarn Co Services, Inc 85/05/17 
ADENSAM,E,G. Lice rising Branch 4. 5pp 31256 300-31266 304 

65060402BD Re^onds lo 850524 request for addl Info re draft SER Open Item 
02.Change lo Bailey 650510 llr re simulator performance testing will be Included in 
FSAR Amend 17 

BAILEY,J.A, Georgia Power Co, 85/05/28. ADENSAM.E.Q, Licensing Branch 4. 3pp 
30701.340-30701 '350. 

6506040203 Provides addl Info re draft SER Hem 101, "Inadvertent Boron DituHon " 
Failure mode analysis for chemical & vol control sya performed Results Indicate cor- 
rective ectlona meet acceptance criteria of SRP Section IS 4.6. 

BAILEY.J.A Georgia Power Co 85/05/28. ADENSAM.EQ Licensing Branch 4. Ip 
30702 338-30702:338. 

8606040301 Provides addl Info re draft SER Open Item 101 on revised position on Reg 
Guide 1 .94.Additlon3 will be incorporated In Amend 17 scheduled for Jul 1965 
BAILEY,J.A, Georgia Power Co. 86/05/30 ADENSAM.E.Q. Licensing Branch 4. 2pp 
30703,346-30703.347, 

8506100384 Forwards response to SER Open Hems 26c,26g & 26h re equipment quail 
ficatlon Bids, environ qualificalior of check valves & admlnlstratlvo controls for compo- 
nent qualification, per FSAR.Amend 15. 

BAILEY.J A. Georgia Power Co, 65/05/31, ADENSAM.E Q, Llcerrslng Branch 4 15pp 
30791:130-30791:144 

8506280060 Responds to request for addl Info re draft SER Open Hem 101 on source 
range Instrumentation lor high flux at shutdown alarm-HIgh alert associated w/lnstru- 
ment analog input programmed w/setpolnl equivalent to shutdown alarm 
BAILEY, J A. Georgia Power Co, 65/06/14. ADENSAM.E.Q, Licensing Branch 4 Ip 
31256:029-31256.029 

6506280071 Responds to 66051 S request for addl Info re draft SER Open Item 62 con- 
cerning plant conformance lo Rev 2 lo Rag Guide 1 .97.Contalnm0nl Isolation valve 
status conforms to reg guide Category I instaimenlalion criteria. 

BAILEY, J.A Georgia Power Co, 85/06/20. ADENSAM.E G. Licensing Branch 4 22pp. 
31266:276-31256.297 


F. Security, medical, emergency 9 fire proieetlon plans 

8506050787 Summary of 850131 meeting w/ullls & Bechtel re plant (ire protection. List 
0^ fUQollfiQ fittdndQos Oficj 

MILLER,M,A Licensing Branch 4. 65/05/22, Licensing Branch 4, 3pp 30733:349 
30733:361. 

8606000536 Forwards monthly rept (or Apr 1985 ra status of olfsite emergency pre- 
paredness lor OL reviews Delays In schedule for Limerick & Shoreham (or full power 
operation remain due to offeila emergency preparedness issues. 

DIRCKS,W.J. Office of the Executive Director for Operations 85/05/28. PALLADINO 
Commissioners, 1 1 pp. 307B5:007.30785'01 7, 
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8506160209 Summary o( 050430 & 0501 meetings w/ulil.Soulheiii Co Svcs, Enercon S 
Hydro Nuclear Svcs al plant site re emergency respo/ise & revs to emergency 
elan Meeting agenda & emergency communications plan onci 
MILLER, M Licensing Branch 4 65/06/05. Licensing Branch 4 33pp 30990 227- 
30990 259 

8506120128 Summary of 6S0502 onsite meeting w/ulil, Soul hern Co Svcs & 
Pickard, Lowe & Garrick re correlation of data between old & new moteoraiogical 
towers & viewing of towers & associated equipment Util committed to confirm validity 
of data. 

MILLER, M A Licensing Branch 4. 85/06/06 Licensing Branch 4 4pp 30841 330- 
30841333 

8508280071 Responds to 850515 request for addi inlo re draft SER Open Item 62 con- 
cerning plant conformance to Rev 2 to Reg Guide 1 97 Containment isolation valve 
status conforms to reg guide Calegory 1 Instrumentation catena 
BAILEY.J A, Georgia Power Co. 85/06/20 ADENSAM.EG Licensing Branch 4 22pp 
31256 276 31256 297 


G. Adjudicatory correspondence 

8506040690 Requests confirmation of receipt of revised Slate of GA & Burke County 
radiological emergency plans Plans sent 650503 by Federal Express & should have 
arrived 850506. Re la ted correspondence 

JOINER, JE Troutman, Sar>ders, Lockerman & Ashmore <1/265 259 85/05/30 
FOWLER, L Legal Environmental Assistance Foundation Ip 30708.046 30708 046. 

8506070548 Ack receipt of 850529 Ur re JM Brown property & JE Joiner 850529 Itr to 
JW Harto Appraisal will be made re results ol review concerning maltare raised In 
flr.ftelated correspondence 

BORDEN 1C K,B,M Hearing Branch 3 #285 314, 85/06/04, HARTE.J.W, Williams, 
Johnson, Buchanan* Haile. 1p 30756'23e-30766'23B 

8506070569 Order granting Joint Inlervenors 650301 mollon to compel eppileanis to re- 
spond to Interrogatories & produce documents to extent set forth In Individual rulings 
on diluted Interrogatories Served on BS060S, 

MARaUilES,M B , UNENBERGEfl,G , PARIS,© H Atomic Safety and Licensing 
Board Panel. #285 316, 85/06/04 Georgia Power Co. 2Spp 30756:239 30756 263. 

8508100738 Notice of withdrawal ol appearance In proceeding L Fowler new address 
listed Certificate of Svo end. 

BREMAN.V, FOWLER,L Joint Intoivenors - Vogtie #285 343 85/06/04. 2pp. 
30802 ’241 -30802,242. 


-6506240029 Notice of violation from insp on 850415 19 
*' Region 2, Oftice of Director 85/05/07 Ip 31204 004-31204 004 

-8506240036 Insp Repts 50 424/84-14 & 50 425/64-14 on 850415-19 Ylolation 
noted failure to folfow procedure for control of welding consumables 
HALLSTflOM.G A , BLAKE, J.J. Region 2, Office of Director 65/05/02 16i» 
31204 005-31204’020 ^ 


8506240633 Responds to violations noted In Insp Repts 50-424/85-12 * 50425/35. 
12 Corrective actions Pullman Power Products Procedures IX-32 & IX-50 re\risc(J la 
clarify Instructions lor Instaflatlon ol locknuts 

FOSTER.D 0 Georgia Power Co 85/05/07 WALKER,R D Region 2, Office ol Dfuc 
lor. 4pp. 3115B 297-31 156.300 

8S0621014S Responds to violalions noted in Insp Repts 50-424/65 08 8 SO 425/85- 
06 Corrective actions instrumentation satellite storage facility wilt be moved fron 
present location & access controls will be provided 

FOSTER.D 0 Georgia Power Co 85/06/10. WALKER.R D, Region 2, Office ol Direc- 
tor 4pp, 31057.101-31057.104 

8506210505 Suppis response to violalions noted In Insp Repts 50-424/85 03 * SO 475/ 
85 03 due to similar discrepancies identified In Insp Repts 50-424/84-30,50 424/85 
08, 50 425/85 08 & 50-425/84-30 

FOSTER, DO Georgia Power Co. 85/05/10. WALKER.R D Region 2, Office of Dtrsfr 
tor, 3pp, 31058,297-31058,299 

8506270677 Forwards Insp Repts 50-424/86-16 & 60-426/85-16 on 8504 15 19 Now- 
lalion or deviations Identified. 

BROWNLEE.V.L, Region 2, Office of Director, 05/05/13 KELLY .R J Gooraia Po%«r 
Co 3pp.31240'332-31249'342 

-S606270702 Insp Repts 60-424/85-16 & 60 425/65-15 on 050415-19,No violalions « 
deviations noled.Major area Inspected; Module 1, "Reinforced Concrete Slructures" cl 
readiness review program. 

HARRIS,J,R , CONLON,T E Region 2, Office of Director 85/05/09. 6pp. 3 1 24 9 335- 


8506130027 Suppi 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve listoncL 
JORDAN,E.L, Division of Emsrgency Preparedness & Engineering Response fPosi 
830103) 85/05/14. Consolidated Edison Co. of New York, Inc f07pp 310440W 
31044.171. 


8606130234 Memorandum & order denying applicant 850322 mollon to compel T John- 
son to reappear & be deposed on questions & gianting Joint Interveners B50401 
motion forbroteoliva order against further recalling ol T Johnson.Sarved on 860611. 
MARQULIES.MB, LfNENB^QER.G., PARIS, O.K. Atomic Safety and Licensing 
Board Panel. #285 374 85/08/07 Campaign for Prosperous Georgia 14pp. 
30B69'284-30869'297 

8506270482 Forwards Joint Intervenors revised contenllon re emergency response at 
faoiSity, 

JOHNSON ,T. Campaign for Prosperous Georgia JOHNSON, T Georgians Against Nu- 
clear Energy, #285 581, 85/06/24 MARQULIES.M B , LINENBERQER.G,, 
PARIS, O.H Atomic Safety and Licensing Board Panel Ip 31 237,346-31 237'363, 

<-8606270469 Joint Intervenora revised contention re emergency response Proposed 
emergency plan falls to provide raasonabfe assurance that adequate protective meas- 
ures will be taken during radiological emergency.Certillcala of Svo encf 
JOHNSON, T. Campaign for Prosperous Georgia JOHNSON, T Georgians Against Nu- 
clear Energy. 85/08/24, Atomic Safety and Licensing Board Panel 8pp 31237,346- 
31237 '353. 

8506260033 Request (or hearing schedule (or OL proceeding loprO'Vide for filing of writ- 
ten testimony on 051105 4 commencement of hearing on 861110.Cer1l(lcate ol Sve 
end 

JOINER,JE Troutman, Sanders, Lockerman 4 Ashmore JOINER, J.E, Shaw, Pittman, 
Potts 4 Trowbridge JOINER, J.E. Georgia Power Co. #285 607. 85/08/26. Atomic 
Safety and Licensing Board Panel. 4pp. 31266.270-31266 273 


Q. Inspactlon reports, IE Bulletins 4 correspondence 


8505130038 Suppi 1 to IE Info Notice 85-020, "Motor-Operated Volvo Failures Dualo 
Hammering Effect. " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response IPosi 
830103), 85/05/14. Consolidated Edison Co of New York, Inc. f07pp 31844‘I72- 
31044:273 


8SO620O374 Responds to violations noted In Insp Repts 50-424 /85<0B & SO 425/$S 
09 Corrective acllonsicarbon steel platform removed & covered w/low halogen mail 
cloth & affected stainless steel reactor vessel cladding rocleaned 
FOSTER.D, D, Georgia Power Co 85/05/17. BROWNLEE.V.L Region 2, Oflice ol Di 
rector. 2pp 31020 225-31020,226 

8505200590 IE Info Notice 85 039, "Auditability ol Electrical Equipment Qualificatwi 
Records at Licensees Facilities," Svo list end. 

J GROAN, E.L Division of Emergency Preparedness 4 Englnaafing Response (Poll 
830103) 85/06/22. Consolidated Edison Co of Now York, Inc. mpp 30037 a;* 
30837,363, 


85QS200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Tasting $ 
Cerlincation Process." Svo list end. 

JORDAN.E.L, Division of Emergency Preparedness 4 Engineering Response fP«t 
830103) 85/05/22, Consolidated Edison Co, of New York, Inc, l06pp 30840 168 
30848)271, 


8508270763 Forwards Insp Repts 50-424/85-16 4 50-426/05-16 on 850415-19 & notice 
of violation. 

WALKER, R,D, Region 2, Office of Director, 85/06/20 KELLY,R,J Georgia Power Co 
3pp, 3124 8 336-31240' 347. 


8508210161 Responds to violations noted in lniy> Repts 60 424/85 03 4 50-426/65- 

OS.Correctiva acIfonaiDrawing Change Notices DCN-R 41 4 42 Issued to restore ske 
ot fillet welda In Pipe Racks nO0O2 4 R0003 to 1/2 inch 

FOSTER.DO Georgia Power Co 85/04/04, WALKER.R D. Region 2, Office of Direc- 
tor. 3pp, 31057.109-31067:111, 


8506200378 Responds to violations noted in Insp Repts 80 424/85-06 A 60 426/65- 
06 Correctiva actlons.lrtstallatlon ol pipe strap filler plates less than 3/8 Inch thick dis- 
continued until Spec )<4AZ01 reused. 

FOSTER.D.O, Georgia Power Co, 85/04/16. WALKEH.R.D, Region 2, Oflice ol Direc- 
tor. 2pp 31020.236-31020.236. 

B606210170 Responds to violations noted in Insp Repts 60 424/85-06 A 50 425/66- 

06. Correctiva ac9ens,Pullman,l no directed to discontinue Installation of pipe strap filler 
plates w/thlekness of less than 3/8 inch. 

FOSTER.D.O. Georgia Power Co, 85/04/16. WALKEfl.R.O. Region 2, Oflice of Direc- 
tor. 2pp. 31057.025-31067 026, 

8S06200430 Responds to violaUons noted in Insp Repts 60-424/85-07 A 60 42S/66< 

07, Corrective ec Ilona .slain less steel cleaned w/acstone & rebuffed In all Known cases 
whore unmarked tools used.Mema ol relnstructlon Fssued. 

FOSTER.D.O, Georgia Power Co, 05/04/26. WALKER.R 0, Region 2, Office o( Krec- 
tor. 3pp. 31 020;285.31 020,287. 


8506210172 Responds to violalicns noted In Insp Repts 60-424/85-1 1 4 60-425/85- 
11. Corrective action s;QC personnel relnstructed In weld preparation lend thickness 
exams 

FOSTER.D.O, Georgia Power Co. 85/05/06, WALKER,R.D. Region 2, Oflice of Direc- 
tor. 2pp, 31067;027-31067.028. 


8506240015 Forwards Insp Repts 50-424/86-14 4 50-425/85-14 on 850415.10 & notice 
of violation. 

BROWNLEE.V.L, Region 2, OWce ol CWrector- 85/05/07. KELLY.R.J, Georgia Power 
Co. 3pp, 31204.001-31204.020, 


~8S06270772 Notice of violation from (nsp on 050415-10 
‘ Region 2, Oflice of Director 66/05/28. 2pp 31248,338-31248:339, 

-8608270784 Insp Repts 60-424/85-16 4 60 426/85-10 on 850416-19 VIOlatkiW 
noted'lnadequata electrical ponelrallon cable support Installation & Insp 
procedures, Inadequate procedures re deviation repts 4 failure to post Part 21 A om 
Info. 

HUNT.MD., GIBBONS, T.D., CONLON.T.E. Region 2, Office of Dfreclor. B0/O5/2? 
8pp, 31248,340-31248:347. 


0505260181 IE Info Notice 86-042, "Loose Phosphor In Panasonic 800 Series Badoa 
TLO Elements." Svo Hat end 


‘division ot Emergency Preparedness 4 Engineering fl espouse (Post 
830103), 86/06/29. Consolldaled Edison Co of New York, Ino f 20pp. 30852 «5- 
30862:363. 


8506280167 IE Info Notice 86-043, "Radiography Events at Power Reactors," Svo Sd 
end. 

Preparedness 4 Enelneering Response (Port 
830103), 86/06/30 Consolidated Edison Co. of New York, Inc. 120pp. 30084ll67- 
30864 *< 67 » 


..V Ol ciiuinoenng nssponsa trow 

83010^ 85/06/08, Consolidated Edison Co, of New York, Inc. f22pp. 30865001- 
30665.046. ^ 

8506210106 Responds to violations noted In Insp Repts 60-424/85-14 4 60 426/85- 
14, Corrective actions QA engineers reinstructed re monitoring 4 recording hok^ 
oven temps. 

“"“nlee.vl. nsjion 2 , o«,c.«n. 
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$506060707 IE Info Notice 85 046, “Clarlftcation of Several Aapocls of Removable Ra 
dioacliva Surface Contamination Limits tor Transport Packages '' Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc ia4pp 31043 SOI* 
31044 064 

5506140240 IE Info Notice B5 047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/06/18 Consolidated Edison Co of New York, Inc 134pp 31268.157- 
31268 304 

8506140836 IE Into Notice 86 046, "Respirator Users Notice Delectivo Self Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
B30103) 85/06/19 Consolidated Edison Co of Now York, Inc. 123pp 31376 064- 
31376 163 


n. Periodic operating reports & related correspondence 


-8508150231 Requests assistance In site geologic evaluation of VogtIe & Catawba 
sites Schedule for Input dates listed Requests AEC 730308 Hr & schedule dates be 
disregarded 

GAMMILL,W.P Atomic Energy Commission, Deputy Director for Technical Review 
(Pre-1975) 73/03/12 HOUSER.F.N Interior, Dept o1, Geological Survey 2pp. 
30950'202-3095& 203 

-BS081 50235 Advises of tentative 730425 silo visit followed by mooting on 730426 to 
discuss site-related problems Name of person or persons to be present requested by 
730406 

CROCKER.LP Atomic Energy Commission - Deputy Director for Reactor Pro|oots. 
73/03/23 DENTON, H Atomic Energy Commission, Deputy Diractor lor Technical 
Review (Pre-1975) Ip 30958 204 30958 204 

-0506150242 Supplemental taslimony of AEC regulatory staff on site suitability. Page 2 
missing. 

DENTON.H R Atomic Energy Commission, Deputy Director for Technical Heviaw (Pro- 
1075). 74/05/07 8pp 3095B 205-3095B 212. 


5506060536 Forwards monthly rept lor Apr 1985 ro status of ofisito emergency pre- 
paredness lor OL reviews Delays in schedule lor Limerick & Shoreltam for full power 
operation remain due to offsite emergency preparedness issues 
OIRCKS.W J Olfice of the Executive Director for Operations 85/05/28 PALLADINO 
Commissioners lipp 30785 007-30785,017, 


S. Reportable occurrences, LERs & related correspondence 


T. Hearing transcripts on non-antItrust matters 


8506130082 Third partial response to FOIA request lor six cat eyries of documents re 
Charleston, SC earthquake of 1886 & seismic design for plant Forwards App A docu- 
ments 

FELTON, JM Division of Rules and Records. 85/02/19 BELL.N Nuclear Information 
& Resource Service. Spp, 30865 126-30866.039. 


6504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSRV 12.DSRV-16 & DSRV-20 DIasol Engines" 

LAITY, WW Ballello Memorial tnstilule. Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C. Division of Licensing. Ip. 29767:001-29787:017. 

-8S84120317 "Review of Engine Base & Bearing Capa for TDI DSRV-12, DSRV-16 & 
OSRV-20 Diesel Engines " 

LAITY ,WW. Batlelle Memorial Institute, Pacific Northwest Laboratories. FIN B2963 
PNt-5200-12 85/03/26 Division of Licensing 14pp 29707 002-29787.017. 

$506040431 Part 21 rept ro resistance temp detector (RTD) calibr anomalies In RTDs 
mfg by RdF Co Safety margin assessments being performed for operating plants to 
evaluato potenlial effects on plant Tech Specs 

RAHE.EP Weslinghouse Electric Corp 85/05/06 THOM AS, CO Division of Licens- 
ing 4pp. 30709090-30709083 

8506179276 "Reviow of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Teiminations," technical evaluation rept. 

LAITY,WW Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2952 
PNL-5200-3 86/05/31. Division of Licensing 21pp 30981.130-30981:169 

0506110334 Supplemental Part 21 rapt ro add) circuit breakers.furnlshed as spares, w/ 
ovorcurrent trip devices that may have short time delay band lever Itema require Insp 
& ropta cement If link found Incorrect. 

KAISER, A F Brown Boveri Corp (subs of Brown Boveri & Co , Ltd ) 65/00/06. 
DEYOUNG.RC Director's Office, Office of Inspection and Entorcement 3pp. 
30S14'250-30B14 252 


T. Hearing transcripts on non-antltrusl mallera 

8506130002 Third partial response to FOIA request for six categories of documents re 
Charleston, SC earthquake of 1866 & seismic design lor plant Forwards App A docu- 
ments 

FELTON.J M Division of Rules and Records. 85/02/19 BELL.N. Nuclear Information 
& Resource Senrice. Spp. 30865. 125-308 66:030, 
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A. Appllcatton/constructlon stage documents A correspondence 


B5061300B2 Third partial response to FOIA request tor six categories of documents ro 
Charleston, SC oarthquake ot 1866 & seismic design lor plant Forwards App A docu 
ments 

FELTON, JM Division Of Rules and Records 65/02/19 BELL.N Nuclear Information 
& Resource Service. 5pp. 30865 125 30866 038 

8508150209 Further response to FOIA request lor six categories of documents to 
Charleston earthquake of 1886 & seismic design lor VogtIe Nuclear Power Plant App 
B documents forwarded & available In PDR.Re^ew continuing. 

FELTON.J.M Division ot Rtties and Records 66/02/28 BELL.N Nuclear Inloimatlon 
& Resource Service 3pp 30950.180 30958*243 

-0608160213 Trip rept of 730424-26 site visit to obtain first hand knowledge of site & 
environs & to discuss possible problem areas AtterVfance list end 
CROCKER, LP. Atomic Energy Commission, Olractorote of Licensing 73/05/01. 
DEYOUNG, R C Atomic Energy Commission - Deputy Director for Reactor Projecls 
5pp 30B58-193.3095B-197 

-BS06160217 Forwards position paper re adequacy o1 facility slto foundation exploration 
performed by appllcanLPaper sets forth recommendallons lor add) 
drilling, sampllng.lastlng & analyses to complete site conditions review. 

DENTON.H R. Atomic Ener^ Commission, DIroclorate of Licensing 73/06/08. 
DEYOUNQ.H.C. Atomic Energy Commission - Deputy Director for Reactor Pro|ocla, 
ip 30968.198-30958:198 

-8506160222 "Adequacy of VogtIe Sits Foundation Exploration " 

* Atomic Energy Commission 73/08/08. 2pp. 30958:199-30958 200 


-8698150220 Discusses ACRS subcommittee masting on VogtIe application, scheduled 
DOCKET 50-426 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 3 for 740328-29. 

CROCKER, L P. Atomic Energy Commission, Directorate of Llcanslnq, 74/02/13. 
GRIMES, B. Atomic Ensrgy Commission. Deputy Director for Technical Review (Pro- 
A. Appllcatlon/constructlon stage documents & correapondoneo 1976). Ip. 309SB 201-ao9S8.201. 


8506130082 third partial response to FOIA request for six categories of documents re 
Charleston, 8C earthquake of 1886 & seismic design for plant Fonwards App A docu- 
ments, 

FELTON,J.M Division of Rules and Records. 85/02/19. BELL,N, Nuclear Information 
& Resource Service. Spp. 30865.125-30666.039. 

B5061&0206 Further response to FOIA request (or six categories of documents re 
Charleston earthquake of 1886 & seismic design lor VogtIe Nuclear Power Plant. App 
B documenis lonwardetl & available in PDR.Revlew continuing. 

FELTON, J.M. Division ol Rules and Records. 86/02/28 BEtL,N. Nuclear Information 
& Resource Service Spp. 30858:186-30968,243. 

-8503150213 Trip rept of 730424-25 site visit to obtain first hand knowledge of site & 
environs & to discuss possible problem areas.Altendance list enci 
CROCKER, LP. Atomic Energy Commission, Directorate of Licensing. 73/05/01. 
DEYOUNG.R.C. Atomic Energy Commission - Deputy Director for Reactor Prolects. 
Spp 30958.193-30958.197 

-8506150217 Forwards position paper re adequacy of facility site foundation exploration 
performed by appllcanLPaper sets forth recommendallons for addi 
dnlling.samplIng.teBtlng & analyses to complete site conditions review. 

DENTOHHR. Atomic Energy Commission, Directorate of Licensing. 73/06/08. 
□EYOUNQ.R.C. Atomic Energy Commission • Deputy Director for Reactor Projects. 
Ip 30958:198-30958 168 

—5506150222 "Adequacy ol VogtIe Site Foundation Exploration." 

Atomic Energy Commission 73/08/06. 2pp. 30950:199-30958,200. 

-8506160226 Discusses ACRS subcommittee meeting on VogtIe application, scheduled 
for 740328-29. 

CROCKeR.L.P Atomic Energy Commission, Directorate ol Licensing. 74/02/13. 
GBIMES.B. Atomic Energy Commission, Deputy .Director for Technical Review (Pre- 
1976). Ip. 30958*201-30958:201 


-0500150231 Requests assistance in site geologto evaluation of VogtIe & Catawba 
sites Schedule for Irrput dales listed Requests AEG 730308 Itr & schedule dates be 
disregarded. 

GAMMILL,W.P. Atomic Energy Commission, Deputy Director for Toohnical Review 
{Pre-1976). 73/03/12 HOUsER,F.N. Interior, Dopt. of. Geological Survey. Spp. 
30058 202-30958.203 


-8508150235 Advises of tentative 730426 site visit followed by meeting on 730428 to 
discuss slte-refated probfems.Name of person or parsons fo be present requested by 
730406. 

CBOCKER.L P Atomic Energy Commisslotr - Depuly Director for Reactor Projects. 
73/03/23. DENTON.H. Atomic Energy Commission, Deputy Director for Technical 
Review (Pre-1976) Ip. 3O960' 204-30358:204. 

-8506150242 Supplemental testimony of AEC regulatory stall on site sullabllity.Pags 2 
missing, 

OENTuN.H R. Atomic Energy Commission, Deputy Director for Technical Review (Pre- 
1976). 74/05/07. epp, 30958:205-30958:212. 


T. Hearing transcripts on non-anUtrusf mattera 


BS06130082 Third partial response to FOIA request for six categories of documents re 
Charleston.SC earthquake of 1886 & selsmlo design (or plant Forwards App A docu- 
ments. 

FELTON, J.M. Division of Rules end Records. 88/02/19, BELL,N, Nuclear Information 
& Resource Service. 5pp. 30865.125-30068:039. 


DOCKET 50*433 UNIV, OF CALIFORNIA AT SANTA BARBARA RESEARCH 
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REACTOR 


Security, jnedlcal, emergency & (Ire protection plane 

6506170034 Forwards updated revised physical security plan Plan withheld (ret 
10CFR2 790> 

KROES.R J Calilornia, Unlv of, Santa Barbara, CA 85/06/06 NRG - No Detailed Af 
filiation Given Ip 30355 21 5>30955 215 


DOCKET STN'50-437 FLOATING NUCLEAR PLANT 


BE06210190 Forwards response to Generic Ltr 85 02 ro recommended aolion slemmiitq 
from NRG Integrated program for resolution ol unresolved safely issues conceimia 
sleam generator tube integrity Comments on draft NUREG-0844 expected by drl 
date 

DOMER,JA Tennessee Valley Authority 85/06/17 THOMPSON, H L Division olti 
cansing, 9pp 31024 300 31D24 309 

8506240537 Advises that responses to unanswered NRC questions, resulting (rom 
review o( FSAR will be provided in next amend to FSAR Amend 24 to FSAR stat®. 
mont that responses would be provided by 850601 In error 
C>OMEH,JA Tennessee Valley Authority 85/06/18 ADENSAM.E Licensing Branch 
4 Ip 31002 167 31062 157 


Q. Inspecllon reports, IE Bulletins & correspondence 


F. Security, medical, emergency & fire protection plans 


8505130027 SuppI 1 to IE Into Nollce 84-55, "Sea! Table Leaks at PWRs " Svo list end 
JORDAN, E L Division of Emergency Preparedness & Enoineanng Response (Post 
830103) 85/05/14 Consolidated Edison Co. of New Vo/k, Inc fOTpp. 31044 005 
31044 171 

6505130038 SuppI 1 to IE Into Notice 85-020. "Motor Operated Valve Failures Due to 
Hammering Enect ” Svo list end 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co. ol Now York, Inc. f07pp. 31044 172- 
31044 278 

8505200590 IE Info Notice 85 039, ''Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end. 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Pest 
830103). 85/05/22 Consolidated Edison Co. ol Now York, Inc f06pp 30837 258 
30B37'363 

8605200600 FE Into Notice 85 040, "Doliciencies In Equipmenl Qualifcoatlon Testing & 
Certillcalron Process." Svc lisl end 

JORDAN.E L Division of Emergency Preparedness S Engineering Response (Post 
630103). 85/05/22 Consolidated Edison Co ol Now York, Inc fO0pp 30848 166 
30848271 

8506280181 IE Into Notice 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elements " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/05/29 Consolidated Edison Co of New Yoik, Inc l2app. 30852 245 
30852363 

8505280167 IE Into Notice 85 043, "Radiography Events at Power Reaclors" Svc list 
end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Posl 
830103) 85/05/30 Consolidated Edison Co. of Now York, Inc 120pp, 30864,107- 
30854 287 

8506060677 IE Info Notice 65 045, "Potential Seismic Intaractlon Involving Movable In 
Core Flux Mapping Sys Used in Westinghouse Designed Plants." Svc list end 
JORDAN.E L. Division ol Emergency Preparedness & Englneonng Response (Posl 
830103) 85/06/06 Consolidated Edison Co. of Now York, Inc, f22pp 30865001- 
30885046 

8508060707 IE Info Nollce 85 048, "Clarilication of Several Aspects ol Removable Ra- 
dioBClive Surface Contamination Limits for Transport Packages," Svo list end. 
JORDAN, E.L Division ol Emergency Preparedness & Engineering Responsa (Past 
630103) 86/06/10. Consol Id aled Edison (^. of New York, Inc f24pp, 31043 301- 
31044.064 

8500140240 IE Info Notice 85 047, " Potential Effect ol Line- Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103), 05/06/18 Consolidated Edison Co ol Now York, Ino. I34pp, 3126B 157- 
31268 304 

8508140636 IE Inlo Nollce 85-048. "Respirator Users NoticeiDefeclivo Self Contained 
Breathing Apparatus A1r Cylinders." Svc list end, 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
839103), 85/06/19, Consolidated Edison Co. ol New York, Inc f23pp 31378.084- 
31378’163 


DOCKET 50-438 BELLEFONTE NUCLEAR PUNT, UNIT 1 


A. Applicallon/construoilon stage documents & correspondence 


8606270470 Forwards "Procedures Generation Package" & abnormal Iransient opaiat 
Ing guidelines Part II.Vol 1, "Fundamentals of Reactor Control for Abrrormal Tran 
slants," per NUREG-Oeog & SuppI 1 to NUREG 0737 

DOMER,J A Tennessee Valley Authority 85/06/21 ADENSAM.E Licensing Branch 
4. Ip 31240 006 31241 022 

-8506270478 "Procedures Generation Package " 

QUALLS.AM Tennessee Valley Authority 85/06/04 47pp 31240007 31240053 

-8506270478 Rev 5 lo abnormal Iranslenl oporaling guidelines Part II, Vol 1, "Funda- 
mentals ol Reactor Control lor Abnormal Transients" W/tour oversize 
drawings Aperture cards available In PDR 

■ Tennessee Valley Authority 85/02/20 43pp. 31240 340-31241 022 


Q. Inspecllon reports, IE Bulletins & correspondence 

8506210378 Responds to NRC 85021 1 ltr re violations noted in Insp Repls 50 438/65. 
02 & 50 439/85 02 Denies alleged violation ro adequacy of Investigations lo deter 
mine causes o( conditions adverse to quality 

H:uFHAM,JW Tennessee Valley Authority. 85/03/00 GRACE, JN Region 2, Ofliceot 
Director, 3pp 31055-202.31055 204 

85D6260032 Responds to NRC 650328 ltr re violations noted in Insp Repls 50 438/65. 

07 & 50 439/05 07 Corrective actions Noncontormance Rept QEU-04.03 revised 
Topical Rept TVA-TR75-1A to incorporate exception re modical eyo exams 
D0MER,J A Tennessee Valley Aulhority 85/04/23, GRACE.J N Region 2. Ollico ot 
Director 3pp, 31200 281-3l2OO'a03 

8508240273 Responds to NRC 050325 Hr re violations noted In Insp Repls 50 269/85. 

03.50- 260/85 03,50-29 6/ 85-03,50-327/ 05-0 4. 60-328/85 04,50-390/86-06,50 391/85. 

08.50- 430/05 03 & 50 430/85-03, 

DOMER.J A, Tennessee Valley Authority 05/04/24 GRACE.J N Rogion 2, Oltice 01 
Director. 7pp 31203 081-31203.087. 

BSOeasooaS Responds to NRC 050408 Hr re violations noted In Insp Repls 50 43B/85. 

08 & 60 439/85 08 Corrective actio ns ‘valves transporled lo warehouse & pra|>eiiy 
stored 

DOMER,J A Tennessee Valley Authority, 05/05/09 GRACE.J N floglon 2, Office ol 
Director 4pp. 31 200,27 7-31 200-280 

8505130027 Supp1 1 lo IE Info Notice 84-65, "Seal Table Loaks at PWRs ” Svc list end 
JORDAN, E.L, Division of Emergency Preporednoss & Enginootlng Response (P«l 
830103), 8S/0S/14. Consolidated Edison Co of Now York, Inc. 107pp 31044 085 
31044-171. 

6SOS13O038 SuppI 1 lo IE Info Notice 06 020, "Motor-Cporalod Valve Failures Duo lo 
Hammering Ellect " Svc list end. 

JCRDAN.E.L. Division of Emergency Preporednoss & Engineering Response (Posl 
830103), 85/06/14 Consolidated Edison Co, ot New York, Inc fo/pp. 31044172 
31044-278. 

8606200427 Responds to NRC 860418 Hr ro violations noted In Insp Repls 50 438/85- 
02 & 50 430/05 02 Corrective acllons.use-es Is disposition form revised Personnel In 
siructed ra accurately staling design basis for disposition lusllflcallons 
MCCLOUD.DE Tennessee Valley Authority 05/05/15, GRACE.J N. Region 2. Olliee 
Of Director 3pp 3 1 020:1 95-3 1 020, 107. 

650627070S Forwards Insp Repts 60-438/85-12 & 50-430/85-12 on 850401-30 & nolide 
of violation. 

VERRELU.D.M, Region 2, Office of Director, 05/05/21 PARRIS.H.Q. TonnoslOe 
Valley Authority. 2pp. 31249-203-31240 216 


9506260064 Further response to FDIA request for documents in three categories re 
drug or alcohol abuse at nuclear facItiVes Forwards App A documen|s.Documenls 
sIsD available In PDR Processing of doctmnenls continuing. 

FELTON.J.M Division of Rules and Records. 85/04/10. HEATH.SJ, Washinglon 
Legal Foundation 11pp. 31217:995-31217.109. 

—06062601 SB Informs that alcohol drug abuse survey for 10 utils complete par Tem- 
porary InslrucUon 2695/1.U1ils have instituted reasonable preventlorv 
programs Summary ol site visits end. 

O’ REILLY J,P, Region 2, Office of Piractor 83/04/01. DEYOUNG, R.C, Director's 
Oflics, Office of Inspection and Enforcement 42pp. 31217:125-31217:106 

85OBO3O5S0 Notification of 650530 meeting w/utll In Belhesde.MO lo discuss third-party 
review & enhancements to TVA employee concerns program 
KENYON, T.J Licensing Branch 4. 85/05/24. ADENSAM.EQ, Licensing Branch 4. 
2pp, 306B7;322-306e7;324, 

9506080417 Summary of 8S0S02 meeting w/uHl & public ra TVA proposed enhance- 
ments lo employee concerns program Handouts & list ot attendees end. 

KENYON,T J Licensing Branch 4. 05/05/24. Licensing Branch 4. 31pp 30785:181- 
30785-212. 


-BS06270713 Notice of violation from Insp on 850401-30, 

* Region 2, Office of {^rector 86/05/21 2pp 3 1249'20S-3 1249.208 

-8506270719 Insp Repts 60-43a/a6-12 & 50 439/05-12 on 850401-30 Violations 
noted failure to follow procedure for flushing operations & failure to take Itmely coriec 
live actions re Nov 1084 OA surveillance program 

YORK,J.W., BEARDEN, W.G„ WEISE.S.P. Region 2, Office of Director. 05/05/21. 8pp 
3 1249,207-31 249-21 6 

8506200690 IE Info Notice 85 039, "Auditability of Electrical Equlpmerrt Qualification 
Records at Licensees Facilities " Svc list end 

Jordan, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/22. Consolidated Edison Co. of New York, Inc I06pp 30037258- 
30637' 363. 


6505200600 IE Info Notice 85-040, "Deficiencies In Equipment Ouallllcatlon Testing S 
Certification Procese " Svo list end. 


JORDAN.E L. DMalon of Emergency Preparedness & Engineering Response (Posl 
830103). 86/05/22. Consolidated Edison Co. ol New York, Ino i06pp. 30848 168 
30848:271, 


6606180274 Notification of 850613 meeting w/utit in Bethesda,MD to discuss progress 
of OTC third parly interview program & enhancements lo util employee concern pro- 
erema. 

KENYON,T.J. Licensing Branch 4 85/06/08. ADENSAM.EQ. Ucenslng Branch 4. 
6pp 30980:1 72-309BO;T77. 


85052801 61 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements." Svc lisl end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103) 65/05/29. Consolidated Edison Co. of New York, Inc i20pp, 30052,245 
30862:383, 
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6MSS<01ft7 IE Info Nollce 85 043, "Radiography Events at Power Reactors.” Svc list 
fine? 

JORDAN, GL Division ol Emergency Preparedness & Engineering Response (Post 
630 KlS) 85/OS /3D Consolidated Edison Co of New YorR, Inc f20pp 30884 167- 
30664 28? 


6606070433 Third Interim deliclency rept ro time span for temp switch radons© Initially 
reported on 831227 Doticlent American Switch Co switches replaced w/Fenwal Model 
18023-7 switches Next rept re redesignated deficiency expected by B60219 
HUPHAM.J W Tennessee Valley Authority 85/05/23 GRACE.J N Region 2. Office of 
Director Ip 30801 026 30801 028 


8506270828 Forwards Insp Repls 60-438/86-13 8 60 439/85 13 on 850506-10 & notice 
of violation 

WALKER,n D Region 2, Office of Director 85/05/31 PARRIS.H Q Tennessee Valley 
Authority 2pp 31249 309-31249316 

-8508270630 Notice of violation from Insp on 850506-10. 

Region 2, Olllce of Director 85/05/31. ip 31249-31 1-31249-311 

-6506270633 Insp Repts 50-438/85-13 & 50-439/88-13 on 050506-1 0 Violation 
noted inadequate pipe support Insp procedure 

VIAS.SJ, BLAKE, Jj Region 2, Office ol Director 65/05/28 5pp 31249 312- 


8S061008B3 Second interim deficiency rept re uncons ervativs flange qualificadon 
analysis Initially reported on 84t207.Eightean flanges affected One flange needs to be 
roana/yred Next rMf expected by 8604^18 

HUFHAM,J W Tennessee Valley Authority 85/05/23 GRACEJ N Region 2, Office of 
Diraclor 2pp 30804 031 -30S04 032 

8806170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Terminations,” technical evaluation rept 

LAITY, W W Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-96&2 
PNL-5200 3 85/05/31. Owislon of Licensing 21pp 30981 130 30981 ISO 


8606060677 IE Info Nollce 85 045, “Potential Seismic Interaction Involving Movable In- 
Core Flux MappinQ Sys Used in Westinohouse Designed Plants ” Svc list and 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/06 Consolidated Edison Co ol Now York, Inc »22pp 30865001- 
30065.046 

3506060707 IE Info Notice 85 046, "Clarification ol Several Aspects of Rernovable Ra- 
dioactive Surface Conlaminalion Limits for Transport Packages " Svc list end. 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/10 Consolidated Edison Co of Nevr York, Inc i24pp 31043 301- 
31044 064 

8506140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rook Solenoid Operated Valves " Svc list end 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
aaO'IOM 85/06/16 {Consolidated Edison Co of New York, Ino 13 4pp. 31268157- 
31268 304 

8S0S14<I636 IE Irifo Notice 85 048, “Respirator Users Nollce Defective Self-Contained 
Breathing Anparafus Air Cylinders.'' Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19. Consolidated Edison Co o) New York, Inc 123pp. 31376 064- 
31376 183 


S Reportable ocourrencesi LERs & related correspondence 

8506200370 Further response to FOIA request ro Part 21 repls ro concerning failure ol 
dampers furnished tw Ruskin MIg Co Forwards documents listed in App C.uocumonts 
also available in PDR. 

FELTON,JM Division of Rules and Records 85/03/11. GARDE, B P Government Ac- 
countability Proled 2pp 31039-337-31039 360 

-8506200409 Forwards Part 21 rept from TVA re Ruskin damper failure 
MURPHY.CE Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
80/05/05, Region 4, Dallas, Vendor Inspection Branch. Ip. 31039-352-31039 352 

8506670086 Part 21 & final deficiency ropl re fuel oil line rupiure in TDI 
generatois.lnltlally reported on 831 121 .shield between fuel line & turbocharger ex- 
haust gas Inlet will be Installed Corrective actions will be completed by 881201 
HUFHAM,J W. Tennessee Valley Authority. 85/03/29 GRACE.J N Region 2, Office ol 
Director 2pp. 30800,188-30800.189. 

B5Q412Q314 Forwards PNL-6200-12, "Review of Engine Base & Bearing Caps lor TDl 
DSRV-12.DSRV-18 & DSRV-20 Diesel Engines" 

LAITY.WW. Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2863, 
85/04/04. BERLINGER.C Division of Licensing Ip 29787.001-29767:017. 

-8604120317 "Review ol Engine Base & Bearing Gaps for TDI DSRV-12, DSRV-16 8 
DSRV-20 Diesel Engines” 

LAITY, W.W. Battelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
PNL-S200-12. 05/03/28, Division ol Licensing 14pp, 20787.002-20787-017 

8508070076 Final deficiency rept re failure to specify IEEE class on procurement 
specs. Initially reported on B30So9.lnslructlon8 issued to electrical & mechanical em- 
ployees re procurement specs Equipment needing replacement Idanlllled. 
HUFHAM.J.W Tennessee Valley Authority. B5/ol/10 6RACE.J N. Region 2, Olllce of 
Ureclor 2pp 30801:166-30801.187. 

6506070696 Fourth Interim deliclency rept (or Watts Bar Unit 2 8i third Interim rept for 
Bellafonte Units 1 & 2 re calculation ol support design loads In TPIPE.Next rept for 
Bellafonle expected 850605 & 86032B (or Wafts Bar Units 1 & 2 
HUFHAM,J W. Tennessee Valley Authority. 85/05/13. GRACE.J N Region 2, Office of 
raraetor. 1p. 30795-156-30795:166 

8Si>&07Q346 First Interim deficiency rept re containment Isolation barrier Initially reported 
on &50422.0ocumenis being reviewed to determine revs needed to comply w/code & 
safety requirements Next rept expected by 850917. 

HUFHAM.J.W. Tennessee Valley Authority 86/06/20. GRACE, J N. Region 2, Office ol 
Dtiector. 2pp. 30801 -058-30801 059. 

8508070695 Revised final deliclency r^t re rigorously analyzed support locations not 
verified (nitfaify reported on 840809. Corfeolive actions will be completed on 870617 
lor Unit 1 & 800817 for Unit 2. 

HUFHAM,J.W Tennessee Valley Authority. 85/05/20, GRACE, J.N, Region 2, Office of 
Director Ip 30826.334-30826:334. 

8506070133 Pari 21 & third Interim Deficiency Rept NCR 3511 re Lambda Power 
Supplies Initially reported on 841025 Deficiencies In process of evaluation Next rept 
expected by Sol loa. . 

HOFHAMj'w. Tennessee Valley Authority. 85/06/21 GRACE,J.M Region 2. Office of 
Director, ip. 30800:198-30800.198. 

8506100425 Filth Interim deficiency rwt re lack of environ qualification of equipment In 
auxiliary bldg Initially reported on 820422 Civil design drawings of pipe chases & pump 
end revised.Nsxt rept expected by 87041 6. 

HUFKAM,J.W Tennessee Valley Authority. 85/05/22. GRACE, J N. Region 2, Office ol 
Director. Ip. 30826327-30826,327. 


DOCKET 50-439 DELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/constructloh stage documents & correspondence 

6S062S0064 Further response to FOIA request for documents in three categories ro 
drug or alcohol abuse at nuclear facilities Forwards App A documents-Documenls 
also available In PDR Processing of documents continuing. 

FELTON, JM Division of Rules and Records 85/04/10 HEATH.SJ Washington 
Legal Foundation lipp 31217095-31217 109 

-8500250169 Informs lhal alcohol & drug abuse survey for 10 utils complete par Tam- 
porary Instruction 2695/1 Ubis have instituted reasonable prevention 
programs Summary of site visits end 

0'REILLY.JP Region 2. Oflice ol Director 83/04/01 DEYOUNQ.RC Director's 
Office, Office of Inspection and Enforcemont 42pp. 31217-1 25 31217 166 

8506030559 Notllicatlon ol 850530 meeting w/utll In Bathesda,MD to discuss Ihird-party 
review & enhancements to TVA employee concerns program. 

KENYON, T.J. Licensing Branch 4 85/05/24 AD^SAM.E.G Licensing Branch 4 
2pp 30687.322-30687324 

6508060417 Summary of 850502 meeting w/uUI & public re TVA proposed anhanco- 
menls to employee concerns program Handouts & list of ettondeea end. 

KENYON.tX Licensing Branch 4 8S/0S/24. Licenslnn Branch 4 31 pp. 30785.101- 
30785-212. 

8506180274 Notiiication of 860613 meoting w/ulil in Belhesda.MD to discuss progress 
ol OTC third party Interview program & enhancements to util employee concern pro 
grams. 

KENYON.TJ Llcenelng Branch 4 65/06/08. ADENSAM.EG Licensing Branch 4 
6pp 30990-172-30990177. 

6506210190 Forwards response to Generic Ltr 05-02 re recommondod action slemming 
from NRC inlegraled program for resolution of unresolved safaiy issues concerning 
steam generator tube inrogrlty.Comments on draft NUREG-0844 expected by due 
date 

DOMER,J.A Tennessee Valley Authority. 85/06/17. THOMPSON.H L. Division of Li- 
censing. 8pp. 31024:300-31024 309 

B606240537 Advises that responses to unanswered NRC questions, rosultliig from 
review of FSAR will be provided In next amend to FSAR. Amend 24 to FSAR alafo- 
ment that responses would be provided by 650601 In error. 

DOMEH,J.A. Tennessee Valley Authonty. 85/06/18. ADENSAM.E Licensing Branch 
4. Ip. 31062.167-3 1062-167 


F. Security, rnedical, emergency & (Ire protection plane 

8506270470 Forwards "Procedures Qenarallon Package" & abnormal irarvalont operat- 
ing guidelines Part II.Vol 1, "Fundamentals ol Reactor Control for Abnormal Tran- 
sionrs," per NUREG-089B & Supp1 1 to NUREG-0737. 

DOMER,J.A Tennasseo Valley Authority. 85/06/21 ADENSAM.E Licensing Branch 
4. Ip 31240-006-31241-022. 

-8506270476 "Procedures Generation Package" 

QUALLS,A.M Terrnessee Valley Authority 85/06/04, 47pp. 31240.007-31240.053. 

-8608270478 Rev 5 to abnormal transient operating guidelines Part II, Vo1 1, "Funda- 
mentals of Reactor Control (or Abnormal Transients " W/four ovarsize 
drawings. Aperture cards available in PDR. 

‘ Tennessee Valley Authority. 85/02/20. 43pp. 31240.340-31241:022 


Q. Inspecllon reports, IE Bulletins ft correspondence 

0506210378 Responds to NRC 850211 Hr re violations noted In Insp Repls 60 438/65- 
02 & 60-436/8S-Q2.Denls3 alleged violation re adequacy ol Investigations lo deter- 
mine causes of conditions adverse to oualily. 

HUFHAM.J.W Tennessee Valley Authonty. 85/03/08, GRACE.J.N. Region 2, Office of 
Diraclor, 3pp. 31055292-31056 204. 

8508260032 Responds to NRC 850328 Hr re violallona noted In Insp Repta 60-438/85 
07 & 60-439/85-07 Corrective acUona- Nonconformance Rept QEU-84-03 revised 
Topical Rept TVA-TR76-1A lo incorporate exception re medical eye exams. 
DOMER,J.A Tennessea Valley Authority 85/04/23, GRACE, J N, Region 2, Olfice of 
Director. 3pp. 31200:281-31200:283. 

8506240273 Responds to NRC 850326 Hr ra violations noted in Insp Repta 60-269/85. 
03.60-2eo/e5-(r3, 60-290/85-03,60-327/65-04, 60-328/85-04,60-390/86 06,60-381/85- 
06,50-438/86-03 & 50-439/86-03. 

DQMER,J.A. Tennessee Valley Authority. 85/04/24 GRACE, J.N. Region 2, Oftice of 
Diraclor. 7pp. 31203.081-31203.007. 
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e50«250026 Responds to NRC 85040D Ur re viofalions noted in (nsp Repis 50-438/85- 
08 & 50-439/85 OB.CorrectivG actions valves transported to warehouse & properly 
stored 

DOMER.JA Tennessee Valiev Authority 85/05/09 GRACEJN Region 2. Ofllce ot 
Director 4pp 31200 277-31200 280 

8505130027 Suppi 1 10 IE fnfo Notice 84 55. "Ssal Table Leaks at PWRs " Svo list end 
JORDAN, E L Division of Emergency Preparedness & Engmoering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York. Inc 107pp 31044 065- 
31044:171 

8505130038 Suppi 1 to IE Info Notice 85-020, "Motor-Operated VaJve Falluros Due to 
Hammering Effect " Svc fist end 

JORDAN, EL. Division ol Emergency Preparedness A Engineering Response (Post 
830103). 85/05/14 Consolidated Edison Co ol Now York. Inc I07pp. 31044 172- 
31044 278 

6508200427 Responds to NRC 860418 Itr re violations noted in Insp Repts 50-438/65 
02 & 50-439/65 02 Corrective actions use as is disposition form revlseo Personnel in 
structed to accurataiy stating design basis for disposition justifications 
MCCLOUD.O E Tennessee Valley Aulhority 85/05/16 GRACE.J N Region 2, Office 
Of Director 3pp. 31020 195-31020 107 

8506270705 Forwards Insp Repts 50-438/65-12 & 50-439/85 12 on 650401-30 & notice 
ol violation 

VERRELUI.DM Region 2. OINce of Director 85/05/21- PAHRIS.HG. Tennessee 
Valley Authority 2pp 31249 203 31240215. 

-8506270713 Notice of violation from Insp on 850401-30 

• Rogion 2. Office of Director. 85/06/21 2pp 31249.205 31249 206 

-8608270719 Insp Repis 50-438/85-12 8 50 439/85-12 on 850401-30 Violations 
noled.faifore to follow procedure for flushing operations & failure to take timely correc- 
tive actions re Nov 1984 QA surveillance program 

YORK.J W. BEARDEN.WC , WEISE.S P Region 2. Ollice ol Director 85/05/21. 9pp 
31249 207-31249 215. 

8505200590 IE Info NoIPco 85 039. "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc lOepp 30837 258 
30837383. 

8505200800 IE Irtlo Notice 85-040, "Deliclencles in Equipment Qualification Testing & 
Cortidcalron Process." Svc list end 

JORDAN,E.L Division ot Emergency Preparedness & Enginearinfl Response (Post 
830103) 85/05/22. Consotidatad Edison Co of New YoiR, Inc f0€pp 30849 166- 
30848 271. 

8505280181 IE Info Notice 85-042. "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elemenls." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 65/05/29 Consolidated Edison Co. of New York, fno 120pp. 30652.245 
30852363. 

8505280187 IE Info Notice 85 043, "Radiogrephy Events at Power Reactors " Svc list 
end 

JOHDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co. ol New York, Inc i20pp 30664.167- 
30864.287. 

6508270628 Forwards Insp Repts 60 438/85-13 8 60-439/85-13 on 850506-10 & notice 
of violBlIort. 

WALKER.R D Region 2. Office of Director. 05/05/31. PARRIS.H Q. Tennessee Valley 
Authonty 2pp. 31249.300-31249.316 

-8508270630 Notice ol violation from insp on 050506-10. 

* Region 2, Office of Director. 85/06/31. Ip. 31249 311-31249 311, 

-8508270832 Insp Repts 50-438/86 13 & 50 439/85-13 on 850506-10. Violation 
noted Inadequate pipe support Insp procedure 

VIAS.SJ., BLAKE.JJ. Region Z. Office of Director 86/05/28 5pp 31249,312- 
31249 316. 

8508080877 IE Info Notice 85-045, "Potantlal Seismic Inieraction Involving Movable In- 
Core Flux Mapping Sys Used In Westlnghouse Designed Plants " Svc list oncl. 
JORDAN, EL Division of Emergency Preparedness & Engineering Rasponse (Post 
830103). 85/06/06. Consolidated Edison Co. of New York. Ino 122pp. 30865.001- 
30666,046. 

8608060707 IE Info Notice 85-046, "Cl ariff cation of Several Aspects el Removable Ra- 
dloactiva Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/06/10. Consolidated Edison Co. ol New York, Inc. f24pp. 31043'301- 
31044.064. 

8506148240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list enci 

JORDAN, E L. Division of Emergency Preparedness & Engineering Response (Post 
830103}. B5/0S/18. Consolidated Edison Co. of New York, Inc. 134pp. 31268-157- 
31268-304. 

6508140639 IE Info Notice 85 048, "RaspIralor Users Nol ice; Defective Self-Contained 
Breathing Apparatus Air Cylinders." Svc list end 

JOflOAN.G.L Division of Emergency Preparedness & Engineenng Response (Post 
830103). 85/08/19. Consolidated Edison Co ol New York, Inc. f23pp. 31376.064- 
31376:183. 


S. Reportable oocurrericaa, LERa A related correapondence 

6608200370 Further response to FOIA request re Part 21 repts re concerning failure of 
tfampera furnished Iw Huskin Mfg Co, Forwards documents listed In App CDocuments 
also available in PDR, 

FELTON, J.M. Divisfon of Rules and Records. 85/03/11. GARDE, 8 P. Governmenl Ac- 
countability Project 2pp 31039.337-31039:380. 


-8508200409 Forwards Pari 21 rept from TVA re Roskin damper failure 
MURPHY, C E Rogion 2, Atlanla. Reactor Construction & Engineering Support Branch 
80/05/05 Region 4, Dallas, Vendor Inspection Branch. Ip 31039 352-31039352 

6506070036 Part 21 & final deficiency rept re fuel oil line rupture in TDi 
enerators Initialty reported on 831121 Shield between fuel line & turbocharger «x 
aust gas Intel will be installed Corrective actions will be completed by 881201 
HUFHAM.JW Tennessee Valley Authonty 85/03/29. GRACt.J.N. Region 2, Office o! 
Director 2pp 30800 188-30800 189 

8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps lor TO 
DSRV 12.DSnV-16 & DSRV-20 Diosel Enoines ” 

LAITY.WW Battelle Memonal Institute, Pacific Northwest Laboratories FIN B2963 
85/04/04 BEHLINGER.C Division of Licensing Ip. 29787.001-29787017 

"8504120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, DSRV 16 8 
DSRV 20 Diesel Engines " 

LAITY.WW Battelle Memorial Institute, Paclilc Northwest Laboratories FIN B-2963 
PNL-5200-12 85/03/26 Division of Licensing 14pp. 29767.002-29787 017 

650807Q079 Final deficiency rept re failure to specify IEEE class on procuromeni 
s Initially reported on 630509 Instructions Issued to electrical & mechanical env 

S jes re procurement specs Equipment needing replacement Identified 

HAM.J W. Tennessee Valley Aulhority 85/04/10. GRACE, J.N. Region 2, Office of 
Director 2pp 30801 186-30801 187 

8506070666 Fourth interim deficiency rept for Watts Bar Unit 2 & third Interim repi for 
Bellalonte Units 1 & 2 re calculation ol support design loads In TPIPE Next ropt for 
Ballalonte expected 850605 & 060326 for Watts Bar Units 1 & 2 
HUFHAM.JW Tennessee Valfey Authority 85/05/13. GRACE.J N Region 2. Office of 
Director Ip 3Q795 166-30795 166 

6S06070349 First interim deficiency rept re containment Isolation barrier Initially reported 
on 850422 Dtrcumenls being reviewed to determine revs needed to comply w/coda A 
safety requirements.Nexi rept expected by 650917. 

HUFHAM,J W Tennessee Valley Authority. 85/05/20. GRACE, J.N Rogion 2, Office ol 
Director. 2pp 30801.058 30801.059 

8506070695 Revised final deficiency rwt re rigorously analyzed support locations nol 
verified Initially reported on 840800 corrective actions will be completed on 070617 
for Unit 1 & 680817 for Unit 2 

HUFHAM,J.W. Tennessee Valley Aulhority. 85/05/20. GRACE.J N. Region 2, Offlceof 
Director Ip 30826.334-30826-334 

8506070133 Part 21 & third Interim Deficiency Rept NCR 3511 re Lambda Power 
Supplies Initially reportod on 841025 Deficiencies In process of evaluation. Next lopl 
expected by 051 108 

HUFHAM.J.W. Tennessee Valley Authority. 86/06/21, QRACE.J.N. Region 2. Ollico ol 
Director Ip 30800 19B-30B00-198, 

8506100425 Fifth Interim deficiency root re lack ol environ qualification of oquipmoni Is 
auxiliary bldg.lnilially reported on 820422.Civll design drawings of pipe chases & pump 
end revised Naxt rept expected by 670416 

HUFHAM,J.W Tennessee Valley Authority. 85/06/22. GRACE.J.N. Region 2, Office *1 
Director Ip 30026 327-30828:327. 

8606070433 Third Interim deficiency rept re lime span for temp switch rowonse Many 
reported on 831227 Deficient American Switch Co switches replaced w/Fenwal Model 
18023-7 switches. Next rept re redesignated deficiency expected by 860219. 
HUFHAM,J.W. Tennessee Valley Authority. 05/05/23. GRACE.J.N. Region 2, Oflicod 
Director. Ip 30801.026-30801-026. 

8506100322 Fourih interim deficient rept re drawing discrepancy for In core monitor 
lank sleeves Inillaily reported on 630406. Insertion tests comptoted & average nermai 
Insertion force esIebllsned.Next rept will be submitted on B7083 1 
HUFHAM.JW Tennessee Valley Aulhorlly, 86/05/23. GRACE.J.N. Region 2, OincocI 
Director. Ip. 30827:074-30827:074. 

8506100883 Second interim deticfency rept re unconservalive flange qualificalion 
anaiysis.lnitially reported on B41207.Elghteen flanges affected.One flange needs fobs 
reanalyzed Next rept expected by 860418 

HUFHAM.J.W. Tennessee Valley Aulhority. 85/05/23 GnACE,J N. Rogion 2, Ollicc of 
Director 2 pp. 30e04-.031 -30804:032. 

8506170278 "Review of Emergency Diesel Generator Engine & Auxtlleiy Module Winng 
& Terminations," technical evaluation rept. 

LAITY, W.W. Battelle Memorial Institute, Pacific Northwest Laboratories FIN S 29S7. 
PNL-5200 3 85/06/31. Division of Licensing. 21pp. 30981-130-30981:160. 


DOCKET 60-440 PERRY NUCLEAR POWER PUNT, UNIT 1 


A. Appllcatlon/conalruotion stage documents & correspondence 

6504120182 Responds to FOIA request for Caseload Forecast Panel files in Olo el Hi 
source Mgt.Forwards listed documents.Documents also available In PDR. 

FELTON, J M, Division of Rules and Records. 84/06/06. KILLEFER.C. Shaw. Pitlmas, 
Potts a Trowbridge. 2pp 30300.003>30303;129. 

-0504120356 Provides dally staff notes (or 760911, Fault observed In emergency svc 
water discharge tunnel at Perry UBI review program re eeted all installed hangers liv 
apaoted in May-Aug 1978 al Fermi 2.Stop-work order Issued. 

* Office of the Executive Director for Operations. 76/09/12. HENDRIE CommlssJon- 
ere. 2pp. 30300 006-30300.006 

8506160005 Further response to FOIA request for two calegories ol documents re eper- 
alfan of Grand Gulf power reactor & TO] diasel generators Documenta ilelad in App A 
available In PDR.Compuler printout end providing brief description. 

FELTON, J.M. Division ol Rules and Records, 85/02/05. BELLN, Nuclear tnlormalion 
& Resource Service. 7pp. 30961 :001-30961 :007. 
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“6403120227 Raquesla assislanco in obtaining Maik III containment structoral capacity 
Ijifo frorti listed facilities to assist Containment Sys Branch in evaluating containment 
c^ability for positive & negative pressure differentials 

LE^ftR.G Structural & Geotechnical Engineering Branch 84/03/06 YOUNGBLCXJD.J 
licensing Branch 1 2pp 30961 337-30961 338 


&5061 40674 Forwards marked up Tech Specs.cl an tying containment Integrated leakage 
rate test program Util BS0523 description cl program acceptable Amend to 
FSAR.rellectino clarilicatlon,reque sted 

YOUNGBLOOO.BJ. Licensing Branch 1 85/06/10 EDELMAN.MR Cleveland Elec- 
tric Illuminating Co 3pp 30910 339-30910 341. 


6506150268 FOIA request for records re 850212 meeting between NRC & Hydrogen 
Control Owners Group, Including all minutes.notes, Iranscripts.ailendanco lists & 
correspondence Requests waiver of 75% of search fees per Issue 8 of OL proceed- 
ings 

HIAT7.SI Ohio Citizens tor Responsible Energy, 85/02/12 ROBINSON, LL Division 
of Rules and Records Ip 30945 264-30945 264 


6506210245 Responds to NRC 850424 request for add I info re use of stiff pipe clamps 
in piping sys Stiffness values tabulated Lower preload torque values do not affect re- 
sults of piping stress analysis 

EDELMAN.MR Cleveland Electric Illuminating Co 85/06/14 YOUNGBLOOD, BJ Li- 
censing Branch 1 3pp. 31024.030 31024 032 


8505050831 Further roMonse to FOIA request lor documents re NRC 841218 meeting 
w/Hydrogen Control Owners Group & Sandia experiments on small/large-scale steel 
containment models Forwards drawings responsive to request 
FELTON, J M Division of Rules and Records 85/03/06 TflATT.S L Ohio Citizens lor 
Responsible Energy. Ip 30745 013-30745 014 

--6506050037 Nolification of 041218 meeting w/Hydrogen Control Owners Group in 
Norwoed.MA.to review & inspect installation of lost equipment in 1/4 scale test facilt- 

^TAHIE.CR Licensing Branch 4 84/12/11 ADENSAM.EG Licensing Branch 4 Ip, 
30745 014-30745 014 

8508190117 Further response (o FOIA request that all internal memos to Div ol Licens- 
ing (fom May-Nov 1984 which provided draft SEfl, SER sections & questions or re- 
quests for acidl info be placed in PDR.App C documents placed In RDR 
FELTON.J.M Division ol Rules and Records 65/03/06 QRABER.U NUS Corp 3pp 
31013 238-31013 246 

-8411200132 Forwards operability qualification of purge & vent valves & guidelines for 
demonslralloni oi operability ol purge & vent valves.lnlo sought should be provided as 
soon as possible 

NOONAN, VS Equipment Qualification Branch 84/11/00 YOUNGBLOOD, B J. Li- 
cenrsirg Branch 1 7pp 31013 261-31013 267 


6506250130 Forwards response 10 850517 request lor clarification of FSAR Chapter 13 
Info Approprlals changes will be made fe fut-ure rev 

EDELMaN^M.R Cleveland Electric Illuminating Co 85/06/18 YOUNGBLOOD, B J Li- 
censing Branch 1,3pp 31180,062-31180064 

0506250181 Forwards info re Implementation ol Reg Guides 1,52,1.140 & 1 143, par 
850520 request Sincere sealani not used on (II ters.hcusings, mounting frames or to 
repair wolds & mails used in gaseous radwaste sys ASME Section (I malls 
EDELMAN.M R. Cleveland Electric Illuminating Co 85/06/18. YOUNQBLOOO.B J. Li- 
censing Branch 1. 6pp 31180.103-31180.108 

8506260224 Requests clarillcalion of facility conformance w/Reg Guide 1 68 re initial 
lest program by 850705 

YOLINQBLOOO.B.J. Licensing Branch 1, 85/06/24 EDELMAN.M. R Cleveland Elec- 
tric Illuminating Co 2pp 3126B'313-312E6 314. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


6504170296 Forwards request for eddi info re SER Outstanding Issue 8 on Humphrey 
concerns as applied to facility. Response requested within 5 days of Itr receipt 
YOUNGBLOOD.BJ Licensing Branch 1. 85/04/06 EDELMAN.MR. Cleveland Elec- 
tric Illuminating Co 6pp 20904 232-29904,240 


6506170180 Responds to FOIA request for documents re emergency instructions or 
piocedures & BWR Mark III emergency procedure guidelines Fonvards documents 
listed on app 

FELTON.JM Division of Rules and Records 85/03/13 HIATT.S Ohio Citizens tor 
Rs sponsible Energy 2pp 30981 217-30981 218 

-6409060617 Forwards request for addi into re hydrogen control for Mark 111 contain- 
ment plants during postulated degraded core accidents Questions should be transmit- 
ted to Grand Gulf, Perry.River Bend & Clinton applicants 

BUTLER.W R. Containment Systems Branch 04/08/24 YOUNGBLOOD, B J. Licens- 
ing Branch 1 SCHWENCER.A Licensing Branch 2 3pp 30901.223-30981,225 

8&0402014S Forwards list of questions raised as result of review of changes to FSAR 
Chapter 14 by Amend 16 Responses to questions re FSAR Amend 15 (submitted by 
BS0221 Itr) & Amend 16 should be expedited 

YOUNGBLOOD.BJ Licensing Branch 1 85/03/19 EDELMAN.M.R, Cleveland Eleo- 
Iric tlluminaling Co 3pp 295B5’081-20585'093, 

6506040300 Notification of 050522 meeting w/Hydrqgen Control Owners Group In 
Beihesda.MD to resolve issues In Hydrogen Control Ciwnors Group quartor-scalo teat 
program 

STAHLE.C H Licensing Branch 4 85/05/16, ADENSAM.E Licensing Branch 4. 6pp, 
30719.232-30719’237 


8606120270 Provides compilation of proposed license conditions Identified through 
SSER 6, Including present status & expected completion dates.Llcense conditions of 
continuing nature omitted, 

EDELMAN,M.R Cleveland Electric lilumlnating Co 85/05/29, YOUNGBLOOD.BJ LI 
censing Branch 1 23pp 3’0650.234 30SSO 256 

8506120534 Forwards repl of 850423 26 facility visit to verify installation of instrumenta- 
tion & control eys Areas of Insp selected re resolution of confirmatory Items In SSER 6 
(NUREQ.0eB7). 

YOUNGBLOOD,B,J.. Licensing Branch 1, 85/05/31 EDELMAN.M.R Cleveland Elec- 
trio Illuminating Co. 44pp, S0B84‘21 6-308 64:261 . 


8506070467 Forwards responses & rapls to four items required for closure of Conlirma 
lory Issue 15 re preservlca/inservlca insp program,ldentified In Section 5 2.6,2 of 
SSER 5.TWO oversize drawings end Aperture cards available In FDR. 

EDELMAN.MR Cleveland Eleclric Illuminating Co 85/06/03 YOUNGBLOOD.BJ Li- 
censing Branch 1. 76pp 30763,044-30763.172. 


-0506070484 Rev 0 to "Nuclear Energy Svos linplemer»latlon Ropt for NRC Reg Guido 
1 150," 

DARGATY.ZD, MARTINS.Q.D., TUNKLEIN.KW. Nuclear Energy Services, Inc 
85A287 ROO, 85/04/16. Spp. 30763 121-30763 126. 


8506050752 Noiillcation of contract execution, Mod 3, to "Dresden & Perry Simulator 
Leasmfl." Conlraclor QE. 

PAGE.M Technical Assistance Contracts Branch NRC 05-84-169 05/05/23 
CORLEY, D, Director's Office, Office of Inspection and Enforcement, Ip. 30740'26B- 
30740 269. 

— 8S060S0762 Mod 3, changing project officer.to "Dresden & Perry Simulator Leasing " 
• General Electric Co Nfc65-0<1-169. 85/05/23. 1p 30740:269-30740 269 

B506030S49 Ack receipt of BS050B request (or NRC denial ol util request tor exemption 
from requirements of App J to 10CFR50 Matter submitted to appropriate staff tor 
review. Decision expectea by June 1085 

STEFANO.J J Licensing Branch 1 85/05/24 HIATT.S L, Ohio Citizens lor ResponsI 
ble Energy Ip. 30687:326 30687.325 

8506030468 Discusses revised Tech Spec review schedule lor facility. Tech Specs 
resently In proof & review stage Completion ol proof & review comments expected 
y 650705 & Issuance of final draft by 850716. 

EDELMAN.M R, Cleveland Electric llfuminatlng Co, 85/06/29. YOUNG BLOOD. B.J Li- 
cansing Branch 1 2pp 30677.360-30677,361 

8506060186 Lists discrepancies In FSAR Amend 16, Section 7 3, re control digrams of 
LPCS.RHR & nuclear boiler 8y3.Expedlllaus resolution requested, Staff & tG&G,|nc 
ravievr of Amend 18 re Reg Guide 1.97, Rev 2, ongoing, 

YOUNGBLOOD, BJ Licensing Branch 1 86/05/29, EDELMAN.M.R, Cleveland Elec- 
tric Illuminating Co. 4pp 30781.359-30781:362 

8506110293 Notifies & requests approval of use & implementation of AS ME Code Case 
N 393,par Reg Guide 1.84 & 10CFR60.65(a)(3).Codo case applied to repair welds on 
carbon steel w/gas (ungsten arc process 

EDELMAN,M.R Cleveland Etectrre Illuminating Co 85/06/04 YOUNGBLOOD, B,J, Li- 
censing Branch 1. 1p 30807.097-30807:097 


-8506070401 Rev 3 to Q0A4427, "PrQsarvIce Insp Program Plan'Maln Steam Sys, Perry 
Nuclear Power Plant Unit 1," 

MEYER, S, Nuclear Energy Services, Inc, 85/03/22 46pp 3Q763-1 27-30753:1 72. 

8506170487 Forwards FSAR Section 3,6,lndudlng Figures 3 6-71-3.6 80 re results of 
final piping siress an^sls on designated piping syalo determine break locations. Info 
aufOctent fo resolve SER Conffrmafory (asuo 1. 

EDELMAN.M.R Cleveland Electric Illuminating Co 85/08/07, YOUNGBLOOD.BJ Li- 
censing Branch 1 174pp. 30974:056-3 0974:229. 

8506260490 Provides Info ra pressure isolation valves (SER 7.e,2.1) per NRG review of 
facility Tech Specs. Full closure verified in control raom,lnadvert 0 nt opening prevented 
by interlocks S gross Intersys leakages delected by high pressure alarm 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/06/12. YOUNGBLOOD, B.J Li- 
censing Branch 1, Ip. 31230.339 31230 330 

8506200330 Forwards "Torsloaraph Test of Emergency Diesel Generators, Div 1 & 2 at 
Perry Nuclear Power Plant-Unit 1" & addendum to Torslograph Tests ol Emergency 
Diesel Generators...," per SER Confirmatory lesua 83. 

EDELMAN.M R Cleveland Electrlo lllumlnetlng Co. 85/06/14. YOUNGBLOOD,B.J. U- 
cenalng Branch 1 . 1p. 31006:320-31006:354. 

-6506200333 "Torslograph Tests ol Emergency Diesel Generators.DIvs l & 2, at Perry 
Nuclear Power PlarjI-LWt 1," 

^ Failure Analysis Associates. FAAA 05 4-1 B5/0S/31. 29pp 31006.321-31006:340, 

-8S06200338 Addendum to "Torslograph Tests of Emergency Diesel Generators.DIvs 1 
8 2,at Parry Nuclear Power Piant-Unit 1 On Cylinder Imbalance." 

* Failure Analysis Associates F/\AA-PA-R-05-O0-11. 65^6/31, Bpp 31006:350- 
31006:354. 


8506140404 Forwards Failure Analysis Assoc Rapt FaAA-85-4-1, "Torslograph Teals ol 
Emergency Diesel Generatora,Divs 1 & 2 al Perry Nuclear Power Plant - Unit 1," dis- 
cussed during evidentiary hearings on issue 1G Related correspondence 
8ILBERG.J.E Shaw, Pittman, Potts & Trowbridge SILBERG.J.E. Cleveland Electric Il- 
luminating Co #286 411, 85/06/10 GLEASON.J.P,, KLINE.J.R . BRIQHT.Q.O. Atomic 
Safety and Licensing Board Panel 30pp 30896. 148«308oa. 177, 


0506140670 Forwards request for addI Info re Amend 18 to FSAR concerning RCPB 
leak detection.Response requested within 7 days. 

YOUNQBLOOD.B.J. Licensing Branch 1. 65/06/10. EDELMAN.M.R Cleveland Elec- 
Ulo Illuminating Co 3pp, 30910.342-30910.344. 


6506260559 Responds to 8S0606 request for clarIP cation of SER Section 6. 3. 1,3 re 
safety/reliel valve operablllty.Tesls required only during Initial startup & startups fol- 
fowlng each refuetlng outage. 

YQUNGBLOOD,B.J, Licensing Branch 1. 85/06/17. EDELMAN.M,R Cleveland Elec- 
tric Illuminating Co. Spp 3 1224 '03 1-31 224:033. 

BS062101S2 Provides Info on compliance w/ requirements of SER (NUREG 0653), dtd 
Feb 1982, re safety-relief valve surveillance prograrn.for use by NRC to close Issue, 
Procedures Instituted to detect valve condlUon lleted. 

SPANGENBERQ.F. Illinois Power Co. 85/06/19, BUTLER, W.R Licensing Branch 2, 
2pp 31 024' 188-31024:1 92. 
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-^8506210176 Forwards Liconsing fleview Oroup II rept re review status ol 58 
issues Forty issues resolved. 11 unresolved S 5 determined nongonerre Revised 
IlsHdentifying where SER issue addressed also end 

NOVAK.TM Assislani Director lor Licensing 82/08/17- BOOKER.JE Gull Slates 
Utilities Co 5pp 31 024-168-3 1024:1 92 


8506260669 Advises that NRC has agreement w/AlomIc Energy Control Board of 
Canada (AECB) for excharae ol documents such as PSARs. FSARs •& SERs for 
plants located near border Description of plant emergency plans should bo provided 
to AECB 

YOUNGBLOOD.B J Licensing Branch 1 85/06/19 EOELMAN.M R Cleveland Elec- 
tric IlluminaUng Co 3pp 31239 321 31239 323 


t 


F- Security, medical, emergency A fire proleclion plans 

BSOSI 10483 Partial response to FOfA request (or records re NRC or FEMA evaluation 
o( 841 128 emergency planning drill for facility Forwards App A documents Documents 
also available in PDR 

FELTON.J M Division ol Rules and Records 85/01/24 HIATT.S Ohio Cilizens lor 
Responsible Energy 3pp 30853 001-30857:025 

—8508110491 "Emergency Preparedness Exercise Manual 1664 Emergency Prepared 
noss Exerciso '* 

• NUTECH Engineers. Inc. 84/1 1/28 748 pp 30053 006-30855032 

-8508110497 Forwards revised exercise scenario pacKago 8 allachmonl Identifying 
changes Incorporated In rev 

WILLTAMS.HL Cleveland Electric Illuminating Co 84/11/13 KEPPIER.JE Regions. 
Oflice of Director 6pp 300S6 033-30655 040 

-85081 1QS04 Documenis 841031 telcon re exercise scenario Comments on onsite radi- 
ation levets.olfsite radiological data.pest- accident sampling daia.area radiation moni 
lor readings & viclim contaminalion levels enumerated Related info end 
STOET2e..G A Baltelle Memorial Inslitele, Pacific Northwest Laboratories 64/11/14 
SNELL, W Region 3, Office of Director 705pp 30855 041-30657 025 

8505170178 FOIA request for documents re emergency Instructions or procedures er 
generic BWR Mark III emergency procedure guidelines concerning hydrogen 
contTot.contalnmenl Inlsgrity or purge or venting. 

HIATT.S L Ohio Citizens lor Responsible Energy. 85/01/28 FELTON.J M Division of 
Rules and Records ip 30681 218-30381 216 

8508170180 Responds to FOIA request for documents re emergency instrucllons or 
procedures & aWR Mark III emergency procedure guidelines Forwards documents 
listed on app 

FELTON.J W. Division ol Rules and Records 85/03/13. HIATT.S. Ohio Citizens for 
Responsible Energy. 2pp 30981 217-30981-226 

8508050409 Responds to concerns expressed during 850411 limited appearance ses- 
sion ol ASL8 Response lo concerns & questions re offsite emergency planning & pre- 
paredness will be provided by FEMA 

STEFANO,JJ Ucensing Branch 1 85/05/24 SCHMIOT.P AHillation Not Assigned 
Ip, 30742 01 7-30742 0a 

-8S080S0416 Responds to concerns expressed during 850411 limited appearance ses- 
sion ol ASLB.Rssponse lo concerns & questions re offsite emergency planning & pre- 
paredness will be provided by FEMA. 

STEFANO.JJ. Licensing Branch 1 86/05/24 lOUTH.n Aflilfation Mot Asstgi^od. Ip 
30742 018-30742.022 

8506240127 Fonvards Safety fnsp Repts 50 440/85 10 & 50-441/85-05 on 860212- 
0429 & notice of violation 

WARNICK.fl F. Region 3. Olllce of Director. 85/05/24 EDELMAM.M.R Cleveland 
Electric Illuminating Co 2pp 31203 267-31203-273 

-6506240135 Insp Repts 50-440/65-10 & 50-44 1/65 06 on 850212 0429. Noncompli 
ance noted failure to develop & imptemenl equipment proleclion & housekeeping pro- 
cedures 

KNOP.H C Region 3, Office of Director. 85/05/23. 14pp 31203 260-31203 273. 

8508060536 Forwards monthly rept for Apr 1986 re status of offsite emergency pro 
paredness for OL reviewa.Delaya Fn schedule (or Limerick & Shoreham (or fufl power 
eporation remain dua looflsiie emergency preparedness Issues 
OIBCKS.W.J Office of the ExecutFve Director for Oparalions 85/05/28. PALLAOINO 
Commissioners, 11pp. 30785:007-30786.017. 

8506060244 Responds to items noted in Emergency Preparedness Appraisal Insp Repts 
60 440/85 09 A 50-441/85 07 on 850225-0307. Response proirfdes planned correc- 
llve actions for each open item A replies lo NRC recommondallons for linprovement. 
EDELMAN.M.R. Cleveland Clectrlo lllumlnatirvg Co 85/05/30 PAPERIELLO.C J 
Region 3. Olllce of Direotor 53pp 30728.076-30728:127. 

8508060013 Revised emorcancy plan Implementing inslmclions, Including Rev 4 to EPI- 
B1 re emergency notificaaon sys,Rev 3 to EPI-B76 re manual otfsita dose calculations 
& Rev 3 to EPI'BS re protective actions S guides W/050S31 Hr. 

EDELMAN.MR Cleveland Electrlo (llumlnalfng Co. 86/05/31. KEPPLEn,J.O. Region 
3, Office of Director 244pp. 30732.299-30733:182. 

6608180223 Advisas that sealing crfterla proposed in 850503 Itr unaccsplable.Criterla 
deviates from guidelines for which adequate technical Justification needs to be 
provided Listed allernatives should ha considered for resolution 
YOUNGBLOOD,B,J. Ucensing Branch t 86/06/10. EDELMAN.MR. Cleveland Elec- 
tric fllumlnalfng Co. 5pp. 309B0-212-30990-216- 

0506170119 "OH Plan for Response to Radiation Emergencies at Licensed Nuclear Fa- 
cilities " W/6S0612 Hr. 

LOCKHART.R M. Ohio, Stale of 86/08/12 YOUNGBLOOD, BJ Licensing Branch 1 
357pp 30952.276-30953.272. 

8506160217 Forwards updated deviation requests to 10CFR60,App H /© fire proleotion 
program.EncI deviation requests replace requests submitted on 820616 & 390324.Re' 
spouse requested by 650628. 

TOELMAN.M.R. Cleveland Eleclrio lllumlftatlng Co. 85/08/12, YOUNGBLOOD, B.J. Li- 
censing Branch 1, I22pp 30976.042-30976.163. 

8606190201 Advises that revised responses to aohedufa for State ol OH corrective ac- 
tions of 841128 offstie emergency preparedness exercise adequate, 

PAPER IE LLO,CJ. Region 3, Office of Director. 65/06/12. EDELMAN,M.R. Clovetand 
Electrfc llfuminaling Co. 2pp. 30995:198-3(>995-218. 


Q. Adjudicatory correspondence 


6506050023 FOIA request for documents re NRC 841216 mealing w/ Hydrogen Conirot 
Owners Group A experiments conducted at Sandia on small/large-scale containmsnl 
models Mall relevant lo Perry proceeding. 

HIATT.S L Ohio Cilizens for FTesponsibfe Energy 84/12/18 FELTON.JM DivislonoP 
Rules and Records. Ip 30745 012 30745 012 

8506030444 Advises that time for Commission to review ALAB-805 expired, Commlssloji. 
declined review Decision became final agency action on 850520 Served on 850531 
CHILK.SJ Office of Ihe Secretary of the Commission #285 231 85/05/31 Atomic 
Safety and Licensing Board Panel Ip 30075 255-30675 255 

8506060219 Proposed findings of fad A conclusions of law In form of partial Initial deci 
Sion (hydrogen control) Certificate of Sve end. 

QLASSPIEGEL.H Cleveland Electrfc llluminalinn Co GLASSPIEGEL.H Shaw. Pile 
man. Potts A Trowbridge #285 292 85/06/03 106pp 30728 128 30728 233. 

8506060300 Proposed findings of fact A conclusions of law on Issues 1 A 16 re cmor 
gency plans A TDI diesel generators, respeclivety. Certificate of Sve end 
WOODHEAD.CP Hearing Branch 4 #285 274 85/06/03 66pp 30729161 
30729 246 


8506140231 Reply lo proposed findings of fact A conclusions of law filed by other pat- 
ties re emergency planning A TDI diesel generators Certificate of Sve end 
SILBERG.JE Commonweallh Edison Co SILBERG.J E Shaw, Pittman. Potts A Trow 
bridge. #265 413 85/06/10 64pp 30893 083-30893149 

8506140404 Forwards Failure Analysis Assoc Ropl FaAA 85 4-1, "Torslograph Tests of 
Emergency Diesel Generalors.Divs 1 A 2 at Perry Nuclear Power Plant - Unit 1," dis- 
cussed during evidentiary hearings on Issue 16 Rolalod correspondence 
SILBERG.J E Shaw. Pittman, Potts A Trowbridge SILBERG,J E Clovelond Efeclilc II 
luminalingCo. #285 411. 05/06/10 GLEASOILJ P. KLINE, J R . BRIQHT.GO Atomic 
Safety and Licensing Board Panel 30pp 30898.140 30098 177 

8506180336 Proposed findings of fact A conclusions of law In form ol partial Initial deci- 
sion for Issue 8 re hydrogen control OL applications should bo denied Certillcato ef 
Sve end 

HIATT.S.L Ohio Cilizens for Responsible Energy #285 464 85/00/13 tt9pp 
30976216-30976305. 

8506210322 Informs that Unit 1 12 wks negative re 850614 project master plan fuel 
load date Related correspondence 

SILBERG,J E Shaw, Pittman, Potls A Trowbridge SILBERG,J E Cleveland Electilc II 
lumlnating Co. #285 616 85/06/19. GLEASONiJ P , KLINE.J R . BRIQHT.G O Atomic 
Safety and Licensing Board Panel, 2pp 31034'308-31034.300 

8506210487 Forwards addendum lo "Torslograph Tests ol Emergency Diesel 
Genoralora.Dtvs 1 A 2 ol Perry Nuclear Power Plant Unit 1 On Cylinder rmbelanco," 
prepared by Failure Analysis Assoc Related correspondence 
SILBERQ,J.E. Shaw, Pittman, Polls A Trowbrfdgo SILBERQ.J.E Cleveland Elecliic Il- 
luminating Co #285 537. 86/00/20. GLEASON.J P . KLINE.J B , BRIGHT.G O Atomic 
Safely and Licensing Board Panel. 7pp. 31054 174-31054:180. 

8506280092 Forwards NRC 850617 request lo ulil for add! Info ro potontial impad ol 
Pari 21 repis pertaining io TDI diesel generators used at Unit 1 Retaiod correspond- 
ence 

HIATT.S L Ohio Cilizens for Responsible Energy #285 556 05/06/20 

GLEASON.J P., KLINE,JR , BRIGHT, G.O Atomic Safety and Licensing Board Panel 
4pp.31256308-3l256'311 


H. General correspondence 


8508040060 Forwards EL Jordan 850517 memo rofernno concerns expressed during 
650411 limited appearance session of ASL6 hearing to PEMA for response 
STEFANO,JJ. Licensing Branch 1 85/05/24. BIMBER.RM Affiliation Not Aasfgnod 
Ip 30719'276.30719:277. 

-8505310534 Requests assistance In responding to questions raised in 850411 llmlled 
appearance slatements re offsite emergency planning A preparedness Transcript ol 
850411 limiled appearance session end W/o end 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Pest 
830103) 85/05/17. KRIMM.RW Federal Emergency Managemonl Agency. 2pp 
30719:276 30719:277. 

6606040587 Responds to question raised before ASLfl 850411 hearing re OL 
proceeding.NRu investigated matter A found that landllll referred lo in News Herald 
article located on border of Lake Cuyahoga A Geauga Counlles, 

STEFANO.JJ. Ucensing Branch 1 85/05/24. HrTC.M. Affiliation Not Assigned, Ip 
30719326 3071B 328. 


8506260539 Forwards response lo concerns re emergency planning at facility discussed 
during 850411 limiled appearance session Principal objective of emergency planning 
Is lo take protective action before public exposed lo radiation 
STEFANO,JJ Licensing Branch f. 85/08/17 BIMBER.H.M. Affllialion Not Assigned 
6pp. 31223-242-31223.247, 

8606260644 Responds to concerns expressed during fimllad appearance at 850411 
hearing re Info contained In onsite emergency plans A hydrogen conlroLEvacuaton 
time estimate study meets guidance criiaria. 

STEFANO,J.J, Licensing Branch 1. 86/06/17 SCHMIDT, P Affllialion Not Assigned 
4pp. 31224 041-31 224.044. 
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8SM2605S5 Forwards response to questions re (acility oKsite emergency preparedness 
plans raised during 650411 limited appearance session Emergency coordinator has re- 
sponsibility & authority ior directing emergency response onsite 
STEFANO.JJ Licensing Branch 1 85/08/17 LOUTH.R Alfiliation Not Assigned 
lOpp 31224 021-31224 030 


O. Inapectlon reports, IE Bullettna & correspondence 

I SOS 130027 Sopp1 1 to IE Into Notice 84-55. "Seal Table Leaks at PWRs " Svo list end 
JOHDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co ol New York. Inc t07pp 31044 065- 
31044 171. 

05051 3003B SgppI 1 to IE Info Notice 85 020. "Motor-Operated Valve Failures Due to 
Hammering Enecl " Svc list end 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 172- 
31044 278 

S506240146 Responds to NRC B50419 hr re violallons noted In Insp Repl 50 440/85- 
13 Corrective actions training given to personnel involved In developing, reviewing & 
IrtmlementinQ lest procedures emphasizing idenlificatlon of test requirements 
EDELMAN.M R Cleveland Electric Illuminating Co. 85/05/17 SPEsSARD.H.L Region 
3. Office or Director 0pp 31204 214-31204.221. 

8505200590 IE Info Nolice 85 039, "Auditability of Electrical Equipment Quallticatlon 
Records at Licensees Facilities " Svc list end 

JOB DAN. EL Division Ol Emergency Preparedness & Engineering Response (Post 
830103} 85/05/22. Consolidated Edison Co of New York, Inc 106pp 30837.258- 
30837 363 

8505200600 IE tnto Notice 85-040. "Deficiencies in Equipment Qualification Testing & 
Certification Process " Svc list end 

JORDAN.E L. Division Of Emergency Preparedness & Enginoaring Response (Post 
830103) 85/05/22. Consolidated Edison Co. of New York, Inc. i06pp 30848 16&- 
30848271 

8506240127 Forwards Safety Insp Ropts 50-440/85-10 & 60-441/85 05 on 850212- 
0429 & notice of violation. 

WARNICK.R F Region 3. Olfice of Director. 85/05/24 EDELMAN.M R Cleveland 
Elec Inc Illuminating Co 2pp 31203 257-31203 273. 

-8S08240130 Notice of violation from Insp on B50212 0429 
WARNICK,RF Region 3, Office of Director 65/05/24 Ip 31203 259-ai203 259. 

-8506240135 Insp Repta 50-440/85-10 & 60 441/85-05 on 850212-0429 Noncompll- 
once noted failure to develop & implement equipment protection & housekeeping pro- 
cedures 

KNOP,n C Region 3, Office Of Director. 65/05/23. 14pp. 31 203-260-31 a03 273. 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLD Elements." Svc list end 

JORDAN.E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co. ol New York, Inc 120pp 30852 245- 
30852363 

8S06120270 Provides compilation Of proposed license conditions Idenlilied through 
SSER 6, Including present status & expected completion dates License conditions ol 
continuing nature omitted. 

EDELMAN.M R Cleveland Electric Illuminating Co 05/05/29. YOUNGBLOOD, B J Li- 
censing Branch 1 23pp 30650 234-308S0.256 

6505280187 IE Info Notice 85 043, "Radiography Evonia at Power Reactors" Svc list 
end. 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30. Consolidated Edison Co. ol New York, Inc i20pp 30864.167- 
30864-287. 

6506040514 Fonvards Exam Ropt 60-440/OL'65-01 of exam administered during Mar & 
Apr 1985 

REYES.L A. Region 3, Office of Director. 85/05/30. EDELMAN.M R Cleveland Elec- 
tric Illuminating Co 2pp 30698‘238-30e98'309, 

--8506040519 Exam Rept 50-440/OL-85-01 of exams administered during wks of 
850326 & 0420 Exam results 15 roaotor operator & senior reactor operator candidates 
passed exam & 1 1 felled 

LANG.T . MCMILLEN.J , DtMMOCK.L Region 3, Office of Director. 85/05/30 SBpp 
30698 241-30698 309. 

8506060244 Responds to Items noted In Emergency Preparedness Appraisal Insp Ropts 
60 440/85-09 & 60-441/85 07 on 850226 0307 Response provides planned correc- 
liva actions for each open Item 8 replies to NRC recommendations for Improvement 
EDELMAN.M R, Cleveland Electric Illuminating Co 85/05/30. PAPERIELLO.C J. 
Region 3, Office of Director. 53pp. 3072B;076-30728;127. 

8506 120 S3 4 Forwards repl of 850423-26 facility visit to verity Installation ol Inslrumenta- 
Uon & control sys Areas ol Insp selected re resolution of confirmatory items In SSER 6 
(NUREQ-0e87), 

YOUNQBLOOD.B J. Licensing Branch 1. 85/06/31 EDELMAN.M R Cleveland Elec- 
ide Uluminating Co. 44pp. 30e84-218-30BB4-261 

8606070467 Forwards responses & repta to tour Items required tor closure of Confirma- 
tory Issue 16 re presenrice/lnservlce insp program, Idontllied in Section S 2.5.2 ol 
SSER 6 Two oversee drawings end Aperture cards available In PDR. 

EDELMAN,M.R Cleveland Efeotrlo Illuminating Co. 85/06/03 YOUNQBLOOD.B J LI 
censing Branch 1 76pp 30763'044-30763;172. 

-B50607D491 Rev 3 to 80A4427, "Preservlca Insp Program Plan Main Steam Sys, Perry 
Nuclear Power Plant Unit 1." 

MEYER,8. Nuclear Energy Services, Ino B6/03/22 46pp. 30753:127-30763.172, 

8508060677 IE Into Notice 85-045 "potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Wostinghouse Designed Plants " Svc list end, 
JORDAN, E.L Division of Emergency Preparedness & Englnearing Response (Post 
B30103) 85/06/06 Consolidated Edison Co. ol New York. Inc i22pp. 30865 001- 
30865:046. 


6606180020 Forwards SuppI 2 to Integraled Design Insp Repl 50 440/84 29 on 
850509 10 No items remain operr Region will tollow up on monitor items & reportable 
events re design items 

GRIMES.BK Division ol QA, Vendor & Technical Traminn Center Programs (Post 
850212) 85/08/06 EDELMAN.M R Cleveland Electric Illuminating Co 3pp 

30990 260-30690 269 

—8606180047 SuppI 2 to Integrated Design Insp Rept 60 440/84-29 on 850509 
10 Major areas reinspecled mechanical sys. mechanical components.etectrical power & 
instrumenlatlon 8> control sys 

NOHKIN.DP , MILHOAN.JL Division ol QA, Vendor & Technical Training Center Pro 
grams (Post 850212). 85/05/30 7pp 30990 263-30990 269. 

8506280056 Provides addi into re Open Item 6 noted in Insp Rept 50-440/84-11, ad 
dressing use ol initial checkout & run-in tests & test results to satisfy acceptance cri- 
teria lor preoperational tests 

EDELMAN.M R Cleveland Electric Illuminating Co 35/06/06 SPESSARD.R L Region 
3. Office of Director 13pp 31254 046-31254 058 

8508140395 Suppis response to IE Bulletin 83 07,Suppls 1 & 2 re apparently fraudulent 
products sold by Ray Milter, Inc Backwash assembly .previously identilioa as nonsa- 
tely relaled.now determined to be safoty-rolated 

EDELMAN.M R Cleveland Electric Illuminating Co 85/06/07 KEPPLER.JG Region 
3. Olfica of Director 2pp 30098 235 30898 236 

8506060707 IE Info Notice 85 046, "Clarilicallon of Several Aspects Of Removable Ra 
dloactlve Surface Contamir^alion Limits lor Transport Packages " Svc list end 
JORDAN.E L Division of Emergency Preparodnoss & Engineering Response (Post 
830103) 85/06/10 Consotidaled Edison Co ol New York, Inc. 124pp 31043 301- 
31044 064 

8506 140388 Forwards Insp Repts 60 440/85-30 & 50-441/85-14 on 050506-10 & 13- 
17 No noncompliancQ noted 

WARNICK.R F. Region 3. Office of Director 85/06/11 EDELMAN.M R Cleveland 
Electric Illuminating Co. 2pp 30898 237-30898 240 

-8606140398 Insp Repts 50-440/85 30 & 50-441/85-14 on 850506-10 & 13-17 No 
noncompliance noted Major areas inspoctod actions on 10CFR50.55(e) Items & eval- 
uation ot actions re IE circulars 

SCHEIBELHUT.C., KNOP.R.C Region 3. Office ol Director 85/06/11 lOpp 
308g8-239-30QQ8-248. 

8S0619029S Forwards Insp Ropt 50 440/05 17 on 850323-0510 & nolice ol violation 
SPESSARD.R.L Region 3, OHIce of Director 86/06/12. EDELMAN.M R. Cleveland 
Electric Illuminating Co 2pp. 30995 265-30985'3 17 

.-8506190297 Notice ol violation from Insp on 860323-0510 
SPESSARD.R L Region 3, Office of Director. 88/08/12 2pp 3O995-297-3O0O5 298 

-8506190302 Insp Repl 60-440/85-17 on 850323 051 0 Noncompliance noted failure to 
provide adequate admintslrative procedural canlrota & failure lo adequately accom- 
plish release for test pre test checklist veiltlcallon 

IHILLS.DE.. DUPONT, SG., O’DWYER.G.F. Region 3. Office of Director 85/06/12 
1 9pp 309 05-299.3O995 3 1 7 

8S0626Q327 Forwards Mgt Meeting Ropt 60 440/BS-36 on 0S0603.No noncompliance 
noted 

NOHELIUS.C E Region 3. Of lice ol DIreclor. 85/06/13 QINN.R.M Cleveland Electric 
Illuminating Co 2pp. 31230 043-31230 065 

-6506260334 Mgt Meeting 60-440/&5-36 on 850603 No noncompllanco noted Major 
areas dlscuased rocent problems w/impfemenlatlon of preoperational testing program 
& status & results ol operator licensing exams 

KNOP,R.C Region 3, Olllco of Director. 05/06/1 1 21pp. 31230 045-31230065 

8508210211 Forwards Insp Repta 50-440/85-18 & 50 441/05-00 on &S02t2-042d.No 
noncompliance noted 

WARNICK.R. F Region 3, Office of Director 85/06/14. EDELMAN.M R. Cleveland 
Electric Illuminating Co 2pp 31024.273-31024 287. 

-8506210217 Insp Repts 60-440/86-18 & 50-441/85 08 on 050212-0429 No noncom- 
fiance noted.Majof areas InspectedTwo atilegalions, applicant aclion on previous Insp 
ndings & eleciricat cables & termlnallons. 

KNOP.R.C Region 3, Olfice of Director. 05/06/14. 13pp. 31024 275-31024 207 

8506210239 Forwards Safety Insp Rept 60 440/05-26 on 850513-17, No violations 
noted 

SPESSARD.R L Hegiort 3, Office of Director. 85/06/14 EDELMAN.M R Cleveland 
Electric Illuminating Co 2pp 31024.054-31024 064 

-8506210252 Insp Rept 50 440/85-28 on 050S13'17.No violations or deviations 
noted Major areas inspected electrical component procedurealE bulletins & 
circulars.cable Installation & termination & Part 21 & const deficiency repts. 
NEISLEn.J.H., TANLK., WILLIAMS.CC. Region 3. Olllce ol Director. 85/06/12. 9pp 
31024056-31 024 •084 

8606140240 IE Into Notice 85-047, "Potential EKect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engtneering Response (Post 
630103) 85/06/18. Consolidated Edison Co ol New Yoilt, Inc. 134pp. 31268.167- 
31266:304. 

8506270249 Ack receipt Of Insp Repts 50 440/85-08 & 50 441/85 06 on 850205-06 & 
responds to Open hem 3 re confirmatory measurements.lnto provided re gamma 
lsoloplc,Sr-8B & Sr-90 & tritium measurements Open hem 3 considered closed 
EDELMAN.M R. Cleveland Electric Hlumlnatlng Co 86/06/18 SCHUMACHER.M.C 
Region 3. Office of Director 26pp. 31235:181-31235'205 

8608140636 IE Info Notice 85 048, "Respirator Users NotlceiDelective Sell-Contained 
Breathing Apparatus Air Cyflnders.’' Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/19. Consolidated Edison Co. ol New York, Inc f23pp. 31376.064- 
31378.103. 

8S06260206 Forwards Insp Repl 60-440/86-32 on 850528-31, No violation noted. 
HABRISON.J J Region 3, Ofileo ol Director 86/06/19. EDELMAN.M.R. Cleveland 
Electric IHurnlnattog 2pp, 31 18Qi;161-31 180.169 


250 DOCKETED ITEMS 


'•8$0625O209 Insp flepl 50 440/05-32 on 850529-31 No viofalion or doviation 
notod Maior areas inspected corrective actions re previous 
noncompifances, unresolved Hems & const deficiencies 

NEISLEaJH, WILUAMS.CC Region 3, Olfica of Director 85/06/19 7pp 
31180163-31180 169 

8506270230 Forwards addendum 1o Insp flopls 50 440/86-03 & 50-441/85 06, consist- 
ing ol confirmatory measurements program sheet comparing results of beta & gamma 
emiltors In silked liquid sample analyses 

PAPERIELLO.CJ Region 3, Olfico ol Direclor 85/06/21 EDELMAN.Mfl Clovefand 
Electric Illuminating Co Ip. 3 1 236 226-3 1 236 227 

-8506270236 Addendum 1o hsp Repis 50-440/65 08 & 50-441/65 06, consisting of 
confirmatory measurements program sheet 
* Region 3, Office of Director 85/06/21 Ip 31236 227-31236 227 


R. Periodic operating reports & related correspondence 

8606060536 Forwards monthly repl (or Apr 1965 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule for LImencK & Shoreham for full power 
operation remain due to offsite emergency preparedness Issues 
DIflCKS.W J Office of the Executwa Director for Operations 85/05/28 PALLADINO 
Commissioners 11pp 30785007-30785017. 


8506200379 Interim Deficiency Repl {RDC 136(85)] re seismic analysis of emergency 
SVC water pumps backwash internals Initially reported on 650508 RP Adams requested 
to perform seismic analysis of effocted strainers 

EDELMAN.M R Cleveland Electric Illuminating Co 85/06/06 KEPPLERJE Region 
3, Office of Director 2pp 31020 237-31020 238 

8506200390 Interim Deficiency Rept [ROC 123(85)) re overpressurizatlon of Isolated 
vols in drywell post LOCA Initially reported on 850412 Resolution ol problem ra lint 1 
drywell personnel airlock seals associated Inflation sys completed 
EDELMAN.M R Cleveland Electric II luminal mg Co 85/06/07 KEPPLER.JG Region 
3, Office of Direclor 2pp 31020 261-31020 262 

6506260515 t^dated (Inal Deficiency Rept RDC [120{84)j re dsllclont Class 1E Inveif 
ers mfg by Topaz & used In control panels supplier/ by GE Readjustment ol upper & 
lower voltage setpoints completed & all Unit 1 Inverters properly calibr 
EDELMAN.M R Cleveland Electric lltumlnalmg Co, 85/06/13 KEPPLER.JG Region 
3, Office ol Director 2pp 31232 245-31232 246 

8606260553 Requests Info re potential impact ol 10CFR21 notifications pertaining to 
TO) emergency diesel generators to complete review & issue Ifrtal SERfrIo reeded 
by 850701 

YCUfJQBLOOD.B J Licensing Branch 1, 85/06/17 EDELMAN.M R Clevoland Elec 
Inc Illuminating Co 4pp 31224 034 31224 037 


S Reportable occurrences, LERs & related correspondence 


T. Hearfng transcripts on non-antltruat matters 


9504120314 Forwards PNL-52O0-12, "Review ol Engine Base 6 Bearing Caps lor TOI 
DSRV-12,DSBV-16 & DSRV 20 Diesel Engines." 

LAITY.WW Battalle Memorial Inslilule, Pacific Norlhwesi Laboratorlas FIN B-2063 
85/04/04 BERLINGER.C. Division of Ucensing Ip 29787 001-29787:017. 

-8504120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, DSRV-16 & 
DSRV-20 Diesel Engines " 

LAITY.WW. Batlelle Memorial Institute, Pacific Northwest Laboratories FfN B 2963 
PNL-5200-12 65/03/26 Division of Ucervsing 14pp 29787 002-29707,017 

6506030109 Final Deviation Afialysis Rept 220 re collection of condensate in RCIC 
steam supply line Initially reported on 8501 23,Oesign Change ECN 27859 86 1542 
Issued to provide for drainage of condensate Sys operaling Instruction modified. 
EDELMAN,M,R, Clevefand Electric illuminating Co 85/06/17 KePPLeR,J.Q Regfen 
3. Office of Director 2pp, 30865.362 30665363 

8606030630 Deviation Analysis Rept 234 re eliecl of change In soli parameters on 
diesel generator bldg floor response spectra Initially reported on 850418 Resvalualien 
by Gllbert/Comtnonwoaflh,lnc will be completed by 850531. 

EDELMAN.M, R. Cleveland Electric Illuminating Co. 85/05/17 KEPPLERJQ, Reglorv 
3, Oirice of Director 2pp. 30685 227-30686.226. 

8506240423 Final Deficiency Rept [RDC 127(85)] re starting voltage drops In power 
feadar cables for three valves In RCIC sys Infllally reported on 65(}130.ltam not re- 
portable per 10CFfl50 S6(e) 

EDELMAN.M R, Cleveland Eledrlc Illuminating Co 85/05/22 KEPPLER.J.G Region 
3, Office of Director, 2pp. 31201.359-31201.360. 

6506240446 Part 21 & Interim Deficiency Repl /ROC 134(85)] re Hooding due to poten- 
tial circulating water expansion joint (allure Initially reported on a50426.Gilfoeit Com 
monwealth evaluating seismic Category 1 structures 

EDELMAN.M. Cleveland Electric Illuminating Co 85/05/23 KEPPLER,J.G Region 3, 
Ofltce of Director. 2pp. 31202.093 31202.094 

9506120461 Intarim Deficiency Repl [RDC 135(65)1 re Model BE.418 pipe clamps mfg 
by Basic Engineers Initially reporteo on 650430 Ivext repl will be provided upon com- 
pletion of investigation, 

EDELMAN.M Cleveland Efectric Illuminating Co, 65/05/30. KEPPLER.J.G Region 3, 
Office of Direclor, 2pp, 30858 175 30858.178. 

6506130557 Amends 850523 Part 21 rept to fnclude Loctite Grade 242 as acceptable 
mat) Info Hr & Hr to util and. 

CUMMINS,B R, Henry Pratt Co, 85/05/30. KEPPLER.J.G. Region 3. Office ol Director. 
3pp. 30891,088 30891:106 

-6506130573 Part 21 rept re lack of Locllle on Pratt nuclear model vahres w/Llmitorquo 
operators,per Bechtel 850507 Mr & Daficlency Evaluation Rept 84- 101 .Actuators 
should be reinstalled In valves using LocHte Grades AV,271 & 277, 

CUMMINS, 0,R, Hanry Pratt Co. 85/05/23. KEPPLER,J G, Region 3. OlHca of Director. 
6pp, 30891.101-30891; 109. 

6S060704S5 Deviation Analysis RepE 212 re Dresser Industries diaphragm seal globe 
valves-Approx 60% of Unil 1 valves tested & satisfied acceplance criiotFa Nexfrepl 
eimectea at completion of mod program 

EDELMAN.M.R, Cleveland Electric Illuminating Co. 85/05/31 KEPPLER,JG, Region 
3, Ofllce of Director, 2pp. 30756 228-30766.229 

6S0607066S Final potential reportable event rept ra floor response spectra change e1- 
tecls in diesel generator bldg described In 650402 )lr.Reevalua)lon ol equipment & 
plpfng indicates no safety hazard.Event not reportable. 

SAILER.W.F, Qilbert/Commonwealth, fno, (lormerly Gilbert Associates, Inc.) 85/05/ 
31. TAVL0R,J.M. Director’s Office, Office ot Inspection and Enlorcement. 1p, 
30765:16030795:150. 

6506180479 Final Deficiency Rept (RDC 16(60)1 re Rosemount Model 510 DU trip calibr 
units & 1152 pressure transmitters Reinstallalion of units w/Serfal Numbers 3001- 
4203 completed on 850 123, Transmitters will be replaced w/Modet 1153. 
EDELMAN,M.R Cleveland Elactrlo Illuminating Co. 85/05/31. KEPPLER.J.G. Region 
3, Ollice of Director. 2pp 30858:168-30856:199. 


8606030644 Forwards proposed corrections to transcript of 8S043D 0503 evidentiary 
hearings re Issue 6 concerning hydrogen control 

HJATTTS Ohio Citizens lor Responsible Energy #285 247 85/05/30 NRG • No De- 
tailed Affiliation Given 12pp 30687 181-30687 192 

8506140241 Proposed corrections to transcript of 850409-10 evidentiary hearings con- 
cerning Issue 1 6 re TDI diesel generators Certificate ol Sve end 
SfLBERG.JE Commonwealth Edison Co SILBERG.JE Shaw, Pittman, Polls & Trow 
bridge #285 412 85/06/10 Atomic Safety and Licensing Board Panel 4m 
30894 065-30894 058. 


V. Operator Examinations 

6506040514 Forwards Exam Rept 50 440/OL-8S 01 of exam administered during Mar6 
Apr 19B5 

REYES, LA Region 3, Office of Director 85/05/30 EDELMAN.M R Cleveland Eloc 
trie Illuminating Co 2pp 30698'230-3069D 309 

"8506040519 Exam Rept 50-440/01-85 01 of exams administered dunng wks ol 
850328 & 0420.Exam results 15 reactor operator & senior reactor operator candidatos 
passed exam & 11 failed. 

LANQ.T, MCMILLEN.J, DIMMOCK.L Region 3. Oflica of Director 85/05/30 69pp 
30698:241-30698 309 

6506260327 Forwards Mgt Meeting Rept 60 440/85-36 on 650603 No noncompliarKe 
noted. 

NORELIUS.C E Region 3. Ollice of Director 65/06/13, GINN.R M. Cleveland Elwinc 
rilumlnatlng Co 2pp, 31230.043-31230.065. 

-6506260334 Mgt Meeting 50 440/65-36 on 850603,No noncompllance noted Major 
areas discussed recent problems w/lmplemenlation of prooperational (eating piogiam 
& status & results of operator licensing exams. 

KNOP.R C, Region 3. Office of Director 85/08/1 1 21pp 31200'045-31230066, 


DOCKET 60-441 PERRY NUCLEAR POWER PUNT, UNIT 2 


A. Appllcatlon/conatructlon stage documents & correapondence 

8504120162 Responds to FOIA request for Caseload Forecast Panel files In Ofc ol Ra 
source Mgt Forwards listed documents.Documents also available In PDR 
FELTON,JM. Division of Rules and Records, 84/06/06 KILLEFER.C Shaw, Pillmaiv, 
Potia & Trowbridge 2pp 30300’003-30303:129, 

8506160005 Further response to FOIA reqpeat lor two categories of documents roepor- 
alion of Grand Gulf power reactor & TOi dleael generators Documents listed In App A 
available In PDH.Computer printout end providing brief deacnplion, 

FELTON, J.M OMsIon of Rules and Records. 66/02/05. BELL,N. Nuclear Jnlormalton 
& Resource Service. 7pp, 30961.001-30961 '007, 

-8403120227 Requests assistance In obtaining Mark III containment structural capacity 
info from listed facilities lo assist Containment Sys Branch In evaluating containmeni 
c^ablllty for positive & negative pressure differentials 

LEAR.G, Structural & Geotechnical Engineering Branch 84/03/06 YOUNQBLOOO,J 
Licensing Branch 1. 2pp, 30961 '337-30961 ;338, 

65^150266 FOIA request for records re 850212 meeting between NRC A Hydrogon 
Control Owners Group.lncluding all mlnutes.notes, transcripts, attendance lists 4 
-''"""■'’^ndence.Requesls waiver ol 75% of search lees per Issue 8 of OL procoad- 

L, Ohio Citizens for Responsible Energy, 06/02/12. ROBIN SON, L L. Dwtston 
and Records. Ip. 30945*264-30945 264. 


inca. 
HWTT.S 
of Rules 


8606170279 "Review of Emergency Diesel Generator Engine & Auxiliary Mcxfule Wiring 
A Terminations," technical evaluation rapt. 

LAITY, W,W, Battelle Memorial institute, Paciffo Northwest Laboratories. FIN B-2952 
PNL-5200-3. 85/05/31. Division of Licensing, 21pp. 30961:130-30061:150. 

9606110334 Supplemental Part 21 repl re addi cfrcuH breakers, furnished as spares, w/ 
overcurrent trip devices that may have short lime delay band levar.ltems require Insp 
A replacemenl If link fout>d hcorrecl. 

KAISER, A P, Brown BoverF Coiq]. (subs, of Brown Boverl & Co, Ltd.}. 85/06/06. 
DEYOUNG.R.C, Director's Office, Office of Inspection and Enforcement. 3pp. 
30814*250 30814,252, 


8506170180 Responds to FOIA request for documents re emergency instructions or 

B idures & BWR Mark III emergency procedure guldellne8.Forwafd8 documenis 
on app, 

FELTON,J.M, Division ol Rules and Records, 65/03/13 HIATT.S, Ohio Citizens lor 
Responsible Energy, 2pp, 30981 '21 7-30901:2 18. 


-8409060617 Forwards request for addI info re hydrogen control (or Mark III •conlanv 
manl plants during postulated degraded core accidents Questions should be transmit- 
led to Grand GuJf, Perry, River Bend A Clinton applicants. 

BUTLER, W.R, Containment Systems Branch. 84/08/24, YOUNGBLOOD, BJ Liesns- 
Ing Branch 1, SCHWENCER,A, Licensing Branch 2. 3pp. 30981:223-30981:225 
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6506050752 Notification of contfact execution, Mod 3, to "Dresden & Perry Simulator 
Loasing “ Coniractor GE. 

PAGE.M, Technical Assistance Contracts Branch NRC 05 84-159 85/05/23 
CORLEY, D Director’s Office, Office of Inspection and Enforcement Ip 30740 268- 
30740 269, ^ 

-8506050762 Mod 3,ohangmg proieot officer, to "Dresden & Perry Simulator Leasing" 
- General Beciric Co NRC 05 84-159 85/05/23 Ip. 30740 269 30740 289 

8506030549 Ack receipt of 050508 request for NRC denial of util request for exemplion 
from requirements of App J to 10CFR50 Matter submitted to appropriate staff lor 
review Decision expected by June 1 985 

STEFANO,JJ Licensing Branch 1. 85/05/24 HIATT.S L Ohio Citizens for Responsi- 
ble Energy Ip 30687 325-30687 325 

8506030466 Discusses revised Tech Spec review schedule for facility. Tech Specs 
presently in proof & review stage. Completion of proof & review comments expected 
by B50705 & Issuance of final draft by 850715 

EDELMAN.M.R Cleveland Electric Illuminating Co 85/05/29 YOUNGBLOOD.B J Ll- 
cenamg Branch 1 2pp 30677 360-30677.361. 

8506060188 Lists discrepancies In F5AR Amend 16, Section 7 3, re control digrams ol 
LPCS.RHR & nuclear boiler sys Expeditious resolution requested Staff & EGSG.Ino 
review of Amend 18 re Reg Guide 1 97,Rev 2.ongoing 

YOUNGBLOOD.B J Licensing Branch 1 85/05/29 EDELMAN.M R Cleveland Elec- 
tric lllumlnatirig Co 4pp 30761.359 30781 362 

8506119293 Notifies & requests approval of use & implementatlen of ASME Code Case 
Nl-393,per Reg Guide 1 04 & 10CFR50.55(a)(3) Coda case applied to repair welds on 
carbon steel w/gas tungsten arc process 

EOELMAN,W.R Cleveland Electric Illuminating Co. 85/06/04 YOUNGBLOOD.B J Li- 
censing Branch 1 Ip. 30807 097-30807‘097 

6506140404 Forwards Failure Analysis Assoc RepI FaAA-65-4-1, "Torslograph Tests of 
Emergency Diesel Generators.Divs 1 & 2 at Perry Nuclear Power Plant - Unit 1," dis- 
cussed during evidentiary hearings on Issue 16 Related correapon dance 
SltBERG.Je Shaw, Pittman, Potts & Trowbridge. #285 411 85/06/10 

GLEASON ,J P Atomic Safety and Licensing Board Panel 30pp 30898 148- 
30898 177- 

8S00 140670 Forwards request lor addi info re Amend 18 to FSAR concerning RCPB 
leak detection Response requested within 7 days 

YOUNGBLOOD.B J Licensing Branch 1 85/06/10 EDELMAN.M R. Cleveland Elec- 
tile Ilium Inaling Co. Spp 30910 342-309 10 344 

6S0621D245 Responds to NRC B50424 request for addI info re use of stiff pipe clamps 
In piping sys.Stiffness values tabulated Lower preload torque values do not affect re- 
sults of piping stress analysis 

EDELMAN.M R Cleveland Electric Illuminating Co, 85/06/14, YOUNGBLOOD.B J Li- 
censing Branch 1 Spp 31 024’030-3 1024:032. 

8508260130 Forwards response to 850517 request for clarification of FSAR Chapter 13 
Info Appropriate changes will bo made to future rev. 

EDELMAN.M R Cleveland Electric Illuminating Co, 85/06/18 YOUNGBLOOD.B J Li- 
censing Branch 1 Spp 31 160'062-31 180,064 

8506261)191 Forwards info ra Implemenlalioh of Reg Guides 1.52,1 140 & 1 143, per 
850520 request.SillcDne sealant not used on til ters.housings, mounting frames or to 
repair welds & mails used In gaseous radwaste sya ASME Section II mails. 
EDELMAN.M R. Cleveland Electric Illuminating Co. 85/06/18 YOUNGBLOOD.B J Li- 
censing Branch 1. 6pp. 31180'103-311B0 108. 

8S062A0224 Requests clarification of facility conformance w/Reg Guide 1 68 re Initial 
tasi progrein by 850705. 

YOUNGBLOOD.B.J. Licensing Branch 1. 85/06/24 EDELMAN.M R. Cleveland Elec- 
Irtti Illuminating Co 2pp. 31268:31 3-31 268'314. 


E. NRC Safety Evaluation Report (SER), eupple 6 correspondence 

8604170205 Forwards request for addi into re SER Outstanding Issue 8 on Humphrey 
concerns aa applied to facility Response requested within 5 days of Itr receipt. 
YOUNGBLOOD.B.J, Licensing Branch 1 eVo4/O0 EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co 9pp. 29904 232-29904*240 

6506120276 Provides compilation ol proposed license conditions identified through 
SSER 6,li>cludlng present status & expected completion dates.Llcense conditions ol 
cor^tlnuing feature omitted 

EDELMAN.M R. Cleveland Electric Illuminating Co 86/05/29 YOUNGBLOOD.B J Li- 
censing Branch 1 23pp. 30650.234-30850.256. 

B606070467 Forwards responses & repts to four items required for closure of Condrma- 
loiy Issue 15 re preservice/insen/lce Insp program, identified in Section 6.2 5 2 ol 
SSER S.Two oversize drawings end Aperture cards available In PDR. 

EDELMAN.M R Cleveland Ereclric Illuminating Co 86/06/03. YOUNGBLOOD.B J LI- 
conaing Branch 1, 76pp, 30763 044-30763:172. 

6506170467 Forwards FSAR Seotlon 3.8.lncluding Figures 3,6-71-3 6-80 re results of 
(Inal piping stress analysts on designated piping syslo determine break locatlons.lnfo 
sutliclanl to resolve SER Conllrmatory Issue 1 

EDELMAN.M R. Cleveland Electric llfumlnalina Co 85/06/07 YOUNGBLOOD.B J Li- 
censing Branch 1, 174pp. 30974:056-30974;229 

6506260490 Provides info re pressure isolation valves (SER 7 6.2 1) per NRC review of 
facIliN Tech Specs.Full closure verified In control room, Inadvertent opening prevented 
by interlocks & gross Inlersys leakages detected by high pressure alarm. 
EbELMAN,M.R Cleveland Electric Tllumlnallng Co 65/06/12. YOUNQBLOOD,B.J Li- 
censing Branch 1. Ip. 31230.339-31230 339. 

8506260659 Responds to 8S060B request lor clarification ol SER Section 6.3.1 ,3 re 
safety/ relief valve operablllty.Tests required only during Initial startup & startups fol- 
lowing each refueling outage, 

YOUNGBLOOD, B.J, Ucen8lng Branch 1. 86/06/17. EDELMAN.M.R. Cleveland Elec- 
liic llluminaling Co 3pp. 31224.031-31224:033. 


0500210162 Provides Info on cornpliance w/ requirements of SER ifNUREG-0853),dtd 
Fob 1982, re safety-relief valve surveillance program, for use by NRC to close issue 
Procedures inslituted to detect vatvo condition listed. 

SPANGENBERG.F. Illinois Power Co 85/06/19 BUTLER.WR Licensing Branch 2 
2pp 31024 186-31024 192 

-8506210176 Fonwards Licensing Review Group II rept re review status of 66 
Issues Forty issues resolvod.li unresolved & 6 determined nangeneric Revised 
list, identifying where SER Issue addressed also end 

NOVAK, TM Assistant Director lor Licensing 82/08/17. BOOKER.J E Gulf Stales 
Utilities Co Spp 31024 188-31024 192 


F. Security, medical, emergency & fire protection plana 

6506110483 Partial response to FOIA request for records re NRC or FEMA ovalualion 
ol B41120 emergency planning drill for facility Forwards App A documents Documonls 
also avaflabte in POR. 

FELTON.JM, Division of Rules and Records. 05/01/24, HIIATT.S Ohio Citizens for 
Responsible Energy 3pp 30853 001-30657 025 

—8606110491 "Emergency Preparedness Exercise ManuaL1984 Emergency Prepared- 
ness Exorcise *' 

• NUTECH Engineers, Inc 84/11/28 746pp 30853 005-30055 032 

—8506110497 Forwards revised exercise scenario package 4 altachment itfenlifying 
changes Incorporated in rev 

WILUAMS.H.L. Cleveland Electric Illuminating Co 84/11/13 KEPPLER.J E Regions, 
Office of Director Spp 30855*033 30855040 

-8506110604 Documents 841031 telcon re exercise scenario Comments on onsite radi- 
ation levels, off site radiological dala.post- accident sampling dala.area radiation moni- 
tor readirigs & victim contamination levels enumerated Relatad Info end 
STOETZEL.G A. Battelle Memorial Inslllule, Pacific Northwest Laboratories 64/11/14 
SNELL,W, Regions, Office of Director. 705pp 30855:04 1 -30857:025 

8506170176 P01A request for documents re emergency Instrucllona or procedures or 
generic BWR Mark III emergency procedure guidelines concerning hydrogen 
control, con lain men I Integrity or purge or venting 

HIATT.S L Ohio Cllizens lor Responsible Energy 85/01/28. FELTON.J M Division of 
Rules and Records Ip, 30061 216-30081,216 

8506170180 Responds to FOIA request for documents re emergency Instructions or 
procedures & BWR Mark III emergency procedure guidellnes.Fonwards documents 
listed on app 

FELTON,JM, Division ol Rules and Records. 85/03/13. HIATT.S Ohio Citizens lor 
Responsible Energy 2pp. 30961*217-30981.225. 

8506050409 Responds to concerns expressed during 850411 limited appearance sos 
slon ol ASLB Response to concerns & questions re offsite emergency planning A pre- 
paredness will be provided by FEMA 

STEFANO,JJ Licensing Branch 1. 85/05/24 SCHMIDT, P, Affiliation Not Assigned 
Ip 30742 017-30742,022 

-8606060416 Responds to concerns expressed during 860411 limHad appearance sas 
Sion of ASLB. Response lo concerns & questions re offsite emergency planning & pre- 
paredness will be provided by FEMA. 

STEFANO,d J, Licensing Branch 1 85/05/24 LOUTH, R. Afllllalion Not Assigned. 1p 
30742:018-30742.022 

8506240127 Forwards Safety Insp Repts 60-440/85-10 & 50-441/85-05 on 850212- 
0429 & notice ol violation. 

WARNICK.R.F Region 3, Office of Director. 86/05/24. EDELMAN.M H. Cleveland 
Electric Illuminating Co 2pp. 31203 267-31203*273. 

-8S06240136 Insp Repts 50-440/85-10 & 50-441/85-05 on 850212-0429. Noncompll- 
ance noted'failure to develop A Implement equipment pratocllon & housekeeping pro- 
cedures 

KNOP,RC Region 3, OlfIce Of Director. 85/05/23. 14pp. 31203.260-31203:273, 

8508060536 Forwards monthly rept for Apr 1985 re slalus of olfello emergency pre- 
paredness for OL reviews Delays in schedule for Limerick & Shoroham (or lull power 
operation remain due to ellslte emergency preparedness Issues 
dTrCKS.W J Ollica of the Executive Director for Operations. 85/05/28 PALUADINO 
Commissioners 11pp. 30765.007 '30765:01 7 

6606060244 Responds to Items noted In Emergency Preparedness Appraisal Insp Repts 
60-440/65 06 d 60-441/65 07 on 650225-0307, Response provides planned correc- 
tive actions for each open Item & replies fo NRC recommendaflona for Improvement. 
EDELMAN.M.R Cleveland Eleolrlo llluminaling Co 65/05/30 PAPERIELLO.CJ. 
Region 3, Office of Director. S3pp. 30728 076-30728:127, 

6506060013 Revised emergency plan Implementing instructions, Including Rev 4 to EPI- 
B1 re emergency notlllcalian ays, Rev 3 to EPI-Bi^ re manual offalta dose calculatlens 
& Rev 3 lo EPI Be re protective actions & guides W/850531 Hr, 

EDELMAN.M R. Cleveland Electric Illuminating Co. 65/05/31. KEPPLER.J.Q. Region 
3, OfffCG of Direclor, 244pp 30732,290-30733,182 

6506170119 "OH Plan for Response lo Radiation Emergencies at Lloonsed Nuclear Fa- 
cilities." W/850612llr 

LOCKHART,R.M Ohio, Slate of. 85/08/12. YOUNGBLOOD.B.J. Llcenstrig Branch 1. 
367pp. 30952*276-30953:272, 

8606180217 Forwards updated deviation requests lo lOCFRSO.App R re fire protection 
program.EncI deviation requests replace requests submitted on 820616 & a30324.Re. 
aponse requested by 850628. 

EDELMAN.M R. Cleveland Electric llluminaling Co. 85/06/12. YOLJNGBLOOD,B.J, Li- 
censing Branch 1 122pp. 30976042-30976:163. 

Slate of OH correelfva ac- 
idequata, 

EDELMAN.M.R, Cleveland 


8506190201 Advises that revised reaporises lo schedule for 
lions ol 641 1 28 offsite emergency prepared rvass exercise e 
PAPEBIELLO.C.J, Region 3, Office of Director. 86/08/12. 
Electric llluminaling Co. 2pp. 30995*198-30996:218. 
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8606260669 Artwses lhal NRC has agreemeni w/Alomic Energy Control Board oJ 
Canada (AECB) for exchange of documents such as PBARs, FSARs & SERs for 
plants located near border Dascripttor) of plant emergency plans should be provided 
to AECB 

YOUNGBLOOD.B J Uconsing Branch 1 85/06/19 EDELMAN,M R Cleveland Elec- 
tric Illuminating Co 3pp 91238 32 1 31 239 323 


Q Adjudicatory correspondence 


6506240127 Forwards Safely Insp Repts 50 440/85-10 & 60-441/85 05 on 850212 
042S & notice of violation 

WARNICK,RF Region 3, Office of Director 05/05/24 EDELMAN.M R, Clevelsncl 
Electric lllominaling Co 2pp 31203 257-31203 273 ™ 


-8S06240I35 Insp Repis 50 440/05 10 & 60-441/85-06 on 8502120429 Noneomoli- 
anoe noted failuro lo develop & Implement equipment protection & housakeepmo pro- 
cedures ^ 

KNOP.HC Region 3, Office of Director 05/05/23 14pp 31203 260 31203 273 


8506050023 FOIA request for documents re NRC 841218 meeting w/Hydrogen Control 
Owners Group & experiments conducted at Sandia on small/large-scale containment 
models Mall relevant to Perry proceeding 

HIATT, SL Ohio Citizens lor TOsponsibie Energy 84/12/18 FELTON.JM Division o1 
Rules and Records Ip 3D74S 012-30745 012 

6506030444 Advises that time for Commission to review ALAB 805 expired Commission 
dacliaed review Decision became final agency action on B50520.Seived on 850531 
CHILK,SJ Office of the Secrstaiy of the Commission 1^235 231 85/05/31 Atomic 
Safety and Licensing Board Panel 1p 30675255 30675 255 

8506060219 Proposed findings of fad S conclusions of lew In form of partial Initial deci- 
sion (hydrogen control) Certificate of Sve end 

GLASSPIEGEL.H Cfaveland Electric Illuminating Go GLASSPIEGEUH Shaw, Pitt- 
man, Potts & Trowbridge #265 292 65/06/03 106pp 30728128 30728 233 

8506060308 Proposed findings of fact & conclusions of law on issues 1 & 16 re emor- 
gency plans & TOI diesel ganerators,fespacliVBly Certilicalaol Sve end 
WOODHEAD,C.P, Heanng Branch 4 #285 274 85/08/03 66pp. 30729,181- 
30729 246 

8506140231 Reply to proposed findings of fact & conclusions of law Med by other par- 
lies re emergency planning & TOI diesel generators Certificate of Sve end 
SSLBERG.JE Commonwealth Edison Co SIL9ERG,JE Shaw, Pittman, Potts S Trow- 
bridge. #285 413 85/06/10 64pp 30803 083-30893 149 


8505280161 IE Into Notice 85 042, "Loose Phosphor In Panasonic 800 Senes Badoa 
TLD Elements " Sve list end ^ 

JORDAN, E L Division of Emergency Preparedness & Engineering Response iPasi 
830103) 05/05/29 Consolidated Edison Co of New YorR, Inc 120pp 30852 24 ; 
30852363 

8606120270 Provides compilation of proposed license conditions Idonlilied IhjouQti 
SSER 6,lncluding present status & expected completion dates Lice nso conditlpi^ 
continuing nature omitted 

E0ELMAN,M.R Cleveland Electric Illuminating Co, 05/05/29, YOUNGBLOOD.D J u 
censing Branch 1 23pp 30850‘234-3085a 256 

8505280187 IE Info Notice BS-043, "Radiography Events at Power Reactors" Svchsl 
enef 

JORDAN,EL Division of emergency Preparedness & Englnaoring Response fPosi 
030103) 65/05/30. Consolidated Edison Co. of Now YorR, Inc 120pp 30B64 167 
30864.287 

0606060244 Responds to items noted In Emergency Preparedness Appraisal InsoRDoli 
50 440/85 09 & 50 441/85 07 on 850225 0307 Response provides planned c«wc 
live aalions for each open Hem & replies to NRC recommendations for improvamanl 
EDELMAN,MR Cleveland Electric Illuminating Co 85/05/30 PAPE HIE LLOCJ 
Region 3, Office of Director 63pp 30726 075 30728-127 


8506140404 Forwards Failure Analysis Assoc Rept Fa/\A-85 4 1, “Torsiograph Tests of 
Emergency Diesel Genefatofs,Oivs 1 & 2 at Perry Nuclear Power Plant - Unit 1,” dis 
cussed during evfdenffary hearings on Issue 16 Related correspondence 
SILBERQ,J E Shaw, Pittman, Potts & Trowbridge SILGERC,J E Cleveland Electric Il- 
luminating Co #285 411 85/06/10 GLEASON,JP. KUNE, JR., BRIGHT.Q 0 Atomic 
Safety and Licensing Board Panel 30 pp 30608 148-30898 177 


8505070467 Forwards responses & repts lo four items required for closure of Conliima 
toiy Issue 15 re preservlce/lnservioe Insp progrom,ldonttfiQd in SocHon 6262or 
SSER S Two oversize drawings encLAperiure cards available ]n PDR 
EDELMAN,Mn Cleveland Electric lllumlnafing Co 85/08/03 YOUNQ0LOOD,8J Li- 
censing Branch 1 76pp 30763044-30763 172. 


85061 803 J8 Proposed findings of fact & conclusions of law in form of partial initial dec) 
Sion lor Issue 8 re hydrogen control OL applications should be d anted Certillcate of 
Svo end 

HIATT,S L Ohio Citizens tor Responsible Energy #285 484 85/06/13 Bgpp 
30976 216-30976 305 


8506060677 IE Info Notice 65-045, "Potenlial Seismic Interaction Involving Movable In 
Coro Flux Mapdnq Sys Used In Wostinghouse Designed Plants " Sve list onci 
JORDAN,EL Division of Emergency Preparedness & Engineering flesponso (Posi 
830103). 85/06/06 Consolidated Edison Co of Now York, Inc 122pp 30865C0I 
30685046 


8505210322 Informs that Unit 1 12 wka negative re 850614 project master plan fuel 
toad date Related correspondence, 

SILeERG,J.E Shaw, Pittman, Potts 8, Trowbridge SIIBERQ.J E Cleveland Electric II 
luminallng Co #285 515 85/06/19 QLEASON,J P. KLINE,JR . BRIGHT.Q 0 Atomic 
Safety and Licensing Board Panel 2pp 31034.30B-31034 309. 


8506280058 Provides addi Info re Open Hem 6 noted in Insp Rept SO 440/04-11 ac^ 
dressing use of inilial checkout & run-in teals & tost resulls lo satisfy eccoptanco {rv- 
leila for preoperational tests. 

EDELMAN,M.R Cleveland Electric lllumlnatihg Co 85/06/06 SPESSARO,R L Rcaion 
3, Office of Director 13pp. 31264 046 31 264'058 * 


8SD8280092 Forwards NRC 850617 request to ulit for addi Info re potential Impact ol 
Part 21 repis pertaining to TOI diesal goneralors used at Unit Kflefated correspond 
ence 

HIATT,SL. Ohio Citizens lor Responsible Energy #286 558 65/06/20 

QLEASON.J.P , KLINE,J R., BRIQHT,G O Atomic Safety and Licensing Board Panel 
4 pp. 31256-aoe-312S6 311. 


3506140395 Supple response lo IE Bullelln 83.07,Suppls 1 & 2 re eppaienlly liaudvicnl 
products sold by Ray Miller, Inc. Backwash ossomblyprevlously IdonUflod as nonsa 
lety- related, now detormlned lo be safaly-refated 

EDELMAN.M.R Cleveland Electric Illuminating Co 86/06/07. KEPPLER.J Q Reoon 
3, Ollico of Director. 2pp, 30B98 235-3089a S36 


H. General correapondenee 

8506040060 Forwards EL Jordan B 5051 7 momo referring concerna expressed during 
850411 Iwniled appearance session ol ASLB hsarlng lo FEMA for response. 
STEFANO,J J Llcanaing Branch 1 85/06/24 BIMBeR.R.M. Affiliation Not Assigned. 
Ip 30719-275-3O719’277. 

-8S0S31OS34 Requests assistance in responding to quesllons raised in 850411 limited 
appearance statements re oHsite emergency planning & preparedness Transcript of 
850411 limiledi eppaaranoe session encIMi/o and, 

JORDAN,EL. Division of Emergenoy Preparedness & Engineering Responsa (Post 
830103), 85/05/17. KRIMM,R.W Federal Emergency Management Agency. 2pp 
30719.276-30719:277 

8506040987 Responds to question raised before ASLB 850411 hearing re OL 
proceeding NRC investigated mailer & found that landfill referred to In News Herald 
article located on border ol Lake Cuyahoga & Geauga Counties 
STEFANO.J J. Licensing Branch 1 86/06/24 HITE,M Aflilialion Not Assigned Ip. 
30719 326-30719’326. 


Q. Inspection reports, IE Butletina A correspondence 

0505130027 Supp1 1 lo IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svo Hal end 
JORDAN, Et Division ol Emergency Preparedness & Engineermg Response (Post 
830103). 85/05/14 Oonsolfdat^Ml Edison Co of New York, Inc f07pp. 31044.065 
31044-171. 


8506060707 IE Info Notice 85 046, "Clarification ol Several Aspects ol Removable Ra 
dioactive Surface Contamination Limits for Transport Packages " Sve list end. 
JORDAN,E.L Division ol Emergency Proparadnoss & Engineering Response {Post 
830103). 85/06/10 Consolidated Edison Co. of Now York. Ino. T 24 pp 3)043361 
31044.064. 


9B0914038B Forwards Insp Repts 60 440/85-30 & 60 441/85-14 on 850500 10 4 13 
17.No noncompifance noted 

WAnNICK,RF, Region 3, Office of Director. 85/08/11. EDELMAN.M R Ctoveland 
Electric illuminating Co 2pp. 30693'237-30S0S 246, 


-•8606140398 Insp Repta 50-440/65-30 & 60 441/86-14 on 850508-10 & 1317. No 
noncompliancs noied.Ma|&r areas Inspected actions on lOCFRSO S5(o) items & aval 
uation ot acifons re IE circulars 

SCHEIBELHUTiC., KNOP.RC Region 3, Ollico of Dimotor. 85/OS/ll. lOpf 
3D8S8:S38’30SS8'248 


sp Repts 50-440/85-18 & 50 441/8606 on 05021 2 0429 tf» 

3, Office of Dlreotor. 85/08/14. EDELMAN.M R Clowl&nd 
2pp 31024.273-31024*2e7. 

-8^6210217 Insp Repta 50-440/85-18 & 60-441/85-08 on 850212-0420 No nonoent- 

K :e noted.Malor areas lnspeQlod.(wo allegations, applicant acllon on ptoviousiistp 
gs & afeotrlcal cables & termlnallons 

KNOP.R C. Region 3, Office of Director, 85/06/14. 13pp, 3t024-275 31024 287 


8606210211 Forwards In 
noncompifance noted. 
WAflNlCK,RF. Region 
Electric llluminaling Co 


8605130036 SuppI 1 to IE fnfo Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering EifecI " Svo ffsl end. 

JOROAN.fcL Division of Emergency Preparedness A Englttaeiing Response (Post 
830103). 85/05/14. ConsolidatM Edison Co of New York, Inc. 107pp. 31044.172 
31044'278, 


6808140240 IE Info Notice 86-047, "Polenllal Effect of Line-Induced Operation on Car 
tain Target Rock Solenoid-Operated Valves." Svo tls) end 

Emetaohoy Praparedness & Endneonng Response (Post 
630103). BS/08/ie. Consolidated Edison Co. of New York, Ino. f34pp SiaeaiJT- 
SI 268.304. 


650S200S90 IE into Notice 85-039, "AudilabllHy of Electrical Equipment Qualiffcatlon 
Records Bl Licensees Facilities," Sve list and 

JORDAN, E.L Division of Emergency Preparedness & Engineerino Response (Post 
B30103J. 85/06/22, Consolidated Edison Co. of Now York, Inc. 106pp. 30837.258 
30837.363 


8606270249 Ack receipt of Insp Repis 60 440/85-00 & 60-44 1/8 5-06 on 850205998 
responds lo Open Item 3 re conllrmalorv measurements info provided ro oarwra 
i8otoplo,Sf-89 & Sr-90 & triflum megsufements Open Item 3 considered closed. 
EDELMANjM.R. Cleveland EleeWo lllumlnBling Co. 85/08/10 SCHUMACHER MC 
Region 3. Office of Director, 26pp, 31236!l81-31235,205, 


850520080C IE Info Notice 85-040, "Dehciencies In Equipment Quafffication Tasting & 
CarHIicalton Process." Sve list end 

JOTlDAN.EL Division of Emergency Prepared ness & Engineedna Response (Post 
830103). 88/DS/22. Consolidatad Edison Co, of New York, Inc. i06pp 30B48'166- 
30a48-271. 


8606140836 JE Info Notice 85-048, "Resfilrator Users Notice Defective Seil-CofiUirwd 

& EnolnBoiing Rosponsa fPest 
■■3W York, Inc 123pp. 31378064 


I 



DOCKETED ITEMS 253 


S506S70230 Forwards addendum lo Insp Repts 50-440/BS-08 & 50-441 /85-0&, consist* 
ing of confirmatory measurements program sheet comparing results of beta & gamma 
emitters In spiked liquid sample analyses 

FAPERlELiO.CJ, Region a. OWice of Director 85/06/21 EDELMAN.M H Clevelar^d 
Efeclrio ttfumfnating Co Ip 31236 228-31236 227 

>*8 506270236 Addendum to Insp Repts 50-440/85 08 & 50-441/65 06, consisting of 
confirmatory measurementa program sheet 
• Region 3. Office of Director 85/06/21 Ip 31236 227-31236-227 


n. peilodic operating reports it related correspondence 

8 506 060636 Forwards monthly rept for Apr 1985 re status Of offsite emergency pre- 
paredness lor OL reviews Delays in schedule (or Limerick & Shoreham for full power 
operation remain due lo offsite emergency preparedness issues 
OIRCKS.W J Office of the Executive Director for Operations. 85/05/28 PALLADINO 
Commissioners lipp 30785 007-307B5 017 


S. Reportable occurrences, LERs & related correspondence 


6506200390 Interim Deficiency Repf jRDC 123{85)J re overprossurbation of isolated 
vets in drywell post-LOCA Initially reported on 850412 Resolution of problem re Unit 1 
diywell personnel airlock seals & associated inflation sys completed 
EDELMAN.M R Cleveland Eleolric Illuminating Co 85/06/07 KEPPLER.JG Region 
3, Office of Director 2pp 31020 261-31&20 262 

8S06260S1S l^dated final Denclency Rept RDC (120(64]]| re deticlent Class IE Invert- 
ers mfg by f^opaz & used In controt panels supplied by GE Readjustment of upper & 
lower voltage setpoints completed & all Unit 1 Inverters properly calibr 
EDELMAN.M R Cleveland Electric Illuminating Co 35/06/13 KEPPLER.JG Region 
3, Ollice o1 Director 2pp 31232-245-31232 246 


T. Hearing transcripts on non-antllrust mattera 


8506030844 Forwards proposed corrections to transcript Ol 850430 0503 evidentiary 
hearings re Issue 8 concerning hydrogen control 

HIATT.S Ohio Citizens lor Responsible Energy #285 247. 85/05/30 NRC - No De- 
tailed Alfillatlon Given 12pp 30637 iat-30687 192. 


8504120314 Forwards PNL-5200-12, "Review of Engine Base & Bearing Caps for TDI 
DSnV>l2.DSRV-16 & DSRV-20 Diesel Engines " 

LAITY, W.W BaMelle Memorial Institute, Pacific Northwest Laboratories FIN B-2963 
85/04/04 BERLINGER.C Division of Licensing 1p 29787.001-29787 017. 

-8504120317 ''Roview ol Engine Base & Bearing Caps lor TOI DSRV-12, DSRV-16 & 
DSRV-20 Diasal Engines '* 

LAITY ,WW. Battelle Memorial Institute, Pacilic Northwest Laboratories FIN B-2963 
PNL-5200 12 85/03/26 Division of Licensing. 14pp. 29787.002-29787.017. 

8506030108 Final Deviation Analysis Rept 220 re collection of condensate in RC1C 
steam supply line Initially reported on 850123 Design Change ECN 27659 86-1842 
issued to provide for drainage ol condensato.Sys operating Instruction modified. 
EDELMAN.M R Cleveland Electric Illuminating Co 85/05/17 KEPPLEn.J.G Region 
3. Ollice ol Director 2pp 30685 362-30685 363 

8506030630 Deviation Analysis Rept 234 re efieci of change in soil parameters on 
diesel generator bldg floor response spectra Initially reported on 850418 Reevaluation 
by Gilbert/Commonwealth.lnc will be completed by 850531 
EDELMAN.M R Cleveland Electric Illuminating Co. B5/05/17. KEPPLER.JG Region 
3. Ollico of Director 2pp 30686 227-30686 228 

6S0624D'423 Final Deficiency Rept [RDC 127(85)1 re starting voltage drops In power 
feeder cables for three valves in RCIC sys initially teported on 6S0130.ltem not re 
portable per 10CFR50.55{e). 

EOELMAN.M.R. Cleveland Electric Illuminating Co. 85/05/22. KEPPLER.J G Region 
3. Office of Director 2pp. 31201.359-31201-360. 

8506240446 Part 21 & interim Deficiency Rept [RDC 134(65)] re flooding duo to poten- 
tial circulating water expansion joint failure. Initially reported on 8S0426 Gilbert Com- 
monwealth evaluallrjg seismic Category 1 structures 

EDELMAN.M. Clevefsnd Electric Illuminating Co 85/05/23. KEPPLER,J.G Region 3. 
Office ol Director 2pp 31202 093-31202.084 

6506120461 Interim Deficiency Rept [ROC 135(85)] re Model BE-416 pipe clamps mfg 
by Basic Engineors.lnllially reported on 850430 Next rept will be provided upon com- 
pfetlon ol Investigation 

EDELMAN.M Cleveland Electric lllumlrjatlng Co 85/06/30 KEPPLER.JG Region 3. 
Office of Director. 2pp. 30358:175-30858.176 

6506130557 Amends 850523 Part 21 rept to Include Loctlte Grade 242 as acceptable 
mall Into Itr & Hr to util encl- 

CUMMINS.B R. Henry Pratt Co 85/05/30. KEPPLER.J.Q Region 3, Office ol Director 
3pp 30891:098-30891 106 

“OSOeiSOSTS Part 21 rept re lack of LoclUo on Pratt nuclear modal valves w/Llmitorque 
operators, per Bechtel 850507 Ur & Deficiency Evaluation Rapt 84-101 Actuators 
should bo reinstalled In valves using Loollle Qraoes AV,271 & 277 
CUMMINS, B.R Henry Pratt Co. 85/05/23. KEPPLER.J.Q Region 3, Ollice of Director 
6pp 30891:101-30891:106. 

IIS06C70455 Deviation Analysis Rept 212 re Dresser Industries diaphragm seal globe 
valves Approx 80% of Unit 1 valves tested & satisfied acceptance criteria Next rept 
expected at completion ol mod program. 

EOELMAN.M.R Cleveland Electric lliumlnallng Co. 65/05/31. KEPPLEH.JQ Region 
3, Office of Director 2pp 30766.-228-30768-229. 

8506070665 Final potential reportable event rent re tioor response spectra change el* 
feels in diesel generator btdg described In 850402 Itr.Reevaluatlon of equipment & 
piping Indicates no safety hazard Event not reportable. 

SAILfcR.W.F Gllbert/Commonwealih, Ino (formerly Gilbert Associates. Inc ) 85/05/ 
31 TAYLOR, JM Director's Office, Office of Inspection and Enforcement Ip 
30785-150-30795.150 


8506140241 Proposed corrections to transect of 850409-10 ovidentiary hearings con- 
cerning Issue 1 6 re TDI diesel generators Certillcale of Sve encl. 

SILBERQ.J E. Commonwealth Edison Co SILBERG.J E Shaw, Pittman, Potts & Trow 
bridge #285 412 65/06/10. Atomic Safety and Licensing Board Panel 4pp 
30894 055-308B4-058 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A. AppllcaUon/constructlon stage documents & correspondence 


8506130045 Partial response to FOIA request lor all documents re NRC procedures (or 
detection & control of alcohol Illegal drug use by persons engaged In bldg or const 
ol nuclear reactors or facilities Forwards App A documents 

FELTON,J.M Division of Rules and Records 85/01/20 HEATH.SJ Washington 
Legal Foundation. 55pp 30937:047-30937:157. 

—8506130366 Responds to query re releasa of portions of Ofc of Investigations rept re 
drug/alcohol abuse to specific licensees Retaasa not prohibited by FOIA or Privacy 
Act Concerns over procedent oxpressed.Survey worksheets encl 
SHOMAKER.E C. Operations & Administrative Division 82/12/20 LIEBERMAN.J Re- 
gional Operations & Enforce metrl Division 170pp 30937 356 30938.168 

8606190117 Further response to FOIA request that all Internal memos to Div of Llcens- 
ing from May- Nov 1984 which provided draft SER, SER sections & questions or re- 
quests for aodi info bo placed In PDR App C documents placed in PDR 
FELTON. J.M Division Of Rules and Records 35/03/08 GRABER.L NUS Corp 3pp 
31013 238 31013:248. 

-8411200132 Forwards oparability qualification of purge & vent valves & guidelines (or 
demonstration of operability of purge & vent valves.fnfo sought should be provided as 
soon as possible. 

NOONAN.V.S Equipment Qualification Branch 84/11/09 YOUNGBLOOD.B J. Li- 
censing Branch 1 7pp 31013:281-31013.287 

8606130036 Discusses util 840809 & 1129 requests for withholding WCAP-10687 & flow 
measurement uncertainty info (raf 10CFR2 790) Requests granted & info will be with- 
held from public disclosure 

KNIGHTON.QW. Licensing Branch 3 85/05/24 WIESEMANN.R A. Weslinghousa 
Electric Corp. 4pp 30067.095-30867.090 

8506130579 Forwards request for addi info required prior to 650709-11 site visit to per- 
form caseload forecast Info required prior to 850614 

KNIGHTON, Q W. Licensing Branch 3. 85/05/24. HARRISON, R.J Public Service Co 
of New Hampshire 7pp 30901 198-30901-204. 

6606040461 Forwards Tech Spec fenprov-emortf program discussed In 8SM09 
meeting Program attempts to make Tech Specs more useful document lor control 
room operators 

DEVINCENTIS.J. Public Service Co of Naw Hampshire 85/05/29 KNIGHTON.QW. 
Licensing Branch 3. 21pp. 30897:343-30897.363 

8508060343 Describes proposed enhancement to portion of Hood protactlon features In 
FSAR Section 24 SS.Minor slope variation proposed lo maximize available width of 
Hocks Road which runs parallel to rovotmenl between slope low & marsh 
DEVINCENTIS.J. Public Service Co. of New Hampshire. 85/06/03 KNIGHTON.Q.W. 
Licensing Branch 3. 6pp 30730.121-30730.127. 


85C6I20479 Ffoaf Deficiency Rept (RDC 16(80)} re flosemounf Model 6f0 DU Irfp caltbr 
unite & 1152 pressure transmitters. Relnstallatlon ol units w/Seriat Numbers 3001- 
4203 completed on 850l23.TranBmlHers will be replaced w/Model 1153. 
EDELMAN.M.R. Cleveland Electrlo Illuminating Co. 85/05/31. KEPPLER,JQ. Region 
3, Offleo of Director. 2pp 30856-ie8-50658.-iee. 

8506170276 "Review of Emergency Dleeel Generator Engine & Auxiliary Module Wiring 
& TorminaHons," technical evaluation rept, 

LAITY.W.W. Battelle Memorial Institute. Pacific Northwest Laboratories FIN 8-2952. 
PNL-5200.3 85/05/31 Division Of Licensing 21pp, 30981.130-30981,150. 

6506110334 Supplemental Part 21 rept re addt circuit breakers, furnished as spares, w/ 
overcuitrent trip devices (hat may have short time delay band lever.llems require Insp 
& replacement If (Ink found incorrect. 

KAISER, A F. Brown Boveri Corp. (subs, of Brown Boveri & Co^ Ltd.). 85/06/06 
DEYOUNG.R C Director's Office, Office of Inspection and Enforcement. 3pp 
30814:250-30614-252. 


8608070448 Forwarde.per request, nonproprietary ennotaled FSAR pages & rept of 
850524 meeting presentation re Impiementallon ol up to 20% damping for cable tray/ 
raceway sys.Proposal deemed technically acceptable.ProprIetary Info forthcoming. 
DEVIN(:ENTIS.J. public Service Co. of New hfampshlra. 85/06/03. KNIGHTON, G W. 
Licensing Branch 3. 37pp. 30768 257-30758-293. 

8S0614O144 Notification of 850813 meeting w/utll In Bethe8da,MO,lo discuss environ 
qualification program.Meellng agenda end. 

NERSES, V Licensing Branch 3. 65/06/03. KNIGHTON.Q.W. Licensing Branch 3. 6pp 
30807.126-30907.128 

8S06110S25 Forwards response to request (or addI Info re FSAR Items, per 8S0423 Hr & 
850426 tetcon Revs will be Irrcluded In (ulure FSAR amend 

TMOMAS.G.S, Public Service Co. of New Hampshire BS/06/07. KNIGHTON.Q.W. Li- 
censing Branch 3. 13pp 30815.179-30815-191. 


B5 06200379 Interim Deficiency Rept [RDC 136(85)1 re selsmio analysis ol emergency 

svo water pumps *■ — '' • '•*" '* * — ocmoo ob Adams requested 

to perform seism 

EDELMAN.M R PPl,ER.J.E. Region 

3, Office of Direc 


8508120326 Requests evaluation & concurrence to Implement revised program tor field 
fabrication & Installation ol Class 2 & 3 pipe support by B5062B.Detaiteo comparison 
between proposal & exIsHng program encl. 

JOHNSON,W.P. Public Service Co. of Now Karopahlre. 85/08/10, KNIGHTON.Q.W, 
Licensing Branch 3 8pp. 3(5849.016-30849,022. 
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BS06260602 Forwards safety evaluation re TMI Action Item II K 3 30 tor We sting hew ss 
plants, per NflC 8 5052 1 approval ol Westinghouse smalt break LOCA 
model, NOTRUMP.documented in WCAP-10079 & WCAP-10O54 Action on item com 

Knighton, GW Licensing Branch 3 Q5/06/1I HAFIRISON,RJ Public Service Co 
ot Now Hampshire 10pp 31239 329-31239 336 


6506170197 Advises that util Intends to delete boron injecuon tank from safety injection 
sys due tO' potential serious impact on plant availability Westtnghouso will perform rea- 

nalysis which will be included in amend to FSAR 

DEVINCENTISJ Public Service Co ol New Hampshire 85/06/13 KNIGHTON.QW 
Licensing Branch 3 2pp 30956 166-30956 197 


6S0S170466 Forwards response to Generic Ltr 85-02 ro recommended actions stom 
ming from NRC integrated program for resolution ot unresolved safety Issue concern 

Ing steam generator tubs integrity 

JOHNSON, W P Public Service Co ol New Hampshire 85/06/13 THOWPSON,H L 
Division of Licensing 9pp. 30957 320-30957 328. 

8506180298 Responds to 850524 notification & request for addi Info re site visit to 
evalualo status of const completion Site visit rescheduling lor 850904 06 suggested to 
allow review of roevaluatlon of schedules & budget requirements 
OERRICKSON.WB Public Service Co of New Hampshire 85/06/14 
KNIQKTON.G W. Licensing Branch 3 3pp. 30975 211-30975 213 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


8506060124 Forwards revised FSAR pages re radiation & shielding design review for 
vita) area accoss.per NUREQ 0737jwr Item II B 2 SER Oulslanding Issue 8 Changes 

will be Incorporaled in future FSAR amend 

DEViNCENflS,J. Public Sorvico Co ol New Hampshire 85/06/03 KNIGHTON, G W 
Licensing Branch 3 4pp 30727.320-30727 323. 


F. Security, medlcalj emergency & fire protection plans 


8506060497 Contirms Const Team Insp during wks of 850603 & 10 Insp will focus 
const mgi.resumplion of const activities uncier new organization & revWs ol saietT' 
related elecirical, mechanical .structure I & HVAC ays 

EBNETER.SD Region 1 . Office of Director 85/05/22 HARRISON, RJ Public Servik^ 
Co ol New Hampshire 2pp 30768 008-30768 009 

8506030175 Responds to NRC 850425 ltr re violations noted in Insp Repi 50 443/8^ 
03 Corrective actions batteries identified w/ nameplate altachod to rack in each Wl* 
teiy room & on each door to battery room Tagging completed by 851101. 
DEVINCENTIS.J Public Service Co of New Hampshire 85/05/23 EBNETTflSP' 
Region 1, Office ol Director 3pp 30674 134-30674 138 

8506030464 Forwards list ol attendees at SALP 850321 meeting g. SALP Ropis &> 
443/65-99 & 50 444/05-99 for Jul 1983 - Dec 1984. Util performance ncceplable a* 
safe completion ol facility Shortcomings in elecirical equipment noted 
MURLEY.T.E Region 1. Olltce ol Director 86/05/28 HARRISON.BJ Pubtlc Service 
Co ol New Hampshire 5pp 30677 310-30677 359 

-8508030468 Submils comments re addI bracing requirements & design mods Ick cabid 
tray supporls Attests that use of ASME Code Case N-302 doos not campronvSd 
quality Correct trend categorization indicated In Section 9 confirmed 
DEVINCENTIS.J. Public Service Co ol New Hampshire 85/04/16. MURIEY.TE 
Region 1 , Olllce of Director 2pp 30677 3 5 8-3067 7'3 5 9 

B50621046B Informs of Independent verilicatlon Insp ol const acltvilles & mails using 
NDE van on 650715 26 Requests that documentation packages bo prep mod on 
selected by NRC by 850701 Van Info & Insp spoclllcs end. 

EBNETER.SD Region 1, Olllce ol Director 05/05/20 HARRISON, RJ Public Service 
Co ol New Hampshire 6pp 31057 169 31057,164 

8S052B0181 IE Into Notice 85 042, "Loose Phosphor in Panasonic 800 Series 
TLD Elements " Sve list end. 

JORDAN.E L Division ol Emergency Preparedness & Engineering Rosnonso tPoil 
830103) 85/05/29 Consolidated Edison Co ot New York, Inc f20pp 3085224^ 
30852 363 


8506060536 Forwards monthly rapt for Apr 1985 re status of ofisile emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operation remain due to olfsite emergency preparedness issues 
OIRCKS.WJ. Office of the Executive Director for Operations 85/05/28 PALLAOINO 
Commissioners lipp 30765.007-30765 017. 


B505280187 IE Into Notice 65 043, "Radiography Events at Power Reactors " Sve kll 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso iPeil 
830103) 85/05/30 Consolidated Edison Co. ol New York, Inc r20pp 30084 IIBJ- 
30864 287 


8506070413 Responds to NRC 650503 Hr re deviations noted in Insp Rept 50-443/85- 
06 Corrective actions Spec 246 20 ro fire protection & yard polable water piping instel- 
lalion revised to assure that components conform to stds 

DEVICENTIS,J Public Service Co oi New Hampshire. 85/05/31. EBNETER.SD 
Region 1, Ollice ol DIroctor 4pp 30749 230-30749 233 


Q. Adjudicatory correspondence 


8506070131 Forwards Insp Rept 60 443/85-12 on 650429-0503 No violations observed 
EBNETER.S D, Region 1, Office ol Director. 65/06/30. HARRISON.R J Public Sorwte 
Co of New Hampshire 2pp 30761,328-30751.336, 

-8506070153 Insp Rept S0-443/8S-12 on 850429 OSOS.No vlofallons IdonlinedMarOf 
areas inspected'acceptance test procedure review & veriticallon.preoperatkxvil lest 
witnessing 8 preoperallonal & acceptance teat results evaluation cevlow. 

BRtGGS.L, BETTENHAUSEN.L Region 1, Olllce ol DIroclor 05/05/20 Tm> 
30761,330-30751 '336 


8506070833 Forwards applicant response lo ASLB 650503 order & Certificate of 
Sve W/o ends Related correspondence. 

DIGNAN.T.G. Ropes & Gray. OtQNAN.T G Pubfic Service Co ol New Hampshire. 
1^285 329 85/06/04. Office of the Secretary of Ihe Commission Ip 30765 358- 
30785 350 

8506070882 Response to ASLB 650503 order to provide current consl status 
rept, consisting of const completion table & estimate lor resolution of remaining 
Issues Certificate of Sve end 

DIGNAN.T.G., GAO,R K. Public Service Co. of Now Hampshire DIGNAN.T.Q Ropes 
&Qray ^285 326 85/06/04 6pp 30785 259 30785 264 

8B06200162 Order extending time until 650712 lor Commission lo act lo review Direc- 
tor’s Decision OP B5-03.Served on 650619 

CHILK.S J Ollice ol the Secretary of the Commission, #285 505. 85/05/19 Commis- 
sioners. Ip 31007:194-31007:194. 


8506070432 Foiwards Insp Rept 50 443/85-OB on 05Q402-0S.No Violation rolod 
EBNETER.SD Region 1, Olficoof Director. 65/05/30, HARRISDN.R.J, Public Service 
Co of New Hampshire. 2pp. 30750,016-30760 031 

-8508070436 Insp Rept 50-443/85 00 on 850402-05, No noncomplinnco noted lAsiSV 
area Inspected. RCS nydrostatic lest, Including review ol tost procedure & chixkoul of 
lest preparations & prerequisites. 

VAN KESSEL,H.F, MANOLY.K , BEHENHAUSEN.L Region 1, OHIco of Chrocter 85/ 
05/22. 16pp, 30750 017-30760 031 

8606070413 Responds to NRC 850503 ltr ro deviations noted In Insp Ropt 50447/8'5- 
06, Corrective acllons’Spec 248-20 re tiro protection & yard potable wator pliilnginstai- 
lallon revised to assure that components conform lo aids. 

DEVICENTIS,J. Public Service Co ol Now Hampshire. 85/05/31, {JONEIEflSD 
Region 1, Office of Director. 4pp 30749’230-30749’233 


Q. Inspection reports, IE Bullellne & correspondence 

6505130027 SuppI 1 to IE Into Notice 64-55, "Seal Table Leaks at PWRs" Sve list end 
JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
030103), 85/05/14. Consolitfaled Edison Co. of New York, Inc, t07pp, 31044;065. 
31044:171. 

8505130038 SuppI 1 to IE Info Notice 35-020, "Motor -Ope rated Valve Failures Due to 
Hammering Erleci " Sve list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/05/14, Consolidated Edison Co ol New York, Ino I07pp, 31044:172- 
31 044 '276 

6606080379 Forwards Exam Rept 50-443/85-04 of exam administered on 850318-22 
COLLINS,S.J. Region 1, Office of Director. 85/05/17, HARRISON.R J. Public Service 
Co. of New Hampshire. 2pp 30769 051-30769 122. 


8506080677 IE Info Notice 65 045, "Potenlial Seismic Interaction Involvlno Movable 4rv 
Core Flux Mapping Sys Used In Weslinghouso Designed Plants " Sve Dsf end 
JORDAN, E.L, Division of Emergency Preparedness & Enginooring Rosponso (Ptxtr 
830103) 85/06/06 Consolidated Edison Co, of New YotK, Inc. i22pp 30M500I 
30685:046. 

8606080707 IE Info Notice 85 046, "Clarification ol Several Aspects cl Removat^ Ra- 
dioactive Surface Contamination Limits for Transport Packages " Sve list oikI 
JORDAN.E L Division ol Emergency Preparedness & Enginooring RosponHi (Pw 
830103). 05/06/10, Consolidaiod Edison Co oi New York, Ino i24fH> 

31044:064. 

8S0B270770 Advises that United Engineers & Constructors Itilorprclsllon of wiVe 
criterion not applicable to jet Impingement ellecis End addi Info required w 
Finding 2-20 or plant Integrated design Insp Issues. 

KNIGHTON, Q.W, Licensing Branch 3, 85/06/11. HARRISON.R J. Public Seiwe Co 
of New Hampshire. 5pp, 31 2e0'338-3 1260.342 


-8508060388 Exam Rept 50 443/65-04 on 8503 18-2 2. Exam resulls:ie senior reactor 
operators & 3 reactor operators passed all portions ol exam.Ons senior reactor opera 
tor failed simulator portion ol exam. 

RUSCITTO.O.G., KELLER.R, KISTER.H. Region 1, Olllce of Director 85/05/14, 
70pp. 30769.053-30769:122 


8506210298 Forwards Safety Insp Repis 60 443/85-09 & 60 444/85 01 on BW+Oa- 
0524, No violation noted 

COLLINS.aj, Region 1, Office of Director, 85/06/17, HARRISON.R J rHAvSe Service 
Co ol New Hampshire. 2pp. 31035:099-31035,1 12 


8505200590 IE Info Notice 85 030, "Auditability of Electrical Equipment Quallllcatlon 
Records al Licensees Facilities." Sve list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 05/05/22, Consolidated Edison Co. ol New York, Inc, 106pp 30037.258- 
30837:363, 


•6506210301 Insp Repta 60 443/85 09 & 60-444/85-01 on 850408 0524 No 
noted Major areas Inspected procedures & records re Instrumenlellon & convof 
lies sys piping & walkdowns. 

CERNEiAiC , wESCOTT.H.M., BARKLEY, R,S, Region 1, Office ol DIroclor BS/Oftre* 
12pp. 31035;101.31035-112, 


8605200600 IE Into Notice 85 040, "Deficiencies In Equipment Quellllcalion Testing & 
Certification Process." Sve list end. 

JORDAN.E. L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22, Consolidated Edison Co. ol New York, Ino 106pp. 30848:166- 
30846:271, 


8506140240 IE Info Notice 85-047, "Potential Effect of Line -Induced Operation on Cer 
tain Torget Rock Solenoid-Operated Valves," Sve list and. 

JORDAN, E L, Division Of Emergency Preparedness & Engineering Rospor*# fPoa. 
630103), 85/06/18, ConsolldatM Edison Co, ol New York, Inc. 134 pp 31268 lif. 
31263,304. 
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35061^0638 IE Into Nolice 65 04B, "Respirator Users Notice .Defective Self Contained 
/MSh ”9 ^PP^fslus Air Cylinders " Svc list end 

^ Division of Emergency Preparedness & Engineoring Response (Post 
830103) 05/09/19 Consolidated Edison Co o1 New YorR, Inc 123pp 31376 084- 

j 13/0 1 B3 


DOCKET 50-444 8EABR00K NUCLEAR STATION, UNIT 2 


A. Appllcatlon/construction stage documents & correspondence 


R. Pertodfc operating reports * related correspondence 

85060S0530 Forwards monthly rept lor Apr 1985 re status ol ollsito emergency pre- 
paredness for OL reviews Delays In schedule (or Limerick & Shoreham (or full power 
oj^ralion remain due to ottsite emergency preparedness issues 
DinCKS.WJ Odice o( the Executive Director (or Operations B5/O5/20 PALLADINO 
Commissionera lipp 307B5 007-3D7B5 Dl7 


S Reportable occurrences, LERs & related correspondence 

B506040431 Part Z1 rept re resistance temp detector (RTD) calibr anomalies in RTDs 
mtg by RdF Co Safety margin assessments being performed tor operating plants to 
evaluate potential eltects on plant Tech Specs 

RAHE.E P Weslinghouse Electric Corp 05/05/06 THOMAS, C O Division of Licens 
ing 4pp 30709 090-30709 093 

9506040130 Interim deliciency rept re HVAC design Initially reported on 850409 Sya 
analysis will be conducted when final heat load values determined Next rept wiH be 
submitted by 660710 

DEVINC6nTIS,J Public Service Co ol New Hampshire 85/05/16, STABOSTECKLR 
Region 1. Office of Director 3pp 30710 205-30710 207 

6506200399 Final deliciency repl ro Gould, Inc multlpole circuit breakers involving poten 
iial lailure o( all poles ol circuit breaker to close Initially reported on B3110B Suspect 
circuil breakers w/salety-relaled applications replaced 

JOHNSON, W.P Public Service Co, ol New Hampshire 65/06/03, STAROSTECKI,R 
Region 1, Oltlco of Director 3pp 31020 265 31020 267 

850S20043B Final deticiancy rept re several deficiencies within ceramic cooling 
li^er. Initially reported on B40213.ltem not reportable per 10CFR50 55 (b) 

JOHNSON, WP Public Service Co ol Now Hampshire 65/06/03 STAROSTECKI.R 
Region 1. Office of Director 2pp 31020 288 31020 289 

8506200445 Interim deliciency repl re uncertain structural Integrity o( limit switch brack- 
ets on. three Westinghouse valves Initially reported on 85031 5 Study to determine 
adeoua^ ot existing brackets & salety slgnllicance underway 
JOHMSON.W P. Public Service Co ot New Hampshire 85/06/03- STAROSTECKLR 
Region 1, Ollice ol Director 2pp, 31020.130-31 020*131 , 

8506110334 Supplemental Part 21 rept ra addi circuit breakers, turnishod as Bpares,w/ 
cvercurrenl trip devices that may have short time delay band levar.lteme require insp 
& rr^lacemenl il link lound incorrecl. 

1^'SER.AF Brown Boveri Corp (subs. o( Brown Boveri & Co, Ltd,) 85/08/06 
DEYOUNG.RC Director’s Olflca, Office ot Inspection and Enforcement. 3pp 
30814.260 30B14-252. 

B50924040S Final Deliciency Repl (CDH 84 00 08) re power surges In solid state pro- 
tection Bys which may disable protection circuit Weslinghouse developed hardware 
mods Changes made at const site 

JOHNSON, WP. Public Service Co of New Hampshire 85/06/10 STAROSTECKLR 
Region 1, Office ot Director. 2pp. 31202 153-31202 154. 


6506130046 Partial response to FOIA request for all documents re NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged in bldg or const 
ot nuclear reactors or facilities Forwards App A documents 

FELTON.JM Division ol Rules and Records 85/01/28 HEATH.SJ Washington 
Legal Foundation 55pp 30937 047-30937:157 

-8506130366 Responds to query re release ot portions ol Ofc ol Investigations rept re 
drug /alcohol abuse to spa ci tic licensees Release not prohibiled by FOIA or Privacy 
Act Concerns over precedent expressed Survey wotksboels end 
SHOMAKER.EC Operations & Administrative Division 82/12/20 LIEBERMAN.J. Re- 
gional Operations & Enforcement Division 170pp 30937'356 30938 188 

6506130035 Discusses util 840809 & 1129 requests for withholding WCAP- 10567 & (low 
measurement uncertainty info (ref 10CFR2 790) Requests granted & into will be with- 
held from public disclosure 

KNIGHTON, Q W Licensing Branch 3 85/05/24 WIESEMANN.R A Weslinghouse 
Electric Corp 4pp 30867.095-30867 098 

8506130579 Forwards request for addI info required prior to 650709 11 site visit to per- 
form caseload forecast Into required prior to 850814 

KNIGHTON. G W Licensing Branch 3 85/05/24. HARRISON.R J Public Service Co 
of New Hampshire 7pp 30901:198 30901'204 

8506040481 Forwards Tech Spec improvement program discussed m 850409 
me 8 ling Program altompls to make Tech Specs more useful document (or control 
room operators 

DEVINCEnTIS,J Public Service Co ot Now Hampshire 65/05/29 KNIGHTON.GW 
Licensing Branch 3 21pp 30697 343-30697-363. 

8S06060343 Describes proposed enhancernenl to portion of Hood protection features in 
FSAB Sad ion 24 55 Minor slope variation proposed to maximize available width o! 
Rocks Road which runs paiatlef to revetmertl between slope low & marsh 
DEVINCENTIS,J Public Service Co ol New Hampshire. 85/06/03, KNIGHTON.Q.W 
Licensing Branch 3. 6pp 30730'1Z1-30730 127 

8506070446 Forwards.per request .no nproprietary annotated FSAR pages & rept ot 
850524 iheoling presentation re implementation of up to 20% damping (or cable tray/ 
raceway sye Proposal deemed technically acceptable Proprietary Into (orthcoming 
OEVINCeNTIS.J Public Service Co. o( New Hampshire, 85/00/03 KNIGHTON.G W. 
Licensing Branch 3, 37pp 30768,257-30763,293 

8SD61 40144 Notification ol 85Q613 moettng w/util In Bathes da, MO, to discuss environ 
qualification program Meeting agenda end 

NERSES. V. LicenBlng Branch 3. 85/06/03- KNIGHTON.G W. Licensing Branch 3. 5pp 
30907125-30907:120 

8508110525 Forwards response to request for addi (nfo re FSAR llems.per 850423 Hr & 
850425 telcon.Ravs will bo included In future PSAR amend. 

THOMAS.G S Public Setvica Co, ot New Hampshire. 85/06/07 KNIGHTON.GW. Li- 
censing Branch 3 13pp 3081 S‘179-S0&15. 191 

8506120326 Requests evaluation & concurrence to Implement revised program (or Held 
labrlcatlon & Installation of Class 2 & 3 pipe suppoti by 0506 2 8. Detailed comparison 
between proposal & existing program a net. 

JOHNSON ,WP. Public Service Co. ol New Hampshire. 05/06/10 KNtGHTON.QW. 
Licensing Branch 3 Bpp, 30849 015-30649.022 


6596270140 Final Deliciency Repl CDR 82-00-14 re potential tor seal leakage In Ameri- 
can Switch Co solenoid valves mounted on Posl-Seal Inti butterfly valves. I nlli ally re 
ported on 821 208, Corrective action completed 

DEVIN CENTIS.J Public Service Co ot New Hampshire 85/08/10. STAROSTECKI.R, 
Reg ton 1, Ollice ot Director 2pp 31 251:361 -31 251 '362, 

6608270164 Rnat Deflclency Rept CDR 84-00 12 re cracked concrete pedestals sup 
porting diesel generator exhaust silencer lank Initially reported on 840702,RadBsign & 
rework ot pedestals completed, 

0EVINCENTIS,J Public Service Co ol New Hampshire 65/06/10 STAROSTECKI.R 
Region 1, Ollice of Director 2pp 31251,363-31261.354 

0506270141 Interim Deliciency Rept CDR-8B 00 08 re use of Improper grease & mixing 
of incompatible greases In Ian motor bearings, Initially reported on 85051 4. Deficiency 
under evaluation for applicability to all motors-Next rept 860930 
DEVINCENTIS.J. Public Service Co ot Now Hampshire. 85/06/11. STAROSTECKLR. 
Region 1, Office of Director, 3pp. 31 26 1,358-31 25 1*360 

6506270154 Inlerlm deliciency repl re Inadequate spacing between cells & battery 
rack.InlUally reported on 850508 Correct spacing will be oblalned by adding cell spac- 
ers or moving rack stringers to reduce gap 

DEVINCENTTS,J. Public Service Co. ol New Hampshire. 85/06/11 STAROSTECKI.R, 
Region 1, Office of Director. 3pp. 31261:355-31 261 ’357 

8506200066 Inlerlm deliciency repl ro seismic qualification ot CRD mechanism 
shroud, Ini Hally reported on 850219 Work w/ Weslinghouse continuing to selsmIcalLy 
cuallly CRD mechanism shroud for Intended use as structural supporting element 
JOHNSON.WP. Public Service Co. of New Hampshire. 65/06/17. STAROSTECKLR. 
Region 1. Office ot Director. 3pp. 31020,318-31020:320, 


V. Operator Examinations 


0506060379 Forwards Exam Repl S0-443/8S-04 ot exam administered on 650318-22. 
COLLINS, S.J. Region 1, Office of Director. 85/05/17 HARRISON.R J. Public Service 
Co ol New Hampshire. 2pp, 30769*051 -30769:1 22. 


BS06260802 Forwards safety evaluation ra TM1 Action Item II K.3 30 lor Westinghouse 
plartts.paf NRC 850521 approval ot WoBlInghousa small break LOCA 
model, NOTRUMP, documented in WCAp.10079 & WCAP-10054 Action on Item com 
plate 

KNIGHTON, G.W Licensing Branch 3. 85/08/11. HARRISON.R J Public Service Co 
of New Hampshire. tOpp 31239.320-31239.338. 

8608170197 Advises lhal util Intends to delete boron Injection tank from safely injection 
sys due to potential serious impact on plant availability, Westinghouse will perform rea- 
nalysls which will be Included In amend to FSAR 

DEvlNCENTIS,J Public Service Co of New Hampshire 85/00/13 KNIGHTON.G, W 
Licensing Branch 3 2pp. 3 0956,1 00-30956* 197 

8506170466 Forwards response to Generic Llr BS-02 re recommended actions stem- 
ming (ram NRC IntegraiEKl program for resolution of unresolved safety Issue concern- 
ing steam generator tube lirtegrity, 

JCSHNSOhrw.P. Public Service Go ot New Hampahlro. 85/06/13. THOMPSON, HL 
Division ol Licensing. 9pp. 30957.320-30957:326. 

6500180206 Responds to 6S0524 notification & request (or addi Into re site visit to 
evaluate status ot const completion Site ^dslt rescheduling for 850904 06 suggested to 
allow review of reevaluallon of schedules & budget requirements, 

DERRICKSON.W.B. Public San/ Ice Co. of New Hampshire. 85/06/14 
KNIGHTON.Q.W, Licensing Branch 3, 3pp. 30976,211-30976 213, 


E. NRC Safety Evaluation Report (SER), suppla & correspondence 


8506060124 Forwards revised FSAR pages re radiation & shielding design review lor 
vital area aocess-per NUREG-0737,tMr Hem II, B Z SER Outstanding Issue S.Changes 
will be incorporate in future FSAR emend 

DEVINCENtIS,J Public Service Co. of New Hampshire. 05/06/03. KNIGHTON.GW, 
Licensing Branch 3 4pp. 30727 320-30727:323. 


F. Security, medical, emergency 6 fire protection plans 


-8506060388 Exam Repl 60-443/85-04 .on 850318-22 Exam results. 16 senior reactor 
operators & 3 reactor operators passed all portions of exam One senior reactor opera- 
tor failed simulator portion of exam. 

RUSCITTO.DG,, KELLER, R„ KISTER.H Region 1, Office of Director. 85/05/14. 
70pp. 30769 053-30769*122. 


8506060536 Forwards monthly repl tor Apr 1985 re status ot offsite eirrergancy pre- 
paredness for OL reviews Delays In schedule lor Llmarick & Shoreham for full povrer 
operailon remain due to offsite emergency preparedness Issues, 

DIRGKS,W,J. Qltice of the Executive Director lor Operations, 06/05/20. PALLADINO 
Commissioners, lipp 30765 007-30785,017. 
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<3 Adjudicatory correspondence 

8506070833 Forwards applicant responsa to ASL0 650503 order & Certilicate o( 
Sve W/o ends Related correspondence 

DIQNAN.TG Ropes S Gray DIGNAN.TG Public Service Co of New Hampshire 
#285 329 85/06704 Office of the Secretary ot the Commission Ip 30785366. 
30785 358 

6S06O70662 Response to ASLB 850503 order to provide current const status 
rapt, const sting of const completior) table <& estimate for resolution of romafning 
issues Certificate of Sve end 

OICNAN.T Q . GAD.R K Pubfic Service Co ot New Hampshire OtGNAN.T.O Ropes 
& Gray #285 328 85/06/04 6pp 30765 259 30765 264 

8SD6200152 Order extending lime until 850712 for Commission to act to review Direc- 
tor's Decision DD 65-03 Served on 650619 

CHILK.SJ Office of the Secretary of the Coiwmlsslan #295 505 85/0S/19 Commis 
sioners tp 31007.194-31007-194 


Q. Inspection reports, IE Bullellns & correspondence 

8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PtVRs " Sve list oncl 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/14. Consolidated Edison Co of Now York, Ino 107pp 31044 065- 
31044 171 

8605130038 SuppI 1 to fE Into Notice 95020, "Motor-Operated Valve Failures Due to 
Hemmerinji Effect " Sve list end 

JORDAN,EL. Division of Emergency Preparedness & Engineering Response {Post 
830103). 85/05/14 Consolidated Edison Co of New York, Inc 1Q7pp 31044 172- 
31044 276 

8505200590 IE Info Nolice 85-039, “Auditability of Electrical Equipment Ouafilication 
Records at Licensees Facilities " Sve list end 

JORDAN, EL Division of Emergency Preparedness A Engmeering Response (Post 
930103) 86/05/22 Consolidated Edison Co. of New Voik. Ino lOepp 30837 258- 
30937 363 

8505200600 IE fnlo Notice 86-040, “Delicrancies in Equipment Quafilication Testing A 
Certilicallon Process " Sve list end 

JORDAN,E L Division of Emergency Proparedtiioss A Enclnearing Response (Post 
830103) 85/05/22 Consolidated Edison Co of New Yoik, Inc l06pp 30848.166- 
30848 271 

S506030454 Forwards list ot attendeas at SALP 850321 meeting A SALP Repts 60- 
443/85-99 A 50 444/85-99 for Jut 1983 - Dec 1984, Util poriormanca acceptable ro 
sale completion of facility Shortcomings in electrical equipment noted 
MUHLEY.T.E Region 1, Office of Director 85/05/28 HARRISON, B J Public Seivfce 
Co of New Hempshire 5pp 30677 31030677369 

"8S060384S8 Submits comments re addi bracing requirements A design mods for cable 
tray supports Attests that use of ASME Code Case N302 does not compromise 
quality Correct trend categorization indicated In Section 9 confirmed 
OEVINCENTtSJ Public Seivtco Co. of New Hampshire 65/04/16 MURLEY.TE 
Region 1, Office of Director 2pp. 30377*358 30877 359 

6505280181 IE Into Notice 85-042, "Loose Phosphor fn Panasonic 800 Series Badge 
TLD Elemenla " Sve list end 

JORDAN, E.L Division of Emergency Preparedness A Englneailng Response (Post 
830103). 85/05/29 Consolidated Edison Co of Now Yo-rk, Inc f20pp. 30852 245- 
30852.363. 

8605280187 IE Info Nolice 95-043, "Radiogrephy Events at Power Reactors" Sve list 
end 

JORDAN, EL Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York. Inc faOpp. 30864:167- 
30864287 

8606060677 IE Info Notice 86 045, "Polontial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westinghouse Designed plants " Sve list end 
JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/08/06 CortsolFdaled Edison Co of New York, Inc. 122pp 30885'001- 
30B65 046. 

8606080707 IE Info Notice 85-046. "Ctariflc alien of Several Aspects of Removable Ra- 
dloacllva Surface Contamination Limits for Transport Packages," Sve list end 
JORDAN.EL Division of Emergency Preparedness A Engineeifng Response (Post 
830103) 35/06/10. Consolidated Edison of New Yotk, Inc. r24pp. 31043301- 
31044*0e4 

8506270770 Advises that United Engineers A Consfnictors interpretation of pipe whip 
criterion not applicable to jet Impingement efIects.EncI addI Into required to resolve 
Finding 2-20 ol plant integrated design insp Issues 

KNIGHTON.G.W. Licensing Branch 3. 85/06/11 HARRISON.RJ. Public Service Co 
of New Hampshire. 5pp, 31260338-31260342 

8S062 10298 Forwards Safety insp Repts 50 443/65 00 A 50 444/BS-01 on 66040B- 
OS24.No violation noted 

COLLINS.SJ Region 1, Office of Director. 85/06/17. HARRISON.RJ. Public Service 
Co. of New Hampshire 2pp. 31035 099-31035:1 12 

-8608210301 Insp Repts 50-443/85-09 A 60444/05-01 on 85040e.0524.No violation 
noted Malor araaa inspected procedures A records re inslrumentationi A control activi- 
ties sys piping A wafkdowns. 

CEHNE.A-C , WESCOTT,H,M., BARKLEY, R.S. Region 1. Office of Director. 85/06/06, 
12pp. 31035:101-31035 112. 

8506140240 IE Into Notice 85-047, "Potential EHect of Una-lnducad Operation on Car- 
iBin Target Rock Solenoid Operated Valves," Sve list end 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/06/18. Consolidated Edison Co. ol New York, Ino. f34pp 31 268*1 67- 
31288*304. 

8506140636 IE Info Notice 85-048, "Respirator Users Not|ce.Oefectlve Sefl-Contalned 
Breathing Apparatus Air Cylrnders." Sve list end 

JORDAN, El. Division of Emergency Preparedness A Engineering Response (Post 
830103) 85/08/19. Consolidated Edison Co. of New York, Ino. 123pp, 31376:894- 
31376:183 


R periodic operating reports A related correspondence 


8S06D60S36 Forwards monthly rapt for Apr 1985 re status ol offsite emergency pre 
paredness lor OL reviews Delays in schedule for Limerick A Shoreham for full poMi 
operation remain due to offsite emergency preparedness issuos 
DIHCKS.WJ Office ot the Executive Director for Operations 85/05/28 PALLAOINO 
Commissioners 1 tpp 307SS 007 30785 017 


S. Reportable occurrences, LERs A related correspondence 


0506040431 Part 21 rept ro resistance temp detector (RTO) calibr anomalies in RT0$ 
mfg by RdF Co Safety margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAKE.EP Westinghouse Electric Corp. 85/05/06 THOMAS, CO Division of Licees 
ing 4pp 30709 096 30709 093 

8506040130 Interim deficiency rept ro HVAC design Initially reported on 8 S 0409 Sys 
analysis will be conducled when final heat load values determined Next rept will be 
submitted by 8607 10 

OEVINCENTIS.J Public Service Co of New Hampshire 85/05/15 STAROSTECKI.R 
Region t, Office of Director 3pp 30710 205 30710 207 

8506200399 Final doficiency rept re Gould, Inc multipole circuit breakers involving poten 
Hal failure of all poles of circuit breaker to close Initially reported on 831 lOB Suspect 
circuit breakers w/safety-related applications replaced 

JOHNSON. WP Public Service Co o( New Hampshire 85/06/09 STAROSTECKIR 
Region 1, Office ol Director 3pp 31020 265 31020 267 

8506200438 Final deficiency rept re several deficiencies within ceramic cooling 
tower Initially roporlod on 840213 Mem not roportable per 10CFR50 55(o) 

JOHNSON, W P. Public Service Co of New Hampshire 85/06/03 STAROSTECKI.R 
Region 1, Office of Director 2pp 31020206 31020 289 

8S0620044S Interim deficiency rept re uncertain structural Integrity ol limit switch brack 
ots on three Westinghouse valves Initially reported on 850315 Study to deloimina 
adequacy ol existing Brackets A safely significance underway 
JOHNSON.WP. Public Soivico Co ol Now Hampshire 05/06/03 STAHOSTECKt.R 
Region 1, Office ol Director 2pp 31020 130-31020 131 

SS061 10334 Supplomental Part 21 repl re addi circuit breakers, furnished as spaies.w/ 
overcurrent trip devices that may have short time daisy band lover Items require Insp 
A replacement if link found incorrect 

KAISER, A F Brown Boveri Corp (subs of Brown Boverl A Co, Ltd). 05/06/09 
OEYOUNQ,RC Director's Office, Office of Inspeclion and Enforcement 3pp 
30814 250 30814 252 

8506240405 Final Deficiency Rept (CDR 84-00 08) re power surges in solid stalo pro- 
tection sys which may disable protecllon circuit. Westinghouse dcvoloped hardware 
mods Changes made at const site 

JOHNSON.WP. Public Service Co ol Now Hampshire 85/06/10 STAROSTECKI,n 
Region 1. Ollice ol Director 2pp. 31202 153 31202*154 

9508270140 Final Oelidoncy Repl COR 82 00-14 ro polontial lor seat loakaga In Amoii 
can Switch Co solenoid valves mounted on Posi Seal toll butterfly valves Inilially la 
ported on 821208 Corrective action completed 

DEVINCENTIS.J, Public Service Co ol Now Hampshire 05/06/10 STAROSTECKI.R 
Region 1, Office ol Director 2pp 31261 361-31261 362 

8506270164 Flnaf Ooficloncy Rept CDR 84 00 12 ro cracked concrete pedestals sup 
porting diesel generator exhaust silencer tank Initially reported on 840702 Ro design A 
rework ol pedestals completed 

DEVINCENTIS,J Public Service Co. ol New Hampshire 85/06/10 STAROSTECKI.R 
Region 1, Office ol Director 2pp 31251 353 31251.354. 

8S05270141 Interim Ooliclency Rapt COR-85 00 OS ro use of improper grease A mixing 
of incempallbls greases to fan motor b6arings.lnillally reported on 850514 Dofrclency 
under evaluation lor applicability to all motors Next rept 850930 
OEVINCENTIS.J. Public Service Co. of New Hampshire. 06/06/11. STAROSTECKI.R 
Region 1, Office of Director. 3pp. 31251 358-31251 360. 

8509270164 Interim deficiency repl re Inadequate spacing between colls A battery 
rack Ini tiatly reported on 850508 Correct spacing wilt be obtained by adding cell spac 
ers or moving rack stringers to reduce gap 

DEVINCENTrs.J Public Service Co, of New Hampshire. 86/06/11 STAROSTECKI.R 
Region 1, Olhce of Director 3pp 31251.355-31251*357 

8506200066 Interim deficiency repl re seismic qualification ol CRD mechanism 
shroud.toitially reported on 650219 Work w/ Westinnhouso continuing lo selsmically 
qualify CRO mechanism shroud for Intended use as structural supporting element 
JOHNSON, W.P. Public Service Co ol New Hampshire. 86/08/17 STAROSTECKI.R 
Region 1, Office ol Director. 3pp 31020 318 31020 320. 


docket S0-44S COMANCHE PEAK STEAM ELECTRIC STATION 


A. Appllcation/conetrucilon stage documents A correspondence 

6508070070 Responds to FOIA request tor documents re preliled testiirony filed In CP 
or OL heatings, speeches A published papers re nuclear power A Internal memoranda 
re facility Forwards documents listed In App A-F.Search eonttouing 
FELTON,J.M Division of Rules and Records 84/06/20 QLASSREGEUH Shaw, Pitt- 
man, Potts & Trowbridge. 692pp, 30878 125-90861:038 

—8506070090 Forwards memos re delerminatfon of licensee response to Wostlnghogsa 
Hr on postulated fuel handling accident analysis, per request of Technical Instruction Tl 
2600/1. 

SEIDLE,WC. Region 4, Dallas. Reactor Construction A Engineortog Support Branch 
77/07/14. JOROAN.E.U Executive Officer for Operations Support Ip, 30878 303' 
30878:306, 
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•-a50'&070414 Documents 800606 telcon w/RA Wiesemann concerning reactor pressure 
vessel sale end problem Current status of facilities & status of Westinghouse Investi- 
^tion Included 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 00/06/09 
BEINMUTH.GW Division of Reactor Construction Inspection 5pp 30879 030 
30879 034 

850Q11O686 Addl FOIA request for documents re Brown & Root, Inc, Including safety 
conditions, employee re I aliens .work stds, allegations of Interior work .faulty 
woikmanship.deliclent work stds & deficient performance 

HUGE.H Rogovin, Huge & Lenzner 84/09/14 FELTON, J M Division ol Rules and 
Records 2pp 30876 30 6-30 876’ 3 09 

B5Q615O2S0 FOIA request for all documentation re D Hatley allegations concerning fa- 
cility & employment discrimination case against Brown S Root, Inc 
KOHN.S Government Accountability Project 64/11/20 Office ol Administration 2pp 
30944 351-30944 352 


8506130045 Partial response to FOIA request for all documents re NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged In bldg or const 
of nuBfear reactors or facifiiles Forwards App A documents 
FELTON,JM Division ol Rules and Records 85/01/28 HEATH.SJ Washington 
Legal Foundation 55pp 30937 047-30937,157 

—8506130054 Forwards repls of discussions w/ulil on drug & alcohol abuse at 
facliiW.por Temporary Instruction 2596/1 

CHECK,? S Region 4, Ollice Of Director, 83/04/26 DEYOUNG, R C Director's Office, 
Ollice ol Inspection and Enforcement Ip 30941 286-30041 2B0 

-8506130059 Discussion w/util re drug & alcohol probtema & policy at facility 
WADSEN.G L. CHECK, PS Region 4, Office of Director 83/04/26 3pp 30941 287- 
30941 289. 

— B506130381 Forwards schedule of Region IV meetings w/ulils re alcohol & drug abuse 
& production of repts on meetings First rept end 

CHECK,? S Region 4, Office ol Director. 03/03/24 DEYOUNG.R C Director's Office, 
Office of Inspection and Enforcement 2pp, 30941 277-30941 278 

8506180108 Appeals denial of FOIA request tor Info re const of facility & Brown & 
RooLInc Requests that NRC review withhold documents, release segregable portions 
per Saction 552 of FOIA Exemption 5 S describe In detail those withheld 
HUGE,H Rqgovin, Huge & Lenzner 85/02/13 DIRCKS.W.J. Office of the Executive 
Director lor Operations 2pp 30990:153-30090159. 

8506110693 Furiher response to FOIA request for documents re Brown & 
Root, Inc Forwards documents listed in App C Documents also available In POR 
FELTON.dM Division ol Rules and Records 85/02/15 HUQE.H Rogovin. Huge 8 
Lenzner. 2pp 30076 310 30870 124 

-8506110698 Rev 2 to Procedure CCP-SOA, "Coating Steel Substrates Inside Reactor 
BJdg & Radiation Areas '* 

WEIlS.M Brown & Root, Inc (subs, ol Halliburton Co ) 82/09/17, 41pp 30876 312- 
30870.124 


8506 1500 41 Responds to FOIA requests for records re SSER (NUREG-0787J Forwards 
App B & C documents App A & B documents available in PDR.Info In App G docu- 
ments partially withhold (ref FOIA Exemptions 5,6 & 7) 

FELTON.J.M Division ol Rules and Records 85/03/01 QARDE.B P, Government Ac- 
countability Project. 210pp 31067 005-31067,292 

-8 406230500 Informs of action taken by DIv ol Licensing to provide technical assist- 
ance to complete timely reviews of NRC open items for plants Identified In 04D525 
memo re near-term OL activity 

EISENHUT.D.G Division of Licensing 84/06/18. VOLLMER.R.H Division Of Engineer- 
ing 3pp.31O67’200-31O67 3O6 


—8508150117 Responds to 840530 request re mat contacts tor listed plants w/intogral- 
od licensing schedules, per E Chriatenbury 840530 telcon w/Eisenhut 
CUNNINQHAM.G H. office of the Executive Legal Director. 84/06/07 DENTON, HR 
Ollice ol Nuclear Reactor Regulation, Director. Ip 31067'292-31067 292 

-85061 60133 Responds to 840530 request lor designation of mgt contacts for listed 
planis w/near-term licensing activity, 

COLLINS, J.T. Region 4, Otilce of Director, 04/06/14, DENTON.H.R Oflice of Nuclear 
Reactor Regulation, Director 1p 3 1067;296-31 067:206. 


■65D615Q1SB Discusses completion ol outstanding NRC regulatory actions for prompt 
licensing decisions D Eisenhut assigned lead responsibility for coordinating NRR,IE & 
Region IV 

DIRCKS.W J, Oflice of the Executive Director lor Operations 84/03/12, COLLINS, J T 
Region 4, Office Of Director. 3pp 31067:323-31067:325 


-8506150260 Requests determination whether listed generic allegations Involve Water- 
lord Of Comanche Peak applications 8 if any 10CFR21 actions apply, 

STARK.R Division of Licensing 84/03/19. QRACE.J N, Director's Office, Olfice of In- 
spection and Enforcement Ip 31074.016-31074.016. 

0506160251 Further response to FOIA request (or info re Issues discussed In Commis- 
sion 840516 Order CLl 84-8 re exemption requirements In OL proceeding. App F docu- 
menls partially & App Q documents completely withheld (ref FOlA Exemption B) 
FELTON, J.M Division ol Rules and Records. 85/03/19. BELAIR,RR. Kirkpatrick & 
Lockhart. 8pp. 30960 }85-309e0’229 


—BS06 150279 Outlines position on sys necessary for fuel loading & procriticaf 
testing.View expressed In encl Jensen affidavit appears Inconsistent w/use of Tech 
Specs written lor Modes 3,4,5 & 6 to govern fuel loading & precritical testing 
SCINTO,J NRG - No Detailed Affiliation Given. 84/12/05 EISENHUT, D.. 
BERNERO.R, NRC • No Detailed Affiliation Given. 8pp, 30960:210-30960’217. 


8506180100 Responds to appeal re 850110 partial denial of FOIA request for records 
concerning const of facility & Brown & Root, Inc, Appeal denied (ref FOIA Exemption 
5) due to predecislonal nature of documents ^ 

DIRCKS.W J. OHlce of the Executive Director lor Operations. 85/03/20 HUGE.H, Ro- 
a^n, Huge & Lenzner. Ip. 30990.1 B2-30990’1 52. 

B50615Q2S5 Further response to FOIA request for documentation re D Hatl^ allega- 
tions conerning facilities & employment discrimination case against Efrown 4 
Root.ino App B documents withheld [ref FOIA Exemptions 5,6 4 7). 

FELTON.J.M Division of Rules and Records. 85/04/03. KOHN.S, Government Ac- 
countability Project. 3pp. 30944:353-30944,355 


8506040594 Board Notilicallon 85 060 summarizes 850426 meeting w/CYGNA Energy 
Sves to brief NRC mgt on Comanche Peak Independent Assessment Program effort 
NOONAN.VS Division of Licensing 85/05/30 PALLADINO, ROBERtS, ASSEL- 
STINE Comrnissioners 3pp 30936 265 30937 645 

6506100784 Summary ol 850426 meeting w/CYGNA Energy Sves to brief NRC on facil- 
ity Independent assessment program scope, otoleclivgs methodology & rsviow results 
VIETTI.A Licensing Branch 1 85/05/30 Licensing Branch 1 2pp 30823132- 
30823 1 23 


0506110052 Notification of 650613 4 14 meetings w/util (n Ailingfon.TX to discuss pro- 
gram plan re design review & QA/QC mgt overview of program plan 
VIETTI.A L Licensing Branch 1 85/06/03 NOONAN.VS Comancho Peak Project 
(Technical Review Team) 5pp 30837 162 30037 166 

8506120161 Ack receipt of 850125 request for approval to use ASME Code Cases N 
397 & N 411 lor analysis ol ASME Cjass 1,2 & 3 piping Use of Code Cases accepla 
ble pending implementationi ol listed items 

NOONAN, V S Comanche Peak Project (Tootmical Review Team) 85/06/05 
SPENCE, M.D Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
6pp 30041,317-30841.322 

8566170533 Forwards safely evaluation on Item UK 3 30 re small break LOCA 
analysis Confirmation of participation In Westinghouse Owner Group, use of NO- 
TRUMP 4 schedule for completing (terns (IK 3 30 4, ILK 3 31 requested Within 30 
days 

NOONAN, V,S Division of Licensing 85/06/06 SPENCE,M D Texas Utilities Electric 
Co (formerly Texas Utilities Generating Co ) 12pp. 309Q1 307-30961.318 

8506190044 Notification of 850616 meeting w/util in Belhesda.MD to discuss recatcula- 
lion of seismic response spectra for strucluroa 

BURWELL.SB Licensing Branch 1 85/06/07 YOUNGBLOOD, B J. Licensing Branch 
1 5pp 31015111,-31015 115. 

8506200032 Forwards addl Info re response to Generic Ltr 83-28, "Required Action 
Based on Generic Implications of Salem ATWS Events," per 050412 4 0501 requests 
BECK.J.W, Texas Utilities Electric Co (lormerly Texas Utililios Generating Co) 85/ 
00/07 NOONAN.VS Comanche Peak Projecf (Technical Review Team) 7pp 
31007 097-31007103 


6506200298 Confirms tolcon expressing intorasl In reviewing concrete expansion anchor 
lost data collected by EPR1 lor Seismic Qualification Util Group equipment qualifies 
lion program. Data useful (or assessing design margins at facility 
WILLIAMS.NH CYONA Energy Services 85/06/11 SLITER.G Electric Power Ro 
search Institute 2pp 31007.24831007 249 


8SO02 10267 Grants 650121 request (or authonzalion to use ASME Code Case N-37a 
for application in bottom mounted Insirumontalion seal tables exam. 

NOONAN.VS, Comanche Peak Project (Technical Review Team) 05/06/11 
SPENCE,M D Texas Ulilitlas Electric Co. (formerly Texas Utilities Generating Co.). 
6pp 31046 040-31040.044 

8506200372 Forwards response to Generic Ltr 85 02. "Stall Recommended Actions 
Stemming From NRC Integrated Program for Resolution of Unresolved Safety Issues 
re Steam Generator Tuba Integrity." 

BECK,JW, Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
06/14 THOMPSON, H L, Division ol Licensing lOpp 31007 073 31007 082, 


8506260127 Forwards Rev 10 to coble tray support review issues list 4 Rev 1 to design 
control review Issues list as part ol Indopendsnt Bsaassmenl program Current ravs (or 
other disciplines remain as transmitted on 850423 

WILLIAMS.NH, CYQNA Energy Services 85/06/21 BECK.JW Texas Utilities Eloo- 
trlcrCo (formerly Texas UfiflllM Generfiting Co ) 59pp 31210 312-31219 007, 


8606260095 Requests approval to use visual weld acceptance criteria for facdltfes.per 
proposed generic approval o( Nuclear Const Issues Group rept, “Visual Weld Accept- 
ance Criteria for Structural Welding at Nuclear Power Plants " 

BECK,J.W Texas Utililtea Electric Co (formerly Texas Utilities Generating Co.), 85/ 
06/24. NOONAN.VS, Comancho Peak Projeol (Technical Review Team) Ip 
31256 305-31256 305 


E. NRC Safety Evaluation Report (SER), supple 4 correspondence 


0SO6O3OO61 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2 Docket Nos 50 445 
And 50 446 (Texas Utilities Electric Company) 

• Division of Licensing. NUREG0797 S10, 85/04/30. 326pp 30706 000-30708 333, 


8508190054 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO- 
MANCHE PEAK STEAM ELECTRIC STATION.UNITS 1 AND 2 Docket Nos 60 445 
And 50-4 4 6, (Texas Utilities Qanerating Company, at el) 

• D/Vte(0rt of Lteens/rrg WUREQ0787 S11. 85/05/31 319pp 31O)0’O14-31O18.3e2, 

8506100887 Board NQlifloailon 85-061 motifies ol issuance of Apps 0 & SSER 
1 1,NUREG-0797.App 0 contains evaluation of QA & QC Issues re const practices. App 
P presents overall assessment of OA/QG program 

NOONAN, V.S Comanche Peak Project (l^echnical Review Team), 85/06/00 PALLA- 
DINO, ROBERTS, ASSEL8TINE Commissioners 2pp 31157.293-31167:294. 


8506208181 Forwards Info ro Inlllatlon of nonsafely-related containment coatings pro 
gram on 850610, par SSER 9,Program will be fully Implemented by B50617 Addl info 
expected by BS0B01 

BECK,J,W Texas Utillllas Electric Co (formerly Texas Utilities Generating Co.) 85/ 
06/07. NOONAN.VS Comanche Peak Project (Technical Review Team) 4pp 
31008 256-31008:256 


B5061B0176 Forwards SSER 11 (NUREG-0797) re operation Of (acitity.SSER placed in 
PDR.W/o end. 

NOONAN.V.a Comanche Peak Project (Technical Review Team), 85/06/10. 
SPENCE.M.D. Texas Ulifltiss Etecfrfc Co (formerly Texas Ulififfes Generating Co,) 
4pp. 30990:1 91-30990,194. 
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F. Security, medical, emergency & fire p/oteciran plans 

8503150S30 Forwards Auxiliary Sys Branch request lor addi info on safe shutdown & 
alternate shutdown per review of fire protection program 

NOONAN, VS. Nac • No Detailed Alfiliatton Qjvaa BS/M/OB S PENCE. M D. Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co). 5pp 293B7 888- 
29907 292. 

8S06Q305S3 Nolilicalion of 850530 meeting w/ubl In Bethesda.MD to discuss placement 
o1 aulomatio spnnWeta m certain lire areas 

BURWELL.SB. Licensing Branch 1. 85/05/24 NOONAN.V.S Comanche Peak 
Project {Technical Review Team). 4pp 30&B7317-ao687‘320 

8506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre 
paredness tor OL reviews Delays In schedule tor Umenck 8 Shoreham for full power 
operation remain due to offsite emergency preparedness Issues 
DIRCKS,W.d Office of the Executive Director for Operations 85/05/26 PALLADINO 
Commissioners lipp 30785007-30785 017 

8506040427 Rev 23 to procedure irrdex & Rev 6 Co Emofflency Plan Procedure EPP- 
304, "Protective Action Guides " W/BS0529 Itr, 

3ECK,JW. Texas UlilitJes Efoctrle Co (formerly Texas Utilities Generating Co) 85/ 
05/29 22pp 30699 293-30699 314 

8538120140 Forwards Stale of TX request for exemption from full participation at 
651030 emergency preparedness exercise Exemption requested based on full parlfci 
pa lion In 841114 exercise Exemption supported 

KRIMM,RW. Federal Emergency Management Agency 85/06/07 JOflOAN,EL Divi- 
sion of Emergency Preparedness 4 Engineering Response (Post 830103) 4pp. 
30852 230-30852233 

8506160443 Summary of 850530 meeting w/ulil In Belhesda.MD re plant fire proleclion 
program.MaetIng attendees & std for installation of sprinkler sys end. 

BURWELL,SS. Licensing Branch 1- 85/06/07. Licensing Branch 1 9pp 30985268. 
30985 276 


8506070523 Requests more info to evaluate objections to production of ulil 4 Brown 2 
Root mail Further elaboration will help determine whether or not to fife motion to 
compel. 

ROISMANtAZ Tnal Lawyers for Public Juslice. PC iif285 321 85/06/05 
OOWNEV.B Bishop, Liberman, Cook, Purcell 4 Reynolds 2pp 3075 B 255-30758256 

8SD61D0697 Rept re status of replies to CASE interrogatories unrelated to tests 4 sam- 
pies re pipe support design Certificate of Svc end Related correspondence. 
REYNOLDS, NS Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
REYN OLDS, N.S. Bishop, Liberman, Cook, Purcell 4 Reynolds #285 342 85/06/07 
Citizens Association for Sound Energy 14pp 30802 326-30802.339 

SS06110333 Second suppi to 650301 response to CASE 850204 request i« 
admissions SSER 10 which addresses mechanical/piping Issues now places NRCin 
position to respond to Requests 28 33 Cerfillcato ot Svc end Related correspond- 
ence 

BEflflY,6A Hearing Branch 1 #285 362 85/06/07 Atomic Safety and Ucensma 
Board Panel. 7pp 30807 090-30807 096 

8506110343 Motion for extension until 850628 to respond to ASLB 850524 momoran- 
dum & order (re CASE mgt plant directing applicant to filo statement of current mgt 
views Motion w/o prejudice Certificate of Svc end 

REYNOLDS, NS Texas Ulillties Electric Co (formerly Texas Utilities Generating Co) 
REYNOLDS.N.S Bishop. Liberman. Cook. Purcell 4 Reynolds #285 352. 85/06/10 
Atomic Safety and Licensing Board Panel 6pp. 30806 185 30006 190 

8506140150 Response opposing applicant 850610 motion to extend time to respond to 
Board 850524 memo & order re case mgt plan Certlffcale of Svc end 
ELLIS, J Citizens Association for Sound Energy #285 422 85/08/10 Atomic Safely 
and Llcensmg Board Panel. 8pp 30893 192-30893 199 

8S06170498 Responds to CASE 850531 request lor immediate order directing NRC to 
preserve documents ra GAP 850531 FOIA request Request should be denlod in 
entirety Certificate of Svc end. 

MIZUNO.GS Hearing Branch 1. #285 441. 85/06/10 Atomic Safety and Licensing 
Board Panel. 23pp. 30957.329-30957 360 


Q. Adjudicatory correspondenca 

8502280062 Further response to FOIA request tor livs categories of documents App 0 
Documents 14 2 withheld {ref FOIA Exemption 5} Porliorvs of App D Documents 3-5 
withhold (ref FOJA Exemption 7) 

FELTON.J M Division of Rules and Records. 84/12/27 GARDE.B P Government Ac- 
counlabiiily Project 4pp 30739-21 6 3 0739- 268 

~85060S0371 Forwards portions of CASE answer In opposition to applicant 830331 
motion for expedited reconsideration of Commission order Related info end, 
AHEARNE.J Commissioners 83/04/07 CUMMINGS,J. Office of Inspector 4 Auditor. 
10pp. 39739 220-30739 229. 

0SO6O392BO Submits CASE informal discovery raquesla.par Judge Bloch 
suggestion Documents re mgt & job responsibility changes 4 anticipated schedule for 
responae requested.R«laSed correspondenca. 

ROISMAN,A.Z. Trial Lawyers for Public Jusifee, P.C. #285 227. 85/05/26. 
WOOLDRIDGE, R, Worsham, Forsythe, Sampels 4 Woolridgo, (lormorfy Worsham For- 
sythe 4 Sampels). 6pp. 90674 140 30674.145 

8506036240 Forwards Mgl Analysis Co May 1878 rept re review & audit of OA 
program RepI Idenlified as falling within scope of Ham 10 of CASE 809707 4 0804 
Inlerrooalories 4 request to produce Related correspondence 
WOOLDRIDGIE.R A. Worsham, Forsythe, Sampofs 4 Woolridga, (formerly Worsham 
Forsythe 4 Sampeis). #285 226. 86/05/29. BLOCH.P.0., JORDAN.WM., 
MCCOLLOM,KA Atomic Safely and Licensing Board Panel. 36pp. 30874.970- 
30674.105 

8506030240 Forwards Mgt Analysis Co May 1878 rept re review 4 audit of QA 
program Rept IdenIKfed as fafilng within scope of Item 10 of CASE 800707 4 0804 
Intarrogalories 4 request to produco, Related correspondence 
WOOLDRIDQE.R A. Worsham. Forsythe, Sampels & Woolridga, {formerly Worsham 
Forsythe & Sampeis) 06/05/29. BLCXiH.P.B. Atomic Safety and Licensing Board 
panel. 3epp. 30978.140-30978.282. 

-8608180501 Responds to NRC 659215 Hr re vtotatfona noted In Insp Repts 50 445/04- 
32 4 50-446/84-11. Corrective actions’procedura revised deleting requirement forS-h 
IraWng course In eddy current testing 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilities Generating Co.). 
86/93/11. HtlNTER.D.R. Region 4, Office of Director. 3pp 30978:200 30978:202 

0506030396 Confirms agreementjier 650624 clarification of ASLB memcranduin 4 
order.lhat applicant will provide list of pending CASE Interrogatories 4 WIH respond to 
ripe Inlerrogaiorleson phased BGhedule.Relaled correspondence. 

REYNOLDS, N.S. Bishop, Liberman. Cook, Purced & Reynolds. REYNOLDS, N.S, 
Texes Ulilillas Electric Co. (formerly Texas Utilities Generating Co.). #285 209. 85/05/ 
30. ELLIS, J. Citizens Association for Sound Energy. RO)SMAN,AZ Trial Lawyers for 
PUblio JuatlCB, P C. Ip. 30678:049-30670.049 


8506140440 Response opposing applicant 850610 motion to extend lima to file "Cur 
rent Mgt Views," brief. Applicant should be required to hie brief by 850Sf7Cerlillcate 
of Svc end 

ROISMAN.AZ Citizens Association for Sound Energy. ROISMAN.AZ Trial Lawyers 
tor Public Jusiica, P.C. #285 405. 85/06/11. Atomic Safety and Licensing Qosrd 
Panel. 9pp. 30898 320 30898.328 

8596140297 Discusses May 1978 rept by Mgt Analysis Co re QA program, providing re- 
sults of applicant evaluation of failure to produce rept of earllor date Related corre 
spondence 

WOOLDRIDQE.R A. Worsham. Forsythe, Sampels & Woolridgo, (formerly Worsham 
Forsythe & Sampels) WOOLDRIDGE, R A Texas Utilities Electric Co (formerly Texas 
Utilitfes Generating Co.). #285 424. 85/06/12. BLOCH.P.B., JOHDAN.WH. 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 2pp 30894 053 
30694 064. 

0SQ6 170350 Memorandum 4 order denying 850610 request tor extension of time & lo- 
qulring utif to deliver current mgt views to svc tlst.por 850524 order, by 850628 Mgt 
views must be updated thereafter to reflect any changes Served on 850613, 
8L0CH,PB. Atomic Safely and Licensing Board Panel #285 416 86/06/12 Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co) 4pp. 30658044- 
30958047 

8696270480 Forwards 850613 Hr to V Noonan clarifying position on certain code is- 
quiremenis discussed In 840806 response to applicant motion for summary disposition 
re Mellon forces In design of pipe supports Rel0ted correspondence 
ELLIS,J, Citizens AssocTatlon for Sound Energy. #285 587. 85/06/13. BLOCH, PO. 
MCCOLLOM.KA, iORDAN,W.H Atomic Safety and Licensing Board Panel 4» 
31239140-31239:143. 

8506270373 Notification & motion for discovery, hearings & evidentiary depositions re 
Mgt Analysis Co 1978 rapt, which should have been provided to CASE fn 1980 ts suss 
raised constitute new lnfo.Cerliflcate of Svc end-Relaled correspondonco 
ELLIS, J. Citizens Association for Sourtd Energy, #286 688. 85/06/24. Alomio Safely 
and Licensing Board Panel, 8pp 31 235’262-3 1235-270. 

8SO8270497 Discusses status of dlscoveiy requests In facility procooding Applicant sx- 
pecled to provide responses to [nlorrogatories & requeala to produce documents re 
credibility by 8B0626 Related correspondence, 

ELUS,J. Citizens Association lor Sound Energy #285 583 35/08/24 

WOOLDRIDGE, R A Worsham, Forsythe, Sampels & Woolridgo, (forme ily Worsham 
Forsythe 4 Sampels), 2pp. 3 1 236:361-31 238-3K 

8606270551 fmerrogalories 4 requests to produce re Mgt Analysis Co rept & issues 
raised by reptper attached 850613 motion tor discovery CertHiCBta ot Svc 
encLRelated correspondenca. 

ELLIS,J Citizens Association for Sound Energy #286 660 86/08/24. ISw 
31239:019-31239 032. 


8608070 546 Forwards CASE request for Immediale order directing staff to preserve 
documents. 

ROISMAN,A,Z. Trial Lawyers for Public Justice, P.C, ROISMAN,AZ, Citirens Associa- 
tion for Sound Energy, #285 322. 85/05/31. Atomic Safely and Licensing Board 
Panel. Ip 30755r356407S5<363. 

-8608070561 Request tor (mmediale order dlrecUng slaff to preserve documents due to 
destruelton of documents re GAP 650516 FOIA request tor memoranda generated or 
received by W Slello. 

R0t3MAN,A,Z. Citizens Aesoctatlon for Sound Energy. ROISMAN,A.Z. Trial Lawyers 
tor Pubifc Justice, P.C 86/05/31 Atomic Safety and Ueensing Board Panel 7pp. 
307£6:3S7-30765.383. 


H. General correspondence 


6608269422 Requests addition of firm to mailing list tor documents ra fecilify.Additlon 
would eliminate time leg associated w/ obtaining documents from cllertt, Brazos Elee- 
lifo Power Cooperatlv6,rne,or FOR 

WIEGERS^N E. Spiegel A McDlarmId, WIEQERS,N E. Brazos Electric Power Coopora- 
live, Inc. 86/06/18, 8URWELL,8. Division of Licensing. Ip. 31231.382-31231.382 


O. Inspeotlon reports, IE Bulletins A correspondence 


8606070521 Forwards JU Felton 850604 partial response to BP Garde request for Wo 
re facilities A newspaper articles discussed at 850520 22 press conference Related 
correapondance. 

TREBY,aA. HearifH) Branch 1. #285 308, 85/06/04. BLOCH.P.B.. GROSSMAN.H., 
JORDAN, W.H. Atomic Safely and Licensing Board Panel. 7pp. 30756:312.30766:318. 


0506070070 Responds to FOIA request for documents re prefiled teslimony filed In CP 
■■ f ' r power A internal memoranda 

. ■ coniMuIrw. 

■ QLASSREGEUH. Shaw. Pill- 
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~8SC6tQ0260 Responds to 7909t1 memo requesting info re maior reacliva insp cases 
tnanpower expended by Region (V personnel 
inmttjoi Construction & Engineering Support Branch 

3M7S-^7 308^9 ^ Division o) Reactor Construction Inspection 2pp 


S5i^S80062 Further response to FOIA request for live categories ot documents App D 
withheld (ref FOIA Exemption 5) Portions o1 App D Documents 3-5 
vninhetd (ref FOIA Exemption 7) 

FELTON.JM Division of Rules and Records 84/12/27 GARDE.BP Government Ac- 
countability Project 4pp 30739 216-30739 266 

'•^06050'376 Requests comments on Ole of Inspector & Auditor findings on Region IV 
handling of allegations re lacility,by 831130 

^ Commissioners 83/11/16 HAYES.B Ollice ot Investigation Ip 
30739 230-30739 230 


—8506050382 Comments on Ole of Inspector S Auditor rept re handling of allegations 
made by A OlllinghamAs result of Ole of Investigations interview of A 
undertaking addl insp mlo allegations 

COLUNS.JT Region 4. Office of Director 83/11/18 OIRCKS.WJ Ollice oi iho Ex- 
ecutive Diiector lor Operations Ip 30739 231-30739 231 


Comments on Ole of Inspector & Auditor rept on concerns expressed by 
CASE ro Region IV Author suggests overall NRC policy guide bo established to in- 
clude requasts for confidentiality Portions ot two testimonies end 
COLLINS.JT. Region 4. Office of Director 83/11/23 OIRCKS.WJ Ollice of the Ex 
ecutfvo Director for Operations 6pp. 30739.233-30730 240 


-BS060S04'15 Advises that Ole of Public Affairs authorized to release Ofc of Inspector & 
Auditor rep t6 on investigations & maps conducted at plant Ofc of General Counsel re- 
quested to verify absence of legal barriers in releasing documents 
PALLADINO.NJ Commissioners 84/03/15 GIUI^KY. ROBERTS. ASSELSTINE 
Commissioners 12pp 30739 249-30739-260 


8506100039 Further response to FOIA request lor documents re Brown & 
ROQtJnc Forwards /^p A documents Documents also available in PDRApp B docu 
ments withhold (raf FOIA Exemption 5) 

FEUTON.JM Division of Rules and Records 05/O1/10 HUQE.H Rogovin. Huge & 
Lonznor.Spp 30820 086-30820166 


• 6568100045 Answer proiesliitg civil penally Requo sis proposed civil penalty be with- 
drawn or mitigated 

* Taxes Ulililies Electric Co Iformerly Texas Utilities Generating Co ) 84/01/23 Com- 
mlssianers 12pp 30620 089-30820168 

8506180060 FOIA request ior records re Insp Rept 50 445/84-39,includin9 documents 
about insp contract personnel & review checklists or notes providing basis tor deci- 
sions on Kama 2 4 3 

GARDE.BP. Government Accountability Project 65/01/21 Oftice 0( Administration 
2pp. 30837 360-30997.361. 


8508180037 Responds to 850121 FOIA request tor records ra Insp Rept 60 445/64 
2®-FpTOaid8 841030 Region IV morning rept Rept also available In PDR 
FELTON.J.M Division of Rules and Records 85/03/15 GARDE.BP Government Ac- 
countabilily Project. Ip 30987 362-30987 363 

8505130027 Suppi 1 10 IE Info Notice 84-55. "Seal Table Leaks at PWRs " Sve list end 
L Division of Emergency Preparedness & Engineering Response (Post 
830-103) 85/05/14 Consolidated Edison Co of New York, Inc. 107pp 31044 065- 
31044.171 


-8506030432 Insp Repts 50 445/65 05 & S0 446/B5-Q4 on 850312-15 No violation or 
deviation noted Major areas inspected organization of radwasle program, liquid.solid & 
gaseous tadwasle.air cleaning sys 8 Instrumentation 

BAER.R E . MURHAY.B , HUNNICUTT.D M Region 4. Office of Director BS/04/23 
7pp 30678063-30676 069 

8506060877 IE Info Notice 85-045, "Potential Seismic interaction Involving Movable In 
Coro Flux Mapping Sys Used in Weslinnhouse Designed Plants " Sve list end 
JORDAN, E L Division ot Emergency Preparedness & Engineering Response (Post 
930103) 85/06/08 Consolidated Edison Co of New York, Inc 122pp 30865 001- 
30865 046 

8606080707 IE Info Notice 85 046, "Ctanlication of Several Aspects ol Removable Ro- 
oioacfive Surface Contamination Limits for Transport Packages " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/08/10 Consolidated Edison Co of New York, Inc f24pp 31043 301- 
31044 084 

86QB140240 IE Info Notice 85-047, "Potential Effect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valvos '* Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineorinn Response (Post 
830103) 85/06/18 Consolidated Edison Co of Now Yoik. Inc f34pp 31268 157 
31268 304 

6506140636 |E Info Notice 85-048, "Respirator Users Notice Defective Self-Contained 
Breathing /Apparatus Air Cylinders " Sve list end 

JORDAN.E L. Division ol Emergency Preparedness S Engineering Response (Post 
830103) 85/05/19 Consolidalod Edison Co ol Now York, Inc 123pp 31376 064- 
31376 183 


R. Periodic operating reports & related correspondence 


8506080538 Forwards monthly rept for Apr 1985 re status ol offsite emergency pro 
paredness lor OL reviews Delays In schedule for Limerick <8, Shoreham for full power 
operation remain due to offsite emergency preparedness Issues 
DtRCKS.W J Ollice of the Executive Director for Operations 05/05/28. PALLADINO 
Commissioners lipp 30785.007-30786 017 


S. Reportable occurrences, LERs & related correspondence 


8S06160087 Responds to 850121 FOIA request lor records re Insp Rept 50 445/64- 
3S Forwards 841030 Region IV morning rojil Rept also available in PDR 
FELTON,d M Division of Rules and Records 85/03/15. GARDE, B P Government Ac- 
countability Project Ip 30687 382 30987 363. 

-8506180095 "Morning Rept - Region IV" for 84t030.Ropt Includes descnptlon ol Re- 
actor Coolani Pump 4 overcurronl fault trip at facility Failure cause determination 
progress being followed 

• Region 4, Offlco of Oirecfor. 84/10/30 Ip 30987 363-30887.363. 

6504120314 Forwards PNL-5200 12, "Review ol Engine Base & Bearing Ceps for TDI 
DSRV-12.DSRV-t6 & DSRV-20 Diesel Engines " 

LAITY, W w. Baltello Memorial Inailtute, Pacific Northwest Laboratories PIN 6-2963. 
65/04/04 BERLINGER.C DMsIon ol Licensing Ip 29707-001-297B7 017 


8505130038 GuppI 1 to IE Info Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammo/lrw Effect " Sve list end 

JORDAN.tL. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc i07pp. 31044 172- 
31044-278. 

8505200590 |E Info Notice 85-039, "Audllabllily of Electrical Equipment Qualification 
Records at Licensees Facilities " Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 8S/05/22 Consolidated Edison Co. of New York, Inc. i06pp. 30837 258- 
30637.363. 

8S052006DO IE Info Notice 85-040, ‘'Oeliciancles in Equipment Qualification Testing & 
Cerlilication Process." Sve list end 

JORDAN.E L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/22. Consolidated Edison Co ol New York, Inc lOBpp. 30848*166- 
3084B-271. 

8505280181 IE Info Notice 85 042, "Loose phosphor In Panasonic 800 Series Badge 
TLD Efamanls." Svo list end 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 86/0S/29. Consolidated Edison Co of New York, Inc r20pp 30852.245 
30852 363 


-8604120317 "novtow of Engine Base & Bearing Caps for TDI DSHV-12, DSRV.16 & 
DSRV-20 Diesel Engines." 

LAITY pWW. Ballelle Memorial Inslitute, Pacific Northwest Laboratories. FIN B-2963 
PNL-5200 12.85/03/26. Division ol Licensing 14pp 29787 002-29787.017. 

8S06040431 Part 21 rept re resistance temp detector (RTO) callbr anomalies in RTDs 
mfg by RdF Co.Safoly margin assesamenls being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE.EP, Weslinghouse Elecldc Corp 8S/05/08. THOMAS, CO. Division ol Uicana 
ing. 4pp. 30708 090-30709 093 

850813QS51 Final Deficiency Repl SDAR-169 re sump Isolation valve motors unqualified 
environmenlally for svo condiilone, Initially reported on 85021 a.Gonditlon not report- 
able under 10CFR60 55(0) 

CLEMENTS.B.R Texas Utilities Electric Co (formerly Texas Utilities Generating Co.), 
85/05/28, HUNTEH.O.R. Region 4. Oflico of Director, tp. 30801 230-30891:230. 

8508130556 Interim Deficiency Rept SOAR-176 re Reliance supplied control board that 
differs from equipment qualification r^t InitlBtly reported on 860226 Evaluation con- 
tinuing. Comptatlon anticipated by 850712. 

WELLS.J.B Texas Utilities Electric Co. (formerly Texas Utilillos Generating Co) 85/ 
05/29 HUNTER.DR. Region 4, Office of Director. Ip. 30891:107-30891.107. 


6506030240 Forwards Mgl Analysis Co May 1976 repl re review & audit ol QA 
pro8ram.Repi Idantified as falling within scope of Hem 10 of CASE 800707 & 0804 
bterrooBtorfes & request lo produce.Retated correspondence 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampols & Woolrldge, (formerly Worsham 
Forsythe & Sampels) 65/05/29 BLOCH.PB Atomic Safety and Licensing Board 
Panel 36pp 30978.140-30976:202 

-6606160501 Responds to NRC 650216 Hr re violations noted In Insp Rents 50-445/84- 
32 & 50-446/84-11 .Corrective actions; procedure revised deleting requirement for 8-h 
training course In eddy current testing 

CLEMENTS.B.R, Texas Utilities Electric Co. (formerly Texas Utlllliss Generating Co ) 
85/03/11. HUNTER.D.R Region 4, Office of Olreclor. 3pp. 30978:200-30978 202. 

65052 BO 1S7 IE Info Notice 86-043, "Radiography Events at Power Reactors." Sve list 
end. 

JORDAN, E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/30 Consolidated Edison Co. of New York. (no. 120pp 30884:187- 
30384:287. 

8506030426 Forwards Insp Repts 60-446/85-05 & 50-446/85 04 on 850312-16.No vio 
latlon or deviation noted. 

HUAHEaD.H. Regioft 4, Office of Director 86/05/30 SPENCE,M D. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 2pp 30676 061-30676.066, 


8506 170276 "Review oi Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Terminations," technical evaluation rept 

LAITY, WW. Ballelle Memorial Institute, Pacific Northweal Laboratories. FIN 0-2952. 
PNL-620'Q-3 85/05/31. Division ol Licensing. 21pp. 3098T130-3098T1SO 


8506140051 Deficiency RtoI SDAR-161 re branch feedwater line break which could 
cause unacceptable jet & whip ioleraclioin w/contaimment spray ha8der8.lni1i8lly re- 
ported on 850515 Evaluation will be complete by 850723. 
wELLS.J.R, Texas Utilities Elecldc Co. (formerly Texas Utilities Generating Co.), 85/ 
06/03. HUNTER, D,R, Region 4, Ofiice of Director. Ip. 30909:102-30909.102. 

8506140087 Deficiency Repl SOAR-1 78 re Part 21 nolica from Weslinghouse indicating 
core exit temp monlloring sys thermocouple signal may produce errors.lnitisily report- 
ed B50510 Mailer not reportable under loCFRSO.SSJe). 

WELUSjJR. Texas UlHities Eiaatrio Co, (formerly Texas Utilities Qeneraiing Co.) 85/ 
06/03 HUNTER.D.R Region 4, Office Of Director. Ip. 30909:103-30009.103. 

8S06200391 Final Deficiency Rept SDAR-ieS re reinsp of eleclrical cable bull splices 
Identified by technical review leam as Items li.a.a & l.a.3.lnlti8tly reported on 
850228 , Matter detoimlned not reporlabfe under 10CFR60,65(e). 

Eleefrio Co. (formerly Texas Ulililies Generating Co.). 85/ 
06/05. HUNTER,D.R Region 4, Office of Director. Ip. 31020:263-3H)20;26S. 
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8506200397 Inlerim Deficiency flept SDAR-177 re possibJo defect in Phoenix Steel pipe 
S tubular steel products Initially reported on 850'4 12 Completion of evaluation antjci 
paled by 850703 

WELLS.JR Texas Utihtlos Electric Co (toimerty Texas Utilities Generating Co) 65/ 
06/06 HUNTER, DR Regton 4, Office of Director Ip 31020 264 31020 264 

8506240168 Deficiency Rept SDAR-177 re possible delect In pipe & tubular steel prod- 
ucts manufactured by Pnoenix Steel Initially reported on 850422 Evaluation will be 
comploted by 650703 

WELLSJR Texas Utilities Electric Co (formerfy Texas Utilities Generating Co) 65/ 
06/10 HUNTER^DR Region 4. Office of Director Jp 31203 217-31203 217 

8506240513 Interim Deficiency Rept SDAR-100 re use o( nonrepresen tali ve sample in 
determining generic values for typical conduit span calculations Initially reported on 
650515 Evaluation continuing & completion anticipated by 850703 
WELLS, J R Texas Utilities Electric Co (formerly Texas Ulililios Generating Co). 85/ 
06/10 HUNTER, DR Region 4, Ofirce of Director Ip 31201 355-31201 355 

8506240363 Deficiency Rept SDAR-170 re project const & insp programs that do not 
specify crilena for placement of concrete anchors in proxirmfy of embedded 
angles Const Procodure CEf-20 revised, 

WELLS, J R Texas Utilities Electric Co (formerly Texas Utilities Generating Co ) 85/ 
06/11 HUNTER,DR Region 4. Office of Direcfor 2pp 31203 197-31203 196 

85 06240549 Corrected Interim Delicloncy Rept SOAR- 180 re use of nonrepresentaliva 
sample in determining generic values (or typical conduit span calculations Initially re- 
ported on 850515 Complellon revised 1o 850815 

WELLS, J R Texas Utilities Electric Co. (formerly Texas Utilities Generating Co) 85/ 
06/11 HUNTER.DH Region 4, OKice of Direcfor. 2pp 31201:356-31201 357 


T. Hearing Iran scripts on non-anlitrust matters 

850610078B Transcript of 850426 CYGNA briefing in Betheada.MD re facility Independ- 
ent assessment program Pp 1-06 Supporting documentalion end 
‘ Commissioners. 85/04/26. 141pp 30824 007-30824 147 

8606278490 Forwards transcript & cassette tape of Interview of 0 Hatley by RL Bangert 
& Derriso on 040518 re operations at facility Conversation unsuccessfully recorded In 
several places Input on unrecorded portions welcome W/o lape, 

DENISCR P. Region 4, Otfico of Director 85/06/24 HATLEY, D Affiliation Not As- 
signed Ip 31239 033-31239 095 

-B50627O495 Transcript of D Hatley 840518 deposition In Qlen Rose.TX re operations 
at facility. 

HATLEY.D. Region 4, Office of Director, 84/05/16 62pp. 31239034-31239 095, 


U. Congresslonal/Executlve Correspondence 

8506050390 Responds to 630415 Itr requesting Commission to ensure that whistleblow- 
er allegallons & concerns about Region IV ofc fairly & adequately investigated Two 
Olo of Inspector & Auditor repts end W/o ends. 

PALLADINO.NJ Commissioners 03/11/21 MARKEY,EJ House of Rep , Interior & 
Insular Affairs Ip. 30739 232-30739 232 

-6506059422 Forwards documents re NRC investigation of OA/GG programs at 
planLpor 630913 request Licenses 830929 response to proposed civil penalty also 
sncl.W/o second staled end 

PALLADINO.N.J Commissioners 83/10/07 UDALL,M K, House of Rep,, Interior & In- 
sular Affairs 3pp. 30730-261-30739 266. 


DOCKET 80-446 COMANCHE PEAK STEAM ELECTRIC STATION 


A. Appllcallon/conslructlon stage documenls & correspondence 

8508070070 Responds to FOfA request for documenls re profiled testimony filed In CP 
or OL hearings, speeches & published papers re nuclear power & Internal memoranda 
re facility, Forwards documents listed In App A-F Searcb continuing 
FELTON, J M. Division of Rules and Records 04/06/20 QUSSPIEQEUH. Shaw, Pill- 
man, Potts & Trowbridge. 992pp. 30876,125-30681.036. 

-8506070090 Fonvards memos re dotarnnlnalJon of licensee response to Weslmghouse 
ttr on postulated fuel bandlfng accident analysis, per request olTechnical Instruction Tl 
250oA 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction S Engineering Support Branch 
77/07/14 JORDAN, E.L Executive Officer for Operations Support. Ip, 3087&'303- 
30B78 306. 

8508119686 Addl FOIA request for documents re Brown S RooUnc, Including safety 
condi lions, emplovee relations, work sids, allegatlans of inferior work, faulty 

workmanship, deticieni work Bids & doficleni perfermanca 

HUGE.H, Rogovfn, Huge & Lenznor. 84/09/14. FELTON,J.M. Division of Rules and 
Records. 2pp 30876.306 30876:309, 

8609159250 FOIA request lor all documentation re D Hatley allegations concerning fa- 
cility & employment discrimination case against Brown 4 Root,lnc 
KOHN.S. Government Accounlabtlity Profeci 84/11/20. Office of Administration 2pp. 
30944-351-30944:352. 

8506130045 Partial response to FOfA request for all documents re NRC procedures for 
datectlon & control of alcohol 4 illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilltfes Forwards App A documenls 

FELTON.JM, Division ol Rules and Records 85/01/28 HEATH, S.J Washington 
Legal Foundation 55pp. 30937 047-30937,157. 

-8506130054 Forwards repts of discussions w/ulll on drug 4 alcohol abuse at 
faculty, per Temporary Inslructiort 2596/1 * 

CHECl<,P.S Region 4, Office of Director 83/04/26 DE YOUNG, fl.C. Director's Office, 
Olfica of Inspociion and Enforcement. 1p.. 30941 ‘286-3094 1-286. 

—8506130059 Discussion w/ulil re drug 4 alcohol problems 4 policy at facility 
MADSEN.Q.L, CHECK, P.S. Region 4, Office of DIrecCor. 83/04/26. 3pp 30941 287- 
30941:269 


-8596130381 Forwards schedule ol Region IV meetings w/utils re alcohol 4 drugatuie 
& production of repts on meetings First rapt end 

CHECK.PS Region 4. Office o( Director 83/03/24 OEYOUNQ.RC Director's Office 
Office of Inspecuon and Enforcement 2pp 30941 277-30941 278 

8506180108 Appeals denial of FOIA request for Info re const of facility & Browi 4 
Root, Inc Requests that NRC review withheld documents, release segregable porbons 
per Section 552 of FOIA Exemption 5 4 describe in detail those withheld 
HUGE.H Rqgovin, Huge 4 Lenzner 85/02/13 DIRCKS.WJ Office ol the ExecuBva 
Director for Operations 2pp 30990 153 30990 159 

8506110693 Further response to FOIA request for documents re Bronn & 
Root, Inc Forwards documenls listed in App C Documents also available in PDR 
FELTON.JM Division ot Rules and Records. 05/02/15 HUGE.H Rogovrn, Huge & 
Lenzner 2pp 30876 310-30878124 

-8506119698 Rev 2 to Procodure CCP-30A. "Coating Steel Substrates fnside Reactor 
Bldg & Radiation Areas ” 

WELLS, M, Brown & Root, Inc (subs of Halliburton Co) 82/09/17 41 pp 30876312 
30876 124 

8506150041 Responds to FOIA requests for records re SSER (NUREG-a787) Forweiits 
App 6 4 C documents App A 4 B documents available In FOR fnlo In App C tfetu 
meats partially withheld (ref FOIA Exemptions 5,6 4 7) 

FELTON, J M Division of Rotes and Records 85/03/01. GARDE, 8 P. Government Ac 
countability Proiect, 210pp 31067,005 31067-292, 

-8406230500 Informs ol action taken by Div ol Licensing to provide technical assist 
anco to complete timely reviews ol NRC open items for plants Idem Hied In 648H5 
memo re near-larm OL activity 

EISENHUT.DG Division ol Licensing 84/06/18 VOLLMER.F H Division ol Engiwi 
Ing, 3pp, 31067 296 31067-306 

-8606150117 Responds to 840530 request re mgl contacts for listed plants w/integral 
ed licensing schedules, per E Christenbury 840530 lolcon w/Elsenhul 
CUNNINGHAM, Q H. Office of the Executive Legal Director B4/06/07 DENTON, HR 
Office of Nuclear Reactor Regulation, Director Ip 31067 292-31067 292 

-B5061S0133 Responds to 840530 request (or designation of mgt conlacls for listed 
plants w/near-term licensing activity, 

COLUNS.JT Region 4, Office Of Director 64/06/14 DENTON.HR Of lice o I Nuclear 
Reactor Regulation, Director Ip 31067.295-31067 295 

—8506 150 158 Discusses completion of outstanding NRC regulatory sctlons tor prompl 
licensing decisions 0 Elsenhut assigned lead responsibility lor coordinating NRR.IE t 
Reflion Tv. 

DIRCKS.WJ Office of the Executive Director for Operations, 84/03/12 COLLINS, J.T 
Region 4, Office of Director 3pp 31067.323-31067.325 

—8506160280 Requests determination whether listed generic allogalions Involve Water 
lord or Comanono Peak applications 4 If any IOCFrSi actions apply 
STARK, R Division of Licensing 84/03/19 QRACE.J.N. Director's alfico, Ofllco of fn 
spection and Enforcemenl ip, 31074-018-31074 016 

6506150251 Further response to FOIA request for info re Issues discussed In Commis 
Sion 840516 Order CL)-84-B re exemption requirements in OL proceeding App F docu 
menls partially 4 App G documents completely withhold (ref FOIA Exemption 5), 
FELTON,J,M Division of Rules and Records 85/03/19 BELAIR.Rfl Kfrkpaliiek d 
Lockhart 6pp 30960-105-30960 229 

-8506150279 Outlines position on sys necessary for fuel (oading & prccritical 
testtng.Vlew expressed in end Jensen affidavit appears Inconsistent w/uso of Tech 
Specs written (or Modes 3,4,5 4 6 to govern fuel (oading 4 procrilical losling 
SCINTO.J NRC • No Detalfod Affiliation Given 04/12/06, EISENHUT.D TIRO-N# 
Detailed Affiliation Given 8pp, 30960 210-90900 217 

66061 S025S Further response to FOIA request for documentation ra D Halley allega- 
tions conerning facilities 4 employmeni discrimination case against Brown 8 
Rootilnc-App B documenls withheld (ref FOIA Exemptions 5,6 & 7J 
FELTON, J M. Division of Rules and Records. 65/04/03. KOHN.S Government Ac- 
counlablllty Pro)ect. 3pp. 30944-363-30944-366 

8606290372 Forwards response to Generic LIr 85 02, "Staff Recommended AclKXW 
Stemming From NRC integrated Program for Resolution ol Unresolved Salety Issues 
ra Steam Generator Tube Integrity." 

BECK.J.W. Texas Utilities Eleclrtc Co. (formerly Texas Utilities Generating Co) 65/ 
06/14. THOMPSON, H.L. Division of Licensing. lOpp 31007.073-31007.082. 

8608040594 Board Notification 65 oeoisummarlzes 850426 meeting w/CYGNA Energy 
Sves lo brief NRC mgt on Comanche Peak Independent Assessment Program efferf 
NOONAN, VS Division of Licensing 85/06/30 PALUDINO, ROBER're. ASSEL 
STINE Commissioners, 3pp. 309S6;265-30037;04S. 

8606100784 Summary of 850426 meeting w/CYQNA Energy Svos to brief NRC on (ac4 
Ity independent assessment program scope, objectives methodology 4 review results 
VlETTI,A, Licensing Branch 1, 05/06/30 Licensing Branch 1 2pp. 30823 122 
30823.123 

8506 110052 Notification of 6506 13 4 14 meetings w/ulll in Arllnglon,TK lo discuss pro 
gramplan re design review 4 QA/QC mgt overview of program plan 
VIETTI.A L, Licensing Branch 1. 06/06/03. NOONAN, V.S. Comanche Peak Ptoleci 
(Technical Review Team), 6pp, 30837:162-30837:166. 

8506120161 Ack receipt of 860126 request for approval to use ASME Code Cases N- 
397 & N-411 for analysis of ASME Class 1,2 4 3 pIpIng.Use of Code Cases accepts 
ble pending ImplementalJon of listed Items 

NOONAN.v.S. Comanche Peak Proloot (Technical Review Team) 65/08/05 
SPENCE.M.O. Texas Utilities Electric Co, (formerly Texas Ulililios QenoratitM Co) 
8pp, 30841:317-30841:322. 

85061 70S33 Forwards safety evaluation on Item II.K.3 30 re email break LOCA 
analysla.ConfIrmation of participallon In Westinghouae Owner Group, use of MO 
TRUMP A schedule lor completing Items , II, K, 3.30 4 II.K.a,31 requested within 30 
dwa. 

Nc 30NAN,V,S, Division of LIcenaing. 85/06/06. SPENCE, M.D, Texas Utilities El«tric 
Co. (formerly Texas UHlitles Generating Co,). 12pp. 30961:307-30981 .318. 
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BSOQ 190044 Notification of 850618 mealing w/ulil in Balhasda,MD to discuss recalcula* 
Cion 01 seismic response spectra lor structures. 

BURWEIUS B. Licensing Branch 1 85/06/07 YOUNGBLOOD, B J Licansinn Branch 
1 Spp 3101S 111-31015 115 

8506200032 Forwards addi info re response to Generic Ltr 83-28, "Required Action 
on Generic impiications o1 Salem ATWS Events," per 850412 & 0601 requests 
BECKiJW Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
06/07. NOONANiV S Comanche Peak Proiecl (Technical Review Team) 7pp 
31007 097-31007-103 

8506200396 Confirms telcon expressing Interest in reviewing concrete expansion anchor 
lest data collected by EPRI for Seismic Qualification Util Group equipment qualiflca- 
Iran program Data useful for assessing design margins at facility 
WILLIAMS, N H CYGNA Energy Services 85/06/1 1 SLtTER.G Electric Power Re- 
search Institute 2pp. 31007.248-31007.249 

85082 1D257 Grants 850121 request for aulhorizallon to use ASME Coda Case N-378 
for application in bottom mounted instrumentation seal tables exam 
NOONAN,VS Comanche Peak Project (Technical Review Team) 86/06/11 
SPENCE, M D. Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
Spp 31048 040 3 f 048 044 

S506260127 Fowvards Rev 10 to cable tray support review issues list 4 Rev 1 to design 
control review issues list as part of indepanaent assessment program Current revs lor 
other disciplines remain as fransmiMed on 850423 

WILLIAMS.N H. CYGNA Energy Services 85/06/21 aECK,J W Texas Ulilitlos Elec- 
Irtc Co. (formerly Texas Utilities Generating Co) SOpp 31216 312-31219 007 

8606280095 Requests approval to use visual weld acceptance criteria lor facllities.par 
proposed generic approval of Nuclear Consl Issues Group repl, "Visual Weld Accept- 
ance Criteria for Structural Welding at Nuclear Power Plants ” 

GECK.JW Texas Utilities Bectric Co. (formerly Texas Utilities Generating Co.) 85/ 
06/24 NOONAN, VS Comanche Peak Project (Technical Review Team) Ip 
ai25630S-3125S3Q5 


E. NRC Safety Evaluation Report (SER), supple 4 correspondence 

8606030061 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos 50-445 
And 60 446 (Texas Utilities Electric Company) 

• Division of Licensing NUREQ0797 &10. 85/04/30 320pp. 30706008-30706333 

8506190064 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO 
MANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 2 Docket Nos 60-445 
And 50-446 (Texas Utilities Generating Company, at al) 

* Division of Licensing. NUREG0797 S11. 85/05/31. 34app. 31018 014-31018.362 

8806100687 Board Nolilication 85-061 .nolilies ol Isauanca of Apps 0 & SSER 
1 1,NUREG-0797 App 0 contains evaluation o( QA & QC Issues r© const practices App 
P presents overall assessment of OA/QC progrem 

NOONAN,V.S, Comanche Peak Project (Technical Review Team) 85/06/06 PALLA- 
DINO, ROBERTS. ASSELSTINE Commissioners 2pp 31157-293 31167 294. 

85OS2OD101 Forwards Info re initiation of nonsalety related conlainmanl coatings pro 
gram on 650610, per SSER a.Program will bo fully Implemented by 860617 Addl Info 
Qjwectad by 850801. 

BECK,JW Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/ 
06/07. NC>ONAN,V.S Comanche Peak Project (technical Review Team). 4pp 
31008 256 31008 259. 

8506180176 Forwards SSER 11 (NUREQ.0707) re operation ol facility SSER placed in 
PDRW/oerscI 

NCXJNAN.VS Comanche Peak Project (Technical Review Team). 05/06/10 
SPENCE.M D Texas UfIBIIes Eteefrie Co, (formerly Texas Ulilltles Qenerallng Co). 
App 30990 191.30990:104 


P. Security, medical, emergency 4 fire protection plans 

8503160530 Forwards Auxiliary Sys Branch request (or add! Info on sate shutdown & 
altornalo shutdown per review of lire protection program. 

NOONAN.V.8. NRC - No Detailed Affiliation Given 85/03/08 SPENCE.M.D Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co). Spp 29387.288- 
2S3B7 292, 

9606030569 Notification of BS0S30 meeting w/util in Bethesda.MD to discuss placement 
of automatic sprinklers In certain lire areas, 

BURWGLL.S.B Licensing Branch 1 8S/0S/24. NOONAN, VS. Comanche Peak 
Project (Technical Review Team). 4pp, 30687-31 7-30687.320. 

9508060S36 Forwards monthly rapt (or Apr 1905 re status of offsite emergency pre 
parednees for OL reviews.Oelays in schedule tor Limerick 4 Shoreham for lull power 
operation remain due to offsite emergency preparedness issues 
DlRCKS,W.J. Office of the Executive Director for Operations 85/05/28. PALLADINO 
Commissioners, lipp, 3O785-OO7-3O705.O17. 

8508040427 Rev 23 lo procedure Index 4 Rev 6 to Emergency Plan Procedure EPP- 
304, "Proleolive Action Quldae," W/950629 ltr. 

aECK,d.W Texas Utilities Eleotrlo Co, (formerly Texas Utilities Generating Co). 05/ 
OS/29. 22pp, 30699, 293-30899-314. 

8609120140 Forwards State ol TX request for exemption from full participaiiorr at 
9B1030 eihergency preparedness exercise, Exemption requested based on lull partici- 
pation In 641114 exerciso.Exempfion supported 

KRIMM.R W. Federal Emergen^ Management Agentw. 86/06/07. JORDAN.E.L. Divi- 
sion ol Emergency Preparedness 4 engineering Response (Post 830103) 4pp. 
3O652-23O.306B2;233, 

8E061i8Q443 Summary of 860630 meeting w/uW In Bethesda.MD re plant lire prolacfion 
program Meeting attendees 4 aid (or Installation of sprinkler ays end. 

BURWELL,S.B, licensing Branch 1. 85/06/07. Ucensing Branch 1 9pp 30985268 
30985:276, 


Q. Adjudicatory correspondence 

8502280062 Further response to FOIA request for five categories of documents App D 
Documents 1 & 2 withheld (ref FOIA Exemption 5) Portions ol App D Documents 3-5 
wilfihald (ref FOIA Exemption 7) 

FELTON, JM Division ol Rules and Records 84/12/27 GAROE.BP Government Ac- 
countability Project 4pp 30739 216-3073B 266 

-8506050371 Forwards portions ol CASE answer in opposition lo applicant 830331 
motion for expedited reconsideration ol Commission order Related Info end 
AHEARNE.J. Commissioners 83/04/07 CUMMINGS.i Office ol Inspector 4 Auditor 
IDpp 30789 S20-30739 229. 

8506030260 Submits CASE informal discovery requests, par Judge Bloch 
suggestion Documents re mgt & job responsibility changes & anticipated schedule lor 
response requested Related correspondence 

ROVSMAN.AZ Trial Lawyers lor Public Justice. P.C #285 227 85/05/28 
WOOLDRIDGE, R Worsham, Forsythe, Sampals & Woolrldgo, (lormeily Worsham For- 
sythe & Sampels) 6pp 30674 -14<W30fi74 146 

8506030240 Forwards Mgl Analysis Co May 1970 rept re review & audit of QA 
program.Rept Identified as falling within scope ol Item 10 of CASE 600707 & 0804 
Interrogatories & roquesi to produce Related correspondence 
WOOLDRIDGE.R A Worsham, Foisythe, Ssmpets 4 Woolndge, (formerly Worsham 
Forsythe & Sampels) #265 228 85/05/29 BLOCKP.B, JORDAN,WH. 

MCCOLLOM.KA Atomic Safety and Licensing Board Panel 36pp. 30674 D70 
30674 105 

8S06030240 Forwards Mgt Analysis Co May 1976 repl re review 4 audit ol QA 
program Rspi Identified as falling wilhlrr scope ol Item 10 of CASE 800707 4 0604 
Interrogatories 4 request to produce Related correspondence 
WOOLDRIDGE.R A Worsham, Forsythe. Sampels & Wool ridge, (formerly Worsham 
Forsythe & Sampels) 85/05/26 BLOCH.P B Atomic Safety and Licensing Board 
Panel 36pp 30978 140 30978,202 

8506030395 Confirms sgreement.per 850524 clarification of ASL6 memorandum & 
crdar.thal applicant will provide list of pending CASE Interrogatories 4 will respond to 
ripe Interrogatories on phased schedule Related correspondence 
REYNOLDS.NS. Bishop. Liberman. Cook. Purcell & Reynolds REYNOLDS, N.S 
Texas Ulilities Electric Co (formerly Texas Ulllitles Generating Co.) #285 206 85/05/ 
30 ELLis.J Citizens Association for Sound Energy ROISMAN.AZ Trial Lawyers for 
Public Justice, P C. Ip 30678 049 30576 040 

8606070546 Fonvards CASE request lor immediato order directing staff to presaive 
documents 

ROISMAN.AZ Trial Lawyers (or Public Justice, P C ROlSMAN,A.Z Citizens Associa- 
tion for Sound Energy #285 322 85/05/31. Atomic Safely and Ucensing Board 
Panel tp 30755 356-30755 363 

-8606070S51 Request for Immediate order directing slalt to preserve documents due lo 
dealrucfion of documents re GAP 850516 FOIA request (or memoranda generated or 
received by W Stello. 

ROISMAN.A Z Citizens Assoclalion (or Sound Energy. RQISMAN,A Z Trial Lawyers 
for Public Justice, PC 85/05/31. Atomic Safely and Ucensing Board Panel, tpp 
30755:357.30755-363. 

8506070821 Forwards JM Felton 850604 partial response to BP Garde request lor info 
re faef/fftes 4 rrewspaper arflc/es dtecussod at S50520-22 press conference RaJated 
correspondence, 

TfleBy,S A Hearing Branch T. #285 30©. 85/06/04. BLOCH,P.B , GROSSMAN.R, 
JOROAN.V/H Atomic Safety and Licensing Board Panel 7pp. 30766 312-30756 318 

BSQ6070523 Requests more Info to evaluate objocilons to production of util 4 Brown & 
Root matt Further elaboration iMH help datermlna whether or not lo file motion lo 
compel 

ROISMAN.A.Z Trial Lawyers for Public Jusiloo, P.C #205 321 85/06/05. 

OOWNEY.B Bishop, Liberman, Cook, Purcell & Reynolds 2pp. 30768 265-30768.256. 

8506100697 Ropt ro status ol replies to CASE Interrogatories unrelated to tests 4 sam- 
ples re pipe support desIgrt.CerttOcate of Sve encl.Belated correspondence. 
REYNOLuS.N^ Texas Ulllitles Electrie Co. (lormerly Texas Utilities Generating Co) 
REYNOLDS.N.S. Bishop, Liberman, Cook, Purcell 4 Reynolds #285 342, 86/06/07. 
Citizens Association lor Sound Energy. 14pp. 30802.326-30602.339. 

8606110333 Second suppj to 8S0301 response to CASE 850204 request tor 
admlsslonaSSER 10 which addresses mechanical/ pipirra Issues now places NRC In 
position to respond to Requests 26-33. CerlIBbate of Sve encI.Related correspond- 
ence. 

BERRY, G.A Hearing Branch 1. #265 382, 85/06/07 Atomic Safety and Licensing 
Board Panel 7pp, 30807:090-30807 095 

8S06110343 Motion (or extension until 960628 to respond to ASLB 850524 memorart- 
dum 4 order (re CASE mgl plan) directing applicant lo file statement of current mgl 
vlews.Mot1on w/o prejudice. Certificate of Svo and 

REYNOLDS.NS Texas Ulllitles ElectrUo Co. (formerly Texas Utilities Ganeraling Co.) 
REYNOLDS,N.S. Bishop, Liberman, Cook, Purcell & Reynolds #285 352 85/08/10. 
Atomic Safety and Lfcansing Board Panel. 6pp, 30806:186-30006:190, 

86061401BO Response opposing applicant 850610 motion to extend lime lo respond to 
Board 850524 memo & order re case mgl plan Certificate ol Sve end 
ELLIS, J Citizens Assoclatiorr for Sound Enargy. #265 422 86/08/10. Atomlo Safety 
and Licensing Board Panel. 8pp, 30893.192-30893.199. 

8506170498 Responds to CASE 860531 request for Immediate order directing NRC to 
preserve documents re GAP 8S0531 FOIA request Request should be denied In 
anIirety’.Cerliffcale of Sve end. 

MIZUNO,Q.8. Hearing Branch 1. #295 441, 86/06/10. Atomic Safety and Licensing 
Board Panel. 23pp 30957-329-30957.350. 

8608140446 Response opposing appiicani 860610 motion to extend time to file "Cuf- 
rent Mgt Views," brief. Applicant should be required lo file brief by 85061 7.C8r1i(lcBte 
ol Sve end. 

ROISMAN.AZ. Cltizene Association for Sound Energy, ROISMAN,A.Z. Trial Lawyers 
(or Public Justice, PC. #286 405 85/06/11. Atomlo Safety and Ucensing Board 
Panel. 9pp. 30998-320.30 898, 328. 
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8506140297 Discusses Way 1973 rept by Mgt Analysis Co re OA program, providing re- 
sults of appljcani avalualion of failure to produce ropi of earlier dale Related corre- 

V^OOllDnlDGE.R A Worsham, Forsyffie, Sam pals S Woolridge, (formerly Worsham 
Forsythe A Sampels)* WOOLORIDGE,n A Texas Utilities Electric Co (fo/marly Texas 
Utililies Generating Co) #285 424 65/06/12 aLOCH,PB, JORDAN.WH, 
MCCOLLOW.KA Atomic Safely and Licensing Board Panel 2pp 30894 063- 
30804 064 


8506170359 Womorandum & order denying 860610 roguesl lor extension of time A re- 
quiring util to deliver current mgt views to svc list, per 850624 order, by 850628 Mgt 
views must be updated thoreafter to reflect any changes Served on 850613 
BLOCH, P0 Atomic Safety and Licensrng Board Panel #285 416 8 5/06/12 Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co ) 4pp 30956 044- 
30950 047 


8500870466 Forwards B50613 Hr to V Noonan clarifying position on certain code re- 
qulroments discussed in 040806 response to applicant motion for summary disposition 

re friction forces in design of pipe supports Related correspondence ^ ^ 

ELllS.J Citizens Association for Sound Energy #285 507 05/06/13 BLOCH,PB, 
MCCOLLOM,KA, JOflOAN.WH Atomic Safety and Liosnsing Board Panel 4pp 
31239 140-31239,143 


8505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Svc lisioncl 
JORDAN,E L Division ol Emergency Preparedness A Engtnoerina Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc f07pp 31044 085 
31044 171 

8505130038 SuppI 1 to IE Info Notice 05 020, "Motor-Operalad Valve Failures Due lo 
Hammering Effect " Svc list end 

JOROAN,EL Division of Emergency Preparedness A Engineering Response (Posi 
830103) 05/05/14 Consolidated Edison Co of Now York, Inc 107pp 3 1 044'I72 
31044 278 

8505200590 IE Info Notice 85 039, "Auditability of Electrical Equipment OualiBcation 
Records at Licensees Facilities " Svc list end 

JORDAN ,E L Division of Emergency Preparedness A Engineering Response (Pest 
830103) 85/05/22 Consolidated Edison Co of New York, Inc lOSpp, 30537255 
30837 363 

5505200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualification Testing A 
Certification Process " Svc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering Response (Post 
530103) 85/05/22 Consolldatod Edison Co ol Now York, Inc f06pp 30848,186- 
30048 271 


8506S70373 Notification A motion for discovery, hearings & evidenliary deposillons re 
Wgl Analysis Co 1978 rept, which should have been provided lo CASE In 1980 Issues 
raised constitute new info Certificate of Svc end Related correspondence 
ELLIS, J. Citizens Associatiori for Sound Energy #285 580. 05/06/24 Atomic Safety 
and Licensing Board Panel 9pp 31235 262-31235 270 


5505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements " Svc list end 

J0R0AN,EL Division ol Emergency Preparedness A Engineering Response {Post 
830103) 85/05/29, Consolidated Edison Co. of New York, Inc 120pp 30 552 245- 
30852 363 


6506270497 Discusses status ol discovery requests in facility proceeding Applicant ex- 
pected to provide responses to intarrogatorios A requests to produce documents re 
credibiliW by 650625 Related correspondence, 

ELLIS, J Citizens Association for Sound Energy #285 586 85/00/24. 

WOOLCiRIDGE,R A Worsham, Forsythe, Sampels A Woolridge, (formerly Worsham 
Forsythe A Sampela) 2pp 31236351 31236352 


8506030240 Forwards Mgt Analysis Co May 1978 rept re review A audit of QA 
program Reel Identified as falling within scope of Item 10 of CASE 800707 A 0804 
inteirogalorles A request to produce Related correspondence. 

WOOLDRIDQE.R A Worsham, Forsythe, Sampels A Woolridge, (formariy Worsham 
Forsythe A Sampels) 86/05/29 0LOCH.P B Atomic Safety and Licensing Boa/i 
Panel. 36pp 30973 140 30978 202 


8506270561 Interrogatories A requests to produce re Mgt Analysis Co rapt A issues 
raised by rept, per attached 850813 motion lor discovery. CortilJcata ol Svc 
end, Related correspondence 

ELLIS. J. Citizens Association lor Sound Energy #285 589, 85/06/24 13pp 
31239 01931239 032 


■9506160501 Responds to NRC 850215 Itr re violations noted in tnsp Repts 50-445/54- 
32 A 60 446/64-1 1 Corrective actlons.procedure revised delating requirement lor 5-h 
training course In eddy current testing 

CLEMENTS.B.R. Texas Utilities Eleclric Co. (formerly Texas Utilities Generating Co) 
65/03/11 HUNTER.O R, Region 4, Olfico of Director 3pp 30978 200 30978 202 


H. General correspondence 

8506260432 Requests addition of firm to mailing list for documents re tacllity.Additlon 
would eliminate lime leg associated w/ obtaining documents from cliont.Brazos Elec- 
lric Power Coop era live. In c,er PDR. 

WIEGERS.NE Spiegel A MoDiarmld WIEQEflS.NE Brazos Eleclric Power Coopera 
live, Inc. 85/00/10 BURWELL.S Division of Licensing Ip 31231 362.31231'362 


Q InspeclEon raporte, IE Bulletins A correspondence 


8506070070 Responds to FOIA request lor documents re preliled teslimony Med In CP 
or OL hearlng3,6peeches A published papers re nuclear power A Internal memoranda 
re fflcllity.Forwards documents listed In App A-F.Search contlnuinp 
FELTON.JM Division ol Rules and Records, 84/06/20 QLASSPIEGEL.H Shaw, Pitt- 
man, Potts A Trowbridge iSOpp. 30878 126-30881.038 

•>8600100280 Responds to 790911 memo requesting Info re major reactive insp cases 
where significant manpower expended by Region Iv personnel 
SE1DLE,W.C Region 4. Dallas, Reactor Construclion A Engineering Support Branch 
70/09/21. THORNBURG.H.D Division ol Reaclor Construction Inspection 2pp. 
30879 2O7-3O&79,2O0 


8602280062 Further response to FOIA request lor live categories of documentsApp D 
Documonta 1 A 2 wilhhald (rel FOIA Exemption 5),Portion8 ol App D Documents 3-S 
withheld (rel FOIA Exempllon 7) 

F£LTON,J.M, Division of RuJes and Records 64/12/27. QARDE,B,P, Governmenl Ac- 
countability Projoci, 4pp. 30730 '21 6-30739. 266 


-8508050376 Requests cominenis on Ofc of Inspector A Auditor findings on Region IV 
handling of allegations re facility, by 631130. 

PALLADINO.NJ Ckimmlssloners. 83/11/16, HAYES.B Ollieo of Investigation, 1p, 
30739'230 30739 230 


8505280187 IE Inlo Notice 85-043, "Radiography Events at Power Roaclora" Svciist 
end. 

JORDAN.E L Ondslon ol Emergency Preparedness A Engineering Response (Pest 
630103) 85/05/30, Consolidated Edison Co ol New York, Inc f20pp, 30064.187 
30864.287. 

8506030426 Forwards Insp Repts 50 445/65-05 A 50 446/85-04 on 850312-15 He vio- 
lation or deviation noted 

HUNTER, D.R, Region 4, Ollico ol Director, 86/05/30 SPENCE.M.D. Texas Utilities 
Electric Co (formerly Texas Utilities Generating Co). 2pp 30676,081-30676069 

-8506030432 Insp Repts 60-445/85 05 A 50-446/85 04 on 850312-15.No violatiotior 
deviation noted.Major areas Inspected’ organization of radwaate program,llqu1d,selxl5 
gaseous radwaste,alr cleaning sys A Instrumentation 

BAER.R.E,, MURRAY, 0 , hJnNICUTT.D.M Region 4, Office of Director. 85/04/23 
7pp 30676’063 30676,069. 

8506060877 IE Info Notice 65 045, "Potenllal Seismic Interaction Invotving Movabfo Fn- 
Core Flux Mapping Sys Used In Weslingliouse Designed Plants." Svc list end. 
JORDAN,E.L bivTslon of Emergency Preparedness A Engineering Response (PosI 
830103). 85/06/06. Consolldatod Edison Co, of New York, Inc 122pp. 30865 001- 
30865 046 

8506080707 IE Into Notice 06-046, "Clarillcalion of Several Aspects of Romovablo ffa 
dioacllve Surface Contamination Limlls for Transport Packages," Svo list end 
JORDAN,E.L. Division ol Emergency Preparedness A Engineering Response (P«l 
830103). 85/06/10, Consolidated Edison Co of New York, Ino i24pp, 31043301 
31044,064. 

8506140240 IE Inlo Notice 65-047, "Potential Effect of Line-Induced Operation cn Get 
tain Target Rock Solenoid-Operated Valves." Svc list end, 

JOROAN,E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/06/18, Consolidated Edison Co, of New York, Inc. r34pp 3 1 268.167- 
31268:304. 


-9S060503B2 Comments on Ole of Inspector A Auditor rept re handling ol allegations 
made by A Dillingham As result of Ofc of Investigations interview ol A 
Dij|lngham,Reglon IV undertakfng addi Insp Into allegations, 

COLLINSJ.T Region 4, Office of Diroctor. 83/11/18. DIRCKS,W.J. Office of tha Ex- 
ecutive Director lor Operations, Ip. 30739'231 -30739.231. 

-8506050398 Comments on Ofc of Inspector A Auditor rept on concerns expressed by 
CASE re Region iV Author suggests overall NRC policy guide be established to In 
elude requests lor confidentiality, Portions ol two testimonlos end 
COLLINS, J.T. Region 4, Ollioe of Director. 03/11/23, DIRCKS.W.J. Office of the Ex- 
ecutive Director for Operations, app. 30739‘233 38739'248 

-6596060415 Advises that Olo ol Public Affairs authorized to release Ofc of Inspector A 
Auditor repts on invesllgatlons A Insps conducted at plant Ofo of General Counsel re 
quested to verify absence ol fegal barriers In releasing documents 
PALLADINO.NJ. Commissioners. 84/93/16 QILIf^KY, ROBERTS. ASSELSTINE 
Commlsalonara. 12pp. 39739, 249-30739-260, 

8506100039 Further response lo FOIA requesi for documents re Brown A 
Root,lnc.Forward8 A documenla. Documents also available In PDR App B docu- 
ments withheld (rel FOIA Exempllon 5), 

FELTON ,J M. Division of Rules and Records. 85/01/10. HUQE,H. Rogovin, Huge A 
Lenzner. 3pp, 30020.066-30820' 168. 

-6604109046 Answer protesting civil penalty Requests proposed civil penalty be with- 
drawn or mitigated. 

» Texas Utillites Eleclric Co, (formerly Texas Ulilities Generating (Do,). 84/01/23, Osm- 
mlssbners. 12pp. 30820:089-30620' 1 08 


8506140636 IE Inlo Notice 85 048, "Respirator Users Nollce'Defoclive Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDANF.E.L, Division of Emergency Preparedness A Engineering Response (Post 
830103 , 86/06/19. Consolidated Edison Co. of New York, Inc. 12apa 3f376.0W 
31376’183. 


n. Periodic operating reports A related correapondence 

8506060538 Forwards monthly rept lor Apr 1985 re status of offsite emergency pre- 
paredness lor OL reviews Delays in schedule for Limerick A Shoreham lor foil pewer 
operallort remain due to offsite emergency preparedness Issues. 

DIRCKS,W.J, Office of the Executive Director for Operations. 86/06/28 PALLAWNO 
Commissioners, lipp 30785:007-30705:017, 


S< Reportable occurrences, LERs & related correspondence 

6504120314 Forwards PNL-5200 12, "Review of Engine Base A Bearing Caps lerTOI 
DSRV-12,DSRV-16 A DSRV-20 Diesel Enoines." 

LAITY, W.W, Battelle Memorial Inslilule, Paclllo Northwest Laboralorles PIN 8-28M 
85/04/04, BERLINGER.C, Division of Licensing, Ip, 29787.001-20787 017 

-8504120317 "Review of Engine Base A Bearing Caps for TDI DSRV-12, DSRV-16 A 
OSRV-20 Diesel Engines," 

LAITY, W.W. Battelle Memorial Institute, Paclllo Northwest Laboratories. FIN B 2963 
PNL-620O-12, 85/03/26 Division of Licensing. 14pp 2O787'OO2-20767,O17. 
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65O6O404ai Part 21 rept re resistance temp detector (RTD) calibr anomalies in RTOs 
mrp by RdP Co Safety margin assessments being performed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE.E P Wastingtiouse Electric Corp 85/05/06 THOMAS.CO. Division Ot Licens- 
ing App 30709 09D-3070B 093 

4506130551 Pinal Deficiency Rept SDAR-169 re sump Isolation valve motors ur^qualified 
enwonmenfal^ for svc conditions, (niiially reported on 850215 Condition not report- 
abfe under 10CFR50S5(e) 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
85/05/28 HUNTER, D R Region 4. Oflica of Director Ip, 30891*230-30891 230. 

6506130555 Interim Deficiency Rept SDAR-176 re Reliance supplied control board that 
differs from equipment qualification rept Initially reported on 850226 Evaluation con- 
Cniftng Compfefioii anticipated by 850712 

WELLS,J R Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 85/ 
05/29 HUNTGR.D.R Region 4. Office of Director. Ip 30691*107-30891 107. 

6506170278 "Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Terminations," technical evaluation rept 

LAITV.W W Battelle Memorial Institute, Pacific Northwest Laboratories FIN B 2952 
PNL-S2D0-3 85/05/31. Division Of Licensing. 21pp 30981 130-30981 160 

8506140067 Deliciency Rept SDAR-17e re Part 21 notice from Westinghouse indicating 
core exit temp monitoring sys thermocoiwle signal may produce errors Initially report- 
ed 850510 Matter not reportable under 10CFR50.55(e) 

WELLS.J R Texas Utilities Electric Co (formerly Texas Utilities Generating Co.). 05/ 
06/03 HUNTER.DR Region 4, Office of Director Ip. 30900 103-30909.105. 

8506200397 Interim Deliciency Rept SOAR-t77 re possible deiecl in Phoenix Steel pipe 
& lobular sfaef producfs.lnitially reported on 850412Coniplefion of evaluaiion anlfci- 
paled by 850703 . 

WELLS.J R. Texas Utilillos Elootric Co (formerly Texas Ufilitles Generating Co.). 85/ 
06/06 HUNTER, D.R. Region 4, Office of Director. Ip 31020.264-31020.264 

8506240158 Deficiency Rept SDAR-177 re possible deiecl in pipe & tubular steel prod 
ucts manufactured by Phoenix Steel Initially reported on 850422 Evaluation will be 
compio led by 850703 

WELLS.J.n. Texas Utilities Electric Co (formerly Texas Utilities Generating Co). 85/ 
06/10 HUNTER.DR Region 4, Office of Director Ip 31203.217-31203-217 

6S06240513 Interim Deficiency Rept SDAH-180 re use of nonrepresaotativo sample In 
defe/tnirlng generic values for typical conduit span calculallons.lnHially reported on 
850515 Evaluation continuing & completion anticipated by 650703 
WELLS.J R Texas Utilities Electric Co (formerly Texas Utilities Generating Co ). 85/ 
06/10 HUNTER.DR Region 4. Office Of Director. Ip 31201-35S-31201 365. 

6506240363 Deliciency Rept SDAR-179 re project const S insp programs that do not 
specify ctitena for pfacement of concrete anchors in proximity of embedoea 
angles Const Procedure CEf SO revised 

WELLS.JR Texas Utilities Electric Co. (formerly Texas Utilities Generating Co). 85/ 
06/11. HUNTER.DR Region 4. OHice of Director 2pp 31203 197-31203:198 

3506240549 Corrected Interim Deficiency Rept SDAR.180 re use of nonreprosenlativo 
sample in dateimlmng generic values lor typical conduit span calculetlons.lnitlally re- 
port^ on 850S16 Completion revised to 850816, 

WELLS.J R Texas Utilities ElecUlo Co (formerly Texas Ullllties Generating Co.). 85/ 
06/11 HUNTER,D.n Region 4, Office of Director. 2pp. 31201 356-31201.357. 


'8210270392 Forwards first round questions re GESSAR-lt PR A Addi questions based 
on 820923 BWR lechnclogy meeting end ^ » 

SHEFON.BW Reactor Systems Branch 82/10/06 THADANI.A Reliability & Risk As- 
SQssment Branch S5pp 30761 183-30761*235. 


-8211110476 Forwards revised GESSAft 11 PR A Round 1 questions Incorporating re 
suits of 821015 meeting w/QE a 5lh BWR technology update meeting on 621019 
ERNST.M L Assistant Director for Technology Review 82/11/01 MIRAGLIA.F J As 
slstant Director for Safely Assessment 27pp 30761 236-30761 266 

—8306240146 Forwards questions on GESSAR-tl PRA dovetopeil by contractors & 
members from Containment Sys.Accldeni Evaluation & Reactor Sys 
Branches Questions result from continuing review of PRA & from QE responses to Q- 

1 5 

HOUSrON.RW. Assistant Director for Reactor Safety B3/06/16 THADANt.AC Reli- 
ability a Risk Assessment Branch 17pp 30762 033-30762 049 

--8309190353 "Review of GESSAR-II PRA,” Itr rapt on Tasks 2 & 4 of FIN A-3366 
HANAN.N Brookhaven National Laboratory FIN A-3368 83/09/15 NRC • No Da 
tailed Aftlllation Given 267pp 39760 017-30760 341. 


-8311160255 Foiwards Structural & Geotechnical Englneoring Branch questions re 
Mark-lll structural Integrity In support ot PRA review, for transmittal to GE. 
SHERON,BW. Reactor Systems Branch 83/11/01 THOMAS.CO Standardization & 
Snsclnl Proincts Branch Sdd 30763 052-30763 061 


-8401000189 Forwards request lor addI Info re external events per QESSAR II 
PRA Info should be submitted by 640130 ■ . . r,. 

ROWSOME.F Divislorr of Safety Technology 03/12/29 MIRGALIA.FJ Assistant Di- 
rector for Safety Assessment 18pp 30763:156-30763.178, 


-8606080489 Submittal of Revill of QESSAR-ll .amending App I6D to Chapter IS.pro- 
vlding PRA for NRC review. 

SHERWOOD.G.Q General Elootric Co 82/12/03. 19pp 30761*111-36761 129 


-8506060499 Forwards mods lo 230 Nuclear Island PRA rept to be added to rev, per 
discussion w/D Yue Rept provided for accident consequence analysis review to allow 
NRC review fn technical update meeting Viewgrapha from 820622-23 meetings encL 
HOLTZCUW.K W. General Electric Co 82/07/16 FRAHM.R. NRC - No Detailed Af- 
filiation Given 53pp 30761*130 30761 182 


-8506060629 Forwards addi Info re sovero accident portion of GESSAR 11 Drafts of 
proposed mods to Apps C & O to PRA.provldlng addi Info to fault & event tree 

IhERWChSd.'gG General Electric Co. 83/01/31. EISENHUT.D.G Division of Licens- 
ing. 130pp 30781 287-30762 032 


-6506060809 Forwards list of questions re GESSAR-II PRA w/contrlbutlons from ^cl- 
dent Evaluation Branch & Reactor Sys Branch to be submitted lo QE for revlew.BNL 
memo re GESSAR-II PRA review & viawgraph of briefing on BNL Itr rept end 
ROWSOME.F. Assistant Director for Technology Review. 83/07/11 M1RAGLIA,FJ 
Assistant Director for Safety Assassmonl BBpp. 30762 050 30762.249. 


-8506080618 Sanitized version ol QE response to NRC 830902 request lor addi info ro 
severe accident portion of GESSAR-ILPortions withheld (ref 10CFfl2.790) 

* General Electric Co 83/09/14 70pp 30762'260-30762.254. 


T. Hearing transcripts on non-antItrust matters 


8606100788 Transcript of 860426 CYGNA brieling In Bethasda.MD re facility Independ- 
ent assessment program Pp 1-96 Supporting documentallon end. 

• Commissioners, 85/04/26 141pp, 30824 007-30824*147. 


6506270490 Forwards transcript & cassette tape of Interview of D Hatley by RL Bangart 
& Denise on 840518 re operations at facility. Conversation unsuccessfully recorded In 
several places Input on unrecorded portions weicome.W/o tape, 

DENIS Cr P. Region 4, Office of tSrectof. 85/08/24 HATLEY.D. Affiliation Not As- 
signed Ip. 3123^033 31239.095. 


■6506270496 Transcript of D Hatley 840518 deposition In Glen Rose.TX re operations 
HATUE^^.D Region 4, Office of Direolor. 84/05/18. 62pp. 31239 034-31239.095. 


U. Conorttaslonal/Executlvo Correspondence 

8502280062 Further response to F01A request for live cafegoriea of documents App D 
Documonls 1 * 2 withheld (ref F0|A Exemption ej.Portlons of App D Documents 3-6 
wilhhold (ref FOIA Exemption 7). „ . _ . . 

FELTON. J.M. Division of Rules and Records 84/12/27. QARDE.B p. Government Ac- 
countability Project 4pp 30739.216-30736:266, 

-8S06060390 Responds to 830415 Itr requesting Commission lo ensure that whlstle- 
btowar allegations & concerns about Region IV ole fairly & adequately 
Investigated, TWO Olo ol Inspector & Auditor repla encl.W/o ends. . . 

PALUADINO.N.J Commissioners 83/11/21. MARKEY.E J. House of Rep,, Interior & 
Insular Affairs, tp. 30739:232-30739:232 

-0506060422 Fonvards documents re NRC Investigation of QA/QC programs at 
plaiH,per 830913 requestLlcenaae 830929 response to proposed civil penalty also 
end W/o second stated anol , . . , , „ . , , ^ , 

PALLADINO.N j. Commissioners. 83/10/07. UDALL,M.K. Houae of Rep , Intartor & In- 
sular Affairs, 3pp. 30739:261-30739:266. 


DOCKET STN-50-447 QES8AR'23« 


A. Appllcatlon/conatruetlon stage documents & correspondence 


Bsoeoeoiso Further response W appaal of partial denial ot S Shofly FOIA Request 84* 
176 for documents re QE PRA for GESSAR-II std plant deslgmiwo ^uments from 
App A i 40 from App B forwarded re NRG/GE meellrigs.per 840905 & 06 talons 
FELTON, J.M. Division of Rules and Records, 84/12/03, CURHAN,D. Hamton, Weiss 
A Jordan 6pp 30760.001-30760,016. 


'8606060631 Sanitized version ol "GESSAR-II Seismic Evont Analysis” Portions with 
hold (ref 10CFB2.790) 

• General Electric Co 83/09/30. 61pp. 30762;33B-307 63.028. 

-8505080640 Forwards responses to GESSAR II Quostions 720.90,720 69, 
720.100,720.101 & correction to Table I lor Questior* 720 142. 

QUIRK, J.F. General Electric Co 83/10/14. EtSENHUT.DQ. Division of Licensing. 
lOpp 30763-027-30763 037 

-8606060648 Sanitized version of "GESSAR-II Threa-Dlessl Generator Common Cause 
Failure Analysis " Portions withheld (rof 10CFR2 790) 

EARLE.RT. General Eleofric Co 83/08/30. 14pp. 30763.03B-30763.05t. 


-8508060661 Sanitized version of "QESSAR-ll Fire & Flood Exlernai Event Analysis." 
Portions withheld (ref 10CFR2,790) 

* General Electric Co. 83/10/31 37pp. 30763:062-30763 104. 

-8606060873 Sanitized varslon of "GESSAR-II Internal Event PRA Uncertainly Analy- 
sis " Portions withheld (ref lOCM2 700). 

* General Efecfric Co. 63/11/30. 16pp. 30763.105-30763-125. 

-6606060683 Sanitized draft version of "GESSAR II Seismic Event Uncertainty Analy- 
sis" Portions withheld (ref 1C)CFR2.70O). 

• General Electric Co 63/12/31. 30pp 30763.126-30763 1B6 

-8506060697 Satxilized version of Info supporting GESSAR-II aelsmlo fragility 
analysis Porllons withheld (rel 10CFH2 790) 

• General Electric Co. 84/01/19, 138pp. 30763*179.30763:322 


-6608060704 Sanitized response to NRG 840126 request lor addi Info re severe acci- 
dent treatment ol GESSAR II & rationale tor treatment of fire & flood event uncertainty 
flfwiysis Portions withheld (ref 10CFR2.790> 

* General Electric Co 84/02/01, B4pp. 30763*323 .30764* 044, 

—8506060714 Forwards draft final rept.Vol 1 to, "Ravlew of 0WR/6 Std Plant PRA" 
PAPAZOGLOU.I A Brookhaven National Laboraloty. FIN A-3368. 84/03/01. 
FRAHM.R. Reliability S, Risk Assessment Branch, 331pp. 30764:045 -30766:01 7. 

-8506060710 Sanitized Info in response to request for addi Info re severe accident 
review of QESSAR-H.Portlons withheld (ref 10CFR2.790). 

•General Efecfric Co 84/04/20 45pp 30765:018.30765067 

-8S06060729 Sanitized rationale of GESSAR-II fire & Hood event uncertainty analysis & 
responses to 840128 request for addt Info re severe accident revlew.Portlons withheld 
(ref 10CFR2.790). 

‘ General Electric Go. 84/04/20. aSpp. 30766 068-30765:1 56 
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-6506060740 Forwards alfidavil of submittal of propnetary source term sensitivity study 
for QESSAR II Study covers impact of variations of source term parameters from PFIA 
base case values Reel wilhholt) (ref 10CFR2 700) 

QUIRK, JF. General Electric Co 64 /'OS/ 17 EISENHUT.DG Division oi Licensing 
epp 30765'157 30765 165 

8506150006 Furtner resporrsa to 640806 appeal re partial denial ef FOIA request for 
documents concerning GE PR A for QESSAR It standardized plant design Forwards 
pages of seven withheld documents 

FELTON, J M Ofvislort of Rules and Records 85/02/15 CURRAN, D Harmon, Weiss 
& Jordan Ip 30944 216-30944:330 

-8506150010 Rev 2 1o ’'QESSAR II App 15D3,BWR/6 PRA," *'GESSAR-II App C, 
Evenf Trees” & "QESSAR-JI App D,FBuft Trees." 

’ Generat Electric Co 22A7007 R02 85/02/15 57pp 30944 217-30944 273 


-8506150015 Sanitized pages to “GESSAR II Seismic Event Analysis" forwarded w/JF 
Quirk 030921 Itr to DG Eisenhul 

* General Electric Co 03/09/21. 20pp 30944 277-30944 296, 


-8506160016 Marked up pages to "GESSAR II fntornal Event PRA Unoertai/rty Analy- 
sis” forwarded w/JF Quick 831 1 1 7 Jtr to DQ Eisenhut 
* General Electric Co 83/11/17 4pp. 30944’2 97-3094 4.300 


-B5061S0019 Matked-up pages to "6ESSAfl-ll Seismic Event Uncertainty Analysis," 
forwarded w/JF Quick 831229 Hr to DG Eisenhut 
• General Electric Co 83/12/20 lOpp 30944 301-30944 330 


6506140422 Advises of preparations to update & resubmit draft amend supporting leak- 
before-break approach to achieve consistency w/Vol 3 o( NUREG 1061. 
SHERWOOD.GG General Eleciric Co 85/04/04 THOMP&ON,HL Division of Li 
censing 2pp 30898104 30098 105 


6S061 50267 Further response to appeal re partial denial of FOIA request for documents 
re GE PRA for GESS/kR II standarized plant design App lists documents responsivo to 
request 

FELTON. JM Division ol Rules and Records. 85/04/04 CURRAN, 0, Harmon, Weiss 
& Jordan 2pp 30945'0a6 30945.137 


-8606150271 "Response to GESSAR Source-Tonn Issue 9 Suppression Pool Bypass in 
BWfls ■* 

• General Electric Co, 85/04/04 57pp. 30945,081-30945 137. 


8506180519 Responds to appeal re denial of FQIA request for GESSAR II 
PRA. Forwards Pages 2-7 - 2-ie of Document 5 on App A Portions withhold (rol FOIA 
Exemption 4). 

DIRCKS.WJ Olilce ol the Executive Director for Operations. 85/04/19 CURRAN, O 
Harmon, Weiss & Jordan. 4pp 30993’337-30993.361 


6506030243 Notification of 8SDS29 meeting w/GE In Bethesda,MO to discuss GE draft 
amend to QESSAR-II supporting leak beiore-break Meeting agenda end, 
SCALETTI,DC Standards at Ion & Special Projects Branch. 85/05/22, THOMAS, CO 
Standardization & Special Projects Branch 4pp 30687:360-30667 363, 


8506170503 Forwards proposed Amend 1 lo FDA-1 for GESSAR-ll BWR/6 nuclear 
Island design.for revIew.Amend prepared In anticipation of final Commission action on 
severe accident policy stalement Comments requested by 660614. 

THOMAS,CO. Standardization & Special Prolecta Branch, 85/06/07, 
SHERWOOD.G.G. General Electric Co 7pp 30981.347-30981-353 


E. NRC Safety Evaluation Report jSER), auppla ft correspondence 

8606260'368 Requests that proposed SER on GESSAR II (NUREG-0979) be reviewed 
lor proprietary Info Results requested by 650625, 

THOMAS.CO Standardization & Special Profeols Branch, 85/06/18 
SHERWOOD, G.G General Electric Co.Opp, 31 226,361 -31 225-353 


F. Security, medical, emergency ft fire protection plane 

6506156006 Further response lo 640803 appeal re partial denial ol FOIA request for 
documents concerning GE PRA for GESSAR-II atandardized plant deslgn.Forward8 
pages of seven withhmd documents 

NlTON.J,M Division ol Rules and Records. 85/02/16. CURRAN, 0 Harmon, Weiss 
a Jordan Ip, 30944:216 30944.330 

-8506150012 Sanitized Pages 2-17 ft 2-18 to "QESSAR-II Fire & Flood External Event 
Analysis" forwarded by JF Quirk 831 107 Hr to DQ Eisenhut. 

* General ElectfioCo 83/11/07, 3pp. 30944:274-30044:276, 

8506140242 Forwards Info re resolution ol open Hem concerning clutter on QE emer- 
gency response Info sysGE will display ciianges recommerroed by human factors 
consultant, Anacapa Sciences, Ino a NRC 

SHEflWOOD,QG General Electric Co. 85/06/10. THOMPSON, HL, DMsioin of Li- 
censing 7pp 30893,078-30893:082 


F. Security, medical, emergency ft tire protection plans 

8506060001 Forwards Security Insp Rept 50 454/85-23 on 850513-17 No noncompy. 
ance identified 

AXELSON.WL Region 3, Office o( Director 85/05/31 REED.C Commonwsahh 
Edison Co 2pp. 30728 071-30728 074 

-8506060002 Physical Security Insp Rept 50 454/05-23 on 850513-17 Licensee n 
compliance Major areas in s^c ted -security plan a I mple mentation procedures, 
effectiveness, security organization a records Details withhold (rol 10CFR73 21) 
BELANGER.J L , PIRTLE.Q L , DROUIN,B Region 3, Office of Director 85/05/31 
2pp 30728073-30728 074 

8506110337 Revised emergency plan implementing procedures, Including Rev 3 tePto- 
cadure BZP 100-1, "Supervision of Emergencies, Exercises a Drills," Rev 0 to Piece 
dure BZP 100 T1, "Station Director" a Rov6 to BZP 600-A3, "Station Directory" 

* Commonwealth Edison Co 85/06/04 32pp 30806 075 3080 8 106 

8506140506 Responds to NRC 850416 Itr re weaknesses noted In IE Insp Repis 56- 
454/85-10 a 50-465/05 07 Correottve actions emergency proparodnoss Info package 
written for guidance of transportation methods used by station evacuees 
FARRAR, DL Commonwealth Edison Co 85/06/04 KEPPLER,JG Region 3, Office 
of Director. 2pp 30897 227-30897 229 

8506100600 Forwards Safeguards Insp Rept 50-454/85-12 on 850311 a nollco olwfa 
tion a proposed Imposition of civil penalty In amount of $25,000 based on tailuie to 
implement & mainlain security plan Ends withheld (ref 10CFR73 21) 

KEPPLER.JG Region 3, Office of Dirootor 85/06/06 O’CONNOR, JJ Comrim 
wealth Edison Co 3pp 30793 309-30793311 

0508140460 Revised emergency plan Implomenling procedures, Including Rev 5 to BZP 
310 4 re assembly & evaluation of personnel,Rev 3 to BZP 310 5 ro acting slatKxn 
director & Rev 1 to BZP 600-1 re emergency operations facility re mole alarm re- 
sponse 

‘ Commonwealth Edison Co 85/06/06. 38pp 30896 251-30896207 

8506 140253 Revised emergency plan Implementing procedures, Including Rov 4 ia BZP 
600 A2 re director phone fiat & Rev 5 lo BZP 600 A4 re telephone diroclory. 

* Commonwealth Edison Co 05/06/10. 56pp, 30893 332-30894 025 

8506250316 Revised emergency plan Implamenling procedures, Including emergenev 
plan implementing procedure Index & Rov 2 to BZP-320-1 re lire fighting (pdmaiy re- 
sponsibility- operations director] 

* Commonwealth Edison Co 85/06/18 5pp 31180,241-31180 245 

8506250479 Advises that 650516 Rev 14 lo physical security plan consistent w/prem- 
slona of 10CFR50.64 (p} & acceptable 

AXELSON.WL Region 3, OHice of Director 85/06/19 FARRAR, DL Commonweailh 
Edison Co. 2pp 31196-204-31 168-205. 


P. Operating license stage document! ft correspondence 

8504100106 Confirms actions for Implementation ol revised Tech Spec requirements for 
testing of reactor p/olecllon ays ln8lrumenlalfon.Procedure revised for review of devi- 
ation repts. 

TRAMM.T R, Commonwaallh Edison Co 85/04/08. DENTON, H R. Office of Nuclear 
Reactor Regulation, Director, 2pp 29858.263-29850 264 

6506060253 Ack receipt of 850410 submittal of Topical Rept CE-1-A,Rev 34 Review will 
require more than 60 days to complete, 

SPESSARD.R L. Region 3, Otiice of Director 85/05/23 REED.C Commonwoa.'th 
Edison Co. 2pp 30726:338-30725 339. 

8506040061 Requests confirmation that now Westlnghouso small break LOCA 
model, NOTRUMP,wlll be used In analysis, per TMI Action Items IIK330 ft 
ll,K.3 31. Plans ft schedule lor completing Items otso roquoslod Safety evaluation encL 
YOUNQBLOOD,B,J, Licensing Branch 1, 86/05/24 FARRAR.DL Commonwealdi 
Edison Co 11pp 30710-264-30719,274. 

8508050337 Clarifies implementation of initial tost program guidelines contained In Reg 
Guide 1 68, Rev 2 Capability ol neutron flux instrumentation to detect control lodrms- 
alignment at 50% power demonstrated.Test not performed at 100% power 
AINGER^ A. Commonwealth Edison Co 86/05/29 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 2pp. 30718 223-30716-224. 

6606140044 Responds to requests lor addi Info re Hem 1.1 ol Generic Ltr 63 2B.lte<n 
1.1 re post-lrip review Extension granted by Bournia for LaSalle County Station, 
ALEXANDER, Q. Commonwealth Edison Co, 65/06/05, DENTON, H R Office ol NucJ«- 
ar Reactor Regulation, Director 3pp 30864-1 15-30894,117 

6608140317 Approves request that WCAP-10553, "Technical Basoa lor Elimnalra 
Large Primary Loop Pipe Rupture aa Structural Design Basis for Byron Units I & 2 ft 
Brirawood Units 1 & 2," be withheld (ref 1 0CFR2,790), 

YOUNQBLOOD.BJ, Licensing Branch 1. 65/06/10, WIESEMANN.R A Wosllnobeuie 
Electric Corp. 4pp 30907:004-30907:007, 


DOCKET 8TN-80-454 BYRON STATION, UNIT 1 
A. Appileatfon/construotlon stage doeumenis ft correspondence 


85O81S0S06 Forwards environ assessment & finding of no slgnlllcant Impact ro 050418 
request lor exemption from requirements of 1OCFRSO,71{0H3) (c oxtond doadlirw for 
submittal ol updated FSAR. 

YOUNGBLOOD, B.J, Licensing Branch 1 86/06/10, FARRAn:.DL. CommonivoaSBi 
Edison Co 3pp 30964:231-30964.237. 


85061S0041 Responds to FOIA requests lor records re SSER (NUREQ 0787). Forwards 
App BAG docutnants App A A B documents avaitabfe in PDR.Inlo In App C docu- 


QARDE,B.P, Government Ac- 


menls partially wHhhefd (rot FOIA Exemptions 6,6 A 7). 

FELTORJ M, Division of Rules and Records. 05/03/01, 
counlablllly Project 210pp. 31067.005-31067:292. 

-6508150117 Responds to 640530 request re mgt conlaols for Haled [Hanle w/lntegra1- 
^ licensing 8chedules,par E Chrlslenbury 840530 lalcon w/Eisenhut. 
CUNNINGHAM,Q,H, OHice of the Executive Legal Direclor, 84/08/07. DENTON, H.R 
Office of Nuclear Reactor Regulallon, Director, 1p, 31067:292-31 067:292. 


-8506180S14 Environ assessment & finding ol no significant Impact supporting exemp- 
tion from requirement lo submit updated FSAR within 24 months ol dale of Issuance 
of OL, 

NOVAK,T,M. Assistant Direolor for Licensing, 86/05/07. 4pp. 30B84 234>309a4 237. 

8506170310 Responds to 660312 request for addI Info re Generic Ltr 83-26 concan^ 
Salem ATWS events. WCAP 10271 A SuppI 1 address questions re Item 469 con- 
cerning proposed intervals for on-line testing. 

ALEXANDER, G.L. Commonwealth Edison Co 85/06/12. DENTON, H.R. Olfieo o( Nu- 
clear Reactor Regulallon, CNrector 2pp. 30956-133-30956:134. 
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B5IK240S27 Responds to Generic Ur 85 02 re steam generator tube integrity Primary 
objective to optimize reliability ol steam generator & associated sys llirough periodic 
evaluation of steam generator conditions 

ALEXANOHR^G L Coinmonweaim Edison Co 85/06/17 DENTON, HR Office ol Nu- 
clear Reactor Regulation, Director 26pp 31066 207-31066 232 

8506250113 Forwards tabular summary ol key results from regional survey ol plant-spe 
cilFc mfo re potential for uncontrolled radiation exposures in PWF cavilies.per JG Part- 
low 850315 request No further generic action needed. 

TAVLOR,JM Director's Ollice, Oltice ot Inspection and Enforcement 85/06/18 
WURLEY.T E. Region 1, Office ol Director 9pp 31211 322-3121 1 330 

8506250300 Fon//ards remittance of fee lor review of 840502 Tech Spec revs (or 
faC[Itfifls,in response to 050513 request 

AINGER.K A. Commonwealth Edison Co 85/06/10 DIGGS, R M License Fee Man 
agement Branch Ip 31100 367-31160 357 

6506270066 Advises that Revs 33,34 & 35 IQ QA Topical Rept CE-1-A satisfy require- 
ments ol App B to 10CFR60 Changes to Section 7 resolve questions re procurement 
ecWrfres 

SPESSARD,H L Region 3, Ollice ol Director 85/06/21 REED.C Commonwealth 
Edison Co 2pp 31235 287-31235 280 


0- Inspection reports, IE BuDeUns A correspondence 

8509070461 Responds lo NRC 850130 (Ir re violations noted in (nsp Repla 50 454/04- 
79 & 60 455/04-53 Corraotive actions Surveillance 1BVS 5 2 f 3-1 completed on 
841212 A RHR pumps declared operable 

PARRAaOL Commonwealth Edison Co 85/03/05 KEPPLER.J G Region 3, Ollice 
ofDirecfor 4pp 30756 224-30756 227 

8509280(32 Provides corrected Info to uli! 641002 & 1211 responses re design con- 
cerns expressed In Insp Repla 50-454/84-71, 50-455/84 49,50 456/04-43 & 50-457/ 
84-39 Info corrects HVAc tension sys alonderness ratios & typos re piping load 
TRAMM,T R Commonwealth Edison Co. 85/04/22. KEPPLER.J.G Region 3, Office of 
Director Spp 31254 121-31254 125 

65Q6130D27 Suppl 1 to IE Inlo Notice 84-55, "Seal Table Leaks at PWRs " Svc list end 
JORDAN, E L, Division ol Emergency Preparedness & Engineoring Response {Post 
830103) 85/05/14 Consolidated Edison Co ol Now York, Inc 107pp 31044065 
31044 (71, 

8505130038 Suppl 1 lo IE Info Notice 85-020, "Motor Operated Valve Failures Due to 
Hammering Eflocl," Svc list end 

JORDAN,? L Division ol Emergency Preparedness & Engineering Response (Post 
330103), 85/05/14 Consolidated Edison Co ol New York, Inc, 107pp 31044'172- 
31044 278, 

8505200580 IE Inlo Nollce 65 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
B39103) 85/05/22 Consolidated Edison Co ot New York, Inc. f06pp, 30837 268 
30837 363 

8505200600 IE Inlo Nollce 85 040, "Deficiencies In Equipment Qualltlcailon Testing & 
Cerlillcailon Process ” Svc Hat end 

JORDAN,E L Division ol Emergency Preparedness & Engineering Response (Past 
830103). 85/05/22 Consolidated Edison Co. of New York, Inc. I06pp, 30846166 
30848-271, 

8505280181 IE Inlo Notice 85-042, "Loose Phosphor In Panasonic BOO Series Badge 
TLD Elements " Svc list end 

JORDAN, E,L Division Of Emergency Preparedness & Engineering Response (Post 
B30lO:h, 85/05/20 Consolidated Edison Co of New York, Inc f20pp 30852 245- 
30852 363 

8505360187 IE tnlo Notice 85 043, "Radiography Events at Power Reactors.” Svc list 
and. 

JORDAN,E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/05/30 Consolidated Edison Co of New York, Inc 120 pp. 30864 167- 
30884-287. 

8505280195 IE Info Notice 85-044, "Emergencv Communication Sys Monthly Test" Svc 
hat end. 

JORDAN.E L Division ol Emergency Preparadnoss & Engineering Response (Post 
630103) 85/06/30. Consolidated Edison Co ol New York, Inc, 121 pp. 30864.045 
30864-166. 

8506050001 Forwards Security Insp Rept 60 454/05-23 on 85051 3-17.No noncompll- 
anca Identitled 

AXELBON.WL Region 3, Office ol DIreolor, 85/05/31 REED.C Commonwaalth 
Edison Co 2pp. 30728-071 -30728,074. 

w85060e0002 Physical Security Insp Rapt 50-454/85-23 on 850513-17. Licensee In 
compliBnca.Maior areas Inspected. security plan A Implementation mocedures.mgt 
elfectiveness, security organization & records Details withheld (ret 10CFR73.21J 
BELANGER,J.L . PIRTLE.G.L. DROUIN.B Region 3, Office of Director 86/05/3f. 
2pp. 30728 073-30728,074. 

8508060383 Forwards Salety Insp Rept 50-454/06-17 on 850429 051 6 No noncompll- 
ance noted 

SPESSARD.RL, Region 3. Office ol Diraclor, 85/05/31. REED.C, Commonwealth 
Edtson Co. 2pp 30720-24 7- 30728 -254 

-6 506060391 Insp Rept 50 454/85.17 on 850429-0516 No Violation or deviation 
noled.MaJor areas Inspected action on previous Insp findings, slarlup test procedure 
review & starfue test results evaluallon.veriflcatlon & witnessing. 

VAN DEN BURGH, C„ RING.M. Region 3, Office of DIreolor. 85/06/30, 6pp 30729,249- 
30729:254 

6506070555 Forwards Enlorcement Conference Repis 60-464/85-02 & 60-455/85-01 
on 850429 & notice of vlolallon, 

KEPPLEB,J Q Region 3, Office of Diraclor 85/06/03 REED.C. Commonwealth 
Edison Co. 2pp. 30766,264-a0766;291, 

— BS08070S58 Notice ot violation from insp on 85010-0429. 

KEPPLER.J.G Region 3, Ollice ol Director 85/06/03, 3pp 307 56: 266-30756; 266. 


-6506070563 Enlorcement Conlerence Repts SO 454/05-02 & 50 455/05-01 on 
850429 Major areas discussed failure to maintain operability of overtemp & overpower 
cl0it£i T chsnnsl&i 

STREETER.JF Region 3, Ollica of Oiroclor 05/05/31 23pp. 30766 269-30766 291 

8506100582 EN 85-045 on 650606,notice ol violation & proposed imposition of civil pen- 
alty in amount of $25,000 will be issued to licensee Action based on (ailuro to Imple- 
ment compensatory measures to control vital area access 

HOLLER, E , AXELRAD.J Director's Ollice, Ollice ol Inspection and Enforcement 85/ 
06/03 Ip 30793 101-30793101 

8506140506 Responds to NRC 850418 Itr re weaknesses noted in IE Insp Repts 50 
454/65-10 & 50-455/85 07 Corrective actions emergency preparedness tnlo package 
written for guidance of Iransportallon methods used by station evacuees 
FARRAR, D L Commonwealth Edison Co 85/06/04 KEPPLER.J Q Region 3, Ollice 
of Dijeclor, 2pp 30097 227-30897 229 

6506060677 IE Info Notice 85-045, “Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used in Westlnghouso Desigr^ed Plants " Svc list end 
JORDAN.E L Dtvislorv of Emergency Preparedness fi Engineering Response (Post 
830103) 85/06/08 Consolidated Edison Co Of New York, Inc la2pp 30865 001- 
30365 046 

8500100800 Forwards Safeguards Insp Rept 60 454/85-18 on 860311 & notice ol viola 
lion & proposed imposition el civil penalty In amount ol 325,000 based on failure to 
Implement & maintain security plan Ends withheld (rot 10CFR73 21). 

KEPPLER.J Q Region 3, Office ot Director 85^6/00. O'CONNOR.JJ Common- 
wealth Edison Co 3pp 30793 309 30793 311 

8506080707 IE Info Notice 85 046, "Clan do alien o( Several Aspects of Removable Ra 
dioactive Surface Contamination Limits (or Transport Packages " Svc list end. 
JORDAN.E L. Division ol Emergency Preparedness & Engineering Response (Posl 
830103) 85/06/10. Consolidated Edison Co of New York, Inc I24pp, 31043 301- 
31044 004, 

8606240154 Forwards Insp Rept 50 454/05-21 on 850502-0603 & notice ol vlolallon 
WARNICK.R F, Region 3, Olfico ol Director 85/06/17 REED.C Commonwealth 
Edison Co 2pp 310^61 084-31061 100 

-6506240(60 Notice of violation from Insp on 6S0502 0603. 

WARNICK.R F. Region 3, Oflice of Director 85/06/17 Ip 31061-086 31061,008 

-8S06240164 Insp Rept 50-454/85-21 on 050502-0603 Noncompllance noted, failure to 
perform Tech Spec surveillances when required 

FORNEY ,W L Region 3, Ollice of Diraclor 85/06/17 9pp, 31001 087-31081 095 

-8506240169 Documenls Inlo provided by ulll lo NRC ro actions taken or initiated lo 
enhance performance In area ol conduct ol oparations Action Items Indude communi- 
cations Improvement, reduce LERsiOllmlnalo missed surveillances 8 housekeeping 
QUERIO,R.E Commonweallh Edison Co. 85/06/03 HINDS, J. Region 3, Ollice o1 Di 
rector. 5pp 31O61-OO0-31O61-1OO 

8606149240 IE Inlo Nollce 85 047, "Potenllal Eflocl of Line-Induced Operation on Cor- 
lain Target Rock Solendd-Opo rated Valves " Svc Hat end. 

JORDAN.E L. Division ol Emergency Preparedness & Engineering Response (Post 
S30103), 05/06/IB Consolidated Edison Co ot New York. Ino i34pp 31260-157- 
31266 304 

8506140636 IE Into Notice 85 040, "Respirator Users Notice. Delodive Sell Contained 
Breathing Apparatus Air Cylinders " Svc list and 

JORDAN.E L Division of Emergency Preparodnoss & Englnaering Response (Posl 
830103) 95/06/19 Consolidated Edison Co of Naw York, (nc r23pp. 31376 064- 
31376-183. 


R, Periodic operating reports & related correspondence 

8506070899 Forwards corrected "Unit Shutdown /Reductions” sections ol monthly per- 
formance rents for months of Mar & Apr ffl85. Soctiona previously submitted marked 
not applicable. Corroded pages should be attached to respective repts 
QUEF(0,R E. Commonwealth Edison Co 85/05/26 Record Services Branch (Docu 
menl Control Desk) 1p, 30795.177-30705-179 

-8606070701 Corrected "Unit Shutdown/ Rod uctions" section ol monthly performance 
rept for month of Mar 1985 

* Commonweallh Edison Co 85/03/31. Ip 30795-1 78-30795.170. 

-8506070704 Corf acted "Unit Shutdown/Raductfons" section ol monthly performance 
rept (or month of Apr 1085 

* Commonwealth Edison Co. 85/04/30, ip. 30795, 179-30795. 170, 


S. Reporlable occurrencesj LERa A related corresponder^ce 

8606040431 Part 21 rept ce resistance temp detaotor (RTO) callbr anomalies In RTDa 
mig by RdF Co.Sale^ margin assessments being performed (or operating plants to 
evaluate Dotenllat etiects on plant Tech Saecs. 

RAHE.EP. Westlnghouse Eledric Corp. 85/05/06. THOMAS.C.O. Division of Licens- 
ing 4pp. 30709 090 30709 093 

8506060041 Informs that Region III will not conduct public meetings concerning 850410 
events re rupture ol OA boric acid evaporator rupture disk & roador trip caused by 
drop ol four control rods.E vents will be documented In future rept 
KEPPLER.J.G. Region 3, Ollica o( Diraclor. 85/05/17. SAMELSON,A. 
MCCAFFREY,J Illinois, Slate of epp 307Z4'31 1 ■30726^)20, 

-66060S0792 Rev 3 to BQP t00-A13, "Reactor Trip Bool Cause Determination." 
SUES.L, BENIN QENBURQ.E., TULON.T. Commonwealth Edison Co. 85/04/10 40pp, 
30724.338-30725:020 

8608050229 LER 85-048-00;on 8 50424 .radiation monitor OPR32J In main control room 
outside air Intake A went Inlo interlock mode, causing Train A of ventilation sys to 
transfer to ESP configuration Caused by dirty (l1ter.W/efiOS17 Ur. 

RYTERSKLM., QUERIO.R E. Commonwealth Edison Co, 85/05/17. 3pp. 30726:163- 
30726.195. 
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0506040740 LER 85 049 00 on 8604 24, Train A mam conlro! room ventilation sys Oans- 
lerred to makeup mode of operation Cause ol ESF actuation unknown Ventilation iso- 
lation restored to norma) operating status W/6SD520 Itr 

nYTERSKI.M, QUERIO.RE. Commonwealth Edison Co 65/05/20 3pp 30708 115- 
30700 117 

0506240439 Special Re pi on 8 504 19, seismic instrumentation sys began alarming 
continuously troubleshooting indicated 120 mV peak to peak 60 cycle signal on sys 
lire sensor signal cables Problem under invosllgalion 

QUERIO,R E Commonwealth Edison Co 85/05/23 KEPPLER,J.G Region 3, Office 
ol Director. 2pp 31201 361 31201 362 

0506190371 LER e4-012-02on e41110.fivo radiation monitors tost power. Caused by 
power down ol non-ESF electrical bus Power supply book revised lo correctly indicate 
electrical feeds to monitors W/ 850603 Itr 

SELEP.AJ, QUERIO,RE Commonwealth Edison Co 85/08/03 3pp 310032I3- 
31003 215 

6606200474 Correction to 650523 special repi second & third sentences of second 
paragraph should read on one of sys five sensor signal cables This signal cable Is 
lor free field sensor.” 

QlJEfllO,R E Commonwealth Edison Co 85/06/03, KEPPLEfl,J.G Region 3, Office 
ofDiractor Ip 31020 077-31020 077. 

6506190308 LEfl 85 050 00 on 8 5050 5, surveillance requirements of Tech Spec 3/4 2.5 
not being met due (o procedure error Found that stalion had been In violation since 
650224 Temporary procedure change Ir^illated W/850604 Itr 
GROVES, R , QUERIO.R E Commonwealth Edison Co 85/06/04 3pp 31003'2l0- 
31003 212 

8506140094 PNO-tll-8S.046 on 850604.whlle taking sample from vol conirot tank, valve 
packing falled,resulling In release cl approx 700 mCl xenon & krypton gasWoikera 
evacualed,gas removed by ventiiallon sys & valve repaired, 

MARABITO,R, QREGER,L R Region 3, Office ol Dfroctor 85/06/07 Ip. 30594'257- 
30894:257. 

8506140572 Confirms 850605 plans lor 850627 enforcement conference w/ulil In 
Region III lo discuss exposure ol personnel exceeding administrative limits & substan- 
tial potential lor exposure In excess of 10CFR2a. 

NOREUUS,CE Region 3, Olllce of Director 85/06/12 REEO,C Commonwealth 
Edison Co 2pp 308 69- 3 4 9-308 99 350 

6606240110 LER 65 055 00 on 8505 15, containment lloor drain Isolation valves 1RF026 
& 1RF027 declared inoperable when Xomox valve manufacturer reported that valves 
not seismicalty qualiliad Brackets inslallaci on valves W/esOS 12 Hr 
GRAHAM,M., ClUEfllO,R.e Commonwealth Edison Co 85/06/12, 3pp, 31203'284. 
31 203 ’286. 

0606240171 LER 65-050 OO.on 05051 S.CECo Engines tlr^g notified station that rupture of 
common blowdown line to cotvdanser or high energy auxiliary steam sys line could 
produce unacceptably harsh envIroaFlo wrote reducad.W/850612 Hr, 

ALEXANDER, qI , QUERIO,R E. Commonwealth Edison Co 85/06/12. 3pp 
3 1 203 ,235-31 203 ’237. 

8606280531 RO.on e50527,conlrol room Indication ol 30 ft wind speed losLCaused by 
problems w/communicatlon links between tower Instrumentation & control room 
raadouts.Work in progress to restore operability, 

QUERIO.RE Commonwealth Edison Co 85/06/13. KEPPLER.JG. Region 3, Office 
of Director. Ip. 31232 209-31232.209. 

8506250271 LER 05 059 OO.on 85051 7,hourly fire watch delayed when two fire patrols 
combined to perform dual verification of security doora.Causod by security computer 
failure Self locking secudty doors Inslalied 

CASSIDY.R, QUERIO,R.E, Commonwealth Edison Co, 65/06/14. 2pp, 31204,300- 
31204 309. 

0506280461 LER 05 057-00 on 850528,flre watch patrols restricted from performing 
rounds ol auxiliary bldg Caused by ALAR A concerns due to gaseous radiation release 
while venting vol control tank After survey.fire walchos resumed W/ 85061 7 Hr. 
CASSIDY.R, QUERIO,R.E, Commonwealth Edison Co. 85/00/17, 3pp, 31230.391- 
31230 363. 


V. Operator Examinations 

0508110175 Discusses current schedule for licensed operator exams & util understand 
tng ol requirements ol fOCFRSS 25, per Qenerlo Ltr 85-04 Conlirmallon of exam dates 
fisted on end requested 

FARRAR, D.L Commonwealth Edison Co 85/00/07 KEPPLER,J,Q Region 3, Office 
of OIreclor. 3pp, 30806.053-30806.055, 


DOCKET STN-SQ-45S BYRON STATION. UNIT 2 


A. Appllcatlon/eonstruelion atage documanta & corraapondence 

0504100106 Confirms actions for implementalfon of revised Tech Spec requirements for 
teatfng of reactor protection sys Instnjmentatlon. Procedure revised for review of devi- 
ation repis. 

TRAMM,T,R, Commonwealth Edison Co, 86/04/00 DENTOHHR, Office of Nuclear 
Reactor Regulation, Director. 2 pp, 29650.263-29858 264. 

0506050253 Ack receipt of 8504 1 0 sub mlltal of Topical Rept CE-1-A,Rev 34.Rei^ew will 
require more than 90 days to complete. 

SPESSARD.R.L. Region 3, Office of Director 85/05/23, REED.C. Commonwealth 
Edison Co. 2pp 30725'336-30725;339. 

0606040081 Requests confirmation that new Westlnghouse small break LOCA 
model,NOTRUMP,will be used in analysl3,per TMI Action Items ll,K.3.30 & 
II K,3 31.Plan$ & schedule for completing Items also requssled.Safety evaluation end. 
YOUNGBLOOD.B.J. Licensing Branch 1, 65/05/24, FARRAR,D,L, Commonwealth 
Edison Co, tlpp, 30719’264-30719;274 

8506050337 Clarifies Impletnenlatlon ol Initial lest program guldellrves contained in Reg 
Guide 1.68, Rev 2 Capability of neutron flux instrumentation to detect control rod mis- 
alignment at 60% power demonstrated Test not performed at 100% power. 
AINGER,K.A. Commonwealth Edison Co. 85/05/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 30718:223 30718 224. 


8S06140044 Responds to requests for addi Info ro Item t 1 of Generic Ltr 8320||em 
1 1 re post trip review Extension granted by Bournia for LaSalle County Station 
ALEXANOER.G. Commonwealth Edison Co 85/06/05 OENTON.HR Office of Nudle 
ar Reactor Regulation, Director 3pp 30894 11 5-30894’ 117, 

0SO614O317 Approves request that WCAP- 10853, ‘'Technical Bases lor Eliminatirn 
Large Primary Loop Pipe Rupture as Structural Design Basis for Byron Units 1 4 s I 
Braidwood Units 1 & 2 ," be withhold (ref 10CFfl2.790) 

YOUNGBLOOD.B J Licensing Branch 1 85/06/10 WIESEMANN.RA WeslmgtxwM 
Electric Corp 4pp 30907 004-30907 007. 

6606180505 Forwards environ assessment & finding ol no significant Impact re 850416 
request for exemption from requirements of fOCFR50 71(eH3) lo extend deadline fv 
submittal of imdaied FSAR 

YOUNQBLOOD,B J, Licensing Branch 1. 85/08/10 FARRAR, D.L. Commonwaihh 
Edison Co 3pp 30904 231-30984 237 

-BS06180514 Environ assessment & finding of no significant Impaci supporling axsmp- 
lion from requirement to submit updated FSAR within 24 months ol date ol is8.uan« 
ofOL 

NOVAK.TM Assistant Director for Licensing 85/05/07 4pp 30984 234-30984237 

0506170310 Responds to 850312 request for addI Info ro Generic Ltr 83-28 coiKemno 
Salem ATWS events WCAP 10271 & SuppI 1 address questions ro Hem 4 53 coo- 
cerning proposed Intervals for on line testing 

ALEXANOER.G L Commonwealth Edison Co. 06/06/12, DENTON.H R, Olficaof 
clear Reactor Regulation, Director 2pp 30956133 30956 134. 

8606240527 Responds to Generic Ltr 65 02 ro steam generator tube Integrity Pamary 
objecllve to optimize reliability of steam generator & assoclatod sys through p^ic 
evaluation ol steam generator conditions 

ALEXANDER, G.L. Commonwealth Edison Co 85/06/17 DENTON,HH Olficeol Nu- 
clear Reactor Regulation, Director 26pp 31066'207-31066.232. 

0506260113 Forwards tabular summary of key results from regional survey of plant sp»- 
cillc Info ro potenllal for uncontrolled radiation exposures In F^R cavities, per JQFw 
low 850315 roquest.No further generic action needed 

TAYLOR, J M Director's Office, Office of Inspection and Enforcement 85/06/18 
MURLE'i'.T.E. Region 1, Office of Director. 0pp. 31211 ’322-31211 330 

6508250388 Forwards romlllance ol foe for review of 840502 Tech Spec revs lor 
facllilles.ln response lo 850513 request 

AINGER,K.A Commonwealth Edison Co 05/03/19, DIGGS, R M License Fee Uan- 
agoment Branch Ip 3110O’357-3118O357, 

0508270086 Advises that Revs 33,34 & 35 to QA Topical Repi CE-1-A satis lyrequva- 
monls of App B to 10CFR50,Chango8 to Section 7 resolve quostior^s re proeuremcni 
acllvillos 

SPESSARD.R L, Region 3, Ofllce of Director 85/06/21 REED.C. CommonwcsWi 
Edison Co 2pp. 31235 287-31235,288, 


F. Security, medical, emergency & fire protection plans 

6506110337 Revised emergency plan Implomontlngproceduros, Including Rov 3 lo Pro- 
cedure BZP 100 1, ''Supervision of Emergencies, Exercises & Drills,'' Rev 31a Proce- 
dure BZP 100-T1, ''Slation Diroclor'' & Rev 6 lo BZP 600 A3, "Station Directory," 

* Commonwealth Edison Co 85/06/04. 32pp 30606:076-30806.106. 

6506140506 Responds lo NRC 8S041B Itr ro weaknesses noted In IE Insp RoptaSO- 
454/85 10 & 60 466/85 07 Corrective actions emergency proparodness Into package 
written for guidance ol Iransportallon methods used by station evacuees. 
FARRAR.D.L Commonweallh Edison Co, 66/08/04, KEPPLER,J Q Rogion 3, Office 
ol Director. 2pp 30900.089-30900 090. 

6506140480 Revised emergency plan Implementing procedures, Including Rev 6 to BZP 
310 4 ro assembly & evatualion ol personneI.Rev 3 to BZP 310'S ro acting suben 
director & Rev 1 to BZP 600-1 ro omorgancy oporallons facility remote alarm re- 
sponse. 

' Commonwealth Edison Co. 85/06/06, 36pp 30896’251-30898,287 

8508140263 Revised emergency plan Implemonling procedurea.includmg Rov 4 leBifP 
600-A2 re director phonellst & Rev 6 to BZP 600-A4 re telephone dtreotory. 

‘ Commonwealth Edison Co 66/06/10 66pp 30893 332-30894:026 

6506250316 Revised emergency plan Implementing procodurosjncfudlng onoraancy 
plan Implemenfing procedure index & Rov 2 to BZP-320-1 ro lira fighting (primary re- 
sponsibility- operations director), 

* Commonweallh Edison Co 66/06/10. Spp, 31 160:241-31 180,246. 

0SO62SO479 Advises that 850S16 Rev 14 to physical security plan consistent w/prevk 
slons of 10CFR50.54(p) & acceptable. 

AXELSON.WL, Region 3, Olllce ol Director. 85/08/19 FARRAR.DL CommonwMlft 
Edison Co, 2pp. 31198:204-31108.206 

6506270171 Safety Insp Repi 50 466/05-17 on 850516 061 7, No vfolation or dovtaSoh 
noted, Major areas inspected deficiency rapts, location ol manual Irfp circuit In wM 
state prolectlon sys & action on previous Insp findings. 

FOHNEY,W L Region 3, Office ol Direclor, 65/06/21, 7pp. 31 234‘331-31 234:33? 


Q. Inepeotlon reports, tE Bulletins 0 corraapondence 

0506070461 Responds to NRC 850130 Hr re violations noted in Insp Repta 60 454/84- 
79 & 60 466/84-63.Correcllv8 actions Surveillance laVS 6 2,1,3-1 compkitod on 
841212 & RHR pumps declared operable 

FARRAR, D L, Commonwealth Edison Co. 85/03/05. KEPPLER.J G. Region 3, Otes 
of OifOCtOf, 4pp 30768;224-30768,227. 

8506260132 Provides corrected Info to utit 841002 4 1211 responses ro deslait con- 
cerns expressed in Insp Repts 60-454/84-71, 60-466/64-49.6()-456/84-43 & 50-457/ 
04-39, Info corrects HVAC tension sys slenderness ratios & typos re piping load 
TRAMW.T.n, Commonwealth Edison Co, 85/04/22. KEPPLER,J Q. Region 3, Office el! 
Director. Spp. 31254;121-31264;126, 
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BEOS130I)27 SuDol 1 to IE Ifilo Notics 04"55| "Soal Table Leaks at PWRs Svc list ei^l 
Jordan, E L ^Swlsion of Emergency Preparedness & Pg?044*og5! 

e30103] 85/05/14 Consolidated Edison Co of New Yom, Inc 107pp. 31044 00 
31044:171, 

6505130038 SuppI 1 to IE Info Notice B5 020, ‘'Motor-Operated Valve Failures Duo to 

&30103K 05/05/14 Consolidated Edison Co of New York, Inc. 107pp Jiui-i 
31044 278 

8505200590 IE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 

Records at Licensees Facilities" Svc 11^ end cnnmoeirinQ Reseonse (Posi 

JORDAN.EL Division of Emergency Preparedness &EnainearinQ Response i.ro 
830103). 85/05/22 Consolidated Edison Co of New York, Inc i06pp 
30837 363 

&S05200600 IE Info Notice 85-040, " Deficiencies In Equipment Qualification Testing & 

JORDAN'TL''oW?slon d^Elmency Preparedness & Enolneenna Response {Post 
83^3) '85/05/22 Consolidated Edison to of New Yorl Inc foepp 30848 166 
3084 8.271. 

esoaosoioe Forwards Insp Rept 50 465/85-13 on 850416-0516 No noncompliance 

WARNICK.RF Region 3. Office of Director 85/05/23. REED,C, Commonwealth 
Edison Co 2pp 30725 300-30725 308 

6606?«0181 IE Info Notice 05-042, "Loose PhospOor In Panasonic 000 Series Badge 

rRD%”lf-OiScr.rl™™n.v 

830103} 85/05/29. Consolidated Edison Co ot rvew TorR, ihl. 

308S2 363. 

8S05280187 IE Info Notice 86-043, "Radiography Events at Power Reactors" Svc list 

JORDAN, EL Division of oTNevf Ym^fnli"^ 

830103) 85/05/30 Consolidated Edison Co. ot New TorK, inu. le 

30864 287 

8508070565 Forwards Enforcement Conference Repts 50-454/85-02 & 50 455/85-01 

KEPPLER jVtegron'''3!“oifice of Director. 85/06/03, REED.C. Commonwealth 
Edison Co 2pp 30766 264-30756,291, 

-8508070568 Notice of violation from insp on e50ip-0429 go756 268 

KEPPLER.J Q Region 3, Office of Director. 05/06/03 3pp 30756.266-30750 4 bu 

“^asSM^r^atifdTscuUed (Inum to rS 
STFfEETKF.®Region 3, Office ot Director 85/05/31. 23pp 30756.269-307 66’201 

8506140506 Responds to NRC 860418 ''f 

A Kn*4^S/fl5-07 CorfGCtlVS fiCtlOnS. OrnQrQQHCy propafSOnaao HMU y 

0l Director. 2pp 30897.227-30897:229. 

8506100626 Forwards Safety Insp Rapt 50 455/85-15 on 650516,17 & 20-22 No viola 

HARrSn,J-J. Region 3, Office of Director 85/06/05. REED.C. Commonwealth 
Edison Co. 2pp, 30794.201-30794:210. 

WARfi!fD®,*BASi0NKH.°'R5in 3. Office of Director 85/06/04 8pp. 
3O704-2O3-3O794‘21O 

830103) 85/06/06. Consolidated Edison Co ot New rorK, ino. k 
30865.046 

“ToS'slfriicecSmffi 

JOBDAN,E.L, Division of Etnorgency Preparedness & Engineering he spo^ 

830103) 85/06/10 Consolidated Edison Co. of New York, inc i«!app oiuh-.o 
31044 064 

Edison Co. 2pp. 3106V084-31061:100 

-8606240169 Documents Info '°faton8^Ltion°lleriia^^^^ 

enhance performance in area of condud of operations A«^ housekeeping. 

reclof. 6pp. 31 061 -096-31 061:1 00 
, «,.««« IE ln.0 Nolle. 00.05. 


tain Target Rock folenold-Operated Vag; Svc 11^^^ TEnalneermo Response (Post 
31280,304. 

6506140630 IE Info Notice 86-048. "Respirator Users Notice.Delectiva Sell-Conlalned 
31376-183. 


FoMw^Bl'^»Vo!'SS°a^raS«olT0M^ 3,234 331-01234 037 
S. Reportable occurrences, LERa 6 related correapondenc® 

HAiyiEpTaS"S°E"la%»Sfp THOMAS, 00 Oi.lslod 01 ucana- 

ing 4pp 30709 090 30709 093 

readouts Work in progress '? , keppLER J Q Region 3, Office 

.000240440 Final 

'q Region 3, Office of 

Directo?. 2pp '31024'27T3i0"24:2'72.'’ 

®Sd®2SurpSnfustTinVc?um?einlo"lS^ 

KW' C^mmonwoarEdls?^ I??' sl/oi/ 14? KEPPLER.J Q Region 3. Office of 
Director 3pp. 31031 201-31031 203. 

V. Operator Examinations 

•rifja’^israfisasiis^^^ 

farm'd™' cSmSiaallh Eaiaon Co 00/06/07. KEPPLER,ia Raalan 3, OIBa. 
of Director. 3pp 30808,053-30806 055. 

DOCKET STN-60-4S6 BRAIDWOOO STATION, UNIT 1 

A. Appllcatlon/construetlon stage documenta A correspondence 

0000240200 Foiwarda "Braldwood Consi Aaaoaamanl '"'W*'; 

ffincl app ai2O4.isa-0'2»'-2'2 

..0008240320 Rev 2 Id "OA plan.B.aldwood Oonal Aaaaa3n4.i4l Ptogran. (BOAP).” Ra- 
'H%“sEL,jI'E™ld".lion Ra.a.,dl4 Corp, 04/44/02. 53pp. 342O4i26O.342O4.042. 

SSSor^sfate 

31013,238-3101 3'246, 

-riroiW'oW'srrv^^^ 

•«fe.W^®nTa SSaWfe^ffi 
?idB?E,oS”j'"Ll5'nff oi/OO/iT. FARn*RiD-0 Co"™"*.-*'' 

E jZco 4PP 30707.324.3dV07.335. 

-8608030122 SER based on utH 831105 response to Generic Llf 83-28. Item 1.1 ra 

post-Uip review program description -jnTnT.npn 30707-336 

“ NRC - No Detailed Alllliatlon Givan, 85/06/17. Bpp, 3O707.328-3O7O7.dd!>. 

85O60602B3 Ack receipt ol 850410 submittal ol Topical Rept CE-1-A,Rev 34, Review will 

Director. 85/05/23. REED.C, Commonwealth 

"SWc^TrWp wlS grS“'ln ''’.tl".la*p.^™i‘'''ASn ’i;ll7K,0.0“| 

lififfllans 0 actadSla for ''Vb/o'b/S.’ o’l’ Si£"wSh 

YOUNQBLOOD.BrJ, Llcensirw Branch 1. 85/05/24. FARnAH, U.U V/ommonw 
Edison Co, 11pp. 3071 9- 264-3071 6:274. 
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8506060337 Cl anises implemenlalion ol inilia) lest pfo^ram guidelines comamed in Reg 
Guide 1 6B,Rev 2 Capability ol neutron flux instrumsnlation to detect control rod mis- 
alignment at 50% power demonstrated Test rot perlomied at t00% power 
AINGER.KA Com monweatth Edison Co 85/05/29 DENTON, HR Office ot Nuclear 
Reactor Regulation, Director 2pp 30718 223-30718 224 

8506140044 Responds to requests lor addi info re Item 1 t ol Generic Ltr 83-26,ltem 
1 1 re post-trip review Extension granted by Bournia for LaSalle County Station 
AIEXANDER.Q Commonweallb Edison Co 85/06/05 OENTON,HR Olfice ol Nucle- 
ar Reactor Regulation, Director 3pp 30B94 115 SOflM 1 17 

85061403 17 Approves request that WCAP-10563, “Tectincal Bases lor Eliminating 
Large Primary Loop Pipe Rupture as Structural Design Basis for Byron Units 1 & 2 & 
Braldwood Units 1 3 2," be wiltiheld (rel 10CFR2 790) 

VOUNGSLOOD.Q J Licensing Branch 1 85/0S/10 WtESEMANN,BA. Weslinghouso 
Electric Co/p. 4pp 30007 004-30907 007. 

8506160505 Forwards environ assessment & linding of no stgnificani Impact re 850416 
request lor exemption from requirements ol 10CFRSO 71(e)(3) to extend deadline for 
submittal ol updated FSAR 

yOUNGBLOOD.a J. Licensing Branch 1, 85/08/10 FARRAR.DL CommonweaEth 
Edison Co 3pp 30984 231-30984 237. 

-8508180514 Environ assessment & finding of no significant impact supporting exemp 
tlon from requirement to submit updated FSAR vrimln 24 months ol date ol issuance 
ofOL 

NOVAKJ M Assistant Direct or for Liconsing 86/05/07 4pp 30984 234-30984 237 

8506270423 Lists lacitilies current 8 revisod environ monitoring TLDs effective 
850B01 LaSalle Station TLDs will be in effect as ol Third Quarter 1985 TLDs not listed 
remain unchanged Map for revised numbers end 

GOLDEN.JC Commonwealth Edison Co 86/06/10 KEPPLER,JQ Regtoi 3, Office 
of Director. 6pp 31236 219-31236 224. 

8506140447 Forwards Safety Insp Repts 50 456/65 25 & SO 457/85-28 on 850506- 
31 No noncompliance noted Summary of 85041 1 meeting re const assessment pro 
gram 8 CE Norelius 850530 memo re Insp ol const program also end 
LITTLE,WS. Region 3, Office ol Director 85/06/11 REED,C CommonweAHh Edison 
Co. 2pp. 30899 252-30899 304 

••8668140531 Forwards meeting summary & viewgraphs from 650411 meeting w/ NRC 
re status ol const assessment program Const assessment program director monthly 
progress repl for Apr 1965 also enef 

WICfsI.AD Common wealth Edison Co 85/05/13 KEPPLER.JG Region 3, Olfice ol 
Director 44pp 30899 256-30809 301 

8506170310 Responds to 850312 request lor addI Into re Generic LIr 83-28 concerning 
Salem ATWS events.WCAP 10271 & SuppI 1 address questions re Item 453 con- 
cerning proposed Intervals for on line testing 

ALE)CANDER,Q L Commonwealth Edison Co 85/06/12 DENTON.H R Office ol Nu- 
dear Reactor Regulation, Director 2pp 30958 133 30956 134 

8506240527 Rosponds to Genoric Ltr 65 02 re steam generator tube Integrity. Primary 
objective to optimize reliability of steam generator 8 associated sys through periodic 
evaluation ol steam generator conditions 

ALEXANDER, QL Common wealth Edison Co 85/06/17 DENTON.H R Office of Nu- 
clear Reactor flegufation, Director 26pp 31066 207-31066 232 

8506180294 Notice oi eignillcant licensee mealing on 650625 In Qfen Ellyn, IL to discuss 
status ot Braldwood Const Assessment Program & Mali Traceability verilicalion Pro 
gram. 

* Region 3, Office of Director 85/06/16. Region 3. Office ol Director. Ip 3097S 25t 
30975.251, 

8SOB25038B Forwards remlllance of fee for rovlow ol 840502 Tech Spec revs for 
faclllties,in response to 850513 request 

AINGER.KA. Commonwealth Edison Co 85/06/19, DIGGS,RM License Fee Man 
agetn9r»l B/anch 1p 31180 357-31180 367, 

8506270066 Advises that Revs 33,34 8 35 to QA Topical Rept CE-I-A satisfy require- 
ments of App B to 10CFRS0 Changes to Section 7 resolve quesllons re procurement 
activities 

SPESSAHD.R L Region 3, Olfice of Director. 65/06/21 REED.C, Commonwealth 
Edison Co 2pp. 31 235-287-31 236*288 


C. Utility Environmental Report (ER>, amende 8 correspondence 

85062 1 0087 Forwards amend to environ repl • OL stage 
SMITH.DH. Commonwealth Edison Co. 85/06/10 DENTON.H R. OttJee of Nuclear 
Reactor Regulatlora, Director. Ip, 31056 185-31066 204. 

-8506210095 Forwards Amend 7 to environ rept - OL slage.conslsting ot voluntary revs 
to update 8 correct rapt Revs cover mall In Chapter 3 re station 8 CJiapter 6 re elflu 
ent & environ measurements & monitoring programs 

SMITH, DH, Commonwealih Edison Co 85/06/10, DENTON, H R. Office ol Nuefear 
Reactor Regulation, Director. 4pp. 31056:186-31 056; 169 

-8506210099 Amend 7 to environ rept - OL stage. 

•Commonwealih Edison Co. 85/06/30. lepp, 31056:190 31056’204 

8508140195 Forwards Amend 7 to environ rept - OL staga as relevant to Neiner Con 
tentlon 1 re environ etfects on future 765 KV transmission line, No sub] transmission 
line will be construe ted.Related correspondence 

THORNTON, P, Isham, Lincoln & Beale THORNTON.P, Commonwealth Edison Co 
#265 421, 85/06/11. BRENNER.L, COLE, R.F„ CALLIHAN.AD Atomic Safety and LI 
censing Board Panel, 18pp. 30894 343 30694*356. 


E. NRC Safety Evaluation Report (SER), suppis 8 correspondence 

8506140187 Informs ol status ol training program for TO Keilh,facitity radiation p/olec- 
lion manager, in further response to draft SER (NUREQ-1002) unresolved confirmatory 
issues, Part A, Hem 8. All training completed except attendance at refueling. 

SMITH,D.K. Commonwealth Edison Co, 66/05/07. DENTON,H.R Olfice of Nuclear 
Reactor Regulation, Direclor. 2pp. 3O803.2O0-3O803*2O7 


F. Security, medical, emergency & fire protection plans 

8508259476 Revised emergency plan implementing procedures, Including Rev 0 to 
BWZP 100-1 ro station director.Rev 0 to BWZP 100 3 re technical direclor & BWZP 
too 4 re mainl director 

DILLON, R Commonwealth Edison Co 84/11/30 120pp 31199 076 31199.195 

8506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre 
paredness for OL reviews Delays in schedule for Limerlctc 8 Shoreham for lull power 
operation remain due to offsite emergency preparedness issues 
DIBCKS.W J Office of the Executive Director for Operations 85/05/28 PALLAOJNO 
Commissioners tlpp 30705 007-30705 017 

B5D618016B Motion lor summary disposition of B Nolner Farms, Inc Contention 1 £.81. 
Rorem Subcontonlion 1(c) No genuine issues of mail fad exist 8 ulil entitled to favor- 
able decision Certificate ol Sve end 

THORNTON.P Commonwealih Edison Co COPELAND.VG Isham, Lincoln & Baala 
#265 457 85/06/13 Atomic Safety and Licensing Board Panel 25pp 30974 235 
30975 158 

-8506160222 Affidavit of JC Golden ro Rorem Subcontention 1(c^tfirming that ads. 
quale plan for emergency medical treatment & transportation exists Corraspondonco 
w/Radialion Mgt Corp.Sl Joseph Medical Ctr & Northwestern Memorial Hosp end 
GOLDEN.JC Commonwealih Edison Co 85/06/13 17pp 30975 024 30975040 

8506200207 Forwards sections ol Rev 4 to ‘'Generation Station Emergency Plan 
(GSEP)" 8 Rev 0 to Braldwood Station GSEP annex referenced In aftidevit of JC 
Golden included w/util motion for summary disposition on pleadings.dtd 850611 
COPELAND.VG. Isham, Lincoln & Beale COPELAND.VG Commonwealih Edison 
Co #205 502 85/06/17. BRENNER, L, CALLIHAN.AD. COLE.R F Atomic Salety 
and Licensing Board Panel 11pp 31007 135 31007 145 


G. Adjudicatory correspondence 

8S060303S9 Fonvards exhibits to Intervonor motion to file amended OA contention 
GOMEZ.B Business 8 Professional People for the Public Interest #285 207 05/05/ 
29. Docketing 8 Services Branch 519pp 30672 013 30673,171 

8506030039 Forwards AH Getty affidavit constituting applicant rept re presently known 
8 potential future plans for Inslelling 765 KV transmission line.por ASLB 850417 
oraer Neiner Contention 1 citod Sve list end Related correspondence 
THORNTON.P Isham, Lincoln & Boalo THORNTON.P Commonwealth Edison Co 
#285 240 85/05/30 BRENNER, L , COLE.R F . CALLIHAN.A.D. Atomic Safely and II 
censing Board Panel. 3pp 30607* 161 -30667 166 

-8506030647 Aliidavit of AH Getty re util future plans lor Installing 785 kV Iransmlsslon 
line extending from facility to Wilton Ctr Transmission Substation Util has no proseni 
plans to construct Related correspondence, 

GEm,AH Commonwealth Edison Co 05/05/20 6pp 30a87'164-306a7*16B 

8506030641 Rept re present status ol discovery revs to admitlod contentions & sellle 
monl discussions per ASLB 850417 order. Discovery completed on Contention 4 
(Joliet Arsenal) Cerllticate of Sve end Related correspondence 
GALLO, J, Commonwealth Edison Co GALLO, J Gallo, J #285 244 85/06/31 6pp 
30687*176 30687 180 

6506069222 Informs that SuppI 1 to Nov 1983 SER will be issued In Aug 1905 In re 
sponsB to request In 6504i7 special prehearing conference or dor FEMA wiD isstio 
order 6 to 8 wks alter Issuance of emergency plan Related correspondence 
CHAN, El. Hearing Branch 2 #285 276 66/05/31 BRENNER, L, CALLIHAN,AO, 
COLE,fl F Atomic Safety and Licensing Board Pane), Ip 30730; 120-00730 120 

8506110405 Response opposing BL Rorem 050524 motion to admit amended OA 
contention No recommendallons lor further discovery & other prehearing procoduin 
made SA Treby notice of appearance & Certificate ol Svo end 
CHAN, El. Hearing Branch 2 #205 381 85/06/07 Atomic Safety and Liconsma 
Board Panol, 18pp 30817*145 30017 162 

8506110522 Response opposing BL Rorem 050624 motion to admit amended CA 
conlentlon-Contenlion falls to compart, w/basis & spoclllcity, requirements 8 stds lot 
fate filed contentions 

GALLO,J , THORNTON.P , LAUER.R J Commonwealih Edison Co #206 363 85/06/ 
07. Atomic Safety and Licensing Board Panel. 46pp 30015 125-30616 170. 

-8506110528 Affidavit of MJ Wallace re QA contention Scheduling of pronrams would 
be altered by necessity to support currently proposed hearings scheduloCertllicalool 
Sve end 

WALUCE.M J. Commonwealih Edison Co, 66/06/07. Opp 30816'171-30016 170, 

8596140381 Forwards 850524 deposition of Kepplor & Warnick.continuing 050520 
depo5ltion.W/o deposllion Related correspondence 

GALLO, J. Isham, Lincoln & Beale. GALLO, J, Commonwealth Edison Co #285 394 
85/06/10 BRENNER, L., COLE.R F., CALLIHAN.A D Atomic Safety and UcensirJa 
Board Panel ip 30893,21 6-3O0O3*2 16 

8506140195 Forwards Amend 7 to environ rept - OL stage as relovant to Neiner Con 
tentlon 1 re environ effects on future 765 kV transmission Ilno.No sub| transrdssiaa 
line will be conslrucled.Related correspondence. 

THORNTON, P. Isham, Lincoln & Beale THORNTON, P. Commonwealth Edisoit Ce 
#285 421 85/08/11, B RENNER, L , COLE.R.F,, CALLIHAN.A.D, Atomic Safety and II 
censing Board Panel 18pp 30894'343.30894.35B. 

0598180189 Motion lor summary disposition ol B Nolner Farms, Ino Conlontton. I 4 BL 
Rorem SubcontenlCon 1(c) No genuine Issues of matl (act exist & util entitled to favor- 
able decision Certificate of Sve end 

THOflNTON.P., COPELAND.VG. Commonwealth Edison Co. THORNTON.P Isham. 
Lincoln & Beale. #285 457. 86/06/13. Atomic Safely and Licensing Board Panef 
26pp 30974:235 30976*158, “ 

-6606180180 Allldavlt ol AH Getty re Neiner Contention 1 concerning transmission 
line8.Tran8ml88lon consists of six 345 kV tines, No plans tor 766 kV line on right of- 
way tor 25 yrs. 

GETTY.A H, Commonwealth Edison Co, 86/06/12, 7pp, 30974;260-30974 286 
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~t5O3ia0191 AHWavit of DH Smllh re Neiner Conkenlion 1 UHl environ rept submlMed 
vffisn appflcalion for CP included plans for 785 kV transmission line No current 
plans to install subj line Ref to same omitted from environ rept 
SMiTH.0 a Commonwealth Edison Co 65/06/13 3pp 3Q974 267«a0974 269 

-8506160203 Transcript of ED Pentecost 650516 deposition in Bethosda.MD re Netner 
Conienlion 1 .specifically environ Impact of 765 kV transmission tines Summary of 
Roignt Contention t(c) & related info end 

PENTECOST.E.D Commonwealth Edison Co 85/05/16. 113pp 30974 270- 

30976023 


8506280132 Provides corrected int( 
cerna expressed in Insp Repts 50 
84-39 Info corrects HVAC tension 
TRAMM.TR Commonwealth Edisi 
Director 6pp 31254 121-31254125 

8505130027 SuppI t to IE Inlo Notice 84-55, “Seal TaWo Leaks at PWRs " Svc list end 
JORDAN, EL. Division ol Emergency Preparedrress & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co, of New York. Inc 107pp 31044 065- 
31044 171 


3 to util 841002 & 1211 responses re design con- 
454/84-71, 50-455/84 49.50 456/84-43 & 50 457/ 
sys slenderness ratios & ra piping load 




-6506180222 Aflidavil ol JC Golden re Rorem Subcontention 1(c),alflrmlng that ado 
quote plan (or emergency medical treatment & transportation exists Correspondence 
w/Radlalion Mot Corp.St Joseph Medical Ctr & Northwestern Memorial Hosp end 
GOLDEN.JC Commonweallh Edison Co 85/06/13 17pp 30975 024-30975040 

-8506 180233 Affidavit of RE Llnnomann re Rorem Contention 1(c),af firming that util 
emergency medical plans & procedures adequate for any conceivable radiation 
Inlunes Prof qualifications end 

LINNEMANN.R E Commonwealth Edison Co LINNEMANN.R E Radiation Manage- 
menlCorp 85/06/11 aspp. 30975 041-30975 063 

-650S180242 Affidavit of G Klopp re Rorem Subcontention 1(c), supporting adequacy ot 
emergency medical treatment plana & procedures Only two or throe plant personnel 
fikefy to be exposed to radiation dose greater than 100 rems in worst-casa scenario 
KLOPP.G Commonweallh Edison Co 86/06/13. 6pp 30975 064-30975 069 

-8506180254 Transcript of 8L Rorem 850521 deposition in Washington, DC ra Rorem 
Subcontention 1(c) on adequacy of ulil plans & procedures for emergency medical 
trealment & transportation 

ROHEM.BL Commonwealth Edison Co ROREM.BL Rorem. B. 05/05/21 8Bpp 
30975 070 30875-15B 


660620021 S Forwards mail re calculation ot probability ot rail car explosion in responso 
to request in CM Ferrell 850517 deposition Work papers of J Read only Inlo available. 
Related correspondence . . „ . 

CHAN.E I. Hearing Branch 2 #285 498 85/06/14 GALLO.J Isham. Lincoln a Beale. 
23pp. 31008 260-31008 282 


8506206207 Forwards sections of Rev 4 to "Generation Station Emergency Plan 
«3SEP}" a Rev 0 to Braldwood Station GSEP annex referenced in aflldavlt of JC 
Golden included w/ulll motion for summary disposition on pl0adlng8.dtd 85061 1 , 
COPELAND.V6 Isham, Lincoln a Beale. COPELAND, VG. Commonwealth Edisorr 
Co #285 502 85/00/17 BRENNER.L . CALLIHAN.AD. COLE.R F. Atomic Safely 
and Licensing Board Panel, ttpp 31007.135-31007-145 

8506210328 Foiwards 730223 application for CPs a OLs tor Byron a Braidwopd 
plants, Braldwood errviron rept a FSAR lor Byron a Braldwood planls.W/o 
end Related correspondence .. _ . 

COPELANO.V G. Isham. Lincoln a Beale COPELAND.V Q Commonwealth Edison 
Co #285 516 85/06/18 BRENNER.L . COLE.R F . CALLIHAN.A.D Atomic Safely 
and Licensing Board Panel 2pp. 31033 049 31033.050. 


8506240727 Forwards NUREG-0654, "Criteria for Preparation a Evaluation of Radiologi- 
cal Erpergervcy Response Plans a Preparedness In Support ol Nuclear Power Plants." 
per tefcon ra emergency planning contenflon.Rolated correspondence. 

CHAN.E.I Hearing Branch 2 #285 648 85/08/18. ROREM.B.L Rorem. 8 Ip 
31161.-350 31161 350 


8505130038 SuppI 1 to IE Inio Notice 85 020. ‘'Motor-Operated Valve Failures Due to 
Hammering Effect ’’ Svc list end. . 

JOHDAN.EL Division ol Emergency Preparedness a Engineering Responso (Posi 
830103) 65/05/14. Consolidated Edison Co. Of New YoiK. ino t07pp 31044 172- 
31044 278 


6605200590 IE Info Notice 85-039, "Audilabllily ol Electrical Equipment Oualltlcallon 
Records at Licensees Facilities " Svc list and 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22. Consolidated Edison Co. of New York. Inc 106pp 30837.258- 
30837-363 


8505200600 IE Inlo Notice 85-040. "Deficiencies in Equipment Qualification Testing a 
Certilication Process ” Svc list and 
JORDAN.E L Division ol Emergency Preparedness a 
830103) 85/05/22 Consolidated Edison Co, of New 
30846 271 


Engineering Response (Post 
York, Ino 106pp 30848-166- 


8505260161 IE Inlo Notice 85-042. "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements." Svc list end , 

JORDAN.E.L. Division ot Emergency Preparedness a EnplneerinQ Response (Post 
830103) 85/05/29 Consolidatod Edison Co. ol New York, Inc I20pp, 30852 246- 
30852 383. 


8505280187 IE Info Notice 85 043, "Radiography Events at Power Reactors" Svc list 

JORDAN.E L Division of Emergency Preparedness a Englooering Response (Post 
830103) 85/05/30 Consolidated Edison Co, of Naw York, Inc f20pp 30864 167- 
30884 287. 


8506040497 Forwards Insp Rept 50 456/85 1 6 orr 830329-0510 No noncompdance 

HARRISON, J.J. Region 3. Office of Director. 05/05/31 REED.C. Commonwealth 
Edison Co 2pp 308B8 22 1-30698-229 



8506070631 Fonwards Safety Insp Repts 60-456/85 17 a 60 457/85 18 on 850401- 
0503.No noncompliance noted _ „ „ ... 

LITTLE.W.S. Region 3. Office of Director. 86/06/03 REED.C Commonweallh Edison 
Co. 2pp 30753-t00-30763-168 


6506210260 Notice ot opportunity for limited appearance statements by members of 
pubfte at 360723 proceeding Irj JoMel.lL Served on 850028 . „ 

BRENNER.L Atomic Safev and Licensing Board Panel. 285 610 65/06/20 3pp. 
31024-168'31824.189 


-8506070536 Sateiy Insp Repts 80 456/85-17 & 60-467/85-18 on 850401- 0503.No 
noncompllance or deviation noted Major areas Inspected actions on previous Insp 
findings, preopof alio nal test reviews a praoporatlonai lost results evaluation 
LITTLE.W.S Region 3, Olflca of Diroclor. 85/05/31, 6pp 30753-102-30763-186 


8508210312 Notice of 850723 prehearing conference in Jollei,lL.Sofved on 8S0820 
BRENNER.L Atomic Safety and Licensing Board Panel #285 609 85/06/20. 3pp 
31035.166-31035-167. 

8506210491 Motion to compel discovery re BL Rorem 850521 deposition on emergency 
planning lor plants Cortllicate ol Svc end. Related correspondence. 

COPELAND.V G Commonwealth Edison Co. #285 636. 85/06/20. Atomic Safety and 
Licensing Board Panel 6pp. 31054:168-31054.173. 

B50B24D7S8 Memorandum a order admitting Interveners Porern.et at 850607 QA 
contention ASLB prepared to adhere to schedule commencing hearing on or about 
S51D01 lor QA issues that applicant a NRC prepared for.Sorveo on B5C624. 
BRENNER.L. Atomic Safety and Lioonslng Board Panel. #285 653 85/06/21. Office 
ol tha Executive Legal Director. 2epp 31161:324-31161-349 

8506240764 Order reconsidering admission ol Neiner Farms Contonllon 4 (railroad 
©xpfoslonj. Parties ordered (o report to ASL8 by 850712 re possioifity ot setllement a 
whether wording of conienlion should be modillod.Sorved on 850624. 

BRENNER.L Atomic Safety and Licensing Board Panel. #285 554. 85/06/21. Office 
of the Execufiwe Legal Director. 2pp. 31iei;35B-3i1Sl’359 

8506270477 Forwards Amend 7 to plant environ rept, per obligations under Mc<3uiro de- 
cision for toclusion In complete environ rept provided to ASLB on 850618, Related cor- 

COPELAND.V.Q Isham, Lincoln a Beale COPEUND.V.Q. Commonweatlh Edison 
Co. #285 680 66/06/24. BRENNER.L, COLE,R.F„ CALLIHAN.A.D. Atomic Safety 
and Licensing Board Panel ip. 31236:274-31235:274. 


Q. Inapactlon report*, IE Bulletins & correapondence 

0503260293 Resporjds to NRC Itr re violations noted in Insp Repts 50'456/64-08 a 60- 
457/84-08.CorrGQtlvo actlons detalted review of 21 unclearly documented items a cor- 
recUvo actions will be completed by 850222. a 

FARRAR.D.L. Commonwealth Edison Co. 84/12/13. KEPPLER.JG. Region 3, Office 
0( Director. 2pp, 29503:132-29603:133. 

8506140507 Responds to NRC 841120 Hr re violations noted in Insp Repts 50-456/84- 
21 & 60 457/64-20 Corrective acfions'lndependent testing lab directed to perform first 

line weld Insp only In unpalnled condition ^ 

FARRAB.D.L, Commonwaalfh Edison Co. 86/01/31. KEPPLERJ.G. Region 3, Office 
ol Director. 12pp. 30697:266-30897:267. 


0606060677 IE Into Notice 85-045, "Potential SolsmIo Interaclion involying Movable In- 

Coro Flux Mapping Sys Used In Wostlnghou so Designed Plarjts. Svcl^stoncl. _ 

JORDAN.EL. DivTelon of Emergency Preparedness a Englnoerin 
830103). 85/06/06. Corrsolldalod Edison Co. of New York. Inc 
3086&.048. 


? Responso irosi 
22pp 30865 001- 


1506190400 Ack receipt ol 950603 Itr inlorming NRC ol stops taken to cerroci violations 
riioled in 850404 Itr.Revlew of response concludes Ibal noncompllance existed be- 
cause procedures Inappropriate to circumstances 

UTTlCw.S. Raglort 3, Ofiloe ol Director. 85/06/06 REED.C. Commonwealth Edison 
Co. 1p. 30998 277'30999;277 

S606060707 IE Info Notice 86 046. "ClarlllcaHon ol Several Aspects ol Removable Ra 
dloactive Surface Contamination Limits lor Transport Packages ' Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 85/06/10 Consotldaled Edison Co. o( New York. Inc. 124pp. 31043.301- 
rnnAA-n/ta. 


1508140447 Forwards Safety Insp Repts 50-466/85-26 a 60-467/85-26 on 850506- 
31 No noncompllance noted Summary of 85041 1 meeting re const aaseasmer^l pro- 
aram a CE Norelios 660530 memo re insp of const program also end 
LITTLE.W.S. Region 3, Office of Director 85/08/11. REED.C Commonwaallh Edison 
Co. 2pp. 30899.252-30890 304 

-8606140525 Insp Repts 60-456/86-26 a 60-457/85-26 on 850506-31. No npncompH- 
ance or deviation noted Major areas inspected const sample rolnsp & revorlticallon of 
procedures to spec requirement aolivltlas. 

IITTICVUC Af nlrorlnr ns/na/ifl ann 30809-254-30899 




—8608140531 Forwards mealing summary & viewgraphs from 050411 meeting w/ NRC 
re status of const assessment proqram.Con9t assessment program director monthly 
progress rept for Apr 1985 also enef. . « „ , « . 

MIOSl,A D. Commonwealth Edison Co. 85/05/13. KEPPLBR,J,G. Region 3. Olfice ot 
Director. 44pp, 308S9.258-3089fl.301. 


—8506140635 Submits progress rept ol ongoing Insp of facility const assessment pro- 
gram lor B50506-17.Monlhly Insp repts to Inform NRC of program activities will be 

™8ued, ... n , A 

NOREUUS.C,E Region 3, Office ol Director. 85/05/30 KEPPLER.J.G. Region 3, 
Office of Director. 3pp SOB99i302-30Bfl9.304. 
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85061 40 240 IE Info Notice 85-047, "Potential Effect of Line Induced Operation on Car- 
tain Target Rock Solenoid-Operated Valves ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85706/18 Consolidated Edison Co o1 New York, Inc. t34pp. 31268157- 
31268 304 

8506140638 IE Info Notice 85 048, ‘’Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Svc list end ^ , 

J0R0AN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Consolidated Edison Co of Now York, Inc 123pp 3(376 064- 
31376 (B3 


R. Periodic operating reports & related correspondence 


8506240270 Forwards "Braldwood Const Assessment Program (BCAP) Independent 
Expert Overview Group (lEOG) First Interim RepI Mar-Sepl 1884 ” Program technically 

HANSEUJ L Evafuation Research Corp 84/10/16 WAIMAN.T J Commonwealth 
Edison Co. 3pp 31158 149-31158,203 


-8606240282 "Braldwood Const Assessment Program (BCAP) Independent Expert 
(Overview Group (lEOG) First Inlorim RepkMer-Sept 1984 ’ 

HANS EL, J L Evaluation Research Corp. 84/10/12 90pp. 31158 152-31158241. 


-8506240288 QA plan for const assessment program 
HANSEL.JL Evaluation Research Corp 84/08/10 52pp. 31158 242-31158283, 

8506240208 Forwards "Braldwood Const Assessment Program (BCAP) Independent 
Expert Overview Group (lEOG) Second Interim Rept.Oct Dec 1984 ’’ 

HANS EL. J L Evaluation Research Corp 05/02/19, MAIMAN.T J Commonwealth 
Edison Co. 2pp 31201 153-31201-312 

-8508240308 "Braldwood Const Assessment Program (BCAP) Independent Expert 
(Dverview Group (lEOG) Second Interim flepl.Oct Dec 1984." 

HANSEL,JL Evaluation Research Corp 85/02/15 105pp 31201:155 31201 259, 

-8608240320 Rev 2 to "OA Plan, Braid wood Const Assessment Program (BCAP) " Re 

lated documents end 

HANSEL, J.L Evaluation Research Corp 84/11/02 53pp 31201 260 31201 312 

8696080538 Forwards monthly rept (or Apr 1985 re status of ofisite omorgeiicy pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham (or lull power 
operation remain due to ofIsite emergency preparedness issues 
DIRCKS.WJ Office o( the Executive Director (or Operations 85/05/28, PALLADINO 
Commissioners 1 1 pp. 30785 007-30785'0 1 7 


S. Reportable occurrences, LERa & related correspondence 

8608040431 Part 21 rept re reslstanco temp detector (RTD) calibr anomalies In RTDs 
mig by RdF Co, Safety margin assessments being periormed for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE.E P. Westinghouse Electric Corp 85/05/06. THOMAS, CO Division o( Licens- 
ing. 4pp. 30709 090 30709.093. 

8508040436 Final Deficiency RepI 84-13 re electrical bull splices not Installed per man 
ufaclurer recommendations Field fnsps rescheduled to start In late May 1985 w/com 
piellon anticipated by Nov 1965 

MIOSLA.D, Commonwealth Edison Co 85/06/10 KEPPLGR,JQ. Region 3, Office of 
Director. 2pp 30709,112-30709 113 

8506030031 Final Deficiency Rept 82-10 re structural sled Installation insp 
records Inaccessible field connections w/lnadequato records will be repaired, upgraded 
& Inspected Completion of corrective actions expected by B5031S 
MIOSI,A.D Commonwealth Edison Co. 86/05/15 KEPPLEfl,J.G. Region 3, Office o( 
Director 2pp 30666.125-30686.126 

8608240291 Final Deficiency Rept 64-12 re removal of nameplales from ASME large 
bore spool pieces Initially reported on 840824, Pieces will be 
Identified, examined, repaired & new nameplales attached Completion anticipated in 
Sept 1965 

MIOS1.A.D, Commonwealth Edison Co, 85/06/10 KEPPLEfl,J,G. Region 3, Office o( 
Director. 2pp. 31203092-31203:093 

8506260477 Final Deficiency Ropl 84-01 re LK Comstock document review 
program Administrative hold on deficient Insp records & other documents lilted No sig 
(I meant dlscrepanolee needing extensive rework fdantilied (Domplellon expected by 
860331. 

MtOSI,A,0 Commonwealth Edison Co, 65/08/13, KEPPLER,JQ Region 3, Office of 
Director. 2pp. 31232 025-31232026. 

6506210149 Final Deficiency Repis 85-02 for Byron Unit 2 & 85-04 for Braldwood re 
selsmiQ qualification on containment floor drain valves mfg by Xomox (Dorp.lnitlally re- 

S ' i on 850516. Brackets added to valves to Increase rigidity. 

I, A D. Commonwealth Edison Co. 85/06/14, KEPPLER.J.G. Region 3, Ollice ol 
Director 2pp. 31024:271-31024-272 

8506210314 Final deficiency rept re evaluellon for polenifal environ elteols on safety- 
related equipment using Inaccurate Info. Initially reported on 6605 16 Temp monitoring 
sys will be Installed to automallcally Isolate Mgh energy line sys. 

MIOSI,A D Commonwealth Edison Co. 85/06/14, KEPPLGR.J,G, Region 3, Ollice cl 
Director. 3pp, 31031,201 -31 031 '203, 


T. Hearing transcripts on non-antltruat mailers 


8506160169 Motion lor summary disposition ol B Nelner Farms.inc Conte nllon 1 & BL 
Rorem Subcontonllon 1(c).No genuine Issues ol matl fact exist & ulll entitled to favor- 
able decision Certificate of Svc end. 

THORNTON, P., COPELAND, V.G. Commonwealth Edison Co, THORNTON,P. Isham, 
Lincoln & Beafa, #265 457, 85/06/13 Atomic Safety end Licensing Board Panel, 
26pp. S0974-235-30976-168, 


-8506160203 Transcript ol EO PentecosI 850516 deposition In Belhesda.MD re Nelner 
Conlentlon 1 .specJllcally environ impact ol 765 kV transmission lines .Summary ol 
Rorem GontanUon 1(o} & related Infe end. 

PENTECOST.E.D. Commonwealth Edison Co, 85/05/16. 113pp 30974'270- 
30975 023. 


-86081B02S4 Transcript ol BL Rorem 850521 deposition In Washlnglon,DC re Rorem 
Subcontention 1(c) on adequacy ol uli! plans & procedures for emergency nwdKai 
treatment & transportation 

ROREM.BL Commonwealth Edison Co ROREM.BL Rorem, B 85/05/21, &8fip 
30975070 30975 158 


V. Operator Examinations 

B50611017S Discusses current schedule lor licensed operator oxams & util undeistand 
Ing ol requirements of 10CFR55 25,pef Generic Ltr 85 04 Confirmation of exam dales 
listed on end requested 

FARRAR.DL Commonwealth Edison Co 85/06/07. KEPPLER.J G Region 3, Olfice 
ol Director. 3pp 30806.053 30806055 


DOCKET STN-SO-467 BRAIDWOOD STATION, UNIT 2 


A. Applies lion/conslruction stage documents & correspondence 

8506240270 Forwards “Braldwood Const Assessment Program (BCAP) Independcrst 
Expert (Overview Group (lEOG) First Interim Rept Mar Sept 1984 " Program technic^ 
sound, 

HANSEL, J.L Evaluation Research Corp 84/10/16. MAIMAN,T J Commonweallf! 
Edison Co 3pp 31156140 31150 293 

-850624028B OA plan (or const assessment program. 

HANSEUJ L, Evaluation Research Corp 84/03/10. 62pp 31156.242-31150,293 

8506240298 Fonvards "Braldwood Const Assessment Program (BCAP) Indepondsnt 
Export Overview Group (lEOG) Second Interim RepLOol-Doc 1 984 " 

HANSEL,J.L Evaluation Research Corp 85/02/19 MAIMAN,TJ. Commoiwealth 
Edison Co 2pp. 31201.153 31201-312 

-8S0S240320 Rev 2 to "QA Plan, Braldwood Const Assessment Progrem (eCAP)"R8. 
lated documents end 

HANSEUJ L Evaluation Research Corp. 84/11/02 53pp 31201-260.31201312 

8606030118 Fonvards SER on util 631105 response to Generic Lir 03 26, Item 1 1 rs 
post-trip review Response does not meet guidelines (or listed areas AddI info roquesl 
ed Within 30 days ol Ur receipt SALP Input also end. 

YOUNGBLOOD,B,J, Licensing Brandi 1. 85/05/17, FARRAR.D.L. Commonwealth 
Edison Co 4pp 30707-324-30707,335 

-BS06030122 SER based on util 031105 rosponao to Generic Ltr 63-28, Horn 1 1 rs 
post trip review program description & procedure. 

' NRC - No Detailed AKiliation Given 05/05/17, Opp, 30707 328 30707,336 

8508050263 Ack receipt ol 850410 submiltal ol Topical Ropl CE-1 A,Rov 34, Review sH 
require more titan 60 days to complete 

SI%SSARD,R,U Region 3, Ollice ol Director, 85/05/23. REED.C Commonwalth 
Edison Co 2pp 30725-330-30725 339, 

6S060400B1 Requests confirmation that new Westinghouse email break LOCA 
model,NOTRUMP,will be used in analysls.por TMI Action Homs II K 3 39 S 
II, ((,3.31 .Plans & schedule for completing items also requested Sofoty evaluation ond 
YOUNQBLOOD,B J. Licensing Branch 1. 65/05/24. FARRAR, O.U CommonwMlth 
Edison Co, 11pp. 3071 9.264-307 10.274, 

6506050337 Clarifies Imp le menial Ion of Initial test program guidelines contained In (teg 
Guide 1 .66, Rev 2 Capability ol neutron Ilux Instrumentation to detect contiel rod mu- 
alignment at 50% power demonstrBted.Test not performed at 100% power 
AINGER,KA. Commonweallh Edison Co. 85/05/29, DENTON,H R. Office ol Nutfear 
Reactor Regulation, Director. 2pp. 30718.223-30718-224 

8506140044 Responds to requests (or addi Info re Item 1.1 ol Generic Ltr 83 28, Item 
1,1 re posl-Idp review.Extenslon granted by Bournia for LaSalle County Stotlon 
ALEXANDERIQ, Commonwealth Edison Co, 05/08/05. DENTON,H R Oliteo ol Nucta- 
ar Reactor Regulation, Director. 3pp, 30894-116 30894.117. 

8506140317 Approves request that WCAP-10563, "Technical Bases (or Ellminabto 
Large Primary Loop Pipe Rupture as Structural Design Basis for Byron Units I &2i 
Braldwood Units 1 & 2," be withheld (rel 10CFR2,700). 

YOUNGBLOOD,B,J. Licensing Branch 1. 06/06/10. WIESEMANN.R A Weatlrwhouse 
Electric Corp, 4pp, 30907:004-30907.007. 

8506270423 Lists (acllllles current & revised environ monitoring TLDs otfsclrre 
aSOBOI. LaSalle Stallon TLDs will be in ellect as ol Third Quarter 1985 TLDs not M 
remain unchanged Map (or revised numbers end. 

GOLOEN.J,C Commonwealth Edison Co. 85/06/10. KEPPLEfl,J,Q Roglon 3,OlfH:o 
ol Director 6pp. 31236:216-3123e;224. 

8506140447 Forwards Safety Insp Repts 60-466/85 25 & 50-457/8S-26 on 850508- 
31, No noncompliance noted.Summary of 850411 meeting ro const assessmoni pro 
gram & CE Norellus 650530 memo re Insp of const program also end, 

LITTLE, W.S. Region 3, Ollice of Director, 85/00/11. REED.C Commonwealth Edson 
Co, 2pp. 30899:252-30699.304. 

-8506140531 Forwards meeting summary & viewgraphs from B50411 meeling w/HfiC 
re status of const assessment program.Con8t assessment program director moetidy 
progress rept lor Apr 1905 also enci 

MIOSI,AD, Commonwealth Edison Co. 85/06/13, KEPPLER,J.Q, Roglon 3, Olfics of 
Director. 44pp, 30699:256-30899-301. 

8506170310 Responds to 650312 request lor addi info re Generic Ur 83-28 concsrnlr^ 
Salem ATWS events, WOAP 10271 4 SuppI 1 address quosllons re Item 4 63 con- 
cerning proposed intervals for on-line testing, 

ALEXANDEfl.Q.U Commonwealth Edison Co, 85/06/12, DENTON.H,R. Olfice d Nu- 
clear Reactor Regulation, Oireotor. 2pp. 30956:1 33-30956, 134. 

6506240527 Responds to Generlo Ltr 86-02 re steam generator lube integnty Primary 
objecUve to optimize reliability ol steam generator 4 associated ays through pwiodc 
evaluation of steam generator conditions, 

ALEXANDER.Q.L, Commonwealth Edison Co. 86/06/17, DENTON.H R. Olfice d Nu- 
clear Reactor Regulation, CHrector. 26pp, 31068:207-31066 232 
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65061 &0Z&4 Notice of significant licensee meeting on 850625 in Glen Ellyn,1Lto discuss 
Status of BraidMood const Assessment Program & Matl Traceability Verification f>ro- 

^ Region 3, Office of Director 85/06/18 Region 3. Office of Director ip 30975 251. 


6506250368 Fonwards remittance of lee for review of 840502 Tech Spec revs for 
facilities, in response to 850513 request 

AtNQER.KA Commonwealth Edison Co 85/06/t9 DIGQS.R M License Fee Man- 
agement Branch tp 31 too 357-3 1180 357 

•506270066 Advises that Revs 33,34 & 3S to QA Topical Repi CE-t-A salisly require- 
ments o1 App B to 10CFR50 Changes to Section 7 resolve questions re procurement 
activities 

BPESSARO.RL Region 3. OHIce ol Director. 85/06/21. REED.C Commonwealth 
HdrsonCo 2pp 31235 287-31235.288 


C. Utility Envlrenmentat Report (ER), amends & correspondence 

8506210067 Forwards amend to environ rept - OL stage 
SMITH.DH Commonweatlh Edison Co. 85/06/10 DENTON.HH Office of Nuclear 
Reactor Rogutalion, Director Ip. 310561 65-31056 204 

-8506210095 Forwards Amend 7 to environ rept - OL slage.consisling of voluntary revs 
to update & correct rept Revs cover matf in Chapter 3 re station & Chapter 6 re eiflu- 
enl & environ measurements & monllorino programs 

SMITH.DH Commonwealth Edison Co 65/06/ to. DENTON.H R. Office of Nuclear 
Reactor Regulation. Director. 4pp. 31056 186 31056 189 

• 8506210099 Amend 7 to environ rept • OL stage 
* Commonwealth Edison Co. 66/06/30 tepp 31056 190 31056 204 

6506140196 Forwards Amend 7 to environ rept - OL stage as relevant to Noiner Con 
tention I re environ effects on future 765 kV transmission lino No aubi transmission 
line wiW beeonstrucfed Related oorrespoqderjce 

THORNTON.P. Isham, Lincoln & Beale. #285 421 85/06/11. BRENNER.L Atomic 
Safety and Licensing Board Panel 16pp 30894 343.30894 358 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8506140187 Informs of status of training program lor TO Kollh,facllity radiation protec- 
tors monager.ln further response to draft (NUREQ-1002) unresolved conllrmatory 
issues,Part A, Item B All training completed except attendance at relueling 
SMITH, DH. Commonwealth Edison Co 05/06/07. DENTON.H R. Office of Nuclear 
Reactor Regulation. Director 2pp 30893.206-30a93 207. 


F. Security, medical, emergency & fire protection plana 

BS0B25O476 Revised emergency plan Imptomenting procedures, Including Rev 0 to 
BWZP 100-1 re station director, Rev 0 to BWZP 100-3 re technical director & BWZP 
100 4 10 mafnt director. 

DILLON, n Commonwealth Edison Co 84/11/30. 120pp. 31 199 076.31 199'105 

•506060535 Forwards monthly rept lor Apr 1985 re status ot olfsito omsrgency pre- 
paredness tor OL revlews.Delays in schedule for Limerick & Shoreham lor lull power 
operation remain due to offsite emergency preparedness Issues. 

DIRCKS.W.J. Ollico of the Executive Director lor Operations. 65/05/28. PALLADINO 
Commissioners. 11pp. 30786,007.30765,017. 

5506180189 Motion for summary disposition ot B Neiner Farms,lnc Contention l S BL 
Horem Subcontenlion 1(c) No genuine Issues of matl fact exist & util entitled to favor- 
able decision. Certillcale ol Svc end. 

THORNTON.P Commonwealth Edison Co #265 457. 86/06/13 Atomic Safety and 
Licensing Board Panel 25pp 30974:235.30975.168. 

-6606180222 Aflldavlt of JC Golden re Roram Subcontenlior^ l(o),alllrmlng that ade. 
quate plan tor emergency medical treatment & transportation exiats.Correspondence 
w/Radiallon Mat Corp.Sl Joseph Medical Clr & Northwestern Memorial Hose and. 
GOLDEN.J C. Commonwealth Edison Co. 85/06/13 17pp 30975.024-30075 040 

6508200207 Fonvards sections Ol Rev 4 to ''Genaralion Station Emergency Plan 
(GSEP)” & Rev 0 to Braldwood Station QSEP annex rolerencod in affidavit ol JC 
Golden included w/uill motion for summary dlsposilion on pleadings, did 85061 1 
COPELAND.V.Q Isham. Lincoln & Beaio #285 502 85/06/17. BRENNER.L. Atomic 
Safety and Licensing Board Panel. 11pp. 31007'135.31007;145 


O, Ad/udicalory correspondence 

6505030369 Forwards exhibits to intervenor motion to Ilia amended QA contention 
GOMEZ.B. Business & Professional People for the Publio Interest #285 207. 85/05/ 
29. Docketing & Services Branch. 519pp, 30672 013-30673:171 

6506030639 Forwards AH Getty affidavit consllluling applicant rept re presently known 
& mfential future plans tor InslBliing 765 kV transmission line, per ASLB 850417 
oraef.Netner Contention 1 cltGd,8vo list encLRelaied correspondence. 

THORNTON.P fahsm. Lincoln & Beale. THORNTON.P Commonwealth Edison Co. 
#206 248. 85/05/30 BRENNER.L., COLE.R.F , CALLIHAN.A D. Atomic Safety and LI- 
cansing Board Panel. 3pp 30687,161-30687:168, 


8506080222 Informs that SuppI 1 to Nov 1983 SER will bo issued in Aug 19B5 in re- 
sponse to reauest in 8504 17 special prehearing conferonce order. FEMA will Issue 
order 6 to 8 wks after issuance of emergency ptan Related correspondence 
CHAN.EI Hearing Branch 2 #285 278 85/05/31 BRENNER.L.. CALLIHAN.A D . 
COLE.R F Atomic Safety and Licensing Board Ranol Ip 30730 120-30730 120 

8506110405 Response opposing BL Rorem B50524 motion to admit amended QA 
contention No recommendations for furlher discovery & other prehearing procedures 
made SA, Treby notice of appearance & Cerlllicate of Svc end. 

CHAN.E.I Hearing Brandi 2 #285 361 85/06/07 Atomic Safety and Licensing 
Board Panel lOpp 30817 145-30017 162. 

6506110522 Response opposing BL Rorem 650524 motion to admit amended OA 
contention Contention Ians to compart, w/basis & specitiolty, requirements & stds (or 
lafe.filed contentions 

QALLO.J, THORNTON.P, LAUER.R J. Commonwealth Edison Co. #285 363 85/06/ 
07. Atomic Safety and Licensing Board Panel. 4epp. 3081S 125-30815.178 

-8506110528 Affidavit of MJ Wallace re OA coiitenflon Scheduling of programs woufd 
be altered by necessity to support currently proposed heatings schedule certificate of 
Svc end 

WALLACE,M.J Commonwealth Edison Co 85/06/07. 8pp 30816.171-30815.170. 

6508140361 Forwards 850524 deposition of Keppler & Warnlck, continuing 850520 
doposItion.W/o deposition Related correspondence 

GALLO, J Isham, Lincoln & Beale. GALLO, J. Commonwealth Edison Co #285 394 
85/06/10 BRENNER.L, COLE.R F. CALLIHAN,A D Atomic Safety and Licensing 
Board Panel. 1p 30603 216 30893 216. 

8506140195 Fonvards Amend 7 to environ rept - OL stage as relevant to Neiner Con 
tention 1 re environ effects on future 765 kV tranamisslon linaNo sub] transmission 
line will be constructed Related correspondence. 

THORNTON.P. Isham, Lincoln & Beata. THORNTON.P Commonwealth Edison Co 
#285 421 B5/06/1 1 BRENNER.L , COLE.R F.. CALLIHAN,A O Atomic Safety and LI 
censing Board Panel. 18pp. 30894.343-30894.058 

8506180169 Motion for summary disposition of B Neiner Farms, Inc Contenfion 1 & BL 
Rorem Subcontenlion 1(c).No genuine Issues of mall fact extol & util enlillsd to favor- 
able decision. Certificate of Svc end 

THORNTON.P , COPEUND.V.G CommonwaBlth Edison Co. THORNTON P Isham. 
Lincoln & Beale #285 457, 85/06/13. Atomic Gaiety and Licensing boaro t axut. 
26pp 30974.236-30975:158. 

-0506180180 Aftidavit Ol AH Qotly re Neiner Contention 1 concerning transmission 
lines.Transmlssion consists ol six 345 kV lines No plans for 765 KV line on right ol- 
w ay to r 25 yra. 

GEtTY.A,H Commonwealth Edison Co 85/06/12. 7pp. 30974'260 30974.266. 

-8606160191 Affidavit of DH Smith ra Neiner Contention 1 Util environ rept submitted 
w/1973 application tor CP included plans lor 785 kV transmission line.No current 
plans to install sub) lino Ref to same omitted from environ rept. 

SMITH.D H. Commonwealth Edison Go. 85/06/13. 3pp. 309/4 267-30974.269 

-8606189222 Affidavit of JC Golden re Rorem Subcoolentlon 1 (cl.aHIrmIng that ade 
quate plan tor emergency medical treatment 0, Irensporlatlon exists Correspondonce 
w/Hadiatlon Mgt Corp.St Joseph Medical Ctr & Northwosiern Memorial Hosp end. 
QOLDEN.J C. Commonwealth Edison Co 86/06/13. 17pp. 30076 024-30976.040. 

"6506160233 Affidavit of RE LInnemann re Rorem Contention 1(c), affirming that util 
emergency medical plans & procedures adequate for any concelvebto radiation 
fnlurlos Prol qualifications end 

LiNNEMANN.R.E. Commonwealth Edison Co. LINNCWANN.R E. Radiation Manage 
menf Corp. 86/06/11 23pp. 30976:04 1-30976.063. 

-0506180242 Aflldavlt ol Q Klopp re Rorem Subcontentlon 1(c), supporting adequacy of 
emergency medical treatment plans & procedures Only two or three plant personnel 
likely to be exposed to radiation dose meater than 100 roms in worst-case scenario 
KLOPp.Q Commonwealth Edison Co BS/06/13. epp. 30075084-30976 069. 

8506200215 Forwards maU re calculatiorr ol probability of rail car explosion In response 
to request In CM Ferrell 650517 deposillon.Work papers of J Road only Info available. 
Related correspondence. 

CHAN.E I. Hearing Branch 2. #285 496, 85/06/1 4. QALLO.J. Isham, Lincoln & Beale 
23pp 31008:260-31008.282 

8506200207 Forwards sections ol Rev 4 to "Generation Station Emergency Plan 
(GSEP)" & Rev 0 to Braldwood Station GSEP annex referenced in alfioavit of JC 
Golden included w/util motion tor summary disposition on pteedings.dtd 850611. 
COPELAND, VG Isham. Lincoln & Beale COPELANO.V^G. Commonwealth Edison 
Co. #285 602. 86/06/17. BRENNER.L. CALLIHAN.A D.. COLE.R F. Atomic Safety 
and Licensing Board Panel 11pp. 31007:136-31007:146. 

8506240727 Forwards NUREQ-0654, "Crilerla lor Preparation & Evaluation of Radiologi- 
cal Emergency Response plans & Preparedness In Support of Nuclear Power Plants," 
per telcon re emergency planning contention.Related correspondence. 

CHAN.E.I. Hearing Branch 2. #265 648, 65/06/18. HOREM.B.L. Rorem. B. Ip. 
31 161 •350-31181:350 

8506210260 Notice Of opportunity for limited appearance statements by members ot 
public at B50723 proceeding In Joliet, tL.Served on 850620 

BRENNER.L Atomic Safety and Licensing Board Panel. 285 610. 86/06/20 3pp. 
31024-16B.31024:189 

0506210312 Notice of 850723 preheating conference In Jollet.lL.Seived on 850620. 
BRENNER.L Atomic Safety and Licensing Board Panel. #286 609. 85/08/20. 3pp 


—8506030647 Affidavit of AH Getty re util future plans for installing 765 KV transmission 
line extending from facility to VVilton Clr Transmlssiotr Subslallon.Utll has no present 
plans lo construct Related correspondence. 

GETTY, A.H. Commonweelth Edison Co, 86/05/20. 5pp. 30687.164-30687:166 


8606210491 Motion to compel discovery re BL Rorem 850521 deposition on emergency 
planning for plants Cerliiicate of Svc encl. Retail correspondence. 

COPELAND.V.Q. Commonwealth Edison Co, #285 536. §5/06/20. Atomic Safety and 
Licensing Board Panel, epp. 31064:168 31054:173. 


6506030641 Rept re preaent status of discovery revs to admitted contentions & settle- 
menl discussions per ASLB 850417 order Discovery completed on Contentlorr 4 
(Joliet Arsenal). Certifioate of Svc encl, Related correspondence, 

GALLOJ. Commonwealth Edison Co. GALLO, J. Gallo, J. #285 244. 85/05/31, 6pa 
30687.176-30687:180. 


8506240758 Memorandum & order admitting Interveners Ror6m,et el 850607 QA 
contontlon,ASLB prepared to adhere to schedule commencing hearing on or about 
8S1001 lor QA issues that applicant & NRG prepared for.Servod on 880624. 
BRENNER, L Atomic Safely and Uconalng Board Panel. #286 553. 85/08/21. Office 
of the ExecuHve Legal Director, 2epp. 31 161 *324-31 181:349. 
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£506240764 Order reconsidering ed miss ion of Neiner Farms Contention 4 (railroad 
explosion) Parlies ordered to report to ASLB by 850712 re possibility of seUlemenl & 
whether wording of contention should be modified Served on 850624 
BRENNER, L Atomic Safety and Licensing Board Panel #285 554 85/06/21. Office 
of the Executive Legal Director 2pp 31161.358 31161 359 

6506270477 Forwards Amend 7 to plant environ rept.per obligations under McGuire do- 
cislon for inclusion in complete environ rept ptoviacd to ASLB on 850610 Related cor* 
respondance 

COPELAND.VG Isham, Lincoln & Beafe COPELAND.VQ Commonwealth Edison 
Co #285 660 85/06/24 BRENNER, L , COLE, ft F , CALLIHAN, A D Atomic Safety 
and licensing Board Panel tp 31235 274-31 235-274 


0. Inspection reports, IE Bulletins & correspondence 

8503280293 Responds to NRC Itr re violations noted in Insp Pepts 50 456/84 08 & 50- 
457/a4-09 Corrective actions detailed review of 21 unclearly documented items & cor- 
rective actions will be completed by 850222 

FARRAR, DL Commonwealth Edison Co 84/12/13 KEPFLER.JG Region 3, Ofllce 
of Director 2pp 29S03 132-29503-133 

6506140507 Responds to NRC 841120 Ur re violalions noted In Insp Repts 50-456/84- 
21 & 50 457/64-20 Corrective actions independent testing lab directed to perform lust 
line weld Insp only In unpaInted condition 

FARRAR, 0 L. Commonwealth Edison Co 65/01/31 KEPPLER.JG Region 3, Oflico 
of Director 12pp 30897-256-30897-267, 

6506280132 Provides corrected info to util 841002 & 1211 responses re design con- 
cerns expressed in Insp Repts SO-454/64-71, 50 455/84 49,50 458/64 43 S 50 457/ 
64-39 Into corrects HVAc tension sya slenderness ratios & typos re piping load. 
TflAMM,T.R Commonwealth Edison Co 85/04/22 KEPPLER,J Q Region 3, OUice of 
Director. 6pp 312S4’121.31254 125 

6505130027 SuppI t lo IE Into Notice 84-55, “Seal Table Leaks a| PWRs" Sve list end 
JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Post 
630103) 65/05/14 Consolidated Edison Co. ol New York, Inc I07pp 31044 065- 
31044 171. 

6505 130038 SuppI 1 to IE Info Notice 65 020, "Motor-Operated Valve Failures Due lo 
Hammering Eifect " Sve list end 

JORDAN,? L Dtvision ol Emergency Preparedness & Engineering Response (Post 
930103) 86/05/14 Consolidated Edison Co. ol New Yoik, Inc I07pp 31044-172- 
31044 278 

6SOS2OOS90 IE Info Notice 85 03^ "Audifablllty of Electrical Equipment Qualification 
Records al Licensees Facilities." Sve list end 

JORDAN, E L. Division ol Emergency Preparedness & Engineering Response (Post 
930103) GS/05/22 Consolidated Edison Co ol Now York, Inc f06pp 30837 258- 
30837.393. 

6505200600 JE Into Notice 85-040, "Oeflciendes In Equipment Quallllcallon Testing 5> 
Certification Process" Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co, ol Now York, Inc f06pp. 3084e’166- 
30948 271 

6S0S26D161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 900 Series Badge 
TLD El aments,"' Sve list end. 

JORDAN, EL Division ol Emergency Preparedness & Englrteering Response (Post 
830103) 86/05/29. Consolidated Edison Co of New York, Inc I20pp 30852 245- 
30952 363. 

6505260167 IE Info Notice 85-043, "Radiography Events at Power Reactors " Sve list 
and 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co ol New York, Ino f20pp 30864 167- 
30864 287. 

6506070631 Forwards Safety Insp Repts 60 4S6/85-17 & 60 457/65 18 on 950401- 
0503. No noncompliance noted 

LITTLE.WS Region 3, Olllce of Dlreclor 85/08/03, REED.C, Commonweatth Edison 
Co.2pp 30763.180-30763:186 

-8506070536 Safety Insp Repts 60 456/85-17 & 50-457/86-18 on 850401- 0503 No 
noncompliance or deviation noted Major areas inspected. actions on previous insp 
llndlngsipreoperatlonal test reviews & preope rations I test results evaluation 
LITTLE.W S. Region 3, Oflico ol Director 85/05/31 5pp, 30753.182-30763:186. 

8506060677 IE Into Notice 86 045, "Potential Seismic Interadlon Involving Movable In- 
Core Flux Mapping Sys Used in Westing house Designed Plants," Sve list end. 
JORDAN.E L Division o( Emergenoy Preparedness & Engineering Response (Post 
830103) 85/0S/O6, Consolidated Edison Co. of New York, Inc 122pp. 30865.001- 
30865.046, 


-8506140535 Submits progress rept ol ongoing insp of facility const assessment wo- 
gram lor 850506-17 Monthly insp repts to inform NRC ol program activities vbII be 
issued 

NORELIUS.CE Region 3, OKice ol Director 85/05/30 KEPPLER.JG Redon n 
Office ol Director 3pp 30899 302-30899 304 ' 

6506140240 IE Into Notice 85 047, "Potential Eifect ol Line-Induced Operation on Cer 
tain Target Rock Solenoid Operated Valves " Sve list end 

JORDAN.E.L Division ol Emergency Preparedness & Enginoerlng Response (Post 
630103) 85/06/18 Consolidated Edison Co ol New York, Inc f34pp 31268157. 
31268 304, 

8606140638 IE Into Notice 85 048, "Respirator Users NoticcDelectivo Sell-Conlaned 
Breathing Apparatus Air Cylinders " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineorirg Response (Post 
630103) 85/06/19 Consolidated Edison Co of New York, Inc 123pp 31375064 
31376.163 


R, Periodic operating reports & related correspondence 


8506240270 Forwards "Braidwood Const Assessment Program (0CAP) Indopendonl 
Expert Overview Group (IE06) First Interim Rept Mar Sept 1 984 Program lechmeallv 
sound ' 

HANSEL,JL Evaluation Research Corp 84/10/16 MAIMAN.TJ Commoawoalin 
Edison Co 3pp 31158140 31168 293 

••8506240292 "Braidwood Const Assessment Program (0CAP) Indopandonl Exjcrl 
Overview Group (lEOG) First Interim Rept, Mar-Sept 1 084 ’ 

HANSEL.J L Evaluation Research Corp, 04/10/12 OOpp 31158 152-31158 241 

8506240296 Forwards "Braidwood Const Assessment Program (BCAP) Independent 
Expert Overview Group (lEOG) Second Inlortm Rept.Oct-Doc 1984 " 

HANSEl,J L Evaluation Research Corp 05/02/19 MAIMAN.TJ CommonweiUh 
Edison Co 2pp 3120f153-31201'3l2 

>•8506240308 "Braidwood Const Assessment Program (BCAP) Independent Expert 
Overview Group (lEOQ) Second Interim Ropt,Oct-Ooc 1984 " 

HANSELJ L Evaluation Research Corp 85/02/15 105pp 31201,155 31201 259 

8506060536 Forwards monthly rept lor Apr 1905 re status ol oKslte emergency p/e 
parednass lor OL reviews Delays In schodule for Limerick & Shore ham for lull puttet 
oporalion remain due to ollsite omergoncy proparednoss Issues 
DIRCKS.W J Office ol the Executive Dlreclor lor Operations 85/05/20 PAL LADING 
Commissioners 11pp. 30705 007-30705017 


S. Reportable occurrences, LERs & related correspondence 

8506040431 Part 21 rept re resistance temp detector (RTO) callbr anomalies In niDs 
mfg by RdF Co Safely margin assessments being porformod lor operating plants to 
evaluate potential elfecls on plant Tech Specs 

R AH E, E P, We sti nohouse Electric Corp 06/05/06 THOMAS, CO Division of Ikfins 
ing 4pp 30709.090-30709 093, 

B60604043B Final Deficiency Rept 84-13 ro eloctrfeal butt splices not Installed per man- 
ufacturor recommendations Field insps rescheduled to start in loto May 1685 w/com< 

E “ I anticipated by Nov 1965. 

,A D Commonwealth Edison Co 85/05/10 KEPPLER,J G Ronfon 3, Office of 
Director, 2pp 30700 112-30709,113, 

8506030031 Final Deficiency Rept 02-10 re structural stool Installation insp 
records.lnaccesslblo flald connections w/lnadequato records will bo ropalred, upgraded 
& Irtspecled, Completion ol corroclive actions expected by 850016 
MIOSI,A,D, Cemmon wealth Edison Co 05/05/15 KEPPLER.J.Q Region 3, Ollico cl 
Director 2pp 306B6 125-30666;126 

8506240291 Final Deliclency Rept 04-12 ro removal of nameplates from ASME istga 
bore spool pleces.lnlllall/ reported on 840924 Plocos will be 
Identlllecf, examined, repaired & new nameplates attached Complollon antlclpalcd m 
Sept 1995 

MlOSI,A.D Commonwealth Edison Co 85/06/10 KEPPLER.J Q. Region 3, Office of 
Director. 2pp 31203 092-31203093. 

8506260477 Final Deficiency Rept 84-01 ro LK Comstock documoni iovhi'W 
program. Administrative hold on deficient Insp records & other documents lifted ffesig 
nificant discrepancies needing extensive rework Idenllllod Completion oxpoctsd ^ 
86033 1 • 

MIOSI.A D, Commonwealth Edison Co. 85/06/13 KEPPLER.J.Q. Region 3, Office ol 
Director, 2pp, 31232.025-31232,026. 


8506190400 Ack receipt ol 850503 Hr Informing NRC ol steps taken lo correct violalions 
noted in 850404 Itr.RevIew of response concludes that noncompllance existed be- 
causeprocedures Inappropriate to circumstances. 

LITTLt.W.S. Region 3, Office of Director. 65/06/06. REED,C, Com men wealth Edison 
Co Ip 30098.277-30998:277 

8506060707 IE Ihlo Notice 85-046, "Ciartllcatlon of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits lor Transport Packages." Svo list end 
JORDAN,El. Division of Emergency Preparedness & Engineering Response (Post 
8301031 85/06/10 Consolidated Edison Co. of New York, Ino, 124pp. 31 04 3 '301- 
31044;()64 

SS06140447 Forwards Sately Insp Repis 60-456/B5-26 & 50 457/85-26 on 860506- 
31. No noncompflance noled.Summary ol 850411 meeting re const assessment pro- 
gram & CE Norellus 650530 memo re Insp of const program also end, 

LITTLE, W.S, Regton 3, Office of Director. 85/06/1 1. REED.C, Commonwealth Edison 
Co. 2pp 30898-262-30B96.304. 

-6566140526 tnsp Repts 50-456/65-25 & 50-457 /e5-26 on 650506-31.No nohcompll- 
ance or deviation noted, Major areas Inspected .const sample reinsp & reverlficellon ol 
procedures to spac requirement activities 

LITTLE, W,S, Regions, Ofllce ol Dlreclor, 85/06/10, 4pp, 30898:264-30899.257. 


8506210149 Final Deficiency Repts 85 02 for Byron Unit 2 & 85-04 tor Braidwood ro 
seismic quallllcallon on containment floor drain valves mfg by Xomox Corp Initially le 
ported on 850516, Brackets added to valves lo Increase rigidity 
MI08I,A.D, Commonwealth Edison Co 85/06/14 KEPPLER,JQ Region 3, Offieo ol 
Dlreclor, 2pp 31024 271-31024.272, 

8506210314 Pinal deliclency rept re evaluation lor potential environ eflecls on saieiv. 
related equipment using inaccurate Info Initially reported on esoste.Tomp momlonrig 
sya iMIl be installed to automatically Isolate high energy lino sys. 

MiOSI.A D. Commonwealth Edison Co 85/06/14 KBPPLEr,J.G, Region 3, Office of 
Oireclof. 3pp. 31031:201-31031'203. 


T. Hearing transcripts on non-antitruat matters 

6506180169 Motion lor summary disposition of B Neiner Farms.Ino Contention 1 & BL 
Rorem Subconlention 1 (c) No genuine issues ot mail tact exist & ulll enlillod to law 
able decision. Certlllcate ol Svo end, 

THORNTON.P, Commonwealth Edison Co. COPELAND, V Q Isham, Lincoln 4 SaaSe 
#286 467. 86/06/13 Atomic Safety and Licensing Board Panel. 25pp. 30974 235- 
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<•1506180203 Transcripl o( ED PonlecoBl 860516 deposilion in Bothesda.MD ra Neiner 
Contention 1, specifically environ Impact of 765 kV transmission lines Summary of 
Rofam Contention 1(c) & related into end 

PENTECOST, E D Commonwealth Edison Co 85/05/16 113pp 30974 270- 

3D075 023 

<'6506180254 Transcript of BL Rorem 850521 deposition in Washington, DC re Roram 
Sub contention 1(c) on adequacy of util plans & procedures (or emergency medical 
ItealmenI & transportation 

HOREM.BL Commonwealth Edison Co ROREM, BL Rorem, B 85/05/21 88pp 
30975 070-30975 158 


V. Operator Examinations 

B50&110175 Discusses current schedule for licensed operator exams & ulil understand- 
ing of requirements of 10CFfl55 25,per Generic Ur 85 04 Confirmation ol exam dales 
listed on end requested 

FARRAR, DL Commonwealth Edison Co 85/06/07 KEPPLER.JQ Region 3, Ott ice 
Of Director 3pp 30806 053-30806 055, 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


A. Appllcalfon/conslructlon stage documents & correspondence 

B5061S0005 Further response to FOIA request tor two categories o( documents re oper- 
ation ol Grand Gulf power reactor & TDI diesel generators Documents listed in App A 
available In PDR Computer printout end providing brie I description 
FELTON, J M Division of Rules and Records 85/02/05 BELL,N, Nuclear Inlormatlon 
& Resource Service 7pp 30061 001-30961,007 

"64031S0227 Reouests assistance In obtaining Mark III containment structural capacity 
info from listed lacllilies to assist Containment Sys Branch in evaluating conlammem 
capability for positive & nogaliva pressure dillerentials 

LEAR.Q Structural & Geotechnical Engineering Branch 04/03/06 YOUNGBLOOD, J 
Licensing Branch 1 2pp 3096 1.337-30961 .336 

05OSO5OO31 Further response to FOIA request for documents re NBC 841218 meeting 
vr/Hydrogen Control Owners Croup & SandIa experiments on small/lerge scale steel 
conlainnnent models Forwards drawings responsive to request 
FELTON, J M Division ol Rules and Records 85/03/06. HIATT ,S L Ohio Cittzens for 
Responsible Energy 1p 30745 013-30745 014 

'■8506050037 Noiitlcallon of 041218 meeting w/Hydrogen Control Owners Group in 
Norwood, MA,to review & inspect Installation of test equipment In 1/4 scale test facill 

^TAHLE.CR Licensing Branch 4 84/12/11, ADENSAM.EG Licensing Branch 4 Ip, 
30745 014-30745 014 

8506190117 Further response to FOIA request that all Internal memos to DIv ot Licens- 
ing Irom May Nov 1984 which provided draft SER, SER sections & questions or re- 
quests lor add) inlo be placed In PDR App C documents placed In POP 
FELTON, J M Division ot Rules and Records 85/03/06 GRABEB.L NUS Corp 3pp 
31O13'23B-31013.246 

-8411200132 Forwards operability qualification Ol purge & vent valves & guidelines for 
demonsUation ol operability ot purge & vent valves Into sought should be provided as 
soon as possible. 

NOONAN, V S. Equipment Qualification Branch. 84/11/09 YOUNGBLOOD, B J. Li- 
censing Branch 1 7pp 31 013:281 -31013'287. 

BS03150249 Notification ot 65030B maeling W/ulil In Bethesda.MD to discuss Tech 
Specs 

STERN, S.M Licensing Branch 2 85/03/07, SCHWENCER.A Licensing Branch 2 
4pp 283 87- 296-29387 299 

8506179180 Responds to FOIA request (or documents re emergency instructions or 

B idurss & BWR Mark III emergency procedure guidelines Forwards documents 
on app. 

FELTON, J.M Division of Rules and Records, 85/03/13. HIATT, S. Ohio Cilizens for 
Responsible Energy 2pp 30981 *21 7-30981 218. 

-8409050617 Forwards request for addi Info re hydrogen control for Mark III contafn- 
ment plants during postulated degraded core accidents Questions should be transmit 
lad to Grand Gulf, Perry, River Bend & Clinton applicants. 

BUTLER, WR, Containment Systems Branch 84/0B/24 YOUNGBLOOD, B J, Licens- 
ing Branch 1 3pp. 30981 •223-30901 ;225. 

8506270529 Rev 1 to, "River Bend Station Offsite Dose Calculation Manual," W/ 
850531 Itr 

* Gulf Slates Utilities Co. 05/04/24 DENTON,H R Office ol Nuclear Reactor Regula- 
tion. Director. 105pp 3 1239.1 68-31 23B'271 

8506110371 Forwards updated seismic & pump & valve qualification program master list 
& status of qualification [or seismic Category 1 equipment required by fuel load. 
BOOKER. J,E, Gull States Utilities Co 83/05/15 DENTON, H R. Office ot Nuclear Re- 
actor Regulation, Director, SOOpp. 30813.292-3081 4’234 

0606040300 Notification ot 850522 maeling w/Hydrogen Control Owners Group In 
Galhesda.MO to rss^ve Issues In Hydrogen Coniro) CSivners Group quarter-scate lest 
program. 

STAHLE.CR Licensing Branch 4, 66/05/16 ADENSAM.E Licensing Branch 4. 6pp. 
307i9'232-30719.237 

8500030556 Summary of 850510 meelina w/ulll in BelhesdaJvtD to resolve remaning 
open ileros & Issues from staff SORT /Pressure Vessel Operations Review Team 
audll.Vlewgraphs from 850510 seismic & dynamic qualilloatlons meeting end, 

SIEGEL, B. Licensing Branch 2, 85/06/17, Licensing Branch 2 50pp 30687:204- 
30687:301. 


8506110360 Forwards changes to FSAR identified during ulil review of Tech 
Specs.Changes ensure consistency between Tech Specs 8 FSAR 
aoOKER.J E Gulf States Utilities Co 85/05/22 DENTON.H R Oftice ol Nuclear Re- 
actor Regulation Director 118pp 30817 239-30017 357 

8506260115 Forwards.for review.rev to util 850422 submittal providing Into on preven 
live malnt program lor TDI diesel generators tn use at facility End provides entire TDI 
preventive maint program 

BOOKER, J.E. Quit States Utilities Co 85/05/29 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 231pp 3123226631233 136 

8506140602 NolillcatiQn of 850610 meeting w/ulit & BNL in Bethesda.MD to discuss 
equipment qualification 

HAUGHEY.M F Licensing Branch 2 85/06/03 BUTLER. W R Licensing Branch 2 
4pp 30934 345-30934 346 

6506060438 Forwards scope ol preliminary analysis lor hydrogen control supporting In 
stallaiion ol hydrogen igniter sys Analysis provides satisfactory basis for NRC dele/mi 
nation to Support interim lull power operation until final analysis completed 
BOOKER, J E Gull Slates Utilities Co 85/06/04 DENTON.H fl Office of Nuclear Re- 
actor Regulation, Director 3pp 30736 360-30736 362 

6506130481 Forwards draft OL for facility, lor Info & comment Since NRC still reviewing 
numerous outstanding SER issues.conditlons on license not definite at 
present Comments requested within 5 days of Ur date 

NOVAK.T.M Assistant Director for Licensing 85/06/04. CAHILL.W J Gulf Slates Utili 
ties Co 20pp 30901 302-30901 322 

8506270542 Forwards analysis performed to determine containment pressure & temp 
response to dellagration type hydrogen burns resulting from degraded core 
accident Results ol Hydrogen Control Owners Group analysis will be included 
BOOKER. J E Gull States Uhiitles Co 05/06/07 DENTON.H R Oftice of Nuclear Re 
actor Reg utatlon. Director. 90pp 31238 060-31238.149 

8506120288 Forwards updated Rev 1 to "Nuclear Plant Engineering Presenrice Insp/ 
Pump & Valve Testing Plan " Update reflects 050531 & 0605 discussions re relief re- 
quests requiring clarification &/or changes 

BOOKER, JE Gull Stales Utilities Co 85/06/10 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director Ip 30850 149-30850 233 

-8608120297 Updated Rev 1 to ‘'Nuolear Plant Engineering Preservice Insp/Pornp & 
Valve Testing Plan," 

■ Gulf States Utilities Co 85/06/10 84pp 30850150 30050 233 

8506170508 Provides list of |u stifle alio ns lor Interim operation being withdrawn due to 
completed status ol environ qualification, as update to 05031 2 submittal 
BOOKER, J E, Gulf Slates Utilities Co. 85/06/10. DENTON.H R Office of Nuclear Re 
actor Regulation, Director. 1 p 30958 239 30956 239 

6506200098 Forwards requasl for addI Info re offsite dose calculation manual, per OL 
review 

BUTLER, W.R Licensing Branch 2 05/06/10. CAHILL.WJ, Gulf Stales UtdrHas Co 
Opp 31043,080-31043 089. 

8506270189 Forwards revs to FSAR.per discussion w/ NRC Rev provides add! discus- 
sion of high low pressures Interface leakage detecllon which wilt be Included In future 

BM^ER,Te' Gulf Slates Utilities Co 85/06/10, DENTON.H, R Oillce of Nuclear Re- 
actor Regulation, Director. 3pp 31236 202-31236 204. 

8506210391 Forwards Central Flies version ol FJ Congel 850329 memo to A 
Schwencar re proposed facility offsite dosa cafcuiatlon manuof for placemonf In PDR 
CONGEL, F J. Radiological Assessment Branch 85/06/11. BAILEY, I Record Services 
Branch (Document Control Desk) ip 31048123-31048 130 

'-8504109107 Forwards comments on 650107 proposed ollsite dose calculation 
manual, Revised offsite dose calculallon manual resolving comments should be sub- 
mitted tor linel review 

CONGEL.FJ Radiotoglcal Assessment Branch 85/03/29. SCHWENCER.A Licensing 
Branch 2 7pp 3104a’1 24-31048.130 

0506270481 Forwards revs to FSAR.clari tying change made In previous amend Revs 
provide discussion of required starling voltage tor Class 1E motors & will be included 
In luture FSAR amend, 

BOOKER, J.E Gulf States Ulillties Co, 85/06/11- DENTON.H.R Oflioo of Nuclear Re- 
actor Regulation, Director. Opp 31 239’1 49-31 236 161, 

8506180388 Discusses current projection ot status of plant completion at fuel load, per 
util 8501 14 draft listing of items that would not be completed & 860326 meeting w/ 
NBC Completion of corrective actions ra 10CFR60 55(e) addressed to Region IV. 
CAHILL,WJ Gulf Stales Utilities Co. 85/06/13 DENTON.H R. Office of Nuclear Ra 
actor Regulation, Director. 14pp, 3O076*326-3O976’339 

8596200490 Requests Into for review Of 850515 submittals re seismic equipment qualiti- 
CBtlon i pump i valve operabDIfy 

BUTLER.WR. Licensing Branch 2 85/06/13 CAHtLL.W.J,, BOOKER.J E Gull Slates 
Utilities Co 6pp, 31023-356 31023.360 

8606279132 Discusses status of const completion & tasting at fuel load, Accepteace 
test lor H2 & C02 generator cooling ays will be completed prior to exceeding 5^^ 
power. 

CAHILL, W,J. Gull Stales Utilities Co, 85/06/13, MARTIN, R D, Region 4, Office of Dl- 
reclor, 14pp. 31252.013-31252.028. 

8S0624DS19 Provides clarifying statement on 850522 FSAR chaiiges re five fuel bundle 
type design (control cell core loading) Results presented In GESSAR II applicable to 
control call core toadjng used In faclK^. 

BOOKER,J E. Gulf Slates Utilities Co. 85/06/19, DENTON.H.R. Office ol Nuclear Re- 
actor Regulation, Director Ip 31066:193 31066:163. 


asoeosoool Summary of 850610 meeting w/utll,BNL & S&W In Bethe8da,MD re resolu- 
tion ol remaining open Items & issues resulting from NRC SQRT/PVORT audiLLiat of 
attendee3.Bllde presentation & SSER responses end 

S1EGEL,B Licensing Branch 2. 85/05/17 Licensing Branch 2. lOOpp 30742 231- 
30742-329. 


65062404BS Suppis 850614 Itr per Equipment Qualification Branch requesLSpocIflo 
scheduled completfon dales (or Seismic Category i balance of plant equipment ptfor 
to fuel toad listed 

BOOKER,J.E. Gull States Utilities Co. 65/06/20 DENTON.H R. Ofllce of Nuclear Re- 
actor Regulation, Director, 1p. 31061:337-31061:337, 
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Q5062Q013S Forwards revised Tech Spec & F5AFI section declaring HPOS diesel goner 
a tor Inoperable when ambient room tamp falls below 40 F,per request tor adds 
Info Ter^ surveillance plan listed 

BOOKER, JE Gulf Stales Utilities Co B5/06/26 DENTON, HR Ollice of Nuclear Re- 
actor Regulation, Director 6pp 31257 019 31257.024. 


8506270266 Responds to Human Factors Engineering Branch comments ro SudoI i i.. 
OCRDR summary rept Revised human engineering discrepancies. sorvino as 
to DCRDR summary ropt,encl “ ^ ‘ 

BOOKER.J E Gulf States Utilities Co B5/06/12 DENTON,H R Office of NucIbs. bu.. 
actor Regulation, Director 16pp 31235 165-31235 180 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8506050342 Suppis 850329 Ur,w/encl Into, addressing SORT & pump & valve operability 
review team specific comments on SSER, discussed during BSOSiO meeting w/Equip- 
merit Qualification Branch Proposed program 1o bo provided by 850524 
BOOKER.JE Gulf States Utilities Co 85/05/15 OENTON.HR Office of Nuclear Re- 
actor Regulalion, Director 161pp 30717:103 30717262 

8606050001 Summary of 650510 meeting w/ulil,6Nl & S&W In Bethesda,MD le resolu- 
tion ol remaining open items & issues resulting from NRC SQRT/PVORT audit List o( 
attendees,sllde presenlalion & SSER responses end 

SIEGEUB Licensing Branch 2 85/05/17 Licensing Branch 2 lOOpp 30742231 
30742 329 

8506030461 Advises that notification will be submitted wilhin 30 days ol plans for any 
now oil or gas wells or pipelines within 2 mile radius ol reactor centeilLne,per NUREG 
0989, Section 2 2 2 

BOOKER.JE Gull Stales Utilities Co 65/05/28 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director Ip 30679 143-30679143 

8506030482 Advises that ulil will provide Insp & tnalnl ol man-made portion of facility 
during operation.per NUREG 0969 Commitment will be included in future amend to 
FSAR Section 2 4 3 5 2. 

BOOKER,JE Gulf Slates Utilities Co 65/06/28 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director. Ip 30677 176-30677 176, 

8506070543 Forwards supple montal Info re claiificallon to Section BA 10 re methodolo- 
gy used to calculate bulk suppression pool swell Impact loads for structures less than 
6 ft above suppression poof to close out SER Outstanding Issue 7 
BOOKER.J E Gull Stales Utilities Co 85/06/03. DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 9pp 30753 349 30763.357. 


850624Q580 Ack receipt ol B50503 & 17 Itrs informing NRC of steps taken inriwa-. 
violations noted in Insp Rept 50 458/84-35 

JOHNSON.EH Region 4, Office of Director 85/06/18 CAHILLWJ Gull Sin im i in. 
ires Co 2pp 31 160 107-31160 139 


-8506240585 Responds to NRC 850320 Ur re violations noted In Insp Rept 50 458iiu 
35 Corrective actions, addl training for emergency response orQaft'b*i^ 
conducted Memo will delineate persons who have completed annual tralrlnn 
genoy response 

BOOKER.J E Gull Slates Utilities Co. 85/06/03 MARTtN.R D Redon 4 Olficfl n 
rector 29pp. 31160’109 31160 137 ^ ' '.uiiicoqik 


•8506240591 SuppIs 650503 response to violations noted in Insp Rept gn Agn/s* 
35 S^^emenlal commitment dates for significant doficiencioa re omorgemey pknftr^ 

§OOkIr.JE Gulf Stales Utilities Co 85/05/17. MARTIN.R D Rod on 4 Oliicnnirv 
rector 2pp 31160 136-31160.138 u ^ uiiicaol » 


06O6«J)384 Forwards Insp Rept 50 458/65 36 on 850506-10 No violation or dowaiM 

JOHNSON.E H Region 4, Office of Director 05/06/21 CAHILL,W J. Gulf Statov ii-a. 
liesCo 2pp 3118Q266-31180’270 


-5S062BD393 Insp Rept 60-458/05-36 on 050506-10 No violallon or devtauvi 
noted.WaJor areas Inspected Irainlng.organtzalion, coordlnalion w/ori^ 

B s.emeraency procedures & emergency response lacilllles & ooulumoni 
D.J.B,, HALL.R E , JAUDON.J.P Region 4, Office of Director OS/OO/l 
31100,268 31180 278. 


3S/00/I9 \\^ 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8506130481 Forwards draft OL far facility .for Into & comment Since NRC slIH reviewing 
numerous outstanding SER ia8uo5,conditlons on license not definite at 
present Comments requested within 5 days of Ifr dale 

NOVAK,TM Assistant Director lor Licensing 85/06/04 CAHtLL.WJ, Gull States Utili- 
ties Co 20pp 30901 302-30901.322 


8606070563 Forwards revised FSAR proprietary FIguroa 4 3-3,4 3 4,4 3 fi 4 3 io j 3 ii 
S 4 3-12,re selection of QE control cell core fuef design Nonpronr/olerv fSAl'ftttd 
15 0-4 also end Proprietary figures withheld (ro( 10CFH2 780) ’ ^ 

BOOKER, J E Gulf States Utilities Co. 86/06/05. DENTON.H R Ollico ot Nuckuu 
actor Regulation. Director Opp 30768'247-30760’254, oi Nutwii n,#- 


8506070363 Forwards responses to Power Sys Branch request for addl Info re Open 
Item 16 to Table 1 3 ol SER concerning diesel goneralor (DQ) training & HPCS DQ 
temp Enel changes to FSAR text wilt be incorporated in future amend 
BOOKER.J E, QuU Slates Utilities Co 85/06/05, DENTON.H R. Ollice ol Nuclear Re 
actor Regulation, Director 10pp 30750 034 30750,043 

8505270544 Forwards rev lo FSAR, providing results ol )ol implngamenl analysis re- 
quired In steam tunnel Response to SER Outstanding Issue 3 completed 
BOOKER,J,E Gull States Uti lilies Co 05/06/10. DENTON.H R, Oinco ol Nuclear Re 
actor Regulation, Director, 3pp. 31230.057-31238059, 

6508240167 Responds to request for addl Info, supplementing util 850402 Hr re discus 
sions on MDR relays & opilcal Isotallon devices Llr provides final response to Conllrm- 
Btoiy llom (20) of fable 1.4 of SER 

BOOKER, J E Gulf Stales Utilities Co 05/06/20 DENTON, H.R Ollico ol Nuclear Re- 
actor Regulation, Director 2pp, 31061:281-31061:263 


P, Security, medical, emergency & fire prolecllon plans 

8506120052 Forwards "DCROH Summary Rapt Suppi," per 850412 requesi (or addl 
Into 

BOOKERJ E. Gulf Stales Utihlles Co 86/05/14 DENTON.H.R Ollice of Nuclear Re- 
actor Regulation, Director, Ip, 30851,001-30861.240. 


35062D0004 Amend 20 to FSAR for River Bond Slation.Unit 1,W/86oai4 llr 
CAHILL.WJ Gulf States Ulllilios Co 06/06/30 OENTON.HR Ollico ol MuttPar Ro 
aclorRegulalton, D/reefor f,28flpp 31050 20 f-31054'049. 


Q. Inspection reports, IE Bulletins & correspondence 


8506130027 Suppi 1 to IE Inlo Notice 04-65. "Seal Table Leaks at PWRa " Svclmm 
JORDAN,E.L Division of Emargency Proparodnoss & Enginoorlng Ftosnonis 
830103). 65/05/14 Consolldatad Edison Co of New Yorit, Inc i07pp aifMiOBV 
31044:171 . 

8505130036 Suppi 1 10 IE Info Nolico 05 020, ‘'Motor-Operated Volvo FniiurM iwv 
Hammorirw El/ocl " Sve list orwl, 

JORDAN,? L Division of Emergency Proparodnoss & Enginoorlng ftosiwise 
63010^, M/05/ 14, Consolidated Edison Co, ol New Yorll, Inc, fO/pp 3I044 1 fj 


8506030388 Forwards final response to IE BuiloKn 04-03, "noiuoling Canv Wjitf 
Seal." Response includes evaluation ol Item 4 ro lime to claddinn dnmnoo w/o ci*i*- 
lor action & summary of util review. v v vv 

BOpKER,J,E. Qulf ^alos UlllillosCo, 06/05/15. MARTIN.R D Region 4. OthesM D- 
reclor 4pp 30678; 104-3067B 107, 


-B50S12OQ54 "DCRDR Summary Ropl Suppi." 

' Gull Stales UtlllllesCo 85/05/31, 239pp 30851.002-30851*240. 

8605060536 Forwards monthly rept lor Apr 1985 re status ol offsite emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operation remain due to ofisita emergency preparedness Issues. 

D|RCKS,W,J. Ollice ol the Executive Director tor Operations 85/05/28. PALLADINO 
Commissioners 11pp 30785.007-30785’ 017. 


6606 110421 Forwards Insp Rept 5O-450/85-27 on 950401-04 No violation or deviation 
Idanlllled. 

JOHNSON.E H. Region 4. Ollico of Director, 85/00/05, CAHILL.WJ, Gull States Utili- 
ties Co, 2pp. 30817:049 30817’070 


'*8506110428 Insp Rept 60-466/B5-27 on 650401 04.No violation or deviation 
noted,Ma|or areas Inspected implementation of fire protection program & campllance 
w/10CFR50,App R re sale shutdown per FSAR commilmenta & SER evaluation 
MU LUKIN, R.P„ STANG.J.F,, JAUDON.J.P, Region 4, Ollice of Director. 65/06/03, 
20pp. 30B17'051 30817'070, 


8506200103 Forwards request lor addl into re emergency operating procedures (■Con- 
(frmatoiy Ham 60) per OL review. 

aUTLER.W, Ucenslng Branch 2. 85/06/07. CAHILL.W.J, Gull Slates Ulllilles Co, 4pp. 
31043.676-31043.079 


Forwards Insp Rept 50-458/85-22 on 050311-0410 No vlqlaDan or rJvw 

-8506050203 Insp Rept 50.460/a5-22 on 850311.0410 No vlotftlion or tkir*6irt 
noted Malor areas Inspocledimalnl program.tost Ik ttwakferwr 
cqolpmertLsufvei lance testing & cafibr control program.doslnn clmnnn* 8 rtv4s t 
document conUol, • 

Oiimor, C5/05/l0 Mffk 

8505200590 IE Info Notice 05 030, ‘ 'Auditability of Eloclrical Equlpmotil OuWcjRcn 
Records at Licensees Facilities," 8vo Hal oncl. 

JORDAN, E.L, Division ol Emergency Preparedness & EnahOorlnn Resowaa 
0301 »3^. 85/05/22 Consolidatl’d Edison "co. of New Yorflltc 


8506270194 Provides hydrogen control sys aotuallon crltede, representing second & 
final submittal ol preliminary analysis for hydrogen controLUtll participating In develop- 
ment ot generic hydrogen Ignitor emergency guideline 

aoOKER,J.E. Gulf Slates Olllitios Co. 05/08/11, DENTON,HR Office of Nuclear Re- 
actor Regulation, Director. Ip. 31 234,353 31234:353. 


not^ to Insp Kept 

2 of response & any other type ol problem found by audfl wejnsfn 

£ cl, ■’ O’* 


8506270201 Discusses emergency lighting available following lire event. Actions re- 
quired for safe shutdown not perlormecf in areas provided w/lighting powered from 
Class IE source will be completed within 6 h of loss ol power. 

BCXDKER,J,E, Gull States Uftlitlea Co, 65/08/11, DENTON,H,R, Offfee of Nuclear Re- 
actor Regulation, Director. Ip 31236:196-31238:100. 


I'f fs, violations noted In Insp R«« &i>'45aiii5, j 
12,Conrecllv0 acllons.llv 0 cdiculdtions not sfansd off by fovloww i. j 

1 4 require men (8 roerrohamd 

“Sr'l'-ffsoeS 4. a a. i 
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S50603021B Fowarda Insp Repl 50-458/05 40 on 850415*19 & 20-0503 & notice ol 
\norafion. 

JOHN SON, E H Region 4, OKIce of Director 85/0S/2S. CAHILLW J Gulf Slates Utili- 
ties Co 2pp 30679 039-30670.048 

-8506030220 Notice of violation from insp on 850415-19 & 20 0503 
' Region 4, Office of Director 85/05/28 2pp 30679041-30679 042 

-S506030500 Insp Repl 50-458/85-40 on 850415-19 & 29 0503 Violations noted failure 
of high strength steel boils & (aifure to maintain records & furnish evidence of aclivi- 
tes affecting quality 

MCNEILUW.M, JAUDON,JP Region 4. Office ol Director 85/05/28 6pp 
30678 043-30679048 

8506030462 Advises that util v/lll provide insp & mainl ol man made portion ol facility 
dufiim operation, per NUREG-09B9 Commitment will be included In future amend to 
FSAR Section 2 4.3,6 2. 

BOOKERJ E Gulf Stales Utilities Co. 65/05/26 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director Ip. 30677 176-30677 176 

8505280161 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLO Elements " Svc llal end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co ol New York, Inc I20pp 30652 245- 
30952363 

8506030157 Forwards Insp Rept 50-458/85 23 on 850301 0430 & notice of violation 
JOHNSON,E H Region 4. Office ol Director 65/05/20 CAHILL.W J. Gulf States Utili- 
liesCio 2pp 30673 21 7-30673-220 

“6506030161 Notice ol violation from insp on 850301-0430 

* Region 4, Office ol Director 86/05/29, 2pp 30673 219-30673 220 

“8506030167 Insp Rept 50-458/85 23 on 650301-0430 Violation noted: failure to moni- 
tor temp during HVAC leak tesling.to calibr test Instrument in range of use & to stamp 
procedure for notification of OA 

CHAMBERLAIN, D, HARBUCK.CC, WHITTLESEY.K A Region 4, Office of Director 
85/05/24 9pp 30673‘221 -30673 229 

6506100586 Advises ol status of util response to IE Bulletin 83-06, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use " Review of breakers in surveillance 
ptoaram (Item 2b) In progress Next rept will be submitted by 050628 
BOOKER, JE Gulf Stales Utilities Co 85/05/29. MARTIN, R D Region 4, Office ol Di- 
rector 2pp 30781 356 30791 357. 

8505280167 IE Info Notice 85 043, "Radiography Events at Power Reactors " 8vc list 
end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Posl 
B30103). 85/05/30. Consolidated Edison Co ol Now York, Inc 120pp 30864.107- 
30664.267. 

65060 3 9404 Forwards Insp Repl SO 453/05-37 on 050506-1 0.No violation or deviation 
noted 

JOHNSON.EH. Region 4, Olflce of Director 05/05/30. CAHILL, WJ Gulf States Utili 
ties Co. 2pp 30675.326-30676.333. 

“B506030412 Insp Repl 50 468/86-37 on 850506-10 No violation or devialton 
noted Major areas inspeoled-correcllon ol deficiencies previously identilledi per 
10CFR 50 55(e) 

SMITH.tWF, JAUDONiJP. Region 4, Oflice of Director 05/05/29. 7pp. 30676 327- 
30075 333. 

8506060428 Forwards Rev 1 to “Pump & Valve Inservice Testing Plan, River Band 
Station, First 10-Yr Insp Interval" as suppi to 841105 submittal Plan conlolns editorial 
revs & Relief Request 1 1 for App C “Valves " 

BOOKER, J.E Gulf Stales Utilities Co 85/05/30. DENTON.H.R Office of Nuclear Re- 
actor Regulation, Director 2pp. 30732-205-30732 217 

“6506060433 Rev 1 to "Pump & Valve Inservice Testing Plan, River Bend Slaiion.Firsl 
10-Yr Insp Intervai.” 

* Gull States Utilities Co 85/05/30. 11 pp 30732.207-30732-21 7 

8S050604S5 Forwards Exam Repl 50-453/OL-8S-02 of exam adminfstered on 
850'507.14 & 16. 

JOHNSON.EH, Region 4, Office ol Director. 85/05/31 CAHILL,W.J Gulf States Ullll- 
lies Co 2pp 30732 077-30732 118 

“0606060461 Exam Rapt 60-45B/OL-85-02 on 850507,14 & IS.Exam results' all seven 
senior reactor operators passed exam. 

GRAVES, ON., COOLEY, R.A Region 4. Office of Director. 85/05/24 40pp. 
30732 079-30732'1 18 

6606100387 Notilies that util in process of obtaining lists of HFA relays re IE Bulletin 84- 
02 per 8S0409 Itr Lists should be available by 85062B.UIii will provide next rept by 
650626. 

WEIQAND,JG Gull States Utilities Co 85/06/31. MARTIN.R.D Region 4. Office of 
Director app. 30789, 295-307a9'296 

6506110210 Forwards Insp Rept 50-45B/85-18 on 8S022S 0503 & notice of deviation. 
JOHNSON.E H Region 4, Office of Director 86/06/05. CAH1LL,W.J. Gulf Stales Utili- 
lies Co 2pp, 30806,036-30806;061 

“85081 10214 Notice ol deviation from Insp on 850225-0503, 

* Region 4, Office of Director 85/00/06. Ip 30 006 038-3080 6:038. 

“8608110220 Insp Rept 60-468/86-18 on 850225-0503 Deviation noted, ranges ol dis- 
play fnstrumentatlon for HPCS flow & RHR svc water How contrary to Table 7 5-1 of 
FSAR, Amend 11, dtd Jan 1984, 

MULLIKIN.R,P., BESS,JE., JAUDON.J.P. Region 4, Olllca of Ditecfot. 86/08/04. 
13pp. 30806039-30806,061. 

6508110421 Forwards Insp Rept 60-46a/85-27 on 850401-04 No Violation or deviation 
Identified 

JOHNSON, E.H. Region 4, Office of Director. 85/06/05, CAHILL, W.J Golf States U»ll- 
lies Co, 2pp. 30817:049-30817:070. 


“6508110428 Insp Rept 50 450/65 27 on 850401 04 No violation or deviation 
rtoied Major areas Inspected impismontatlon of fire protection program & compliance 
w/10CFRS0,App R re sale shutdown per FSAR commitments & SER evaluation 
MULLIKIN.R P . STAN6.J F , JAUDON.J.P Region 4. Office of Director 85/06/03 
20pp 30817.051-30817:070 

6506060677 IE Info Notice 8S-045, "Potonlial Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Wostinghouso Designed Plants " Svc list end 
JORDAN,E.L Division of Eniergency Preparedness & Engineering Response (Posl 
B30103) 85/06/06 Consolidated Edison Co of New Yorx, Inc 122pp 30885001- 
30B85'046 

8506060707 IE Into Notice 85046, "ClarilicaUon of Several Aspects ol Removable Ra 
dioactive Surface Contamination Limits lor Transport Packages " Svc list and 
JORDAN, EL Division of Emergency Preparedness S Engineering Response (Post 
830103) 86/06/10 Consolidated Edison Co of New York, Inc 124pp 31043 301- 
31044,064 

8506120288 Forwards updated Rev 1 to "Nudoar Plant Engineering Presarwice Insp/ 
Pump & Valve Taaiing Plan " Update rellects 650531 & 0605 discussions re relief re 
Quests requiring ctaritication &/or changes. 

BOOKER,J E Gulf States Utilities Co 85/08/10. DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director Ip. 30B50 148-30650 233 

“8806120297 Updated Rev 1 to "Nuclear Plant Engtoaerlng Presarvica Insp/Pump & 
Valve Testing Plan " 

* Gulf Slates Utilities Co 85/00/10, 84pp 30B50 150-30850 233. 

6506270036 Discusses insp & meint programs to assure applicability of flooding analysis 
lor man mads portions ol Weal Creek, per util 850528 commitment End revs will be 
included in future amend to FSAR 

BOOKER.J.E. Gull Stales Utilities Co 95/06/10 DENTON.H R Office ol Nuclear Re 
actor Regulation. Director. 3pp. 31236.197-31236 199. 

8506140129 Fonwards Insp Rept 50 458/85-35 On 850429 0503 No violations or devi- 
ations identilled 

JOHNSON, E.H Region 4, Office of Director 85/06/11 CAHILUWJ Gulf States Utili- 
ties Co 2pp. 30895 001-30BS6 105 

“8500140135 Insp Repl 60-458/85 35 on 850429-0503 No vioielion or deviation 
Identified Major areas inspected Toch Specs & implementing procedures Tech Spec 
fdvl^w dstd orici 

BENNETT, VV.R . BRESLAU, B A . CHAMBERLAIN, D Region 4, Office of Director. 85/ 
08/06 463 pp 30895 003.30896:106 

8606140240 IE Info Notice 95-047, “Potential Effect of Line-Induced Operation on Cer- 
tain Targol Rock Solenoid-Operalod Valves " Svc Hal and 
JORDAN, EL. Division ol Emergency Preparadness & Engineering Response (Post 
830103), 85/06/18. Consolidated Edison Co ol New York, Ino t34pp. 31298.157- 
31268:304. 

0606240680 Ack receipt ol 9S0S03 & 17 llrs Informing NRC of steps taken to correct 
vlolallons noted in Insp Rapt SO 458/84-35 

JOHNSON.E.H. Region 4, Office of Director. 85/06/18 CAHILL.W J Gulf States Utili- 
ties Co. 2pp. 31160.107-31ie0'139 

“8606240606 Responds to NRC 050328 Hr re violations noted In Insp Rept 59 456/84- 
aS.Correclive actions add! training (or emergency response organization 
conducted Memo will delineate persons who have completed annual training ro emer- 
gency response. 

BOOkER.J E Gulf States Utilities Co. 95/05/03. MARTIM.R D. Region 4, Office ol Di- 
rector. 28pp, 31 160,108-31 160'137. 

“8508240591 Suppls 850503 response to vlotalions noted In Insp Rept 50 450/84- 
as.Suppfementai commitment dates tor slgnllicant deticloncies re emergency planning 
pfovioed. 

BOOKER, J.E. Gull States Utllllles Co. 85/05/17 MARTIN.R D, Region 4, Oflice of Di- 
rector. 2pp 31ieO'138.3118O.130. 

8S08140636 IE Info Notice 65 048, "Respirator Users Notice Detective Self-Contained 
Breathing Apparatus Air Cylinders," Svc list end. 

JORDAN, EL Division of Emetgency Preparednass & Engineering Response (Post 
830103). 86/06/16 Conaolidatod Edison Go ol New York, Inc. 123pp 31376 064- 
31376.183, 

8606260384 Forwards insp Repl 60-460/86 38 on 950506-10 No violation or deviation 
noted, 

JOHNSON.E.H. Region 4, Office ol Director. 86/08/21. CAHILL.W J. Gulf States Utlll- 
Ues Co. 2pp, 31180:296-31180 278 

-0606250303 Insp Repl 60-458/8 B-36 on BS0608-10.No violation or deviation 
notad.Major areas Inspected training, organization, coordination w/ollsHe 

groups, emergency procedures & emergency response facilities & equipment. 
SA(HD,JB., HALL.R.E., JAUDON,J.P. Region 4, Office of Director 85^6/19. 11bp, 
31 180'26e.31 180.278, 

8606270586 Forwards Insp Repl 60-458/86-39 on 850520-26 No violation or deviation 
noted, 

JOHNSON, E.H. Region 4, Office of Director. 85/08/21, CAHILL, W.J. Gulf Stales Ullll- 
Kes Co. 2pp. 31239:155-31239:162. 

“8606270661 Insp Rept 60-458/B5-3S on 850520 25 No Violation or deviation 
noted Major areas inspeoted;preopera1ionBi lest performance & results & licensee ac- 
tions on previous (nsp findings & lOCFRSO 5S(Qj items, 

HAREUCK.CO.. JAUDON,J.P Region 4, Office of Director. 85/06/20. 0pp. 
31233:157-31239.162 


R. Periodic operating reports & related corraapondance 

8508060636 Forwards monthly rept for Apr 1985 re status of offsite emergency pre- 
peredtjese for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operatfon remain due to offsite emergency prepared nass Issues 
DlflCKS,W.J. Office ot the Executive Director lor Operations 86/05/28. PALLADINO 
Commissioners, lipp, 30786.007>30785'017 
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S. Reportable occurrences^ LERs & related correspondence 

8SOeo 50052 FOIA request for ends to Gulf Slate Ulils 8^0820 deficiency rept ro ITE 
Gould Type 2150 overload relays & ends to NRG 8<t0930 Hr to VEPCO ro request lor 
addi info on SPDS to be placed in FOR 

GRABER.L NUS Corp 05/01731 Division of Rufes and Records Ip 30745 004- 
30745004 

8506050061 Responds to FOIA request for end to Gulf Slate Utils 040820 Hr to NRC re 
Gould Typo 2150 overload relays & undated request for addI info re Surry & Nortli 
Anna SPDS Forwards App A documents Documents also available in PDR 
FELTON, JW Division of Rules and Records 85/03/04 GRABER.L NUS Corp 2pp 
30745 005-30745011 

--8SO0O6DO69 Attachment of final DefictanCy Rept DR 138 re ITE Gould Type 2150 
overload refays out of calibr Relays sent back & replaced w/LIO overload 
relays Response to request for addi Jnfo re Surry & North Anna SPDS end 
* Gulf Slates Utilities Co 84/08/20 NRG • No Detailed Aftilialion Given 5pp 
3074S 007-30745,011 

8504120314 Forwards PNL-5200 12, "Review ol Engine Base & Bearing Caps for TDI 
DSRV-12,DSRV-18& DSRV-20 Diesel Engines" 

LAITV.WW Batlolle Memorial (netilute. Pacific Northwest Laboratories FIN 8-2963 
05/04/04 BERUNGER.C Division of Licensing Ip 29707001 29787 017 

-8S04120317 "Review of Engine Base & Bearing Caps for TDI DSRV-12, DSRV-t6 & 
DSRV-ZO Diesel Engines " 

L-AITY.WW Batlelle Memorial Inslitule, Pacific Northwest Laborslories FIN B2963 
PNL-52O0 12 85/03/26 Division of Licensing 14pp 20787,002-20787 017. 

8506050437 Corrected revised final Deficiency Rept DR-206 re Improper lubricant in two 
fuel pool cooling pumps & motors Motors 

dlsassembled.cleaned.lnspected.handpacked.reassembled, & subsequently operated 
within required parameters 

BOOKER, J E Gulf States Ulililias Co. 85/05/07, WARTIN.R D Region 4, Office of Di- 
rector 3pp 30725 254-30725 256 

6506050054 Interiin Deficiency RepI OH-298 re check valves In on engine mounted 
starting air piping for standby diesel generators supplied by TDI Next rept will be pro- 
vided By 850528 

BOOKER. J E Gull States Utilities Co 05/05/13 MARTI N,R D, Region 4, Office of Dl- 
reclor 1p 30733 266 30733 266 

8506050087 Interim Deficiency Rept DR-266 re Hub, Inc tube steel supports Next rept 
will be provided by 850530. 

BOOKER.J E Gulf Slates Utilities Co 05/05/13. MARTI N.R.D Region 4, Office of Di- 
rector, 1p. 30726 258 30726 258 

8506050237 Interim Dafrcloncy Rept DR 295 ro AKD 6 4B0>volt switchgear supplied by 
GE Next rept will be submitted by 650530, 

BOOKER,J.e. Gulf Slates Utilities Co 65/05/13 MARTIN, RO Region 4, Office of Di- 
rector. Ip 30726 106-30726 106 

8506050615 Interim Daficlency Rapt OR-301 fO altered torque switch limiter plates on 
motors supplied by Lfmitorqua for mo tor- ope rated valves Next rept will bo submiltod 
by 050527 

BOOKER, J.E. Gull Stales Utilities Co. 85/05/13 MARTIN, R D, Regton 4, Oifico of D) 
rector. Ip 30725.003-30726 093. 

8506040196 Interim Deficiency Ropi DR-2ei re ITE Rowen auxiliary J14 relays, Next in 
terim or final status rept will be provided by 050528. 

BOOKER.J E Gulf States Uillilles Co 65/05/14 MARTIN, R D Region 4, Office of Dl 
rector 1p 30710 2O0-3O71Or2OB. 

0506040329 Interim Daflcfency Rept DR-293 re structural steel supplies by Interstate 
Steel Sujjply Co.Nfixt Interim or final status rept wril be provided by 850530. 

BOOKER, JE Guff Slates Utilities Co 85/05/16 MARflN',R,D. Region 4, Office of Dr 
rector. 1p. 30700 267-30709.267. 

0506640751 Interim Deficiency RepI DR 290 re pressure lest for charcoal fillralion unit 
ductwork. Next rept will bo provided by 850531 

BOOKER.J.G Gulf States Utllilles Co. 65/05/16 MART IN .R D. Region 4, Office of Di 
rector Ip, 30700:1 14-30708:1 14 

0506050046 Final Daficlency RepI DR-202 re control relay conlacis lor CRD backup 
sera in solenoid valves supplied by GE Condition not reponable per 10CFR5055(oV 
BOOKER.J E, Golf States Vltllilies Co. 66/05/15 MARTIN, R.D Region 4, Office of Di- 
rector. Ip. 30726'353'30726 353 

8606050167 Final Deficiency Rept DR-242 ra failure of motor pinion gear In SB 2 60 
motor operator supplied by LImitorque for safety-related valve 1E12‘MOVFOO0 in 
RHR sys Condition nol roporlaWe under 10CFR50.55(eJ 

BDOKER,J,E. Gulf Slates Uillilles Go. 85/05/15 MARTIN, RD. Region 4, Office of Di- 
roclor, 1p.3072S'169.30726 169. 

850605029 S Interim Deficiency RepI DR -300 re hydrotesl documenialfon for GE pres- 
sure training welds In reactor pressure vessel. Next repi will be submitted by 850530, 
BOOKER, JE Gull Slates Utilities Co 05/05/15. MARTIN, R 0. Region 4, Olllce of DI- 
reclor. 1p- 30726.133 30726:133, 

8506050505 Inlerim Deficiency Rept DR-29d re fuel oil back pressure valve mig by 
Target Rock Corp for standby dress! generators supplied by TDI.N ext rept will be sub- 
mitted by 650530. 

BOOKER,J E Gulf Slates Uillilles Co. 85/05/16. MARTIN,R.D Region 4, Office of Di- 
rector. Ip. 3O725'281-3O725.201. 

8506040187 Interim Deficiency Rapt DR-246 re near indication & mfn wall thickness of 
BF Shaw Co wald.Nex1 Inlerim or final status rept will be provided by 850526. 
BOOKER,J.E Gulf Slales Utilities Co 05/05/16. MARTIN.R.D. Region 4, Office of Di- 
rector, ip, 30710:262-30710,262. 

8506040714 Final Deficiency Rept OR-276 re prevenlalive malnt for safely-related 
equipmani Evaluation revealed Inal equipment affected by sub| condition nol compro- 
mised 

BOOKER,J.E Gulf Slates Utilities Co, 65/05/16. MARTIN, R 0. Region 4, Office of Di- 
reotor. Ip, 30706:21 0-30708'210, 


8506050107 Interim Deficiency Rept DR'274 re field wiring to ASCO & Target 8«k 
Corp solenoid valves Next rept will bo provided by 85052B 
BOOKER.J E Gull Slates Utilities Co 65/05/16 MARTIN.R D Region 4, Olficeof Dv- 
rector Ip 30725 309-30725 309 

8506050570 Revised final Deficiency Rept DR-222 re voltages drop m 125 volt do cables 
resulting in improper recharging time of HPCS batlery.Procedure initiated to Insiell 
proper size cable 

BOOKER.J E Gull Slates Utilities Co 85/05/16 MARTIN.R D Region 4, Office o) Di 
rector 3pp 30725 094-30725 096 

8506060703 Final Deficiency Repi DR-285 re new instrument setpoints for Rosomouni 
1 1 52 devices resulting from revised Instrument setpoint methodology Condition leusd 
not reportable under 10CFR50 55(e) 

BOOKER.J E Gulf States Utilities Co 85/05/16 MARTIN.R D Region 4. Office of Di 
rector Ip 30746326-30746 326 

8506270539 Forwards "Evaluation of DSR-48 Emergency Dieset Generator Crankshafts 
at River Bend Station " Rept documents & )u3tifiGS fatigue margin of crankshalt for 
intended uso 

BOOKER.J E Gulf States Ulilitios Co 85/05/16. DENTON, H R, Office of Nuclear Re 
actor Regulalion, Director 1p 31236 202-31236 346 

-8506270543 "Evaluation of DSR-40 Emergency Diesel Generator Crankshafts at River 
Bond Statlen " 

* Failure Analysis Associates FAAAOSSIO 05/05/16 56pp 31236 293 31236 348 

8506060542 Final Deficiency Rept DR- 156 re nonessontial devices supplied by GE that 
are connected to Class 1 E buses Analysis of devices fdenliliod no adverse nonessen- 
tial devices Condilion not reportable per 1 0CPR50 55(o) 

BOOKER.J E Gulf Slates Utilities Co 85/05/17 MARTtN.R D Region 4, Of lice ol Ds 
rector Ip, 30767 350-30767 350 

0506060694 Inlerim Deficiency Repi DR-273 re relocation of Rosemount pios^ura 
Iransmillers Inlerim or final status rept to be provided by 050531 
BOOKER,JE Gull Stales Utilities Co 85/05/22 MARTIN.R 0 Region 4, GfficoolDi 
rector Ip 30746.322-30746 322 

6500120226 Final Deficiency Repi DR 268 re Rosomouni trip units supplied by GEItem 

S ortable under lOCFRSD 55(e) 

;R,JE Gulf Stales Uillilles Co 05/05/24 MARTIN.R O Region 4, Office of Di 
rector Ip 30857.106-30857,108 

8506110203 Revised final Deficiency Rept DR-282 re lack of antisiphon device In sperit 
fuel coollrrg lines In containment & fuel bldgs Initially reported on 650304 Anlislphon 
holes drilled In spent fuel cooling sys supply & return pipes 
BOOKER, J E. Gulf States Utilities Co 65/05/27 MARTIN,R D Region 4, Office el Ot 
rector 3pp 30092 240-30832 242 

8506120431 Final Oelfclency Rept DR-SOO re hydrotesl documentation for pressure re- 
taining welds in GE reactor pressure vessel Leak lest found no dolicloncy Conditign 
nol reporlablo per 10CFRE0 55(0) 

BOOKER, J,E, Gulf Stales Utilities Co 85/05/20, MARTIN.R D Region 4, Oflico el Dt 
rector Ip 30070 226-30870 226 

S606120S06 Interim Deficiency Rept DR 301 re modified torque switch limitcr plates on 
LImitorque operators furnished by Volan Engineering ltd Next rapt will bo submillcd by 
850607 

BOOKER,J E Gulf Stales Utilities Co 05/05/20. MARTIN.R D Region 4. Office olDi 
rector Ip 30858.148-30658148 

8506120512 Interim Deficiency Rept DR-208 re air start check valves In standby liiesel 
generators supplied by TOl.Next rept will bo submitted by 850614 
BOOKER, J E. Gulf States Utllilles 85/05/20 MARTIN.R O Region 4. OlflcoelDi 
rector. Ip, 3OO5BT11-3O058 111 

6506130405 Interim Deficiency Rept DR-280 re Reliance Class RM motors for LlmiUx 
qua molor-operated valve actuators (Model SMB-3-150) Next rapt will bo provided by 
850614, 

BOOKER, J E. Gull States Utilities Co. 85/05/29 MARTIN.R D Region 4, Oflice el CN 
rector. Ip 30666 300-00868 300 

8500130442 Interim Deficiency Rept Dn-296 re AKD 6 400 volt switchgear supplied by 
QE Next repi will bo provided by 650813 

BOOKER,J E, Gulf Slales Utilities Co 85/05/29 MARTIN.R.D R eg ion 4, 011 ice oHX 
rector, ip 30801 ,055-30891 ’055 

6506130522 Final Deficiency Rept DR-246 re linear Indication & min wall thickness ol 
BF Shaw Co shop weld, I nil I ally reported on 050210 Problem corrected by grinding oul 
linear indication » bldg up weld & adjacent areas 

B0OKER.J,E Gulf Stales Utilltfes Co 85/06/29 MARTIN.R.D Region 4, OIIJceolDi 
rector 3pp. 3089 1-21 2-30691 214, 

8506140046 Interim Deficiency Rept DR-296 re tube slool supports furnished by 
Hub, Inc Next rept will be submitted by 850613. 

BOOKER, J.E. Gulf Slates Utilities Co. 65/05/29. MARTIN.R.D, Region 4, Office of Di 
rector Ip 30909.045-30909.04S. 

6S0S1 40423 Revised final Deficiency Rept DR-268 ro excessive leakage of containmoni 
Isolation check valves Reworked control forms issued to allow repair ol vafvos wliich 
did nol meet App J criteria 

800KER.J.E. Gulf Stales Utilities Co 86/05/29 MARTIN.R D Region 4. Oflico of W- 
rector 3pp. 30910 222-30910 224, 

8606120426 Final Deficiency Rept DR-281 re ITE Rowan auxiliary J1 4 relays fnl Hally le 
ported on 8S04lO.Cause Indeterminate, Undervoltage auxlllarv relays for swilchpears 
1ENSSWQ1A & 1ENSSWG1B replaced vv/new J14 relays. 

BOOKER,J E Gull States Utilities Co. 65/05/30. MARTIN.R D Region 4, Office of Df. 
rector. 3pp. 30856.201-30858.203. 

8506140408 Final Deficiency Rept DR 293 re structural steel aupplled by 1010131310 
Steel Supply Co where plate mall cul by Beverly Steel Co, Condilion not reportabfe per 
10CFR50 55(e), 

BOOKER, J E, Guff Slatea Utilities Co, 85/05/31, MARTIN.R.D Region 4, Olflca of W- 
reclor. ip. 30910,214-30910:214, 
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8&06i17027e "Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
6 Terminations," technical evaluation rept 

LAiTV.WW flaltelle Memorial InBlItuto, Pacific Northwest Laboratories FIN B-2952 
PNL-5200-3 85/05/31 Division of Licensing 21pp 30981 130 30981 150 

8506140412 Revised final Deficiency Rept DR-177 re design, mtg & installation of co- 
axial & mslrumentatlon cable for neutron monitoring sys Const personnel reminded to 
exercise care when pulling Individual cables 

BOOKER, J E Gulf States Utilities Co 85/06/03 MARTIN, RO Regiori 4, Office ol Di 
rector. 7pp 30910 215 30910 221 

8506200499 Final Deficiency Rept DR-274 re improperly rated field wiring connected to 
four solenoid operated valves supplied by Target Rock Corp for air supply lines to air 
reservoirs Condition determined not reportable under 1 0CFR50 5S(e) 

BOOKER,JE Gulf States Utilities Co 05/06/03 MARTtN,R D Region 4, Oltice of Di- 
rector Ip 31020 094-31020 094 

8506210399 Final Deficiency Rept DR 302 re wiring conllguraflon of HPCS diesel gener- 
ator supplied by GE Hem determined not reportable under 1OCFR50 55(e) Flelo Devi 
atlon Disposition Request LD1-3211 Issued. 

BOOKER.JE Gull States Utilities Co 85/06/03 MARTIN.R D Region 4, Office of Di- 
rector Ip 31055 104-31055194 

8506200515 Interim Deficiency Rept DR-273 re relocation of Rosemount pressure 
transmitters Next rent to bo provided by 860613 

BOOKER,J E Gull Slates Utililles Co 85/06/04 MARTIN.R D Region 4, Office of Di- 
rector Ip 31020 056-31020.056 

8508110334 Supplemental Part 21 ropl re addi circuit broakers.furnlslied as spares, w/ 
overcurrent trip devices that may havo short time delay band lever Items require Insp 
& replacement If link found IncorrecI 

KAISER.A.F Brown Boverl Corp (subs of Brown Boveri & Co, Ltd) 85/06/06 
DEYOUNG.RC, Director's Office, Office of Inspection and Enforcement 3pp 
30814 250 30814 252. 


B50820D029 Iniarim Deficiency Rwl DR-304 re potenllal wall thickness problem w/ 
SA106 pipe supplied by Phoenix Steel Next rept anticipated by 850617 
BOOKGR.J E Gull Slates Utililles Co 85/06/06 MARTIN.R 0 Region 4, Office of Di- 
rector Ip 31020 305 31020 305 

8506200456 Final Deficiency Rept DR-1 68 re hubs on socket flanges supplied by West 
Jersey Mfg Co Initially reporteci on 850304 Twenty eight flanges discarded 
BOOKER.J.E Gull Stales Ulilllles Co 85/06/06 MARTIN.R D Region 4, Office of Di- 
rector 3pp 31020.150-31020 152 

8505200512 Inlorim Deficiency Rept DR.20O re pressure tost performed for charcoal fil- 
tration units ductwork.Nexl rept to be provided by 850617 

BOOKER.J E, Gull Slates Ulililios Co 85/06/06 MARTIN, R.D Region 4, Office of Di- 
rector. 1p. 31020 057-31020 057. 

8506240616 Final Deficiency Rept DR-299 re backpressure rogulatlnn valves In lual oil 
return line for standby diosol generators supplied by TDl.Inlllally reported on 
5506O5.Sub) valves replaced w/non-ASME valves. 

aOOKER,J,E Gulf Stales Utilities Co. 65/06/06 MARTIN.R D Region 4. Olfioe of Dl 
rector 3pp 31158 301-31156 303 

8506270077 Interim Deficiency Rept DR 301 re altered torque switch limiter platos on 
motors supplied by Llmllorque for motor- operated valvos Next rept will bo provided by 
BS0618. 

BOOKER.J E Gull Statos Utllitlos Co 85/06/10 MARTIN.R D Region 4, Office of Di- 
rector 1p 31252’1 42-31 262,142 

8506270121 Final Deficiency Rept DR-303 re damage to Pathway Bollows, Inc bellows 
expanalon joints Inlllally reported on 850607 Safely related vacuum reloaso check 
valvos Installed Expansion joints to bo roplaced before fuel load 
BOOKER.J E Gull Stales Ulilllles Co 85/06/10, MARTIN.R.D. Region 4, Office of Dl 
rector. 3pp 31252 063 31252.065 


8S0B270S00 Forwards "Operallonal Safety of TDI DSR-46 Emergency Diesel Generator 
Crankshafls at River Bend Station, Gull Stales Utils" & addI Info requested by NRC to 
confirm qualification of TDI standby diesel generators. 

BOOKER.J E Gull Stales Ulilllles Co 85/06/12 DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director. 31 pp 31237.271-31237.332 


-5506270505 "Operational Safety of TDI DSR-4e Emergency Diesel Generator Crank- 
shafts at River Bond Station, Gulf Slates Utils " 

PISCKINQER.F. Forschungsgesellschaft fur Energletechnik und Vorbronnungsmotoran 
MBH. 85/00/01 31pp. 31237 302-3 1237’332, 


8506210401 Requests addi info re Part 21 repis Issued by TDI since Apr 1964 re prob- 
tenis w/emergency diesel generators. Info to be used In preparation of SER to close 
out TDI engine reliability Issues 

BUTLER,W.R, Licensing Branch 2 85/06/13 CAHILL, W.J., BOOKER.J.E Gulf Stales 
Utilities Co. 5pp, 31046:118-31048.122 

8508270124 Provides status of five recent 10CFR21 notices issued by TDl.Summaty o( 
UtH deficiency repis encl.lncludlng DR-288, DR-29 1,DR-290.DR- 299 & DB-313. 
0OOKER,J E Gull Slates Utililles Co, 85/06/15 DENTN,H.R. Office of Nuclear Reac- 
tor Regulation, Director. Gpp 31252 053-31252.062. 


8508240602 Part 21 rept re failure to follow design control procedures resulting In mis- 
application of switch CR2940 on standby liquid control sys which may cause tailure of 
Class 1 E equipment Design drawing change In progress. 

SHERWOOb.Q.Q. Gensral Eleclrfc Co. 85/06/1 A TAYLOfl.JM. Director's Office, 
Olllce of Inspection and Enforcement, 3pp, 31 160;38O-31 159.362 


V, Operator Examinations 

8506050373 Suppis 65041 1 Itr re shdt advisors WJ Beck replaces J McCullough & 
should be Included in list of individuals qualified as shdt advisors Bock resume end 
BOOKER.J E Gull Slates Utilities Co 85/05/28 DENTON.H.R Office of Nuclear Re 
actor Regulation, Director. 4pp 30717 264-30717 267 

8506060455 Forwards Exam Rept 50 458/OL-85-02 of Qxam administered on 
850507,J/} a )5 

JOHNSON.E H. Region 4, Office of Director 85/05/31 CAHILL.W J. Gull States Utili- 
ties Co 2pp 30732077-30732 118 

-0606060461 Exam Rept 50-458/OL 55 02 on 850507,14 A 15 Exam results all seven 
senior reactor operators passed exam 

GRAVES.DN, COOLEY, R A Region 4, Office of Director 85/05/24 40pp 
30732 079 30732 118 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A. Appllcatlon/conatructlon stage documents & correspondence 

8506050031 Further re^onse to FOIA request for documents re NRC 841218 moeting 
w/Hydrogen Control Owners Group A Sandia experiments on smalt/large-scale steS 
containment models Forwards drawings responsive to requosi 
FELTON, J M Division of Rules and Records. 85/03/06 HIATT, S L Ohio Citizens for 
Responsible Energy Ip 30745 013-30745 014 

—6506050037 Notification of 64121S meeting w/Hydrogen Control Owners Group in 
Norwood, M A, to review A inspect Installailcm el test equipment in 1/4 scale test laclll- 

^TAHLE.CR Licensing Branch 4 84/12/11 ADENSAM.E.G Licensing Branch 4 Ip. 
30745.014-30745 014 

8S0315C249 Notification of 050308 meeting w/utll In Bethesda.MD to discuss Tech 
Specs 

STERN.S M Licensing Branch 2 B5/03/07 SCHWENCER.A Licensing Branch 2. 
4pp 293S7.296-29387.299, 

0606040300 Nolilication o1 6S0522 meeting w/Hydritoen Control Owners Group In 
Bethesda.MD to resolve issues In Hydrogen Control Owners Group quarter-scale lest 
program 

STAHLE.C R Licensing Branch 4 85/05/16 ADENSAM.E. Licensing Branch 4. 6pp 
30719 232-3071 9'237 


S. Reportable occurrences, LERs & related correepondence 

8604120314 Forwards PNL-5200 12, "'Review of Engine Base A Bearing Caps for TO I 
DSRV-12,DSRV-16 A DSBV-20 Diesel Engines '" 

LAITY.W.W, Battello Memorial Institute, Pacific Northwest Laboratories. FIN B 2963 
05/04/04 BERLINQER.C, Division of Licensing 1p, a9787'001-20787.017. 

—8604120317 "Review of Engine Base A Bearing Caps for TDI DSRV-12, OSRV-IG A 
DSRV-20 Dlesal Engines " 

LAITY, W.W Battolle Memorial Inslitulo, pacilic Northwest Laboratories FIN B-29Q3 
PNL-5200-12 85/03/26 Division of LI cons Ifig 14pp. 20787 002-29787 017 

8606170278 "Review of Emergency Diesel Generator Engine A Auxiliary Module Wiring 
A Terminations," technical evaluation rept 

LAITY, W.W. Battolle Memorial Institute, Pacific Northwest Laboratories. FIN B-2952 
PNL-S2ao-3 85/05/31. Division of Licensing 21pp. 30961.130-30991:160 


DOCKET 50-460 WPP5S NUCLEAR PROJECT, UNIT 1 


A, AppI I eat I on /con struct I on stage documanla A correspondence 

8606170286 FOIA request for 12 catogortes of records re facility. 

LOWER Y.J.D Riddell, Williams, Buliill A WalWnshaw 85/01/29 FELTON, J.M. Divi- 
sion of Rules and Records 2pp. 30961:259-30981 260. 

8608170296 Responds to FOIA request for records re facility Ofc of General Counsel In 
process oi lormalizlnq generic reapor^se for various /alated FOIA requests Records al- 
ready available In PDR for Insp 

FELTON, J.M. Division of Rules and Records. 85/03/04. LOWERY. J D. Riddell. Wil- 
liams, BulllU A Walkinshaw. ip 80951 26t-309B1‘261. 

6606190206 Responds to Generic Ltr 85.02 re steam generator tube 
integrity Descriptions could not be developed due to extended shutdown Generic Hr 
will be addressed alter const restart Response to Item 6 discussed 
SORENSEN, Q.C Washington Public Power Supply System 85/06/13. 

ADENSAM.E.G Licensing Branch 4, Ip, 30905 087-30995'087. 


Q. Adjudicatory correspondence 

6606100708 Submits seventh quarterly status rept re const aclivllles, per 631014 
memorarrdum A order No safety retaied const aclivllles performed during Second 
Quarter 1985 Limited engineering ellort continuing Related correspondence. 
REYNOLDS, N.S, Bishop, Liberman, Cook, Purcell A Reynolds. REYNOLDS, N S. 
Washington Public Power Supply System. #255 349. 85/06/05. GROSSMAN, H , 
HARa0UR,J., BRIGHT, GO, Atomic Safety and Licensing Board Panel. Ip, 
30B02. 323-30802-323. 


U. Congresslonal/Executive Correspondence 

5506040694 Responds to Inquiry re licensing of faclllly in Waal Feliciana Parish, LA NRC 
In Hnal stages ol reviewing application for OL.Number of key Issues need resolution 
before dectolon on Issuance of OL reached. 

DIRCKS.W,J, Office ol the Executive Director for Operations 85/05/21, BENTSEN.L. 
Senate, 2pp 3071 9.324-3071 0'325. 


H. General correspondence 

6606030394 Requests JO Martin.asslstanl managing direolor for operations, be added to 
distribution for Units 1,2 A 3. 

SORENSEN, G C. Washington Public Power Supply System. 85/05/13. MARTIN, J.B 
Region 5. Ollico of Director Ip. 30875:32 1-30675.324. 
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Q. Inspection reports, IE Bulletins & correspondence 


8506260549 Forwards MaoUng Repis 50 460/85-01 & 50 508/85 01 re proposed readi- 
ness review progranvon 860522 . _ 

K1RSCH.DF Region 5, Office of Director 65/05/07 MAZUR.DW. Washmglon Public 
Power Supply System 2pp 31232 070-3 1 232 092 


“8506260554 Weoltng Repts 50 460/85 01 8 50 508/66 01 on 850522 Item 

discussed proposed readiness review pfograrn,fnclutJing preservation program for Unit 
3 

DODDS, HT., KIRSCH.DF. Region 5. Office of Director. 85/06/06 21 pp 31232 072- 
31232 092. 


S. Reportable occurrences, LERs 5i related correspondence 


8504120314 Forwards PNL-5200-12, "Review ol Engine Base & Bearing Caps for TDI 
DSRV.12.DSRV-16 & OSRV-20 Diesel Engines " ^ 

LAITY, WW. Battelle Womorial Institute, Pacific Northwest Laboratories FIN B-2903 
85/04/04 eERLINQER,C Division of Licensing Ip 2B767 001-29767 017 

••6504120317 "Review of Engine Base & Bearing Caps (or TDI DSRV-12, DSRV-IO & 
DSRV-20 Diesel Engines." , 

LAITY, WW Battelle Memorial Institute, Pacihc Northwest Laboratories FIN 0-2963 
PNL-5200 12 05/03/26 Division ol Licensing 14 pp, 29787 002-29787 017 


6506170278 “Review of Emergency Diesel Generator Engine & Auxiliary Module Wiring 
& Terminations," technical evaluation rept ^ 

LAITY, WW. Battelle MemoriaJ Institute, Pacilic Northwest Laboratories FIN B-29S2 
PNL-5200 3, 85/05/31 Division ol Licensing 21pp, 30961 T30-30981 ISO 


DOCKET 60-461 CLINTON POWER STATJON, UNIT 1 


A. Apptlcatlon/conatructlon stage documents & correspondence 


86061 S0006 Further response to FOIA reguesi for two categories ol documents re oper- 
ation ol Grand Gulf power reactor & TDI dIaseS generators Documents listed In App A 
availabJe in PDR Computer pnntout end providing brief descriplion. 

FELTON, J M. Division of Rules and Records 85/02/06 BELL,N Nuclear Information 
A Rasourco Service 7pp 30961,001-30961.007 


-8403120227 Requests assistance In obtaining Mark Ilf containment etructural capacity 
info from listed facilities to assist Containment Sys Branch In evaluating conlafnmenl 
capability for positive & negative pressure differentials. 

lAr,Q. SInjclural & Qeolechnica) Engineering Branch. 84/03/08 YOUNGBLOOD, J 
Licensing Branch 1.2pp 30861 '337-30961 ,338 


8506060031 Further response to FOIA request (or documents re NRC 841218 maeling 
w/Hydrogen Control Owners Group & Sandia experiments on small /large scale sled 
containment models. Forwards dra'wlngs responsive to request. 

F ELTON, J M Division of Rules and Records. 85/03/06 HIATT ,S.L, Ohio Citizens for 
Responsible Energy. Ip 30745'01 3-30745 014 


-8506060037 NoUIEcalion ol 641216 meeting w/Hydrogen Control Owners Group In 
Notwood,MA,to review & Inspect Inslallatlon of lest equlpmenl In 1/4 scalo lest (acill- 

^TAKLE.C.R LIcenBing Branch 4 84/12/11. ADENSAM, EG Licensing Branch 4. Ip, 
30746 014-30745,014. 


8508170180 Responds to FOIA request (or documents re emergency Instructions or 
procedures & 8WR Mark III emergency procedure guidelines Forwards documents 
listed on app 

FELTON, J.M. Division of Roles end Records, 85/03/13 HIATT.S Ohio Citizens lor 
Responsible Energy, 2pp. 30981 ‘217-30981 ;2 18. 

-64090 S0617 Forwards request (or addi Info re hydrogen control for Mark III contafn- 
meni plants durhg postulated degraded core accidents Questions should bo transmit- 
ted to Grand Gulf, Perry, River Bend & Clinton applicants 

BUTLER, WR Containment Systems Branch, 84/08/24, YOUNQBLOOD.8J Llcans- 
Ing Branch 1, 3pp. 30981:223-^961:225. 

8606190081 Further response 1o FOIA request for documents & Info re NUREQ/CR 
3597,SAND 84-0936.NUREQ/CR-3418,SAND 03-1617, & Board Notifleatfon 64- 
32 Mp B & App C documents avaifable In POR.Review ol addI documents continuing. 
FELfoN.J,M. Dhrlaion ol Rules and Records. 85/03/27, CURRAN, D, Harmon, Weiss 
& Jordan Spp 31010:156-31013-043. 

-8506190296 Forwards SWRI test plan, "Nuclear Qualification Tost Plan for Generic 
Equrpmeni Qualification for Grand Gulf I A Clinton 1 Nuclear Power Stations," for 
review A comment by 6S1016,Mlsslng sections incomplete A torthcoming.W/o end. 
POTAPOVS, U. Vendor Program Branch, 82/10/01, JEPPESEN.D.M, Sandia National 
Uboratoiias. 1p. 31010:315-31010:316. 

8506040300 Notification of 850522 meeting w/Hydrogen Control Owners Group In 
Bethesda,MO to resolve Issues In Hydrogen Control Owners Group quarter-scale test 
progfam. 

STAHLE.C.R. Licensing Branch 4. 85/05/16. ADENSAM, E. Licensing Branch 4, epp. 
30719.232-30718,237. 


8508040538 Forwards advance copies of FSAR changes requested, per 850509 
agreemants.EncI changes will be Incorporated Into FSAR Amend 34 scheduled lor Is- 
suance in Jul 19es.S1atU3 rept of abservallon repta already committed lo also end. 
HALL, DP, Illinois Power Co. 66/05/29. MfLHaAN.JL Quality Assurance Branch. 
150pp. 30698.034-30698:190. 

8606070410 Commanis on periodic testing of diesel generator units In response to util 
850524 Itr lo NRC.Ulil should dearly Inoicate whether davialfon from performing 24 h 
lest requested 

PARKER, M.C. Illinois, Slate of, Dept, ol Nuclear Safety. 85/06/03. BUTLER, W.R. U- 
censlng Branch 2, 2pp. 30749:dM-30749.361 , 

8506110396 Advises that FSAR Section 2.2,2.3 re pipelines crossing util property will be 
revised in Amend 34 to Incorporate response to Question 311.5 concerning safety 
measures w/revised wording ol 620302 agreement between ubi A Shell Oil Co. 
SPANQENBERQ.F, llllnds Power Co, 85/06/07. BUTLER, W.R, Licensing Branch 2. 
2pp. 30617:180-30817:181. 


8506130155 Forwards revs to FSAR Seclions 1.8,7 1,7 2.8 1,8 3 A responses to Ques- 
tions 430.1 19 A 430 131. Revs made to clarify statements In FSAR re electrical sepa 
ration A flexible conduit Changes will be Incorporated in Amend 34 
SPANQENBERG.F Illinois Power Co 85/06/11 BUTLER.WR Licensing Drartdi ? 
27pp 30861 168 30861 194 

85O6140OSO Confirms 850423 lelcon re revised response to Question 430 135 ol FSAR 
& to reduce scope of voltage verification tost required on listed bases Proposed 
change to FSAR & description of EASY computer code end 
SPANGENBERG.F. Illinois Power Co 85/06/12 BUTLER.WR Licensing Branch 2 
Spp 30894 335 30894 339 

SS06140133 Endorses Containment Issues Owners Group 650515 submittal re Confrrn- 
atory Issue 71 concerning (low momentum compartsons between dean A encroach 
pool areas. 

SPANQENBERG.F Illinois Power Co, 85/06/12 BUTLER.WR Licensing Branch 2 
Ip 30893 224 30693 224. 

8506140438 Forwards "Otfsile Dose Calculation Manual” (or approval Table 26-|, 
"Input Parsmetors lor Calculating Rapj," will be completed A forwarded by 851001 
SPANGENBERQ.F. Illinois Power Co. 85/06/12 BUTLER.WR Licensing Brandi 2 
2pp 30899131-30899 251, 

-8508140440 “Offsite Dose Calculation Manual " 

• Illinois Power Co 85/04/30 117pp. 30899.133 30899,251 

8506170488 Responds to NRC request for clanlicatlon ol util 841001 response to Gi»- 
nerJe Ltr 83-26 Util process uniquely determines posl-mafnt testing required lor each 
malnl evolution on safety related equipment 

SPANQENBEftQ.F. Illinois Power Co 85/06/14, BUTLER.WR Licensing Branch 2. 
Spp 30958 038 30958 042. 

8506270296 Forwards antitrust license conditions for facility CP A publication cntilfcd, 
"Conditioning of Licenses US NRC Antitrust Review of Nuclear Power Planis" W/p 
end 

LAMBE.W M Site Analysis Branch 85/06/19. WINSHIP.R. National Hydro Corp 3m 
31262341-31262343, 

8506260275 Requests that limllallon of ASME Code Case N-411 lor salamia loads ervY 
be removed A aporoved (or applications A conditions as alalod (n 850320 lequesL 
SPANQENBERG.F. Illinois Power Co 85/06/24, BUTLER.WR Licer^slng Brarildi,2 
2pp 31219300-31219301. 

8506280001 Informs that proposed FSAR Amend 34,lnvolvlng Independent design 
review.acceptable 

PARKER.M.C Illinois, State ol, 85/06/24 MILHOAN.J.L. Quality Assurance Branch 
Ip. 312S6.213-312S6'213 

8506270216 Forwards proposed schedule lor meeting roquiromants d 
10CFR60.44,Paragraphs (c)(3)(lv},(v] A (vl).Schodule &ltTiplille<r summary el dolailei} 
generic schedule recently prepared by Hydrogen Control Owners Group. 
SPANQENBERG.F. Illinois Power Co 85/00/26, DENTON.H R Olfico of Nuclear He 
actor Regulation, Director 6pp. 31236.213-31236 21B. 


E, NRC Safety Evaluation Report (SER), supple A correspondence 

8506110511 Forwards draft proposed FSAR rev re effects of Jet IrnpSngomenl A iustifica 
lion (or exceptions lo SRP.per SER Outstanding Issue 6.NUREQ/CR-2913 used lor 
certain let analysea, 

SPANQENBERG.F. Illinois Power Co, 85/06/07. BUTLER.W.R. Licensing Branch 2 
161pp, 30814.267-3081 6:046, 

6506140676 Forwards addi accident monitoring instrumenlallon,per NUREG 0731 JM 
Item ll.F1.lnfo complete A adequate lo prowde confirmation that TMI item A SEU 
Confirmatory Issue 21 Implemented 

SPANQENBERQ.F. Illtnola Power Co, 85/06/11. BUTLER.WR. Licensing BraiKh 2 
45pp 30699‘305-30699.348. 

8506210162 Provides Info on compliance w/requirements of SER {NUREQ 0653}pl( 
Feb 1982, re salety-rellel vatve surveillance program, for use by NRC to close bsus 
Procedures Instituted lo detect valve condition listed, 

SPANQENBERG.F Illinois Power Co. 05/08/19 BUTLER, W.R. Licensing Bionch 2 
2pp. 31024.186-31024,102. 

-SS062 10176 Forwards Licensing Review Group II rept re review status el &i 
Issues, Forty Issues resolvad.ll unresolved A 5 determined nortgenorteflovisai 
llsl, Identifying where SER Issue addressed also end, 

NOVAK, TM, Assistant Director lor Licensing, 82/08/17 BOOKER, J.E. Gull SUle 
Utilities Co. 6pp. 31024:188-31024-192. 


F. Security, medical, emergency A fire protection plane 

6S061 70390 Emergency Procedure Temporary Change Form 85-003 For Rev 4 (o CIr 
ton Power Station emergency plan Figure 2 1, 

‘ llllnola Power Co. 85/04/01 2pp. 30958:164 30958,165. 

6506170396 Emergency Procedure Temporary Change Form 85 004 for Rev 4 to Cb 
ton Power Station emegeiKiy plan. 

* lllirrols Power Co. 85/04/22. Spp. 30958:156-30068:158. 

8506060536 Forwards monthly rept for Apr 1985 re status of ofisilo emergency pri 
paredness (or OL reviews, Delays in schedule lor Limerick A Shoreham lor lull pcwi 
operation remain due to offsite emergency preparedness Issuea, 

DIRCKS,W.J, Olfice of the Executive Director (or Operations 85/05/28 PALLADIFI 
Commissioners, 11pp. 3O785:OO7-3O706’O1 7. 

8508240014 Advices that Region III unable to participate In B50605 meatmg to rrMb 
onsite objectives A scenario narrative summary (or emergency proptuedou 
exeroise.Scope of objectives A summary will be evaluated upon submittal 
PAPeRIELLO,C.J, Region 3, Olllce ol Director. 65/05/28. SPANQENBERG,F l»M 
Power Co, 2pp. 31 203:364-31 203-356, 
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"8506240020 Invues M Phillips or any Region 111 personnel lo 850605 meeting at (acility 
to linalne on site & olfsile objectives & scenario narrative summary lor 1985 emergen 
cy exercise. Listed organizations will attend 

SPANGENBERG.F Illinois Power Co BS/05/22 KEPPLER.J.Q Region 3. Office of 
Director. Ip 31203 358-31203 356 

8S06060004 Forwards Rev 8 to security contingency plan Rev withheld (rel 
IOCFn?32lj 

HALL.D P, Illinois Power Co 85/05/30 DENTON, H.R Office of Nuclear Reactor Reg- 
ulation. Director, 2pp 3072B SS6-307Ze 257 

8506130133 Submits into to provide clarillcation re fire protective signaling 
sys Proprielary protective signal sys designated as Class A S local protective signaling 
ss^ used to actuate &/or monitor water suppression sys designated as Class B 
SRANGENBERG.F Illinois Power Co 85/06/11 BUTLER.W R Licensing Branch 2 
2pp 30861,091-30861 092 

8506140174 Forwards Emergency Plan Implemenflng Procedure EC- 13. "Reactor Core 
Damage Estimallon " Procedure revised to include third core damage cl ass, referred lo 
as (ueT ovarhoai per TMI Item II B 3 

SPANGENBERG.F. Illinois Power Co 85/06/11 Ollica ol Nuclear Reactor Regula 
tion, Direclor. BUTLER, Wfl Licensing Branch 2 Ip 30893 088-30893 067 

"1506140179 Emergency Plan Implementing Procedure EC-13, "Reactor Core Damage 
EBlimalion” 

EVANS, K Illinois Power Co 85/04/20 39pp 30893 029 30893 067 

6506140082 Forwards responses to NRC comments on revised SPDS (TMI Action Plan 
Item I D2) lor review Scheduling of design validation audit in mld-Oct lo support tmal 
closure requested 

SPANGENBERG,F Illinois Power Co 85/06/12 BUTLER,W.R Licensing Branch 2 
15pp. 30894 311-30894;326. 

8506140170 Forwards list ol selected operating events to be used In sys function & task 
analysls,per 850424 responses to NRC comments on DCRDR program plan Plan 
process tul flits Supp1 1 lo NUREG-0737 requirements 

S PANGEN BERG.F Illinois Power Co 85/06/12 BUTLER,W R Licensing Branch 2 
13pp 30898 342-30098 353 

6606210126 Requests NRC acceptance of station spacitic fire protection Halon concen 
tration (6% lor 10 minutes), as described in NEDO-10466A, Addendum 1 Request 
based on recent acceptance ol rept Ulit plans ret to rept in 850901 FSAR amend 
SPANGENBERG,F Illinois Power Co 85/06/19 BUtLER,W R Licensing Branch 2 
2pp 31026 361-31026 362 


Q. Inspection reports, lE Bulletins & correspondence 

6506070376 Responds to NRC 850222 l(r re violations noted in Insp Rept 50-461/84- 
35 Corrective actions unacceptable weld documented on Nonconformance Rept 
23646 Weld will be dispositloned by grinding 

CONNELL, W Illinois Power Co. 85/03/12, KEPPLER,JG Region 3. Olfice of Direc- 
tor. 2pp 30750 009-30750 010 

8505130027 Supp1 1 to IE Into Notice 04 55, "Seal Table Leaks at PWRs " Svc list end, 
JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14 Consolidated Edison Co of New York, Inc i07pp 31044.065- 
31044,171 

B60S130030 SuppI 1 to IE Into Notice 85 020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Svc list end. 

JOROAN.EL. Division of Emergency Preparedness & Engineering Response (Posi 
630103), 05/05/14. Consolidated Etiison Co Ol Now York, Inc 107pp 31044 172- 
31044'278. 

6505200690 IE Into Notice 85-039, "Auditability ol Electrical Equipment Quallllcatlon 
Records at Lrcenseas Faoitilias " Svc list end 

JORDAN,E,L, Division of Emergency Preparedness & Engineering Response (Post 
B30103). 65/05/22. Consolidated Edison Co of New York, Inc lOBpp, 30837,258- 
30837.363. 

6S05200600 IE Into Notice 85 040, "Deficiencies In Equipment Qualification Testing <& 
Certrficalion Process" Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Englnaering Response (Post 
830103). 85/05/22 Consolidated Edison Co, of New York, Inc, T06pp 3084B'166- 
30846.271, 

8505280181 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements " Svc list end 

JORDAN, E.L Division ot Emergency Preparedness & Engineering Response (Post 
830103), 85/05/29, Consolidated Edison Co of New York, Inc. 120pp. 30852'245- 
30852363, 

6505260187 IE Info Notice 85-043, "Radiography Events at Power Reactors " Svc list 
end. 

JDRDAN.e.L. Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co. of New York, tnc. T20pp 30864.187- 
30864:287. 

85060600SS FoAvards Insp Repi 50-461/85-23 on 850422-26 & 050e-10.No violation 
noted. 

REYES, LA. Region 3, Office ol Director 85/05/31. GERSTNER.WC. Illinois Power 
Co. 2pp. 00727 244-30727:255. 

"6508060061 Insp Rept 50-461/65-23 on 650422-26 & 0506-10.No violation or devi- 
ation noted Major areas inspecled.slartup QA program for document control,deslgn 
changes & mcds.procuremenl control, receipt, 8lorage,handllng & maint. 

VANDEL.T E , SUTPHIN.R N , HAWKINS, F.C. Region 3. Office of Director. 85/06/31 
lOpp 30727;246-30727;255, 

8608070422 Forwards Insp Rapt 60-461/85-21 on 850416-0528 No noncompliance 
noted 

WARWICK, BF. Region 3, Oftlcs of Director, 85/05/31, QERSTNER,W.C, Illinois 
Power Co, 2pp 3074 9' 26 2-307 49 .300. 

"8508070437 Insp Rept 50-461/85-21 on 850416 0528 No noncompliance or deviation 
noted. Major areas Inspected .const & preoperailonal testing, Including review of 
altegallor^s, employee concerns, plant maint procedures & operating staff training 
GWYNN.T.P. Region 3, Olllce ol Director 85/05/31. 17pp. 30749 284-30749:300. 


6506140479 Forwards supplemental inlo in response to tE Bulletin 64 03 re refueling 
cavity water aeal.in response to insp on 850305-1 1 Operator actions for refueling boh 
lows failure described 

SPANQENBERC.F tllinois Power Co 85/06/05 KEPPLER.J G Region 3, Olfice of 
Director 3pp 30897 115 30897 117 

6506060877 IE Into Notice 85 045, "Potential Seismic Interaction Involving Movable In 
Core Flux Mapping Sys Used In Westinghouse Designed Plants " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc 122pp. 30865 001- 
30865 046 

BS08060707 IE Info Notice 05-046, "Clarification of Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits (or Transport Packages." Svc list end. 
JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
0301031 85/06/10 Consolidated Edison Co of Now York. Inc 124pp. 31043 301- 
31044 064 

8506190222 Provides final response to IE Bulialin 83-06 re use ot nonconlorming mails 
supplied by Tube-Line Corp Investigation complete All malls installed In ASME or 
s ale ty- related sys Identified & avalualed Unacceptable metis replaced 
SPANGENBERG.F Illinois Power Co 85/06/11. KEPPLER.J G Region 3, Office of 
Director 6pp, 30995'243-3Q995 250 

8506270283 Responds lo NRG 850402 Hr re anonymous allegations Investigations ol 
cited conditions complete Results maintained by util & available for NRC review 
HALL.D P Illinois Power Co 85/06/12 KEPPLER.J.G Region 3. Ofdce of Director 
ip 31252 202-31252 262 

BS06210247 Forwards NRG responses to Slate ot 1L questions re util proposed changes 
to ovennsp program 8 procedures & util responses lo State of IL questions 
KEPPLER.JG Region 3, Olfice ot Director 05/06/14 SAMELSON.A Illinois. Slate 
ol 21pp 31O20'257-31O26 296. 

"8 506210263 Forwards ulil responses lo questions & commenis submitted to NRG by 
State of IL Ally General re util rept '‘Results of Quality Programs (or Const of Clinton 
Power Station" & util 850329 Llrs U-0828 & U-oa27 re end of overtnsp program 
HALL, DP lllinoia Power Co. 85/05/03 KEPPLER.J.G Region 3, Olllce ot Diraclor 
10pp. 31026 276-31026 296 

8506210261 Forwards corrections to ovennsp program at laclllly.por 650422 meeting re 
util request to remove safety-related piping 8< mechanical supports (rom 
program Technical assessment outlined 

HALL, DP Illinois Power Co, 65/06/14 KEPPLER.J.G Region 3, Office of Director, 
65pp 31025.001-31025 055. 

SS0621010B Forwards Insp Rept 50 401/85-31 on 060520-23. No noncompliance noted. 
WARN1CK,H.F. Region 3, Office of Director. 85/06/17 GERSTNER.W.C Illinois 
PowerCo. Ip 31024,347-31024*353, 

"8506210114 Insp Rept 50 461/65 31 on 850520-23 No noncompliance noted. Major 
areas Inspected allegations & resolution ot open I to ms Allegations 

unsubstantiated Stop work order unwarranled 

JABLONSKI.FJ., WARNICK.RF. Region 3. Olllce ot Director, 85/06/11. 8pp. 
31024 340-31024 353 

6608240213 Forwards synopsis ot 650500 maetlng w/State of IL re util overinsp pro- 
gram 

NORELILiS,C.E Region 3, Olllce of Director 85/06/17. SAMELSON.A Illinois, Slats 
ot, 7pp. 3tO61’2Q6-31O01‘202, 

8506140240 IE Inlo Notice 85-047, "Potential Effect ol Una induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list and. 

JORDAN, E,L Division Of Emergency Preparedness & Engineering Rasponsa (Post 
030103), 85/06/10 Consolidated Edison Co. of New York, Inc 134pp 31208:157- 
31 268.304. 

8606140638 IE Into Notice 65-046, "Respirator Users Notice Del active Salt-Contained 
Breathing Apparatus Air Cylinders " Sve list and 

JORDAN.E.I. Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/19 Consolidated Edison Co, Q| New York, Inc 123pp 31976.064- 
31376,103. 

8506270086 Forwards Insp Rept SO 461/85-29 qn 050509,10,13 & 14 No violations 
Identified, 

HARRISON.JJ. Region 3, Oflice of Diredof. 86/06/21, GERSTNER.W.C Illinois 
PowerCo. Ip. 31 234:3 23-31 234'328. 

"8S06270093 Insp Rept 50-461/85-29 on 860600,10,13 & 14 No violations or devi 
alio ns noted, Major areas Inspected as bull! waikdown & review documentation lor 
alrucfurat steel framing & attachmerrts. 

KEATING.DE, DANIELSON.D.H. Region 3, Ollica ol Director 85/06/20. 6pp, 
31234.324-31234:328, 


R, Periodic operating reports & related correspondence 


8506060S36 Forwards monthly rept for Apr 1986 re status of ollsite emergency pre- 
paredness for OL reviews Delays In schaduta for Limerick & Shoreham lor lull power 
operation remain due to offsite emergency preparedness Issues, 

D|RCKS,W.J Ollica of the Executive Director for Operations. 85/05/28. PALLADINO 
Commlsaloners, 11pp. 30785.007-30785:017. 


S. Reportable occurrancae, LERa & ralatad correapondanca 


85061B0071 FOIA request lor NRC response lo Aug 1084 Itr re alleged deficianoy w/ 
Modal 272 orillea furnished lo facility by Titus Products & related documents S Schnei- 
der urvdatad Ur encl.W/o end. 

MCDEVITT,J,S Kirkpatrick & Lockhart 05/03/15. Olfice o( Admlnlslrallon. Ip. 
30986:245-30986:245! 
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SS061 60032 Respo/ids 1o FOIA fequasis for dociimenls re alleged deficiency in Model 
272 ofillos furnished by Titus Products to facilities App A docureenls available in 
PDR No records created ^ NRC 

FELTON.JW Division of Rules and Records 65/04/00 MCDEVITTJS Kirkpatricks 
Lockhart 2pp 30906 247-30986 24 B 


0SO614OOO8 Oeficfency Rept 55 84 01 re design change control Addl 30 days reguested 
to complete review & provide interim or final rept. 

HALL, DP Illinois Power Co. 85/06/03 KEPPLEfl.JQ Region 3, Office of Director 
Ip 3090901830909018 


8506240234 Inlerim Deficiency Rept 55-85-05 re inadequate design change control by 
Zack Co Initially reported on 650507 Sargent & Lundy Issued procedural revs Approx 
60 days required to complete investigation 

HALUOP Illinois Power Co 65/06/10 KEPPLER.JQ. Region 3, Office of Diredor 
3pp. 31203 159-31203,18t 


6606140534 PNO-lll-65-048 on 850610.2D0 workers & on 850611,2,500 workers walked 
oil job Caused by protest In response to QC Inspector hitting laborer w/roll of 
blueprints Most workers back at work on 850612 

JABLONSKLF , WARWICK, R Region 3, Office of Director 05/06/12. tp 30897 204 
30897 204 


8506240602 Part Si rept re failure to follow design control procedures resullEna In mis 
application of switch CR2940 on standby liquid conirof sys which may cause failure of 
Class IE equipment Design drawing change In progress 

SHEflWOOb.GG General Electric Co 85/06/17. TAYLOR,J.W. Director s Office, 
Office of fnspectiort and Enforcement, 3pp. 31169 360-3 1159'382 


V. Operator Examinations 

8606120032 Forwards "Summary of Training A Experience of Operations Personnel'’ 
Rept summarizes expeiierca of individuals A shift crews as of Dec 1984 A project 
data to Deo 1085 , 

HALL, OP Illinois Power Co 86/05/10 THOMPSON.H Division of Licensing 
KEPPLEn,JG Regions, Office of Director, ip 30851.288 30552 076 

— 8S06120034 "Summary of Training A Experience of Operations Personnel," 

• lillnols Power Co 85/05/10 140pp 30851 289-30852 076 


8606070422 Forwards Insp Rept 50461/85-21 on 8504180528NO noncompllance 
noted 

WARNICK.RF. Region 3, Office of Director. 85/05/31 GERSTNER.W.C. Illinois 
Power Co 2pp 30749,282-30749 300, 

-8506070437 Insp Rept 50-461/86 21 on 850416-0528 No noncompllance or deviation 
noted Major areas Inspected const & preoperatlonal testing,lncluding review of 
allegallans.emoloyee concerns, plant mainl procedures A opo re ring staff training 
QWYNN,TP Region 3, Office of Director, 85/05/31. 17pp 30749.284-30749 300, 


DOCKET 60-482 CLINTON POWER STATION, UNIT 2 


A. Application/ construction stage documents A correspondence 

6506150005 Further response to FOIA request (or two ealegorios of documenis re oper- 
ation of Grand Gull power reaclor A TO) diesel generators.Documents listed In App A 
avalfable In POR.Computer printout end providing brief description. 

FELTON, J.M Division of Rules and Records 85/02/05, BELL,N, Nuclear Information 
& Resource Service. 7pp 30961. 001 -30961 '007 

-6403 120227 Requests assistance In obtaining Mark III containment structural capacity 
Into from listed lacllilles to assist Containment Sys Branch In evaluating containment 
capability lor positive & negative pressure dillerentlals. 

LI^R,G Structural A Geofechnical Engineering Branch. 84/03/06 YOUNGBLOOD, J 
Licensing Branch 1 SCHWENCER,A. Licensing Branch 2, 2pp, 30061.337-30661 338. 


Q, Adjudicatory correspondence 

8506030627 Notice of fifing of answer to applicant motion to terminate proceeding. 
MARTIGAN,N.F., SAMELSON.A. Illlnofs, State of. #285 243. 85/06/93. 2pp 
30687.133-30687:138 

-8506030626 Response to applicant motion to terminate procaedIng.No objections 
offered Method applicant proposed for remediating Unit 2 excavation area 
questioned Cerflflcata of Svc end. 

HARTfQAN,NF., SAMELSON.A, Illinois, Slate of. 86/05/29. Atomic Safety and Li- 
censing Board Panel 4pp 30687,135 30687:138 

8506110363 Response to applicant 850517 motion to terminate proceeding No opposi- 
tion offered, subj to two listed site redress conditions G LaRoche afficfavil end. 
TURK,S.E. Hearings Division. #285 359. 86/06/06. Atomlo Safety and Licensing 
Board Panel. 6pp, 30814.235 30614:249 

-6506110372 AffIdavU of G LaRoche re environ conditions of site, berm const & site 
stablllzallon,Pro( qualifications, SE Turk irollce of appearance A Certificate of Svc end. 
LAROCHE,G Environmental A Hydrologfo Engineering Branch 05/06/00, 0pp. 
30814*241-30814,249. 


8506170378 Memorandum A order directing any party wishing to examine photograpfis 
lo file request w/ASLB by 850701 Photographs deal w/85061 1 memorandum A otda 
requesting addl info on Unit 2 excavation Served on 850614 
CLARK, H K Atomic Safety and Licensing Board Panel #285 445 86/06/13 Office of 
the Executive Legal Director Ip 30958 136 30958 136 


DOCKET STN-SO-470 CESSAR SYSTEM 80 


A. Appileatlon/constructlon stage documents A correspondence 

8506100332 Forwards CESSAR FSAR clarificalions re safety inlBClion sys dobf 
time Changes identified as part of cloanup effort to close out Amend 10 
SCHERER, A E Combustion Engineering, Inc 85/05/31 THOMPSON, H L Division of 
Licensing 15pp. 30769 256-30759 270 

8506 100253 Forwards results of CESSAR analysis of Increased blowdown for pressunz 
er safety valves, per Reactor Syg Branch request Analysis consistent w/analysis sub- 
mitted by Arizona Public Svc 

SCHERER, A E Combustion Engineering, Inc 05/06/04 THOMPSON, HL Division of 
Licensing tipp 30789 279 30780 269 


E, NRC Safety Evaluation Report (SER), euppis A correspondence 

8506140562 Forwards review A safely evaluation of proposed CESSAR chances S 
Issues fdentlliedi In SER (NUREG.0652,Suppls 1A 2) 

CRUTCHFIELD, D Assistant Director for Safely Assossmant 85/08/(14 

SCHERER,AE Combustion Engineering, Inc Opp 30910 348-30910362 

-8506140585 Safely evaluation re CESSAR Sys 80 Issue resolved 
• NRC - No Detailed Affiliation Given 65/06/04 7pp 30910 356 30910362 


DOCKET STN-60-482 WOLF CREEK GENERATING STATION 


A. Appileatlon/constructlon atage documents A correapondonco 

8608070070 Responds lo FOIA request lor documenis re prefilad testimony lilod In CP 
or OL hearings, speeches A published papers ro nuclear power A inteinal memoranda 
re facility Forwards documenis listed In Ajrp A F Search conlinuing 
FELTON,J M Division of Rules and Records. 04/06/20, GLASSWCGEL.H. Stiaw, Pill 
man. Polls A Trowbridge 150pp 30878 125-30881 '036 

“8508070090 Forwards memos re determination of licensee response to Wostirghwrae 
Itr on postulated fuel handling accident analysis, per requost of Technical Instruction Tl 
2500/1 

SEIDLE.WC Region 4. Dallas, Reactor Construction & Engineering Support Branch 
77/07/14 J0RDAN,E.L Executtvo Officer for Operalions Support Ip 3067631)3 
30876.306 

”8506070414 Documents 000608 telcon w/RA Wlosomann concerning reactor pressure 
vessel safe end problem Current status of facilillos A status of Wostinghouso Invosii 
nation included 

POTAPOVS.U Region 4, Dallas, Vendor Inspoclion Branch 00/00/09 
REINMUTH.GW Division of Reactor Construction Inspootlorr 6np S0B7B030- 
30879.034 

850S10030S FOIA request lor documenis re facility electrical cable soparalion doficlen 

STEPHENS, S Nuclear Awareness Network 85/03/01 Office of Actmlnialiatfon 2pc 
30622 234-30022 235 

8506160041 Responds to FOIA requests lor records re SSER (NUREQ 0787} rorwsrdt. 
App BAG documents App A A B documents available in PDR Inla In App C docu- 
menis partially wilhheld (ret FOIA Exemptions 5,6 A 7) 

FELTON,J M Division of Rules and Records. 85/03/01 GARDE, B P, Qovernmcnl Ac- 
countability Project 210pp 31087.005-31067 202 

-8506160117 Responds to 040530 request re mgt contacts for listed plants w/lntcgrat- 
ect licensing schedules, per E Chilstenbury 840630 telcon w/Elsonhul 
CUNN INGHAM, Q H, Cilice of the Executive Legal Director 04/06/07, DENTON, HR 
Office of Nuclear Reactor Regulation, Director Ip. 3 1067‘2&2-3 1067,292 

-8506150133 Responds lo 840530 request for designation of mgt contacts lor Inlcd 
plants w/near-torm llconsing activity 

COLLINS,J.T. Region 4, Offleo of Director, 84/08/14 DENTON, H R Office o1 Nuefesr 
Reactor Regulation, Director, Ip 31 067;296-3 1057-205. 

-8606150166 Discusses technical assistance fund needed by Region IV to replace 
funds expended for Waterford 3 to support higher than expected level of ceritraeux 
effort Funds required by 840601 (or FIN A-6701 al Wolf Creek 1 
DENISE.R.P Region 4, Office of Director FIN A-8701, 84/08/17. CRUTCHriELO.O 
NRC - No Detailed Affiliation Given Ip. 31 067.326-31 067'0 26 

6506100314 Responds to FOIA request for documenis re electrical cable separation de- 
ficiencies al (acillty.Forwards Apps A A B documents Documents also available n 
PDR, 

FELTON, JM. Division of Rules and Records 86/04/15. STEPHENS, S Nuefosr 
Awareness Network, 3pp. 30822 236-30622,267. 


8606130199 Memorandum A order requiring NRC to provide ASLB A parties w/ 
photographs, maps A accompanying explanations referred to in G Laroche 650606 af- 
fidavit re evacuatlon.Served on 850612. 

CLARK, H.K., FERGUSON, Q,A„ PARIS,0,H Atomic Safety and Licensing Board Panel 
#205 390, 85/06/11, Office of Ihe Executive Legal Director, 3pp. 30859:364- 
30669 ; 35 e. 

8SO61403B3 Order directing NRC provide ASLB w/photograph8,map3 A accompanying 
explanations referred to in 850606 affidavit of Germain Laroche addressing environ 
conditions ol excavation site Served on 650612. 

CLARK, H.K„ FER(3USON,G.A , PARIS, O.H, Atomic Safety and Licensing Board Panel, 
#285 399. 65/06/11. Office of the Executive Legal OIreolor. 3pp. 30898:262- 
30898'254. 


-8404260420 Trip rept ol site visit during wk ol 831031 ro physical arrangement A in- 
stallation ol eleclrlcal.instrumantatlon A control equIpmonLComplianco w/NRC design 
criteria confirmed 

ROSA.F, Instrumentation A Control Syelems Branch, 84/04/13, YOUNGDLOOD.BJ 
Licensing Branch 1. 32pp. 30823.018-30823:040. 

-8506100324 Approves proposed change to facility FSAR Section 8 3 1 4.1 1 o 
SRINIVASAN,M, Power Systems Branch. 85/02/15, Y0UNQBL000.8.J. Licesslna 
Branch 1, Ip 30822:230 36022:239, 

-8506100367 "Woll Creak Nuclear Generating Station Const Soil Assessment Oorree 
tive Action Evaluation." 

• Delian Corp 85/01/11, 66pp. 3O823.O6O-3O023'116, 
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E. NnC Safely Evaluation Report (SER), supple & correspondence 


J. Insurance & Indemnity Information 


8S09140168 Forwards SSER 6 (NUREQ 0881) re operation of facility W/o end 
YOUNGBLOOD, BJ Licensing Branch 1 85/06/04 KOESTER.GL Kansas Gas & 
Electric Co Ip 30907 114 90907 114 

8SD6200104 Forwards SSER 6 (NUREG 0881) Documonlatlon placed in PDR & 
LPDR W/o end 

YOUNGBLOOD, BJ Licensing Branch 1 85/06/13 KOESTER,G L Kansas Gaa & 
Electric Co 4pp 3104Z'340-31042 343 


8506120570 Unexecuted Amend 3 to Indemnity Agreement B 99, changing ItemS re li- 
cense number 

SALTZMAN,>J Assistant Director for State & Licensee Relations 85/06/04. Ip 
30884 153-30884 153 

6606140313 Describes financial protection levels as of S50401 AddI $SQ0 million excess 
nuclear property insurance placed In effect on BS0502 through NEIL II Insurance 
KOESTER.Q L Kansas Gas & Etectryo Co B5/06/06. DENTON.H R Office of Nuclear 
Reactor Regulation, Director. Ip 30894 027-30894.027. 


F. Security, medical, emergency & lire protection plane 

6506060536 Forwards monthly rept for Apr 1985 re status of offsite emergency pre- 
paredness tor OL reviews Delays in schedule for LImarick & Shoroham lor lull power 
operation remain due to offsite emergency preparedness Issuas 
DIRCKS.W J Otiice of the Executive Director for Operations 85/05/28 PALLADINO 
Commissioners lipp 30785 007-30785 017 

6506040169 Clarities 650114 response to Insp Rept 50-482/84 51 re raceway & cable 
s^aration & 8501 14 marked up revised pages to FSAR 

KOESTER.F L Kansas Gas & Electric c5o. 85/05/30 DENISE.R P. Wolf Creek Task 
Force DENTON, H R Office of Nutloar Reactor Regulation, Director 12pp 
30701 040-30701 051. 


6506250133 Forwards executed Amend 3 to Indemnity Agreement B-99, changing Item 
3 re olloctlvQ dales of Licenses SNM 1 929, NPF-32 & NPF-42 
KOESTER.Q L Kansas Gas & Electric Co 85/06/21 DENTON, H R OMice of Nuclear 
Reactor Regulation, Director 2pp 31180 067-31160068 


P. Operating license stage documents 6 correspondence 

8506100314 Responds to FOIA request for documents re electrical cable separation de- 
liciencles at facility Forwards Apps A & B documents Documents also available In 
PDR 

FELTON ,J M Division of Rules and Records 05/04/15 STEPHENS, S Nuclear 
Awareness Network 3pp 30822 236 30823 115 


6506050266 Commits to compliance w/Commission response to Guard vs NRC remand 
slating that list ol treatment facilities constituted adequate arrangements tor medical 
SVC 5 for Individuals exposed to dangerous radiation levels at offsite locations 
KOESTER.G L Kansas Gas & Electric Co 85/05/30 DENTON.H R Office of Nuclear 
Reactor Regulation, Director 3pp 30717 333-30717.335, 

6506D50328 Forwards oxtracts from offsite emergency preparedness plans which pro 
vide confirmation on lists of medical facllllles & ambulance company resources, in par- 
tial response to 850528 request 

KRIMM.RW Federal Emergency Management Agemw 65/05/31 JORDAN,EL Divi- 
sion ol Emergency Preparedness & Engineering Response (Post 830103) 9pp. 
30717:324-30717 332 

6506140104 Forwards Security Insp Rept 50-482/85-17 on 850325 26 & notice of 
violation Dalails & notice of violation withheld (ref 10CFR73 21) 

DENISE.R P. Wolf Creek Task Force 85/06/10 KOESTER.G L. Kansas Gas & Elec- 
IriC Co, 2pp 30894 340.30894’342 

-8506140114 Insp Rept 50-482/85-17 on 85032 5-28. Major areas Inspected physical 
security plan & Implementing procedures Violation noted.Dotells withhold (rat 
IOCFR73 21) 

KELUY.J A . EVERETT.R J . MARTIN.L E Region 4, Office Of Director 85/06/06. Ipp 
30894 342-30894 342 

85D6240155 Confirms arrangements made during 850612 telcon tor enlofcomenl con- 
ference in Region IV ofc on 650627 re findings of 850603-07 physical sacurlly 
insp Proposed meeting agenda end 

DENISE.R P. Wolf Creek Task Force. 85/06/ 17. KOESTER.Q L. Kansas Gas & Elec- 
tric Co. 2pp. 31060 150 31060'151 

86062 491 72 Informs that function Of isolating component cooling water Ilow to radwasle 
bldg can be accomplished by closing either Valve EG HV-70A or EQ-HV-70B Plant 
mods lor electrical Isolalion switch InsTallation can be done for both valves 
PETRICK.N A. Standardized Nuclear Unit Power Plant System, 85/06/19. 
DENTON, H R. Otiice of Nuclear Reactor Regulation, Director 1p ai06t);162- 
31060.162 

8506240600 Ack receipt ol 850530 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/64-25. 

OENISE.n.P Won Creek Task Force 85/06/19. KOESTER.G. L Kansas Gas & Elec- 
tric Co 2pp 31006 271-31066 273 

-8506240605 Responds to open Item noted in Insp Rept 60-482/84-25, Emergency or- 
ganizatlon augmentation capabilities demonstrated on 850529 per Condition 2.C of Li- 
cense NPF-32, Allaohment 1 

KOESTER.Q L Kansas Gas & Electric Co, 85/05/30 MARTI N,R,0 Region 4, Office 
OfOlnsctor Ip 31066.273-3106e’273 

8508250360 Notice of significant licensee meeting on 850627 w/ulil In Region IV to 
hold enforcement conference re Physical Security Insp Rept 50-482/85-27 conducted 
on 850603 07 

• Region 4, Office of Director. 86/06/21 Region 4, Office ol Director. Ip. 31188‘045- 
31198 045 


Q. Adjudicatory correspondence 


8506050152 Approves 841018 & 030926 requests (or withholding WCAP-10090 & 
WCAP-10691, "Technical Bases (or Eliminating Large Primary Loop Pipe Rupture 
from puhdc disciosure per 1 0CFR2 790 

YOUNQQLOOD.B J Licensing Branch 1 85/05/20 WIESEMANN.R A. Westinghouse 
Efectric Corp 6pp, 30742.336 30742,341. 

8506930272 Confirms 850524 commiiment to maintain quality first files Inlact.comploto 
& under salekeeping arrangements lor future & to allow no disposal or mod ol litos w/ 
0 prior notice S NRC agreement 

DENISE.R P Region 4, Office of Director 85/05/24. KOESTER.GL Kansas Gas & 
Electric Co, 2pp. 30674 008-30674 009 

850607026S Provides written notification ol first use of respiratory protective 
equipment, per 10CFR20 103(g) 

KO ester, G,L Kansas Gas & Elecfric Co 85/05/24. MARTIN, R D Region 4. Oflice 
Of DIreolor. Ip 30751 340-30751 349 

8506030447 Submits names of Individuals who will fill positions as shift advlsorspor Li- 
cense Condition 2 C (7), Training A qualifications provided 

KOESTER.G.L Kansas Gas A Eteotrio Co 85/05/20 DENTON.H R Office of Nuclear 
Reactor Roguiation, Director. 2pp, 30670 037-30679 038 

8506040063 Forwards new A modified lime current curves re thermal capability (or con- 
tainment electrical penetration assemblies, as discussed In util 840131 submiUalMods 
based on reevaluallon ot util design against Reg Guide 1.63 
PETRICK.N A Slandardizod fvucloar Unit Power Plant System 86/05/29. 
OENTON.H.R OKIce of Nuclear Reactor Regulation, Director, 3pp 30703 330- 
3Q7Q3 341 

8506040595 Application for amend to License NPF-33, changing Tech Specs as result of 
Weslinghouse evaluation of RdF Co resistance temp detector calibr 
concern Proprietary Tech Specs A Weslinghouse safely evaluation withhold (ret 
10CFR2.790). 

KOESTER.G L Kansas Gas A Eloclric Co 85/05/31. DENTON.H R Office ol Nuclear 
Reactor RegulaKon, Dir oo lor. 4pp. 30699 025-30693 fM 7, 

-B5D6040513 Proposed Tech Spec Table 2.2-1 re reactor trip Instrumentation trip set- 
points. 

^ Kansas Gas A Electric Co 05/05/31. 4 pp. 30690,030.30699.033. 

-SE06040516 Informs ot status of Investigations Into rople by two plants of resistance 
temp detector calibr anomalies In dc teeters manufactured by RdF Co 
RAHE,e.P Weslinghouse Electric Corp. 85/05/06. THOMAS.C.O, Division of Licens- 
ing, 4pp, 30699,034-30699:037 

-6506049620 Requests withholding of proprietaw aaloly evaluation (or Increased RdF 
Co resistance temp detector uncertainty A Rosemouni transmitter inslallatton.por 
mCFRE.rso. 

WIESEMANN.R A. Weslinghouse Electric Corp. 85/06/30, DENTON.H R. Office of 
Nuclear Reactor Regulation, Director 10pp. 30699,038 30699 04? 

6606050426 Forwarda Updated list of aa-built drawings relerencod in Chapter 1 of FSAR 
A listed drawings w/exceptlon of two Weslinghouse drawings W/730 oversize 
drawings, Aperture cards available in POR 

PETRICK.N A Standardized Nuclear Unit Power Plant System 85/06/03. 
DENTON.HH Office of Nuclear Reactor Regulation, Director, 31 pp 30717-275- 
30717.305. 


8606030496 Responds to GAP/Nuclear Awareness Network 850515 petition hied per 
1OCFR2,2O0 re actions to be taken by NRC concerning util quality firal program 
SILBERQJ.E Shaw, Pittman, Polls A Trowbridge, SILBERQ.J E Kansas Gas A Elec- 
Iflc Co SILBERGJ.E. Kansas City Power A Light #285 223. 85/05/20 
PALLADINO, N J., ASSELSTINE.J K., ZECH.L.W, Atomic Safely and Licensing Board 
Panel. 5pp 30674.355-30676.077. 


-8686030503 Affidavit of KR Brown re GAP 850515 pelllion filed per 10CFfl2 206 con- 
cerning Util quality first program. Program provides mechanism for personnel to conll- 
denllaKy rept on concerns re quality at facility. 

BROWN, K.R. Kansas Gas A ^ectrlo Co 65/05/28. lOpp, 3067 4 -360 -3 0675. 006. 


—8508030507 Affidavit ot CA Snyder re davelopment,slaftingimgt, Implementation A 
NRC review of quality first program Supporting documentation end. 

SNYDER, C A Kansas Gas A Electric Co 85/06/28. 20pp. 30675;01)7-30676.077, 


8508030369 Submits amend to 850515 citizen petition based on info In quality first 
files.Info strongly suggests serious QA breakdown Unresolved issues re harassment of 
QC personnel, recorc falsification A Insp Irregulanty discussed. 

GARDE.B.P , GUILD, R Government Accountability Prdect. QUILD.R. Guild, R #286 
218, 85/05/31. PALUDINO.N., ASSELSTINE.J.K , BERNTHAL.F. Commissioners 
3pp, 30673:308-30873,310. 


6506110160 Forwards info re periodic malnt program A trending for reactor trip 
breakers, per License Condition 2 C <1S) concerning Generic Ltr 63-28. 

KOESTER.G.L Kansas Gas A Elecifto Co 85/00^06 DENTON.H.R Office of Nuclear 
Reactor Regulation, Director 4pp. 30807:0 16'3CI807;01B 

8S06190S34 Staff requirements memo re Commission dtscuaslon/posalbla vote In 
Washlnjglon.DC on whether or not full power OL should be granted (or 
facllity.CommIsslon voted 6-0 to authorize issuance. 

CHILK,S J. Office of the Secretary of the Commission, 85/00/11, DIRCKS.W J. Office 
ol the Executive Director for Operations. Ip. 31013 341-31013.341. 

8608190S10 Ack receipt ol 850515 petition A 850531 amend requesting certain actions 
re plant per 10CFR2 206 Matters Identified in petition do not require immediate action 
to protect public health A safety.Full power OL issued on 650504 
D^TON.H R. Office of Nuclear Reactor Regulation, Director 86/06/12 GARDE.B,P,, 
GUILD.R, Government Accountability Project. 8TEPHENS,S Nuclear Awareness Net- 
work, 3pp 31013,310-31013-315, 

-B506190512 Notice ot receipt of request for action under 10CFR2,205 re GAP 850515 
A 31 allegations ot safety-related deficiencies at plant, 

DENTON.H.R. Office of Nuclear Reactor Regulation, Direolor 85/05/12, 3pp 
31013:313.31013-315 


I 
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8S06180034 Forwards response to Genenc Llr 85 02, "Slatf Recommencfed Actions 
Stemming From NRC Integrated Program for Resoluliorr o1 Unresolved Safety Issues 
Ro Steam Generator Tube Integrity " 

KOESTER.G L Kansas Gas 4 Eleclric Co 85/06/14 DENTON, H R Office of Nuclear 
Reactor Regulation, Director. Spp 30976 198-30976 206 

9506260694 Forwards safety evaluation approving now small break LOCA model NO- 
TRUMP for TMI Item II K 3 30, per WCAP-t0079 4 WCAP 10054 Planl-spacilic analysis 
due within 1 yr.per Horn II K 3 31, if NOTRUMP used in LOCA small break analysis 
yOUNGBLOOD,B J Licensing Branch 1 65/06/14 KOESTER.G L Kansas Gas & 
Eleclric Co 1 1 pp. 31227 336 31227 346 

9506210346 Fonvards list of documents submitted pertinent to plant, Including info re 
operator Ijcenslnn exam.contalnment sump screens, operational NPDES permit & task 
analysis lor DCRDR 

KOESTER.QL Kansas Gas 4 Electric Co 65/00/17 DENTON.HR Office of Nuclear 
Reactor Regulation, Director. 3pp 31031 197-31031 200 

8506260113 Forwards tabular summary of key results from regional survey of plant spe 
Cific Info re potential lor uncontrollea radiation exposures InPVVR cavities, per JG Part 
low 650315 reqirast No further generic action needed 

TAYLOR ,JM. bifoclor’a Office, Olltce of Inspection and Enforcement 65/06/18 
MURLEY.TE Region 1 , Office of Director, epp 312I1‘322.3I211 330 


8505280195 IE Info Notice 05 044, “Emergency Communication Sys Monthly Test" S\c 
list end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering Response (Post 
B301O3) 85/05/30 Consolidated Edison Co of New York, Inc l21pp 30864 W5- 
30B64 166 

8506030531 Responds to 85041 1 request for comments on util proposed abbreviated 
training progrom for Region IV Inspectors Aroas to bo Included or deleted In abbreviat 
ed framing listed In end Time estimates also end 

DENISE,RP, Wolf Creek Task Force 65/05/30 KOESTER,QL Kansas Gas 4 Elec- 
trie Co 4pp 30676 307-30675'310 

8508040142 Forwards response to Item I (Violation lA-ID) documented in NRG 8505(3 
Ur Corroclive actions realistic schedule (or power ascension tests established 
KOESTER,G.L Kansas Gas & Electric Co 85/05/30 TAYLOR, J.M Director’s Otfee 
Office of Inspection end Enforcement 8pp 30701 355 30701 363. 

8506040162 Forwards response to Violation II.C re Installation of test (larges tatnei 
than required blind flanges downstream of certain safely Injection valves Blind flamei 
Installed Admlnlsl ration Procedure ADM 02-101 modified 

KOESTER.G L Kansas Gas 4 Electric Co 05/05/30 TAYLOR.JM Director's Of lea 
Olfioe of Snspedlon and Enforcement. Spp. 30701 320-30701 ■324. 


8606250353 Discusses util quality first program Program established to provide mecha 
nism (or facility personnel lo conlidenlialTy rept to Independent organization concerns 
re facility project Ulil Intends lo continue program 

BROWN.KR. Kansas Gas & Electric Co 85/06/21 DENTON.HR Office of Nuclear 
Reactor Regulation, Director 2pp, 31196,004-31198 005 


8506040189 Clarities 850114 response to Insp Rept 60-408/84 61 re raceway & cable 
separation & 6501 1 4 marked up revised pages lo FSAR 

KOESTER.F.L Kansas Gas & Electric Co. 85/05/30 OENISE.R.P. Wolf Creek Ta* 
Force DENTON.H R Office of Nuclear Reactor Regulation. Di tec ter. 12co 
30701.040 30701.051 ^ 


6506270251 TECHNICAL SPECIFICATIONS FOR WOLF CREEK GENERATING STA 
TION, UNIT 1 Docket No 60 ■488.( Kansas Gas And Eladtio Company) 

* Division of Licensing NUREQ-1136 65/06/30 49app 31257'142-31258 276 


Q. Inspection reports, IE Bulletins 4 correspondence 

8606070070 Responefs to FOIA request (or documenia re prefiled testimony filed in CP 
or OL haerlngs,speeches 4 published papers re nuclear power 4 Internal memoranda 
re facility Forwards documents listed in App A-F.Soareh continuing 
FELTON, J M Division of Rules and Records 64/06/20 GLASSPIEGEL.H. Shaw, Plu- 
me n, Polls 4 Trowbridge 150pp 30876 125-30061.636, 

-8506100260 Responds to 790911 memo requesting Info re major reactive insp cases 
where significant manpower expended by Region IV personnel 
SEIDLE.w C Region 4, Dallas, Reactor Construcllon 4 Engineonng Support Branch 
79/09/21. THOhNBURG.H.D. Division ol Reactor Construction Inspection 2pp 
30679'207-30a79'208 

6506100314 Responds to FOIA request for documents re electrical cable separation de- 
ficiencies at facility Forwards Apps A 4 B documents Documenia also available In 
PDH 

FELTON,JM. Division of Rules and Records 85/04/tS. STEPHENS, S Nuclear 
Awareness Network. 3pp. 30822 236 30822 267 

-84 121 90495 Forwards Special Const Verillcalfon Insp Repl 60-4a2/e4-51 ol voluntary 
const self assessment on 041023-1 102, per 640024 request.for transmittal to 
^1 leant. Transmillal Itr, potential enlorcemenl actions & unresolved Items also end. 
GRACE, J N Division of OA. Safeguards & Insp Programs i(e30103-860212) 84/12/ 
11. DENISE.RP Region 4, Office of Director 6pp. 30B22'26i30823 017. 

-6506100336 Forwards Delian Corp const sell assossmenl corrective action evaluation 
repl.util response to notice of vIolalFon documenled In Insp Rept 60-482/84-51 4 aum- 
mary of utif actions re unresolved Items 

KOESTER.G L Kansas Gas 4 Eleclrfc Co, 85/01 /21 MARTIN, R D Region 4, Office 
ol Diraalof, 22pp 30822'240-30B22:281. 

-8606100345 Responds to NRC 860103 Itr re violations noted In Insp Repl 50-482/84- 
51 Corrective actions analysis of nonsafety conduits lo safety cable trays & cables ex- 
iting trays p0rforimed,Resulls will be Incorooralad Into FSAR 
KOESTER.G L Kansas Gas & Electric Co 85/01/14. DENISE, R.P. Wolf Creek Task 
Force 6pp 30822' 262-30822.267, 

9505130027 Suppl 1 to IE Info Notice 84-55, “Seal Table Leaks at PWRe " Sve list end 
JORDAN, E.L. Division of Emergency Preparedness 4 Engineering Response (Poet 
930103) 85/05/14 Consolidated Edison Co of Now York, Ino. i07pp, 31044.065 
31044:171. 


8506060677 IE Info Notice 65 045, “Potential Seismic Interaclion Involving Movable In- 
Core Flux Mapping Sys Used in Weslinghouse Designed Plants ” Sve list onct 
JORDAN.E L Division of Emergency Preparedness 4 Engineering Response (Post 
830103) 85/06/06 Consolidated Eolaon Co of New York, Inc T22pp 3086$ 09i. 
30065 046 

6506060707 IE Info Notice 85-046, “Clan I leaf Ion of Several Aspects of Removable Ra 
dioactive Surface Contamination Limits (or Transport Packages." Sve fist end 
JOROAN.E.L Division of Emergency Preparedness 4 Engineailng Response (PosI 
630103) 85/06/10 Consolidated Edison Co. of New York, Inc, f24pp 31043381. 
31044,064. 

85061400SB Ack receipt of 841221 Itr informing NRC ol steps taken to correci wdabons 
noted In Insp Repl 50 462/84-22. 

DENISE, RP Region 4, Office of Director 85/06/10 KOESTER.G L Kansas Oas& 
Electric Co. 2pp. 30894 32a-30894'334 

8506140104 Forwards Security Insp Rept 50-482/65 17 on 050326-26 & notice d 
violation Oelails 4 notice of violation withhold (ref 10CFR73 21) 

DENISE.R.P Wolf Creek Task Force 85/06/10 KOESTER.G. L Kansas Gas & Efee- 
IrlcCo 2pp, 30894 340-30894;342 

-850614Q114 Insp Repl 50 462/85-17 on 850325 20 Major aroaa fnspoclod phyjjud 
security plan 4 Implementing procedures Violation nolod.Dotalls wflhhoEd (jef 
10CFR73,21), 

KELLY.J A , EVERETT.R J , MARTIN, L E Region 4, Office ol Director 05/06/06 1m 
30894.342.30894,342. 

8508140276 Ack rocolpt of 050114 Hr Informing NRC of stops lakon to coiroci vidslionf 
noted in Insp Rept 50 402/84 46.Closufe of violation documented In Insp Repl 50. 
402/85 09 

DENISE.R.P, Wolf Creek Task Force 05/06/10 KOESTER.Q.L Kansas Gas & Etec- 
trie Co 2pp 300g4’OB8-30Bg4:071. 

-8606140288 Responds to NRC 841220 Itr re violations noted In Insp Rept 60 452/84 
46 Corrective acllons'Test Discrepancy 17 wnlton lo dooumoni Ihrae auspoaslons ol 
SU3 NE01 & clarifying entry added to discrepancy log to explain test 
KOESTER.G L Kansas Gas 4 Electric Co 05/01/14, DENISE, R.P, Wolf Ciook Task 
Force. 2pp, 30894 070-30894 071. 

8506140318 Ack recoipl of 050304 Hr Informing NRC of stops taken to corrool vlolaliof* 
noted In Insp Repl 50 482/84-35. Closure of Hem In Insp Rept 5'0 462/85-08 dewu. 
manted 

DENISE.R,P. Wolf Creek Task Force, 86/06/10, KOESTER.Q.L Kansas Gas & Efso- 
Iric Co. 2pp. 30893.169-30893.166 


8 50 5 130039 Suppl 1 to IE Info Nolfca 65-020, "Motor- Operated Valve Failures Due to 
Hammering Erfect," Sve list end 

JORDAN.E L. Division of Emergency preparedness 4 Engineering Response (Post 
930103). 65/05/14 Consolldaled Edison Co, of New York, he 107pp, 31044:172- 
31044:278. 


-9506140332 Responds to NRC 041127 Itr re violations noted in Insp Repl 60 462/64 
35 Corrective acilonsiprocedural changes to posting program so that onw changes re- 
quiring incoraoratlon are posted as outstanding change implemanled 
KOESTER,Q,L, Kansas Gas 4 Electric Co. 86/03/04, DENISE.R.P. Wotl Crock Task 
Force. 6pp. 30693.161-30893 166. 


9505200590 IE Info Notice 65-039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities." Sve list end. 

JOROAN.E.L. Division of Emergency Preparedness 4 Engineering Response (Post 
830103). 65/05/22, Consolidated Edison Co. of New York, ho f06pp 30937:258- 
30837:383. 


8506140327 Ack receipt of 850114 Itr Informing NRC of steps taken lo correct vtdaUons 
noted In Insp Rapt 60-482/84 45 Affirms Inat corrective actions satlslactaty 4 M 
compliance achieved, per Insp Repl 6O-402/85-1 1 , 

DENISE.R.P, Wolf Creek Task Force. 85/06/10 KOESTER.G L. Kansas Gas 4 Eioc- 
trie Co. 2pp. 30694.OS9-3OB94.Oe2. 


8505200600 IE Info Nolle® 85 040, “Deficiencies In EquipmenI Qualification Testing 4 
Certilicallon Process." Sve list end. 

JOROAN.E.L. Division of Emergency Preparedness 4 Engineering Respensa (Post 
830103). 85/05/22, Consolidated Edison Co, of New York, ho. f06pp. 30848.166- 
30848-271. 

9505260181 IE Info Notice 85-042, “Loose Phosphor h Panasonlo 800 Series Badge 
TLD Elements." Svo list end. 

JORDAN, E.L Division of Emergency Preparedness 4 Engineering Response (Post 
030103), 85/05/29. Consolldaled Edison Co. ol New York, Inc. 120pp. 30a52'245- 
30852:363. 


-9506140336 Responds to NRC 860107 Hr re violations noted in hsp Rept 60 482/84- 
45 Corrective Bollonsiproposed actions by suppliers re response due dales for audU 
taken completed Importance of aggressive followup on responses stressed 
KOESTER.Q.L. Kansas Gas 4 Elaolrio Co 8S/01n4. DENISE,R P. Wolf Crook Istk 
Force. 2pp. 30894:061-30894:062 


8506140367 Ack receipt of 860404 Hr informing NRC of steps taken to correci vtofaWw 
noled In Ihm Rept 60-462/64 59, 

DEN|SE.R P- WpW Crwk Task 66/06/10, KOESTER.G L Kansas Gas 4 E(w> 
Irio Co, 2pp, 30898:281-30898:206 


9505280197 IE Info Notice 85-043, "Radiography Events at Power Reactors." Svo list 
end. 

JOHDAN.E.L Division Of Emergency Preparedness 4 Engineering Response (Post 
930103), 65/05/30. Consolidated Edison Co, of New York, ino, 120pp 30664:167- 
30864:207. 


-9506140374 Responds to NRC 850306 Ur re violations noted h hsp Repl 60 482/64- 
actlon8:8lroke Htne testing of charging sys containment Isolation vaNi 
in SU3-8G03 performed at full How conditions. 

KOESTER,Q.L. Kansas Gas & Electric Co. 85/04/04. DENISE, R.P. Wolf Creek Task 
Force. 4pp. 30898:283-30898:266. 
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9506140467 Ack receipt of 8S0307 Ur Irtformlng NRC of steps taken to correct violations 
noted in Insp Rept S0-4e2/84'56 

DENISE.RP Wolf Creek Task Force 85/06/10 KOESTEH.G L. Kansas Gas & Elec- 
tfK Co 2pp 30398 336 30893 339. 

-6506140463 Responds to NRC B50219 Itr re violations noted in Insp Rept 60-462/84* 
56 Corrective actions Procedure ADM 01 050, “Wolf Creek Generating Station Oper- 
ational Phase Verification Program/’ issued lor operational phase activities 
KOESTER.G L Kansas Gas & Electric Co 85/03/07 DENISE, R P Wolf Creek Task 
Forcg 2pp 30898 338-30898 339 

6508140532 Ack receipt of BS0422 Itr providing followup info to NRC open item noted In 
fnsp Reef 50 462/85-21.liem closed 

DENISE.R P Wolf Creek Task Force 85/06/10 KOESTER.G L Kansas Gas & Elec- 
tric Co 2pp 30900 059*30900 067 

-6606140551 Responds to request lor addi info re open Hem noted in Insp Rept 50* 
482/S5-21 Nuclear dept policies & procedures Include description of administrative or- 
ganttalton slructurg tor levels no! In FSAR 

KOESTER.G L. Kansas Gas & Electric Co 85/04/22 DENISE, R P Wolf Creek Task 
Force 7pp 30900 061*30900 087 

0506140229 Forwards Insp Rept 50*482/05 24 on 850508 08 No violations or devi- 
ations noted 

DEKtlSE.R P Wolf Creek Task Force 85/06/11 KOESTER.G L Kansas Gas & Elec- 
lac Co Spp 30893 300 30893 304. 

-8508140237 Insp Rept 50 462/85*24 on 850506 08 No violallon or deviation 
noted Major areas Inspected implementation of licensee programs lor investigation & 
rosofetJon of quality concerns resulting from exit (nienrfews 

MADSEN, G L Region 4. Office of Director MARTIN.LE Wolf Creek Task Force. 85/ 
06/04. 3pp 30893302*30893 304 


S. Reportable occurrenrres, LERs & related correspondence 

8508040431 Part 21 rept re resistance temp detector (RTO) calibr anornstleo in RTDs 
mfg by RdF Co Safety margin assessments being pertornned for operating plants to 
evaluate potential effects on plant Tech Specs 

RAHE,E P Westinghouse Electric Corp 85/05/06 THOMAS.C O. Division of Licens- 
ing 4pp 30709 090 30709 093. 

8506030134 LER 85 014 00.on 850421.ESEAS Ntlafed vyhen control room chlorine 
monitor ran out of paper.causing ventilation isolation signal Caused by personnel 
error Schedule for changing paper Increased to twice weekly W/a50521 Itr. 
WILLIAMS.MG. KOESTER.G L Kansas Gas & Electric Co B5/05/21 DENISE.RP 
Wolf Creek Task Force 3pp. 30686 015 308B5 017 

6506050472 LER 85 021*QO.on 850428,ESF actuation occurred Caused by anllcipatory 
trip generaled by rate-sensitive steam generator circuiting doe to personnel 
orror Setpoint actuation will be stressed during training W/e50524 Ur 
WILUAMS.M.Q. KOESTER.G L Kansas Gas & Electric Co 85/05/24 DENISE.RP. 
Wolf Creek Task Force 4pp 30725 264*30725-267 

6506050511 LER 85 017-00 on 850424, Ruskin Mfg Co fire dampers found in violation Ol 
Tech Specs since issuance ol OL on 85031 1 Caused by Insufficient clearance be- 
tween damper frames & penetration slesvos.Fiea watches ostablisbed W/650fi24 Itr 
WILLIAMS.MG, KOEST^.OL Kansas Qes & Electric Co 85/05/24 DENISE.RP 
Wolf Creek Task Force. 5pp 30725 141-30726:145. 

8S06050530 LER 85 019 00 on 850 426, auxiliary leadwater actuation signal 
occurred Caused by operator placing switch FC-HS 25 in permit position Switch re- 
turned to block position Error discussed w/operaling personnel W/850524 Ur 
WILLIAMS.MG. KOESTER.G L Kansas Gas & Eioctrio Co 65/05/24. DENISE.R.P 
Wolf Creek Task Force 3pp 30725:150 30725 152 


8506 1 90508 Ack receipt ot 850530 Hrs & check lor $25,000 In payment lor civil penally 
proposed by NRC 850508 Itr Corrective actions will be examined during future insp. 
AXELRAD,JA Director's Office, Ollica ol Inspection and Enforcement 85/06/12 
KOESTER,Q L Kansas Gas & Eieclnc Co. 2pp. 310)3 293-31013 294 

6506180459 Forwards Insp Rept 50 482/85-20 on 850423-26,30 & 0501 03 No violation 
or deviation identified 

OENISE.R P. Wolf Creek Task Force 85/06/13 KOESTER,Q.L Kansas Gas & Elec- 
tric Co. 2pp 30977.146 30977-167 

-8506160465 Insp Repl 50 482/85-20 on 850423*26,30 & 0501*03 No violation or devi 
allon noted Major areas inspected radwaste program, Including gaseous.liquld & solid 

BAER.R^E, MUFfflAY.I, MARTIN.L.E Region 4. Oflica of Director. 85/06/10 9pp. 
30977:149 30977 167. 

8506240165 Confirms arrangements made during 850612 telcon for enforcement con* 
larencs in Region IV ofc on 850627 re findings of 850603-07 physical security 
insp Proposed meeting agenda end 

DENISE.R.P Wolf Creek Task Force 85/06/17. KOESTER.G.L Kansas Gas & Elec* 
trio Co 2pp 31060,160 31060-161, 

8506140240 IE Info Notice 05 047, "Polenilal Effect of Line Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response {Post 
830103) 85/06/18 Consolidated Edison Co. ol New York, Inc. 134pp. 31268-157* 
31268 304. 

8505240261 Forwards draft Insp Rept SO 402/84-43 W/exception ol minor editorial 
changes, iinat version of rept Issued on 8501 16 same as end draft insp rept. 
DENISE.RP. Region 4. Office ol Director. 85/06/18 KOESTER.G.L Kansas Gas & 
ElactricCo 3pp. 31061 196*31061.213 

6506140636 IE Info Notice 85*048, “Respirator Users Notice.Defeclive Sail-Contained 
Breathing Apparatus Air Cylinders “ Svc list and. 

JOROAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
630103). 85/06/19 Consolidated Edison Co. of New York. Inc. 123pp. 31376 064- 
31376.183 

8506240600 Ack receipt of 850530 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repl 50 482/84-26. 

DENISE.R.P Wolf Creek Task Force 85/06/19. KOESTER.G L. Kansas Gas & Elec- 
tric Co, 2pp. 31066-271-31068-273. 

-6506240605 Responds to open Item noted in Insp Rept 50 482/84-25. Emergency or- 
eanlzallon augmentation capabilities demonstrated on 850529 per Condition 2 C of Li- 
cense NPF*32i Attachment 1. 

KOESTER.G.L Kansas Gas & Electric Co. 85/05/30. MARTIN, R.O. Region 4. Office 
ol Director. Ip. 31056.273*31066:273. 

8506250360 Notice Ol significant licensee meeting on 650627 w/utll in Region IV to 
hold enforcement conference re Physical Security Insp Rapt 50-482/85-27 conducted 
on 850603 07. 

Region 4, Oflice o( Director 65/06/21. Region 4, Office of Director. Ip. 31103 O45* 
31190-046. 


n. Periodic operating reporta A related correspondence 


8506070720 Monthly operating rept lor Mar 1985.W/850416 Ur. 

WEGEHEE,M., KOESTER.G.L. Kansas Qes & Electric Co 85/03/31. DENISE, n.P 
Wolf Creek Task Force. 9pp. 30796.194-30795:202 


8506060636 Forwards monthly rept for Apr 1986 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoreham for full power 
operation remain due to offalte emergency preparedness Issues 
DIRCKS.W.J Office of the Executive Director for Operations 85/05/28. PALLAD1MO 
Commissioners, lipp 30785.007-30785,017. 


8S06260393 Monfhty operating rept for May 1985,W/85061 1 Ur. 
WILLIAMS, M, KOESTER,g:l Kansas Gas & Etectric Co. 
Wolf Creek Task Force. 12pp. 31230.293-31230-304, 


65/05/31. DENISE.R.P. 


8606120491 LER 85 020-00'on 650429,ESP actuation signal initiated When steam gen- 
erator C water level increased to high level setpofnLCaused by personnel error Event 
considered Isolated casa.ShIft supervisor & personnel counseled.W/85052g Itr 
WILLIAMS.M.Q , KOESTER.G.L Kansas Gas & Electric Co. 85/05/20 DENISE, R P. 
Wolf Creek Task Force. 3pp. 30858 149*30858,1 51. 


8506070030 LER 85-024-00 on 850501 .ESPAS eignal initiated when Steam generator A 
level Indication spiked low.resuUing in initiation ol feedwater fsol allon signal & auxiliary 
feedwater actuation signal W/650531} Ur. 

WILLIAMS.MG, KOESTER.G L Kansas Gas & Electric Co. 85/05/30. DENISE,R P 
Wolf Creek Task Force. 3pp. 30801.098-30801 100 

6506070D3S LER 8S-020-0O.on 850508 ESP AS signal Initiated when two radiation moni- 
tors deenergized due to inadvertent loss of power to safety related 4&0-vaU ac load 
ctr.Cauaed by personnel orror.Sys restored to normat W/060530 Ur 
WILLIAMS.MG . KOESTER.G L. Kansas Gas & Electric Co 65/05/30. DENISE.R.P. 
Wolf Creek Task Force. Spp 30802.006-00802.010. 

.8506070053 LER 85*026 00 on 850501.twa main steam line Isolation valves declared 
Inoperable Caused by hydraulic oil pump malfunction Oil pumps replaced 8 valves 
tesied.W/850530 Itr. 

WILLIAMS.M.Q . KOESTER.G.L Kansas Gas & Electric Co. 85/05/30. OENISE.R P. 
Wolf Creek Task Force. 3pp. 30B00.321-30800-323 

8606070670 LER 85-010 01 -on 8504 13, preaction sprinkler sys tor redundant sys or 
campon onis discovered taken out of avc on 850411 w/o establishing continuous fire 
watch Caused by personnel error Event reviewed w/personnel.W/BSOSSO Itr 
WILLI AMS.M G , KOESTER.G.L. Kansas Gas & Electric Co. 85/05/30. DENISE, R P. 
Wolf Creek Task Force 3pp 30795-151-30705.163. 

8S0607O878 LER 65*022-00.on 850430,8afety Injection A main steam line Isolallon 
occurred.causlng ESF actuatlon.Unusuaf event declared & subsequently 
canceted.Caused by Interference from operator radio.Radio use restricted W/8SD530 
Ur. 

WILLIAMS.M.Q . KOESTER.G L Kansas Gas & Etectric Co 85/05/30. DENISE, R P 
Wolf Creek Task Force. 4pp. 30785:350 30785 382, 

85081Q0034 LER 86-023 OO.on 850501. reactor protection sys trip aignal & ESFAS initi- 
ated during startup test procedure In Mode 3. Caused by personnel error.Planl testing 
temporarily suspended.Personnel counseled, W/850530 Hr. 

WILLIAMS, M.G., KOESTER.G.L Kansas Gas & Electric Co. 85/05/30. OENISE.R P. 
Wolf Creek Task Force. 3pp. 30829.120-30820:122. 

8508100549 Special Rept 8S*005’on 85050 2, Invalid failure of diesel generator A oc- 
curred due to personnel oversight In restoring diesel to svc after planned outage.On 
650501 .diesel generator A taken out of svc for Insp of welds 
KOESTER.G L. Kansas Gas 8 Etectric Co. 85/05/30 MARTIN.R.D. Region 4. Office 
of Director Spp. 30793:145-30793:147. 


6506120555 LER 85 010*01:on 85041 1.pr6acllon sprinkler ays lor area containing re- 
dundant sys taken out of svo w/o estabtlshlng required continuous tire watcKSituallon 
discovered on 55041 3 Caused by personnel error.W/850S3D Itr. 
williams, M.Q , KOESTER.G.L. Kansas Gas & Electrio Co. 85/05/30. DENISE.R.P. 
Well Creek Task Force Spp. 30858:089*30858:091. 

8608170174 LER 85*01 3*00.on 850506,16.23.26 & 30.ESF aotuation signal initiated by 
control room Intake radiation monitor spurious alarn).cau8lng control room venWalion 
isolation signal. Caused by mismatch In microprocessing unit W/650531 Itr. 
WILLIAM8|M.G., KOESTER.G.L. Kansas Gas & Electrio Co. 85/05/31. DENISE, H.P, 
Wolf Creek Task Force 3pp. 30973.103-a0973;195. 


8506 170309 LER 85-029'OO.on 650506,contalninenl purge isolation conlroi room ventl* 
iation isolation & fuel bldg vantllatton isolation signals occurred during recovery from 
safety inlection Caused ^ procedural deliclency.W/BSOSSI Itr. 

WILtlAMS.M.G., KOESTERiG.L Kansas Gas & Electrio Co 85/06/31. DENISE,R.P. 
Won Creek Task Force. Spp. 30972:352-30972:354. 


•508170317 LER 85-027-00 on 860506, ESF aotuation occurred, resulting in safely Inteo- 
lion & main atsam line Isolation due to low steam line pressure signal on steam gener- 
ator A.Caused by personnel error.Psrsonnel counseled, W/SSOESf Itr. 

WILLI AMS.M.G., KOESTER.G.L. Kansas Gas & Electric Co. 85/06/31. DENISE,R,P, 
Wolf Creak Task Force. Spp. 30972:356-30972:358. 


284 DOCKETED ITEMS 


8606 1400 54 PNO IV-85-027 on 850609 .facility achiaved Mode 1 Plant presantly at 10% 
power NRC does not plan to Issue press release 

MARTIN,!. E Region 4, Office o( Director 85/06/10. Ip 30894 327 30894 327 

8506240034 LER 85 028 00 on Q5051 6, auxiliary feedwater actuation signal Initiated 
when steam generator 0 decreased betow lo la actuation setpoint Caused b/ person* 
net error Personnel counseled & required lo read LER W/850614 Ur, 

WJLLIAMS.MG, KOESTER.G L Kansas Gas & Electric Co 85/06/14 DENISE, RP 
Wolf Creek Task Force 3pp 31204 255-31204 257 

8S06240126 LER 85-030-00on 050S1B,ESPAS & feedwater fsoletion occurred when 
steam generalor level transmitter sensed erroneous high level condiUon Caused by 
pressure perlu/batlon In common sensing line W/8S0614 Ur 
WILLIAMS.MG, KOESTER.G L Kansas Gas & Electric Co 85/06/14 DENISE.RP 
Wolf Creek Task Force 3pp 31204 234-31204 236 

8506240157 LER 85-034-00 on 850624, containment water level Snsfrumont LF-LI-09 
found In out-of sve condition Caused by obstruction on slide pole resulting from insula- 
tion oclivity Obslruction removed & instrument retuinod to sve W/850ai4 Ur 
WILLIAMS.MG, KOESTER.G L Kansas Gas A Eleclric Co 85/06/14 DENISE.RP 
Well Creek Task Force 3pp 31203 214-31203 216 

85062402 19 LER 85-032 00 on 6 5 0521, con tain merit purge & control room ventilation 
fsolalton signals Initiated Caused by Inadvertent repositioning of ESFAS cabinet lest 
switch while performing Test Procedure STS IC-230 W/ 85061 4 Ur 
WILLIAMS.MG Kansas Gas & Electric Co 85/06/14 3pp 31203199 31203 201. 


T. Hearing transcripts on non-antItrust matters 


8506170064 Transcripf o( Commission 650603 mooting In WashIngton.DC re discus- 
slon/possiblo vole on full power OL for facility Pp <-46 
* Commlssionars 85/06/03 50pp 30960 046-30960 095 


V. Operator Examinations 


8506210346 Forwards list of documents submitted pertinent to plant. Including Info re 
operator licensing axam,cont8inmBnl sump screens, operational NPDES permil 4 task 
analysis lor DCRDR 

KOESTER,GL Kansas Gas & Eloclric Co 85/00/17 DENTON,H R Office o( Nuclear 
Reactor Regulation, Director 3pp 31031 197-31031 200. 


DOCKET STN-60-483 CALLAWAY PLANT, UNIT 1 


A. Application /construction stage documents & correspondence 

8506100314 Responds lo FOIA request lor documonis ro oloctrlcaJ cable separation do- 
ticienclas al facility Forwards Apps A & B documenls Documents also available In 
FDR 

FELTON.JM Division of Rules and Records. 65/04/16 STEPHENS, S Nuclear 
Awareness Network 3pp 30822 236 a0823’116 

"8404260420 Trip rapt of site visit during wh of 831831 re phyafea) arrannomoivl & In 
stallalion of electrical,inslrurnontalion & control equipment Compliance w/NRG design 
criteria confirmed. 

ROSA,F. Instrumentation & Control Systems Branch 04/04/13 YOUNGBLOOD,B J. 
Licensing Branch 1, 32pp 30823,018 30823.049. 


I, Financial Information 


8506270321 Submits 1985 internal cash (low projeclion to satisfy guarantee olpaTOeni 
of retrospective premiums required by 10CFR140 21 Pfo(oction damonsirates thal 
hefty cash flow can bo generated Projection (or CY06 will be reported by a60<l30 
SChNELL.DF Union Electric Co 85/06/14 DENTON, H R Office of Nuclear Reasirii 
Regulation, Director 4pp 31251 339-31251.342 ^ 


P. Operating license stage documenls & correspondence 

0506070070 Responds to FOIA request for documenls ro profiled fesllmony filed in CP 
or OL h0arings,speechos 4 published papers re nuclear power 4 internal memoiardi 
re facility Forwards documents listed in App A F Search continuing 
FELTON,J M Division of Rules and Records 64/06/20 GLASSPIEGEL.H Shaw Pm 
man, Potls ATrowbridge ISOpp 30878 125 30661 036 

“6506070414 Documents 800606 telcon w/RA Wiesemann concerning reaelor prossure 
vessel safe end problem Curroni status of facilities 4 status of Woslinghouselnvcsb. 
gallon included 

POTAPOVS,!/ Region 4, Dallas, Vendor Inspection Branch 80/06/09 
REINMUTH.GW Division of Reactor Construction Inspection 5pp 308790(30- 


8506060162 Approves 841018 4 830926 requests for withholding WCAP-t0690 A 
WCAP- 10691, “Technical Bases for Eliminaling Large Primary Loop Pipo Ruplvte ' 
from public disclosure per 10CFR2 790 ' 

YOUNQBLOOD.B J Licensing Branch 1 85/05/20, WIESEMANN.R A WoslinglKKisa 
Electric Corp 6pp 30742 336 30742 341. “ 

8506040063 Forwards new 4 modified time current curves re thorma! capability for con 
lalnmenl electrical penetration assemblies, as discussed In util 840131 submitlalModi 
based on reevaJuatfon of util design against Reg Guide 1 63 
PETflICK.NA. Standardized Nuclear Unit Power Plant System 85/05/29 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 30703339 


8506100782 Forwards NRC 850521 monthly notice of appllcaflona & amends loOLs 
involvmg NSHG Notice of issuance of Amend 7 to Liconso NPF-30 also cncIW/o 

YOUNQBLOOD.B J Licensing Branch 1 65/05/29 SCHNELL.D.f Union Electric Co 
3pp 30823.124-30623 126 

BS06200126 Forwards Rev 3 to rept on control of heavy loads covering revlOw ol tSO P 
gallon crane 

PETRICK.N A Standardized Nuclear Unit Power Plant System 65/06/12 
OENTON.H R Office of Nuclear Reactor Regulation, Director 3pp 31097 221- 


8606260113 Forwards tabular summary of key results from regional survey of plant sm- 
cKio Info ro potential for uncontrollocl radiation exposures in PWR cavltlDs.por JG Pad 
low 850315 reouest No further generic action noodod. 

TAYLOR,/ M uiredor’s Olfica, Office of Inspoclion and Enforcement 85/06/18 
MURLEY.T E. Region 1, Office of Director 9pp, 31211 322-31211'330 

8506210193 Forwards response to Generic Llr 65 02 4 comments on NLIREG-0644/e 
staff recommended actions stemming from NRC inlograled program (or losolulionof 
unresolved safaty Issues concerning steam generator tube integrity 
SCHNELL,D.F Union Electric Co 85/06/19 THOMPSON, H L Division ol Liconslno 
18pp 31024 193-31024 210 ^ 


F. Saeurlly, medical, emergency 4 fire prelection plans 


Q. Inspection reports, IE Bulletins 4 correspondence 


8506030471 Rev 4 to Emorgancy Plan Implemonling Procedure EIP-ZZ-00223. “Field 
Monitoring” 4 Rev 4 to tIP zZ -00224, “Injury of Illness Procedure for Callaway 
Plant." 

* Union Electric Co. 85/05/28 70pp. 00677 2 22-3067 7'26a 


0608160316 FOIA request for documents re five categories ol documents, Inclirdirw 
Insp Repla 60 463/84-30,60 463/63 13,50 483/63-00 4 60 483/64-45 
DEVINE.T, VARRICCHIO,M Government Accountability Project 85/02/01 OKiesel 
Administration 2pp. 30960 242-30960 243, 


6506140222 Forwards “Annual flepl,Char>gas to Approved Fire Protection Program,” 
per Saclion 2.C6(e) ol License NPF 30 Changes implemented during 84061 1-860430 
Incorporated into repi, 

SCHNELUD F. Union Electric Co, 85/06/10 DENTON.H R. Oltlce of Nuclear Reactor 
Regulation, Director 6pp 30693 '1 53-30693. 158 


8606160319 Responds to FOIA request (or five catogorioa of documonis Forwards doc 
umenis listed on app Documonis also available in POR 

FELTON,/ M Division ol Rules and Records. 66/03/11, DEVINE.T, VARRICCHIO,M 
Government Accounlablllly Project 3pp 30960 244-30960 300 


8506240172 Informs that function ol Isolating component cooling water flow to radwasle 
bldg can bo accomplished by closing ottfier Valve EG HV.70A or EQ-HV-70B, Plant 
mods for electrical Isolation switch Insiallallon can be done for both valves, 
PETflICK.NA Standardized Nuclear Unit Power Plant System, 65/06/19. 
DENTON, H.H, Office of Nuclear Reactor Flegulatlon, Director, Ip 31069'i62- 
31060'1S2 


G. Adjudicatory correspondence 


“8601240086 Informs that considerable insp resources expended lo pursue matlws 
raised In 640920 petition Decision will bo Issued on petition after Insp otforls & avahia 
lion ol results completed 

KEFPLER,/G, Region 3, Office of Director. 65/01/11 GARDE, B Governmoitl Ac 
countability Project 34pp 39960.247-30960 309 


0505130027 Supp1 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve lisl owl 
JORDAN.E L. Division of Emergency Preparednoss & Engineering Response {P«l 
830103), 85/06/14 Consolidated Edison Co of New York, Inc. fo/pp, 31W4 05S- 
31044'171 


6506070683 Response to Missouri Coailtlon for Environ & K Drey 850326 show cause 
petition requesting suspension or revocation of OL due lo questionable QC Inspector 
certlllcatlon. Denial of pelitlon recommended Certificate of Sve end. 

BAXTER,! A Union Electric Co BAXTER, T.A. Shaw, Pittman, Potts & Trowbridge. 
#205 326, 85/06/06 Director's Office, Office of Inapection and Enforcement 12pp. 
30705:328-301785,357. 

“8506070667 Affidavit ol DF Schnell re Issues raised In Missouri Coalition for Environ 4 
K Drey petition to show cause requesting suspension or revocation of OL.R00I causes 
of queslbnable QC certifications addressed. 

SCHNELL,D.F, Union Eloclric Co 85/06/06. 20pp. 30765,3 4 0-3078 5; 357, 


8605130036 Supp1 1 to IE Info Notice 85-020, "Motor-Operated Valve Falfuros Duo »a 
Hammering Effect.” Sve list end. 

JORDAN,?, L, Division ol Emergency Preparedness 4 Engineering ResportBa {P<wt 
830103), 85/05/14. Consolidated Edison Co, of Now York, Inc f07pD, StOifl.lii* 
31044:278, 


8505200590 IE Info Notice 86-030, "Audilabilily of Electrical Equipmont QuahncAlon 
Records at Licensees Facilities.” Svo list end. 


JORDAN, E.L Division ol Emergency Preparednoss & Engineering Response (PmI 
830103), 85/06/22, Consolidated Edison Co ol New York, Ino, fO0pp 30M72« 
30837 363. 


8506170452 Advises that lime for Commission to review Director's Deolsbn 00-85 7 
expIred.Commlssbn declined review, Decision became final agency action on 
86061 1.Sarved on 860617, 

CHILK,SJ. Office of the Secretaiy ol the Commission #285 449, 85/06/14. 
GARDE, B, Government Accountability Project. Ip 30956'094 30958:094. 


8505200600 IE Info Notice 85-040, "Deficiencies In Equipment Qualillcatiors Tosling 6 
Certification Process Sve list end. 

Preparedness 4 Engineering Response (Post 
830103) 86/05/22 Consolidated Edison Co. of New York, Inc loepp 30546 156- 
30848 271. 
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^5055^80 1B1 IE Inlo Notice B5 042, "Loose Phosphor In Panasonic 800 Series BacJgs 
TtO Elements " Svfc list end 

JORDAN, e L Division of Emergency Preparedness & Ennlneerina Response (Post 
®301O^ B5/05J20 Consolidated Edison Co of New York, Inc ? 20 pp 30952 245 
30662 363 * 

8505280167 IE Info (Notice 85 043, "Radiography Events at Power Reactors" Syc list 
sncf 

JORDAN, E,L Division of Emergency Preparedness & Engineering Response (Post 
830103} 35/05/30 Consolidated Edison Co of New York. Inc f20'pp 30B84 167- 


8505280IS5 IE Info Notice 85-044, "Emergency Communication Sys Monthly Tost." Svo 
lisJ enci 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/05/30. Consolidated Edison Co of New York. Inc 121 pp 30804 045 
30364 t«6 

•SJB W133 Responds to NRG 850429 Ur re violations noted in Inap Rspt 50 493/85 
Q4 Corrective actions corrected test results or addi documentation necessaiy to sup- 
port evaluations added lo test results packages 

SCHNEU.DF Union Eleciric Co 85/0S/31 HARRISON, JJ. Region 3, Oflico ol Di- 
rector 3pp 30701 029 30781 03 1 

6506050677 IE Info Notice 85-046, "Potential Seismic Interaclion Involving Movable In 
Core Flux Mepplng Sys Used in Westinohouse Designed Plants." Svc list end 
JORDAN,E L Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/06. Consolidated Edison Co of New York, Inc 12app 30865001- 
30885 046 

3506050707 IE Info Notice 85 046, "Clarilicalion of Several Aspects of Removable Ra- 
dioactiva Surface Centaminallon Limits for Transport Packages " Svo list end 
JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Ino f24pp 31043 301- 
31044,064 

65O614D240 IE Info Notice 95 047, "Potential Eifect of Line-Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svo list and 

JORDAN, EL Division ol Emergency Preparedness & Engineering Response (Post 
630103) 85/06/18. Consolidated Edison Co, of New York, Inc 134pp. 31268-167- 
31268 304. 

8B06 140636 IE Info Notice 85 048, “Respirator Users Notice Dafeclivo Setf-Conlalned 
Breathing Apparatus Air Cylinders.’’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/19 Conaotidaled Edison Co. ol New York, Inc 123pp 31376 064- 
31376 (83 

5506270179 Forwards Insp Repl 60 483/85-16 on 950620-23 & 0607 No violation 
rioted 

REYES.L A Region 3. Office of Director 85/06/20. SCHNELL,D.F Union Electric Co 
2pp. 31234.347-31 234.352 

-8508270192 Insp Rept 60-483/85-15 on 850520-23 & 0607 No violation or deviation 
noted Major areas Inspected'Impiamentatlon of Generic Ltr 83-28 in areas ol equip 
mont classifloalion, vendor interlace & post-maint testing. 

TAVLORJF.. HAWKINS.F. Region 3, Office of Diroclor B6/06/20. 4pp 31234 340 
3I234'352. 

680627062* Forwards Insp Rapt 50-483/85-13 on 660520-23 & 0603-07 No violation 
noted. 

REYES,L A. Region 3, Oflice of Director. 86/06/21. SCHNELL,DF. Union Electric Co 
2pp. 31 23 6’353-3 1230.361 

-8506270536 Insp Rept 60 483/85-13 on 860520-23 & 0603 07 No violation or dovi- 
allon noted.MaJor areas inspacted.QA/QC administration, audit program & Implemenla- 
tfon & calfbr & surveillance testing 

SUTPHIN,R N.. TAYLOR.T E , HAWKINS.F C. Region 3, Ollice of Director 85/06/21. 
7pp. 3 1 236 335-31236,36 1 


B, Perlodto operating report* & related correepondence 

*506070931 Monthly operating rept lor Mar 1S85.W/850409 Hr 
QOOOENOW.R.R , MILTENBERGER.S Union Electric Co, 85/03/31 8pp 30795.299- 
30795304, 

8506140222 Forwards "Annual Rept, Changes to Approved Firs Protection Prograrn,” 
per Section 2C.6(s) of License NPF-QO.Cnanges implemented during 840611-850430 
Incoiporatad Into rept. 

SCHNELL.DF. Union Electric Co 85/06/10. DENTON.H R. Office of Nuclear Reactor 
Regulation, Director. 6pp. 30893.163-30893:158 


S. Reportable occurrences, LERs & related correspondence 

8506040431 Part 21 rept re resistance temp detector (RTD) calibr anomalies in RTDs 
mig by RdF Co Safety margin assessments being performed for operating plants lo 
evaluate potential affects on plant Tech Specs 

BAHE,E P. Westinohouse Electric Corp. 85/05/06. THOMAS.CO. Division of Licens- 
ing. 4pp. 30708:090-30709093, 

8506070530 Forwards Technical Review Rept AEOD/TS04, "Loss of Instrument Air & 
Subsequent Pressure Transient," 

FREEMAN, R G Reactor Operations Analysis Branch 86/05/17 SEYFRIT,K.V. Reac- 
tor Operations Analysis Branch. Ip 3O7e6'22&-3O70 8:230 

-8S06070534 "Losa Of Instrument Air & Subsequent Pressure Transient," technical 
review rept. 

FliEEMAN.R Reactor Operations Analysis Branch 86/05/17, 6pp 30798 226- 
30798.230 

6S0607Q183 LER 85-024-00,00 850606,reactor trlp/turbihe trip occurred as result of 
steam generator lo-to level signal Caused by electronic failure In governor controller of 
main feedwater oump B,Cornponant replaced W/B50531 ltr 
CAMPBELL.'W.R, MIUTENBWQER.S. Union Electric Co. 85/05/31. 4pp 30801:211- 
3080V214 


8508120568 LER B5-02S-O0Dn OSOSOS.raaclor trip, feedwater Isolation & auxiliary feed- 
water actuation occurred during reactor startup Caused by blown fuse in ex core neu 
Iron monitoring channel Fuse replaced W/650603 Hr 

NASLUND.CO, MILTENBERGER.S Union Electric Co 85/06/03 4pp 30958 080- 
30858 083 


DOCKET STN-SCl-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Appllcatlon/conatructlon stage documents & correspondence 


8S06070070 Responds to FOIA request lor documonls rn preliled testimony filed m CP 
or OL hearings, speeches & published papers re nuclear power & Internal memoranda 
re lacility.Forwaros documertls listed In App A F Search continuing 
FELTON.J M Division ol Rules and Records 84/06/20 QLASSPTEGEL.H Shaw. Pitt- 
man. Polls & Trowbridge 150pp 30876 125-30681 036. 

-6108240011 Advlaas Ol compleilon of IE reviow of facility 810501 safely related weld- 
ing rept responding to NRC 800430 show cause order Technical aspects ol rept 
comply w/ofder 

PERANICH.MW Division of Resident & Regional Reactor Inspection 81/07/16 
MADSEN, Q L Reactor Pro|ects Branch Ip. 30879.043-30879 043 

-8508070690 Forwards memos ro determination of licensee response to Westinghouse 
ltr on postulated fuel handling accident analysis, per request ol Technical Instruction Tl 
2600/1. 

SEIOLE.W C Region 4, Oatfas, Reactor Canatrucflon & Enginoering Support Branch 
77/07/14 JORDAN, EL Executive Otficer ter Operations Support, tp 30876 303- 
30S78 306, 

-6506070103 Recommends closure of Item re Teledyne Brown supports Critical ten- 
sion load of faulted condition combined by obtaining SSE & LOCA loads 
TAPID,J I Region 4, Dallas, Oflice ol Ihe Diroclor. 77/11/17. HUBACEK.W.G. Region 
4. Dallas, OllJce ol the Director Ip 3067 &-307. 30878. 307 

-9506070156 Forwards summary of 791005 mooting w/epplicanl in Houstoii.TX lo 
policy .Interface communicatlorts & repts. Communications w/proleci mgt noted 
PHILLIPS, HS. Region 4, Dallas, Otfice ol the Director. 80/03/26 SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Engineering Support Branch 9pp 
30B78 a22-30a78-33a 


-6606070277 Summary of BOOBI? meeting w/ulil & Brown & Root in Arlinglon.TX re 
Show Causo Items 2,3 & 10 concerning Category I siruclural backllll.safoty-refated 
welding & safety related concrete structures, respectively. 

HALL.RE, CROSSMAN, W A Region 4, Dallas, Olllce ol the Director 80/08/24 
Region 4, Dalles, Office of the Director 3pp. 30078 351-30878 353 

-8606076291 Summan of 800630 meeting w/util & Brown & Root in Artinglon,TX re 
Show Cause Items S, 8,7,8 & 6 concerning stop work authority .trend analysis.doslgn 
change conlrof, record control & audits, respeclivaty. 

HALL,RE, CROSSMAN, W.A Region 4. Dallas, Office of the Director 80/07/02 
Region 4, Oallas, Office of the Director 4pp 30676*354-30878 357 

-8509070301 Summarizes 680703 meollng w/ util, Brown & Hoot, Bechtel & Mgt Analysis 
Co In Arllngton,TX re Show Causo Hem 1 concerning QA program 
HUBACEKW.G. Region 4, Dallas, Olllce of the Director. 80/07/09 Region 4. Dallas, 
Office of the Director. 3pp. 30878 368-30878 360 

-6509070365 SubmtfB resident Inspector commentary for Aug 1960, including resident 
Inspector overview during Sept 1970 • 1980 

PHILLIPS, as. Roglon 4, Dallas, Ofltoo of the Director. 80/09/10 SEIDLE.WC 
Region 4, Dallas, Reactor Construe ti on & Engineering Support Branch, 7pp 
30878011-30879 017 

-8506070376 Submits rosidanl Inspector commentary lor Nov - Deo 1980. 
PHILUPS.H.S. Region 4, Dallas. Office ol the Director 80/12/19, SEIDEL,WC. 
Region 4, OaliaB, Reactor Construction & Engineering Support Branch. 6pp 
30878 018-30879 022. 

-6506070396 Discusses Info received on B10425 & 0506 re problems w/work by design 
engineering &. Brown & Root plan to lay off 230 people.Concern Incroasod that Brown 
& Root Engineering causing const delays 

PHILUPS.H.S Ragton4, Dallas, Office of the Director (81/03/0t) 81/05/27 Region 
4, Dallas, Office of the Director (81/03/01). 2pp 30879 027-30879.026, 

-8606070414 Documents 8D0608 lolcon w/RA Wioeemann concerning reactor pressure 
vessel safe end problam.Currenl status of focllllles & status of Westinghouse Investi- 
gation included. 

POTAPOVS.U Region 4, Dallas, Vendor Inspection Branch. 80/06/09 
REINMUTH.G.W. Division of Reactor Construction Inspection Bpp. 30879.030- 
30879’034. 

“8506070427 Discusses allegation of tniringement on US Patent 3,686,811, "Spaced 
Multi-Wall Const Unit." Design ol containment based upon presiressed concrete prin- 
cipals used prior lo 720829 patent issuance date 

TARlAjJ.I Dlraotor's Oflico, Otfica of Inspection and Enlorcement. 81/07/27. 
QAGL(ARDO,J.E Director’s Office, Office of Inspection and Enforcement. 2pp, 
30879.036-30879.037. 

“8506070434 Forwards response to 810706 request tor Into re embedded plate welding 
problems 

SEIDLE.W.C. Region 4. Dallas, OHica of the Director (81/03/01) 81/07/23. 
BAER,R.L. Division of Besideni & Regional Reactor Inspection, tp 30678,038- 
30S79.0S8. 

“860607047* Discusses 811016 request lor Region IV concurrence w/QA work 

P roposed. Drawings & specs concerning reactor containment bldg net reviewed by 
echtel, 

PHILUPS.H.S. Region 4, Dallas, Office ol tha Director (81/03/01). 81/10/26 Region 
4. Dallas. Office of the Director (81/03/(31). 2pp 30879 069-30879,070. 
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''&506070493 Submits suggested questions to ask util <0 selection o( new QC & const 
contractor & impact on operations . 

SEIDLE.WC Region 4, Dallas, Office of Iha Director (BU03/01> 81/11/05. 
COLLINS. JT Region 4. Dallas, Office of the Director (81/03/01) 2pp 30879 087- 
30879 068 


850606002 1 Requests addi listed info re OL application from Mechanical EnDiiteerna 
Branch.Containment Sys,Auxiliary Sys,Reaclor Sys & Environ & Hydrologic Esoineer- 
mg Branches 

KNIGHTON, GW Licensing Branch 3 05/05/16 GOLDBERG, JH Houston Ughlna i 
Power Co 40pp 30781 318 30701 358 


■8506070670 Requests meeting on 820418 19 to discuss areas to be covered & plan 
re Interfacing of new mgt at lacility Actual evaluation effort will be conducted dunng 
wtc of 820307. ^ , 

SEYFRIT,KV Region 4, Office of Director 82/03/12 POTAPOLfS.U. Division of 
Vendor & Technical Programs GAG LIAR DO,'J.e. Division of Resident, Reactor Project 
& Engineering Programs CROCKER, LP Licensee Qualificatons Branch Ip 
30879097-30879 118 


-8506070560 Forwards S PhiJIrps 800904 statement to Sheriff of Matagorda County ,TX 
re P Buchorn allegation concerning accidental bunat of foreign alien In 
concrete Sheriff should handle Investigation NRC should not gel involved 
S£IDLE,W.C. Region 4, Dallas, Reactor Conatfuctlon & Engineering Support Branch 
80/09/05 Region 4, Dallas, Reactor Construction & Engmeenng Support Branch. 
3pp 30070.1 25-30870 127. 

-8506100066 Advises that alJeged deliolencies descnbed in 8002Z4 Houston Post 
article, including void through reactor bldg radiation shielding wall & mechanical S elec- 
trical bldg west wall being out of plumb, have not been tnveslJgated. 

HUBAC^,W G Hegioni 4, Dallas. Office of the Director 80/04/04 Region 4, Dallas. 
Office of the Director 2pp, 30879.141-30879,142. 

-8508100096 Sumiranies B00104 seminar w/Brown & Root re QA/QC Interface w/ 
const 

HALL,R E Region 4, Oallas, Ofiice of the Director. 80/01/22. Region 4, Dallas, Office 
oi the Director 2pp 30079 148-30870 149 


-8508100343 Summarizes 800912 meeting w/ulil & Brown & Root cencernlng restart 
programs for welding & complex concrete 

CROSSMAN.WA Region 4, Dallas, Ofiice of the Director. 80/11/18, Reglort 4, 
Dallas, Office of the Director Zpp 3087 9’ 26 5-30879 320 


"8506100354 Recommends detailed discussion of Ouadrex Rept on design & NRC role 
in discovering Indications of potentially weak areas In response to Congressman Udall 
811030 Itr. 

PHILLIPS.HS. Rogfon 4, Dallas, Office of the Director (81/03/01) 81/11/10 Region 
4. Dallas, Office of the Director (81/03/01) 7pp 30079,321-30879,327. 


-8506100361 Summary of 610908 meeting w/util In Arlington.TX re results of Quadrex 
Corp review of Brown & Root engineering 

PHILLIPS, H S. Region 4, Dallas, Office of the Director (81/03/01). 81/09/11, Region 
4, Dallas, Office of the Director <01/03/01) 2pp, 30879,328 30879.329 


-6506100369 Responds to 811109 request for Info re 811031 Congressman Ddall Itr 
concerning Quadrex Rept Rapt does not conclude plant design fundamentally 
flawed.FIndings described lack of documented progrem. 

SEIDLE.WC Region 4, Office of Director 84^06/20. COLLINS.JT. Region 4. Office 
of Director. 4pp 30879.330-30679 342 


■6596100364 Handwritten memo re preparation for public hearing lor faclli^, 

• NRC - No Detailed Affiliation Given 80/12/19. SEYFflIT.K NRC ■ No Detailed Affili- 
ation Given. 3pp. 30879'345-30879 357 


-6506100393 Kandwnlton memo re forthcoming facility hearing concerning contention 
• NRC ■ No Detailed Affiltallcn Given. 80/04/09 HABAGEK NRC - No Detailed Afflli 
allon Given. Ip. 30870.358-30880:014 

-6506100404 Notifies of 780823 □ Swayzey allegations re breakdown In OA/QC pro 
gram breakdown compromising quality ol plant consi In safety related areas. 
SEIDLE.W C Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/08/26. Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip, 
30880.015-30860.015 


-8506100452 Forwards draft generic response Ur (0 requests re project, per 80071 1 
Action Item H0600650 Draft previously Uansmitted on 800725. 

SEIDLE.WC Region 4, Dallas, Reactor Construction & Engtnaanng Support Branch 
80/07/29. REINMLiTri,Q.W, Division ol Reactor Consmictlon Inspection, 4pp 
30860.020-30860.023. 

-B606 100463 Discusses 800909 lelcon re quality of work by worker using drugs during 
work Caller told l£ did nol (ollew up on drug charges & were concerned only whan 
drug use affected quality ol plant const 

GROSSMAN, W.A. Region 4, Dallas, Office of the Director. 60/06/12, Region 4, 
Dallas. Oflfce of tha Director. 1 p 30660.027-30880.030. 

-8506100494 Discusses 611023 allegations re unsalisfaclory equipment storage condi 
lions & Brown & Root daslroylng QA records Allagslfon re equipment storage should 
be pursued 

PHILLIPS.H.S. NRC - No Detailed Aflillation Given, 81/10/28 NRC - No Detailed Af- 
fllfatlon Given, Ip. 3Oa0O-&31-3OBaO.O31. 

-6506100490 Advises ol 611207 lelcon w/Qoldberg ol util re Vermont Vanguard report- 
er allegation that Hayward Tyler Pump Co shipped defective pumps to plants. Ulil in- 
vestigation of allegations will be conducted. 

SEIDLE.W C NRC - No Detailed Affiliation Given. 81/12/17. NRC - No Detailed Affili- 
ation Qivan. Ip. 30600:032-30880 032. 

-0606100566 Discusses alleged intimidation ol Brown & Root QC Inspector by Brown & 
Root const personnel OC & consi personnel counseled & Instructed re proper con- 
duct. 

HUBACEK,W,G Region 4, Dallas, Office ol the Director. 79/08/20. Region 4. Dallas, 
Ofiice ol tha Director. 2pp, 30800.04 e-30680'049, 

8506180117 Further response lo FOIA request that all Internal memos to DIv of Licens- 
ing from May Nov 1984 which provided draft SER, SER sections & questions or re- 
quests for add I Info be placed In PDR.App C documents placed In PDR, 

FELTON. J M. Division of Rulas and Records, 65/03/06. QRAB£R,L. NUS Corp. 3pp. 
31013:238-31013:246. 

-641 1200132 Forwards operability quafiflcatlon ol purge & vent valves & guidelines for 
demonstration of operability ol purge & vent vatve8.lnfo sought should be provided as 
soon as possible 

NOONAN.V.S. Equipment Qualification Branch. 64/11/09, YOUNQBLOOD,B.J, Li- 
censing Branch 1. 7f>p, 31013:281-31013 267. 


8506050719 Informs lhat method of procuring spare compononts & rep lacoment spars 
parts lor ASME Section III Code componems where manufacturers have disconlirueJ 
ASME Code authorizations & N-Type stamps acceptable 

NOVAK.T M Division of Licensing 65/05/21 GOLDBERG.J H Houston Uahljrxi i 
PowerCo 3pp 30740 113-30740 115. ^ 

8506130577 Grants 850412 request for authorization lo use ASME Code Case N411 
tor application in response to spectrum seismic analysis ol piping $ys at 
plant Subsequant amend lo FSAR roffecting change approved 
NOVAK.T M Assistant Director for Licensing 86/05/24 QOLDaERQ,JH Hou'lon 
Lighting & Power Co 4pp 30901 205-30901 200. 

0506030258 Forwards response lo 850401 request for addt Info re QA plan {FSAR Sec- 
tion 17 2) Responses will be included in next FSAR amend, 

WISENBURG.M R Houston Lighting & Power Co 05/05/20 KNIGHTON.Q W Ucerw- 
mg Branch 3 26pp 30674 010-3[)674,035 

8506040152 Responds lo NRC 850502 Ur requesting Info on species fedorslly iisied a 
proposed to be listed as threatened or endangered Species atlected It powerTne 
specs change as listed No listed species affected by drawdown water rotoasa 
HALL,H.D. Interior. Dept of. Fish i. Wildlife Service 85/05/30 KNIQHTON.G, Lkeftt- 
ing Branch 3 2pp 3070Z 304-30702 300 

8506110502 Forwards proprietaiy documents In response lo Mechanical ErMifleervw 
Branch 650517 request during audit of plant Rev 1 to RPT-MED PCE-577 S WC/S 
10197 do not apply to plant & not Included Ends withheld (ref 10CFR2 790) 

RAHE.EP Westlnghouso Eledric Corp 85/05/30 DENTON.H.R , KADAMai.P Offka 
of Nuclear Reactor Regulation, Director. 4pp 30816 043-3061 6 048. 

8SOS27028S Advises that B50412 roquesl for authorization lo use ASME Coda Cass N- 
41 1 for application in response spectrum seismic analysis of piping sys granlod.sufc) Co 
listed Items 

NOVAK, T.M Assistant Director (or Licensing 65/05/30 QOLDBERQ.J.H Kousloo 
Lighting & Power Co 4pp 31262.344-31262.347 

6606270297 Requests addI Info re SORT & pump & valve operability review losmaucEti 
& Items 4 1,4 2 1 & 4.2 2 of Generic Ltr 83-28, Guidance end. 

KNIGHTON.G.W Licensing Branch 3 65/05/30 GOLDBERG.J H Houston LlnMxM 8 
Power Co. 2gpp, 31262 312-31262 340. 

6506040443 Responds to 850404 request lor addi info re Power Sys & Reactor Syt 
Branch questions re safely review of OL application. Facility design In contpknrvco w/ 
GDCt. 

WISENBURG.M R Houston Lighting & Power Co 85/05/31, KNIGHTON.Q W, Lfceni- 
Ing Branch 3 201pp. 30699.092-30699 292 

6606100168 Forwards remote sensing Imagery Info, Including vicinity map illusbalv^ 
flight lines & description for low altitude color Infrared photographs 
WISENBURG.M R Houston Lighling & Power Co 85/06/05, KNIQHTON.G.W, LlcrW- 
Ing Branch 3. 7pp. 30790.01 1-3O70O'0 17 

6606110092 Forwards documentation discussed at 050517 moding lev 
review Documents also submitted lo EC Rodabaugh Assoc.lnc & ORNL Add info rs 
Roto lok Item & applicability ol component cooling water seismic analysis rcpl provid- 
ed. 

WISENBURG.M R Houston Lighting & PowerCo. 85/06/07. KNIGHTON.Q W Uwni- 
Ing Branch 3. 171 8pp, 30809'001-30B13,270. 

6506110517 Forwards revised FSAR questions & responses re diesel goiwialors S 
lighting sys Revised Info will be Incorporated Into FSAR Amend 40 
WISENBUHG.M.H Houston Lighting & Power Co. 85/06/07 KNIGHTON.Q W. I kon* 
Ing Branch 3 71pp. 30815 053 30816.124. 

8506170065 Notifies that 840820 request re approval for elimination of nrblliaiy Inlwne- 
dlate pipe breaks as consideration In design basis of facility applies lo both umls 
WISENBURG.M H Houston Lighting & Power Co. 85/06/11 KNIGHTON.Q W llcent- 
tng Branch 3, 2pp. 30963'280 30963:281. 

6506270061 Summary of 850517 meeting w/ulil, Bechtel & WesUnghouso in IIouMoaTK 
re audit design documentation of mechanical components.Liat or atlondoos i agenda 
end. 

NERSES.V. Licensing Branch 3, 85/06/11. Licensing Branch 3. 5pp 31268 139 
31268.165, 

6506200261 Ack receipt Of 850304 & 0430 submittals of Revs 10 & 11 lo QA (XMfam 
for design & const phase of faclllly.novs satisfy lOCFRSO.App B roqufremen.ls a .liC- 
ceptable, 

JOHNSON, EH Region 4, Office of Director. 85/06/12 GOLDBERG.J H Houston 
Lighting & Power Co 2pp. 31008 01 4-3 1008-01 5, 

6506280207 Forwards responses to 850616 request tor addi Info for Conlalrnnonl Syt 
Branch Quesllons 480 1-480.16 & 480,18- 480. 19, Auxiliary Sys Branch OuosiKXvt 
410.06.410 08,410.09, 410,12,410.16 & 4 10. 18. Mark- up of FSAR Section 6 2 (iiwL 
WISENBURG.M R, Houston Lighling & Power Co. 85/06/14. KNIQHTON.G W. Ueen*- 
fng Branch 3. 6l0pp 31275:001-31276:260. 

65O62404SS Forwards 17 oversize drawings of revised main steam & leadwaltr mjh 
response to 850617 commitment per Reg Guide 1 70.Aperture cards avallabla ki roR 
WISENBURQ,M.R Houston Lighting & Power Co. 86/06/17, KNIGHTON.G.W, Ucem- 
Ing Branch 3. 3pp 31 160 328 31160'330, 

6506240540 Forwards Rev 5 to draft Tech Spec.olfslte dose calculation manual £ proc- 
ess control program.Exemptlon requested from lOCFRSO.App J re loekego lest of 
containment air lock. 

DEWEASE,J.G. Houston Lighting & Power Co. 85/06/17, THOMPSON.Hi. IMvisiOii ol 
Licensing. 1,220pp 31062-158 31065-306. 

-8506340542 Rev 0 lo Plant Procedures Manual PGP3-20 0017. "Safaty-Rofatod Red- 
waste Process Control Program." 

• Houston Ughtlng & Power Co. 84/12/12, 13pp, 31065:119-31065:131. 
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^6600240543 "Offsllo Doso Calculation Manual *' 

• Houaton Llgtiting & Powor Co. 05/05/31 17Spp 31065 132-31065306 

$506270806 Provides rosolollon o1 throe open Horns (rom 850326-29 meetings re MSIV 
circuit, iTialn loedwator Isolation valve lostino S balance ot isolation valve testing W/ 
nine ovoralzo drawinns Aporturo cords avallaole In PDR 

WISENDUnQ.MR Houslon Lighting & Power Co 65/06/17 KNIGHTON.GW Licerrs- 
Iflfl Hrancll 3. 7pp. 31240 20Q-3l2<ta 306 


D. NFtC Draft/Final Environmental Statements, supple & correspondence 

6506240401 Submits First Quarter 1965 rept on progress of entrainment & Impingement 
programa conduclod during cooling reservoir lining opBralion5,per FES Pump oper- 
ation did not occur, 

WISENDURQ.M.R, Houston Lighting & Power Co 65/03/31 KNIGHTON.GW Licens 
Ing Brandi 3 2pp 31061.336-31061 339 


6506140416 Informs that L Stanley will present testimony in Fnasa !i nes. r.i^s ro tS- ".y~. 
review of Brown & Root engineering work lor plant Ccrtf.ca'e o’ S.: cr.cf ht'a ••at i 
respondence 

NEWMAN, J n Newman & Holtzinger NEWMAN.J R Houjton Ligd ryj A C.'? 
#285 410 85/06/12 BECHOEFER.C. LAWQ.JC. SHOUF J A':r-c Si’L', a-vl L. 
censing Board Panel 4pp 30898 032 30698035 

8506160036 Forwards identilication ol witnesses lor Phase II hearings Ntrtrai 
not required since NRC tailed to provide sub) of testmorryRcla'ed cofresp.cniicn.-f' 
SlNKIN.L Citizens Concerned About Nuclear Power. Inc #285 475 Bi/C-e'll 
BECHHOEFER.C , LAMB.J C , SHON.F J Atomic Safety ard Licensing Scaid Pa.nei 
Ip 30975 196-30975 205 

-8506160038 Identification ol witnesses lor Phase tl hearings CcttLca'o cl S«; 
end Related correspondence 

SlNKlN.L Citizens Concerned About Nuclear Power, Inc 85/06/13 7pp 30-J75 t3'? 
30975 205 


rule published on 
Fed w/FEMA 


F, Security, modlcnl, emergancy & fire protection plans 

$606070070 Roaponds to FOIA request lor documents ro prelllod testimony filed in CP 
Of OL honrinoB.apoocliQB a published papers re nuclear power & internal memoranda 
re Inclllty. Forwards documonts Ustod In App A F Search continuing 
FELTON. J M. Dlviaion ol Ruloa and Records 84/06/20 GLASSPIEQEL.H Shaw, Pitt- 
fnan. Polls & Trowbridge 160pp. 30870,125 30661 036 

-66I)8070366 NolllioB ol moQllngs announced on 010317 in FR re meteorology & emer- 
goncy roaponfio laclli ties Primary purposes Include consolidation ol guidance on mele- 
orolqnlcal proornniB ro omorgancy preparedness 

SEYFRir.K.V. Roalon 4, Dellos, Olllce ol the Direclor |01/03/01) 81/04/27 
OPREA.Q.W, Houslon Ughllna & Power Co 2pp 30079 023-30079 026 

-6506070461 SALP ropl for Jul 1000 - Juno 1981. o, ,no,no 

SEYFRIT.K.V, Region 4, Dallas, Oflico of lha Director (81/03/01) 61/09/02 16pp 
30670 040 30B70.063 

-0606070471 Diacussoo roquiramonts of revised omorgoncy . 

600010 Emergoncy proparoclnoss oxorolso schedule should be 

iKYmiT.tLV^* ?l°oqfoii 4, Dallas, Olllce ol 81/10/22 

OPRGA.Q.W HoUBton Lighting & Power Co 2pp 30879,065-30079 068 

8606060S36 Fotwarda monlhly ropl lor Apr 1906 ro status ol ollsHo omergem^^ 
paiOcJnoBB lor OL rovlowe Daleys In schedule for LJmoriok & Shoroham for full power 

oporftllon fomain duo 1o pllslla omorgoncy pai i ADlNO 

OinCKS.WJ Olllco ot Iho Executive Director tor Oporallona 85/05/28 PALLAUtNU 
Commlsslonors 11pp- 30785:007-30705 017 

$660030364 Forwords SociJiily Insp Repls 50 490/85 05 & 50-499/65 05 on B5040B- 

1 2 No violation or dovlatlon aotod ncnc/on rnirmPPr^iH Houston 

JOHNSON.E H. Roglon 4, Olllco of Director 65/05/30 GOLDBERG, JH Houston 

Uahllng & F’owor Co 3pp, 3O676.008.30676'10i 

..RROAnioaao Insn RooIb BO-<10D/O5-O5 & 50 409/05 05 on 650400 12 No violation or 
'lovWn SodM»%. arlu preoporsllon.l .scuply prop,™ 

KffiW"'i?VaHcVtW“ 1. "I 

3087 0- 101 -30678: 101, 

05061 10B17 Forwarde rovisod FSAR Puostlons flonerators A 

Ing Branch 3 71pp, 00616:053-30016.124. 



-8606270400 "Procoduros Qonorallon Package, South Texas Prolecl Electric Gene 
•"iSafonllghtlnfl & Power Co. 85/06/10 lipp 31252-352-31 252 362, 

Procedures 


-6606270409 Rov 0 PQP3 2A;27. ‘^Emmgenc^ 0^^^ 

PfopoiQtion .Approval & 'hnpiPPtunta pp & hov i to urur 


8506190372 Errata correcting Page 9 ol 850517 sorth prehear. ng conference ertter to 
read "regional administrator Itr ot 640622” instead ol ‘ reg.-onal n-,ar.agcf ly cl 
640622 " Served on 850617 

BECHHOEFER.C Atomic Safety and Licensirtg Board Panel #285 48l eS'OOrta 
Ip 30998 260-30998 260 

8506190271 Order extending time until 850708 lor Commission to acl to le.iew ALAB- 
799 Served on 850618 

CH1LK,SJ Office of the Secretary ol the Commission #285 492 85r06/i7 
PALLADINO.N J , ROBERTS.T M , ASSELSTINE.J K Commissiofters Ip 30995 127- 
30995 127 

8506200137 Requests that RG Taylor, Reactor Inspector, Region lV.be added U i,st ol 
prospective witnesses for Phase II evidentiary heanng Witnesses A matters on which 
witnesses will testify listed Related correspondence ~ . 

PIRFO.O R Heanng Branch 3 #285 496 85/06/17 BECHHOEFERC SHONFJ 
LAMB.J C Atomic Safety and Licensing Board Panel Ip 31007 195 31007 195 

BS06200294 Order LBP.86-19 denying CUizena Concerned About Nue'ear Power 
850417 molion to reopen Phase I record re competence of uhl A direcLng uW to pro- 
vide records by 850703 Served on 850619 or.nc.o 

BECHHOEFER.C Atomic Safety and Licensing Board Panel #2M M7 85/06/18 
Citizens Concerned About Nuclear Power, Inc aepp 31CX>8 024-31008 059 

B50628DD27 Advises that intervenor will attempt to file motion lor new conientiOT 
scripts ol radio program re potential seepage from cooling reservotf received pnor to 

hearings Cemnoate ot Sve end Ralat^ correspo^enco RK/narsa 

SlNKIN.L Citizens Concerned About Nuclear Poweq Inc #265 ^ 65/M/^ 
BECHHOEFER.C , LAMB.J C , SHON.F J Atomic Safely and Ltconang Board Panel 
2pp 31256 241-31256,242 

8606280037 Memorandum A order re ASLB 850621 lelcon 
mlsstoner Roberts appearance as wilness.per 10CFft2 7M(h) ASLB w^Imiw subpoe- 
na for nonNRC witnesses Listed info requested ^^^85/06 '24 

BECHHOEFER.C Atomic Safety and Ucensifw -'flu 3 ^ 8 ^ ^ 

Citizens Concerned About Nuclear Power. Inc 6pp 31256 323-31256 328 

BRnfieRnnas Discusses denial ol Citizens Concerned About Nuclear Pdwer Inc 850613 
lor''»^^ for testimony, per 850624 memoran- 

duiTi & ordsr W/o stated 0Dd Served on 050624 oarkai 85/06/24 

g^'^l^?A° 8eS’eraro''n ^ sequestration 

motion made Certificate olSvce^Relat^ Mires^n^en^ #285 609 85/06/25 

bShOEFe“uMB.Tc. SHON^^ Atomic Safet^ and Licensing Board Panel 
3pp 31256 210 31256 212 

Jfoceeding CertillcaleofSvoencI Relal^ w^^^ ^ Co 

censing Board Panel 5pp 31253 330 31253 335 


-IOC 


a. Adjudloiitory comBpondance 



•BOel 1M«1 U.I 01 pro.peo«.« 


H. General correepondence 

8506070070 Responds to ^0'* request diKumenls^w j^^A^twSm^arx^ 
man. Polls & Trowbridge. 160pp 30678 125-30881 036 

"KSby 

2pp. 30806126 30680.129 

K. Ullllty Final safety Analysla Report (FSAR) A amende 

8506050269 Amend 46 to DENTON, H Office of Nu- 
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Q. Inspection reports, IE Bulletins A correspondence 

S50S07007'0 Responds to FOIA request (or documents ro preliled testimony (iled in CP 
or OL hearings, speeches & published papers re r^irclcar power & internal memoranda 
re facility Forwards documents listed In App A F Search continuing 
FELTON, J M Division ol Rules and Records 04/06/20 •GLASSPIEGEL.H Shaw, Pitt- 
man, Potts & Trowbridge ISOpp 30878.125-30831 036 

-6000000581 Forwards 600627 extract from NRC duty oKicor log ro alfegations ol poor 
piping design Anonymous caller alleged that designers & supervisors of piping sys for 
faciIiN were incompelont Allegations were generat but warrant followup 
THORNBURG, H D Division of Reactor Construction Inspection 80/07/06 

SEYFRir.KV Region 4, Dallas, Ollice of the Director. 3pp 30300 017 30000 019 

-8S06070115 Recommends action to obtain volunloer from outside region (or assign- 
ment as facility resident Inspector. Canvassing of eligtblo Region IV personnel reveets 
no volunteers for assignment 

SEIDLE.WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
79/04/18 VETTER, WE Office of Inspection S Enforcement, Office of the Direclor 
Ip 30878 308-30876 308. 

-8608070122 Advises that tape describing alleged deficiencies in plant const & QC pro- 
grams transmitted on 790521 reviewed Allegations re reinforcing steel discrepancies 
will be addressed during future Insp 

SEIDLE.WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
79/06/12 REINMUTH,Q W Division of Reactor Construction Inspection. Ip 
30876'309 30078 309 

-8506070132 Forwards documentation concerning voids In fuel handling bldg slab & 
Lilts 6 & 15 of reactor containment bldg voids reported by util as const 
deficiencies Insp Repi 79-1 2 should not receive external circulation 
SEIDLE.WC Region A, Dallas, Reactor Construction & Engineering Support Branch 
79/00/08 MCGURR£N,HJ Office ol the Execuliva legal Director, Ip 30878310 
30878310 

-8506070146 Submits resident Inspector commentary (or Oct 1979 Insp program aolivi 
ly shoels end 

PHILLIPS, HS Region 4, Dallas, Offree of the Director 60/01/31 SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Engineering Support Branch 11pp 
30870311 30870 321 

-8508070168 Requests Investigation assistance re end anonymous allegations re 
ceived on 639613. 

SEIDLE.WC. Region 4, Dallas, Reactor Construction & Engineering Support Branch 
80/06/39. SEYFRIT.KV Region 4, Dallas, Ollico ol the Director 3pp 30678 339 
30070341. 

-0596070177 Summarizes 80061 8-20 Insp of Brown & Root olcs in Houslon.TX & oh 
servaltons of applicability of anonymous allegations Allegolions appear to originate on 
site Further aclJon should bo taken by Const Branch 

HALE,CJ Region 4, Dallas. Vendor Inspection Branch 84/12/10 POTAPOVS, U 
Region 4. Dallas, Vendor Inspection Branch 2pp 30378 342 30076.343 

-6506070194 Discusses lessons learned In Invesllgatlon 79 lOAssIgnmenl of resident 
Inspector al cerllesi practical time allor Issuing CP recommended 
PHILLIPS.H.S. Region 4, Dallas, Office ol the Diredor D4/12/10 SEIDLE.W.C 
Redon 4, Dallas, Reactor Construction & Engineering Support Branch 
CROSSMAN.W.A Region 4, Dallas, Office of the Direclor. 5pp 30078 344-30878,346, 


-6506070483 Submits resident Inspector commentary for Aug - Oct 1981 
PHILLIPS, H S Region 4, Dallas, Office of the Direclor (81/03/01) 81/10/30 
MADSEM.G L NRC - No Detailed Affiliation Given 9pp 3087 9 071*30879 079 

-8506070487 Submits draft comments re CEU 811028 petition to suspend 
const Review of Quadrex rept determines that rept does not conclude that ptast 
desgn fundamentally flawed 

SEIDLE.WC Region 4, Dallas, Office of the Director (61/03/01) 0l/it/O4 

SEYFRIT.KV Region 4, Dallas, Office of the Director (81/03/01) 7pp 30B79 080- 
30B79 096 

-8S06070S03 Forwards draft circular re AWS D1 1 welding of safety-related struciuial 
steel Forwarding of circular describing QA program & welding delicloncles al vender 
facilities & site recommended 

PHILLIPS, HS Region 4, Dallas, Office o( the Director (81/03/01) 81/12/09 

CROSSMAN,WA Region 4, Dallas, Office of the Director (81/03/01) Ip 30079090 
30879 092 

-860B070508 Submits resident inspector commentary for Nov 1981 
PHILLIPS.HS Region 4, Dallas, Office of the Director (81/03/01) ai/ta/09 

MADSEN, Q L Region 4, Dallas, Olfica of the Director (91/03/01) 3pp 30879 09J 

30079 095 

-8506070515 Commends BM Darby for superior work during team Insp as senior loa 
dent Inspector 

PHILLIPS.HS Division of Vendor & Technical Programs 82/02/14 DOR3Y,BM 
Region 4, Office ol Director 1p 30879 096-30679 096 

“8506070572 Submits resident Inspaclor commentary for Nov 1979 
PHILLIPS.HS Region 4, Dallas, Ofllce of the Director 80/01/17 SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Enginooring Support Branch 4 do 
30879 119 - 3007 ai 22 rr hv 

—8506070575 Requests Investigation assistanco re allegations that const foreman IkikI 
lor resisting pressure on workers & that Brown & Root rohlnng persons fired duo to IE 
Investigations 50 408/70-19 & 50-499/70 10 

SEIDLtW C. Region 4, Dallas, Reactor Construction & Engineoring Support Btanch 
80/10/09 SEIDLE.WC, Region 4, Dallas, Reactor Construction & Engineering 
port Branch Ip 30079 123 30879.123 

-8506070594 Forwards concerns idenlifled in Citizens Concarnod About Nuclear Power 
answer to second set of inlerrogatories Invoallgallon requires significant olfort which 
could be perlormed w/invostigalion ol H Scarlett allegations 
HUBACEK.W.G Region 4, Dallas, Office of the Director 80/05/28 Region 4, Dallas 
Ollice ol the Dlractor 6pp 30879 130 30879 135 

-8506100042 Discusses 790612-14 Investigation of allegation concerning missing radisl 
rain forcing steel around reactor conlainmont bldg equipment hatch Concrete jxwr 
cards reviewed did not Indicate radial reinforcing steel missing from hatch 
HUBACEK.W G Region 4, Dallas, Ollice of the Director 79/^07/05. Region 4, Dallas, 
Office olthe Direclor Ip 30879:136 30879 136 

“8506100046 Summary of 800519 meeting w/ulil & Citizens Concotnod Aboul Nuclear 
Power In San Antonio.TX re location o( original cadwold Insp records 
HALL,fl E Region 4, Dallas, Office of Ihe Director 80/05/22, Region 4, Dalles, Oilico 
olthe Director 2pp 30879' 137-30879 138. 


-8508070266 Submits status rept lor 800616-0711 re followup aclivilles associated w/ 
show cause order.per 800024 request Progress on items of noncompllance in Invosll 
□aflon Rept 5O.49ff/70-19 & 60-4^9/70-19 continuing 

SEYFRIT.KV Region 4, Dallas, Ollice of Iho Director 80/07/14 THORN BURG, HO 
Dhrlston of Reactor Consiructfon Inspection. 2pp, 30876 349 3O076'35O 

■0506070313 Rocommonds discontinuing pursuit of allegations contained In 600613 Hr 
re lack ol mgt support, records mgl.lnedequale audits, Inexperienced personnel S rapid 
personnel turnover. 

SEYFRIT.K.V, Region 4, Oallaa, Ollice of Ihe Director 80/07/16 THORN BUR G,H.D 
Dwlsfon ol Reactor Construction Inspection 2pp 30878,361 30879:005 


-0606100069 Summary ol 800228 meeting w/util in Arlington, TX re nino point action 
prooram for roaumption of placement ol safety related complox concrolo 
HUBACEK.W G, Region 4, Dallas, Office of Ino Direclor 00/03/13 Roglon 4, Dallas. 
Office of the Director 2pp, 30879.143-30879 144, 

-6506100127 Advises of 791218 insp by CM Meyer & J Haygood ol State of TX to ox 
amine Brown-Minneapolis use of radiography equipment Equipment Impountlod bo 
cause there were no survey records,reclprocity notification & one pocket dosimeter 
HUBACEK.W.G, Region 4, Dallas, Office of Itie Director 00/01/04 Region 4, Dallas, 
Ollice of Iho Direclor. Ip, 30879,1 62-30879' 162, 


-0506970336 Submits analysis ol 11 al legations in anonymous Hr received 600613 & 
feasibility ol Inves tig alien No extensive Tnvosllgatlve effort recommended unless al- 
legar identified & mere detailed Info oblalned 

HcRR.R.K. Region 4, Dallas, OOice ol the Director. 00/07/07 Region 4, Dallas, Ollice 
of Ihe Direclor, 4pp 3087g.O0a-30870 009 

-8506070350 Forwards lessons learned memo re investigation documented in Rept 79- 
19.Transmtttal per memo requested W/o end. 

PKILLIPS.H.S, Region 4, Dallas, Office ol the Director 80/07/21, SEIDLE,WC 
Region 4, Dallas, Reactor Construcllort A Engineering Support Branch Ip. 30879.010- 
30878 010. 

-0506070406 Advises that reactor vessel outlet safe end dimensional error cannot be 
closed unifl results ol review during future Insp Knowr> Region IV & resident Inspector 
given conflicting Info re safe ends etching 

PHILLIPS.H.S Region 4, Dallas, Ollice ol Ihe DJreclor (81/03/01), 81/06/05, 
MADSEN.G.L Region 4, Dallas, Olfica of Iho Oireclor (61/03/01), Ip, 30879,029- 
30679.029, 

-0506970439 Forwards info on facility embedded plate welding problems. In response 
to IE requesl. 

GILBERT, LO. Region 4, Dallas, Office ol Ihe Direclor (01/03/01). 81/07/17. 
SEfDLE,WC Region 4. Dallas, Olfloo of Ihe Director (81/03/01). 4pp, 30879,039- 
30879.042. 

-6506070446 Submits resident Inspector commenlery for June Jul 1881 
PHILLIPS.H.S, Region 4, Dallas, Office of the Director (81/03/01), 61/06/12 
MAD8EN.G.L NRCf- No Detailed Aflifiation Given, 4pp 3 0879' 044-30879.047, 


-8506100145 NolilJes of 791121 alleged Intimidation ol Pittsburgh Testing Lablnspactor 
alter rdecting of three Iruckloade of concrete because of high entrained air 
HUBACEK.W Q, Region 4, Dallas, Ollice ol the Direclor, 79/12/10 Region 4, Dallas. 
Ollicoof the Director, Ip 3O070'164.3OO79.167. 

-8608100174 Submits resident Inspector commentary (or Sept 1079 
PHILUPS.H,S. Region 4, Dallas, Office of Ihe Director 79/10/24 SEIDLE.WC 
Region 4, Dallas, Reactor ConstruoHon & Enginooring Support Branch 24pp 

30879,188-30879192, a « i-t' kv 


-6606100184 Discusses review of Texas Observer 790713 arllolo, "Toll & Trouble of 
South Texas Nuke." None of 10 items attributed to IE Insp ropts appear to monl In- 
vestigative effort beyond normal const deficiencies followup 
HUBACEK.W Q, Region 4, Dallas, Office ol the Director. 79/09/10 Region 4, Dalles, 
Ollice of the Director. 9pp, 30879.193-30879 201, 

-0506100260 Responds to 700911 memo requesting Info ro major roactwe insp cases 
where algolficant manpower expended by Region IV personnel, 

SEIDLE.W.C, Region 4, Dallas, Reactor Construction & Engineoring Support Branch 
79/09/21 THOhNBURG.H.D Division of Reactor Construction Inspection 2pp 
30670;207-30B79'208, 


-0506100286 Requests Investigation assistance re allegation concerning falsIHcallen ol 
mainl records. 

SEIDLE.W.C Region 4, Dallas, Reactor Conslruclion & Engineering Support Branch 
00/07/29, SEYFRIT.K.V Region 4, Dallas. Office of the Director 4pp, 30879209 
30870 212. ^ 


-8506070461 SALP rept lor Jul 1900 • June 1981 
SEYFfllT,K.V Region 4, Dallas, Office ol the Director (81/03/01). 81/09/02. 16pp, 
30079.040-30870 063. 

-6506070466 Advfses that request for special insp because ol Brown & Root englneer- 
Ing problems A trends unnecessary because ol 810924 util announcement that Brown 
& Bool will be replaced by Bechter. 

PHILLIPS,H,S, Region 4, Dallas, Oflfce of the Direclor (81/03/01). 81/09/25, Region 
4, Dallas, Ofllce of the Direclor (81/03/01). ip. 30679 064-30879.064. 


-0506100302 Discusses accelerated QA Insp.per 790615 agreement Insp will provMa 
basis for determining whether sum ol allegations re QA program has substance 
THORNBURG.H,D Division ol Reactor ConstrucHlon Inspection, 79/08/19 
SEYFRIT.KV, Region 4, Dallas, Ollice of the Director, Ip. 30870,213-30879:251, 

-OS06100319 Summary ol 800616 meeting w/utll re util responses to IE InvostiaatxMi 
Rapt 79-1 9 & show cause order. 

HL/BACeK,W,Q. Region 4, Dallas, Office of the Direclor. 80/06/04, Region 4, Dallas, 
Ollice of the Direclor, 3pp. 30879 262-30679 264. 
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~B506 100329 Summary of 800630 technical meeting w/ulil, Brown & Root, Bechtel & 
Wgt Analysis Co re Show Cause Item ^ on QA program 

HUBACEK,WG Regfon 4, Dallas, Oinco of the Director 80/07/09 Region 4, Dallas, 
Office of the Difoctor 3pp 30879,255-30079 264 


'-WW to 04 12 Requests invest! gallon assistance re 800627 anonymous allegations that 
designers of plant piping sys are not competent Allegations should be included (n next 
insp of Brown & Root (n Hou8lon,TX 

SErDLE,WC Rsgloh 4, D^las, Rsactor Construction & Engineering Support Branch 
60/07/18 SEVFRir.KV. Regfon 4, Dallas, Office of the Director Ip 30880 016- 
30680 016 


8505280181 IE Irvto Notice 85 042, ''Loose Phosphor in Panasonic GOO Senes Badgo 
TLO Elements " Svc list end 

JORDAN, E L Division of Emergency Prepared ness & Engineering Response (Post 
830103) 85/05/29 Consolidated Edison Co o! New York, Inc i20pp 30852 246- 
30852 363 

8505280187 IE Into Notice 85 043, ''Radiograpfiy Events at Power Reactors" Svc list 
end 

JORDAN ,E.L Division of Emergency Preparedness & Englnearing Response (Post 
630103) 85/05/30 Consolidated Edison Co of New York, Inc f20pp 30064 167- 
30864 287 


—0505100466 Requests investigation assistance re 600722 allegation concerning fatsifi 
cation of malnt records Dally rept of special insps & invesligafions end 
SEIDLE.W.C Region 4, Ddlas Reactor Construction & Engineering Support Branch 
80/07/29, SEYPRITiKV. Region 4, Dallas, Office Of the Director, 2pp 30860 024 
3QBB0025 

-8508100476 Requests Investigation assistance re 800909 telcon concern expressed 
on quality of work personnel performed while under Influence of drugs, per Policy 
Guide B4S 

SEIDLE,WC R^on 4, Dallas, Reactor Construction & Engineering Support Branch. 
80/09/12 SEYRIIT.KV Region 4, Dallas, Office of the Director ip 30860 026 
30880 026 

—6606 100537 Discusses 600522 allegations re defective cadwelds, including safely relat- 
ed problems & lack of second shift QC Insp supervision Cadweld tensile test records 
for Summer 1979 should bo reviewed to verify compliance 

HALL,R.E Region 4, Dallas, Office of the Director 60/05/26. Region 4, Dallas, Olfico 
of the Director Ip. 30860,030-30880 039. 

-8606100648 Forwards 600501 fi. 06 memos discussing lelcons re allegations ot weld- 
ing problems Allegations closely parallel welding problems described In Investigation 
Rept 79-19. 

SEIDLE.WC. Region 4, Dallas, Reactor Construction & Engineering Support Branch 
80/05/06 SEYFRIT.KV. Region 4, Dallas, Office of the Director Ip 30660 040- 
30830 040 

-8506100666 Confirms 800501 tolcon w/former util welding supervisor ro altoged weld- 
ing problems High rejection rats for aluminum bronze ossantial cooling water sya 
piping welding noted. 

CROSSMAN,W,A Region 4, Dallas, Office ol the Director 80/05/01 Region 4, 
Dallas, Office of the Director 2pp 30680:041-30080 042 

-8506100573 Discusses 600505 lelcon w/former util welding supervisor ro alleged 
welding problems at site, Automatic welding on RCS done on oouble shift w/no util QA 
personnel monitoring second shift 

CROSSMAN.W.A , HUBACEK,W,G Region 4, Dallas, Office Of the Director, 80/05/06 
Region 4. Dallas, Office of the Director 3pp 30eBO’043-30B80 045. 

-8506100587 Discusses B0022S allegation of Improprieties In use ol welding 
el acirode. Electrode used for welding In turbine operator bldg. Util investigation conlmu- 
frrg 

HUBACEK.WQ. Region 4, Dallas, Otilce of the Director, 80/03/13 Region 4, Dallas, 
Office of the Director. Ip. 30680.046 30800 047 

-8508100616 Discusses allegation o( QC Irregularities at site .including card games by 
QC civil dept during 6 8 month period baolnning In mld-1977 & discrepancies In Lift 6 
HUBACEK.WQ Region 4, Dallas, Olfico of the Director 79/07/03 Region 4, Dallas, 
Olfico of Ibe Dlreclor, 2pp 3OBB0,0BD-30eBD,O53, 

-8506100654 Requests vehicle for resident Inspector Use of govt vehicle will Increase 
Inspector visibility on site. 

SEYFRIT.K.V, Region 4, Dallas, Olfice of the Director 79/09/17 NEILL.BQ. General 
Services Administration 2pp 3Oe6O,O54-3O80OO55 

-8506100657 Requests Invesllgetion assistance re allegations by Brown & Root QA 
auditor re audit oetlclencles.Revlew ol alleged audit deficiencies concludes addi Inves- 
ilgBlIon needed. 

SEIDLE.W.C Region 4, Dallas, Reactor Construction & Engineering Support Branch 
00/08/ 15. SEYFRIT.KV. Region 4. Dallas, Office ol the Director. 1p 30800 056- 
308B0.056. 


8506030384 Forwards Security Insp Repls 50-49B/B5 05 & 50-499/85 05 on B504QB- 
12 No violation or deviation noted 

JOHNSON.EH Region 4, Office ol Director 85/05/30 GOLDBERG.JH Houston 
Lighting & Power Co. 3pp 30676 098-30676 101 

-8606030399 Insp Repta 50.498/85-05 & 50 499/B5-05 on 850408 12 No violation or 
deviation noted Major areas Injected, proaperational security program 
development .Details withheld (rel 10CFR73 21) 

KEULYiJ A , EVERETT.R J , JAUDON.J.P Region 4. Office of Director 85/05/21. Ip 
30676 101-30678101 

8506060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Weallnohouse Designed Plants " Svc list end. 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New York, Inc I22pp. 30865 001- 
30865 046 

8606060707 IE Info Notice 85 046, "Clarltlcatlan of Several Aspects of Removable Ra 
dioaclive Surface Contamination Limits for Transport Packages " Svc list end 
JORDAN, E L Division ol Emergency Preparedness a Engineering Response (Post 
B30103), 85/06/10 ConsoHdaied Edison Co of New VorR, Inc i24pp 31043 301- 
31044.064 

8506140240 IE Info Notice 85 047, " Potential Effect ol Lino Induced Operation on Cer- 
tain Target Rock Solenoid-Operated Valves " Svc list end. 

JORDAN. E L Division ol Emergency Preparedness & Engineering Response (PosI 
B3D103) BS/oe/IB Consolidated Edison Co of New York, Inc i34pp 31268 157- 
31268 304. 

8506140836 IE Info Notice 65 Q48, "Respirator Users Notice Detective Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAN,E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/06/19 Consolidated Edison Co. of New York, Inc 123pp 31376 064- 
31376:183 


R. Periodic operating reports & related correapondence 

8506240461 Submits First Quarter 1085 rept on progress of entrainment & Impingement 
programs conducted during cooling reservoir filling operatlons.per FES Pump oper- 
ation did not occur 

WISENBURG.M R. Houston Lighting & Power Co. 85/03/31 KNIQHTON.G.W Licens- 
Ing Branchs 2pp 31061:336 310611339 

6506060536 Forwards monthly rept lor Apr 1965 re status of otfsite emergency pre- 
paredness for OL rovlews.Oatays in schedule lor Limerick & Shoreham lor full power 
operation remain due to offsite emergency preparedness Issues. 
dTrgKS.W.J Olfice ol the Executive Director for Operations. 86/05/26 PALLADINO 
Commlssfonars. lipp 30705:007-30785:017 


S. Reportable occurrences, LERs & related correspondence 

8506070070 Responds to FOIA request for document a re profiled testimony filed In CP 
or OU hearings, speeches & published papers ra nuclear power & internal memoranda 
re lacNIty Forwards documenia listed In App A-F.Search conllnultig 
FELTON. J,M. Division of Rules and Records 04/06/20, GLASSREQEL.H, Shaw. Pitt- 
man, Potts a Trowbridge, 160pp. 30678.1 26-30801 ’036, 


-8506100664 Recommends investigation of allegations ra Site Audit ST- 36 & re- 
sponses/correctlve action Mgl involvement InsulTlclenl to Insure working audit proc- 
0S3 

PHILLIPS.HS. Region 4, Dallas. Offlca of the Director. 80/08/05, SEIDLE.W.C 
Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip. 30800.057- 
30880 059. 


B6061 10712 Responds to NRC 850322 Hr re deviations noted in Insp Repts 50-490/64- 
16 & 60 499/84-16 Corrective actlons'design deviations of componem cooling wafer 
sys will ba corrooted by amend to FSAR Related correspondence. 

GOLDBERG.JH. Houston Llgtiting & Power Co, #285 74 5 65/04/2S. MARTfN.R.D. 
Region 4, Office of Director. 6pp. 30832’261-30B32'265 


-8506070582 Discusses Part 21 rept le supply of wrong malls for fabrication of aup- 
porta used at project AISI 1035 & 1045 cnemlalry mails supplied by Cleveland City 
Forge A unldentltied auppller ASTM A668 Class C matl specified 
HLIBACEK,W.G Region 4, Dallas, Office of the Director 60/07/16. Region 4, Oallae. 
Olltce ol the Director. Ip, 30879.1 26-3067911 26. 

-BSOeOTOSBS Discusses reporting of 10CFR50.55(e)- deficiencies identified by licensee 
during preparation of response to show cause ordar.Stgnlficant const deficiencies 
Identilled in response to order must be reported per Part 2i 
SEIDLE.W.C Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
80/07/02, Region 4, Dallas, Reactor Construction & Engineering Support Branch, ip. 
30879129 30879.129. 


8506130027 Suppi 1 to IE Info Notice 64-65, "Seal Table Leaks at PWRs." Svc Hal end. 
JORDAN, E,L DiviBlon of Emergency Preparedness & Engineering Response (Post 
830103). 66/05/14. Conaolldatad Edison Co of New York, Inc. f07pp 31044,065- 
31044:171. 


8505130038 SuppI 1 to IE Info NoUce 86-020, "Motor-Operated Valve Failures Due to 
Hammering Erieof,” Svc list oncf, „ , , „ , 

JORDAN, E,L. Dh/lsltjn ol Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co. ol New York, Inc 107pp 31044'172- 
31044:278, 


B60S200590 IE Info Notice B5 039, "Auditability Of Electrical Equipment Qualification 
Records at Lkwseee Facilities.” Svc list ere), . 

JORDAN,E.L Division ol Emergency Preparedness & Engineering Response (Post 
830103). 85/05/22. Consolidated Edison Co. of New York, Inc. lOepp, 30837.258- 
30037:303, 

8505200600 IE Into NoUce 85-940, "Deficiencies In Equipment Qualllication Testing & 
edification Proeasa." S VO list enc), ^ , 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22, Consolidated Edison Co. ol New York, Inc i06pp. 30848,168- 
30848:271, 


-BS06100S1B Discusses allegations fay Brown & Root auditor concerning audit dallcten- 
cles Including 10CFR50 55e const dallclency & quBlIficatlcns ot site project engineers. 
CROSSMAIvrw.A. Region 4. Dallas, Office of the Director. 80/07/18 Region 4, 
Dallas, Office ol the Director 2pp. 30680.033-30880.035. 

8506040431 Part 21 rept re resistance temp detector (RTD) callbr anomalies in RTDs 
mfg by RdF Co.Satety margin assessments being performed for operating plants to 
evaluate potenllal effects on plant Tech Specs 

RAHE,EP Westlnghouse Electric Corp 86/06/06 THOMA3,CO. Division ol Ucana- 
ing. 4pp. 30709.000-30709 093. 

8506060674 First Interim deficiency rept re pipe support aye-rod interferences Initially re- 
ported on eS0425.ln3tallatian spec changed & eye-rod repair initialed Next rept will be 
submitted by 05OB16 

GOLDBERG, J.H. Houston Llghllng & Power Co, 85/05/24, MARTIN,R D. Region 4, 
Oflice of Director, epp 30746'301 -30746.306, 

8508030828 PNO-IV-65-024:on 850630, ullt reported that agreement reached on cash 
settlement ol lawsuit against Maltlburton,Co,parent company ol Brown & Root,lnc,City 
of Auslln.one of tour principal owner8,attll conaldaring agreement 
CROSSMAN.W.A. Region 5, Otilce ol Dlreclor, 85/05/30. 1p. 30676:034-30679:034 
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8S0&11O223 Final deficiency rept re eliecls on postulated failure ol reactor coolant 

» 111801131 barrier HX combined w/single active failure ol component cooling water 
on valve Initially reported on 850220 Valve monitors installed 
QOLDBERG,JH Houston Lighting & Power Co 85/05/30 MARTIN.RD Region 4, 
Office ol Director 3pp 00832 248-30832 250 

8508140495 Informs lhal program & schedule lor execution of litigation document 
review mil be provided within 2 (o 3 wks to ensure that documents do not fall in 
10CFR50 650 reporting requiremani category 

GOLDBERQ.JH Houston Lighting 4 Power Co 85/06/05 MARTIN.RD Region 4. 
Office Of Director 2pp 30897 125 30897 126 

8608200533 Firsi interim delicloncy rept re core exit temp measuremenl ays Initially re 
ported on 850509 Specific corroctiva actions for HCS subcooling margin & inadequate 
core cooling under investigation Next riyjt expected by 850920 
GOLDBERQ.JH Houston Lighting & Power Co 85/08/05 MARTIN.RD. Region 4, 
Office Of Director 5pp 31020066-31020 070 

8508200538 First Interim deficiency rept re Phoenix Steel thin wall pipe Initially reported 
on 850506 Bechlel directed to place hold fags on lengths ol pipe m yard Phoenix 
SA106 Grade B pipe not installed will be scrapped Next reel by 850830 
G0L08ERG.J H Houston Lighting & Power Co 86/06/05 MARTIN.R D Region 4. 
Oilice ol Director 5pp 31057^137-31057141 

8508200520 First Interim deficiency rept re unanalyzed seismic Interactions Initialiy re 
ported on 850508 Seismic dtsplacomenl response 4 contact sensitwily evaluated to 
establish acceptance criteria Next rept expected by 650920 
GOLDBERQ.JH Houston Lighting S Power Co 85/06/07 MARTIN.RD Region 4. 
Office of Director 4pp 31057133-31057136 


8506270368 Final doliclency & Part 21 rept re failure ol Ruskin Fire dampers to close 
unde/ design air flow conoilions Initially roporled on 841211 Larger springs 4/or small 
er damper section sizes will be used 

GOLDBERQ.JH. Houston Ughting 4 Power Co 86/06/14 MARTIN.RD Region 4. 
Ollico of Director. 5pp 31252 265 31252 259. 

8506270379 Final deliciency rept re diesel generator fuel storage capacily.fnitlaliy re 
ported on 850516 Design will be changed (o return excess fuel lo storage tank via 
Seismic Category LSafely Class 3 piping. 

GOLDBERG, J.H Houston Llghling & Power Co 65/06/14 MARTIN.RD. Region 4. 
Office Of Director 4pp 31252 263-31252.266, 


T. Hearing trensorlpls on non-antltruet mailers 


-8506070103 Recommends closure ol Item re Teledyne Brown supports. Critical ten- 
sion load ol faulted condition combir^ed by obtaining SSE & LOCA loads 
TAPID.JI Region 4. Dallas. Office of Iho Oireclor 77/11/17 HUBACEK.WG Region 
4, Dallas, Office ol the Director Ip 30878 307-30878 307 

-8606070158 Forwards summary of 791005 meeting w/appllcarti in Houston.TX /e 
policy, inlertaca communications & repta Communications w/project mgl noted 
PHILLIPS.HS Region 4, Dallas, Office of tho Director 80/03/26. SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Engineering Support Branch See 

30878 322-30878 338 

-6506070277 Summary ol 800617 moetlng w/util & Brown & Root In ArlingtonJX /e 
Show Cause Items 2,3 & 10 concerning Category I structural backfill, safely relaiod 
welding & safely-related concrete slructures.respeclively 

HALL,fl E . CROSSMAN.W A Region 4. Dallas, Office ol the Dureclor 80/06/24 
Region 4, Dallas, Office ol tho Director 3pp 30878'351 -30376 353. 

-8506070291 Summa^ of 800630 meeting w/ulil 4 Brown & Root in Arlington.TX is 
Show Cause Items 5, 6,7,8 & 9 concerning Slop work authority .trend analysis, design 
change control, record control 4 audits.respactively. 

HALL,RE, CROSSMAN.W A Region 4, Dallas, Office of tho Director 80/07/02 
Region 4, Dallas, Office of the Director 4pp 30878 354-30876.357. 

-8506070301 Summarizes 800703 meeting w/ulil,Brown 4 Rool.Bechtel & Mgl Analysis 
Co In Arlington.TX re Show Causa Item i concerning QA program. 

HUBACEK^G Region 4, Dallas, Office ol the Director. 80/07/09 Region 4, Dallas, 
Office ol the Director. Spp 3067e-358'3007e.360. 

-8506070385 Submits resident inspector commentary lor Aug 1600, Including rosJdsni 
inspector ovorview during Sept 1079 - 1980 

PHILLtPS.HS Region 4, Dallas, Office of the Director. 60/00/10 SEIDLE.WO 
Region 4, Dallas, Reactor Construction 4 Engineering Support Branch, /pp 

30879011-30879 017 

-8506070376 Submits rosidenl Inspector commontary lor Nov - Dec 1980 
PHILLIPS.HS. Region 4, Dallas, Office of the Director. 60/12/10 SEIOEL.WC 
Region 4, Dallas, Reactor Construction 4 Engineering Support Branch Spa 

30879 016-30879 022 

-8506070398 Discusses info received on 910425 4 0506 re problems w/work by design 
ongineonng & Brown & Root plan to lay off 230 people Concern increased lhal Brown 
& Root Engineering causing const delays. 

PHILLIPS.HS. Region 4, Dallas, Office ol the Director (61/03/01) 81/05/27, Rogon 
4. Dallas, Office of the Director (81/03/01). 2pp. 30879 027-30870 028 


8506240716 Corrections to transcript of 850430 0502 sixth prehearing 
oonleranca Served on 850622 

BECHHOEFER.C Atomic Safety and Licensing Board Panel |!I284 549 85/06/21. 
18pp 31161:308-31161*323 

SS06280061 Forwards testimony of Individuals lo be presented on behalf of applicants 
In Phase il of proceeding scheduled lo begin on 85071 1 List ol exhibits intended (o be 
offered Into evidence end Related correspondence 

NEWMAN,J-R Newman 4 Holtzinger NEWMAN, J.R. Houston Lfahting & Power Co 
NEWMAN.J.R. San Anlonlo. TX )?285 598. 85/06/26 BECHHOEFER.C , UMB,J.C.. 
SKON.F.J Atomic Safety and Licensing Board Panel 336pp. 31255048-31256.023 


V. Operator ExamUnatlonB 

8508070070 Responds to FOIA request for documents re prattled testimony (lied In CP 
or OL hearings,speeches & published papers re nuclear powor 4 internal memoranda 
re facility.Forwards documents listed In App A F Search continuing 
FELTON.J M. Division ol Hufos and Records 84/06/20 GLASSPlEGEL.H Shaw, Pill- 
man, Polls & Trowbridge, 150pp. 30a78i26-30881:036. 

-8508070461 SALP rept for Jul 1080 • Juno 1981. 

SEYFRIT.K.V. Region 4. Dallas, Office of the Director (81/03/01) 81/09/02. lapp 
30879.048-308701063. 


-8506070414 Documents 800606 tetcon w/RA WIesemann concerning reactor pressure 
vessel safa end problem Current status of facllllios & status of Wostinghouse Investi- 
gation included 

POTAPOVS.U Region 4, Dallas, Vendor Inspection Branch. 60/06/Of 
REINMUTH,6.W. Division ol Reactor Conatructlon Inspection. 6pp. 30876930 
30876 034 

—8508070427 Discusses allegation of Infringement on US Patent 3,668.811, "Spaced 
Mulll-Well Const Unit." Design ol confainment based upon prostressed concrale piin 
cipals used prior lo 720Q29 paienl Issuance date. 

TAPIA,J.I. Director's Office, Office of Inspecfion and Enforcement. 81/07/2/ 
GAGLIAROO,J.E. Direolor'a Office, Office of Inspoolion and Enforcomant. 2(» 
30B70 035-30879 037 

—8506070434 Forwards response to 810708 request lor Info ra embeddocf plato wolding 
problems. 

SEIDLE,WC Region 4. Dallas, Office of tho Director (81/03/01). 81/07/23. 
BAER.R.L. Division ol Resident & Regional Reactor Inspocflort. Ip. 30879 93e- 
30870.038 

—8506070479 Discusses S1 1016 request (or Region IV concurronco w/QA wixk 
proposed Drawings & specs concerning reactor confainment bldg not rovlowod by 
Bechtel. 

PHILLIPS.HS. Region 4, Dallas, Office of Iho Director (81/03/01) 81/10/20. Region 
4, Dallas, Office of the Director (01/03/01). 2pp. 30879:069 30079.070. 


8506100884 Requests confirmation ra whether participation of senior reactor operator 
instructors in cofd license training program meets requahfication requirements In certi 
ficatlon llrs.Related correspondence 

DEWEASE.J Q Houston Lighting 4 Power Co. #285 604 85/02/08. MARTIN.R.D. 
Reglor^ 4, Office of Director, 2pp. 30B24'276-30824;270. 


-8506070493 Submits suggeslod questions to ask util re selection of new QC 4 comt 
contraclor & Impact on operations. 

SEIDLE.WC. Region 4. Dallas, Office of the DIreolor (81/03/01), 81/11/05 
COLLINS. JT. Region 4, Dallas, OlHce of the Director (01/03/01). 2pp 30879057- 
30870.088. 


8506100857 Forwards schedule (or operator licensing & requalification exams for re* 
malrider of FYB5 BB,per Generic Llr 85 04, ''Operator Licensing Exams.” Related cor- 
respondence- 

DEWEA8E.J Q, Houston Lighting & Power Co #285 238- 85/03/15. BECKHAM, D Di- 
vision of Human Factors Safely. 4pp 30824.283-30824.2e6. 


DOCKET 8TN-SO-499 SOUTH TEXAS PROJECT, UNIT 2 


A. Appllcatlon/consirirction atage decuments A correapondanca 

8506070070 Responds to FOIA request for documents re prefiled testimony (lied In CP 
orOL hearings, speeches & published papers ra nuclear power & Internal memoranda 
re faOlity.Forwards documents listed in App A F.Search contirruino. 

FELTON.J.M. Division of Rules and Records 84/06/20. GLASSREQEL.H. Shaw, Pitt- 
man, Potts & Trowbridge. lEOpp 30878:1.25-30881:036. 

-8108240011 Advises of completion of IE review of facitily 810501 safety-related weld- 
ing rept responding to NRC 800430 show cause order.Technloal aspects of rept 
comply w/order. 

PERANICH,M.W. Division ol Resident & Regional Reactor Inspection. 81/07/16, 
MADSEN, G.L, Reactor Projects Branch. Ip. 30879.043-30676:043- 

-8506070090 Forwards memos re delerminellon of licensee response io Westinghouse 
Itr on^atuialed fuel handling accident analysis, per request of Technical Instruelton Tl 

SEIDLE’.W.C Region 4, Dallas, Reactor Constructfon A Engineering Support Branch, 
77/07/14. JORDAN, Ex Executive Officer for OperatJons Suppon. Ip. 30876:303- 
30378 308. 


—8506070570 Requests meeting on 820410-18 to discuss areas lo bo covered ft plan 
re Interfacing of new mgl at Tacility.Aclual evaluation effort will be conduclod during 
wk of 820307. 

SEYFRIT.K.V Region 4, Office of Director. 82/03/12. POTAPOUS.U. Division el 
Vendor ft Technical programs. QAGLIARDO,J.E Division of Resident, Reactor Pr^l 
& Engineering Programs CROCKER,L,P. Licensee Qualificationfl Branch. Ip 
30879.097-30879.118. 

—8506070580 Forwards S Phillips 800904 statement lo Sheriff of Matagorda County, TX 
ra P Buchorn allegation concerning accidental burial of foreign alien in 
concrele.Sherfif should handle lnvestigatIon.NRC should not got involved. 
SEIDLE.WC. Region 4, Dallaa, Reactor Construction & Enmneering Support Branch 
80/09/05. Region 4, Dallas, Reactor Conalrucllon ft Engineering Support Bran^ 
3pp 3O079.125-3O070-127. 

—8606100066 Advises lhal alleged deficiencies described In 800224 Houston Pest 
article, including void through reactor bldg radiation shielding wall & mechanical ft aloe- 
trical bM west wait being out of plumb, nave not been investigated. 

HUBACEK.W.G Region 4, Dallas, Office of the Director. 80/04/04 Region 4, Dallas, 
Office of the Director. 2pp. 30879:141-30079.142. 

-8506100096 Summarizea 800104 seminar w/Brown ft Roof re QA/QC Inlerfacs w/ 
const 

HALL,R.E. Region 4, Dallaa, Office of Ihe Director. 80/01/22. Region 4. Dallas, 0rx» 
of the Director. 2pp. 30879;148-30879i149, 

-8506100343 Summarizes 800912 meeting w/utll ft Brown ft Root concerning restart 
programs for weldirra & complex concrete. 

CROS8MAN,WA Region 4, Dallas. Office of (he Director. 80/11/18, Region 4, 
Dallas, Office of Ihe Director. 2pp. 30879:265-30879:31^. 
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-8506100354 Recommends detailed discussion of Quadrex Repl on design & NRC rote 
In discovering indications of potentially weak areas in response to Congressman Udall 
81 10^0 Itr 

PHILLIPS,HS Region 4, Dallas, Olllce o( the Director (81/03/01) 01/11/10 Region 
4. Dallas, Ollice of the Director (81/03/01) 7pp 30879 321-30879 327. 

->5506100361 Summary of 810908 meeting w/ulil in Arlington, TX re results of Quadrex 
Corn review of Brown & Roof engineering 

PHILL(PS,HS Region 4. Dallas. Office of the Director (81/03/01) 81/09/11 Region 
4, Dallas, OlficB of the Director (81/03/01) 2pp 30879 328-30879 329 

-8506 100369 Responds to 011109 request tor Info re 811031 Congressman Udall Hr 
concerning Quadrex Repl Rept does not conclude plant design fundamentally 
flawed Findings described fack of documented program, 

SEIDLE.WC Region 4, Otilce of Director 84/06/20 COLLlNS,JT Region 4. OKlce 
of Director 4pp 30079 330-30879 342 

-0505100384 Handwritten memo re preparation for public hearing for facility. 

' NHC - No Detailed Affiliation (3iven 80/12/10 SEYFRIT.K NRG - No Detailsd Affill 
allon Given 3pp. 30879 345-30879 357 

-8506100393 Handwritten memo re forthcoming facility hearing concerning contention 
' NRG - No Detailed Alltliatlon Given, 80/04/09 HABACEK NRG - No Detailed Alfill- 
alion Given. Ip 30879 358-30880,014. 

—6506100404 Notifies of 780823 D Swayzey allegations re breakdown in QA/QC pro- 
mam breakdown compromising quality of plant const In sately-related areas 
SEIDLE.WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
78/00/25. Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip, 
30880 015 30880 015 

-6506100452 Forwards draft generic response Hr to requests re project, per 800711 
Action Hem H0600650 Draft previously transmitted on 800725. 

SEIDLE.W.C, Region 4, Dallas, Reactor Construction & Engineering Support Branch 
80/07/29 REINMUTH.Q.W, Division of Reactor Construction inspection, 4pp, 
30880.020 30860.023 

-8506100483 Discusses 800909 lelcon re quality of work by worker using drugs during 
work Caller told IE did not follow up on drug charges & were concerned only when 
drun use affected quality of plant const. 

GRDSSMAN.WA Region 4, Dallas, Office ol the Director 80/09/12, Region 4, 
Dallas. Ollice of the Director. Ip, 3 08 80' 027 -3 0880 030 

-8508100494 Discusses 811023 allegations re unsatisfactory equipment storage condi- 
tions & Brown & Root destroying QA records. Allegation re equipment storage should 
be pursued 

PHILLIPS, HS. NRC - No Detailed Affiliation Given, 81/10/26. NRC - No Detailed Af- 
filiation Given Ip. 30080.031-30880 031 

-8506100498 Advises ol 811207 tel con w/ Gold berg ol util re Vermonl Vanguard report- 
er allegation that Hayward Tyler Pump Co shipped defective pumps to plants Util In- 
vestigation of allegations will be conducted. 

SEIDLE,WC NRC - No Detailed Affiliation Given 01/12/17. NRC - No Detailed Affili- 
ali 0 f> Given Ip 30880 032-30880'032, 

- B606 100598 Discusses alleg^ed Intimidation of Brown & Root (3C inspector by Brown & 
Root const personnel.QC & const personnel counseled & Instructed re proper con- 
duct. 

HUBACEK.W.Q. Region 4, Dallas, Olllce ol the Director 79/08/20 Region 4, Dallas, 
Office of the Director 2pp. 30880 048-30880.040. 

8506660821 Requests addi listed Info re OL appllcallon from Mechanical Engineering 
Branch .Containment Sys, Auxiliary Sya, Re actor Sys & Environ & Hydrologic Engineer- 
ing Branches 

KNIGHTON.G.W Licensing Branch 3. 65/06/16, GOLDBERQ.J.H, Houston Lighting & 
Power Co. 40pp 3O781.31B-3O78V350, 

8566050719 Informs that method of procuring spare components & replacement spare 
parts lor ASME Section III Code componerils where manufaolurers have discontinued 
AS ME Code authorizations & N-Type stamps acceptable 

NOVAK.T.M Division Of Licensing. 85/05/21. QOLDBERQ.J H, Houston Ughtlng & 
Power Co, 3pp 30740’1 13-30740;116. 

8606130577 Grants 850412 request for authorization to use ASME Code Case N-411 
tor ^plication In response to spectrum seismic analysis of piping sys at 
plant.Subsequenl amend to FSAR reflecting change approved, 

NOVAK,T.M Assistant Director for Licensing, 06/05/24, QOLDBERQ,J.H Houston 
Llghllng & Power Co. 4pp, 30901.205-30901 ’208 

8506030258 Forwards response to 050401 request (or addI info re QA plan (FSAR Sec- 
lion 1 7 2), Responses will be Included In next FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 85/05/28, KNIGHTON.G.W. Licens- 
ing Branchs 26pp. 30674:010-30674:035. 

8506040152 Responds to NRC 850502 Hr requesting Info on species federally listed or 
proposed lo be listed as threatened or endangered Species affected If powerline 
specs change as listed No listed species atfeoted oy drawdowrr water release 
HALL,H.D. Interior, Dept of, Fish & Wildlife Service. 85/05/30. KNIGHTON,Q. Licens- 
ing Branch 3 2pp 30702 304-30702:306. 

8606110502 Forwards proprlelaiy documents in response to Mechanical Englneerfiw 
Branch 860517 request during audit ol plant. Rev 1 to RPT-MED-PCE-577 & WCAp- 
10197 do not apply lo plant & not Included.EncIs withheld [ret i0CFR2 790). 
RAHE,E,P Westlnghouse Electric Corp. 85/05/30. DENTON, H R , KADAMBl.P. OHice 
ol Nuclear Reactor Regulation, Director, 4pp, 30816 043-30816.046, 

8606270285 Advises that 850412 request for authorization to use ASME Code Case N- 
411 lor appllcallon In response spectrum seismic analysis of piping sys granted, sub) lo 
listed items 

NOVAK.T.M. Assistant Director lor Licensing, 85/06/30. GOLDBERQ.J.H, Houston 
Lighting & Power Co, 4pp 31262.344-31262:347. 

8508270297 Requests addi info re SORT & pump & valve operability review team audits 
& Items 4.1, 4.2.1 & 4 2.2 of Generic Ltr 83-28. Guidance erKL 
KNIGHTON, G.W. Ucensing Branch 3. 85/05/30, QOLDBERQ.J H. Houston Lighting & 
Power Co 29pp. 31262.312-31282.340, 


8506040443 Responds to 850404 request lor addi into re Power Sys & Reactor Sys 
Branch questions re safety review of OL application Facility design in compliance w/ 
GDC 1 

WISENBURG.MR Houston Lighting 4 Power Co 85/05/31 KNIGHTON.GW Licens- 
ing Branch 3 201pp 30699 092-38699 292 

8506100168 Forwards remote sensing imagery info .including vicinity map illustrating 
flight lines & description for low altitude color infrared photographs 
WSENBURG.M R. Houston Lighting & Power Co 85/06/05 KNIGHTON.G W Licens- 
ing Branch 3 7pp 30790011-30700017 

8506110092 Forwards documentation discussed at 850517 meeting for 
review Documents also submitted to EC Rodabaugh Assoc, Inc & ORNLAddI info re 
Roto- 1 ok Item & applicability of component cooling water seismic analysis repl provid- 
ed 

WISENBURG.MR Houston Lighting & Power Co 86/06/07 KNIGHTON.GW Licens- 
ing Branch 3. 1718pp 30809 001-30813 278 

6506110517 Forwards revised FSAR questions & responses re diesel generators & 
lighting sys Revised Info will be Incorporated into FSAR Amend 49 
VVISENBURG.MH Houston Lighting & Power Co. 85/06/07 KNIGHTON.G W. Licens- 
ing BranchS 71pp 30815 053-30015 124 

6506170055 Notifies that 840820 request re approval lor elimination of arbitrary interme- 
diate pipe breaks as consideration In design basis of facility applies to both units 
W/SENBURG,M.R Houston Lighirng & Power Co 86/08/11 KNIGHTON.G.W Licens- 
ing Branch 3, 2pp. 30953 260-30953 281 

8506270081 Summary of 850517 meeting w/ util, Bechtel & Westlnghouse in Houston, TX 
re audit design documentation of mechanical components List of attendees & agenda 
end 

NERSES.V Licensing Branch 3 85/06/11 Licensing Branch 3 5pp 31268.139 
31260155 

8506200281 Ack receipt ot 850304 & 0430 submittals of Revs 10 & 11 to QA program 
for design & const phase of facility Revs satisfy 1 0CFRSO.App B requirements & ac- 
ceplabla 

JOHNSON.EH, Region 4. Office of Dlreclof, 85/06/12 GOLDBERG, JH Houston 
Lighting S Power Co 2pp, 31008'0t4 31008'01S 

8506280207 Forwards responses lo 850516 request lor addi info for Containment Sys 
Branch Questions 480i-48015 & 480,18- 460, 19, Auxiliary Sys Branch Queailons 
410,06,410.08,41009, 410 12,410 16 & 410 16.Matk up ol FSAR Section 6 2 end 
WISENBURG.M R Houston Llghlmg 4 Power Co 05/06/14. KNIGHTON.GW Licens- 
ing Branch 3. 619pp 31276 001 31278’269. 

85062404S5 Forwards 17 oversize drawings of revised main steam & feedwater sys, In 
response lo 060517 cornmltment per Reg Guide 1.70 Aperture cards available In PDR. 
WISENBURG.M R Houston Lighting & Power Co. 85/06/17 KNIGHTON.GW Licena- 
Ing Branch 3 3pp, 31160'328-31160:330, 

-8506240640 Forwards Rev 5 to draft Tech Spec.offsile dose calculation manual & proc- 
esa control prog ram. Exemption requested from 10CFR50,App J re leakage test ol 
containment air lock 

□EWEASE,J G, Houston Lighting & Power Co 85/06/17, THOMPSON.H L Division ot 
Ucensing. 1,229pp. 31062 168 31065:306, 

—8506240542 Rev 0 to Plant Procedures Manual PQP3-ZO 0017 "Safely-Relalad Rad- 
wasle Process ControJ Program," 

* Houston Ughtlng & Power Co 84/12/12. 13pp. 3 1065:1 19-31005.131 

—6506240543 "Offsite Dose Calculation Manual," 

* Houston Lighting & Power Co. 85/05/31 175pp 31065 132.ai065'306, 

8S06270B86 Provides resolution ol three open Items from 850326-29 moetings ra MS IV 
circuit, main feedwater Isolation valve testing 4 balance of Isolation valve testing W/ 
nine oversize drawlngs.Aper1ure cards available in PDR. 

WISENBURG.M.R Houston Ughtlng 4 Power Co, 86/06/17. KNIGHTON.GW. Llcans- 
Irtg Branch 3, 7pp. 31 24B‘ 299-31 24S:306. 


D, NRC Draft/FIml Environmental Statements, supple 8 correspondence 

8506240461 Submits First Quarter 1 965 ropt on progress ol entrainment & Impingement 
programs conducted during cooling reservoir filling ope ratio ns.per FES Pump oper- 
ation did not occur 

WISENBURG.M R. Houston Lighting 4 Power Co. 85/03/31. KNIGHTON.GW. Licens- 
ing Branch 3. 2pp 31Q61'338-31081.339. 


F. Security, medical, emergency 4 fire protection plans 

8506070070 Responds lo FOIA request for documents re prefiied testimony filed In CP 
or OL hearings, speeches & published papers re nuclear power & internal memoranda 
re facllity.Forwarda documents Hated In App A-F.SBarch continuing, 

FELTON, J.M. Division of Rules and Records, 64/00/20, GLASSPlEQEL.H Shaw, Pitt- 
man, Potts & Trowbridge. 160pp. 30878:125 30881.038. 

-8506070386 Notifies of meetings announced on 810317 In FR re meteoroiogy & emer- 
gency response facilities Primary purposes include consolidation of guidance on mete- 
orolo^caf programs re emergency preparedness 

SEYRR)T,k,V. Region 4, Dallas, Olllce of the Director (81/03/01). 01/04/27 
OPREA.Q.W. Houston Lighting 4 Power Co 2pp, 30079:023-30070.026, 

-B500070461 SALP rept (or Jul 1980 - June 1981. 

SEYFRIT.K, V, Region 4, Dallas, Office of the Director (01/03/01), 81/09/02, 16pp 
30879:040-30879.063, ^ 

-8506070471 Discusses requirements of revised emergency planning rule published on 
800819 Emergency preparedness exercise schedule should be coordinated w/FEMA 
4 state 4 locm go'rts 

SEYFRirKV, Region 4, Dallas, Office of the Director (81/03/01), 81/10/22. 
OPREA.Q.W. Houston Lighting 4 Power Co, 2pp. 30379,065-30079,088, 
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8S0 6060536 Forwards monlhl/ ropi for Apr 1985 re status of offsite emergency pre- 
paredness for OL reviews Delays In schedule for Limericlr & Shoreham for full power 
operation remain due to offsite emergency preparedness issues 
DIRCKS.WJ Office of Ihe Executive Direclor for Operations 86/05/28 PALLADINO 
Commissioners lipp 30765 007-30785 017 

6506030384 Forwards Security Insp Repis 50 486/65 05 & 50 499/85 05 on 850408 
12 No violation or deviation noted. 

JOHNSON.EH Region 4, Office of Director 85/05/30, •GOLDBERG, JH Houston 
Lighting & Power Co 3pp 30876 088 30676 101 

-6506030399 Insp Repls 50 498/85-05 & 50 499/65 05 on 850406-12 No violation or 
deviation noted Major areas Inspected, preoperational security program 
development Details withheld (ref 10CFR73 21) 

KELLYJA Region 4, Office of Director 85/05/21 Ip 30876 101 30678 101 

8506110617 Forwards revised FSAR questions & responses re diesel generators & 
IlgWing sys Revised Info will be Incorporated into FSAR Amend 49 
WISENBURG.MR Houston Lighting & Power Co 85/06/07 KNIGHTON.GW Licens 
ing Branchs 71pp 30815053 30815 124 

8S06270392 Forwards procedures generation package, Rev 0 to PQP3-2A-27, '‘Emer 

g ency Operating Procedures Preparation, Approval & Implementation," & Rev 1 lo 
fPOP01-2A 0006, "Emergency Procedures Writers Guide & Verilicalion " 
DEWEASE.JG Houston Llghling & Power Co 85/06/14 THOMPSON, HL Division of 
Licensing 3pp 3125234931253074 

-8506270400 " Procedures Generation Package.South Texas Project Electric Generat- 
ing Stallon ’’ 

* Houston Lighting & Power Co 85/05/16 lipp 31262 352-31252 362 

-8606270409 Rev 0 to PQP3 2A-a7, "Emergency Operating Procedures 
Preparation, Approval & Implementation" 4 Rev 1 lo OPOPO1-2A0006, "Emergency 
Procedures Writers Guide & Verifications " 

' Houston Lighting & Power Co. 65/06/14 16pp 31253 001-31253 074 


Q, Adjudicatory correspondence 

6506230027 Advises that Inlervenor will attempt to file motion for now contention li Iran 
scripts of radio program re potentlel seepage from cooling reservoir received prior lo 
hearings Certillcate of Sve end Related correspondence 

SINKINiL Citizens Concerned About Nuclear Power, Inc #285 608 85/06/24 
BECHHOEFER.C, LAMB.J C , SHON.F.J Atomic Safety and Licensing Board Panel 
2pp 31256 241-31256 242. 

6606030417 Forwards util 850530 press release announcing agreement reached on 
lawsuit seltfament against Halliburton Co & subsIdiaryiBrown 4 Root, Inc ro engineer- 
ing 4 const ol facllity,Cer1lflcate ol Sve encLRalaled correspondence 
NEWMAN.J R Newman 4 Holtzinger N^MAN.J.R, Houston Lighting & Power Co 
#285 293. 85/05/30, BECHHOEFER.C., lAMB.JC,. SHON.F J, Atomic Safely and Li- 
censing Board Panel 5pp 30676 105 30676 109 

850610073S Forwards appheant Identllicallon of witnesses lor Phase II of 
proceeding, per 850517 sixln prehearing conference order. Related correspondence 
NEWMAN, J R Newman 4 HoILzinger, NEWMAN, J R Houston Lighting 4 Power Co 
#265 339. 86/06/97 BECHHOEFER.C , LAMB.JC , SHON.F.J, Atomic Safety and Li- 
censing Board Panel. Ip, 30692 297-30602’302 

-6506100742 Idenlification of witnesses lor Phase II ol proceeding.per 050517 sixth 
prehearing conference order .CertificaCe of Sve end Related correspondence. 
NEWMAN.J R Houston Ughling 4 Power Co NEWMAN.JR Newman & Holtzinger 
85/06/97. Atomic Safety and Licensing Board Panel 5pp 30B02 290-30802 302. 

6506110351 List of prospective vMtnesses for Phase II evidentiary hearings Certificate of 
Sve encI.Relaled correspondence 

PIRFO.O.R Hearing Branch 3. #265 360. 85/06/07. 4pp. 39808:112-39806 115. 

8506140416 tnlorms that L Stanley will present testimony In Phase II hearings re design 
review of Brown 4 Root engineering work for plant Cerllllcato oi Sve end Related cor 
respondence, 

NEwMAN.J R, Newman 4 Holtzinger NEWMAN J.R. Houston Lighting 4 Power Co. 
#285 410, 85/06/12 aECHOEFER.C , UM8,J,6, SHON.F J. Atomic Safety and Li- 
censing Board Panel 4pp 30696 032-30698 ’035. 

8506 180036 Fonwards Idenlfflcation of ;^tn esses for Phase If hearings. Normal showing 
not required since NRC failed lo provide sub] of testimony Related correspondence 
SINK IN, L. Citizens Concerned About Nuclear Power, Inc. #265 475. 85/08/13, 
BECHHOEFER.C., LAMB.JC, SHON.F J Atomic Selety and Licensing Board Panel 
Ip. 30975:106-30976.295 

-6506180038 Identification ol witnesses lor Phase II hearings. Certificate of Sve 
end Related correspondence 

SINKIN.L. Citizens Concerned About Nuclear Power, Inc 65/06/13 7pp. 30975.199- 
30975'205. 

8506190372 Errata corracting Page 9 of 650517 sixth prehearing conference order lo 
read "regional admlnistrafor Ur ol 940622" Instead of "remonal manager Hr ol 
840622," Served on 850617. 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #285 481. 65/06/14 
Ip. 3099a.260-30998'280. 

8606190271 Order extending lime until 650708 (or Commission to act lo review ALAB- 
799.Seived on 850618. 

CMILK,SJ. Office of Ihe Secretary of the Commission. #285 402. 65/06/17, 
PALUDJNO.NJ, ROBERTS, T.M, ASSELSTINE.J.K, Commissioners Ip 30995'127. 
30995 127 

8506200137 Requests lhat RQ lay lor. React or Inspector, Region IV, be added lo list of 
prospective witnesses for Phase If evidentiary heeilng-Wllnesses 4 matters on which 
witnesses will testify llsted.Related correspondence. 

PIRFO,O.R. Hearfna Branch 3, #286 496. 65/08/17. BECHHOEFER.C, SHON.F.J, 
LAMB,J.O Atomic Safety arKf Licensing Board Panel ip 31007:165-31007:195. 

8506200294 Order LBP-85-19 den^ng Citizens Concerned About Nuclear Power 
860417 molion lo rec^en Phase I record re compeletrce of util & directing util to pro- 
vide records by 850703 Served on 660619. 

BECHHOEFER,C. Atomic Safety and Licensing Board Panel, #285 507. 65/06/16. 
Citizens Concerned About Nuclear Power, Ino. %ip. 31006.024-31008:050. 


8506280037 Memorandum 4 order re ASLB 850621 tolcon w/ applicant denying Com- 
missioner Roberts appearance as witness.per 10CFR2 790(h) ASLB will Issue subcoe- 
na for nonNRC witnesses Listed Info requested by 850626 Served on 850624 
BECHHOEFER.C Atomic Safety and Licensing Board Panel, #285 562 BS/OO/Ji 
Citizens Concerned About Nuclear Power, Inc 6pp 31256 323-31256 326 

8506280085 Discusses denial of Citizens Concerned About Nuclear Power. Inc 650613 
request (or Commissioner to ^peer as witness for tesfimony.per 850624 memorav 
dum 4 order W/o slated end Served on 050624, 

BECHHOEFER.C Atomic Safety and Licensing Board Pane) #285 560 85/M/?i 
ROBERTS Commissioners Ip 31256 299-31250 299 

6506280003 Advises of problem w/schedulo set oul by ASLB In 850625 order Decision 
on calling ol altys & sequestration needed before catling first witness If soquesireixin 
motion mads Certificate of Sve end Related correspondence 
SINKIN.L Citizens Concerned About Nuclear Power, Inc #265 609 es/oei?< 
BECHHOEFER.C, LAMB.JC, SHON.F J. Atomic Safety and Licensing Beard PaM 
3pp 31256 210-31256 212 

8596260039 Forwards add) fisted documents appearing within scope of ASLB icqtipstn 
850226 memorandum & order for preparation of testimony being fled n 
proceeding Certificate of Sve end Related correspondence 
AXELRAD.M Newman 4 Holtzinger AXELRAO.M Houston Lighting & Power Co 
#285 695 85/06/25 BECHHOEFER.C , UMB.J C . SHON.F J Atumfe Satatvantf U 
censing Board Panel 5pp 31253 330-31253 335 

8506280018 DIscusses recent ruling to remove gag order which kopt all documonlstcn 
In lawsuil against Brown 4 Root secrelTwo arilclos re Phase II of proceeding 4 Oerlif 
icale of Sve onct Related correspondence 

SINKIN.L. Citizens Concerned About Nuclear Power. Inc #265 810 6S/06/26 
BECHHOEFER.C Atomic Safety and Licensing Board Panel Spp 31256181 


H. General correspondence 


8SOS070070 Responds to FOIA request for documents re pretlled testimony Mod In CP 
or OL hearings.speeches 4 published papers re nuclear power 4 internal momorard] 
re facility Forwards documents listed in App A F Search continuing 
FELTON.J M Division ol Rules and Records 84/06/20 QLASSfflEGEL.H Shaw Pi't 
man. Potts 4 Trowbridge ISOpp 30878 126 30801 036 

-8506100756 Responds to constituent CS Gage inquiry ro alleged threats, harassment 
4 assault by Brown 4 Root const personnal of QC inspectors at facility No evdonca 
of beating of QC inspectors exists 

SEIOLE.WC Region 4, Dallas, OHIco of the Director 70/11/09 BENTSEN.l Sonata 
2pp. 30650128-30680 120 


K. Utility Final Safety Analysis Report (FSAR) & amends 

B596050269 Amend 48 to FSAR (or South Texas Project Unlla 1 4 2 1V/65053I Hr 
QOLDBERQ,J H Houston Lighting 4 Power Co 85/05/31, DENTON.H Olfico ol Nu- 
cloar Reactor Ragulatlon, Director. 350pp 30713,017-30714 019, 


Q. Inspection reports, IE Bulletins & correspondence 


8506970070 Responds to FOIA request (or documents re profiled testimony (ilod In CP 
or OL hoaring3,8poeches 4 published papers ro nuclear power & internal menmndi 
re facility, Forwards documents listed In App A F Search conlinuing. 

FELTON, J M Division ol Rules and Records 64/06/20. GLASSREQEL.H Sliaw, Pin 
man, Potts 4 Trowbridge. ISOpp 30876 126 30881'036 

-5908080581 Forwards 800627 extract from NRC duly officer log ra allogallons of pout 

e ng design Anonymous caller alleged that designers 4 supervisors of piping sys fvt 
Illy were Incompetent Allegations were general but warrant (ellowup 
THORNBURQ,H.D Division o( Reactor Construction Inspection 60/97/06 
SEYFRIT.K V. Region 4, Dallas, Office of the Director. 3pp, 30880 017-30580019 

-5596070115 Recommends action to obtain volunteer from outside region let assign, 
ment as facility resident inspector.CanvassIng ol eligible Region IV personr>e) lam'i 
no volunteers lor assignment. 

SEIDLE.W.C Region 4, Dallas, Roaolof Construction 4 Engineering Sur»ort Brar^ch 
70/04/15. VETTER, W E OHIco of Inspoollon 4 Enforcement, Ollico of ilie Dvector 
1p. 30875.308 30675:308. 

-8506070122 Advises that tape describing alleged deilcloncles In plant const & QC pro- 
grams transmitted on 790521 reviewed. Allegations re reinforcing steel dlscreparw«& 
will be addressed during future Insp. 

SEIDLE.WC Region 4, Dallas, Reactor Construction 4 Engineering Support Sranch 
78/06/12, REINMUTH.QW, Division of Reactor Construction InspocUM Ip 
30670,309 30578:309, ^ 

-8506070132 Forwards documentation concerning voids In fuel handling hlcln s'sb 4 
Lifts 8 4 15 of reactor containment bldg voids reported by util as const 
deflciencles.ln^ Repi 79-12 should not receive axlernal circulation. 

SEIDLE.WC. Region 4, Dallas, Reactor Construction 4 Engineering Support Draivh 
79/08/()8 MCGORREN.HJ OKIco ol Ihe Executive Legal Director Ip 30876310- 
3O870;31O, 

-8506070146 Submits resident inspector commentary tor Ool 1070 Insp prooramactM- 
ty 8h60ts oncf 

PHILLIPS, HS Region 4, Dallas, Office of the Dlreclor, 50/01/31. SEfDLE,WC. 
Region 4, Dallas, Reactor Construction 4 Engineering Support Branch Upp 
30676:31 1 *30878.321 , 


•8606070168 Requests investigation assistance ro end anonymous allegations to- 
celved on 630613. 

SEIDLE.WC. Region 4, Dallas, Reaclor Construcllon 4 Engineering Support BtaiKK. 
80/00/30 SEYFRIT.KV Region 4, Dallas, Office ol the Direcfor 3pp 30878 (^9- 
30678.341. 
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-*8506070177 SummarKfis 000616-20 insp Of Brown & Root ofcs In Houston, TX & ob 
servations of applicability of anonymous allegations Allegations appear fo originate on 
site Further action should be taken by Const Branch 

HALE.CJ Region 4, Dallas, Vendor Inspection Branch 04/12/10 POTAPOV8,U 
Region 4, Dallas, Vendor Inspection Branch 2pp 30878 342-30878 343 

'-8506070194 Discusses lessons learned in Investigation 79-19 Assignment of resident 
inspector at eaiHesl practical time after Issuing CP recommended 
PHltLIPS.HS. Region 4, Dallas. Oflice of the Director 84/12/10. SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Engineering Support Branch 
CROSSMAN.W A Region 4. Dallas, Otiica of the Director 5pp 30878 344-30878 346 

"8506070266 Submits status repl for 800616 0711 re followup activrties associated w/ 
show cause order.per 800624 request progress on items of noncomplianoa In Investt- 
galion Ropt 50-498/79-19 & 50-499/79-19 continuing 

SEYFHtT.K V Region 4, Dallas, Ottico 0l the Director 80/07/14 THORNBURG.HO 
Division of Reactor Construction Inspection 2pp 30878 349-30 B78'350 

"8506070313 Recommends discontinuing pursuit ot atiegalions contained in 800613 Itr 
re lack ol mgl support.records mgt,lnadequato audits.lnexperienced porsonnel & rapid 
personnel turnover 

SEYFRIT.KV. Region 4. Dallas, Ottico ot the Director 80/07/16 THORNBURG, HO 
Division of Reactor Construction Inspection 2pp. 30878 361-30879 005. 

-8506070336 Submits analysis of 11 allegations In anonymous Ur recoh/od 600613 & 
feasibility ol Investigation No extensive investigative effort recommended unless al- 
lege r Idenlilied & more detailed info obtained 

HtRR.R K Region 4, Dallas, Office ot the Director 80/07/07 Region 4, Dallas, Office 
of the Director 4pp 30870.006-30870 000 

"8508070358 Forwards lessons learned memo re Investigation documented in Repl 79- 
lO.Transmlllai por memo requesled.W/o end 

PHILLIPS.H.S RMlon 4. Dattas, Otiice ot the Director. 80/07/21 SEIDLE.WC 
Region 4, Dallas. Reactor Construction & Englnoerlng Support Branch Ip. 30879 010- 
3QB79 010 

"8508070408 Advises that reactor vessel outlet safe end dimensional error cannot be 
closed until results ot review during future Inap known.Reglon IV & residant inspector 
givan conflicting into re sale ends etching 

PHILLIPS.HS Region 4, Dallas, Ottico of the Director (81/03/01) 81/06/05 
MAOSEN.G L Region 4, Dallas. Ollice ol the Director (81/03/01). 1p 30879.029 
30870 029 

"8506070439 Forwards info on lacillly embedded plats welding problems. In response 
to IE request. 

GlUBERT.LD Region 4, Dallas. Office of the Director (81/03/01) 61/07/17. 
SEIDLE,WC Region 4, Dallas. Oltice of the Director (81/03/01). 4pp. 30B79 039- 
30879042 

"8806070445 Submits resident inspector commentary tor Juno-Jul 1981 
PHILLIPS.HS. Region 4, Dallas, Office ol the Director (81/03/01). 81/08/12. 
MADSEN.Q L NRCf- No Detailed Attilialion Given. 4pp. 30879.044-30879 047. 

"8SQ6070461 SALP rept for Jul 1980 - June 1981 
SEYFRIT.K.V. Region 4. Dallas. Ottico ot the Director (81/03/01) 81/09/02 iBpp 
30879 04B-30B79 063 


"6506100046 Summary ol 800519 meeting w/ulit & Citizens Concerned About Nuclear 
Power in San Antonio.TX ro location of orimnal cadwald insp records 
HALL.R.E. Region 4, Dallas, Olltca ol the Director 80/05/22 Region 4, Dallas, Olltce 
of the Director 2pp 30879 137-30079 138 

-8506100069 Summary of 600226 meeting w/util in Arlington, TX re nine point action 
program tor resumption of placement of safety rotated complex concrete 
HUBACEK.WG Region 4, Dallas. Ottico of the Director 80/03/13 Region 4, Dallas, 
Office of fhe areefor 2pp 30879 143-30879.144 

"8506190127 Advises of 731218 (nsp fay CM Meyor & J Haygood of Stale ot TX to ex- 
arnino Brown-Mlnneapoils use ol radiography equipment Equipment Impounded ba- 
causa there wore no survey records.reciprocliy notification & one pocket dosimeter 
HUBACEK.WG Region 4. Dallas, Office ot the Director 80/01/04 Region 4. Dallas, 
Office ol the Director 1 p 30879 1 52-30870 152 

-8506100145 Noldies of 791 121 alleged intimidation ol Pittsburgh Testing Lab inspector 
after rqlocllno ol three truckloads oi concrete because ol high entrained air 
HUBACEK.WG Region 4, Dallas, Office of the Director 79/12/10 Region 4, Dallas. 
Office of the Director Ip. 30879 154-30879 167 

"8506 100174 Submits rosldenl inspector commentary tor Sept 1979 
PHILLIPS.HS. Region 4. Dallas. Office ot the Director. 79/10/24 SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Engineering Support Branch 24pp 
30679.1 6B-30B79 192 

-8506100184 Discusses review of Texas Observer 790713 artteto, "Toil & Trouble ol 
South Texas Nuke " Nemo ol 16 Homs eltnbuted to IE insp repts appear to merit in 
vostigative effort beyond normal const deficiencies followup 
HUBACEK.W G. Region 4. Dallas. Ottico ol the Director 79/09/18 Region 4. Dallas, 
Office of the Diroclor 9pp 30879 t93 30879 201- 

-8506100260 Responds to 790911 memo requesting into re major reactive Insp cases 
where significant manpower expended by Region IV personnel 
SEIDLE.W.C Region 4. Dallas. Roaclor Construction & Engineering Support Branch. 
70/09/21 THORN BURG.H D. Division ot Reactor Construction Inspection. 2pp 
30B79 20 7-30870 208 

"B 508100 Z86 Requests investigation assistance re allegation concerning lalsification ol 
matnt records 

SEIDLE.W.C Region 4, Dallas, Reactor Consimctlon & Enginaering Support Branch 
ao/07/29 SEYFRIT.K V. Region 4. Dallas, Office of Iho Diroclor. 4pp. 30879 209- 
30879-21 ^ 

"8606100302 Discusses accaloralod QA Insp, por 790616 agreement Insp will provido 
basis tor determining whelhor sum ol allagalions re QA program has substance 
THORNBURG.H.O Division ol Reactor Construction Inspection 79/06/19 
SEYFRIT.K.V. Region 4, Dallas, Olllco of the Director Ip 30870 213 30879 251 

-8506100319 Summary of 800516 meeting w/ulil re util responses to IE Investigation 
Rept 79-19 & show cause order. 

HUBACEK.W. G Region 4. Dallas. Office ot the Director 80/06/04 Region 4, Dallas, 
Ottico of Iho Director. 3pp 30B79-262-3087B-254. 


"8506070468 Advises that request lor special Insp becqusa ol Brown & Root endneer- 
tng^problems & trends unnecessaiy because ot 810924 util announcement that Brown 
& Root will bo replaced by Bechtel 

PHILLIPS.HS. Region 4, Dallas, Ollice of the Director (81/03/01). 81/09/25. Region 
4, Dallas, Oltice of the Director (81/03/01) Ip 30879 0a4-30879;0e4 

"9506070483 Submits resident inspector commentary tor Aug * Oct 1081 
PHILLIPS.H.S. Region 4. Dallas. Ollice ot the Director (61/03/01). 81/10/30 
MADSEN, G.L NRC • No Detailed AIDIiatlon Given 9pp. 30879.071-30879 070 

"8506070487 Submits draft comments re CEU 811028 petition to suspend 
const Review of Quadrex rept determines that repl does not conclude that plan! 
design fundamentally Hawed. , ^ 

SEItSLE.W.C. Region 4, Dallas, Ollice ot the Director (81/03/01). 81/11/04. 
SEYFRIT.KV Region 4, Datlaa. Ottioe ol the Director (81/03/01) 7pp 30879.080* 
30879-.068 

-8506070603 Forwards draft circular re AWS Dl.l welding ol safety related structural 
steel Forwarding ol circular describing QA program & welding deficiencies at vendor 
facilities & site recommended. 

PHILLIPS.H.S Region 4, Dallas, Oltice of the Direolor (81/03/01) 81/12/09 
CROSSMAN.W A Region 4. Dallas, Ottioe ot the Director (BI/03/01). Ip. 30070 090 
30879,092, 

-8606070508 Submits resident inspector commantaiy lor Nov 1981. 

PHILLIPS.H.S Region 4. Dallas. Ollice ot the Director (81/03/01). 81/12/09. 
MADSEN.GL. Region 4, Dallas. Ollice ol the Director (81/03/01) 3pp. 30679 003- 
30879.095. 


-8506070515 Commends BM Darby lor superior work during team Insp as senior resl- 
dent Inspector. 

PHILLIPS.H.S Division of Vendor & Technical Programs, 02/02/14. DORBY.B.M. 
Region 4. Ottico of Director Ip. 30879.096-30870:096. 


"8506070572 Submits resident Inspector commentaiy for Nov 1979. 

PHILLIPS.H.S. Reglorr 4, Dallas, Olltce of the Director. 60/01/^7. SEIDLE.W.C 
Region 4, Dalles, Reactor Construotion & Enginaering Support Branch 4pp. 
30679.119-30879.122 


"8506100329 Summary of 800630 technical meeting w/utll,Brown & Root, Bechtel & 
Mgl Analysis Co re Snow Cause Item 1 on QA program 

HUBACEK.W 6, Region 4, Dallas, Oltice ol the Diroclor 80/07/09, Region 4, Dallas, 
Oltice of the Director 9pp. 30879'265-30879 264. 


-8506100412 Requests Investigation assistance re 800027 anonymous allegations that 
designers of plant piping sys are not compoteni AHogalions should bo Included In next 
insp of Brown & Root In Hou8lon,TX. 

SEIDLE.WC. Region 4, Dallas, Roaclor Construction & Engmeoring Support Branch. 
80/07/18 SEYFRIT.KV. Region 4, Dallas, Office ol Iho Director Ip 30880 016- 
30880.016. 


—6506100466 Requests Investigation assistance re 800722 allegation concerning lalslll- 
callon of matnt records Dally rept ot apoclaf insps & Investigations end 
SEIDLE.W.C Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
80/07/29. SEYFRIT.K.V. Region 4, Dallas, Ottico ol the Director. 2pp 30880 024- 
30880:025. 


"8606100476 Requests invosligalton assistance re 600008 tolcon concern expressed 
on quality of work personnel performed while under inlluence of dru9S,per Policy 
Guide B48 

SEIDLE.W.C. Region 4, Dallas, Reactor ConstruotWn & Engineering Support Branch. 
80/09/12 SEYFRIT.KV. Region 4, Dallas, Ollice Of the Director Ip. 30880.026- 
30860.026. 

"8506100537 Discusses 800522 allegations re defective cadwelds-lncludlng safety-relat- 
ed problems & lack ol second shllT QC insp supervision Cadweld tensile test records 
tor Summer 1079 should be reviewed to verily compliance 
HALL.R E. Region 4, Dallas, OfIfeo ol the Direolor. 60/05/28. Region 4. Dalles. Oltice 
of the Director Ip. 30860 936-30660.039. 

-BS0610'054B Forwards 600501 & 06 memos discussing telcons re allegations of weld- 
ing problems Allegations closely parallel welding problems described in Investigation 
R€pi 79^1 B, 

SEIDLE.W.C Region 4, Dallas, Reactor Conslfuctton & Engineering Support Branch. 
80/05/06 SEYFHIT.K.V. Region 4. Dallas, Ottioe ot the Director. Ip 30860:040- 
30880:040. 


"8506070575 Requests investigation assistance re allegations that const foreman lifod 
for resisting pressure on workers & that Brown & Root rehirIng persons fired due to IE 
Investigations 60-496/79-19 & 60-499/79-19. 

SEIDLE.W.C Region 4, Dallas, Reactor Construction & Engineering Support Branch, 
BO/10/oe. SEIDLE.W.C. Region 4. Dallas, Reactor Construction & Engineering Sup. 
port Branch. Ip. 30879:123.30679:123, 


-8606100566 Confirms 800501 lelcort w/former util welding supervisor re alleged weld- 
ing probfams.HIgh rejection rate for afumfnutn brorize essential cooling water sys 
piping welding noted 

CHOSSMAN,W.A Region 4. Dallas. Office of the Direolor. 60/05/01, Region 4, 
Dallas, Ollice ol the Director 2pp, 30880.041*30880 042 


'BSO0O7O6B4 Forwards concerns Identified in Citizens Concerned Aboul Nuclear Power 
answer to, second set of Interrogatories. Investigation requires significant effort which 
could be performed w/invesllgatlon of )i Soarlett allegations. , „ „ 

HUBACEK.WG, Region 4. Dallas, Office of the Director. SO/05/26, Region 4, Dallas, 
Office ol the Director. 6pp. 30879:130-30879.136. 


-8506100673 Discusses 800505 telcon w/former util welding supervisor re alleged 
welding problems at site.Automalio welding on RCS done on double shift w/no util QA 
personnel monitoring second shill. 

CROSSMAN, W.A , HUBACEK,W.G Region 4, Dallas, Office of the Director. 80/05/06 
Region 4, Dallas, Office of the Director 3pp. 30880.043-30880.045, 
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xSSOe 100567 Discusses 600229 allegation of improprieties In use of welding 
olectjode Electrode used for welding in tuibine operator bldg UUI investigation continu 
Ino 

HUBACEK.WG, Region 4, Dallas, Office el the Director. 80/03/’13 Region 4, Dallas, 
ornce of the Director Ip 30860046-30860047 

-66061 00618 Discusses allegation of OC Irregularitfes at site, Including card games by 
OC civil dept during 6 S menlh penod beginning In mid-1977 & discrepancies in Lift 6 
HUBACEKpW.G Region 4, Dallas, Office of the Director. 79/07/03 Region 4, Dallas, 
Office of the Director 2pp 30860050 30860053 

—8506100654 Requests vehicle lor resident inspector Use of govt vehicle will increase 
inspector visibility on site 

SEVfRIT.K V Region 4, Dallas. Office of the Director. 79/09/17. NEILL, 6 G General 
Services Administration 2pp 30680 054 30880 055 

-B5061 00657 Requests Investigation sssfstance re allegations by Brown & Root OA 
auditor re audit deficiencies Review el alleged audit deficiencies concludes atfdl Inves- 
tigation needed 

SEIDLE,W C Region 4, Dallas, Reactor Construction & Engineering Support Branch 
BO/08/16 SEVFRIT.KV Region 4, Dallas, Oflica of the Director Ip 30680056- 
30860 056. 

-8506100664 Recommends Investigation of allegations re Site Audit ST-36 & re- 
sponses /corrective action Mgt involvemei;l insufficfent to Insure working audit proc- 
ess. 

PHiLLIPS,HS Region 4, Dallas, Office of the Direclor 80/08/05 SEIOLE.WC 
Region 4, Daltas, Reactor Construction & Engineering Support Branch Ip 30880 057- 
30e«0059 

6606110712 Responds to NRC 650322 Hr re deviations noted In Insp Repts 50-498/84- 
16 & 50 499/84 16 Corrective actions design deviations of component cooling water 
sys will be corrected by amend to PSAR Related correspondence. 

QOLDeERG.JH Houston Lighting & Power Co #285 745 85/04/25 WARTIN,fl D. 
Region 4, Office of Director 5pp. 30832 261-30632 265 

8605130027 SuppI 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs" Svciist end 
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103} 85/05/14. Consolidated Edison Co of New York, Inc. f07pp 31044 065- 
31044,171, 

8506130038 SuppI 1 to IE Info Notice 85-020. "Motor Operated Valve Failures Due to 
Hammering Elfacl." Svc list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
839103) 85/06/14 Consolidated Edison Co. of New York, Inc, 107pp. 31044:172- 
31044.276, 

8505200590 JE Info Notice 85 039, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities." Svo list end. 

JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
83010^. 86/05/22, Consolidated Edison Co. ol New York, Ino f06pp 30637:258- 
30637363, 

8505200600 IE Info Notice 85-040, ‘’Deficiencies in Equipment Qualification Tasting & 
Certification Process." Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Englnoering Response (Post 
830103} 85/05/22, Consolidated Edison Co. of New York, Ino 106pp 30648.166 
30848.271. 

6506260161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 800 Series Badge 
TLO Elemeiits." Svo list and, 

JORDAN, E L Division ol Emergency Preparedness A Engineering Response (Post 
830103) 85/95/20 Consolidated Edison Co ol New York, fno f20pp 30852 245- 
30852.363, 


8505260187 IE Info Notice 85-043, "Radiography Events at Power Raaclors '* Svc list 
end, 

JOR^DAN,E L^pwisioft of ErnsfOency, Preiwredness & Engineering Response (Post 


830103). 65/05/30. Consolidated Edison Co. of Now York, Inc 
30864,287 


r20pp. 30684:167- 


8SO6030384 Forwards Security Insp Repta 60'49B/8S-05 & 50-490/65 05 on 850496- 
12 No vlolallon or deviation notecf 

JOHNSON.E,H Region 4, Office of Director. 85/05/30 GOLDBERG, J.H, Hoirslon 
Ughtlrvg & Power Co. 3pp. 30676:098-30676 101 

-8508030399 Insp Repts 60-498/85-05 8 60-490/86-05 on 060408- 12, No vlolallon or 
deviation noted.Major areas inspected, praoperational security proaram 
development Details withheld (rel 10CF=R73 21), 

KELLY,J.A , EVERETT,R.J., JAUDON.J P. Region 4, Office of Director. 85/05/21. Ip 
30676:101-30076.101, 

8506069677 IE Info Notice 05-046, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westlnghouse Designed Plants," Svo list end, 
JORDAN, E L. Dh/rsion of Emergency Preparedness & Engineerfng Response (Post 
830103). 85/06/06, Conaolkfated Edison Co, of Now Yorx, Inc. f22pp, 30865-001- 
30865:048. 


65M060707 IE Into NoUce 85-046, "Cla fill cation of Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages." Svo list end 

0* Emergervcy Preparedness & Engineering Response {Post 
830103} 86/06/10, Consolidated Eolson Co, oi New York, Ino, t84pp. 31043 301- 
31044:084. 


R, Periodic operating reports & related correspondence 


8506240461 Submits First Quarter 1985 rapt on progross of entrainment & impingement 
programs conducted during cooling reservoir filling op orations, per FES Pump oper 
ation did not occur 

WISENSURG.MR Houston Lighting & Power Co 65/03/31 KNIGHTON,G W Licans 
ing Branch 3 2pp 31061 338-31061 339 

8506060536 Forwards monthly rept lor Apr 1985 re status of offsite emergency pre 
patedness for OL reviews Delays In schedule for Limerick & Shoreham for lull power 
operation remain due to offsite emergency preparedness Issues 
DIRCKS.W,J Office of the Execofiva Director for Operations 85/05/28 PALLADIMO 
Commissioners flpp 30785 007-30785 017 


S. Reportable occurrences, LERs & related correspondence 


8506970070 Responds to FOIA request for documents re pre Mod testimony Mod In CP 
or OL hearings, speeches & published papers re nuclear power & Internal memoranda 
re facility Forwards documents listed App A-F Search continuing 
FELTON,J M Diirislon of Rules and Records 84/06/20 QLASSPIEGEL,H Shaw, Piit- 
man, Potls & Trowbridge I50pp 30878 125-30081,036. 


-8506070582 Discusses Part 21 rept re supply of wrong mails (or fabrication of sup 
ports used at project AISI 1035 & 1045 chemistry malls supplied by Cleveland City 
Forge & unidentified supplier ASTM A66B Class C mail specified 
HU0ACEK,WQ Region 4, Dallas, Office ol the Director, 80/07/15 Heaion4. Oallna 
Office of the Director Ip 30879 128-30079 128 a . » 


-8506070585 Discusses reporting of 1OCFR5O55(0) deficiencies (dentlliad by licerisee 
during preparation ol response to show causo order Significant const dollclenelcs 
idenlitled In response to order must be re ported per Pert 21 
SEIDLE.WC Region 4, Dallas, Reactor Construction & Enoinoorlng Support Branch. 
80/07/02, Region 4, Dallas, Reactor Construction & Engineering Support Branch to 
30879 129 30879129, ' > 


-6508100519 Discusses allegations by Brown & Root audllor concerning audit dcHcien 
cies including 10CFR50,55e const deficiency & quallficallons of site proleof onoinoers. 
CflOSSMAHWA. Region 4, Dallas, Office ol the Director, 80/07/10 Ropier 4 
Dallas, Office ol the Director. 2pp. 30BB0.033-30600 035 


8506040431 Part 21 rept re resistance temp detector (RTD) calibr anomalies in RTDs 
mfg by RdF Co Safety margin assessments being performed lor operating plants to 
evaluate potential effects on plant Tech Specs, 

RAHE,E P. Westlnghouse Electric Corp. 05/05/06 THOMAS, C 0. Division ol Means 
ing. 4pp, 30700 090-30709.093, 


8506960674 First Interim deficiency rept re pipe support oyo-rod Interferences Inlllallv re 
ported on e50425.lnsla1latlon spec changed & eye-rod repair Inlllatod Next rent will be 
submitted by 860816 

QOLDBERQ,J H. Houston Lighting & Power Co, 05/05/24 MARTIN, R 0, Roaum 4 . 
Oliica of Direclor, 6pp 30746,301 •30746:306, 


8506030526 PNO IV-85-024-on 860530, util reported that agroomoni reached on caih 
selllemeni of lawsuit against Halliburton,Co, parent company of Drown & Reel, Inc ON 
of Austin, one of tour principal owners, still considering agreement. 

CROSSMAN, W, A. Region 6, Office ol Director. 65^5/30. ip, 30670.034.30670 034 


6606 110222 Final deficiency rept re effects on postulated (allure of reactor cootanl 

K thermal barrier HX combined w/single active failure ol component cooling woler 
on valve Initially reported on 650220 Valve monitors Installod. 

GOLDBERG, J H. Houston Lighting & Power Co 05/05/30 MARTIN,R 0 Reoiofi 4 
Office of Director. 3pp 30832;248-30032;260. 


8606140495 Informs that program & schedule (or execution of IHigatioh docurrwni 
review will be provided withrn 2 to 3 wks to ensure that documenfs tfo tiol (all In 
lOCFRSO.SSe reporting requirement categoiy. 

QOLDBERQ,J H. Houston Lighting & Power Co 05/06/06, MARTIN.R.O. Rofllon 4 , 
Office of Director 2pp, 3089^125 30897:126 ^ 


8506200533 First interim deficiency repl re core exit temp measurement eye Inltialty re- 
ported on 850509.Speclfio corrective actions (or RCS subcoollng margin & Inadcqualo 
core cooling under Investlgation.Next rept expected by 850920 
QOLDBERQ,J.H. Houston Lighting & Power Co, 85/06/06, MARTIN.R,0 Rogton 4. 
Of lice of Director, 6pp. 31020,086-31020 070 


8506200538 First Interim deficiency rept ro Phoenix Steel thin wall pipe.lnitialiy roported 
ori 850606 Bechtel directed to place hold tags on lengths ol pipe In yard PnoorAr 
SA106 Grade B pipe not Installed wilt bo scrapped Next rept by 850639. 

QOLOBERQ,J H Houston Lighting & Power Co, 85/08/65. MAnTIN,R.O. Rogtwi 4 . 
Oflice of Director 5pp. 31057;137-31057.141. 


eKB200S2» mt Interim deficiency rept re unanalyzed selsmlo interactions Initially le- 
ported on 860508 Seismic displacement response & contact sensilhrltv ovaFoalW to 
establish acceptance criteria Next rept expected by 650920. 

GOLDBERG, J.H, Houston Lighting & Power Co 85/06/07. MARTI NR D Renton 4 
Office of Director. 4pp 3 1067' 13343 1057- 136, Mnnmv.n u Hogtw 4, 


6BM 140240 IE Info Notice 86-047, "Potential Effect of Une-lnducod Operation on Cer- 
tain Target Rock Solenoid-Operated Valves, " Svo list end, 

JORDAN, E.L. Dhrisfon ol Emergency Preparedness & Engineering Response (Post 
830103). 05/06/18 Consolidated Edison Co. ol New York, Ino, I34pp. 31268:1 BY- 
SI 26«;304, 

8696140636 IE Into Notice 85-048, "Respirator Users Notice; Defective Self-Co nlalnad 
Breathing Apparatus Air Cylinders." Svc list enci 

JOiRDAN.E,L, Division of Emergency Preparedness & Engineering Response (Post 
630103), 86 / 06 / 19 , Consolidate Edison Co. oi New Voix, Inc, i23cw. 31376:064- 
31376;183. 


B&062703B8 Final deficiency 4 Part 2 rept re failure ol Ruskln Fire dampers to dose 
under design air flow conditions Initially reported on 84121 1.Larger springs A/or smaSI. 
er danger section sizes will be used. « r « 

GOLDBERG, J.H. Houston Lighting A Power Co 86/06/14, MARTIN,R D Ro*on 4 . 
Office of Director, 6pp 31262:265-31262'260. 

f® generator fuel storage capaclIytnWaky re- 
ported on 85051 AOesIg^i will be changed to return excess fuel to storage la<* vSa 
Seismio Category I, Safety Class 3 piping, “ ^ 

QOLD8ERQ,JH, Houston Lighting A Power Co. 86/06/14 MARTIN.RD. RtKwn 4 
Office ol Director, 4pp. 31262'2e3-31262'266, ' 



DOCKETED ITEMS 295 


T. Hearing Iranscripis on non-antitru$t matters 

e5D624071E CorrooUona to transcript o( 050430-0502 sixth prehearina 
coilforonao Sorvod or^ 050622 

OECHHOEFen.C Atomic Saloly and Llconalng Board Panel #204 549 05/06/21 
lOpp 31161.300-31161 323, 

gS()6200061 Forwards loetimony of Individuals to bo presented on bohalt o1 applicants 
in Phaso tl ol proceeding achodulod to begin on 05071 1 List of exhibits Intended to be 
ollorod Into ovidonco onci Rolatod corrospondenco 

NEWMAN J R Newman 8. I lollzlnger. NEWMAN, J R Houston Lighting & Power Co 
NEWMAN, JR San Antonio, TX (1^05 596 05/06/26 BECHHOEFERTC . UMB,J C . 
SHON.FJ. Atomic Saloty and Licensing Board Panel 336pp 31255 048-31256 023 


y. Operator Examinations 

3508070070 Rosponda ID FOIA request for documents re pretiled testimony tiled In CP 
orOL lionilno9,spQochea & published papers ra nuclear power & Internal memoranda 
to facility rorwnrds dooumonla listed App A-F.Search continuing 
rCLTON,J M, Division of Rules and Records 04/06/20 GLASSPIEGEL,H Shaw, Pitt- 
mflh, PoMa A Trowbrldgo. IGOpp 30670.125-30061,036 


650S200S90 IE Info Notice 85 039, “Auditability ol Electrical Equpment OuaMcaten 
Records at Licensees Facilities ” Sve list end 

JORDAN, E L Division ol Emergency Preparedness & Engineering Respenso (Post 
030103) 85/05/22 Consolidated Edison Co ol New Yoix. Irw 106pp 30S37J58 
30037 363 

8505200600 IE Into Notice 85 040, ’‘Deficiencies in Equipment OuaUicatxin Tcsing A 
Certification Process '' Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engmeenng Res^>onse (Post 
830103) 85/05/22 Consoltdalod Edison Co ol New YorK, Inc I06pp 30848 16&- 
30848 271 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Senes Badge 
TLO Elements " Sve list end 

JORDAN, E L. Division ol Emergency Preparedness & Engmeenng Response (Post 
830103) 85/05/29 Consolidated Edison (3o ot Now York, Inc I20pp 30852 245- 
30852 363 

8S052B0187 IE Info Notice 85 043, "Radiography Events at Power Reactors" Sve f'St 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc 120pp 30864 167 
30864 287 


-8506070461 SALP ropl lor Jul 1900 ■ Juno 1001. 

SCVrUIT.KV, Ronion 4, Dallas, Office ol tho Director (61/03/01) 81/09/02 lepp 
30079 0 4 0.30 0 7 0 0 03. 

8500100664 Roquosla confirmation re whothor participation of senior reactor operator 
Inslniclors in cold llconso training program meots roquallficalion requirements in certl- 
llcatlon lira Rolatod corfospondonce ii.o-rii.i r. n 

0EWEASE.JQ Houeton Lighting & Power Co #205 604 05/02/06 MARTIN,R D. 
floflfon 4, Offico of Dlroclor- 2pp. 30824 : 27 0-30024'279 

8609100BB7 Forwards schodulo for oporator licensing & requalilicatlon exams for re- 
maindor ol FV05 OO.por Qoneric Ltr 06 04, "Oporator Licensing Exams Related cor* 

0L??0ABE?J,Q. Houston Lighting & Power Co #200 238 85/03/16 BECKHAM,D Di- 
vision ol Human Faclora Safety 4pp, 30024 203-30824.286 

DOCKET 9TN'60-608 WPPSS NUCLEAR PROJECT, UNIT 3 

A. Appllcatlon/conBlruollon alage doouments & correspondence 

8500170 2 06 FOIA roquosl for 12 catonorlos ol rocorda re iacllily ^ i 

LOWERY, J.O. RldcToll, Williams, Bullitl & Walkinshaw. 05/01/29. FELTON, JM, Divi 
Blon ol nulos and Records. 2pp. 30901,269 30901.260 

8500170280 Responds lo FOIA roquosl lor records ro focjlity Ole of 

* pwcosa ol lorrnalizlng flonorio responso (or various related FOIA requeste.Records al- 

oT Rules and floe ords. 05/03/04 LOWEnY,JD Riddell, Wil- 
liams, Ouliltt & Walkinshaw, Ip. 30981,261-30901,261 

850613 0 4 90 AcIvIbos that OX to ride d const delay noted in 030713 )lr still 

* lonulrod to closo & teat ronctor bldg steel containrnoril mobilization ol 

Conlrncl 3240-210 to oomplolo romaWng work MARTIN J B 

KOI«.ER,AO Washington Public Supply System 05/05/21. MARTIN.J 

Roglon 6. OHIco ol DIroclOf. 2pp 30891 ■037-30001 '030 

Pnrwnrdn Rov 2 iQ "Prosoivatlon ol Assots Pfoventative Progmm. for 
*rov?ow\ opprovDl Mooting requested to discuss c® 5f 

WMG-351 F102, 66/02/20. 74pp. 30698,314-30000 026, 

KNtQHTON.G W. Licensing Branch 3. 3pp 31190,21 1 3i i 
H. Qsnoral correapondence 

1JM0103M RsquesM JD Mirtin.oillHnl manaQlng diraclor lot opara«on8,ba addsd lo 
Roolon 6. Office of Director. 1p. 30676,321 •aoe/o.u*:'* 

Q.inBp*cllon report*, tE Bulleline & correspondence 

Sdfdl 1 .0 IE inlo N..IC. awao, ■■Md.ot.Opata.dd On, 1. 

31044 276, 


8506060677 IE Inlo Notice 85-045, "Potonlia! Seismic Interacbon involving Movable In- 
Core Flux Mapping Sys Used m We sbng house Designed Plants " Sve list enci 
JORDAN,E L Division ol Emergency Preparedness & Engineering Responso (Post 
830103) 85/06/06 Consolidated Edison Co o( New York, Inc I22pp 30865 001- 
30865046 

8506260549 Forwards Meeting Hepls 50-460/65-01 & 50 508/85-01 re proposed read! 
ness review program on 850522 , n 

KIRSCH,DF Region 5. Office ol Director 85/06/07 MAZUR.OW Washington Public 
Power Supply System 2pp 31232 070 31232 092 

-8506280664 Meeting Repls 50 460/85-01 & 60 508/85-01 on 850522 Item 

discussed proposed readiness re^ow program, including preservation program io» urm 

DODDS.RT, KIRSCH,OF. Region 5. Office ol Director 85/06/06 2lpp 31232 072- 
31232 092 

8506060707 IE Info Notice 85-046, "Clanfication of Several Asp^ts of Removable Ra 
dioactive Surface Contamination Limits for Transport Packafl®® ^Sve 'gtewl 
JOROAN,E L Division ol Emergency Preparedness & Engmeenng RwponM (^t 
830103) 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043 301- 
31044 064 

8506140240 IE Inlo Notice 85 047, "Potenbal Effect ol Line-Induced Opcralion on Cer- 
tain Target Rock Solenoid Operated Valves " Sve list 
JORDAN.E L. Division of Emergency Preparedness & 

630103) 85/06/18. Consolidated Edison (3o of New York, Inc l34pp 31268 1 57 
3126e'304, 

6506140836 IE Into Notice 85 048, "Respirator Users Nobce Defeebve Selt-Conlamed 

JORDWEE'’D&nof&®ei§'^^^ 

630103) ’85/06/19 Consolidated Edison Co ol New Yom, Inc 123p 
31376163 


3pp 31376 064- 


docket STN-50-509 WPPSS NUCLEAR PROJECT, UNIT 6 
A, Appllcatlon/conalrucllon etage documents & correspondence 

Sion of Rules and Records 2pp 30981.259-30981 260 

docket 60-513 WPPSS NUCLEAR PROJECT, UNIT 4 
A, Appllcallon/oonstructton elage documenla & correapondence 

wS;&* &9. FEITONJ M. »* 

Ol aSi ffioS.. 2PP 30M1-ZS«-3098,.2«0 

llams, Bullitl A Walkinshaw. Ip 30981.261 30981 4oi 

DOCKET 8TN-50-6ie HARTSVILLE NUCLEAR PLANT, UNIT 1 

S. Reportable occurrencee. LEB. A related corre.pond«ice 

6606130557 Amends 850523 Part 21 repl to include Loclite Grade 242 as accept*!^ 

CUMMINKaHeni PrT^^ 85/05/30 KEPPLER.J Q. Region 3, Office of Oxeclor 
3pp, 30691 098-30891.106 
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••9$06 130573 Part 21 rept ro lack of Loctito on Pratt nuclear model valves w/Umilorque 
opcfatois,pef Bechtel 850507 Itr & Deficiency Evaluation Rept 64-1 Oi Actuators 
sbou'd tx> reinstalled in valves using Loctite Grades AV,271 & 277 
CUMMINS, B R Henry Prati Co 83/05/23 KEPPLER.J G Region 3, Office of Drrector 
6pp 30891 101 30891 106 


8506140240 IE Info Nolice 85 047, "Polentlal Effect of Line Induced Operatron on Cm- 
tain Target Rock Solenoid-Operated Valves,*' Svc list end 
JORDAN, E L Division of Emergency Preparedness 8 Engineering Response (Pcsl 
630103) 85/06/18 Consolidated Edison Co of Now York, Inc 13400 3I28S157- 
31268 304 


DOCKET STH-50-519 HAHTSVILLE NUCLEAR PLANT, UNIT 2 


S Reportable occurrences, LERs & related correspondence 


8506140636 IE Info Notice 85-046, "Respirator Users Notice Defoctivo Self Contain.'} 
Breathing Apparatus Air Cylinders '* Svc list end 

JORDANiE L Division of Emergency Preparedness & Enginearing Response (Pest 
830103) 85/06/19 Consolidated Edison Co of Now YorR, Inc f23pp 31376064 
31376183 


8506130557 Amends 850523 Part 21 rept to include Loctite Grade 242 as acceptable 
mat) Info Itr & Itr to util end „ 

CUMMINS, B R Henry Pratt Co 85/05/30 KEPPLER.J Q Region 3, Office of Director 
3pp 30891 096-30891 106 

-8506130573 Part 21 rept re lack of Loclile on Pratt nuclear model valves w/Limilorque 
operatofs,per Bechtel 850507 Itr & Deficiency Evaluation Rapt 84-101 Actuators 
snould be reinstalled in valves using Loctite Grades AV,271 8 277 
CUMMINS,B R Henry Pratt Co 85/05/23 KEPPLER.J G Region 3, Office of Director 
6pp 3089t 101-30891 108 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


0. Inspection reports, IE Bulletins A correspondence 


8505130027 SuppJ 1 to IE Into Notice 84-55, "Seal Table Leaks nl PWRs " Svc liilcntf 
JORDAN, E L Division of Emergency Preparedness 8 Enginoerfng Response (Pcsl 
830103) 85/05/14 Consolidalod Edison Co of Now York, tne, 107pp 31041 (565- 


DOCKET STN-50-520 HART8VILLE NUCLEAR PLANT, UNIT 3 
S. Reportable occurrences, LERs & related correapondence 


6605130038 SuppI 1 to IE Info Notice 85-020, 
died " Svo list end. 


, . . Motor Operated Volvo Faslufos Duo to 

Hammering Elled " Svo list end. 

JORDAN, EL Division ol Emergency Preparedness 8 Engineering Response (Pen 
830103) 05/05/14 Consolidated Edison Co of Now York, Inc lOTpp 3 ID 44 I 72 
31044 278 


8506130557 Amends 850523 Part 2t rept to include Loctite Grade 242 as acceptable 
matl Into Itr 8 Itr to util end 

CUMMINS.B R Henry Pratt Co 85/05/30 KEPPLER.J G Region 3, Office of Director 
3pp 30891 098-3089 f 106 

-6506130573 Part 21 rept re lack ol Loctile on Pralt nuclear model valves w/ Limit orque 
opefator5.peF Bechtel 850507 It; 8 Deficiency Evaluaten RepI 64-101 Actuators 
snould be reinstalled in valves using Loctite Grades AV,271 & 277 
CUMMINS.B R Henry Pratt Co 85/05/23 KEPPLER.J G Region 3, Office of Director 
6pp 30891 101 30891 106 


DOCKET STN-50.521 HART8VILLE NUCLEAR PUNT, UNIT 4 


S. Reportable occurrences, LERs A related correspondence 

8506130557 Amends 850523 Part 21 rept to Include Loclte Grade 242 as accoplabla 
mad Info Itr A Itr to util end 

CUMMINS.B R Henry Pratt Co 85/05/30 KEPPLER.J Q Region 3, Office ol Director 
3pp 30891 098 30891 106 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


8505200690 IE Info Nolice 85 039, "AuditabHily of Elocirical Equipment Qiiaiilwrakn. 
Records at Licensees Facilities " Svc list end. 

JORDAN, EL Division of Emergency Proparodnoss 8 Englnooring Rosponso fPuii 
830103) 05/05/22, Consolldaled Edison Co. of Now York, (no 10 Odd 00837 2M 
30837 363 

8505200800 IE Info Notice 85-040, “Doficlenclos In Equipment QueMIcation TostrwA 
Coriilication Process.” Svo list end ^ 

JORDAN, E L Division ol Emergency Proparodnoss 8 EnglnoGrinn Response iPoit 
830103) 05/05/22, Consolldaled Edison Co ol New York, Inc lOGnp 30048 186- 
30848 271 

8505280181 IE Info Nolice 85-042, "Loose Phosphor In Ponasonlo OOO Setles OidM 
TLD Elements," Svc list end. ^ 

JORDAN, EL Division of Emergency Proparodnoss 8 Englnoorlno ITospcnso IPoti 
830103) 85/06/29 Consolldaled Edison Co. ol Now York, Ino f20pp 3005?W 

30852 303 r I V 

8506280107 IE Info Notice 86-043, "Radlogrophy Events ol Power rteaclora " S,c l>t 
and 

Division ol Emergency Preparodnosa 8 Englnoorlng Rosponsa {Pest 
830103) 05/05/30 Consolldaled Edison Co. ol Now York, Inc faopp 30801167 
30004 287 


Q Inspection reports, IE Bullellns A correapondence 

"Seal Table Leaks at PWRs " Svc ItsI end 
E'T’ergsncy Preparedness 8 Engineering Resportse {Post 
M0I03) 85/05/14 Consolldaled Edison Co of New York, Inc, f07pp ^1044 065 
31044 171 

0W513OO38 Supp1 1 to IE Info Notice 85-020, "Motor Operated Valve Failures Due to 
Hammenng Effect " Svc list end 

iiornof Pf«paf 0 dness 8 Engineering Response (Post 
83010(^^85/05/14 Consolidated Edison Co of New York, Inc 107pp. 31044, 172- 

"Auditability ol Elecirical Equipment Qualification 
Records at Licensees Facilities Svc llsl end. 

Emergency Preparedness 8 Engineering Response (Post 
Consdidated Edison Co of New York, Inc i08pp,^30837 258- 

*^«rl Pr'S^^ss " Testing 8 

Pfewredness 8 Engineering Response (Post 
|^“^7 85/05/22. Consolidated Edison Co, of New York, Inc. foepp 30848:166- 


850606W77 IE Info Nolice 05-045, "Potonfial Solsmio Inforadlon Involving Movabffl !■> 
.®V® 4®®^* Weatinghouso Doslgnod Plants " Svc list onci, 
JORDAN, EL Division of Emergency Proporotfnoss 8 Ennlnoorlnn nosoonsa iPu^l 
830103), 05/06/06 ConsoKdale^d Edison Co, ol Now VorK. Inc ra?pp^O0S5Ml 
30B65.046 

8506060707 IE Inlo Notice 05 048, "Clarification ol Several Aspocls ol nomovAlieni 
Contamination Limits lor Transport Packagoa •' Svc list end, 

Ernergency Proparodnoss 8 Engfnootjna Rosponsa (rw« 
ConsoKdeled Edison Co ol Now Yorlt, Inc. f»4pp 31041301 

o1044’064. 

8606140240 IE Into Nolice 85 047, "Polonllal Effect of Lino Induced Oporallon on Gor 
Idn Target Rock Solenoid-Operated Valves," Svo llsl end 
r9ivim» P/opatotfndss 8 Engineering nosponso (Pi..M 

Consolldaled Edison Co ol Now Yotk, Inc i34pp 312&8I57 

O!2Qg.o04 

L'’’? Nolice 85 048. "Respirator Usors Nolico;Dofcctivo Self Conlarvol 
Breathing Apparatus Air Cylinders." Svo fist end, v/w <• ", < 

fiibn9/io®rtAlA^M?"c®^, 8 Engtnoerina nosponsa (Ppil 

31376 183 Edison Co, ol Now York, Inc. r23pp 3(376064 


*^LD*Elemems "^SveksUtwf Phosphor in Panasonic 800 Series Badge 

8aoin3^LSn9«Q°rvn!,i7»®.'S?®JX & Engineering Response (Post 

30852 363^^^^^^^ Consolidated Edison Co of New York, Inc i20pp 30868-245- 

85-043, “Radiography Events at Power Reactors " Svo llsl 


OOCHET 8TN-5O-520 PALO VERDE NUCLEAR BTATIONj UNIT 1 

A. Appllcatlon/construollon stage doeumenla A oorreepondence 

Responds to appeal re denial ol FOIA requoel for documonts concemuo 

Torminallons ** Ineompleto procodurj 
• £!htll Class Q A n,encl 

”*;»ra^”^mrols° AD- 116, "Starfop Admlnlslrallve Proeodoro for Tern. 


LLER,R W, Bechtel Corp 81/12/17. 14pp. 30704:084 -3 0704 .07 7 
-850^030091 Rev 6 to Procedure 256.0. "Insulation Resistance A Hlgh-PolooUal Twt 
QAITHERiR.J. Bechtel Corp. 82/06/02. 6Bpp. 3O7O4'O70-3O7O4:146. 
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E NRC Safely Evaluation Report (SER), suppis & correspondence 

6506180166 Informs lhat post-accident sampliria sys operable, following comptelion of 
mcxfs & lasting & meets NL)RE6-0737,llem II S3 provisions May 1985 SSER 8 closed 
out 

VAN BRUNT.ee Arizona Public Service Co 85/06/13 KNIGHTON, GW Licensing 
Branch 3 2pp 30975 161-30975'16J' 


F. Sectirlly, medical, emergency & fire protection plane 

6506110436 Advises that wk of 8S0617 would be suitable for LASL representatives to 
visit facility to identity areas In which sabotage actions could result In radiological re- 
lease per 10CFR100, 

VAN BRUNT, E E Arizona Public Service Co. 85/05/14 MONTGOMERY.J Region 5, 
OlliCB of Director. 1p. 30816 307-30816 307, 

6506030400 Forwards updated emergency plan implementinq procedures, (EPIP) Inolud- 
irvg 7N40903 00.7N409 04 00 & 7N 409 .07 00 which generally replace EPIP 35 W/o 

VAN BRUNT, E E Arizona Public Service Co 85/05/23 MARTIN, J B Region 5, Office 
o1 Director Ip 30 STS' 102-30676 102, 

6506060536 Forwards monthly rept for Apr 1985 re status of ollslla emergency pre- 
paredness for OL reviews Delays In schedule for Limerick & Shoraham for full power 
opeiation remain due to offsite emergency preparedness issues 
DIRCKS.W J Office Of the Executive Director for Operations 85/05/26. PALLADINO 
Commis sloners 1 1 pp. 30765 007-30785 017 

6506030436 Forwards App 10, "Offsite Emergency Medical Response," to "State of AZ 
Fixed Nuclear Facility Offsite Plan " App confirms lhat medical facilities identified for 
use during emergency. Related svcs also Identified 

SANDERS, M.E Federal Emergency Managemenl Agency 85/05/29 MATTHEWS, 0 
Emergency Preparedness Branch Ip 30677 194-30677 204 

-B506030446 Extract of Annex D.App 10, "Offsite Emergency Medical Response,” to 
“Rxed Nuclear Facility Otfsllo Plan, State of AZ," Change f.dtd Jan 1985. 

* Arizona. State of 85/01/31 10pp 30677.195-30677 204 

6506040143 Forwards Security Insp Rept 50-528/85-15 on 850506 10 & notice of 
vfotaKon Notice of violation & rept withheld (ret 10CFR2 790 & 73 21) 
MONTGOMERY. J.L Region 5, Office of Director 85/05/30 VAN BRUNT.E E, Arizo- 
na Public Service Co. 2pp, 30701 318-30701 319 

8506100605 Fonrvards clarification to end to 850524 Hr re compliance w/8 50521 omer- 
gency planning statement of policy.Unaccrediled facilities Identified on listing of area 
medical facilities 

VAN BRUNT.E E Arizona Public Service Co, 85/06/05 KNIQHTON.G W Licensing 
Branchs 3pp 30794' 185-30764 ,‘187. 

6506260354 Responds to JQ Part low 850508 memo requesting comments on eight 
dratl emergency preparedness preoperatlonel procedures Program should be similar 
to other IE Insp orograms Inclusion of Procedure 82102 not supported 
WENSLAWSKI.FA. ReolOh 5, Office of Director. 86/06/21. CUfNNINGHAM.L J Oper- 
ating Reactor Program Branch 11pp 31198 034-31108.044 


H, General correspondence 

9508040261 Ack receipl of 850610 Ur to EE Van Brunt w/copy to M Walker floquesls 
records to be corrected directing correspondence to M Ginsberg 
THOMPSON, S. Arizona. Slate of. 85/05/24. KNIGHTON.Q W, Licensing Branch 3 Ip 
30709 3S2-30709 352. 


J. Insurance & Indemnity Information 

8506140463 Fonvards Endorsements 22-28 to NELIA Policy NF-266 & Endorsements 1- 
8 to MAELU Policy MF-1 16. Amendatory Endorsements to NELIA Policy NF-26B 
slso 0 nc( 

VAN BRUNT, E.E. Arizona Public Service Co 85/06/11, Office of Nuclear Reactor 
Regu ration, Director. 28pp. 30890.001-30899.028. 


P. Ope rating license stage documents & correspondence 

8606150297 FOIA request for three categories of records re Incentive package ordered 

a r Stale ol AZ Corporation Commission tor Palo Verde PI ant, no till cation by NRC of 
an & possible implications of plan on fuel load, operation & licenalrtg. 

BELLiN Nuclear Information & Resource Service 85/01/15. FELTON,J.M Division of 
Rules and Records 2pp 30068:203-30968 204 

8506160292 Responds to FOIA request fof three categories of records re Incentive 
packa^ ordered by Slate of AZ Corporation Commission for Arizona Publlo Svc Palo 
Verde Planf.Documents In app w/astericks In PDR.other documents forwarded 
FELTON, J.M. Division of Rules and Records. 65/03/07. BELL.N. Nuclear Information 
& Resource Service. 3pp. 30g68;205-30970 305 

*-6504180281 Forwards Arizona Corp Commission 841128 rate case order Introducing 
Incentive regulation plan re completion & operation of plant. Review & analysis of 
safely Implications requested 

RUHTER.WE. Arizona, Stale ol 84/12/14 MARTIN,J. Region 5. Office of Director. 
30pp. 30970:236-30970 270. 

—8506150312 Foiwards request from Slate of AZ Util Commission re "Plan tor Adminis- 
tration of Performance Incentive Adjustment” deiallino admlnistrallon ol operating in- 
centives re Arizona Publlo Svo share ot Palo Verde Unit 1 . 

FAULKENBERRY.B. Region 5, Office ot Director, 84/12/19 REHM.T Office of the 
Executive Director for Operations. 13pp, 3007 O' 27 1-30970.305. 

8506060200 Forwards SER re evaluation ol 841202 changes to data base constants lor 
(acuity core prolecUon calculator software. Reduction in penalty factors acceptable (or 
plant operation. Reduction will be reevaluated during generic review 
KNIGHTON, QW. Licensing Branch 3, 86/06/16. WN BRUNT.E.E. Arizona Public 
Service Co epp. 30783,1 27-30783' 163, 


-850606029B Safety evaluation supporting changes to data base constants for facility 
core protection calculator software 

' NRC- No Detailed Affiliation Given 05/05/15 21pp 30763133-30783 153 

6506139578 Requests assessment of Issues raised in Coalition for Responsible Energy 
Educ 850506 petition re corrosion In plant spray pond piping & effect on other 
sys EarM reply necessary due to Unit 1 full power licensing schedulQ 
KNIGHTON, GW Licensing Branch 3 85/05/21 VAN BRUNT.E E Arizona Public 
Service Co 2pp 30092 361-30892 362 

8506130430 Forwards, for review & approval, "Preplanning Alternate Sampling 
Program, Palo Verde Nuclear Generating Station Mode Specific Sampling Require- 
ments for Inoperable Eftiuent Monitors," per Tech Spec Section 6161 
VAN BRUNT.E E Anzona Public Service Co 85/05/22 MART IN. J B Region 5. Office 
of Director Ip, 30891 079 30891 004 

-8506130432 "Preplanning Alternate Sampling Program.Palo Verde Nuclear Generating 
Station Mode Spocilic Sampling Requiremenls for Inoperable Effluent Monitors” 

• Arizona Public Service Co 85/05/17 Spp 30891 080-30891 084 

8506130497 Cerlifies that Hem 1 a of Attachment 1 lo License NPF-34 complete (or ini 
tial entry into Mode 2 Applicable surveillance tests or pro op a rational testing meet re 
quiremonts of Tech Specs & performed in required interval 
VAN BRUNT.E E Arizona Public Service Co 85/05/24 MARTIN. J Region 5, Office 
of Director Ip 30891 •108-30891 100 

8506040371 Submits scope of proposed reexam of diesel generator cooling & essential 
cooling water sys Reoxam.in addition to spray pond monitor prog ram, described in Pro- 
cedure 73AG-95P01, "Spray Pond Piping Integrity Vs nil cation," tn 850524 Hr 
VAN BRUNT.E E Arizona Public Service Co 85/05/30 KNIGHTON, GW Licensing 
Branchs 2pp 30703 171-30703 172 

8506100680 Application (or amend lo License NPF-34, changing Tech Specs to support 
timely completion of power ascension test program & prevent suspanslon of startup 
tests 

VAN BRUNT,E.E. Arizona Public Service Co 85/05/31 DENTON, H R OKlco of Nu 
clear Reactor Regulation, Director 2pp, 30794 153 30794.184 

-8508100662 Proposed Tech Spec supporting timely completion of power ascension 
test program & prevonlmg suspension of startup tests 

* Arizona Public Service Co. 85/05/31. 8pp 30794,155-30794 162. 

-8506100689 ‘‘Surveillance Requirements lor Emergency Diesel Fuel Oil Sys In Nuclear 
Power Plants *' 

STRAU8S.K,H Strauss, K H, 83/09/23 22pp 30794163-30794 184 

8506240846 TECHNICAL SPECIFICATIONS FOR PALO VERDE NUCLEAR GENERAT- 
ING STATION .UNIT 1 Docket No 50-528 (Arizona Public Service Company) 

' Division of Licensing NUREQ-1133 85/05/31, 515pp 31151 001-31152.155 

0506100S78 Forwards "Results of Leakage Monitoring of Sys Outside Containment 
Which Could Contain Radloactivo Fluids Following Accident,’' per NUREQ Q737,Hflm 
(If D f.1 

VAN BRUNT.E E Arizona Public Service Co 85/08/06. KNIGHTON, G.W Licensing 
Branchs 2pp. 30793 264-30703 298 

-6 S 06109581 "Results Ol Leakage Monitoring ol Sys Outside Containment Which Could 
Contain Radloacfive Fluids Following Accident " 

■ Arizona Public Service Co B6/06/0& 22pp, 30793,286-30793 208. 

8506130561 Staff requirements memo re discussion /possible vole in Washington, DC on 
full power OL tor plant Issuance of full power license authorized, 

CHILK,S J Office of the Secretary ol the Commission. 85/06/06. DIRCKS.W J Office 
ol lha Executive Director for Operations Ip 30802 356 30892:358 

8506280089 Responds to NRC BS0514 request tor addi Inlo re QA program Proposed 
changgs lo FSAR Sections 17,1A,1 & 17 1A.1 2,6,2 end, 

VAN BRUNT.E E, Arizona Public Service Co 85/06/13 KIRSCH.DF, Region B, Office 
of Director 5pp 31256 032-31268.036 

8506250113 Forwards tabular summarv ot key results from regional survey of plant spe- 
cific Into re polentlel for uncontrollecl radiation exposures In PWR cavities, per JG Part- 
low 850315 request. No further generlo action needed 

TAYLOR, JM. DIraolor’s Olllce, OflJce ol Inspection and Enforcement 85/06/10 
MURLEY.T.E. Regfon 1, Olllce Of Director. Spp, 31211:322-31211'330. 

8506250150 Forwards request for addI Info re preplanned alternate sampling program 
submitted by BS0522 Itr.lnlo requested within 30 days of Hr date Appllcalion Tor amend 
lo License NPF-34 necossary to change sample frequencies 
SCARANO.R.A, Region 5, Olllce of Director. 86/06/10. VAN BRUNT.E E Arizona 
Public Service Co. 2pp. 31180 084 31 IBO'OBS 

8S0S2S0446 Responds to Generic Ltr 85-02, "Slafl Recommended Actions Stemming 
(rom NRC Integrated Program for Resolution of Unresolved Safety Issues re Steam 
Generator Tube Integrily."^ Eddy current testing & helium leak detection will be used 
VAN BRUNT.E E. Arizona Public Service Co 85/06/21 THOMPSON, H L Division ol 
Licensing. 26pp. 31180 30G-31180.336 


Q. Inspection reports, IE Qulletlns & correspondence 

8606030431 Responds to NRC 850409 Hr re violations noted In Insp Rept 50-520/85- 
04.Correctlve actlons.waikdown performed to determine compliance & Procedure 
3OAC-9ZZ01 will be revised re responsibilities of work control group, 

VAN BRUNT.E E. Arizona Public Service Co 85/05/00 KfRSCH.O.F. Region S, Office 
of Director Spp, 30676:1 28-30678'130. 

8606050129 Forwards Insp Repts 50-528/65-16,50-529/85-10 & 50-530/86-07 on 
850303-0427 & notice ol violation 

KIRSCH.D.F Region 6, Office of Director. 85/05/13. VAN BRUNT.E,E. Arizona Public 
Service Co 2pp 30726.321-30725.332 

-8506050140 Notice ol violation from insp on 650303-0427, 

MILLER, L.F. Region 5. OHice ol Director, 85/05/13 Ip, 30726:323-30725:323, 
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-«S060S0171 Insp Repts 50-528785 16,50 529/8S'10 & 50 530/85-07 on 850303- 
0427 Violation noted foiluro (o perform (nsps re inslallabon of electrical pull boxes & 
manholes 

HERNANDEZ.GH, BALL.J R . MILLEaLF. Region 5. Olfico ol Director 85/05/13 
9pp 30725 324-30725 332- 

8505130027 Suppl 1 to IE Info Notice B4-SS, "Seal Table Leaks at PWRs " Svc list end 
JORDANiE L Oivision ol Emergency Preparedness & Engineenng Response (Post 
830103). 85/05/14 Consolidated Edison Co ol New York, Inc. 107pp 31044 085- 
31044-171. 

8505130038 Supp) 1 to IE Info Nolice 85-020, "Motor Operated Valve Failures Due to 
Hammering Ellect '* Svc list end. 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
B30103) 85/05/14 Consolidated Edison Co ol New York. Inc I07pp 31044 172- 
31044 278 

85060S0708 Forwards Insp Repis 50-528/85 08 & 50-529/65 09 on 850311-0426 & 
notice of violation 

KIRSCH.O F Region 5. OlfJce ol Director 65/05/16 VAN BRUNT, E E Arizoi^a Public 
Service Co 2pp 30746 327-30746 351 

"8506090713 Notice ol violation from Insp on 850311-0428 
MILLER,LF. Region 5. Office ol Director 85/05/16. 2pp 30746329-30746 330 

-8505080722 Insp Repts 50-528/85 08 & SO-529/85-09 on 850311-0428 Violation 
noted failure to maintain control room essential ventilation sys operable & tallure to 
complete necessary surveillance testing 

ZIMMERMAN.R , FIORELLI.C , BOSTED.C Reglort 5, Olllce of Director. 85/05/15 
21pp 30748 331-30746.351. 

6S0S2O0590 IE Into Notice 85 030, "Auditability of Electrical Equipment Qualification 
Records at Licensees Facilities " Svc list end 

JORDAN, E L Dfvlslon oi Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ot New York, Inc 106pp. 30837 258- 
30837.363 

8SOS200800 IE Info Nolice 85 040, "Deficiencies in Equipment Quaiilicatlon Testing & 
Certification Process ” Svc Hat end. 

JORDAN,E L. Diviaion of Emergency Preparedness & Engineerlivg Response (Post 
830103) 85/05/22. Consolidated Edison Co. ol New York, Inc 106pp 30848168- 
30940 271. 

8505280181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Saries Badgs 
TLD Elements.’' Svc list end 

JORDAN, E L Division of Emargency Preparedness & Engineering Response (Post 
630103) 6S/05/2Q Consolidated Edison Co. ol New York, Inc I20pp. 30852 245- 
30852-383 

5606280187 IE Into Notice 86-043, "Radiography Events at Power floaclors" Svc list 
encL 

JORDAN .E L Division Of Emergency Prsparednaas & Engineenng Response (Post 
830103) 85/05/30 Consolidated Edison Co of New York, Inc. i20pp 30864.187- 
30884.267. 

85062801S5 IE Info Notice 85 044, "Emergency Communication Sys Monthly Test” Svc 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/05/30 Consolidated Edison Co. of New York, Inc. 121pp. 30664:045 
30884-16S 


8506140636 IE Info Notice 65 048, "Respirator Users NotIce.Delective Self Coda red 
Breathing Apparatus Air Cylinders " Svc fist end 

JORDAN, E L Division of Emergency Preparedness & Engineering Response [Peg 
830103) 85/06/19 Consolidated Edison Co ol New York. Inc I23pp 31376064 
31376 183. 


R. Periodic operating reports & related correspondence 


8506100244 Monthly operating rept (or Mar 1085 W/6504t7 Itr 
niCHAROeON.M P , VAN BRUNT.E E Arizona Public Sorvico Co 05/M/31 
BARRY.L W Office of Resource Management, Director 6pp. 30B27 134 30827 139. 

6506 060 536 Foraverds monthly rept for Apr 1965 re status of offsite emergency ive- 
parednesa lor OL revtows Delays In schedule for Limerick & Shoroham lor lull ^tr 
operatron remain due to offsite emergency preparedness Issues 
DfRCKS.W J Office ot the Executive Director tor Operations. 85/05/28 PALIADINO 
Commissioners lipp 30785 007 30785.017 


S. Reportable occurrences, LERs & related correspondence 


85D6160O74 FOIA request lor NRC response to Aug 1984 Itr re alleged dolicieiKr m 
Model 272 grilles furnished to facility by Titus Produds & related documents S Schnei- 
der undated Hr end W/o end 

MCDEVITT.JS Kirkpatrick & Lockhart 85/03/08 Office of Administration la. 
30988 246-30986 246 ^ 

6608180082 Responds to FOIA requests for documents re alleged deficiancy In l/od<4 
272 grilles furnished by Titus Products to facitilles App A uocumonta availabfa n 
PDR.No records created Iw NRC 

FELTON, J M Division ol Rules and Records 85/04/09 MCDEVITT.J S Kiikpalnck & 
Lockhart 2pp 30986 247-30986-248 

8506060581 Revised Final Dellciency Rept DER 84-13 re HVAC accaptanse 
criteria Enginoering drawings for HVAC supports revised to provide suflldent doTauls lo 
assure proper installation S to prevent misinterpretation 

VAN BRUNT,E E Arizona Public Sorvico Co 85/04/29. KIRSCH.D F Region 5, Offioa 
ol Director Spp 30768.184-30768 188 

8606060668 Revised Final Dellciency Rept DER 83 01 re mig dofect in Quilalloy stain- 
less steal pipes Items 1-5,8,12 & 14 100% ulfrasonically examined kr 
Itiickness.except whore Installed pipe support or other characteitsUcs prevanted 
access. 

VAN BRUNT,E E. Arizona Public Sorvico Co 85/05/08 KIRSCH.D F Region 6, Office 
of Director 5pp. 30768-214-30768-218. 

8506030528 RO on 8S0505^lant security sys did not return to svc as expected alter 
planned electrica! outage Security compefisatory measures established per alatlon se- 
curity plan. Event determined not reportable under 10CFR73.71. 

VAN BRUNT.E E Arizona Public Service Co 85/05/10 MART IN. JB Regions, Oifice 
ol Director 1p. 30676-301-30876 301 

8508170194 Ooficioncy Rept DER 85-00 ro auxiliary (oedwotor actual Ino sys hysteresis 

a alnt vafva Final rept delayed until 850531. 

BRUNT.ee Arizona Public Service Co 85/05/13 KIRSCH.D F noglon 6, Oifiw 
ol Director 2pp. 30973 173-30973-174 


8508040143 Forwards Security Insp Rept 50-528/85-15 on 850508-10 & notice ol 
vrolatiorr Notice ol violation & rapt withheld (ref 1oCFn2 790 & 73 21). 
MONTGOMERY,J.L. Region 6. Office of Oiroctor. 85/05/30. VAN BRUNT.E. E. Arizo- 
na Public Seivice Co. 2pp 30701.318-30701.319. 


B 506 030490 Fonvards response to 840802 Itrs roquealing root cause analysis 8 add 
Into ro Deficiency Repts DER 84-31,04-1 1, 83 69 & 83 46. 

VAN BRUNT.E E Arizona Public Service Co. 65/05/16 KIRSCH.D F. Roolon 6, Office 
Oi Director. 10pp. 30876 311-30676-320. 


6506080677 IE Into Notice 85 045, "Polentlal Seismio Interaction Involving Movable In- 
Coro Flux IMapping Sys Used In Wastlnghouse Designed Plants," Svc list end. 
JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103), 85/06/08, Consolidated Edison Co of New York, Inc. i22pp. 30885:001- 
30865 046 

8506080707 IE Into Notice 85 048, “Clariflcation of Several Aspects ol Removabls Ra- 
dfoacllve Surface Contamination Umlla lor Transport Packages ” Svo list end 
JORDAN.E L. Division ol Emergency Preparedness & Enoineering Response (Post 
630103) 65/06/10. Consolidated Edison Co oi New York, Inc 124pp 31043.301- 
31044-d64. 

8506180199 Responds to NRC 850513 Hr re violations noted in Insp Repts 50-528/85- 
16 & 50-529/86-10 Corrective actions.accoplance package review reassigned to 
oulage mgt group, coftlrolllng procedure revised & const Insp procedure reviewed. 

VAN BRUNT.E E Arizona Public Service Co. 85/06/12 KIRSCRDF. Region 5. Office 
ol Director. 7pp. 30976:016 30976 022. 

8506260053 Responds to violations noted In Insp Repl 50-52a/35-04.Rev to Procedure 
30AC-977CI1 scheduled (or approval on 850826, not on dale Indicated in util 850508 
Itr.Rev will identify respansibtiity for removal of maini requlrod tags 
VAN BRUNT.E.E. Arizona Public Service Co, 85/08/13. KIRSCH.D F. Region 5, Olfico 
of Director, ip. 31256.028-31256:028. 


6506170186 Deficiency Rept DER 85 03 ro 3-inch solsmio gap criteria. Final rapt ex- 
pected by 850814. 

VAN BRUNT.E.E. Arizona Public Service Co 85/05/16 KIRSCH.D.F. Roolon 6, Otfice 
ot Director 2pp. 30073.104-30973-186. 

8S0617030S Dellciency Rept DER 85-01 ro capability of auxiliary foodwator pumpdrlva 
Terry turbines to meet seismic qualification roquiroments.Evaluation & corraeVvo 
action completed.Final rept expected by B50S14. 

VAN BRUNT.E.E. Arizona Public Service Co 85/05/16. KIRSCH,O.F. Region B.OIfioo 
ol Director. 2pp. 30972.360 30972:351 

8506140023 Oelfciency Evaluation Rept DER 86 07 re lack of bolt riut rate niton mecha- 
nisms on C-E Instrument rack dealgn.Bolt nut retention maohanisms InslallodRnal 
rept expected by 850615. 

VAN BRUNT.E E Arizona Public Service Co 85/05/16 KIRSCH.D.F. Region 5. Olfice 
ol Direolor. 2pp. 30006;030-30608 031. 

8506 130429 Special rept.on 850424,72-h ACTION statement (or operability ol containi- 
manf area radiation monitors RU-148 & RU-148 exceeded.Justiticallon lor Interim op- 
eration submlfted by licensee Detectors will be Installed by 860731. 

VAN BRUNT.E E. Arizona Public Service Co. 85/05/24. MARTIN. J.B. Region 6. -Offcs 
of Director. 2pp. 30910:108-30910:109 


S606140-240 IE Info Notice 85-047, ''Potential ElfecI of Line-Induced Operation on Cer- 
tain Tarpat Rock Solenoid-Operated Valves " Svc list and 

JORDAN.EL. Division of Emergency Preparedness & Englneerlna Response (Post 
830103). 85/06/18. Consolidated Edison Co. oi New York, Inc f34pp, 31268 167- 
31268:304. 

>508250438 Forwards Exam Rept 60-S28/OL-85-01 of exam admfnlalered on 850418- 
0502. 

PATe,R.J. Region S. Office ol Director. 85/08/18. VAN BHUNT.EE. Arizona Public 
Service Co. 2pp. 31 198:248-31 198:324. 


8506140014 Deficiency Evaluation Rept DER 85-16 re pipe matt w/undersfead wait 
thickness Deficiency not reportable per 10CFR50 55(e), 

VAN BRUNT.E.E. Arizona Public Service Co. 86/05/24. KIRSCH.D F Region 5, Olfioe 
ol Director. 2pp 30909.028-30909.029, » . -v-. 

8506060545 LER 05-O27-OO,on 8S0425,automatlo actuation ol control room essanUal f4- 
Iratlon actuation signal occurred due to spurious high radiation alarm on rstSabon 
monitoring unit. Cause & corrective action under Investigation W/850525 Hr. 
QUINN,W.F., VAN BRUNT, E.E. Arizona Publlo Service Co. 85/06/25, 3pp 39767351 
30767:363. 


"8508250449 Exam Repl 50-528/01-85-01 on 850416-19,23-26 & 30 0502. Exam re- 
suils:14 senior reactor operator (SRO) candidates passed, one SRO candidate failed 
written exam. one SRO faftad simulator exam & six reactor operators passed 
JOHNSTON.G.VI/.. O'BRIEN, J.P.. SHIRAKI.C. Regton 6, Office of Director, 85/06/12. 
7Spp. 31198-260-31198 324. 


8509060550 LER 85-030-00 on 850426, both ECCS trains declared Inoperable due to Irv 
determinate operability ol conlalnmenl reoirculallon sump Isolation check 
valves Caused by failure to retest valves following dlsassomblv.W/a 50526 Itr 
QUINN.W.F., van BRUNT.E.E Arizona Public Service Co. 855o5/26. 3pp. 30756351- 
30756 353» 
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8&0606Q63e LER 8S 021 00 on 850425, tnaint periormed in containment while tiro pro- 
lecUon header isolated Caused by personnel error Tech Spec rev being prepared to 
clarify requirements of Tech Spec 3.7 1 1 4.W/8S0525 Itr 

QUINN.WF, VAN BRUNT.ee Arizona Public Service Co 85/05/25 3pp 30746 248- 
30746 Z4B 

85061700S3 Special repton 650425, diesel generator A determined inoperable due lo 
start (allure while testing oscillographic device Caused by oil in control air sye Fuel 
rack cylinder shall thoroughly cleaned Generator tested satisfactorily 
VANBRUNT.ee Arizona Public Service Co 85/05/25 (ylARTIN.JB Region 5. Office 
Of Director 4pp 30973 039-30073 042 

8 506 130557 Amends 850523 Part 21 ropl to include Loctite Grade 242 as acceptable 
mall Info Itr & Ur to util onci 

CUMMINS.B R Henry Pratt Co 85/05/30 KEPPLEfl.J Q Region 3. Office of Director 
3pp 30891 098'30e91 106. 

—8506130573 Part 21 ropl re tack ot Loctite on Pratt nuclear model valves w/Limitorquo 
operaiors.per Bechtel 850507 Ur & Deficiency Evaluation Rept 64-101 Actuators 
should be reinstalled In valves using Loctite Grades AV,271 & 277 
CUMMINS.B R Henry Pratt Co 85/05/23 KEPPLER.J G Region 3. Office of Director 
6pp 30891 101 •30391. 108. 

8506240670 Final Deficiency Rept DER 65 08 re hysteresis setpoint Initially reported on 
850307 Caused by C-E failure to provide hysteresis setpoint value in solpoint 
document Item not reportable per 10CFR50 55(e) or 10CFR21. 

VAN BRUNT.E E. Arizona Public Service Co 85/05/30 KIRSCH.D F Region 5. Office 
of Director 4pp 31201*122-31201 125 

8SO6200384 LER 85 033 OO.on 8S0508,inadvertent actuation of control room esaenlial 
fillraiion & containment purge isolation occurred Caused by reenergizing remote Indi 
cation & control unit for RU-38 Personnel counseled W/850607 Itr 
QUINN.WF, VAN BRUNT.E.E. Arizona Public Senrico Co 85/08/07 3pp 31020 255- 
31020 257 


-9506030248 Transcriplof interview of RC Huff on 820715 re allegalions Pp 1-8 
RUFF.R C. BecWel Corp 82/07/15 9pp- 30705 224-30705 232 

—6506030252 Transcript of Interview of RC Ruff on 820715 re allegations Pp 1-7 
RUFF.RC Bechtel Corp 82/07/15 6pp 30705 233-30705 240 

-8508030266 Transcript of Interview of JG Sandoval on 820629 re responses to 
aflegafrons Pp t-f4 

SANDOVAL.JG Bechtel Corp 02/06/28 15pp 30705 241-30705 255 

-6506030275 Transcript of Inlorviow of JH Schyh on 820617 re allegalions Pp 1-17 Info 
deleted 

SCHUH.JH Bechtel Corp 82/06/17 17pp 30705 256 30705.269 

-8506030288 Transcript of Interview of KH Seger on 820617 re allegalions Pp 1- 
17 Transcript of interview of RB Keith on 82061 7 and (Pp 1-17) 

SEGER.KH Affilialton Not Assigned 62/08/17 29pp 30705 270 30705.298 

-860603030 2 Transcript of interview el P Soilam) ort 820616 re allegalions 1^ 1-9 
SOLLAK41,P AflilialionNot Assigned- 82/06/16 lOpp 30705 299 30705.308 

-8506030313 Transcript of inteiview of JB Sweet on B2062B re allegations Pp 1-26 
SWEET.JB BochtefCorp 82/06/28. 28pp 30705 309-30705 329 

-8508030324 Transcript Of Inlenriow of JT Hanzo on 820701 re allegalions Pp 1-17 
HANZE.JT Bechtel Corp 82/07/01. 18pp. 30705 330-30706*347. 

-8506030332 Transcript of Intenriew of C Wallerstein on 820616 re allegations Pp 1-27 
WALLERSTEIN.C Bechtel Corp. 82/06/16 20pp 30705 348-30705357 

-8506030339 Transcript of intenrlew ol S Yoshimolo on 820713 re allegations Pp 1-12 
YOSHIMOTO.S Allillatlon Not Assigned. 82/07/13. 13pp 30705*368-30706007 


B6O«200f0a LER 05-037 00 on 85O420.Qrab sample data obfafned to comply w/Tech 
Spec Limiting Condition for Operation 3 33 9 Action Statement 40 Invalidated Caused 
by excess condensation In sample lines Moisture trap instolledW/ 050610 Ur. 
QUINN.W F . van BRUNT, E E Arizona Public Service Co 85/06/10. 2pp 31022.348- 
31022 340 


8506280030 LER 85-018 01 on 850305 & 08, diesel generator A failed to atletn Tech 
Spec required voltage, frequency & speed within 10 s during surveillance test Caused 
by pneumatic start sys leaKago W/850B10 Itr 

QUINN.WF.. VAN BRUNT.E 6. Arizona Public Service Co. 85/06/10 MARTIN.JD 
Region 5. Odice Of Director 5pp 31266 243-31256 247 


B5062B0079 Special rept re 8S0S09 failure ol diesel generator to start Caused by failure 
of turbo charger manifold temp control valve In "vent lo atmosphere'’ position & malor 
slarting air sys teak Control air supply plugged lo temp control valves 
VAN BRUNT.E E Arizona Public Service Go 85/06/10 MARTIN. J B. Region 5. Office 
of Director 4pp 31254 100-31254 103 


SS06100198 Transcript of Commission 6S0530 discusslon/possibte vote in 
Washlngton.DC re full power OL Pp 1 66 VIewgraphs end 
' Commissioners 85/05/30 7Bpp 30830.152-30030.230 


V. Operator Examinations 

86061 1O3C0 Advises that licensed senior operotor.G Elmar.wlll replace J Garza hs shift 
advisor on 850610 duo to rocall of Garza to enoiher facility Elmar quallficalions listed 
VAN BRUNT.E E Arizona Public Service Co 85/06/06 THOMPSON.H.L Division of 
Licensing. 2pp. 30808 098 30008.099. 

8506250438 Forwards Exam Rept 50-528/OL-S6-O1 ot oxara administered on 850416- 
0S02. 

PATE.RJ Region 5. Office ol Director. 85/06/18 VAN BRUNT.E E. Arizona Public 
Service Co. 2pp. 31106 248-31 1 98*324 


&Sa6260346 LER 85 032-00 on 850423.dlsGOVered particulate & charcoal aaiTtpUng 
media In fuel bldg ventllalion monitor w/ sample flow routed through alternate collec- 
tion chamber Caused by personnel orror.Tochniclan counseled,W/850614 Itr 
QUINN.W F . VAN BRLfNT.E E Arizona Public Service Co 85/08/14 4pp 31230.217- 
31230-220 


-8506250449 Exam Rept 50 52B/OL-05 01 on 050416-10,23-26 & 30 0502 Exam re- 
sults. 14 senior reactor operator (SRO) candidalos passed, one SRO candidate iailed 
wriltan exam, one SRO failed simulator exam & six reactor operators passed 
JOHNSTON.G.W. 0’BRlEN.J.P.. SHIRAKI.C. Region 6. Office of Dfrector 85/06/12. 
75pp. 31198.250-31190*924. 


T. Hearing transcripts on non-antltrusl matters 

6402130007 Responds lo appeal re denial of PCI A request for documenis concerning 
investigation of allegalions at faclllty.Forwards App A documenis Documents com- 
pletely & partially withhold (rej FOIA Exemptions 7 & 4) 

CHILK.S J Office of the Secretary of the Commission. 83/11/10. BERNABEI.L. Gov- 
ernment Aocountahlllty Project. 44pp 30704 001-30706 007 

-8506030105 Transcript of interview of T Bunting on 820713 re allegalions Pp 1-40. 
BUNTING, T Afliliatlon Not Assigned 82/07/13 41pp. 30704:146 30704*186. 

-8606030111 Transcript ol intenriew of WM Baker on 620714 re allegations Pp 1-30 
BAKER.W.M Bechtel Corp 82/07/14 31pp 30704 187-30704*217 

-8606030116 Transcript of interview of WR Burdick on B20701 re allegalions Pp 1-20. 
BURDICK.W.R Bechtel Corp 82/07/01 29pp 30704 218-30704*234. 


DOCKET 8TM-50-S29 PALO VERDE NUCLEAR STATION, UNIT 2 


A. Appllcatlon/constructlon stage documents A correspondence 


8402130007 Responds to appeal re denial ol FOIA request lor documents concerning 
Investigallon of allegalions at tacIliW. Forwards App A documenls.Documants com- 
pletely & partially wlmheld (ref FOIA Exemptions 7 & 4). 

CHILK.S J Office of the Secrelaiy of the Commission 83/11/10. BERNABEI.L. Gov- 
ernment Accountability Project. 44pp. 30704.061-30706.007 


■8508030062 Rev 10 to Procedure 255.0, "Gable Terminations." Incomplete procedure 
re Inetallalion spec tor cable splicing lormlnatlon & supports, Quelily Class Q & R.end 
* Bechlel Corp. 82/04/02. t9pp 30704 0 4 5-90704 063. 


-8508030121 Transcript Of Inlenriaw of JH Crane on 820817 re allsgalions Pp 1-32 
CRANE. J.H Bechlel Corp 82/06/17 33pp 30704.235-30704*267. 

-8508030126 Transcripl of inlenriew of RA Deakins on 020701 re allegations Pp 1-17. 
OEAKINS.R A. Bechtel Corp 62/07/01. 18pp 30704.268-90704 285. 

-8806030131 Transcript ol Interview ol NJ Doebler on 820702 re core drilling 
allegatlons.Pp 1-8. 

DOEBLER, NJ. Bechlel Corp 82/07/02. 8pp 30704 286-30704:293. 

-SS06030142 Transcript of Inten/iew of MB Goldberg on 820626 re allegatlons.Pp 1-7 
GOLDBERG, M 8. Bechlel Corp. 82/06/28. 8pp. 30704 294-30704:301. 

--8506030146 Transcript ol inten/lew of QA Kennard on 820617 re allegalions .Pp 1- 
1 6 Info deleted. 

KENNAHD.Q A. Bechtel Corp 82/06/17 IBpp 30704:302-30704 330 

-8506030174 Transcript ol Interview ol OJ Mast on 820617 re allegations. Pp 1-17 
MAST.O B. Bechlel Corp. 82/06/17. 17pp. 30704 331-30704:345 

-8506030181 Transcript of Interview of SJ Moody on 820617 re allegations Pp M6. 
MOODY,S.a, BachtofCorp 82/06/17 15pp, 30704:346-30704:358. 

-6506030190 Transcript ol Interview of HR Nunez on 820629 re responses lo 
allegatlons.Pp 1 -44.1510 deleted. 

NUNEZ, H.R. Bechtel Corp 82/06/29. 46pp. 30704.357-30705:019, 

-8606030200 Transcripl of Interview ol RA Rehfeld on 820630 re allegalions Pp 1*37. 
REHFELD.R A Bechtel Corp, 82/06/30 3app. 30705:020 30705.059. 

-8506030238 Transcript of Inten/lew of RD Gunderson on 820601 ra allegatlons.Pp 1- 
166, Info deleted 

GUNDERSON, B.D Affiliation Not Assigned. 82/06/01. I64pp. 30705:060-30705 223. 


-8606030084 Rev 0 to Procedure AD-1 15. "Startup Administrative Procedure for Tern 


porary Mod Controls." 
MILLER.RW. Bechtel 


Corp 81/12/17. 14pp. 30704:064-30704*077. 


-8506030091 Rov 5 to Procedure 256.0, "Insulation Resistance & High Potential Tesl- 
G?i1TKER,B J Bechtel Corp 02/06/02 65pp 30704.078-30704.146. 


8506150267 FOIA request lor three categories ol records re Incentive package ordered 
by Slate ol AZ Corporation Commlsalot^ for Palo Verde Planknotillcallon by NRC ot 
pfan & possible Implications of plan on fuel load, operation & licensing. 

BELL,N Nuclear Information & Resource Service 85/01/16. FELTON,J.M. Division of 
Rules and Records. 2pp. 30968:203-30968*204. 

6506150292 Responds to FOIA request for three categories of records re Incentive 
package ordered by Slate of AZ Corporation Commission for Arizona Public Sve Palo 
Verde Plant Documenis In app w/asterioks In PDR.other documents fonwarded. 
FELTON, J M. Division of Rules and Records. 85/03/07 BELL.N. Nuclear Information 
& Resource Service, 3pp. 30966*205-30970:305. 

-8504180281 Forwards Arizona Corp Commission 841128 rate case order Introducing 
Incentive regulation plan re completion & operation of plant Review & analysis or 
safety Impffcatfons requested 

RUHTER.W.E. Arizona. State of. 84/12/14. MARTIN.J Region 5, Oflice of Director. 
30pp, 30970 236-30970*270. 

8506130578 Requests assessment of Issues raised In Coalition for Responsible Energy 
Educ 850506 petition re corrosion in plant spray pond piping & effect on other 
aya.Early reply necessaiy due to Unit 1 full power licensing schedule 
j<NIQHTOH,G.W. Ucenstng Branch 3 85/05/21. VAN BRUNT, E.E. Arizona Public 
ScivCce Co. 2pp. 3Q892*36l'30892.3e2. 
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8508130430 Forwards, (or revisw & approval, '‘Preplarrning Alternate Sampling 
Prog ram, Palo Verde Nticloar Generating Station Mode Specific Sampling Require- 
ments (Of Inoperable Eflfuent Monitors," per Tech Spec Section 6 16 1 
VANBRUNTGE Arizona Publrc Service Co 85/05/22 MARTIN.JB Region 5, OKice 
ol Director Ip 30591 079 30891084 

-8506131)432 "Preplanning Allernale Sampling Program.Palo Verde Nuclear Generating 
Station Mode Specific Sampling Requirements for Inoperable EIHuenl Monitors " 

* Arizona Public Service Co 85/05/17 5pp 30891 0 80 3 0891 064 

8506100593 Forwards "Reactor Containment Bldg Integrated Leak Rate Test Summary 
Technical Rept " 

VAN BRUNT.EE Arizona Public Service Co 85/05/28 KNiGHTON.QW. Licensing 
Branchs 2pp 30793 004-30793 095 

-8506 100595 "Reactor Containment Bldg Integrated Leak Rate Test Summary Tech n I 
cal Rept " 

ROMAN,WD Arizona Public Service Co. 85/05/07 90pp 30793 006 30793 095 

6506040371 Submils scope ol proposed reexam of diesel generator cooling & essential 
cooling water sys Reexam,ln addition (o spray pond monitor program,de5cribed in Pro 
codure 73AC-95P01. “Spray Pond Piping inlagnty Vorificalion," in 850524 Hr 
VAN BRUNT.EE Arizona Public Service Co 85/05/30 KNIQHTON,GW. Licensing 
Branchs 2pp 30703171-30703172 

6506260089 Responds to NRC 350514 request lor addi info re QA program Proposed 
changes to FSAR Sections 17.1A1 & 171A1 262 end 

VAN BRUNT,E E Arizona Public Service Co 65/06/13. KIRSCH,DF. Region 6, Office 
of Director Spp. 31256 032-31256 036 

6506250113 Forwards tabular eummaiy of key results from regional sunrey of plant spe- 
cific Info re potential for uncontrolleci radiation exposures InPWR cavities , per JG Part- 
low B50315 roquest No further generic eclion needed 

TAVLOR.JM Director's Office, Office of Inspection and Enforcement 85/06/18. 
MURLEY.TE Region 1, Of lice of Director 9pp 31211 322-31211.330. 

8508250446 Responds (o Generic Ltr 65-02, "Slafi Recommended Actions Stemming 
from NRC Integrated Program for Resolution of Unresolved Safety Issues re Steam 
Generator Tube Integrity Eddy current testing & helium leak detection will be used 
VAN BRUNT, E.E Arizona Public Service Co 85/06/21. THOWPSOHHL Division of 
Licensing 2epp 31180 309 31160 336 


F. Securlly, medloal, emergency & lire protection plans 

6506030400 Forwards updated emergervey plan implementing procedures, (EPIP) includ 
ing 7N40903 00,7N40904 00 & 7 N 409 07 00 which generally replace EPJP SBW/o 

VAN BRUNT, E E. Arizona Public Service Co 85/05/23 MARTIN,J B. Region 6, Office 
ol Director Ip. 30676,102 30678 102 

6596060536 Forwards monthly ropt for Apr 1985 re slolus of offsite emergency pre- 
paredness for OL renews Delays In schedule lor Limerick & Shoreham for full power 
operation remain due to off site emergency preparedness issues 
D!RCKS,WJ Office of the Executive Director for Operations. 85/05/28. PALLADINO 
Commissioners, lipp 30785 007 30785 017 

6596030436 Forwards App 10, "Offsite Emergency Medical Response," to "Slate of AZ 
Fixed Nuclear Facility Offsite Plan " App confirms that medical facilities Identified for 
use during emergency. Related sves also Identified 

SANDERS, ME, Federal Emergency Management Agency, 65/05/29, MATTHEWS,D 
Emergency Preparedness Branch ip 30677 194-3 9077'2O4 

-8S0603D446 Extract ol Annex D.App 10, “Offsite Emergency Medical Response, " to 
"Fixed Nuclear Facility Offsite Plan, State of AZ," Change 1,dtd Jan 1985 
* Anzona, State of, 05/01/31, lOpp 30677 19530677204 

8596100605 Forwards clarification to end to 660524 itr re compliance w/850521 emer- 
gency planning statement of policy Unaccredited facilities Identified on listing of area 

VAN BRUNT.EE Arizona Public Seivice Co, 85/06/05. KNIGHTON.QW, Licensing 
Branch 3 Spp, 30794 •! 85-30794 ’te? 

8696250354 Responds to JQ Pertlow 850508 memo requesting comments on eight 
draft emergency preparedness preoperatlorral procedures Program should be similar 
lo other lElnsp programs Inclusion of Procedure 62102 not supported. 
WENSLAWSKT.RA. Region 6. Office of Director 85/06/21. CUNNINGHAM.L J. Oper- 
ating Reactor Program Branch. 11pp 31198,034-31196 044 


Q. Adjudleatoiy eorreaponclence 

6506070626 Forwards Rov 4 to ulil salt deposition monitoring program, per 860603 
request Rev will be Incorporated Into full power licenses when Issued, Related corre- 
spondence 

DEWEY, LS. Hearing Branch 3, #285 307. 65/08/04 LAZO.R.M, COLE.R.F,, 
CALLIHAN.D Atomic Safely and Licensing Board Panel 20pp 30752 336 30752'36S 

6606140429 Notice of appearance In proceeding, Carliflca la ol Sve end 
GIBBS,W E. Arizona Public Service Co GIBBS, M E. Snell a Wilmer, jSiaes 395. 86/ 
06/10, Atomic Safety and Licensing Board Panel. Spp. 30898,296-30696:300, 

6506240744 Urges aubstifution of gfven paragraph for Paragraph 1 on Page 8 of appli- 
cant proposed inilla) decision & order re agricultural effeols of coding lower 
ddfl.JuBllflcatlon ol subalitutlorv provided 

DEWEY.LS Hearing Branch 3, #285 846. 85/06/20 LAZO.RM,, CALLIHAN.D, 
COLE,R.F. Atomic Safety and Licensing Board Panel 2pp. 31 161:366-31 161.357 


J. Insurance A Indemnity Information 

8506140463 Forwards Endorsements 22-26 lo NELIA Policy NF-26e & Endorsements 1- 
8 toMAELU Policy MF-1 16 Amendatory Endorsemanis 17-21 to NELIA Policy NF-266 
also end 

VAN BRUNT.EE. Arizona Public Service Co 85/06/11. Office of Nuclear Reactor 
Regulation, Director. 26pp. 30899 001-30899.028 


Q. Inspection reports, IE Bullellne & correspondence 


8506050129 Forwards Insp Ropts 50 528/85 16,50-629/85-10 & 5 9 530/85 97 oa 
050303-0427 & notice of violation 

KIRSCH.DF Region 5. Office of Director 85/05/13 VAN BRUNT.E E Arizona Pubic 
Service Co 2pp 30725 321-30725 332 

-8506050140 Notice of violation from insp on B50303 0427 
MILLER.LF Region 5, Office of Director 85/05/13 Ip 30725 323-30725 323 

-8506050171 Insp Reds 50 528/85 16,50 529/85-10 & 50-530/05-07 on 050303 
0427 Violation noted lalluro to perform Insps re installation of electrical pull boxes & 
manholes 

HERNANDEZ, G H , BALL.J R , MILLER.L F Region 5, Office ol DIroclor 85/95/13 
Opp 30725 324-30725 332 

8505130027 Supp1 1 to IE Info Notice 84 55, "Seal Table Leaks at PWfls " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering Response (Posi 
830103) 85/05/14 Consolidated Edison Co of New York, Inc 107pp 31044 065 
31044 171 

8505130038 SuppI 1 to IE Info Notice 85 020, "Motor-Operated Valvo Failures Duo lo 
Hammering Effect " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Foil 
830103) 85/05/14 Consolidated Edison Co of New York, Inc f07pp 31044 17 ? 
31044 278 

8506050376 Forwards Insp Repts 50 529/85-15 & 50 530/85 11 on 650400-12 8 22 
26 No violations noted 

KIHSCH,OF Region 5, Office of Director 85/05/14 VAN BRUNT.E E Arizona Pubic 
Seivice Co Ip if0726’1 19-30726 127 

-8606050383 Insp Repte 50 629/85-16 & 50 530/05-11 on 050408 12 & 22 80 No wo 
latlons or deviations noted Major areas Inspected Unit 2 OA program & InsiQlInllon ol 
Unit 3 reactor vessel & reactor vessel Internals 

WAGNER.WJ , YOUNG, T, MILLER.L F Region 6, Office of Director, 05/05/13 era 
30726120 30726127 ^ 


8506060706 Forwards Insp Repts 50-520/05 00 & 50 529/05 00 on 85031 f-042i) & 
notice of violation 

KIRSCH,D F Region 6, Office of Director. 85/05/16. VAN BRUNT.E E Arizona IWc 
Service Co 2pp 30746 327-30746 351 

-8506060722 Insp Repte 50 528/85 00 8 50-529/85-09 on 850311 0428 ViolaMa 
noted failure lo maintain control room essential ventilation sys oporobla & lalluro lo 
complete necessary surveillance testing 

ZIMMERMAN.R, FIORELLI.G . BOSTED.C. Region 5. Office of Di/eclor. 05/05/16 
21pp, 30746 331-30746 351 

3505200590 IE Info Notice 85 039, "Auditability of Etedrtcal Equipment Oualilicoi-on 
Records at Licensees Facilities " Sve list end 

JORDAN, E,L Division of Emergency Preparedness & Engineering Rosponso (I’uJl 
830103) 85/05/22 Consolidated Edison Co of New York, Inc foopp 30837 250 
30837,363 

8505200600 IE Inlo Notice 85 040, ‘'DellclBncies in Equipment Quallllcoilon Testing A 
Certilicalion Process " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (I’esl 
830103), 05/05/22 Consolidated Edison Co. of Now York, Inc I08pp 30B40 ttO- 
30848 271, 

8605280161 IE Info Notice 05 042, "Loose Phosphor in Panasonic 000 Serins Oo'lae 
TLD Elements " Sve list end 

JORDAN.E L Division of Emergency Properodnoss & Englnoorlng Rosponso (Post 
830103) 05/05/29, Consolidated Edison Co of New York, Inc I20pp 306522)1 
30852 363 

8505260167 IE Info Notice 85-043, "Radiography Events at Power Reactors ” bvo Ni 
end. 

JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (Post 
830103), 05/05/30, Consolidated Edison Co of Now York, Inc. iZOpp 30654 l6/* 
30864 287 


8508060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable in 
Core Flux Mapping Sys Used In Wosting^house Designed Plants " Sve list onci 
JORDAN.E L Division of Emergency Preparedness & Engineering Rosponso (PmI 
030103), 85/06/06 Consolidated Edison Co. of New York, Inc i22pp 30005001 
30865046, 

8506060707 IE Info Notice 85 046, "Clarification of Several Aspects of RomovoHa Rs 
dioadive Surface Contamination Limits (or Transport Packages," Svo list encl 
JORDAN, E.L, Division of Emergency Preparedness & Englnoorlng Rosponso (Pen 
630103) 85/06/10, Consolidated Edison Co. ol New York, Inc i24pp 31043301 
31044,064, 

8606270609 Forwards Insp Repts 60 529/85-14 & 60 530/85-09 on 850325 29 S r»- 
tlcas ol violallon & deviation 

KIRSCH.D F Region 6, Office ol Director. 85/06/1 1 VAN BRUNT, E.E. Arizona PuUk: 
Service Co, 2pp. 31260'261-31260 276 

-8506270612 Notice of violation from Insp on 850325-29, 

MILLER, LF. Region 6, OHIoe of Director 05/06/1 1 Ip 31250 263-31260 203 

-8506270622 Notice of deviation from insp on 050326-20 
MILLER.LF. Region 5, Office of Director 85/06/11, Ip 31250'264-31250 204 

-8506270824 Insp Repts 50.529/86-14 & 50-630/85 09 on 850325 29, Wtlcm 
noted welding of new fuel storage racks.Dev)alion noted procurement ol now lud iter- 

dSd fdCK$. 

PtRANICH.W.W., HOOKS, K,R„ STEIN, S,R, Region 5, Office of Director, 65/05/08 
12pp 31260'265-31260 27e, 
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4S06l&010d Responds to NRC 650513 Itr re violations noted in Insp Repis 50 528/85- 
16 & 50-529/85 10 Corrective actions acceptance package review reassigned to 
outage mat group, controlling procedure revised & const insp procedure reviewed 
VANeRUNT.EE Arizona Puttie Service Co 85/06/12 KIRSCH.DF Region 5. OKice 
of Director 7pp 30976 016-30976 022. 

8506140240 IE Into Notice 85-047, “Potential Effect at Line Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Sve list end 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
630103) 85/06/18 Consolidated Edison Co ol New York, Inc f34pp 31 268 157- 
31268 304 

850S140S36 IE Info Notice 85-048, “Respirator Users Notice Defective Self-Contained 
Breathing Apparatus Air Cylinders “ Sve list end 

JORDAN, EL Division of Emergency Preparedness & Enginearmg Rosponsa (Post 
830103) 85/06/10 Consotidated Edison Co ol New York, Inc 123pp 31376 064- 
31376 183 


n. Periodic operating reports & related correspondence 

8506060536 Folwards monthly rept for Apr 1985 re status of offsite emergency pre- 
paredness for OL revIews.Delays in schedule for Limerick & Shoreham lor lull power 
operalfbn remain due to offsite emergency preparedness issues 
DIRCKS,W.J Office of the Executive Director lor Operations 85/05/28 PALLADINO 
Commissioners ilpp 30785 007-30785'017 


S, Reportable occurrences, LERs & related correspondence 

6506180074 FOIA request for NRC response to Aug 1984 Ur re alleged deficiency In 
Model 272 grilles furnished to facility by Titus Products & rotated documents S Schnei- 
der undated Itr end W/o end 

MCDEVITT.JS. Kirkpatrick & Lockhart 85/03/08 Oflico of Administration Ip 
30988 246-30886 246 


6506250002 Part 21 & interim Deficiency Rept DER 65-15 re light wall pipe from 
Hub,lnc Initially reported on 850424 Bechtel evaluating problem Complete evaluation & 
final rept forecast to be completed by 850715 

VAN BRUNT, E E Arizona Public Service Co 65/05/30 KIRSCH.DF Region 5. Oftice 
of Director 3pp 31200 227-31200 229 


T. Hearing transcripts on non -antitrust matters 

6402130007 Responds to eppeal re denial of FOIA request for documents concerning 
investigation of allegations el facIliN Forwards App A documents Documents com- 
pletely & partially withheld (rel FOIA Exemptions 7 & 4) 

CHILK.SJ Office of the Secretaiy of the Commission 83/11/10 BERNABEI.L Gov- 
ernment Accountability Profoef. 44pp 30704 001-30706.007 

-8506030105 Transcript ot Interview of T Bunting on 880713 re allegations Pp 1-40 
BUNTING, T. Affiliation Not Assigned 82/07/13 41pp. 30704.146 30704.186 

—8506030111 Transcript of interview ol WM Baker on S20714 re allegations Pp 1-30. 
BAKER.WM BechlolCorp 82/07/14 31pp. 30704:187-30704 217 

-8506030118 Transcript of Interview of WR Burdick on 020701 re allegations Pp 1-28 
BUROiCK.W.R. Bechtel Corp 82/07/01 29pp 30704 218-30704 234 

-8506030121 Transcript ol Interview ol JH Crano on 820617 ro allegations Pp 1-32 
CRANE, J H, Bechtol Corp 02/06/17 33pp 30704-235 30704 267 

-8506030125 Transcript of interview of RA Deakins on 820701 re allegations Pp 1-17 
DEAKINS.R a Bechtel Corp 82/07/01. 18pp 30704- 268-30704-285 

-8506030131 Transcript ol interview o! NJ Doeblor on 820702 re core drilling 
allegations Pp 1-8 

DOEBLER.N J Bechtel Corp 82/07/02 8pp, 30704 286-30704 293. 


8508189032 Responds to FOIA requests lor documents re alleged deficiency In Model 
272 grilles furnished by Titus Products to laclIitlesApp A documents avallablo In 
PDR No records createa by NRC 

FELTON.JM Division of Rules and Records 65/04/09 MCDEVITT.JS. Kirkpatrick & 
Lockhart 2pp 30986, 247-30986:248 

6606060581 Revised Final Deficiency Rept DER 84-13 re HVAC accoplanco 
criteria Engineering drawings for HVAC supports revised to ptovido sutfioient details to 
assure proper installation & to prevent misinterpretation 

VAN BRUNT, E.E Arizona Public Service Co 85/04/29 KIRSCH.D.F Region 5. Office 
ol DttOclor 6pp 30768 104-30768 188 

8S0S060SB2 Interim Deficiency Rept DER 85-14 re failure of low pressure lube oil circuit 
duifng preoperational testing of facility diesel gonerator.lnitially reported on 85040Q.|n 
vestigation In progress Next rept provided by 650614 

VAN BHUNT.E E Arizona Publio Service Co 85/05/01 KIRSCH.D F. Region 5. Office 
ol Diractor. 3pp. 30768.189-30768-191 

6506060568 Revised Final Detlciency Rept DER 83-81 re mfg defect in Gutfalioy stain- 
less steel pipes Items 1-5,8,12 & 14 100% ullraeonlcally examined for 
thickness, except where installed pipe support or other characteristics prevented 
access 

VAN BRUNT.E E. Arizona Public Service Co, 85/05/08 KIRSCH.D.F. Region 6, Office 
of Director 6pp 30768:214-30768.218 


-8508030142 Transcript ot Inienriew of MB Goldberg on 820628 re alleoallons Pp 1-7 
GOLDBERG, M B Bechtel Corp. 82/06/28. 8pp. 30704 294-30704 301 

-8506030146 Transcript of Interview of GA Kannard on 820817 re allegations Pp 1- 
16 Info delated 

KENNARD.Q A. Boohtol Corp 82/06/17 IBpp 30704-302-30704.330 

-6508030174 Transcript of Interview of DJ Mast on 820617 re allegations Pp 1-17 
MAST.DB Bechtol Corp 82/00/17 17pp. 30704,331-30704,345 

-8506030181 Transcript of interview of SJ Moody on 820617 re allegations Pp 1-15. 
MOODY, SJ BechtefCorp. 82/06/17. 15pp 30704 346-30704 358 

"8S06030190 Transcript of Inlenriew of HR Nunez on 820629 re responses to 
atfegaffons Pp f-44.lnro defotod 

NUNEZ, H R Bechtel Corp 82/06/20, 45pp. 30704.357-30705 019 

-8606030200 Transcript of interview ol RA Rehfeld on 820630 re ailogallons Pp 1-37 
REHFELD.R A. Bechtol Corp. 82/06/30. 38pp. 30706 020 30705 059. 

-8606030238 Transcript of inlenriew of RD Gunderson on 820601 re allegations Pp 1- 
166 Info defelod 

GUNDERSON, R.D Affiliation Not Assigned. 82/06/01. 160pp. 30705.060 30705-223. 


8S08170194 Deficiency Reel DER 85 08 re auxiliary feedwater acluating sys hysteresis 
setpoint valve.FInal rept aelayecf until 650531. 

VAN BRUNT, E E. Arizona Public Service Co 85/05/13 KIRSCH.D F. Region 5. OKico 
of Director 2pp 30973.173-30973.174. 

8506030490 Forwards response to 840802 Itrs requesting root cause analysis & addt 
into re Daficiency Repts DER 64-31,84-1 1, 63 60 & 83-46 

VAN &RUNT.E.E Arizona Public Service Co 86/05/15 KIRSCH.D.F Region 5, Oflioe 
oJ Director. lOpp 30675-311-30675.320, 

6508170156 Deficiency Rept DER 85 03 re 3-Inch seismic gap criteria. Pinal rept ex- 
pected by B50614, 

VAN BRUNT,E E Arizona Publio Service Co. 85/05/16. KiRSCH,DF. Region 6. Oflico 
of Director. 2pp 30973 184-30073.185. 


—8506030248 Transcript of Interview of RC Bull on 820716 re allegations Pp 1-8. 
HUFF.RC Bechtel Corp 82/07/16, fipp 30705.224-30705-232 

-8S060302S2 Transcript ol interview of RC Ruff on 820715 re allegations. Pp 1-7 
RUFF.RG Bechtol Corp. 82/07/15. 8pp 30705.233-30705:240 

-6606030286 Transcript of Interview ol JQ Sandoval on 820628 ro responses to 
aiiegations Pp 1-14 

SANDOVAL, J.Q. Bechtol Corp 82/06/28. 16pp, 30705-241-30706255 

-8506030275 Transcript ol Interview ol JH Schuh on 820817 re allegations Pp 1-1 7 Info 
deleted 

SCHUH, J.H. Bechtel Corp 82/06/17 17pp 30706:266-30705-269 


8506170305 Deficiency Rept DER 85-01 re capability of auxilianr feedwater pump drive 
Terry turbines to meet selsmio qualification requlrements,Eva1uafion & corrective 
action completed Final rept expected by 860614. ^ 

VAN BRUNT.E E. Arizona Public Service Co. 65/05/15, KIRSCH.D F. Region 6, Office 
of Director. 2pp. 30972:350-30972:351 


8606140023 Deficiency Evaluation Rept DER 85-07 re tack of bolt nut retention mocha- 
nlsma on C-E Instrument rack da5ign.Boll nut retention mechanisms installed Final 
rept expected by 850615. 

VAN BRUNT, E.E Arizona Public Service Co 85/06/16 KIRSCH.D.F. Region 5, Olfice 
of Director. 2pp. 30999 030-30909:031. 


8808148014 Deficiency Evaluation Rept DER 85-15 re pipe mall w/undersized wall 
thickness Deficiency not reportable per t0CFR50.6S{e). 

VAN BRUNT.E E Arizona Public Service Co 85/05/24 KIRSCH.D F. Region 6. Olfice 
of Director, 2pp, 30909 028-30909:029. 


-8506030288 Transcript of Interview ol KH Segar on S20617 ro allegations, Pp 1- 
1 /.Transcript ol Interview of RB Keith on 820617 end (Pp 1-17) 

SEGER.K.R Affiliation Not Assigned. 82/08/17 28pp 36705:270-30705 298 


-8606030302 Transcript ol Interview of P Solleml on 620616 re all6gallona.Pp 1-9 
SOLLAMI.P Affiliation Not Assigned. 82/08/16. 10pp 3Q705-299 30705-308, 

-6606030313 Transcript of Interview of JB Sweet on 820626 re Bl1egation3.Pp 1-28 
SWEET, J 8, Bechtel Corp. fl2/06/g8. 2app. 30705 309-30705.329 

-9606030324 Transcript of interview ol JT Hanze on 820701 te allegations Pp 1-17. 
HANZE.J T. Bechtel Corp. 82/07/01. IBpp. 30706-330-30705347 


—8506030332 Transcript of Intepriow ol C Wallerstoln on 620616 re allegations Pp 1-27 
WALLERSTEIN.C. Bechtol Corp, 02/06/19, aSpp. 30705.348-30705357 


8606190557 Amends 860623 Part 21 rept to Include Loctile Grade 242 as acceptable 
malMnto Itr & itr to util end. 

C11MMINS.B.R Heniy Pratt Co 85/05/30, KEPPLER,J G. Region 3, Office ol Director. 
3pp. 3089 1 .098-30891 -106. 

-8506130573 Part 21 rept re lack of Loolite on Pratt nuclear model valves w/Llmllorque 
operators, per Bechtel 850507 Itr 8 Deficiency Evaluation Rept 84-101 Actuators 
should be reinstalled in valves using Loctite Grades AV,271 & 277 
CUMMINS, B.R. Henry Pratt Co. 85/06/23. KEPPLER,J.G, Region 3, Office of Director. 
6pp. 30091:101-30891.106. 


8506240670 Final Deiiclency Rapt DER 85-08 re hysteresis setpoint. Initially reported on 
850307.Cao5ed by C-E (allure to provide hysteresis setoolnt value (n setpoint 
document Item not reportable per 10CFR60 65fa) or 10CFH2i. ... 

VAN BflUNT.E.E. Adzona Publio Service Go 85/05/30. KIRSCH.D.F. Region S, Office 
ol Director, 4pp. 31201.122-31201-125. 


-0606030339 Transcript ol inten/lew of S Yoshlmoto on 820713 re allegations Pp 1-12. 
YOSHIMOTO.S Affiliation Not Assigned. 62/07/13. 13pp 30705 358-30706,007 

8606030548 Forwards testimony ol RB Samworth per A8LB requesLRetaled corre- 
spondence. 

DEWEY.LS. Hearing Branch 3. #28S 220 85/05/30. LAZO,R.M., COLE.RF, 
CALLIKAN.D Atomic Safety and Licensing Board Pane!. Ip. 30678094-30676,103. 

-8SO60308S0 Taatimony ol RB Samworth re rata ol emission of drift from facility cool- 
ing towers.Belaled correspondence, 

* Division of Engineering 85/05/30. 9pp. 30678 095-30678.103 

8606170040 Transcflpl of 8S0611 hearing in Phoenix, AZ re OL proceeding. Pp 2,884- 
3,090 

•Commissioners 85/06/11 147pp. 30955:219-30956005, 
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0506200304 Transcript of 650612 hearing m Phoenx.AZ re OL piocoeding Pp 3,091- 
3,137 

‘ Commissioners 85/06/12 48 pp 31007,327-31008 013 

850621Q310 Forwards correcled title page & Page 3,043 lor insertion into transcripts ol 
85061 1 &. 12 hearings in Phoenix,AZ 

WONICK,B Ace-Federal Reporters, Inc 85/06/19 WILDER, P. NRC - No Detailed At 
filiation Given 4pp 31035 152-31035.165 


8506250354 Responds to JG Pahlow 850508 memo requesting comments on Ciohl 
draft emergency preparedness preoperation a I procedures Program should bo sirrSar 
to other lElnsp programs Inclusion of Procedure 82102 not supported. 
WENSLAWSKI.F A Region 5, Ofllco of Director 65/06/21 CUNNINGHAM L.I (Tom 
ating Reactor Program Branch lipp 31198 034-31198 044 ' ^ 


G, Adjudicatory correspondence 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. App 11 cat lon/C iinstructlon stage tfocuments & correspondence 

6402130007 Responds to appeal ro denial ol FOIA request tor documents concerning 
investigation Ol allegations at facility Forwards App A documenis Documents com- 
pletely & partially wilnhald {ref FOJA Exemptions 7 & 4) 

CHILK.SJ. Office of the Secretary of the Commission 83/11/10 BERNABEI.L Gov- 
ernment Accountability Project 44pp 30704 001-30706007 

•-8506030062 Rev 10 to Procedure 255 0, "Cable Terminations " Incomplete procedure 
re Installation spec for cable splicing termination & supports, Quality Class Q S R,encl 
• Bechtel Corp 82/04/02 19pp 30704 046-30704 063. 

-8506030084 Rev 0 to Procedure AD- 115, "Startup Administrative Procedure for Tem- 
porary Mod Controls " 

MILLER,RW Bechtel Corp 81/12/17. 14pp 30704 064-30704 077 


8508070626 Forwards Rev 4 to util salt deposition monitoring program, par 050601 
request Rev will bo incorporated into full power licenses when issued, ReTaled cona- 
spondence 

DEWEY.LS Hearing Branch 3 #285 307 85/06/04 LAZO.R M , COLLRF 
CALLIHAN.D Atomic Safety and Licensing Board Panel 20pp. 30752 336 30752355* 

8506140429 Notice of appearance In proceeding Certificate of Sve one! 

GIBBS.ME Arizona Public Service Co GIBBS, ME Snell & Wilmor #205 395 05 f 
06/10 Atomic Saiety and Licensing Board Panel 3pp 30090 298 30893300 



DEWEY, LS Hearing Branch 3 #265 546, 05/06/20 LAZO.R M , CAllIKAHO 
COLE.R F Alomc Safely and Licensing Board Panel 2pp 31 161 356-3tt0t 357 ’ 


J. Insurance & Indemnity information 


-8506030091 Rev 5 to Procedure 256,0, "Jnsulalion Resistance 4 HIgh-Polanllal Test- 
ing” 

GAITHER, HJ. Bechtel Corp 82/06/02 5Epp 30704 078-30704 145 

8506150287 FOJA request for three categories ol records ro incentive pachaae ordered 
by State ol A2 Corporation Commlssfon (or Palo Verde Planl,noli(ica1Ion By NRC of 
pfan & possible Implicalions of plan on fuel load.ope ration 4 licensirw 
BELL.N Nuclear Information 4 Resource Service, 65/01/15 FELTON, J M Division of 
Rules and Records 2pp 30568 203-30966 204 


8506140463 Forwards Endorsements 22 26 to NELIA Policy NF-266 & Endotsomenl* 1 
6 to MAELU Policy MF-1 16 Amendatory Endorsomonls 17-21 to NELIA Policy HI 2M 
slso 0nc! ^ 

VAN SRUNT.EE, Arizona Public Service Co 65/06/11 Oflico of Nuclear RojcM 
Regulation, Director 28pp, 30899 001 30899 028 


Q. Inspection reports, IE Bulletins 4 correspondence 


6508150292 Responds to FOfA request tor three categories of records re IncenUve 
pachage ordered by Stale ol AZ Corporation Commission for /Arizona Public Sve Palo 
Verde PlanI Documents in app w/aslericks in PD R, other documenis forwarded 
FELTON.J M. Division of Rules and Records 85/03/07 BELl,N. Nuclear Information 
4 Resource Service 3pp 3056B 205-30970 305 

8508130578 Requests assessment ol issues raised In Coalition for Responsible Energy 
Educ 650506 petition re corrosion in plant spray pond piping 4 effect on other 
eys Early reply necessary due to Unit 1 full power I feen sing schedule, 

KNIGHTON.QW. Licensing Branch 3, 85/05/21 VAN BRUNT.E E Arizona Public 
Sei\4ca Co 2pp 30692 361-30892 362 

86081 3D430 Forwards.for review & approval, "Preplanning Alternate Sampling 
Program, Palo Verde Nuclear Generating Station Mode Specific Sampling Require- 
ments for Inoperable Effluent Monitors," per Tech Spao Section 6 16.1 
VAN BRUNT, HE Arizona Public Service Co, 85/05/22, MARTI N,J,B. Region 5, Office 
of Director. 1 p. 30891 '07 0 3 08 91 00 4 

-8506130432 "Preplanning Alternate Sarnpling Program.Palo Veida Nuclear Generaling 
Station Mode Speclllc Sampling Requirements lor Inoperable Effluent Monitors." 

* Arizona Public Service Co. 65/06/17. 5pp 30391 ’080 30 891 '08 4 


8506050129 Forwards Insp Repls 50 528/85 16.50-529/65-10 4 50 530/80 07 
850303 0427 4 notice of violation 

KIRSCH.D F Region 5, Office of Director. 85/05/13, VAN BRUNT.F E Arizona t*Ub.x 
Service Co 2pp, 30725 321-30725 332 

-0506050171 Insp Repls 50-528/85-16,50 529/85 10 4 60-530/05 07 on fl'.OWJ 
0427 Violation noted'fallure to perform Inspa re Inslallallon of eloclricot pull tores 4 
manholes 

HERNANDEZ, G H , BALL,J R , MILLER.L F Region 6. Office ol DlrcclOl 115/05/13 
9pp 30725’324-30725 332 

8605130027 SuppI 1 to IE Info Notice 84-55, "Seal Table Leake at PWRa •' Sve lijl 8rv.l 
JORDAN, E L, Division ol Emergency preparedness 4 Enginoerlnn tlospocso iPujI 
830103). 05/05/14. Consolidated Edison Co of Now York, Inc. f07np 3I0MO65- 


8605130038 SuppI 1 to IE Info Nolice 06 020, "Molor-Oporalod Volvo I nllurcs llvjfl K 
Hammering Effect " Sve list end 

JORDAN, EL, Division of Emergency Preparedness 4 Englneorlng lleiponjo (tVsi 
830103), 85/05/14, Consolidated Edison Co of New York, Inc foypp 31041172 
31044 278 


8508280069 Responds to NRC 850514 request for addi Info re QA program. Proposed 
changes to FSAR Sections 17,1A.1 4 17.1 A 1,2 5 2 end, 

VAN BRUNT.E E Arizona Public Service Co 85/06/13. KIRSCH.O.F. Region 5, Office 
of Director. 6pp. 31256032-31256038. 

8506260113 Forwards tabular aummo/y of key roaulls from regional survey of plant-spe- 
cific info ro polenllal for uncontrolletf radiation exposures in PWR cavities, per JG Part- 
low 850315 roques1.No further generic action needed, 

TAYLOR. JM Director's Office, Office ol Inspection and Enforcement 85/06/10, 
MURLEY.T.E, Region 1, Office ol Director. 0pp. 31211.322-3121 1 , 339 , 

8508250448 Responds to Qoneric Ltr 8S 02, "Stall Recommended Actions Stemming 
from NRC integrated Prog-ram for Resolution of Unresdvad Safely fssuos re Steam 
Generator Tube Inlognty. Eddy current testing 4 helium leak defection will be used, 
VAN BRUNT.HG. Arrzona Public Service Co 65/06/21 THOMPSON, H L Division of 
Licensing 28pp 31180 309-31180 336. 


8508050378 Forwards Insp Repls 50-529/85-15 4 60-530/85-11 on 059108 12 A 27 
26.No violations noted 

KIRSCH.D F Region 5, Office of Director 05/06/14 VAN BRUNT.E L Ataorv* 
Service Co. Ip, 30726.110 30726 127. 

-660&060383 Insp Repls 50-529/85-1 6 & 60-630/86 1 1 on 860406 1 2 4 22 28 
lal/ons or deviations noted Major areas Inspected, Unit 2 OA program A bMl»i'sw«u<r 
Unit 3 reactor vessel & reactor vessel Internals 

WAGNER.WJ., YOUNG, T., MILLER, L.F Region 6, Olfico ol Ditoclor. 66/05/ f3 Pop 
30726120-30726,127 ^.vi. m 

8605200690 IE Info Notice 85 039, "Auditability of Elaclrloal Equipmont Owjiifvflixjn 
Records at Licensees Facilities " Sve |i«=' 

JORDAN, E.L. Division of Emergency 
B301O3). 85/05/22. Consolidated EdI 
30837 363. 


I M i-rmniuuriiiu 

on Co. of New York. Inc lOOiift 308J7 254- 


F, Security, medical, emergency & fire protecllon plana 

8606030400 Fonvards updated emergency plan Implementing procedures, {EPIP) Includ- 
ing 7N409 03.00, 7N409 04.00 4 7N40l07,00 which generally replace EPIP 35W/0 

VAN BRUNT.E E Arizona Public Service Co. 85/05/23 MARTIN.JB Region 6, OHice 
of Director, ip. 30676:102-30676:102, 

8506060638 Forwards monthly rapt for Apr 1965 re status of ofislle emergency pre 
pared ness tor OL reviews. Delays In schedule for Limerick & Shoreham for full power 
operation remain due to otfsile emergency preparedness Issues 
0)RCKS,W.J Ofdce of the Executive Dtreclor for Operations 65/05/28, PALLADINO 
Com missloners 1 1 pp. 3076 6 007-3078 5.0 1 7. 

8506030438 Forwards Ajw 10, "Olfslte Emergency Medical Response," to "State of AZ 
Fixed Nuclear Facility Olfslte Plan," App confirms that medicaf facilities Identified for 
use during emeroency.Related sves also Idenlllled 

SANDERS, M E. Federal Emargency ManagemanI Agency. 85/05/29 MATTHEWS, D. 
Emergency Preparedness Branch Ip. 30677; 194-3067 7:204. 

-8508039446 Extract ol Annex D.App 10, “Olfslte Emergency Medical Response," to 
"Fixed Nuclear Facility Offsile Plan, State of AZ," Change 1, did Jan 1985. 

♦ Anzona, Stateof 85/01/31. 10pp. 30677:195-30677.204 


8605200000 IE Info Notice 85-040, "Deficiencies In Equipmoni Quallflcotion TzH-itro 4 
Certiliealion Process " Sve list end. 


ol Emergency Preparedness 4 Englnooring RosporiM {Fs>« 
830103] 85/05/22 Consolldatad Edison Co. ol Now York, Inc, fOOpp .TOftift 184- 
30848.271, 


860S280181 IE Info Notice 65 042, "Loose Phosphor in Panasonic flOO Swim 
TLD Elamenis." Sve list end 


JUHUAN,tL, Division of Emergency Preparedness 4 Engineorir 
830103) 85/05/29 Consolidated Edison Co. of New York, Inc. 
30852.363, 


1 noSfWhM pftm 
I20p|i :i06W2l‘- 


8505280187 IE Info Nolice 05-043, "Radiography Events at Powor RonctWB" Svc feji 
encj, 

P/®Pafddh 088 4 Enolnoofing Rospootzi iFuit 
830103). 65/05/30 Consolidated Edison Co. of New York, fnc, r2<>pp uChtftAier 
30664:2874 


oduouDuo/^ lb mro Nonce 


' iT "’r ^seismic imeraciior^ invowliw K 

Westlnghouse Designed Plants *' Sve Itarenci 
° P/fipafedness 4 Engineering Rotponte 

Consolldatad Edison Co, ol Now York, Inc, T22|W TOM 00 J. 

30&o5'(}46« 


8506100805 Forwards clarification to end to 850524 ltr re compliance w/850521 emer- 
gency planning alalement of policy, Unaccredited facilities identified on fisting ol area 
nisdlcdl f&dll([G8 

VAN BRUNT.E E Arizona Public Service Co. 86/08/06, KNlQHTONjQ.W. Licensing 
Branchs 3pp. 3O794,185-3O794:107. 


85M080707 IE info Notice 86-046, "Clarification of Several As peels ol Removiffiaj fu. 
Cpnlarninallon Limits for Transport PackagoS " Svo b»1 end 

PrapafednesB & EnQlnoerlrw Rwportse ^ 
31044^64^^^^^^^^ Consolidated Edison Co. of New York, Inc T24pp3IW4>»^ 
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6506270609 Forwards Insp Repls 50-529/65-14 & 50-530/85 09 on 850325-20 & no- 
te os of Violation & deviation 

KIRSCH.D F Region 5, Office of Director 85/06/11 VAN BRUNT, E E Arizona Public 
Service Co 2pp 31250 261-31250 276 

-8506270812 Notice of violation from insp on 850325-29, 

MILLER, UF Region 5, Ollice of Director 85/06/11 Ip 31250 263-31250 263 

-8506 2 70622 Notice of deviation from insp on 650325 29 
MILLER, LF Region 5, Office of Director 05/06/11 Ip 31250 264-31250 264 

-8506270624 Insp Repts 50 529/85-14 & 50-530/85 09 on 850325 29 Violation 
noted welding of new fuel storage racks Deviation noted procurement of new fuel stor- 
ages racks 

PEHANICH.MW, HOOKS.K R , STEIN.S R Region 5, Otfice ol Director 85/05/08 
»2pp 31250 265 31260 276 

8508140240 IE Info Notice 85 047, “Potential Effect of Line Induced Operation on Cor- 
iBin Target Rock Solenoid Operated Valves " Sve list end 

JOROAR.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/18 Consolidated Edison Co ol New Yoik, Inc I34pp 31260 157- 
31268.304 

9506140636 IE Info Notice 85-048, "Respirator Users Nolice.Defeclivo Self Contained 
Bfeatluno Apparatus Air Cylinders “ Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 85/06/19 Consolidated Edison Co ot Now York, Inc 123pp 31376 064 
31376.163 


R. Rerlodle operating reports & related correspondence 

8506060536 Forwards monthly rept for Apr 1985 re status ot offsite emergency pre- 
paredness for OL reviews Delays In schedule tor Limerick & Shoreham lor full power 
operation remain due to offsite emergency preparedness Issues 
DlRCKS.WJ Office of the Executive Director (or Operations 65/05/28 PALLAOINO 
Corrmissloners 11pp 30785 007-30785017 


S. Reportable occurrences, LERs & related correspondence 

8506180074 FOIA request lor NRC response to Aug 1984 Itr re alleged deliolency in 
Model 272 grilles furnished to facility by Titus Products & related documents S Schnel 
der undated Itr end W/o end 

MCDEVITT.JS Kirkpatrick & Lockhart 85/03/08 Offico of Administration, Ip 
309B6-246 30906 248 

8506180062 Responds to FOIA request for documents re alleged deficiency In Model 
272 grilles furnished by Titus Products to fadlitiosApp A documents available In 
POR No records createo by NRC 

FELTON,JM Division of Rules and Records, 85/04/09 MCDEVITT,JS Kirkpatricks 
Lockhart 2pp 30966 247-30986,240 

8506060561 Revised Final Deficiency Repl OER 84-13 re HVAC acceptance 
criteria Engineering drawings lor HVAC supports revised to provide sufficient details to 
assure proper Installation & to prevent misinterpretation 

VAN BRUNT, EE Arizona Public Service Co. 85/04/29 KIRSCH.D F Region 5, 0(1 icQ 
of Director 6pp 30768 184 30768 188 

8506060566 Revised Final Deficiency Rept DER 83-81 re mig delect In Quilalloy stain- 
less sleel pipes Items 1-5,8,12 & 14 100% ultra so nfoally examined lor 
thickness, except where Installed pipe support or other characteristics prevented 
access, 

VAN BRUNr.E E Arizona Public Service Co 85/06/08 KIRSCH.D F Region 6. Office 
of Director 6pp, 30768 214-30768'218 

6 S06 170194 Deficiency Rept OER 85 08 re auxiliary feedwater actuating sys hysteresis 
setpoint valve Final rept delayed until 650531 , 

VAN BRUNT, E E Arizona Public Service Co 05/05/13 KIRSCH.D F, Region 5, Office 
ol Director 2pp, 30973 173 30973,174 

8506030490 Forwards response to 840602 lUs requesting root cause analysis & addi 
tnlo ra Deltciencv Repts DER 84-31.84-1 1, 83 69 i 83-46, 

VAN BRUNT, EE Arizona Public Service Co. 86/05/15, KIRSCH.O.F Region 6, Office 
ol Director lOpp 30675'311 •30675:320 

85 06170166 Deficiency Rept DER 85-03 re 3 inch seismic gap criteria Final rept ex- 
paotsd by 850614, 

VAN BRUNT, EE. Arizona Public Seivica Co, 85/05/15, KIRSCH.O.F Region 5, Office 
ol Director, 2pp 30973.184-30973 1B5 

B506170305 Deficiency Rept DER 85-01 re capability of auxIllaN feedwater pump drive 
Terry turbines to meat seismic qualification requirements.Evaluatfon & corrective 
action completed.Final rept expected by 850614 

VAN BRUNT.EE Arizona Public Service Co, 85/05/16. KIRSCH.O.F Region S, Office 
of Director, 2pp 30972:360-30972 361 

6506140023 Deficiency Evaluation Rept DER 86-07 re lack of fcioff nut retention mecha- 
nisms on C-E instrument rock design.Bolt nut retention mechanisms Installed Final 
rept expected by B50615. 

VAN BRUNT.E.E Arizona Public Service Co 85/05/16 KIRSCH.O.F Region 5, Office 
of Ofrector 2pp 30909 030-30909 031 

8606140014 Deficiency Evaluation Rept DER 86-15 re pipe mall w/undersized wall 
thfc(<re8s,Def(C(efjcy not reportable pw lOCFflSO S5(e) 

VAN BRUNT, E E Arlzorra Public Service Co. 85/05/24. KIRSCH.D F. Region 5, OKice 
of Director, 2pp 30909.026-30009.029 

8508130557 Amends 860523 Part 21 rept to include Loctite Grade 242 as acceptable 
mail Info Itr & Itr to udl and, 

CUMMINS.8.R. Henry Pratt Co 85/05/30. KEPPLER.J.Q Region 3, Olfice of Director, 
3pp 30B91 '098-30891:1 06. 

—6506130573 Part 21 repl re lack of Loctite on Pratt nuclear model valves w/Llmitorque 
operators, per Bechtel 860507 Itr 8 Deficiency Evaluation Rept 64-101 Actuators 
snould be reinstalled in valves using Loctite Graces AV,271 & 277. 

CUMMINS, B.R Henry Pratt Co, 85/05/23 KEPPLER,J Q Region 3, Office of Director. 
6pp. 30891:101-30891:106. 


8S06240670 Final Deficiency Repl DER 05-08 ro hysteresis setpoint Initially reported on 
850307 Caused by C E failure to provide hysteresis sotpoint value in setpoint 
document Item not reportable per 10CFR50 55(e) or 10CFR21 
VAN BRUNT, E E Arizona Public Service Co 65/05/30 KIRSCH.D F, Region 5. Office 
of Director 4pp 31201 122-31201 125 

8506250002 Part 21 & interim Deticiency Rept DER 65-15 re light wall pipe from 
Hub.tnc Initially reported on B50424 Bechtel evaluating problem Complete evaluation & 
final rept forecast to be completed by 650715. 

VAN BRUNT, E E Arizona Public Service Co 85/05/30 KIHSCH.D.F Region 5, Olfice 
ol Director 3pp 31200 227-31200229 


T. Hearing transcripts on non-antitrust matters 

8402130007 Responds to appeal re denial of FOIA request (or documents concerning 
investigation of allegations at facility Forwards App A documents Documents com- 
pletely & partially withheld (ref FOIA Exemptions 7 & 4) 

CHILK.S J Office ol the Secretary of the Commission 03/11/10 BERNABEI.L Gov- 
ernment Accountability Project 44pp. 30704 001-30708 007 

-8506030106 Transcript ol interview of T Bunting on 820713 re allegations Pp 1-40 
BUNTING, T Aifihalion Not Assigned 62/07/13 41pp 30704 146-30704 186 

-8S0BO30111 Transcript of interview of WM Baker on 820714 re allegations Pp 1-30 
BAKER, WM Bechtel Corp 82/07/14 31pp 30704'167-30704,217. 

-8506030116 Transcript of interview of WR Burdick on 820701 re allegations Pp 1-28 
BURDICK.WR Bechtel Corp 82/07/01 20 pp, 30704 218-30704 234. 

-6506030121 Transcript of interview ol JH Crane on 820617 re aliegationaPp 1 32. 
CRANE,J,H Bechtel Corp 82/06/17 33pp 30704 235 30704 267. 

-8506030126 Transcript of interview of RA Deakins on 820701 re allegations Pp 1-17 
DEAKINS.BA Bechtel Corp 82/07/01 IDpp. 3O7O4-a60.3O7O4 285. 

••8506030131 Transcript of Interview of NJ Doebler on 820702 re core drilling 
allegations Pp 1-8 

OOEBLER.NJ Bechtel Corp. 02/07/02. Qpp 30704 2 06-30704 '293 

-8506030142 Trar^scrlpl of interview ol M8 Goldberg on 820620 ro allegations Pp 1-7 
GOLDBERG.MB Bechlel Corp 02/06/26 Bpp 30704'294-30704 301 

-8506030146 Transcript ol Inlorview ot GA Kennard on 820617 re allegations Pp 1- 
18 Info delated 

KENNARD.QA Bechtel Corp 82/06/17 10pp 30704'302.30704'330 

”8508030174 Transcript of Interview ol DJ Mast on 820617 re allegations Pp 1-17. 
MAST.D.B BechlelCorp 62/06/17 17pp 30704.331-30704 346. 

-8606030161 Transcript ol interview of SJ Moody on 820617 re allegations Pp 1-15 
‘ MOODY , 3 J. Bechlel Corp 02/06/17 16pp 30704 346-3 0704-356 

-8506030130 Transcript of Interview cl HR Nunez on 620629 re responses to 
allegations Pp 1-44 Into deleted 

NUNEZ.HR Bechtel Corp 82/06/29 45pp 30704 '3 67-30 7 05.0 19 

—8506030200 Transcript of Interview ol RA Rohteld on 820630 re allegaiions.Pp 1-37 
REHFELD,RA BechlelCorp 82/06/30. 38pp 30705 020-30705.059 

-8606030236 Transcript of interview ol HD Gunderson on 820601 re allegaiions.Pp 1- 
166.lnfo delefed 

GUNDERSON.R D Affiliation Not Assigned. 02/06/01 150pp. 30705.060-30705,223 

-850'6030248 Transcript of interview of RC Ruff on 620715 re allegallons Pp 1-8 
RUFF.R.C BechlelCorp B2/07/15, 9pp. 30705 224-30706 232 

-850603Q2S2 Transcript of Interview of RC Ruff or» 820715 ro alfagations Pp 1-7 
RUFF.RC, Bechtel (5ofp 82/07/16. 8pp 30705,233-30705,240 

-8606030266 Transcript of interview ol JG Sandoval on 620626 re responses to 
allegations Pp 1-14, 

SANDOVAL, J G. Bachlel Corp 82/06/28 16pp 30706:241-30705 255 

-8506030276 Transcript ol intoiview of JH Schuh on 820617 re allegations Pp 1-17.ln(o 
deleted 

SCHUH.J.H Bechtel Corp, 82/06/17, 17pp, 30705.256-30705:289. 

-8SOS0302B8 Transcript ol interview of KH Seger on 820617 ra alleoations.Pp 1- 
17 Transcript of Interview of RB Keith on 820617 end (Pp 1-17) 

SEGER, K.H Affiliation Not Assigned 02/06/17. 29pp 36705'270 30705:298. 

”6506030302 Transcript of interview ot P Sollami on 820616 re allagatlons Pp 1-9 
SOLLAMLP. Affilialion Not Assigned. 88/08/16 10pp. 30705 268-30706'30a 

-8506030313 Transcript of Interview of JB Sweet on 620628 re allegations Pp 1-28. 
SWEET, J.B Bechtel Corp 82/06/28. 28pp, 30705-309-3070 5,389 

-8506030324 Transcript of Interview ol JT Hanze on 820701 re allegalions.Pp 1-17. 
HANZE.J,T. Bechtel Corp, 82/07/01. ISpp 30705-330-3070 5-347, 

-6506030332 Transcript ol Interview ol C Wallerstein on 020016 re allegations, Pp 1-27, 
WALLERSTEIN.C Bechtel Corp 82/06/16. 28pp 30706 340-30705:357. 

-8506030339 Transcript of Interview of S Yoshlmolo on 080713 re aliegationaPp 1-12, 
YOSHIMOTO.S. Affilialion Not Aaalgned, 02/07/13, 13pp. 30706:358-30706007, 

8506030548 Forwards testimony of RB Samwotih per ASLB reque8t.Relaled corre- 
spondence. 

DEWEY, LS Hearing Branch 3. #285 820. 85/05/30. LAZO,R,M„ COLE,R.F., 
CALLIHAN.D Atomlo Safety and Licensing Board Panel, 1p. 30678-094-30678:103. 

-8506030550 Testimony of RB Samworth re rale ol emlaslon of drift from facility cool- 
ing towers.Related correspondence, 

* Division of Engineering. 85/05/30. 9pp 30678 O95-3O07&:1O3 
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8600170040 Transcripl of 850611 hearino in PhoeniJC.AZ re OL proceeding Pp 2,894 
3,090 

• Commssioners eS/OSMI 147pp 30956 219-30956 005 

8606700304 Transcripl of 650612 hearing in Phoeni<,AZ re OL proceeding Pp 3,091- 
3,137 

•Commissioners 65/06/12 48pp 31007 327-31008 013 

8506210310 Forwards corrected lille page S Page 3,043 for Insertion into tran scrip Is of 
B506I I & 12 fieartngs in Phoenfx,A2 

M0NICK,9 Ace-Federal Reporlers, fnc 65/06/19 WILDER, P NRC No Defailed Af- 
liliaiion Given 4pp 31035 152-31035 155 


DOCKET STN'50-535 GASSAR-6 


Q Inspection reports, IE Sullellns & correspondence 

8505280195 IE Into Nolico 85 044. "Emergency Communicalon Sys Monthly Tost ” Svc 
list encl 

JORDAN, E L Division of Emergency Preparedness & Engineoring Response (Post 
630103) 85/05/30 Consolidated Edison Co of New York, Inc 121pp 30864 045- 
30864 166 


8506060877 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used in Westing^houso Designed Plants " Svc list encl 
JORDAN, E L Division of Emergency Preparedness S Engineoring Response (Po*i 
830103) 85/06/06 Consolidated Edison Co of New YorR, Inc 122pp 30865001 
30865046 


8506060707 tE Into Notice 05 046, "Clarification of Several Aspects of Removable Ra 
dioaclive Surface Contamination Limits for Transport Packages” Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 85/06/10 Consolidated Edison Co of New York, Inc 124pp 31043301. 
31044 064 


6506140240 IE Into Notice 85 047, "Potential Effect of Lina Induced Operation on Cer- 
tain Target Rock Solenoid Operated Valves " Svc list encl 

JORDAN.E L Division of Emergency Preparedness & Engineonng Response (Post 
830t03) 85/06/18 Consolidated Edison Co of New York, Inc r34pp 31266157- 
31268 304 


8506140636 IE Info Notice 85 046, "Respirator Users Notice Doloctivo Self Contained 
Breathing Apparatus Air Cylinders " Svc list end 

JORDAbI,EL Division ot Emergency Preparedness & Engineering Responso (Po<i 
830103) 85/06/19 Consolidated Edison Co ot New York, fno 123pp, Sti/tsoA* 
31376183 


DOCKET 50-538 MEMPHIS STATE UN IV. RESEARCH REACTOR 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


P. Operating license stage documents & correspondence 

8506260502 Forwards Amend 5 to LicansB R-127 4 salety evaluation Amend author- 
izes posse 83 ion .tout not operatfon.ol nuclear reactor located at Memphis State Univ in 
Memphis, TN 

THOMAS.CO Slandardizetlon & Spactal Projecls Branch 85/08/17 JONES.DW 
Memphis State Unhr , Memphis, TN 3pp 31223 209 31223 237 

-8506260503 Amend 5 to License R-127, authorizing possession, but not oporalion.ol 
nuclear reactor located at Memphis Stale Univ In Memphis,TN 
THOMAS.CO Standardization & Special Prolec Is Branch 85/06/17. 3pp 31223212- 
31223 214. 

-8508260506 Safety evaluation supporting Amend 5 to License R-127. 

* Office of Nuclear Reactor Regulallon, Director 65/ 06/ 17 23pp 31223 216- 
31223 237, 

DOCKET STN-50-546 MARBLE hIll NUCLEAR STATION, UNIT 1 


A. Ap plication/ consUuclion stage documents & correspondence 

B 5081 90117 Further response to FOIA request that all Internal memos to Div of Licens- 
ing from May-Nov 1084 which provided draft SEH, SER sections & questions or re- 
quests lor addi Into be placed In PDR App C documenis placed in PDR 
FELTON, J.M Division of Rules and Records 95/03/06, QRABER.L. NUS Corp, 3pp 
31013.238-31O1324S 

— 8411 2C0 132 Forwards operability qualification ot purge & vent valves & guidelines for 
demon Btrallon ol operabllily of purge & vent valves Inlo sought should be provided as 
soon as possible 

NOONAN,V.S, Equipment Qualification Branch 84/11/09 YOUNGBLOOD, D J, Li 
censing Branch 1. 7pp. 31013 261-31013 287 

8506060475 Ack receipt ol B50412 response to ttr disputing billed amounls by NRO for 
OL reviews Requests that due date for any final payment bo extended tor reasonable 
period of time lo allow issues 1o be resolved Fee paid 

SHIELDS, SW. Public Service Co el Indiana, Inc 85/05/31, MILLER,WO License 
Fee Management Branch, 6pp 30731 :16S-30731’1 70 


Q. Inspection reporis, IE Bulletins & correspondence 


A. Appllcallon/constructlon stage documents & correspandonce 


8506060475 Ack receipt of 860412 response to Hr disputing billed amounts by NRC (uf 
OL reviews Requests that due date (or any (mat payment be oxlonclod for loasonabie 
period of time lo allow issues to be resolved Fee paid 

SHIELDS, SW Public Service Co of Indiana. Inc 85/05/31 MILLER.WO Ltccw 
Foe Management Branch 6pp 30731,165-30731 170 


Q. Inspection reports, IE Bulletins & correspondence 


6505130027 Suppt 1 tQ IE Info Notice 84 55, "Seal Table Leaks ot PWRs." Svc lisiencf 
JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/14. Consolidated Edison Co of New York, Inc. 107po, 3)044065- 
31044 171, 


8505130038 SuppI 1 to IE Info Notice 65 020, "Motor-OporatocI Velvo Failures Otro to 
Hammering Etioct " Svc list encl 

JORDAN.E L Division of Emergency Preparedness & EngitioorJng Rosponso (Post 
030103). 85/05/14 Consolidated Edison Co of New York, Inc i07np 31044 iJ2 
31044 278 


8505200590 IE Info Notice 36 030. "Auditability of Electrical Equlpmonl Qualilicabon 
Records at Licensees Facllllies Svc list onci 

JORDAN.E L. Division of Emergency Preparedness & Ennlnoorlng RaspoMO (Poll 
830103). 05/05/22 Consolidated Edison Co of Now York, Ire loepp 3983/ 253 
30837,363 

B60S200600 IE Info Notice 85 040, "Doflclonclos In Equipment Qualification Toi^ting t 
ContWeeXion Process," Svc list one), 

JORDAN, E.L Division of Emergency Preparedness & Enginoorirg Rosponso (Post 
830103). aS/05/22 Consolidated Edison Co of New York, Inc f06pe 30816 166- 
30a48'271 

8506280161 IE Info Notice 85 042, "Loose Phosphor In Panasonic 000 Series Qadge 
TLD Elements " Svc list one! 

JORDAN.E, L Division of Emergency Preparedness & Engirieerlng Rosponso (Posi 
830103) 85/05/29 Consolidated Edison Co, of Now York, Inc i20pp 00652 245- 
30052 363. 


8605130027 Supp) 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs." Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering Response [Post 
830103) 95/05/14. Consolidated Edison Co of New York, Ino 1079?. 31044 065- 
31044:171 

8505160038 SuppI 1 lo IE Info Notice 95 020, "Motor-Operated Valve Failures Due lo 
Hsmmenng EtIeeV' Svc list end 

JORDAN.E L Division ol Emergency Preparedness & Engineering Response (Post 
630103). 95/05/14 Consolidated Edison Co of New York, Inc I07pp 31044'172- 
31044,276. 

8605 200590 IE Info Notice 85 039, "Auditabillly ot Electrical Equipment Quallficalton 
Records el Licensees Facilities.'' Svc list and. 

JORDAN.E L Division Ol Emergency Preparedness & Engineering Response (Post 
830103), 85/05/22. Consolidated Edison Co ot New York, Inc. 106pp. 30837,259 
3O037'363. 

6505200800 IE Into Notice 85-040, "Deficiencies In Equipment Qualilicallon Testing & 
Certification Process," Svc Itat end. 

JORDAN.E L OMsion Of Emergency Preparedness & Engineering Response (Post 
830103), 86/05/22. Consolidated Edison Co. of New York, Inc, 106pp 30848:186- 
30948:271. 

8505280181 IE Info Nolle a 85-042, "Loose Phosphor In Panasonic 800 Series Badge 
TLD Elements." Svc list encl. 

JORDAN, E.L Orvlsion ol Emergency Preparedness & Engineering Response (Post 
830103). 65/05/29 Consolidated Edison Co. ol New YorK Inc, f20pp. 30852.245- 
30852:363. 

0505280187 IE Into Notice 65-043, "Radiography Events el Power Reaotois" Svc list 
and 

JORDAN, E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
930103) 85/05/30. Consolidated Edison Co of New York, Inc. 120pp 30864:167- 
30864 287 


8505280187 IE Info Notice 85 043, "Radiography Events at Power RoacKus" Svc kil 
end. 

JORDAN, E,L, Division ol Emergency Preparedness & Engineering Response (Post 
830103) 65/05/30 Consolidated Edison Co, of New York, Inc 12000 30084 16/- 
30864'287. 


8508060677 IE Info Notice 85-045, "Potential Seismic Inloractlon Involving Movable In- 
Core Flux Mapping Sys Used In Westlngfiouse Designed Plants " Svc llsl end 
JORDAN, E.L, Division of Emergency preparodnoss & Engin coring Responso (Posl 
830103), 85/06/06 Consolidated Edison Co ol New York, Ino 122pp 30865008- 
30885:046 


8506060707 IE Info Nolice 85 048, "Clarification of Several Aspects of RemovsbFe Ra 
dioadive Surface Contamination Limits lor Transport Packagaa." Svo lial oncf 
JORDANEL Division of Emergency Preparedness & Enninoerlnn Rosponso (Pent 
830103) 85/06/10 Consolidated Edison Co of Now York, Inc t94pp 31043 301 
31044 064, 

8505140240 IE Ifilo Notice 85 047, "Potential Ellect ol Line Induced Oporabon on Cef' 
tain Target Rock Solenoid-Operated Valves." Svo list encl 
JORDAN, E.L. Division of Emergency Preparedness & Engineoring Roswflse fPo&l 
830103). 85/06/18, Consolidated Edison Co. of New York, Inc l34DP^IZ63^1i7 
31 268 304 


8500140636 IE Info Notice 65 048, "Respirator Users Notico Deteclivo SelfConIftinw 
Breathing Apparatus Air Cylinders " Svc fist encl. 

JORDAN.E.L. Division of Emargency Preparedness & Enpineoring Response fPoni 
830103). 05/06/19, Consolidated Edison Co of New Yoik, Inc. T23pp^1376'^064. 
31376.183 


DOCKET STN-60-S53 PHIPPS BEND NUCU4R STATION, UNIT 1 



DOCKETED ITEMS 305 


S Reportable occurrences, LERb & related correspondence 

8506130557 Amends 850523 Part 21 rept to include Loclito Grade 242 as acceptable 
mall Info Hr & Hr to util end 

CUMMINS, B R Henry Pratt Co 85/05/30 KEPPLER.JG Region 3, Office of DIrecior 
3pp 30891 098-30891 108 

-eSOBISOSTS Part 21 rept re lack of Loclito on Pratt nuclear model valves w/Limltorquo 
operalors.por Bechtel 850507 Hr & Deficiency Evaluation Rept 04-101 Actuators 
should be reinstalled in valves using Loclite Graaes AV,271 & 277 
CUMMINS.B R Henry Pratt Co 85/05/23 KEPPLEH.J G Region 3. Qlfice of Director 
6pp 30891 101-30891 106 


DOCKET STN-SO-554 PHIPPS BEND NUCLEAR STATION. UNIT 2 


S Reportable occurrences, LERs & related correspondence 

6508130557 Amends 850523 Part 21 rept to Include Loctite Grade 242 as acceptable 
mall Into Hr & Hr to util end 

CUMMINS.B R, Henry Pratt Co 65/05/30 KEPPLEH.J G Region 3. Office of Director 
3pp. 30891 098 30691 106 

-6506130573 Part 21 rept re lack ol Loclito on Pratt nuclear model valves w/Limitorque 
operators, per Bechtel 850507 Hr & Deficiency Evaluation Rept 84-101 Actuators 
should be reinstalled in valves using Loctite Graaes AV,271 & 277 
CUMMINS.B R Henry Pratt Co 85/05/23, KEPPLER.J G Region 3. Ollice ol OIreclor 
6pp 30B91 101-30891 106 


DOCKET STN-50.556 BLACK FOX STATION, UNIT 1 


A. Appllcatlon/construetlon stage documents & correspondence 

85D6219323 Forwards application for waiver of withdrawal fees under 10CFR170 12(b> 
& brief in support of application, per 850129 meeting 

G!VRAY,AJ Doerner, Stuart, Saunders, Daniel & Anderson,. 85/06/14, MILLER, WO 
License Fee Management Branch FONNER.R Office of the EKecuttve Legal Director. 
2pp 31034,040-31034 086 

-8SOS210325 Application for waiver of withdrawal lees under 10CFR17012 lor 
plant Assessmanl of fees would violate fairness, public policy & value to applicant 
principles Cancellation of project due to NRC actions Certificalo of Filing end. 
GIRRAY.AJ , HARROW.H I Public Service Co of Oklahoma GIVRAY,A,J Doerner, 
Stuart, Saunders, Daniel & Anderson, 85/06/14 6pp 31034 042-31034 047 

“8506210330 Brief in support of application for waiver of withdrawal fees under 
10CFR170 12 Unique circumstances described Informal hearing requested Certificate 
ol Filing end 

GtVRAY.AJ, ZARROW.H.I Public Service Co of Oklahoma GIVRAY.AJ Doerner, 
Sluarl, Saunders, Daniel & Andereon, 85/06/12 Commissioners 36pp 31034.048- 
31034.086 


DOCKET STN-50-S57 BLACK FOX STATION, UNIT 2 


A. Appllcatlon/construetlon stage documents & correspondence 

6508210323 Fonwards application for waiver of withdrawal foes under 10CFR170 12(b) 
& brief In support of application, per 850120 meeting 

GIVRAY.AJ Doerner, Stuart, Saunders, Daniel & Anderson, 85/08/14 MILLER.WO 
License Fee Management Branch, FONNER.R Ollice of the Executive Legal Director 
2pp. 31034.040 31034 088 

“6506210326 Application (or waiver ol withdrawal foes under 10CFR17012 for 
plant Assessment ol lees would violate fairness, public policy & value to applicant 
principles Cancellation of project due to NRC actions Cortificata of Filing end. 
GIRRAY.AJ., ZARROW.HI Public Service Co ol Oklahoma. GIVRAY.AJ Doerner, 
Sluarl, Ssunders, Daniel & Anderson.. 85/06/14 6pp 31 034.042-3 1034,047. 

“8S06210330 Brief in support ol application for waiver ol withdrawal fees undsr 
10CFR1 70 12, Unique circumstances described Informal hearing requested.CertifIcate 
of Filing end 

GIVRAY.AJ., ZARROW.H.I. Public Service Co of Oklahoma GIVRAY.AJ. Doerner. 
Stuart, Saunders, Daniel & Anderson,. 85/08/12. Commissioners. 38pp. 31034048- 
31034 OBB 


DOCKET SO-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Appllcation/construotlon stage documents A correspondence 

6506160331 Forwards CPRR-1 23, authorizing const ol nuclear reactor factlity.FInding ol 
no significant environ impact, SER, environ assessment & notice ol issuance ol CP 
also and W/o SER 

THOMPSON.H.L. Division of Licensing, 65/06/04 KLEIN, D.E. Texas, Unlv of. Austin, 
TX. 3pp. 30986 056-30986:072. 

“8506180340 CP CPRR-1 23 for (acility.sulhorlzing applicant to construct research reac- 
tor. 

THOMPSON.H L. Division of Licensing 65/06/04. 2pp. 3O986'0S8-30986 OS9 

“6506180346 Notice ol finding of no significant environ impact re const & operation of 

CRUTCHFIELD, 6 Assistant Director for Safety Assessment. 85/06/23, 4pp 
30986,060-30986 063 

—6506180356 Environ assessment for const & operation ol proposed TRIGA resaaroh 
reactor, No significant environ Impact attributable to facility E1S not needed No signifi- 
cant impact finding appropriate. 

* NRC • No Dslalfed Alliltetlon Given, 85/05/13. 7pp. 30986-084-30988.070. 


■8506180364 Notice Of issuance of CP CPHR-123 to Univ of Taxes authorizing const 
of TRIGA research reactor at Balconas Research Ctr in Austin, TX 
THOMPSON.H L Division ol Licensing 85/06/04 2pp 30986 071-30986 072 


E. NRC Safety Evatuallon Report (SER), supple & correspondence 


8508240665 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION 
PERMIT AND OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNI 
VERSITY OF TEXAS Docket No 50 602. (University ol Texas) 

‘ Division of Licensing NU REG-1 135 65/05/31 BOpp 31152223 31152 310 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70 OQOB BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 


8508120S08 “Environ Rept for CY04 on Radiolagical & Nonradlological Parameters to 
US OOE Chicago Operations Otc " 

KIRSCH.G.E Satlello Memorial Institute, Columbus Laboratories BCL 5184 64/12/ 
31 02pp 30665077-30885-167 


DOCKET 70-0026 ROCKWELL INTERNATIONAL CORP , CANOGA PARK, CA 

8606060443 Foiwards Insp Rapt 70-0025/85 O3.on 850422-26 & 0508 No violations 
noted 

MONTGOMERY, J L Region 5, Ollice ol Olrodor 85/05/24 MEYERS, GW Rockwell 
International Corp Ip 30767333-30767 342. 

-6506060452 Safety Insp Rept 70 0025/85 03 on 850422-26 & 0508 No vlolalion or de 
viallon noted Major areas Inspected mat organization & controls, operalor training & re- 
fraining, radwasfe mgf/fransporfation & environ protection 
BROCK.B L., ZURAfeWSKrPR . THOMAS.R.D. Region 5, Office of Director. 85/05/ 
24 flpp 3076/334-30767342 


DOCKET 70-0027 BABCOCK A WILCOX CO., LYNCHBURG, VA 


8506140236 Revised application for amond to License SNM 42, replacing health & 
safety supervisor License chapter changes er>cl,per NRC comments on 841009 appli 
cation 

RE GAN, N A Babcock & Wilcox Co. 85/05/00, CROW.WT Uranium Fuel Licensing 
Branch 11pp. 30907099-30907 109 

8506260044 Advises that 850430 Revs 2 S. 3 to physical security plan consistent w/ 
provisions of 10CFR7O 32(c) & acceptable. 

STOHR.J P Region 2, Office of Director 85/06/24 TETRAUUT.R.E Babcock & 
Wilcox Co. Ip 31254 223.31254-223- 


OOCKET 70-0036 COMBUSTION ENGINEERING. INC., WINDSOR, CT 


6508140062 Forwards Insp Rept 70 0038/85 01 on 850506 10 a 27 & notice of viola- 
ifon 

PAPERIELLO.CJ. Region 3, Ollice ol Diroolor 85/06/10 LICHTENBERGER Com- 
bustion Engineering, Inc 2pp 30064 293-30894.307 

“6606140064 Notice of violation from insp on 850506-10 & 27 
PAPERIELLO.CJ. Region 3, Office of Director 85/06/10. 1p 36B94-205-30894 295 

“8S06140066 Insp Rept 70-0036/86-01 on 850506-10 A 27 .Violation noted Inadequale 
scildificalion oi redwasta shipment 

FRANCE.QM, GREQER.LR Region 3. Office of Dlfector 65/06/10 12pp. 
30894.896 30894.307 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV., UNIVERSITY PARK, PA 


8S061404B4 Ltr to licensees Informing that safeguard event repts required by 
1DCFR73 71, Including unaccounted for shipments, suspected thefts, unlawful cfiverelon 
& radiological sabolage should bq submitted to TT Marlin, Region I. 

MURLEYJE Fagion 1, Ollice of Director, 85/05/23. Babcock & Wilcox Co. 2pp. 
30896 2t8-30896'219 


DOCKET 70-0136 BABCOCK & WILCOX CO., APOLLO, PA 


8606240285 Responds to FOIA reauesl for Into re B&W faciliW in /^ollo.PA & any appli- 
cations rnade tor license Computer printouts for Dockets 70-135 & 70-364 Haling all 
recortfa maintained In PDR encl.W/o end. 

FELTON.J M Division of Rules and Records 66/04/01. FARLEY.S Raich & Tang. 
Inc 2pp 31167.332-31157.333. 

8B06 140484 Ltr to licensees Informing that safeguard event repts required by 
10CFR73.71, Including unaccounted lor shipments, suspected Ihelt&,unlaw1ul diversion 
& radiological sabotage should be submitted to TT MBrlin,RB9lon I. 

MURLEYTTE Region 1, Ollice of Director. 8S/D5/23 Babcock & Wilcox Co 2pp 
30806 218 30896 219 

8606240413 Responds to vlolafions noted in Insp Repts 70-0135/85 02 & 70-0384/85- 
02.Correcllva actionsiprocedureB reviewed & will be revised to rellect current decon- 
tamination activities & safety postings reviewed. 

AU8TIN.M A Babcock & Wilcox Co, 85/06/17 MARTIN, T.T Region 1, Office of Dl 
rector 3pp 31062.134-31062*138. 
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DOCKET 70-0t43 NUCLEAR FUEL SERVICES. INC., ERWIM, TN 


DOCKET 70-0364 BABCOCK & WILCOX CO , APOLLO, PA 


8506210040 Forwards notice of violation & proposed Imposillon ol civlI penalty in 
aiTiaunl of SIOO.OOO Violation noted failure to Identity & correct degradation of mall 
access boundaiy on several instances Notice wtthhetd (ref 10CFR95}. 

0‘REILLY.JP Rapion 2. Office ol Director 84/07/27 GUINN.FK Nuclear Fuel Serv- 
ices, Inc (subs olGeltyOilCo) 2pp 31056 2S4-310S6 255 

8506210045 Forwards Insp Hept 70 0143/84 21 on 840520-24 & nobce ol 
Violation Notice of violalion & rept details withheld (ref 10CFR95) 

O'REILLY.J P Region 2. Office of Director 84/07/27 GUINN.F K Nuclear Fuel Serv- 
ices. Inc (subs of Getty Oil Co) 2pp 3I056‘122 3f056 124 

-8506210060 Physical Security Insp Rept 70 0143/64-21 on 840520 24. Violation 
noted degraded mall access area barriers Details vrithheld (rel I0CFR95) 

TOBIN.WJ, MCGUIRE.DR. Region 2. OHlce ol Director 84/06/15 Ip 31056124- 
31056 124 

8506200493 Nolilies ol review of vendor 840309 request lor add! 21 days to respond to 
NRC 840727 Hr proposing irnposition ol civil penalty (Enforcement Action 84 60) Ex- 
tension granted Response expected no later than 840917 

O-REILLVJ.P Region 2. Office of Director. 84/08/23 GUINN.F K Nuclear Fuel Serv- 
ices, Inc (subs oiGetty OtI Co ) Ip 31020 088-31020 089 


8506240285 Responds to FOIA request for into re B&W facility in Apollo.PA 8 anvecol 
cations made for license Computer printouts lor Dockets 70-135 & 70 364 lisiinciail 
records maintained in PDR end W/o end ^ 

FELTON.J M Division of Rules and Records 85/04/01 FARlEY.S Reich & tsi-w 
Inc 2pp 31157 332-31157 333 

8S0&1404B4 Ur to licensees informing that safeguard event ropts required br 
10CFR73 71, including unaccounted for shipments, suspected thalts,un1awlu1 dncrsco 
8 radiological sabotage should bo submitted to TT Martin.Region I. 

MURLEY.TE Region 1 . Ollice ol Director 85/05/23 Babcock & Wilcox Co 9 tv. 
30896 218 30896 219 

8506240413 Responds to violations noted In Insp Repla 70 0135/65 02 ft 70 0361/85 
02 Corrective actions procedures reviewed & will be revised 1o roll eel curronl dccor- 
lamination activities & safety postings reviewed 

AUSTIN.M A Babcock & Wilcox Co 85/06/17 MARTIN.TT Renton 1 , Olfice el r> 
rector 3pp 31062 134-31062 136 


DOCKET 70-0371 UNO NAVAL PRODUCTS, INC,, UNCASVILLE, CT 


—8506200495 Requests addi 21 days to respond to proposed imposition ol civil penalty 
(Enforcement Action 64-60) & Insp Rept 70-0143/64-21 Matter involves natl security 
Info which necessitates greater response lime 

GUINN.FK Nuclear l^el Services, Inc. (subs, of Geliy Oil Co) 84/08/09 
O'REILLY.J P Region 2. Ollice ol Diiectof. 1p 31020 089-31020 089 

880327011$ Forwards monthly status rept summarizing Invostigation findings & correc- 
tive action plan re accumulation of U beating solids in high enriched U process vent! 
lalion sys Rept withheld (ref 10CFR2 790) 

GUINN.FK Nuclear Fuel Services, Inc (subs Of Getty Oil Co) 05/02/26 GRACE.N 
Region 2, Office of Director Ip 29541-053-29541053 

8506130582 Forwards fundamental nuclear mail control ptan.Sactton 40 & request for 
regulation exemptions Plan withheld (rot lOCFfla 790) Fes paid 
HENSLEY.KD Nuclear Fuel Seivicas, Inc (subs of Getty Oil Co) 65/04/29 
BROWN.WR Fuel facility Safeguards Licensing Branch Ip 30892 357-30892 357, 

850612048S Submits amended Pages 4 17,4-16 & 4 20 to radiological contingency 
plan, per Condition 29 of Amend 26 to License SNM-124 Changes do not decrease 
ra^onse efieclivenessol plan 

IDEKER.R L Nuclear Fuel Services. Inc (subs of Gaily Oil Co ) 65/05/09 
CROW.WT Uranium Fuel Licensing Branch. Spp 308B5 191-30865:105 

8S061204S4 Application for amend to License SNU 124.modiiying ventilation sys lor 
calcinellon furnace in highly enriched U scrap recovery facility Seven oversize draw- 
ings end Aporture cards available in PDF Fee paid. 

IDEKER.R L Nuclear Fuel Services, Inc (subs ol Getty Oil Co.). 85/05/10. 
CROW.W.T. Uranium Fuel Licensing Branch 34pp 30883-126 30883.161 

8608130108 Forwards "Planning Guidelines ” End withheld (rel 10CFR2 790). 
TAYLOR.C.W. Nuclear Fuel Services, Ino (subs ol Qolty Oil Co.) 85/05/ 15 
CROW.WT. Division ol Fuel Cycled Material Safety Ip 30067.001-30667-091, 

8506050662 Ack receipt of 850508 Itr & payment of civil penally in amoirnt of $50,000 
imposed by 860501 erdor.Correctivo acllons will bo examined durlno, future insps 
AXELHAO.J A Enfercemanl Staff. 85/05/28. TAYLOR.C.W. Nuefear Fuel Services, 
Ino. (subs, of Getty Oil Co ). 2pp 30740.156 30740.167. 

6506100037 Ack receipt oi 650507 Hr & payment of B50S01 civil penalty in amount of 
$18,759 

AXELRAD.J A Enforce meni Staff 85/05/30 TAYLOR.C.W Nuclear Fuel Services, 
Inc.fsube of Gefty Oil Co > 2pp 30-830 262-30830'253. 

8506050150 Forwards Insp Rept 70-0143/85-22 on 850514-18 No violations or devi- 
ations noted 

BARR.K.P. Regiotr 2. Office of Director. 85/05/31. GUINN.F K Nuclear Fuel Services, 
Inc (subs of Getty Oil Co). 2pp 30718.018 30718097 

-8606050158 Insp Rapt 70-0143/85-22 on 8S0514-10.No violation or deviation 
noted Major areas inspected security sys power supply, lighting, communications & 
access conboi - personnel. Details withheld [ref iQCFROSf 
TILLMAN.A. MCGUIRE.DR. Region 2. Office ol Director. 85/05/30 Ip. 30718 020- 
30718.020. 

8S062 19175 Issues Amend 32 to License SNM-124, moditylng sampling frequency at 
specllio environ air sampling siatlons as described In 850521 eppticalioaas supple- 
mented on 860524 Amend 24 will expire upon selllemenl ol current sirlko. 
CROW.W.T Uranium Fuel Licensing Branch 85/08/03 IDEKER.R Nuclear Fuel 
Service s , Inc. (subs ol Getty Oil Co ) 1 p. 3 1 04 8:060-3 1 04 6 .064. 

-6506210163 Recomands approval of 850521 application, as supplemented on 
850524, for amend to License SNM-124 to temporarily suspend co-llaction of samples 
from six ol nine olfsile air monitoring siatlons during work strike, 

SOONG,AL. Uranium Fuel licensing Branch. 85/06/03. Uranium Fuel Licensing 
Branch. 2pp. 31048 061-31048-062. 

*•6606210169 Grants categorical exclusion from environ assessment or EIS fer 850522 
appllcallon lor amend to License SNM-124 temporarily suspending sampling require- 
ments for six stations during work slilke 

CROW.W.T. Urarjlum Fuel Licensing Branch 85/06/03 Uranium Fuel Licensing 
Branch. 2pp 31048,083-31048064. 

0506260112 Forwards comments & questions on renewal application for Iransmitlal to 
licensee Crtleria for concrete Isolation nonconseivativa & scenario for UF6 release not 
eveluaiad In application 

BIDINGER.G,H. Uranium Fuel Ucenslrw Branch. 85/06/06. SOONG.S NRC - No De- 
tailed Alhllalton Givon. ISpp. 31226.205 31226-222. 

B50S2B0009 Advises that Chapters 1,4,5 & 6 to fundamental nuclear mall control plan 
consislont Wi^rovlslons of 10CFR 70.32(0) & acceptable. 

STOHR.J,P. Region 2, OHlce of Director. 05/06/24. GUINN.F.K Nuclear Fuel Serv- 
ices, fne (subs, of Getty Oil Co.) Ip, 31256:180-31258 160. 


8506060430 Forwards Insp Rept 70 0371/85 05 on 650226 & notice of violation 
MARTIN.TT Region 1, Oflico of Director 85/05/21 AMY.Q.O United Nuclear Cora 
(subs ol UNC Resources. Inc ) 2pp 30758 358-30768-363 ^ 

“8S06060435 Notice of violation from Insp on 850226 
• Region 1 , Ollice of Director 85/05/21 Ip 30750 360 30758.360 

-BS06060437 Insp Rept 70 037 1 /85 05 on 050226 Violation noted hole In boilom c* 
Drum 1-13 containing shipment ol SNM which violatod requitemonl that malls shex/d 
be packaged In strong, fight packages 

CLEMONS.PE, SHANBAKY.M flogion 1, Offico of Dlroctor 05/05/10 3r* 
30758 361-30758 363 

8506140484 Ltr to licensees Informing that safeguard ovont rapls required bj 
10CFH73 71. Including unaccounted lor shipments, suspected thofts.unlawlul diversun 
& radiological sabotage should be submitted to TT Martin.Region I 
MUnLEYjE Region 1, OlfIco ol Director 05/05/23 Babcock & Wilcox Co 2t)o 
30808 218-30886 219 ^ 


DOCKET 70 0398 COMMERCE, DEPT. OF, WASHINGTON, DC 


85O6120S23 Application for amond to LIcenso SNM'a02, exempting scaled sowers of 
Iransurunic radionuclides w/activitles loss than 10 uCi from leak testing 
PEVEY.LE Commerce, Dept, of. Notional Bureau ol Standards 85/05/ta 
CROW.WT. Uranium Fuel Licensing Branch 3pp 30005.072-30065:074 


65961404S4 Llr to licensees informing that snieguord ovoni ropts required by 
10CFR73.71, including unaccountod for shipments, suspected IhoHs.unlawlul dnerten 
& radiological sabotage should bo submitted to TT Martin.Region I. 

MURLEYJ.E. Region 1, Ollice ol Director 05/05/23 Babcock & Wilcox (k) 7to 
30896 218-30898.21 9 


DOCKET 70-0687 UNION CARBIDE CORP., TUXEDO, NY 


8506140484 Llr to licansQos Informing that saloguard ovoni rents loquwed fjy 
10CFR73.71. Including unaccounted for ahlpmenls, suspoclod IhoHs.unlawlul dWeiucn 
& radiological sabotage slrould bo submlttod to TT Marlin, Roglon I 
MURLEYTT.E Roglon 1, OKice ol Dirocior 85/06/23 Babcock & Wiko* fo 2po 
30898 218-30606,218 ^ 


DOCKET 70-0698 WESTINQHOU8E ELECTRIC CORP., PITTSBURQH, PA 

8S06140246 Application lor amond to License SNM-770.aulhorizlng ebango in Ui-ysx:tf 
securtN provisions of llcenso Fee paid. 

NARDf.A J Westinghouso Electric Corp 85/04/29. CROW.W T Uranium riwl liceni- 
Ing Branch. Spp 30007 091-30007-008 

860614028B Forwards revised page to environ analysis submilled W/OSO206O4O8 & 
0326 appitcaltons for amends to Liconso SNM-770,pormitlinn receipt lro»lment A 
packaging ol waste malls received from othor llconsed operations 
NARDI.A J. Westinghouso Electric Corp 86/05/08. CROW.W.T. Uranium Fuel L leas- 
ing Branch Spp, 30907:008-30997.009. 


DOCKET 70-0712 KERR-MCQEE NUCLEAR CORP,, OKLAHOMA CITY. OK 


oeuinvuiie nesponos to t-uiA request lor all documents ra Liconsos SMABZe iDec 
1964 - Deo 1974),SUA-1330 (Jan 1077 - Jan 1086) & SUC-703 (Jan 1064 - 0« 
1985).Forward3 documents re Licenses SMA 026 & SUA-1330 
FELtON.j M Division of Rules and Records, 05/03/20. 8HAFER.S. Alfihalion Not As 
srgned. Ip. 31009017-31009051 




amended to relleot name change to Korr-McGoe Cora 
MUSSBAUMEH.OA Alorntp Energy Commission. 66/01/20. LAMBCRIUSH Ko 
McGee Corp, Ip, 31009.051-31008;651. 


DOCKET 70-0734 QA TECHNOLOGIES, INC., SAN OlEQO, CA 


" frel 10CFR2 7 I 0 )*** ®50426 llr forwarding Safeguards Amend SG-l bo winwroj; 

Technologies. Inc,/(3eneral Atomic Co, 85 / 05/01 BROVifNWB 
Fuel Facility Safeguards Licensing Branch. 2pp 30067:076-30867.079. 


DOCKETED ITEMS 307 


6S05O4OSD9 Si^m^izos 850S22 moetinQ w/ 6 A Technologies, Inc licensing adniinistra- 
lor in □othosda.MD ro application to amend radiological safety & environ surveillance 
mo niton ngproBiram 

CnOW.WT Uranlian Fuel Licensing Branch 05/05/23 DAVIS.J G Olfice of Nuclear 
Material Saloty & Safeguards, Director 1p 30719 361-30719 361 

6506210157 iBsuos Amend 1 to License SNM-696,authorizing exemption from criticality 
alarm roqulroments of 10CFn70 24(a) during mod to alarm sys sub] to listed condi 
tions 

CROW,WT Uranium Fuel Licensing Branch 85/05/30. MOWRY.WR GA Technol- 
ogloe, Inc /Gonoral Atomic Co Ip 31047 359 31047,363 

*•0506210163 nocommonda approval ol 850423 application as supplemented on 
860580 lor Amond 1 to License SNM $96.auihorteifig exemption from criticality alarm 
ionutromonls ol 10CFB70 24(a) sub) to listed conditions. 

KETZLACHiN Uranium Fuel Licensing Branch 95/05/30 Uranium Fuel Licensing 
Oranch Opp 01047.36031047 362 

••3508210166 Qranis categorical exclusion from environ assessment or EIS (or 850423 
applicallon,fls supplomontod on 05as20,(or Amend 1 to License SNM 696,authoralng 
exemption from crilicallly aform roguiroments 

CnOw.WT. Uranium Fuel Licensing Branch 85/05/30 Uranium Fuel Licensing 
Branch Ip 31047.363 31047 363 

0506110647 Forwards Saloguards Insp flopts 50 0B9/B5 01,50-163/85 01 & 70.0734/ 
85-08 on 050521-24 & nollco of violation Ends withheld (ref 10CFRa.780) 
MONTQOMCHV.JL Regton 6 . Office of Oiroclor. 85/06/05 COUNDREA.TR QA 
Techitologloe, Inc /General Atomic Co. 2 pp 30616039 30816 040 


DOCKET 70-0020 UNITED NUCLEAR CORP., WOOD RIVER JUNCTION, Rl 

0506140434 Ur to llconsoos inlorming that safeguard event repts required by 
lOCFn 73 71. including unatcountod for shipments, suspected thefts, unlawful diversion 

5 rAdlaloaicaf aabotago should bo submitted to TT Marlln.Region I 
MURLEYJ.E. Roflion 1, OKico ol Director 85/05/23. Babcock & Wilcox Co 2 pp 
30B90.2»a-3000a21B 

6508210382 Forwards Saloguards tnsp Rept 70 0620/65 02 on 650509-10 No violation 

JJlARTIN.TT Rofllon 1, Olfice ol Diroctor 86/06/17. AMY.GO. United Nuclear Corp 
(subs of UNC Rosources, Inc) 2pp 31031 276 31031 276 . 

-0508210365 Moll Control & Accounting Insp Rept 70 0820/85 02 on 650509-10.No 
noncomptinneo noted Major areas Inspected licensee action on previous insp find- 

dIlLA n ATT A, a., KEIMIG.R.R Region 1 , Oflice of Director 65/06/06. 2pp 
3)03f277.3)031-278 

DOCKET 70.0920 RENSSELAER POLYTECHNIC INSTITUTE. TROY, NY 

8505140404 Ltr lo llconsoos Inlorming that satoguard event lopta lequlted ^ 
lOCFR 73 71, Including unaccounted (or shipments, suspected the Is, unlawful diversion 

6 ratjKJtogfcfll Babolago should bo submlllod JT Mariln.Hegion I _ , 

MUhLEYj.E nogion 1. Oflico ol Director 85/06/23. Babcock & Wilcox Co 2 pp 
30000:216.30006:210. 

0506100589 Roaponda lo violations noted in Insp Rept 70 00920/65 01 Corrective 
flCllona.Qmorooncy exit door ol Blow Knox I waste storage area repaired & used as 

JlJD§*^'^^'^onBsc^neTpolytoc1^ni^ Institute, Troy, NY. 65/06/29 MARTIN.T.T Region 
1 . Ollico ol Oiroclor 2pp. 30701. 364 - 3070 1-356 

DOCKET 70-0025 KERH-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8506050338 FOIA request lor ACC 3B8 SS mall Iransfw forms did 680101- 741231 lor 

Ms." KC 0«»o 2PP. 

30742 366 90742356 

lo POIA roQOosl for AEG rn&tl Ufinsfor forros did Oct 1&68 - Doc 
to cBon'u Jn Lcgan Couniy, OK Forms nol main- 

ABRAM8J<.K«,»..,Upi. ol, 

LOWienCQ, K 8 , Ip 30742.354-30742.354 

6609200123 FOIA roquoal lor Hconsos & emoncis to Licenses SNM-1174 & SNM 028 
Pltl4tl040*3l04l!040. 

signed Ip, 31009.0i7*31009’051 

To/wof OBlEaO H. Atomic Bi.iw OPn.ml»lon 

IP 31009:100.31009.106 


'8506190173 Notifies that per 651209 requesl.llem I of Licenses SNM 695 SNM 
928,SMB-664 & SMA 82S amended (0 reftoct name change to Kerr McGee Coip 
NUSSBAUMER.D A Atomic Energy Commission 66/01/20 LAMBERTUSH Kerr 
McGee Corp Ip 31Q09 051 310Q9 051 


“8S06190186 Requests that transfer ol licenses lo Kerr McGee Nuclear Corp bo made 
etieclive 740101 instead ol 731101 

SHELLEY.WJ Kerr-McGee Corp 73/10/16 NUSSBAUMER.D A Atomic Energy 
Commission. Directorate of Licensing tp 31009 124-31009 124 

"6506190192 Requests withholding of drawings NPO 222.NPD 222 (Rev 1 6 ). NPD 
182.NPD-1-504.NPD-1-511.NPD-1 513,NPD.2.301 (Rev 1). NPD.2 801 & NPD-2. 
aoSMer f0CFR2 790 

MCBRIDE.J A Atomic Energy Commission 66/03/21 LAMBERTUS.H Kerr McGee 
Corp Ip 31009052-31009052 


"8506190220 Notifies that Licenses SUB-lOtO.SMA 826.SUA6t6.SNM 928 & SNM- 
1174 transferred to Kerr McGee Nuclear Corp Specific amends to licenses 
listed Requests Commission be notified when subsidiary tomialned 
ROUSE.LC Atomic Energy Commission, Directorate ol Licensing 74/01/02 
SHELLEY.WJ Kerr-McGee Corp 2pp 31009 127-31009 128 

"8506190230 Informs that communications re managenal matters should be addressed 
to RM Fryar GE Wuller will continue lo administer routine matters re 
licen&lnQ,reguiatlon & compliance 

LAMQeRTUS.H Kerr-McGee Corp 56/08/12 MCBRIDE. J A Atomic Energy Commis- 
sion 1p 31009056 31009056 

"6506190234 Describes organizational changes involved In changing name of licensee 
to Kerr-McGee Nuclear Corp Also discusses changes.due to tefroination of several 
personnel, in revised sections ot License SNM-1174 Provision for Keno II added 
SHELLEY.WJ Kerr-McGee Corp 73/12/31 HOUSE.LC Atomic Energy Commission. 
Directorate ol Licensing 28pp, 31009 129 3 1009 156 

"8506190236 Requests Info on nalure & scope ol reorganization of vendor as if related 
(0 organizational structure outlined m application for source & special nuclear mails 
licenses Requests resume of RM Frvar ro experience w/nuclear malts 
NOSS 8 AUMEH.OA Atomic Energy Commission 66/09/12 FRYAB.RM Kerr McGee 
Corp Ip 31005057-31009057 

"8606190247 Informs that formation ol Kerr-McGee Nuclear Coip became effective 

Sf?Eu!Y,WJ Kerr McGee Nuclear Corp 74 / 01/24 ROUSE.LC Atomic Energy Com- 
mission, Directorate ol Licensing Ip 31009 157 - 31009 157 

"8508190249 Responds to NRC 660912 ttr re vendor organizational changes SirucUir- 
ing within nuclear products dept unaffected by reorganization Brief resume of RM 

pRYA^l'^M^Karr-McGee Corp 66/09/21 NUSSBAUMER.D, A Atomic Energy Com- 
mission’ 2pp 31009 058-31009 059 

"6506190266 Forwards Insp Repts 40 7308/74-01,70-1 193/74-01 & 70 0925/74-01 on 
74021 1-15 Violations noted corrected before conclusion of Insp , cv vu i 

KEPPLERiJG Region 3, Chicago. Office of the Director 74/04/08 SHELLEY.WJ 
Kerr-McGee Nuclear Corp 2pp 31009156-31009159 

-8508190280 Insp ROplS 40-7308/74-01.70-1193/74 01 & 70-0925/74 01 on 740211- 
15 Violations noted employees exposed to aiibomo concentrations oi pu i z to i b 
times specified limits from 731028 to 7AOi\& (SNM-1074) 

RIDQViMY,K B , FINN.J A , FIORELLI.Q Region 3, Chicago. Office ol the Director 74/ 
04/06 22pp 31009 160 31009 181 

"8506190285 Ack receipt of 660921 Ur re feorganizaUon of vendo^^ 

NUSSBAL/MER.O.A Atomic Energy Commission. b6/09/29 FRYAR.nM Kett-Mctaefl 
Corp Ip 31009060-31009 060 

-6506190291 Forwards Insp Repts 40 - 7308 / 74 - 02 . 70 - 1 193/74 05 & 70-0925/74-03 on 

KE^PPLE^J^Q'^Regfen^^ Chicago. Olfice of tne Director 74/08/20 SHELLEY.W J 
Kerr-McGee Nuclear Corp 2pp 31009 182-31009 183 

•.flR 06 190293 Advises Of issuance ol Amends 3 & 12 to Licenses SMA-826 & SNM- 
920 ,respectively.ohanging Item 11 re posting ol signs on all plant entrances warning 
that any area or room may contain radioactive rriati u.,, « i cn r c uicRers 
HARMON.D.F Atomic Eneroy Commission 66/11/02 WULLER.GE Kerr-MCQee 
Corp Ip. 31009 . 061-31009 0§1 

12pp 31009.184.31003,195. 

. ftR06t<iCi307 AOk receipt ol 740702 & 15 ltrs.intorming of sleps taken lo cwiecl viola- 
’Ss citedto AEG 740620 ft^rCoffeclionB 

KEPPLER.JG. Region 3. Chicago, Office 74/08/1^2 bticuut .yvj 

Kcff-McQee Nuclear Corp Ip 31009 196-31009 196 

-8606190313 Requests that end response lo 740620 insp rept replace vendor 740702 

SHELLEY.WJ Kerr-McQee Nuclear Corp. 74/07/16 KEPPLER.JG Region 3. Chica- 
go! Office of the Director. 3pp 31009 1fi7-31009'199 

-8506190317 Forwards response lo specific deficiencies noted In insp of Licenses 

IhELlIy Vj corp. 74/07/02. KEPPLER.J G Region 3. Chtea- 
go! Office’of the Director 3pp 31009-200-31009 202. 

iSnB by .•pB «« !>• »/v«i«ter « uiton on TBOloa w/o 

KNUTH.DF. A»* En« 9 y.,C<>m»to, aw.» 0( RytoW Op...t»n, IV 
12/31 BAY Atomic Energy Commission. Ip 31009 203-31 oos.zod. 
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“8506190331 Forwards (nvesti gallon Repls 10 7308/74 03,70 1193/74-10, 70 0985/74- 

05 a 70-1 193/74 09 Rept 74 09 to be dfscussed w/ union a licensee on 
750106 Other repta to be discussed w/ union & vendor on 750107 Repts to be made 
public 750106 07 

DAVIS.J Q Atomic Ererg/ Commission, Directorate ot Regulatory Operations 75/01/ 

06 WUflPHY.G Conoress, Joint Commitlea on Atomic Energy Ip 31009 204- 
31009 204 

-8506190338 Discusses special invest igation o1 allegations made by oil, Chomical & 
Atomic Workers fnll Union re unsale working conditions & meeting w/vendor 
750107 Violations noted 

KEPPLER.JG Region 3, Chicago. Office ol the Director 75/01/10 MCGEE, DA 
Kerr-WcGee Corp 2pp 31009 805-31009 206 

“8506199353 Investigation Repts 4 0 7 308/74-03,70-1193/74 1 0 & 70 092 5/74 95 on 
740521-22 Non compliance noted incident involving licensed rnatl not reported wilhin 
24 h.safo operating limit ot glove box sys exceeded & Pu meial used 
WARD.J J , RIDGWAY,K R , P/\AS,H J Region 3, Chicago, Otfrce ol the Director 74/ 
ia/13 21pp 31009 207-31009 227 

“85061D0377 Requests vonficalion that lormer vendor employee received 740910 
notice of record of exposure upon termination Special radiation survey rept on K Silk 
wood & TLD reader calibr onci 

WARD.J J Region 4, Dallas, Oflica ot the Director 74/ 1 1/25 Affiliation Not Assigned 
3pp 31009 228-31009 230 

“8506190384 Ack receipt of 750121 Ur informing qf steps taken to correct items ol non 
compliance noted in 750110 Ur Corrections will t>a examined during subsequent Insp 
HIND,JA Region 3. Chicago, Office of lbs Director 75/01/30 SHELLey,WJ Kerr- 
McGee Nuclear Corp 1p 31009 231 31009 231 

“8506160432 Advises ol Issuance of Amends 10 & 3 to License SNM-92B & SMA- 
B 26 ,raspectively,au 1 hori 2 lng use of respfrators to determine employoe exposures 
NUSSBAUMER.DA Atomic Energy Commission 69/12/16 WULLER.G E Kerr- 
McGee Corp 5pp 31009 101-31009 105 

“850S190442 Forwards response to NRC 750110 Ur ciling Investlgallon Repts 40-7308/ 
74-03,70 0925/74 05 & 70 11 93/74-1 Ore allegations olunsalQ working conditions 
WCGEE.DA Kerr-McGee Corp 75/01/21 KEPPLER.JG Region 3. Chicago, Office 
of the Direclor 3pp 31009 232 31009 234 

“8506191)446 Requests that communication ra licensed activity of vendor bo directed to 
WJ She If ay, 

MOORE,PM Kerr-McGee Nuclear Corp 77/06/20 SMITHCV Oltice of Nuclear Ma- 
te riBlSafaty&SafGguards,Di rector 2pp 31009 235-31009 236 

“8506190449 Foiwards Insp Repts 40 7306/77-01,70-1193/77-02 & 70 0925/77-03 on 
770607-10 Noncompliance noted 

ALLAN,J M Region 3. Chicago, Office of the Director. 77/07/21 BBOWN.B E. Kerr- 
McGee Nuclear Corp 2pp 31009.237-31009 230. 

“8506190452 Notice of violation from Insp on 770607-10 
* Region 3. Chicago, Otffee of the Dlroclor, 77/07/21 Ip. 31009 239 31009 239, 

--8S06199454 Insp Repta 40-7300/77-01,701193/77 02 A 70 0925/77-03 on 770007- 
1 0 Noncompllance noted inventory of enriched U containing more than 1 kg ol U'235 
(License SNM-928) 

HEUTER.LJ. FISHER, WL Region 3. CJiicago, Office ol the Director. 77/07/07 
lOpp, 31009 240-31009 249. 

“8506199457 Ack receipt of 770725 Itr fnlornlng of Steps taken to correct noncompll- 
ance Identified In NRC 770721 Itr. Corrective action will bo examined during future 
Insp 

ALLAN.JM Fuel racliitles & Materials Branch 77/00/03 BROWN.BE. Kerr McGee 
Nuclear Corp. Ip 31009 250-31009-250 

“85061SD461 Responds to Insp findings ol 770607-10 SNM 920 possession limit In- 
creased to 2 kg U-235,Qffeclivo 770712 

SHELLEy,W.d Kerr-McGee Nuclear Core 77/07/25 ALLAN.JM, Fuel Facilities & 
Materials Branch, ip 31009 251-31009 251. 

-8506190463 Application (or amend to License &NM-92G to include possession & use 
of source mall as nalurat U or depleted U in quantity not exceeding 2,000 kg 
U Termination of License SMA-626,whlch expires 760430,rQquested 
SHELLEY, WJ Kerr-McGee Nuclear Corp. 76/01/23. ROUSE.L C. Fuel process & 
Fab Branch (Pra 790727). ip, 31009 252-31 009:352 

8506200129 Responds to FOIA request tor amends to Lfeenses SNM-1174 & SNM 
928.No1es that request for licenses made In early Feb (FOIA'85-77} Self explanatory 
response to earlier request end W/o end. 

FELTON, JM Division of Rules and Records. 85/03/27 JOHNSON.MC Aflillallon 
Not Assigned. Ip. 31041.041-31041’041, 


DOCKET 70-0936 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 

ma 

8506140484 Ltr lo licensees Informing that safeguard event repts required by 
10CFR73 71, including unaccounted for shipments, suspected thefts, unlawful diversion 
& radlofoglcal sabotage should be submitted te TT Marlin, Region I, 

MURLEYTt.E. Region 1, Office of Direclor. 65/05/23. Babcock & Wilcox Co 2pp, 
30096 216-30096:219. 


DOCKET 70-1068 FLORIDA, UNIV. OF, GAINESVILLE, FL 

8506070032 Issues Amend 6 lo License SNM 1050,exlendlng expiration dale fn Condi 
lion 4 to 850930,per 840719 application SER supporting Issuance end 
CROW.W.T. Uranium Fuel Licensing Branch. 85/05/28 DIAZ,N.J, Florida, Unlv ol, 
Gaines vilJa, FL. ip. 30799 032-30799 034 

“8606070095 Rocemmends extension ol expiration dale for License SNM'1050 to 
650930 No EI3 or environ assessment required. 

KODALI.K.K,, CROW.WT Uranium Fuel Licensing Branch. 86/05/28, Uranium Fuel 
Licensing Branch 2pp. 30799 033-30799:034. 


DOCKET 70-1100 COMBUSTION ENGINEERINQ. INC, WINDSOR, CT 

8506140484 Ltr to licensees informing that safeguard event repts required by 
10CFH73 7l,incIuding unaccounted for shipments, suspected thefts, unlawful dwerslorv 
S radiological sabotage should be submitted to TT Marlin, Region I 
MURLEY.TE Region 1, Office ol Director 65/05/23 Babcock & Wilcox Co 2 pp 
30096 218-30896 219 

0506190546 Discusses C-E 850121 & 0423 itrs demonstrating changes to License 
SNM-1067,fellecling appoinimont ol JF Gibbons as general managar.nuclear fuel 
mfq Change in organization does not affect license conditions 
KETZLACH.N Uranium Fuel Licensing Branch 65/05/31 Uranium Fuel Licensng 
Branch 2pp 31013 349 31013 350 

8506240231 Advises of issuance ol Amend 4 (o License SNM-1067. aulbonzing 
posses si on, packaging & disposal ol residues containing U enrictisd to greater than tv 
equal to 20% U-235 sub] to conditions listed SER supporting amend end 
CROW.WT Uranium Fuel Licensing Branch 85/06/12 LICHTENBERGER Combus 
lion Engineering, Inc 2pp 31156 296 31156 301 

-8506240241 Evaluation ot 841 130 license amend application re addition of 1.000 g of 
contained U-235 in residue enriched to greater than or equal lo 20 weight percent U 
235 Issuance of amend recommended 

KETZLICH.N, CROW.WT Uranium Fuel Licensing Branch 05/06/12 3pp 
31156,29631156300 

“8500240248 Discusses categorical exclusion for 841130 request lor aulhorization to 
possess.packego 6 dispose of residues w/greater Itien or equal to 20% enriched (J 
235 Neither environ assessment nor EIS warranted (or proposed actiori 
CROW.W.T Uranium Fuel Licensing Branch 85/06/12 Uranium Fuel Licensira 
Branch Ip 31156301-31156301 


DOCKET 70-1113 GENERAL ELECTRIC CO , WILMINGTON, NC 


8506130374 Requests allowances be granlecl for cerlaln SNM inventory requircmeds 
described (n end End withheld (ref 10CFfl2 790) 

VAUGHAN.CM General Electric Co 85/04/05 BROWN.W B Fuel Facility Sale 
guards Licensing Branch Ip 30865 122-30065122 

8606130371 Forwards juslificalion for & revs to Items 3,4 & 5 of fundamenlal nuclear 
mall con trot plan for approval End withhold (ref 10CFR2 790) 

VAUGHAN.CM General Eleclric Co 05/05/10 BROWN.W B Fuel Facility Safe 
guards Licensing Branch 2pp 30B65 123 30665 124 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP,, PITTSBURGH, PA 


86061D0137 Appllcalion for amend lo License SNM-1120,incroaslna possession linvt 
from 1 50 g to 2,000 g of contained U-235 & authorizing oxomption from requiring enfr 
cality alarm monitoring sys & requiromenis of NUREG 0767 Foe paid 
NARDI.AJ Westfnghouse Eleclric Corp, 85/05/20 MURLEY.TE, Region 1. Olficool 
Direclor 4pp 30701 035-30791 03B 


DOCKET 70-1161 WESTINGHOUSE ELECTRIC CORP., PITTSBURQH, PA 

8606060042 Forwards renewed License SNM 1 107,SEn,onviron ossossmonl (NUREG 
1110) & finding of no slgnilicanl Impact Request for amond should be submiltod in 
forrrr ot redacemont pages to conditions socllons & safety demonal ration section 
CROW.W.T, Uranium Fuel Licensing Branch 66/05/20. NARDI.AJ Wostinghouso 
ElecIricCorp Ip 30776 001-30776172 

“8606060048 Renewed License SNM-1 107, authorizing use of U-23S,Pu230 & Pu 2J9 
at Columbia.SC facility In accordance w/conditlons In Chapters 2,3 & 4 
CROW.W.T, Division of Fuel Cycle & Material Safely 85/05/20 Ip. 30776 002- 
30776034 

“6506060051 Notice of finding of no significant Impact ro renewal of License SNM 
1107 

CROW.W.T. Uranium Fuel Licensing Branch, 85/05/16. Zpp 30776.035 30776,172 


DOCKET 70-1103 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8506050336 FOIA request for AEC 388 SS mall translor forms did 680101- 741231 for 
Cimarron U & mixed oxide facilities In Logan County, OK 

ABRAMS, K Kansas, Univ, of, Lawrence, KS 85/02/01. Office of Administration 2pp 
30742.355-30742 356. 

6506050334 Response to FOIA request for AEC mail transfer forms did Oct 1968 - Dec 
1974 lor Cimarron U & mixed oxide (acllKies In Logan County.OK Forms not maln- 
lalned by NRC Address for contacting DOE givon 

FELTON.d.M. Division of Rules and Records 85/03/12 ABRAMS.K. Kansas, Univ of. 
Lawrence. KS, ip 30742,354-30742 354 

6506200123 FOIA request for licenses & amends to Licenses SNM-t174 & SNM-9'23 
for Kerr-McGee Nuclear Corp Cimarron Facliily. 

JOHNSON, M.C. Miiialion Not Assigned. 85/03/14 Division of Contracts Ip 
31041.040-31041:040. 

8606190115 Responds to FOIA request for all documents re Licenses SMA-026 (Dec 
1964 ■ Deo 1074).SUA.1330 (Jan 1977 - Jan 1085) & SUC-793 (Jan 1964 • Oao 
198g.Forwards documents re Licenses SMA-826 & SUA-1330 
FELTON,J.M Division of Rules and Records. 05/03/20 SHAFER.S Afklialioir Not As 
signed Ip. 31009 017-31009’051. 

“8506190116 Informs lhat DE Heagerty resigned elfeclive 721001 & GE Wullor w 
signed efieclive 721030.Termlnalfon8 mil result in nonconformance w^laffing roquiie- 
menls of License SNM-1 174,Page B.I.App A Vendor seeking qualilioci personnof 
SHELLEY ,W.J, Kerr-McGee Corp 72/10/30. GRIER, BH Atomic Energy Commission 
• Direclorale ol Regulatory Standards Ip 31009:107-31009:107. 
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*‘6505190140 Forwards License SMA- 6 26, renewed in entirety Aulhoriz aliens contained 
in Amend 1 (690917) & Amend 2 (691027) to License SMA-826 not included in re- 
newed version Annex 6 conditions identical to those in License SNM-1 174 
ROUSE, LC Atomic Energy Commission, Directorate of Licensing 73/06/04 
SHELLEY, Wl Korr-McGee Corp Ip 31009 115-31009 115 

■“8506'lB0t46 Requests transfer of License SUB.l010,SNM-1174,SNM-928 & SUA 616 
to Kerr-McGee Nuciear Corp as of 731101 Formation of new corporaiton wiii not 
affect asstgrtmeni of personnel 

SHELLEY.WJ Kerr-McQee Corp 73/10/12 NUSS0AUMER,D A Atomic Energy 
Commission, Directorate of Licensing 8pp 31009 116-31009 123 

~8506190iee Requests that transfer of licenses to Kerr-McGoo Nuclear Corp be made 
effective 740101 instead of 731 101 

SHELLEY.WJ Kerr-McQee Corp 73/10/18 NUSSBAUMER,D A Atomic Energy 
Commissjon, Directorate of Licensing Ip 31009 124-31009 124 

-&5051962D4 Responds to AEC 730626 itr Billing addresses for license fees end 
SHELLEY, WJ Kerr-McGae Corp 73/11/09 Atomic Energy Commission 2pp 
31009 125-31009126 

-8506190220 Notltles that Licenses SUB-1O1O,SMA-026,SUA 016,SNM-928 & SNM- 
1174 transferred to Kerr-McGoe Nuclear Corp.Specitio amends to licenses 
listed Requests Commission bo notltied when subsidiary formalized 
ROUSE, LC Atomic Energy Commission, Directorate of Licensing 74/01/02 
SHELLEY.WJ Kerr- McGee Corp 2pp 31000 127-31009 128 

-0506190234 Describes organizational changes Involved in changing name of licensee 
to Kerr-McGoe Nuclear Corp Also discusses changes, duo to termination of several 
personnel, in revised sections of License SNM-1174.Provlsion for Keno II added 
SHELLEY.WJ Kerr McGee Corp 73/12/31 ROUSE, LC Atomic Energy Commission, 
Directorate of Licensing 28pp 31009 129-31000 156 

-6506190247 Informs that formation of Korr-McGoe Nuclear Corp became elloclive 
7.f0)0f 

SHELLY.WJ Kerr-McGee Nuclear Corp. 74/01/24 ROUSE.LC Atomic Energy Com- 
mission. Directorate of Licensing 1p 31009 157-31009 157 

-8606190266 Forwards Insp Repls 40-7308/74 01,70-1193/74-01 & 70 0925/74 01 on 
740211-16 Violations noted corrected before conclusion of Insp 
KEPPLER,JG Region 3, Chicago, Office of the Director 74/04/08 SHELLEY.WJ 
Korr-McGae Nuclear Corp 2pp. 31000;1 50-31009,1 59 

-8506190280 Insp Repls 40-7308/74 0l,70 1193/74-01 & 70-0925/74 01 on 740211- 
15 Violations noted employees exposed lo airborne concentrations ol Pu 1,2 to 16 
limes specified limits from 731020 to 740216 (SNM-1074) 

RIDGWAY.K R Region 3, Chicago, Office of the Director 74/04/08 22pp. 
aiOOB160 310O9‘101. 

-8506190291; Forwards Insp Repts 40-7308/74 02,70-1193/74 05 & 70 0925/74 03 on 
740520-24 Violations noted. 

KEPPLER.J.Q Region 3, Chicago. Office ol the Director, 74/06/20, SHELLEY.WJ 
Kerr McGee Nuclear Corp 2pp 91009.182-31009'183 

-8506190301 Insp Repts 40-7308/74 02,70 1193/74-05 & 70 0925/74 03 on 740520- 
24 Violations noted Filter Bank 33 not tested annually, KENO used In safety analysis 
lor vaull storage & nuclear safely analyses before 1073 unverified jsNM-1 174) 
RIDGEWAY.KR. Region 3, Chicago, Office of the Director 74/06/19 12pp 
31009 184-31009195 

-8506190307 Ack receipt of 740702 & 15 ttrsjnformlng ol steps taken to correct viola- 
tions cited in AEC 740620 llr.Corrections will be examined during subsoquonl Insp 
KeppL6R,J,G Region 3, Chicago, Office Ol the Director, 74/08/12 SHELLEY.WJ 
Kerr-McGee Nuclear Corp Ip. 31 009' 196 31009,196 

-8506190313 Requesls that end resporrse to 740020 insp ropt replace vendor 740702 

1 ( 1 . 

SHELLEY.WJ Korr-McQ go Nuclear Corp 74/07/15 KEPPLER.J.G Region 3, Chica- 
go, Oflice ol the Director 3pp. 31009:197-31009.199. 

-85D619D317 Forwards response lo spoclllo deficiencies noted In Insp of Licenses 
SNM-fl28 & 1 1 7-4 on 740520 24. 

SHELLEY.WJ. Kerr-McGee Nuclear Corp. 74/07/02 KEPPLER.J.G Region 3. Chloa 
go, Oflice of the Director. 3pp. 31009:200 31000.202 

-8506190325 Forwards Investigation Repts 40-7308/74-03,70-1193/74-05. 70 0925/74- 
10 & 70-1 193/74-09. All repts complete except App P ol 74-09,11 no negative com- 
monls received by 750103, repls will be discussed w/vendor & union on 7^50106 W/o 
end. 

KNUTH.D.F Atomic Energy Commission, Direclorate of Ragulatory Operations 74/ 
12/31. RAY Atomic Energy Commission Ip 31009,203-31009,203. 

-8506190331 Forwards Investigation Repts 40-7308/74-03,70 1193/74-10, 70 0925/74- 

05 & 70'1 193/74-09 Rept 74 09 to be discussed w/ union & licensee on 
7501 06 Other repts to be discussed w/ union & vendor on 7601 07, Repls to be made 
public 760106 07, 

DAVIS, J.G. Atomio Energy Commission, Directorate of Regulalory Operations. 75/01/ 

06 MlfRPHY.Q. Congress, Joint Committee on Atomic Energy Ip 31009.204- 
31009.204. 

-BS661 90338 Discusses special Investigation of allegations made by Oil, Chemical & 
Atomic Workers Inlf Union re unsafe working condfflons & meoflng w/vendor 
7501 07 .Violations noted. 

KEPPLER,JG Region 3. Chicago, Oflice of Ihe Director, 76/01/10. MCGEE, DA. 
Kerr-McGee Corp. 2pp. 31009:205-31009:206. 

-8506160353 Investigation Repls 40-7308/74 03,70 1193/74-10 & 70-0926/74 05 on 
740521 -22, Noncompliance noted incident Involving licensed mall not reported within 
24 h.sate operating limit of glove box sys exceeded & Pu metal used 
WAnD.J J . BAIRD, J.B., HIND.J.A Region 3, Chicago. Oflice of the Director. 74/12/ 
13. 21pp. 31009,207-31009:227 

“8508190377 Requests verification that former vendor employee received 740910 
notice of record of exposure upon terminatlon.Speclal radiation survey rept on K Sllk- 
woed & TiD reader oalibr end. 

WARD,JJ Region 4, Dallas, Office of the Director 74/11/26 Affiliation Not Assigned 
3pp 31009:226 31009:230 


“8506190384 Ack receipt of 7501 21 Ur informing of sleps taken lo correct items of non- 
compliance nolod in 750110 Itr Corrections will be examined during subsequent insp 
HIND.JA Region 3, Chicago, Office of the Director 75/01/30 SHELLEY.WJ Kerr- 
McGee Nuclear Corp Ip 31009 231-31000 231 

-8506190428 Applicatign for amend to License SMA-826 to include Cimarron Pu Plant 
as authorized place ol use of depleted U mails Mails needed for shakedown & testing 
of Pu plant equipment Requests approval by 69 1 1 04 

WULLER.GE Kerr-McGee Corp 69/10/22 NUSSQAUMER.D A Atomic Energy Com 
mission Ip 31009 099 31Q09 099 

-8506190442 Forwards response to NRC 7601 10 Itr citing Investigation Repts 40-7308/ 
74-03,70 0925/74-05 S 70-1193/74-10 re allegations of unsafe working conditions, 
MCGEE.DA Kerr-McGee Corp 75/01/21 KEPPLER.JG Region 3. Chicago. Office 
ol Ihe Director 3pp 31009 232 31009 234 

-8506190445 Requests that communication re licensed activity of vendor bo directed lo 
WJ Shelley 

MOORE, PM Kerr-McGee Nuclear Corp 77/08/20 SMITH, CV Office of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp 31009,235 31009 236 

-8506190449 Forwards Insp Repls 40-7308/77 01,70 1193/77 02 & 70 0925/77-03 on 
770607-10 Noncompllance noted 

ALLAN, J M Region 3, Chicago. Office of the Director 77/07/21 BROWN.B E Kerr- 
McQoo Nuclear Corp 2pp, 31009 237-31009 238 

-8506190452 Notice of violation from Insp on 770607-10. 

• Region 3, Chicago, Office of the Director 77/07/21 Ip 31009.239 31000 239 

-8506190454 Insp Repts 40-7308/77 01,70-1193/77-02 & 70 0925/77-03 on 770607- 
10 Noncompllance noted inventory of enriched U containing more than 1 kq of U-235 
(License SNM -928) 

HEUTER.LJ Region 3, Chicago, Office of tho Director 77/07/07 lOpp 31009 240- 
31009 249 

-0506190457 Ack receipt of 770725 Hr informing of steps taken to correct noncompll- 
ance Identified in NRC 770721 Itr Corrective action will be examined during future 
insp 

ALUn,JM. Fuel Facflltlss & Materials Branch 77/06/03 BROWN.B E Kerr-McQoe 
Nuclear Corp 1p 31009 250-31009 250 

—8508190461 Responds to Insp findings ol 770007-10 SNM 928 possession limit In- 
creased lo 2 kg U-235, effective 770712 

SHELLEY.WJ. Korr-McGeo Nuclear Corp 77/07/25 ALLAN, J M Fuel Feollities & 
Materials Branch tp. 31009 251-31009 2S1 

BS082D0129 Responds to FOIA request lor amends lo Licenses SNM-1174 & SNM- 
920 Notes that requost for licenses made in early Feb (FOIA BS 77).Self explanatory 
response lo earlier request encl.W/o end 

FELTON, JM Division of Rules and Records 85/03/27 JOHNSON.MC Affiliation 
Not Assigned. Ip 31041 041-31041 041 


DOCKET 70-1201 BABCOCK & WILCOX CO , LYNCHBURG, VA 


850B120238 Application for amend to License SNM-1168,allowing storage & maint of 
failed fuel rod delocllon svs usod at roactor sites. 

WATTERS,J P. Babcock & Wilcox Co 85/05/07 PAGE.R.Q. Uranium Fuel Licensing 
Branch 16pp 30863 300-30083 318. 

8506210031 Advises ol Issuance of Amend 4 lo License SNM'1168. authorizing mod of 
plant activities & functions due to removal of pelletizing operations from sve & malr^t 
of failed fuel rod detection sya $ER supporling amend end 

CROW.WT Uranium Fuel Licensing Branch 85/06/12. WATTERS, JP Babcock & 
Wilcox Co Ip 31044356 31044 359 

-8506210034 Evaluation Of 640911 application to amend License SNM-1160 re authorl 
zallon lo modify plant activities & functions due to removal ol pelletizing 
operation Issuance of amend recommended 

KETHUCH.N , CROW.WT. Uranium Fuel Licensing Branch 65/06/12 2pp 
31044‘3B7.31044 368, 

-8506210036 Discusses categortcal exclusion lor 840911 request for authorization to 
modify pleni activities & functions due to removal of pelletizing operatlons.CotegorIcal 
exclusion for 841214 requesl also discussed.No environ assessment needed 
CROW.WT Uranium Fuel Licensing Branch. 85/06/12, Uranium Fuel Licensing 
Branch. Ip, 31044 359.31044‘359 


DOCKET 70-1267 EXXON NUCLEAR CO., INC., RICHUND, WA 

6506110482 Forwards Safeguards Insp Rept 70-1267/85 05 on 650506-10 & 21. No vio- 
lation noted. 

M0NTGOMERY,J.L Region 6, Office of Dlreclor. 86/06/06. NILSON.R Exxon Nucle- 
ar Co,, Inc, (subs of Exxon Corp.) 1p. 30816 107-30816'10B 

-8506110488 Safeguards Insp Rept 70-1257/8 5 05 on 850506-10 & 2l,No violation 
noted Major areas inspected. periodic & special repls.facility organization & mgt control 
& facility operations Details withheld (ref 10CFR2.7QO) 

NELSON.QB,, WIEDER.A.V., SCHUSTER, M D, Region 6, Oflice of Director. 65/06/ 
05. Ip, 3O016;1O0-3O8)6.*1DB. 

8506170504 Forwards Safety Insp Rept 70-1257/86-06 on 850513-17,No violations 
noted 

MONTGOMERY, J.L Region 5. Oflice of Director 86/06/10. NILSON.R. Exxon Nucle- 
ar Co., Ino (subs, of Exxon Corp.) Ip, 30956‘223-30956 232 

•“S&06170S10 Insp Rept 70-1257/65-06 on 8S0S13-l7.No violation noted. Major areas 
Inspected. mgt organization & controls, operator training & retraining, maint & surveil- 
lance lasting, radiation protection & radwaste mgt. 

BROCK, B L„ ZURADOWSKLP.R , THOMAS, R.O. Region 5. Office of Director. 85/06/ 
10 9pp 30956:224 30956:232. 
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85082404 9 f Dcniss refusal for exemption from requiremertls oJ 10CFR70 23ta)(7) to 
baqin const of U recovery facility prior to completion of environ assessment Const of 
facility prior to completion of assessment is at vendor risk 

CROW.WT Uranium Fuel Licensing Branch 85/06/14 MALODY.CW Exxon Nuclear 
Co, Inc (subs of Exxon Corp ) Ip 31155 357-31155357 

8506210137 Forwards Safeguards Insp Rep I 70 1257/85 07 or> 850603 07 No noncom- 
pliance noted 

MONTGOMEflY.J L- Region 5, Office of Director 85/06/17 NILSON.R Exxon Nude- 
arCo.tnc (subs olExxonCorp) Ip 31024 0 89-31024 090 

“8606210139 Physical Security Insp Rept 70 1257/65 07 on 850603 07 No ncncompli- 
anca noted Major areas Inspected phystcal protection ol SNM o1 low strategic 
Siam licanco Details withheld Ire 1 10CFR2.790) 

MCQUEEN.AD. SCHUSTER.MO Region 5. OINoo of Dirsclor 85/06/14 ip 
31024090 31024 090 


DOCKET 70-1 308 GENERAL ELECTRIC CO., SAN JOSE, CA 

85O6T40093 Further response to FOIA request lor eight categories of documents re nu- 
clear spent luef transportation Forwards App C documonts App C & soloclod App D 
docirmenls also available in PD R App D Documents 6 & 8-12 for sale by NRC & GPO 
FELTON, JM Division ol Rules and Records. 85/01/29. MILUB.F Enwronmontal 
Policy Institute lOpp 30919 003-30919 043 

-8508140130 Forwards updated summary of spent fuel shipments, Jut 1933 • Apr 1984 
GREGER.L.R. Region 3. Office of Director 85/01/29 HIND,J A Division of Radiologi- 
cal & Materials Sa lety Prog rams 9pp 3 091 8 0 1 3-30 91 9 02 1 . 

-85018140147 Forwards updated summary of spent fuel shipments, Jut 1983 • May 1984 
G REGER, L R Region 3, Office of Director 84/06/07 HIND,J A Region 3, Office of 
Director lOpp 30919 034-30919 043. 

“6506140400 Forwards updated summary of spent fuel shipraonls made during Sept 
1984. 

MILLER, D E Region 3, Office of Director 84/10/11. HIND.J A Region 3, OfHca ol Di- 
rector 2pp 30922.161-30922 162. 

“8506140417 Forwards updated summary ot spent fuel shlpmonl8.Jul 1983 • Aug 1984 
GHEGER,LR Region 3. Office of Director 84/00/07 HiND,JA Region 3, Office of 
Director. 13pp. 30922.163-30922.175 

“8506140430 Forwards updated summary of spent fuel shipments, Juf 1983 - Jul 1984 
GREQER.LR Region 3. Office of Director 84/08/02 HIND.JA Region 3, Office of 
Director 12pp 30922 176 30922 206. 

“8506140608 Forwards updated summary ol spent fuel shIpmcnIs.Jul 1983 • Feb 1984 
QREGER.LR Region 3, Office of Director. 84/03/13. HIND, J A. Region 3, Olfico of 
Director f4pp 30923 134 30923147. 

“8606140819 Forwards updated summary of spent fuel shipments, Jul 1983 • June 
1934. 

GREGER.L R, Region 3, Office of Director. 84/07/05. HIND.J A. Region 3, Office of 
Director. Itpp 30923 148 30923 158 

■■8506140625 Forwards rev to June 1684 updated summary of spool fuel shipments. 
GREGER,LR Region 3. OfNce of Director. 64/07/10 HIND.JA. Region 3, cSjfice of 
Director. 2pp 30923-159 30929001 

6598260218 Nolification of 850613 meeting w/£PRI.BNWL,TVA & DOE ir» 
Washington, DC to discuss status ol spent luei mgt R&Q efforts NRC reviewing dry 
spent fuel storage applications at sites 

ROBERTSjJP Advanced Fuel & Spent Fuel Licensing Branch 85/08/17. 
ROUSE, Lc Advanced Fuel i Spent Fuel Licensing Branch 2pp 31211 172- 
31211.173. 


DOCKET 70-1359 IRT CORF., SAN DIEGO, CA 

8606260080 Discusses need lor confirmatory survey prior to release of IRT Fast Spec- 
trum Ceils A,G & CD for unrestricted use due to use in analyzing SNM 
CROW.WT. Uranium Fuel Lieensino Branch. 8 S/06/1 6. THOMAS, R D Region 5, 
Office of Director- Ip 31224 009-31224 009, 


DOCKET 70-1366 HEALTH & HUMAN SERVICES, DEPT. OF, BETHESDA, MD 

6506110296 Responds to FOIA request for documents re NRC in^s of medical facilf 
ties In Washing ton, DC,Montgon!BrY & Prince Georges Countlos.MD S Arlington & Fair- 
fax Counties, VA from 1981 until 841004. App A documents end. 

FELTOH.J.M. Olvislorvof Rules and Records 65/Of /OS ENGEL, M. Washington Post. 
4pp. 30842 0O2.3oa42-228, 

“6508110328 Application lor renewal of License SNM-1346 
HEROT,J R. Health & Human Services, Dept of. 83/02/07 Maierials Licensing 
Branch, 2pp. 30842-056-30842'097. 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, NV 

8506130377 Fonwsrds revs to B10331 application for amend to Ucenss SNM-1513 Title 
page & Pages 12,27,28 &. 29 revised 

HARTER, FS Eastman Kodak Co. 85/05/09 SOONG,A. Uranium Fuel licensing 
Branch. 2pp. 30865:114 30665 121. 

“8506130378 Revised application for amend to License SNM -161 3, consisting ol rev to 
title page & Pages 12,27,28 & 29. 

‘ Eastman Koctek Co 65/05/08 6pp. 30665.117-30865 121, 

8506140404 Hr to licensees Informing that safeguard event repls required by 
10CFR 73.71, Including unaccounted (or shipments, suspected thefts, unlawful dJversTon 
& radiological sabotage should be submitted to TT Wartln, Region I. 

MURLEYXE. Region 1. Office of Director. 85/05/23. Babcock & Wilcox Co. 2pp 
30696,218 30395' 21 9 


DOCKET 70-1795 GEORGE WASHINGTON UNIV., WASHINGTON, DC 

8506110295 Responds to FOIA request for documents re NRC Insps of medical la,.1- 
ties in Washington, DC.Monlgomery & Prince Georges Counlies.MD & Arlington A Far- 
fax Counties, VA from 1981 until 641004 App A documents end 
FELTON.JM Division of Rules and Records 85/01/09 ENGEL.M Washington Post 
4pp 30842002 30842 226 

“8506110342 Forwards background info for 830719 enforcement conference m Regoi 
I ofc w/George Washington Univ to discuss violations identified & mgt control ot isd- 
atlon safety program Prebriehng scheduled tor 630719. 

JOYNER, Jt-T Division of Engineering & Technical Programs B3/06/27 ALLAH JM 
Region 1. Office of Director 14pp 30642098.30842 143 

“8506 11 0356 Recommends assessment of civil penalty In amount ol S2.S(H> due to 
lateness in initialing corrective actions re twelve examples of failure to coniiply w/NRC 
requirements Identified during 830601-02 insp 

HOLODY.DJ Region I. Office of Director. 83/08/03 AXELRAO.J Enlorcemenl StiT 
Ip. 30842144-30842236 


DOCKET 70-1966 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8506030043 Forwards renewed License SNM-1S28 
MACDONALD,CE Transportation Cerliflculion Branch 05/05/17. HU F HAM, JW Ten- 
nesseo Valley Authority Ip 30706 362-30706 363, 

"8506030047 Renewed License SNM-1S26 for TVA authorizing up to 10,000 g U235 
special nuclear.source 8 byproduct mail lor private carriage 
MACDONALD.CE Transportation Certification Branch 85/05/17 Ip 36706363- 
30706363 


DOCKET 70-2199 VETERANS ADMIN. MEDICAL CENTER, WASHINGTON, DC 

8506110295 Responds to FOIA request for documents re NRC Insps ot medical fioii- 
tles in Washington, DC, Monlgomety & Prince Georges Counties, MO & Artinglcwi & Fa,: 
(ax Counttes.VA from 1981 until 841004 App A documonts end 
FELTON, J.M Division of Rules and Records 85/01/09 ENGEL.M Washinotos Ppsi 
4pp 30842 002-3DB42'226 

"8506110454 Responds to NRC Hr re violations noted during Insp of Llcens<!$S.*iM- 
1605,08-00942 04 & 08 00942-05 on 830105. Corrective actions exposure repM ol 
students will be evaluated, 

GAVAZHI.A A Veterans Admin Medical Center, Washington, DC, SMITH, JJ Veterina. 
Administration 83/03/18 MARTIN.TT Division ol Engineering & Technical Progrsmi 
6pp. 30843.308-30843313 

--6S061 10469 Ack receipt ol Hr re (nsp of Licenses SNM-1 605,08 00942-04 & OS 60942- 
05 w/notico of violations Requests 2 wk extension to response time. 

GAVAZZI.A A Veterans Admin Medical Center, Washinolon, DC 83/93/01 
MARTIN, T.T Division ot Engineering & Technical Programs. Ip 30(143314 
30843 343 


DOCKET 70-2638 CINCINNATI GAS « ELECTRIC CO., CINCINNATI. OH 

3608040561 Forwards order revoking CPPR 8S,reiloc|ing fad that const ceased 8 facil 
ty disabled Notice of environ assessment & finding of no significant lirpaci aleg 
end Licenses SNM-1 623 & 34-07251-04 terminated 

THOMPSON.HL Division ol Licensing 85/05/16 DICKHONEfl.W.H Cincinnati Gst 
& Electric Co. 4pp 30724 164-30724:194. 


DOCKET 70-2894 DELAWARE VALLEY MEDICAL CENTER, BRISTOL, PA 

8506060710 Ack receipt of 650424 (1r Informing NRC of steps taken to correct viclatient 
noted In insp Rapt 70-2804/85 01 License SNM-1845 will be retired 
KINNEMAN,J.O Region 1. Olfico ol Director. 85/05/24. CATINO,A Delaware Valley 
Medical Center, Bristol, PA. 2pp 30746:352-30746 364. 

“8506060772 Certificate of disposition of ma1l6.no matl procured by licensee undet U- 
esnsa SNM-1 645. 

CATINO.A Delaware Valley Medical Center, Bristol, PA 85/04/26 Ip 30746354 
30746354. 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8506240344 Issues Amend 6 to License SNM-ie61, authorizing rev to lire protection sys. 
CROW.W.T. Uranium Fuel Licensing Branch. 85/06/14. MCCLOUD, DE Teiwtees 
Valley Authority fp. 31166.269 31 166-2ei. 

“8506240348 Safety evaluation approving 850602 request for emend to LIcanso SNM 
1661 .authorizing elimination of requirement to maintain mlnilire truck pumper Rre pro- 
tection sys completed & operational, eliminating need for pumper, 

BIDINGER.G.H , CROW.WT Uranium Fuel Licensing Branch. 85/06/14, Ifraniunii 
Fuel Licensing Branch. Ip 31166 260 31168:260 

“8506240353 Grants categorical exclusion tor util 850602 application for amend to U- 
cense SNM-1 861 from submission of environ assessment or EIS 
CROW.WT Uranium Fuel Licensing Branch. 85/06/14. Uranium Fuel UcensifM 
Branch Ip 31166'281-31 166:261. 


DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8506240457 Advises of issuance of Amend 6 to License SNM-1073. aulhoriziM rev te 
fire wotecllon sys Supporting SER end. 

CR(jW,W.T UranSum Fuel Licensing Branch 65/06/14 MCCLOUD.D.E. Tennessee 
Valley Authority. 1p. 31 153 354-31 153:356, i-^wu.u.c. 
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“8506240473 SER supporting 050502 application for amentj to Ucenbe SNM-1 873, re- 
questing elimination o) requirement (or fire truck pumper based on completion of lire 
protection sys 

CROW.WT, BIDINQER.QH Uranium Fuel Licensing Branch 85/06/14 Ip 
31153,355-31153 355 

“6506240481 Advises that environ assessment or EIS unwarranted re 850502 request 
for amend lo License SNM-1873 eliminating requirement for lire truck pumper Facility 
fire proteclion sys operational & (ire trucks no longer needed 

CROW.WT. Uranium Fuel Licensing Branch 85/06/14 Uranium Fuel Licensing 
Branch 1p. 31153 356-31153 356 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO,, CLEVEUND, OH 

6506120496 Application tor amend to License SNM 1928, allowing GE to have responsi 
bility for packaging & shipment of any fuel required to be returned to Wilmington, NC 
facility 

EDEUMAN.MR Cleveland Electric Illuminating Co 85/06/10 DAVIS, JG Office of 
Nuclear Watonal Safely & Safeguards.Director 3pp 30065 184 30885 186 

650604 D49 6 Forwards Safeguards Insp Repl 70 2968/85-01 & 70 2968/85 02 on 
850513-15 & 1? No noncompliance noted 

AXELSON.W L Region 3, Office of Director 85/05/30 EDELMAN.M R Cleveland 
EfaclMc lllumlnaling Co 2pp 30699 048-30699 052 

--BS06040506 Preoperational Mall Control & Ac count ability & New Fuel Security Insp 
Repis TOiSSe/SSOf & 70-2960/8502 on 850513-t5 & f7No roncomplfance 
noted Details withheld (ret 10CFR2 790) 

MADEDA.T J . KNICELEY.J R . CREED.J R Region 3, Office of Dlreclor 85/05/29 
3pp 30693 050 30699 052 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP., NORCROSS, GA 

65D61&0197 Approves end 850531 proposed route for transport of spent reactor fuel 
for West Valley.NY lo Dresden tacllity m Illinois (Erie County alternate), per 
10CFR73 37 

NULSEN.C K Material Transfer Safeguards Licensing Branch, 85/06/10 

DANESE.F L Nuclear Assurance Corp lOpp 30990 217-30990 226 

6SQ6250158 Responds to 850507 request for approval of route used lor transport of 
spent reactor fuel Proposed primary & atlernate route meet 10CFR73 37 requirements 
NULSUN,CK Material transfer Safeguards Licensing Branch 85/06/19 

DANESE.F L Nuclear Assurance Corp Bpp 31211.303-31211:310, 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0004 GENERAL ELECTRIC CO. 

8506180371 Forwards QA program approval lor radioactive mall package 0004, Rev 4 
MACDONALD, C E Transportation Csrlilicalion Branch 85/05/29 VAN HOOMISSEN 
General Eteclrio Co Ip 30986 053 30986 054 

- 6606 1 60379 QA program approval for radioactive mall package 0004.Rav 4 
MACDONALD, C E, Transportation Certification Branch 85/05/29 1p 30986 054- 
30SB6 054. 


DOCKET 71-0009 ISOMEDIX, INC. 

8506130383 Advises that QA program approval (or radioactive mall 
package 0009, expires on 850731 Renewal request required 30 days prior to expiration 
dale 

MACDONALO.CE, Transportation Certification Branch 85/06/03 DIETZ, Q,R, Isomo- 
dix, Inc (subs of Masefield Enterprises, Inc) ip, 30865.113-30885 1 13 


DOCKET 71-0096 PAN AMERICAN W/ORLD AIRWAYS, INC, 

B 5060 30 28 7 Advises that OA program approval for radioactive mall package 0096 ex- 
pires on 850B30.Renewal must oe requested within 30 days of expiration,! I renewal 
not desired, NRC should be so nolllied. 

MACDQNALD.CE Transportation Certification Branch. 05/05/17, FERGESON.E.B 
EG&G Florida. Inc (subs ofEG&G, Inc), Ip 306 87 '359 -30 667. 3 59 


docket 71-0097 NONDESTRUCTIVE TESTING SERVICE 

8S0603Q056 Advises that QA program approval lor radioactive mail package 0097 ex- 
pires on S50630 Renewal must oe rsquesled within 30 days of expiration. If renewal 
not desired.NRC should be so notified 

MACDONALD, C,E Transport allon Certlfioalion Branch 85/05/17. HAULDREN.HM, 
Nondeslrucliva Inspection Service 1 p 30707:346-30707,346. 

6506260034 Forwards QA program approval for radioactive mail package; 0097, Rev 3 
MACDONALD, C,E Transpotlalion Certification Branch. 85/06/13. HOULDREN.KM. 
Nondesiructive Inspection Service. Ip 312a3.344-3ia23'345, 

“8506280039 OA program approval for radioactive mall package.0O97,Rev 3. 
MACDONALD,CE Transporlallorr Certlfioation Branch. 85/06/13. Ip. 31223 345- 
31223.346. 


DOCKET 71-0149 MIDWEST INSPECTION SERVICE 

8506200188 Fonwarda QA program approval lor radioactive mall package. 0149,Rev 2. 
MAC DONALD, C,E, Transportation Certification Branch, 85/06/10. PASCHEN.D, Mid- 
west Inspection Service, Ud. Ip 31 042'338-3 1042.339. 


850&2Q0192 QA program approval lor radioactive mail package 0149,R6V 2 
MACDONALD.C E Transportation Certification Branch 85/06/10 Ip 31042 339- 
31042 339 


DOCKET 71-0165 NAVY, DEPT. OF 


8506030271 Advises that QA program approval for radioactive mat) package 01 65 ex- 
pires on 850630 Renewal must do requested within 30 days of expiration If renewal 
not desired, NRC should be so notified 

MACDONALO.CE Transportation Certification Branch 85/05/17. Navy. Dept of 1p 
30687 352-30987 352 


DOCKET 71-0168 NEW YORK TESTING LABORATORIES, INC. 


8506130559 Requests registration as user ot Models 0717-B,Contury S, Century 
S A, Century Universal S 8 Century Universal SA & Cerlilicate of Compliance 0166 
MATTINGLY.M M Mattingly & O'Reilly Services & Testing, tnc 85/05/01 Office of 
Nuclear Material Safety & Safeguards.Director 9pp 30901 212-30901 221 


DOCKET 71-0226 NEW YORK, STATE UNIV. OF 


0506200197 Forwards QA program approval for radioactive mall package 0226,Rgv 
2 NSTF Procedures attached to QA program do not constitute part of QA program 
commitmonLbut should be maintained in files tor implementation 
MACDONALD.C, E Transportation Cerllficallon Branch 85/06/10, ADAMS, A New 
York, State Univ of, Buffalo, NY Ip 31043'209 31043 300 

“BS062Q0204 QA program approval (or radioacUve mall package 0226, Rev 2 
MACDQNALD.CE. Transportation Certification Branch 85/06/10, Ip 31043 300- 
31043 300 


DOCKET 71-0250 THANSNUCLEAR, INC. 


8500200257 Forwards QA program approval for radloacliva mall package 0250, Rev 2 
MACDQNALD.CE, Transport alien Gertificalion Branch 85/06/13 QOLDMANN.K 
Transnucloar, Inc Ip 31225 361-31225 363, 

-•8506260265 QA program approval for radioactive mall package O26O,R0v 2 
MACDQNALD.CE Transportalion Corlillcation Branch 85/06/13 Ip 31225 362- 
31225 362 


DOCKET 71-'026B U.S, ECOLOGY, INC. 


6506120244 Roquesls rev lo QA program approval for radioactive mall package 0250 to 
include end ‘’QA Manual (or Design & Fatricalion ol Transportation Packages Owned 
or Leased by US Ecology, Inc." Fee paid 

SCOVILLE.JJ US. Ecology, Inc. (formerly Nuclear Engineering, Inc) 85/05/07 
MACDONALD.C E, Transportation Certification Branch. 2pp 306Q3'262 3O063'299 

-8506120247 "QA Manual (or Design & Fabrioalion ol Transportation Packages Owned 
or Leased by US Ecolegy.lnc" 

‘ U,S Ecology, Inc (lermerly Nuclear Engineering, Inc) 85/05/07. 36pp 30083 264- 
30663,299. 

8500060125 Forwards QA program approval (or radioactive mall gaokago 0258, Rov 3 
MACDONALD.C E Transportation GortiflcaHon Branch 85/05/23 SCRVILLE,J.J. U.S, 
Ecology, Inc. (formerly Nuclear Engineering, Inc ) Ip. 30783 179 30763,180. 

—86060601 3D QA program approval for radioactive mall packans'.0258,Rev 3 
MACDONALD.C E, Tiansporlallon CertKIcallon Branch, 68/05/23 Ip. 30783.160- 
30783 18D 


DOCKET 71-0269 WESTINQHOUSE ELECTRIC CORP. 


8506140264 Advises lhat QA program approval for radioactive matl packQge'0259 ex- 
pires on 850731 .Appitoallon (or renewal due wifhln 30 days ol expiration date 
MACDQNALD.CE. Transportation Certification Branch. 85/06/03. NARDl.AJ. Wes- 
tlnghous a Electric Corp Ip. 30907‘016 30907.016. 


DOCKET 71-0316 RADIOGRAPHY INSPECTION, INC. 


8505300098 Advises that QA program approval for radioactive mall package 03 1 5 ex- 
pired on 841031 Genaral licenses of 1(JCFR71, Subpart C to transport or deliver li- 
censed mall lo carrier lor transport terminated 

MACDONALD, C E. Transportation Certilicalion Branch. 85/05/16. B ALLARD, J L Ra- 
diography ln8paction,tnc. ip. 30907, 261 -309B7'261. 

-8S0614000S Amend 2,lerminating License 29-10532 02 for Radiography Insp.Inc 
WANG,0C Materials Licensing Branch 83/10/06. 1p, 30607'249-36907-260. 


DOCKET 71-0338 METILS, INC. 


05O611O6S6 Forwards QA program lor License 42-10534-01 Program omitted from 
840918 submittal for renewal of Certificate of Compliance 0336. 

LANIER ,N P Mellls, Inc, B5/05/0B. MACDONALD.C.E. Transporlation Certillcatlon 
Branch, Ip. 30832:331 -30832,3 34, 

-8506110858 “QA Program for Matils.Ino for Compliance W/10CFR71,App E." Organi- 
zation chart end 

* Metils, Inc. 84/09/04. 4pp 30832 '332 -3083 2' 334, 
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DOCKET 71-0348 UMIV. OF MICHIGAN 

8506050758 Advises that QA program approval (or radioactivo mall package 0348 ex- 
pires on S50630RQnevral must be requested within 30 days of expiration If renewal 
not desjretf.HflC should be so notified 

MACDONALD.C E Transportation Certi(ica1ion Branch 85/05/17 COOK,G M Wichi 
gan, Univ o(, Ann Arbor. Ml Ip 30733 360 30733 360 

8S0620031S Forwards QA program approval for radioactive mall pack^e 0348,(1 ev 2 
MACDONALD.C E Transportation Certihcation Branch 85/06/10 CCJOK.G M Michi 
gan, Univ o(, Ann Arbor, Ml Ip 31043 176 31043 177 

••6506 200324 QA program approval (or radioactive mall package 0349. Rev 2 
MACDONALD.C E Transportation Certilication Branch 85/06/10 1p 31043 177- 
31043.177 


DOCKET 71-0387 NAVY, DEFT OF 

8506050764 Advises thal QA program approval for radioacUva matl package 0367 ex 
plres on 850630 Renewal must do requested within 30 days ol oxpiralionll renewal 
not desired, NRC should be so notified 

MACDONALD,CE Transportation Co rti I icali on Branch 85/05/17 Navy, Dept ol Ip 
30733 361-30733 381 

650613D398 Forwards application lor renewal of QA program approval for radcoaclivo 
mail package 0367 

DUHFEE.PJ Navy, Dept of. Naval Sea Systems Command 85/05/17 Transporla 
lion Certification Branch 2pp. 30867 100 30867 107 

“8506130400 Applioalton (or renewal of QA program approval for radioactivo mall 
package 0367 Radiation safety OA program end 

SHOEMAKER, B Navy, Dept of 86/05/07 Transportation Cerlilication Branch 6pp 
30867 102-30867 107 

8506180548 Forwards OA program approval for radioactive moll package 0367,Rev 2 
MACDONALD.C E Transportation Certilication Branch 85/05/29 SHOEMAKER, B 
Navy. Oepi of Ip 30984.091-30984 092 

“8506180549 QA program approval for radioactive matl package 0367,Rev 2 
MACDONALD,CE Transporla tion Certilication Branch 85/05/29 Ip 30984 092- 
30984 092 


DOCKET 71-0368 BRANCH RADIOGRAPHIC LABORATORfES, INC. 

8508200209 Forwards QA program approval for radioactive mall package 0368,Rov 2 
MACDONALD.C E Transportation Certification Branch 05/06/10 BRANCH,?, J, 
Branch Radiographic Laboratories, Inc Ip 31043 289 31043 290 

“85062002 1 3 QA prooram approval (or radioactivo matl package 0368, Rev 2 
MACDONALD.C E Transportation Cerlilicalion Branch 65/06/10 Ip 31043 200 
31043 290 


DOCKET 71-0376 UNITED STATES PIPE & FOUNDRY CO. 

8508030037 Forwards QA program approval for radioacive mall package 037e,Rov 2 
MACDONALD.C E Transportation Certilication Branch 85/05/23 BUYUKMIHCI.C 
U,S Pipe & Foundry Co Ip 30707 360-30707.361 

“8506030042 OA program approval for radioactive matl package 0376,Rav 2. 
MACDONALD.C E Transportallon Cortilloatioti Branch 65/05/23 Ip 30707 361- 
30707 361 


DOCKET 71-0378 WISCONSIN ELECTRIC POWER CO. 

6606130672 Ntotilies of expiration of QA program approval lor radioactive mall pack- 
age.0376 on 850731 Renewal should be requoslod 30 days prior (o expiration dato 
MACDONALD.C E Transportation Certilication Branch 65/06/03, BUR^TEIN.S, Wis- 
consin Electric Power Co Ip 30601'211-30901 211 


DOCKET 71-0379 HITTMAN MATERIALS 4 MEDICAL CO, 

8508140360 Nollfies of expiration of QA program approval for radioactive mall pack- 
age:0370 on 850731. Renewal should be requested 30 days prior to expiration dato 
MACDONALD.C E. Transportation Certificallon Branch 85/06/03 SALvO.R D Hitt- 
man Corp Ip. 30907 063-30907 003 


DOCKET 71-0380 GENERAL ELECTRIC CO, 

8508130242 Forwards OA program approval (or radloaclive mall package. 03QO,Rev 2 
MACDONALD.C E Transport alio n Certification Branch 85/06/05. 
CUNNINGHAM.G E General ^ectric Co 1p, 30866.311-30866.312. 

“8566130246 QA program approval for radioactive matl package 0380, Rev 2. 
MACDONALD, C.E. Transportation Certificallon Branch, 85/06/05, Ip, 30666.312- 
30866,312. 


DOCKET 71-0622 UNIV. OF CALIFORNIA, LOS ANGELES 

6606128524 Advises that QA program approval for radloaclive matl package 0522 ex- 
pires on 650731, Renewal request required for continuation of prograin,w/ree due per 
10CFR170 If renewal not deslred.NRC should be so nolltled 
MACDONALD.C E Transportallon Certification Branch. 85/06/04 WEQST.W.F. Cali- 
fornia, Univ, of, Los Angeles, CA. Ip. 30885 071-30885071 


DOCKET 71-0638 WALASHEK ENTERPRISES, INC. 

8506204418 Forwards QA program approval for radioactive mall package; 0538, Rev 0 
MACDONALD.C E. Transportation Certilication Branch 65/06/10 CARROLL, T A. Wa- 
lashek Enterprises, Inc 1p. 31042 242-31042.243. 


-6506200420 OA program approval (or radioactive matl package 0538.Rev 0 
MACDONALD.C E Transportallon Certilication Branch 85/06/10 Ip 31045 243 
31042 243 


DOCKET 71-0542 MATTINGLY & O’REILLY 


8506210261 Forwards QA program approval for radioactive matl package 0542, RovO 
MACDONALD.C E Transportation Certilication Branch 85/06/10 MATTfNGLVM 
Mattingly & O’Reilly Services & Testing, Inc ip 31048 036-31 048 039 ' 

“6546210269 OA program approval for radioactive matl package 0542,Rev 0 
MACDONALD.C E Transportation Certilication Branch 85/06/10 ip 31046 939 
31048 039 


DOCKET 71-49B6 MODEL- RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 


8506130391 Requests registration as user ol Model RA 3 
SHIFFER.JD Pacific Gas & Electric Co 85/05/10 DAVIS.JG, MACDOWAID.CE 
Oflice ol Nuclear Material Safety & Safeguards, Director 4pp 30365 109 30Sf>^'l1l 


DOCKET 71-5086 MODEL UNC-2600, UNITED NUCLEAR CORP. 


8506050730 Forwards Rev 4 to Cerliflcalo of Compliance 5086 for Model UNO 2600 
MACDONALD.C E Transportallon Certification Branch 85/05/22 KIRK.WF irn.t« 
Nuclear Corp (subs of UNO Resources, Inc ) 2pp. 30740 073-30740 077 

“8606050732 Cerlilicale ol Compliance 5086.Rev 5,lor Model UNO 2800 Aperoi,a 
record end 

MACDONALD.C E Transportation Certilication Branch 05/05/22 3pp 30740075 
30740 077 


DOCKET 71-5364 MODEL NPI-67-0442, NEUTRON PRODUCTS, INC. 


8506130113 Discusses failures of draln/vent lines In Sections B & C ol Model NPI67 
0442 cask sy8,per NRC 850320 recommondation Repairs will bo revievretf w/NRC 
SCHWOERER.F Neutron Products, Inc 05/04/00 MACDONALD.C E Transpoitaiioi 
Cotlilicatlon Branch 3pp 30867 088-30Q67 090 

8506260222 Withdraws Corlilicalo ol Compliance 5364 for Model NPI 67 0442diie 1: 
leakage problem between Inner & outer shielding Request lor rolnstaloment must pro 
vide into to show that design moots 10CFR71 requirements 
MACDONALD,CE Transporlalion Cortiticalion Branch 85/06/14 SCHWOERERF 
Neulrorn Products, Inc 3pp 31226 198-31226200 


DOCKET 71-5796 MODEL 181376, 181361, ADVANCED MEDICAL SYSTEMS, INC 

8506130060 Forwards revised pages & drawings re application for amend to Ceitificalf 
of Compliance 6796, per NRC 850417 renuoat Model 181376 succosslully passer 
drop test Package fdenlllicatlon should bo changed to Typo BfU) 

IRVVIN,HR Medical Technologies 05/05/10 MACD0NALD,C E Transportation Ccrti 
lication Branch 29pp. 30861,295-30861 320 

-8506130065 Rev 0 lo QA 1014, "Insp Procedure for Containers W/Ovorpacks Airthpr 
ized for Shipment of Radioactive Matl " 

KELBLEY.N. Advanced Medical Systems, Inc 84/11/05, 6pp 30661 '323 30881 328 

8508260097 Forwards request for addi Into ro 821101 application for approval of amem 
lo Modal 181375 AddI Info requoslod within 90 days of Itr dato 
MACDONALD.C E Transportation Certification Branch 85/06/14 IRWIN.HR Ad 
vanced Medical Systems, Inc 2pp 31224.005-31224 006 


DOCKET 71-6874 MODEL: WAPD-40, ENERGY, DEPT. OF 


8508060467 Forwards Rev 3 lo Cortlllcalo of Compliance 5874 tor Modal WARD 40 
MACDONALD.C E Transportation Certification Branch 86/05/31 ENQELWP 
Energy, Dept of Ip 30784'236-307Q4 242 

“8506060492 Certificate of Compliance 5874, Rev 3, for Model WAPO40 Approva 
record end. 

MACDONALD.C E Transporlalion Certification Branch 85/05/01. 6p» 30764 237 
30764-242 


DOCKET 71-5926 MODEL: GE-100, GENERAL ELECTRIC CO. 


8506180126 FOIA requesi for documents re DOE/NRC Coordlnatma Group moating 
from 830101 850201 .meeting minutes & Hems from NRC 850110 mealing w/OOE n 
MH-1A spent fuel cask & CE MacDonald 630128 041 1 Itrs to DOE re SARs lot pack 
aging 

AIidIN,L AHIIialion Not Assigned 85/02/03. Olfice of Administration Ip 30984 155 
30984.169. 

8506180137 Responds to FOIA request for five categories ol documonia Two doci, 
ments re Category 4 SARs for Packaging Models GE-100,GE-1600 & BMI I availaW 
In POR.Responss complete. 

FELTON, J.M. Division ol Rules and Records. 85/04/16 AUDIN.L AIMiation «ot As 
signed. Ip, 30984, 170-30984' 170, 

8506060292 Notification of registralion as user of Model QE-100 in rosponso lo 85050 
requesi, 

MACDONALD.C £ Transportation Certification Branch. 85/05/28. GR AVES.R H. Cw 
noctlcut Yankee Atomic Power Co Ip 30783,126-30783; 126 


DOCKETED ITEMS 313 


DOCKET 71-5939 MODEL: QE-1500, GENERAL ELECTRIC CO. 

G 506 1205 1S Notificalion of regisiralion as usar of Model GE'1500 in response to 
650623 request 

MACOONALD.CE Transportation CertiUcation Branch 85/06/04 TURKANIS,M Neu- 
tron Products, Inc Ip 30885075-30866 075 

8506170394 Notification ol registration as user of Models GE-150D & GE-700.in re 
sponsa to 850524 request 

MACDONALD, CE Transportation Certification Branch 85/06/06 REMLEY.M E 
Hockwel) International Corp tp 30981 356 30901 358 


DOCKET 71-5942 MODEL: QE-700, GENERAL ELECTRIC CO. 

B50&0'50748 Notificalion of registration as user of Model GE-700 in response to 850517 
request 

MACOONALD.CE Transportation Co rti lie at ion Branch 85/05/2S O’SULLIVAN.E.T 
International Nutronics, inc 1p 30733 363-30733 362 

6506170394 Notification ol registration as user of Models GE-1500 & GE-70O,in re 
sponse to 850524 request 

MACOONALD.CE Transportation Certification Branch 85/06/06 HEMLEY.M E 
Rockwell International Corp Ip 30981 358-30981 358 

8506170373 Forwards Rev 8 to Certificate of Compliance 5942 lor Mode) GE-700 
MACDONALD, C.E Tran^ortallon Certification Branch 85/06/10 
CUNNINGHAM.G E General Electric Co 2pp 30982 032-30962 037 

-8506170375 Certificate ol Compliance 6942, Rev 8, lor Model GE-70D Approval record 
enef 

MACOONALD.CE Transportation Certification Branch 85/06/10 4pp 30982 034- 
30982 037. 


DOCKET 71*5957 MODEL. BMl-1, BATTELLE COLUMBUS LABORATORY 

6508180128 FOIA request lor documents re DOE/NRC Coordinating Group meetings 
from 8 301 01 -850201, meeting minutes & items from NRG 850110 meoling w/DOE re 
MH-1A spent fuel cask & CE MacDonald 830128-0411 Itrs to DOE re SARs for pack- 
aoirp 

AUOIN.L. Affiliation Not Assigned 85/02/03, Office of Admlnlstralion tp 30984’169 
309S4 169 

6506180137 Responds to FOIA request for tive categories ol documents Two docu- 
ments re Category 4 SARs for Packaging Models GE-100,GE-1600 4 BMt-1 available 
In PDR Response complete 

FELTON, J M Division of Rules and Records 85/04/15 AUDIN.L Affiliation Not As- 
signed tp 30984 170-30984’ 170 


DOCKET 71-6078 MODEL; 927A1 & 927C1, COMBUSTION ENGINEERING, INC. 

6506260219 Forwards Rev 9 to Certificate of Compliance 6078 for Models 927A1 & 
92701 List of registered users encL 

MACDONALD, C E Transportation Certification Branch 85/00/20 UCHTENBEBQER 
Gombuslion Engineering, Ino 2pp 31268 315-31268'3^9 

-8506280226 Certificate ol Compliance 6078, Rev 9, for Models 927 A1 & 
027C1 Approval record enef. 

MACOONALD.CE Transportation Certification Branch 65/06/20 3pp 3126S317- 
31288.319 


DOCKET 71-6272 MODEL: 8272, U.S. ECOLOGY, INC. 

B5061 20427 Application for rev to Certillcate ol Compliance 6272 for Model 6272 Three 
oversize drawings encl.Aperture cards available In PDR. 

QARRISON,n.F Energy, Dept of. 85/05/20 MACDONALD.C.E. Transportation Certi- 
fication Branch 5pp 30883.108-30883' 112 

8506260720 Forwards Rav 0 to Cerillicaia of Compliance 6272 for Model 6272 
MACDONALD.C.E, Transportation Certilicatlon Branch 85/06/14 QARRISON.R.F. 
Energy, Dept of 2pp 31227,297-31227.303 

-8606260726 Certificate of Compliance 6272, Rev 9, for Model 6272. Approval record 
end 

MACOONALD.CE. Transportation Cortlficallon Branch, 85/06/14 6pp. 31227,299- 
31227 303 


DOCKET 71-6346 MODEL: FSV-1, QA TECHNOLOGIES, INC. 

8506060462 Forwards Rev 14 to Certificate of Compliance 6346 tor Models FSV-1 & 
FSV-1A 

MACDONALD, CE, Transportation Certification Branch 85/05/31. BORST.F.J. Public 
Service Co, of Colorado. 2pp. 30785 147-30785,165, 

—8506060466 Certificate of Compliance 6346, Rev 14, for Models FSV-t & FSV- 
1 A, Approval record end. 

MACOONALD.CE. Transportation Certltioatlon Branch. 85/05/31 7pp. 30765.149- 
30785,155 


DOCKET 71-63B7 MODEL: 60, BATTELLE MEM, INST., PACIFIC NORTHWEST UB 

8508110646 Application for renewal ot Certillcate of Compliance 6387 for Model 60 Fee 

pDEkEB,R.L, Nuclear Fuel Services, Inc (subs of Getty Oil Co). 85/05/16 
MACDONALD, C E. Transportation Certification Branch 2pp. 30832 349-30832:360 


DOCKET 71-6568 MODEL: LL-60-160, TENNESSEE VALLEY AUTHORITY 

850B03D04S Fonvards Rev 6 to Certificate of Compliance 6568 lor Modal LL-eO-150 
MACOONALD.CE, Transportation CertlHcatlon Branch. 85/05/22 MILLS, L.M. Ten- 
nessee Valley Authority. 2pp 30707;364-30707:356, 


-8506030048 Certillcate ot Compllanco 6668,Rev 6,tor Model LL-60 150 Approval 
record end 

MACOONALD.CE Transportation Certification Branch 85/0S/22 4pp 30707 356- 
30707 359 


DOCKET 71-6601 MODEL; CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8506120516 Notilicatlon ol registration as user of Model CNS 8 120, In response to 
850529 request 

MACOONALD.CE Transportation Certification. Branch 85/06/05 THOMAS.B.J Inter- 
national Nutronics, Inc Ip 30865,076 30835.076 


DOCKET 71-6639 MODEL: MH-1A. ENERGY, DEF*!- OF 


8S06030228 Summary of 860521 meeting w/OOE,OOT,BNL & Sandia In Silver 
Spring, MD to discuss NRG structural review of application lor Model MH-1A 
geckageNRC findings maintain structural portion ol analysis contained in application 

ODEQAARDEN.R H Transportation Certification Branch 85/05/22 Transportation 
Certilication Branch 3pp 30680 358 30688 360 

6506130126 Discusses 850521 meeting W/DQE & NRC re certification ol MH-1A cask 
tor transporting nuclear waste from BNIL Recommends using other casks until NRC 
agrees w/fosoTution of issues 

SAINTMAN.LD Transportation, Dept of 85/05/23 COCHRAN, RW Energy. Dept 
of 3pp 30867 076-30867 077 

6606060480 Requests add! Info ro 850219 apphcafion for approval of Model MH- 
1A,including impact analysis considering combiried effects ol Impaol & ambient temp 
4 statement of assumptions lor finite element analysis. 

MAC DONA LD,C.e Transportation Certilicatlon Branch 85/05/31, GARRISON.RF 
Energy, Dept, of 5pp. 30794*231-30784:235 


docket 71-6698 MODEL; NFS-4, NUCLEAR FUEL SERVICES, INC. 


8506140093 Further response to FOIA request lor eight categories of documonls re nu- 
clear spent fuel transportation Forwards App C documents App C & selected App D 
documents also available In PDR App D Documents 6 & 8 1 2 for sale by NRC & GPO 
FELTON.J M Division of Rules and Records 85/01/29. MILLAH.F Environmental 
Policy Inslifirte fOpp 30919 003 30919 943. 

-B60614Q140 Approval record (or Cartllicatos ol C'ompllanco 6690,9001, 9015,9016 & 
9023 .per Sierra Club 831107 request lor act bn under toCFR2 206 ro dry cask ship 
ments ol epent fuel 

MACDONALD.C.E Transportation Certification Branch, 84/04/13 2pp 30919,022- 
30919.033, 


DOCKET 71-6703 MODEL: RG-1, GA TECHNOLOGIES, INC. 

8606060692 Fonwards Rev 5 lo Cerlifloato of Compliance 6703 for Modol RQ-1 
MACDONALD.C E, Transportation Certification Branch 85/05/30, MOVVRY.WR GA 
Technologies, Inc/Gonoral Atomic Co 2pp. 307B4 131-30764.135 

— 8S0606D69& Certitlcato of Compliance 6703, Rev 5,for Model RG-1 
MACDONALD.C.E, Transportafion CertifIcallon Branch 65/05/30 3pp. 30784 133- 
30704*135, 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES 

85061301 IB Application for Rev 6 to Certificate ol Compliance 6717, renewing certifi- 
cate & tnereasing contents to 240 Ci Ir-ig2, Fee paid. 

DICH/tRRYjR □. ^urce ProduoUon & Equipment Co. Inc. 06/04/05. 
MACOOMALD.C.E. Traneportalion Certlflcatfon Branch 2pp, 30867,086-30807.007, 

-8506130117 Requests (ee for 850405 application for amend to Certiflcato of Compli- 
ance 6717, per 10CFR170 

JACKSON, G. License Foe Management Branch 85/04/23 DICHARRY.R D Source 
Production & Equipment Co., Inc, 1p 30667*087-30867.087. 

BSOBISOSSg Requests registration as user ol Models 67t7-B.Cenlu[y S, Century 
S A, Century Universal S & Century Universal SA 8 Certillcate of Compliance 0166. 
MATTING UY,M.M. Mattingly & O’Reilly Services & Testing, Inc. 85/05/01 Office of 
Nuclear Material Safety & SafeguaTda,Dlreclor, Bpp 30901 *21 2*30901:221 

8806130389 Notification of roglst ration as usar ol Model 6717-B In response to 850528 
request, 

MACDONALD.C.E. Transportation Certlitcatlon Branch. 85/06/05 WEST.W.N Air 
Products & Chemicals, inc tp, 30865,11 2-30865' 1 12. 

8506270781 Notification of raglstration as user of Models 6717-B, Century S.Cenwry 
S A .Century Unlv S A Century Unlv SA.In response to 850501 request 
MACDONALD.CE. Transportation Cerlificallon Branch 85/06/20. MATTINGLY, M M. 
Mattingly & O'Reilly Services & Testing, Inc. tp 31260*336 31260*336 


DOCKET 71-6722 MODEL: BS-33-180, TENNESSEE VALLEY AUTHORITY 


8506060767 Forwards Rev 8 lo Certificate of Compliance 6722 for Model BS-33-180 
MACC^NALD,C,E. Transportation Certification Branch. 65/05/22 MILLS, L,M Ten- 
nessee Valley Authority tp 30740*257-30740:261. 

-6506050771 Certificate of Compliance 0722.Rev 8,for Model BS-33-180. 
MACDONALD.C.E, Transportation Certilication Branch 85/05/22. 4pp 30740.268- 
3074Q.26L 



314 DOCKETED ITEMS 


DOCKET 71-677t MODEL SN.1, METROPOLITAN EDISON CO, 

BS0S1703D4 Nolificallon of regialration as user ol Model SN-1,in response to a50529 
request 

MACDONALD, CE Transportation Certification Branch 85/06/06 WURPNY,JD 
Anefco, frc 1p 30962001-30962001 


DOCKET 71-9021 MODEL 750, TECH/OPS, INC. 


8506210207 Notification ol registration as user of Models 750 & 603 In toscwnw » 
650410 request 

MACDONALD, CE Transportation Certification Branch 8S/06/10 FISHFROO 
NDE Co , Inc Ip 31044 363 31044 363 ' 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO. 


DOCKET 71-9022 MODEL CE-250-2, COMBUSTION ENGINEERING, INC. 


8506140093 Furlher response to FOIA request for eight categories ol documents re nu- 
clear spent fuet transporlationFerwards App C documents App C & selected App D 
documents also avallabis In PDA App D Documents 6 & 8 12 for sale by NRC & GPO 
FELTON, JM. Division ol Rules and Records 85/01/29 MILLAR, F Environmental 
Policy Instil ute lOpp 30919 003-30919 043 

-6506140140 Approval record lor Certificates of Compliance 6698,9001, 9015,9016 & 
9023,pef Sierra Club 831107 request for action under 10CFR2 206 re dry cask ship- 
ments ol spani fuel 

MACDONALD,CE Transportation Certification Branch 84/04/13 2pp 30919 022- 
30919 033 

6606120496 Forwards replacement pages to correct minor errors & omissions In previ- 
ous submittals re request lor renewal ol Certificate of Compliance 9001 
VANHOOMISSEN,J General Electric Co 65/05/10 Ollico of Nuclear Mafenal Safely 
&. Safeguards, Direct or MACDONALD, C E Transportation Certification Branch 16pp 
30685 166 30835 163 

6606210209 Notdication ol registration as user of Model IF 300 In responso to 650529 
request 

MACDONALD,CE Transportation Certification Branch 65/06/10. SCOVILLE,J J US, 
Ecology, Inc (formerly Nucloar Engineering, Inc > 1p 31044 362-3 1044 ’362 


DOCKET 71-9010 MODEL; NLM/2, NL INDUSTRIES, INC. 


8506140093 Further response lo FOIA request for eight categories of documents re nu- 
clear spent fuel transportation Forwards App C documants App C A selected App D 
documents also available In FOR App D Documants 6 & 8-12 for sale by NRC A uPO 
FELTON, J M Division of Rules and Records 85/01/29 MILLAR,F Ei^vlronmental 
Policy Institute tOpp 30919.003-30919 043. 

-8506140140 Approval record for Certificates of Compliance 6608,9001, 9015,9016 A 
902 3, per Sierra Club 831107 request lor action under 10CFR2206 re dry cask ship- 
ments of spent fuel 

MACDONALO.CE Transporlalion Certilication Branch 84/04/13 2pp 30019,022- 
30919,033 

6506060600 Advises that Certificate of Compliance 9010 for Model NLI-t/2 amended lo 
authorize addi contents of one Dresden 6x6 BWR assembly In Configuration 
(At Approval record end 

MACDONALO.CE Transportation Cerlifical Ion Branch 05/05/30 JOHNSON.CR Nu- 
clear Assurance Corp 2pp, 30775362-30775 363 

6606270771 NotilicaUon of registration as user ol Model NLM/2.fn response to 850618 
request. 

MACDOMALD.CE Transportation Certification Branch 65/06/20. MAIER.J E Roch- 
ester Gas A Electric Corp. Ip 31260-337-31280337 


DOCKET 71-9016 MODEL: TN-6, -BL, VIRGINIA ELECTRIC A POWER CO, 


8606140093 Further response to FOIA request for eight categories ol documents re nu- 
clear spent fuel transportation Forwards App C documents App C A selected App D 
documenis also avaHable in PDR App O Documents 6 A 8-12 for sale by NRC A GPO, 
FELTON, J M Division of Rules and Records, 85/01/29 MILLAR, F, Environmental 
Policy Institute fOpp 30919.003-30919 043 

-6506140140 Approval record lor Certificates of Compliance Bdga.gooi, 9015,9016 A 
9023, per Sfarra Club 831107 request for action under 10CFfl2 206 re dry cask ship- 
ments o I spent luel 

MACDONALD.C.E. Transportation Certilication Branch 84/04/13. 2pp 30919.022- 
30919 033 


DOCKET 71-9016 MODEL: TN-9, COMMONWEALTH EDISON CO. 

6506140093 Further response lo FOIA re qua si lor eight categories of documents re riu- 
clear spent luel transportation Forwards App G documents App C A selected App D 
documents also available In PDR, App O Documants 6 A 8-12 lor sale by NRC A GPO. 
FeLTON,J.M. Division of Rules and Records 85/01/29. MILLAR, F. Environmental 
Policy fnslltute, lOpp, 30919 003-30919.043 


6506060322 Forwards Rev 9 to Certificate of Compliance 9022 (or Modal Cr-2M 2 
MACDONALO.CE Transportation Certification Branch 65/05/24, GLURALIKO 
Exxon Nuclear Co , Inc (subs of Exxon Corp ) 2pp 30762 357-30762 302 

-8506060327 Certificale of Compliance 9022, Rev 9, for Model CE-a50 2 Aocrcyvif 
record end ^ 

MACDONALO.CE Transportation Certification Branch 05/05/24 App 3076 2 3 5*3 


DOCKET 71-9023 MODEL NLI-10/24, NUCLEAR ASSURANCE CORP. 


6506140083 Further response to FOIA request lor eight catogorios of tfocumoniv ro rw- 
clear spent fuel transportation Forwards App C documents App C A solotlod A» 0 
documents also available In PDR App D Documents 6 A 6-12 (or selo by NIlC A GPO 
FELT ON, J M. Division of Rules and Records 85/01/29 MILLAR, F 1 nvironfi-.<-n'il 
Policy Inslituto lOpp, 30919 003-30919 043 r uvironwn 


'6506140140 Approval record for Certificates ol Compliance 6698,6001, 80150016 4 
9023,por Sierra Club 631107 request for action under 10CFR2 200 ro drv catk ship- 
ments ol spent fuel 

MACOONALD.CE Transportation Certification Branch 64/04/13 2pp 309190/7 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC. 

8503270076 Advises that approved QA program necessary lor roglslmllon nsnacisj* 
user.in response to 050215 Itr.Acceplance criteria used by NRC to ovalu (tin kens ^ 
QA program forwarded W/o end, 

MACDONALD.CE Trans portal Ion Carl ill cation Branch 85/03/14 KLINHIl Ns.r 
Depl ol. Ip. 29541,068-29541 068, ' '' 


DOCKET 71-9033 MODEL; 660 A 660E, TECH/OPS, INC. 

8503270078 Advises that approved QA program necessary for roglalrnllon os aaifeaM 
user, In response to 0502i5 llr.Accoptance critoria used by NRC lo ovaluftto In cime 
QA program lorwarded.W/o end 

MACDONALD.CE Transportation Cerl ill cation Branch 05/03/14, K< INI’ lit Hiir 
Depl, ol. 1p 29541 060 29541,068. ^ 


DOCKET 71-9039 MODEL 716, TECH OPS, INC. 

8506270391 Forwards Rev 7 to Cartilicate ol Compllanco 9030 for Model 716 
MACDONALD.CE Transporlalion Certillcalion Branch 85/06/20. MUNHOdj 
Ops, Inc , (formerly Technical Oporallons Inc.) 6pp 31262 205 31202 302 

-8506270398 Cortificato of Compliance 9039 ,Rgv 7, for Modol 715 Approvsl «SN,rji 
end 

MACDONALD, C.E Transportation Corlificatlon Branch 65/00/20. 3pp SIJWJW 


DOCKET 71-9044 MODEL: QE-1600, GENERAL ELECTRIC CO. 


8506180128 FOIA request lor documents re OOE/NRC Coordlnnllno 
from 8 301 01-850201, meeting minutes & items from NRC 850110 mo 
MH 1A spent fuel cask & CE MacDonald 030128-041 1 Itrs lo DOE ro 
aging. 

ADDIN, L, Alllllatlon Not Assigned. 86/02/03, Office ol Admlniatralion fp 305)#« itj. 
30964' 169, 


GffWO nv&tijnii 
lOIHKf w/li^ »( 

SAfla iin k 


aaueiuuur Mesponos to TOIA request for live categories of documont? Tmi Asm, 
monts re Category 4 SARs lor Packaging Models GE-IOO.GE-IOOO & !)MI I svrflUa 
In PORResponse complete, 

FELTON, JM Division of Rules and Records, 86/04/15 AUDiN.L AlliMuorv N<.l Ai- 
signed. Ip, 30004:170-30904,170 


-6506140140 Approval record lor Certillcales of Compliance 6698.9001, 9015,9016 & 
9023,per Sierra Club 031107 request lor action under 10CFR2 206 re dry cash ship- 
ments of spent fuel 

MACDONAID.C.E. Transportation Certilication Branch, 84/04/13. 2pp 3091®'022- 
30919 033 

8506080630 Advises that Certificate ol Compliance 9016 for Model TN 9 
aniended.authorizing no more than six failed or Intact fuel assemblies per 
package, Approval record end, 

MACDONALD, C,E. Transporlalion Certilioatlon Branch 65/06/29 QOLOMANN,K. 
Transnuclear, Inc, 3pp. S0764 050-30784.052. 


DOCKET 71-9020 MODEL SL-10-1, NO USERS 


DOCKET 71-9063 MODEL: 683, TECHNICAL OPERATIONS, INC. 


“ 'Of fooewal of Certificate of Compllanco 0053 for Moa,! 

683 Fee paid ^ 

'nc.J'offnerly Technical Oporaliona lnc> BSNXiii? 
MACDONALO.C.E Transportation Certification Branch, 2pp. 30B84 202 3&1W 264 

Csrtillcate of Compllanca 9053 for Modol 663 
MACDONALD.C E, Transportation Certification Branch 85/00/04 MUNROJJ Tert- 
deal Operations, Inc. 2pp, 30007:010-30907,014, 


-0506140284 Certificate of Compliance 9053,Rev 4,lor Model 683, 

MACTONALD'CE, Transportation Certification Branch. 05/06/04 3pp 3W7cij. 


6506060457 Advises that Rev 5 to Cerlilfcate of Compliance 9020 for Model SL-10-1 
expired on e60331,Use ol package per 10CFR71 & 49CFfl173 471 terminated, 
MaCOONALDjC.E. TranMortalion Certilication Branch. 85/05/30. 
HOUSEHOLDER, W. Nuclear Containers, Inc, Ip 30785;1B6-30785,1 56, 


NoUficatlon of registration as user of Models 760 & 683 m raM>^,i,a - 
ot>tj4 to request. 

NDeS lro°’l“ Branch, as/oa/io FISHCfl d 0 


DOCKETED ITEMS 315 


DOCKET 71''9t)56 MODEL: SPEC 2-T. SOURCE PRODUCTION & EQUIPMENT CO . 

B50613Q120 Application for Rev 2 to Certificate of Compliance 9056, increasing max 
quantity of mall per package to 240 Ci Fee paid 

DICHARRY.R D Source Production S Equipment Co, Inc 85/04/08 
MACDONALO.C.E Transportation Certification Branch 2pp 30867 082-30867 084 


DOCKET 71-9073 MODEL OH-142 SERIES & NUS 1Q-13S, NUCLEAR PACKAGING 

SS06140D88 Forwards Nuclear Packaging 850516 application to be placed in PDR 
MACDONALO.OE Transportation Certification Branch 85/05/23 SCOTT, S Docu- 
ment Management Branch Ip 30932 241-30932307 

" 85061 400 SS Forwards revised flyleaf to SAR submitted on 650506 & change to Rev G 
to Drawing AL-aO 202 

TEMLIS,CJ Nuclear Packaging, Inc 85/05/16 MACDONALD, CE Transportation 
Cerlilicabon Branch 3gpp, 30932 242-30932 307 

6506060472 Requests addi Info re 850506 application for amend to Corlificate of Com 
pliance tor Model OH-1 42, including establishing test procedures & acceptance criteria 
for containment of dispersible radioactive matls. 

MACOONALD.CE Transportation Certification Branch 85/05/31. TEMUS.CJ Nucle- 
ar Packaging. Inc 2pp 30785 143-30785 144. 

8506170379 Forwards Rev 12 to Certificate ot Compliance 9073 lor Models OH 142 
senes & NUS 10-135 

MACOONALD.CE Transportation Cerlilicalion Branch 05/06/06 TEMUS.CJ Nucle- 
ar Packaging, Inc 2pp 309B2 004 30982 010 

-6506170382 Certificate of Compliance 6073, Rev 12, lor Models OH-142 series & NUS 
10 135 Approval record end 

MACDONALD.CE Transportation Certification Branch 65/06/05 5pp. 30882006- 
30982 010 

8506170389 Notification of registration as user of Models OH 142, OH-142 MKI,OH-142 
MKIB,OH-142 MKII & NUS f0-l35,in response to 850524 request 
MACOONALD.CE Transportation Cerlilicalion Branch 85/06/06 CURTIS, NW. 
Pennsylvania Power & Light Co Ip 30981 359-30981 359 


DOCKET 71-9074 MODEL AP-100, ANEFCO, INC 

8SD6030261 Forwards Rev 5 to Cortilicate of Compliance 9074 for Model AP-ia0 
MACDONALD.CE Transportation Certification Branch 85/05/22. MURPHY, JD 
Anolco, Inc Ppp 30887353-30887368 

>•8506030267 Certificate of Compliance 0074,Rev S.lor Model AP-100 
MACDONALD.CE Transportation Cortilication Branch 85/05/22. 4pp 30687 355 
39687358 


DOCKET 71-9079 MODEL: HN-100, SERIES 2 & 2A, HITTMAN NUCLEAR 

6 5060 503 33 Fonvsfds Rev 13 to Certificate of Compliance 9079 for Models NUPAC 
140-2 9.HN-100 Series 2 & HN-100 Series 2A 

MACOONALD.CE Transportation Certification Branch 85/05/22 ROWE.BS Wes 
linghouse Efeclrio Corp 4pp 30742'060-30742 067 

-85060'S033S Certilicale of Compliance 9079,R6V 13, tor Models NUPAC 14D-2.0,HN- 
too Series 8 & HN-100 Series 3A Approval record end 

MACDONALD.CE Transportation Certitioalion Branch 86/05/28. 4pp 30742 084- 
30742087 

6598260383 Notification of registration as user o1 Models NUPAC 14D-2.0 & HN 100 
Senes 2 & SA In response to 850523 request 

MACDONALD.CE Transportation Certllicalion Branch 85/06/11 KANQLEY,J.P 
Northeast Nuclear Energy Co. (subs. o1 Northeast Utilities) Ip 31226 340*31225 340. 


DOCKET 71-9080 MODEL: HN-600, NUPAC 7-100 & CNS 7-100, HITTMAN 
NUCLEAR 

8506039027 Forwards Rev 12 to Certilicale of Compliance OOBO lor Models HN- 
800, NUPAC 100 & CNS 7-100 

MACDONALD.CE. Transportation Certilicatfon Branch 8S/0S/22. ROWE.Q.S. Wes- 
linghouss Hittman Nuclear. Inc 4pp 30708 007-30708 015 

••8506030029 Certilicale of Compliance 6080, Rov 12, lor Models HN-600, NUPAC fOO & 
CNS 7-100 Approval record end. 

MACDONALD.CE. Transportation Certilication Branch. 85/05/22 5pp 30708 011- 
30708,015, 


DOCKET 71-90B6 MODEL: HN-100, SERIES 1, HITTMAN NUCLEAR 

8506060120 Forwards Rev 12 to Cortilicate of Compliat^ce 9088 for Model HN-100 

M.ACDONALD,C.E Transportation Cerlilicalioti Branch 85/05/22. ROWE, 8 S Wes- 
lirrghouse Hillman Nuclear, Ino. 3pp. 807B5'21 3-30785 219 

-8 50600 06 SI Csrliltcaia ot Compliance 9086,Rev 12, lor Modal HN-100 Sories 1 Ap- 
proval record end 

MACDONALD.CE. Transportation Certification Branch 85/05/22. 4pp. 30785 216- 
30765.219 


DOCKET 71-9089 MODEL: HN-IOOS, HITTMAN NUCLEAR 8 DEVELOPMENT CORP. 

8506050307 Forwards 650419 application for amend to Certificate of Compliance 6089 
a Rev 4 to Drawing C001-5-9128. 

MACDONALD.CE. Transportation Certification Branch. 65/05/23 SCOTT,S. Docu- 
ment Mar>agenienl Branch Ip 30737'1fi6 30737.199 


-SSQ60S0317 Application for amend to CerlificatQ of Compliance 9089. incorporating 
Rev 4 to Drawing C001-5 gt2&W/ona oversize drawing Aperture card available in 
PDR Fee paid 

LEDUC.RJ Westinghouse Hittman Nuclear, Inc 85/04/19 MACDONALD.CE Trans 
portation Certification Branch 3pp 30737 197-30737 169 

» 

docket 71-9094 MODEL- CNS 14-19S.H, CHEM-NUCLEAR SYSTEMS, INC. 

8596130346 Forwards corvsolidatod application & SAR tor renewal of Certificate of 
Compliance 9094 Fee paid 

POPPE.LK Cham Nuclear Systems. Inc 85/05/01 MACDONALD.CE Transportation 
Certificalion Branch 2pp 30872132-30872 244 

-8506130359 Consolidated rov to "SAR lor Cham Nuclear Sys.lnc.Modol CNS 14- 
1 95H, Certilicale of Compliance 9094, Type A Radwaste Shipping Container " 

' Chom Nuclear Systems, Inc 85/04/30 100pp. 30B72 134 30872 243 

— 850613038B Forwards application lees lor renewal of Cortificatos of Compliance 9094 

&9096 

POPPE.LK Chem Nuclear Systems, Inc 05/05/03 MACDONALD.CE Transportation 
Certification Branch Ip 30872244-30872244 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

8506130326 Forwards consotidatod application & SAR lor renewal of Certificate of 
Compliance 9086 Fee paid 

POPPE.L K Chem Nuclear Systems. Inc 85/04/30 MACDONALD.C E Transportation 
Certification Branch 2pp 30872245-30872 362 

-8506130338 Consolidated rev to "SAR lor Chem-Nudear Sys.Inc, Model CNS 21- 
SOO.Cortilicalo of Compliance 909@,type A Radwaste Shipping Container ” 

* Cham-Nuclear Systems, Inc 85/04/30 116pp, 30672 247-30072362 

8508130346 Forwards consolidated application & SAR lor renewal of Cortilicate of 
Compliance 9094 Fee paid. 

POPPE.LK Chom-Nuctoar Systems, tno 85/05/01 MACDONALD.CE Transportation 
Certification Branch 2pp 30872 132 30872.244. 

“8506130368 Forwards application loos (or renewal of Certificates ol Compliance 9094 
&90B6 

POPPE.LK Cham Nuclear Systems, Inc 85/05/03 MACDONALD.C E. Transportation 
Certification Branch Ip 308/2 244-30872.244 

8506060698 Forwards Rev C to Certlllcate of Complianco 9096 (or Model CNS 21-300 
MACDONALD.C. E Transportation Certification Brandi BS/05/22 KINTNER.S Chetn- 
Nuclear Systems, Inc 4pp 30740 124 30740 131. 

“6506050702 Certificate ol Compliarice 9006, Rov 8,for Model CNS 21-300 Approval 
record end 

MACDONALD.CE Transportation Certification Branch. 85/05/22, 4pp, 30740128- 
30740-131 

85QS140B42 Forwards list of addl info needed (or roviow of 850430 application to renew 
Certilicale ol Compliance 9096 (or Model CNS 21-300 Info requested within 60 days 
MACDONALD, C.E Transportation CerlKtcallon Branch. 65/08/06. KINTNER,S. Chem- 
Nuclear Systems, Inc 2pp. 30910.320 30910 329. 


DOCKET 71-910S MODEL: RAD-WASTE CR.I, CHEM-NUCLEAR SYSTEMS, INC. 

8SD6DS0704 Forwards Rev 6 to Certificate ol Compliance 9105 for Modal CNS 6 101 
MACDONALD.CE Transportation Cortilication Branch. 85/05/22 KINTNER.S Chem- 
Nuclear Systems. Inc. 2pp. 30740 1 18 30740.123. 

-8506050707 Cartlflcalo o( Complianco 0106, Rev e.lor Model CNS 8-101 Approval 
record end. 

MACDONALD.C.E. Transportation Cortlfioallon Branch 66/05/22. 4pp. 30740 120- 
30740:123 


DOCKET 71-9108 MODEL: CNS 6-76, CHEM-NUCLEAR SYSTEMS, INC. 

8606030064 Forwards Rev 8 to Certificate of Complianco 6108 for Model CNS 6-76. 
MACDONALD.CE. Transportation Certification Branch. 85/05/22 DEAL.R Chem-Nu- 
dear Systems, tno 3pp. 30707.947-30707.363 

-8506030067 Certilicale of Compliance 91 08, Rev T.lor Model CNS 6-75. Approval 
record and 

MACDONALD.CE Transportation Cerllficatlon Branch 85/05/22 4pp 30707 350- 
30707.353. 


DOCKET 71-9111 MODEL: CNS 6-B0-2 & CNS 6.80-2A, CHEM-NUCLEAR SYS, INC. 

8506050434 Foiwards Rev 11 to Certificate of Camplfance 9111 (or Models CNS 6 60 2 
8. CNS 6-80.2A 

MACDONALD.CE. Transportation CartHicalion Branch 85/05/22 KINTNER.S, Chem- 
Nuclear Systems, Inc. 3pp. 30741.332-30741 .338 

-8506050439 Certificate ol Compliance 91 11, Rev 11, lor Models CNS 8.80-2 & CNS 6 
80-2A Approval record and 

MACDONALD.CE. Transportation Certilication Branch. 86/05/22. 4pp. 30741:335- 
30741-338 


DOCKET 71-9135 MODEL: CENTURY S & SA, CEN. UNIV. S & SA, GAMMA IND, 

8606130559 Requests registration as user of Models 671 7-B, Century S, Century 
SA, Century Universal S & Century Universal SA & Certificate ol Compliance 0166 
MATTINGLY, M.M. Mattingly & O’Reilly Services & Testing. Inc 85/05/01. Office of 
Nuclear Material Salely & Safeguards, OIreotor. 9pp. 30901:212-30901.221. 
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6506270781 NotiNoalion of regislralion as user of Models 6717 B, Cenlury S.Conlury 
SA, Century Univ S & Century Unir SA.tn response to 650501 request 
MACDONALD, C E Transportation CertilicaUon Branch 85/06/20 MATTINGLY, M M 
Mattingly & O'Reilly Services & Testing, Inc Ip 31260,336-31260 336 


DOCKET 71-9130 MODElJ 689, GENERAL ELECTRfC CO. 

8506130122 Application lor renewal of Certificate of Compliance 9139 for Model 
589 Fee paid 

CUNNINGHAM.G E General Electric Co 85/05/09 MACDONALD.CE Transporta- 
IJon Certification Branch ?pp 30867 080-30967 081. 

8506280128 Forwards Rev 6 to Certificate of Compliance 9139 lor Model 539 
MACOONALD.C E Transportation Certification Branch 65/06/20 
CLfNNINGHAM.G E General ^ectric Co 2pp 31268 323 31268 328 

-8506280138 Certificate of Compliance 9139, Rev 6.for Model 589 Approval record end 
MACDONALD.CE Transportation Certification Branch 65/06/20 <tpp 31268 325 
31266 328 


DOCKET 71-9145 MODEL: NUPAC 60-1 5L, -2.61, -3.0L 4 -4.0L, ARKANSAS 

8506030080 Forwards Rev 4 to Certillcale of Compliance 9145 lor Models NUPAC 60- 
2 5L.NUPAC 50 1 5L, NUPAC 50 3 OL & NUPAC 60 4 OL. Approval record end 
MACDONALD.CE Transporlaton Cerlilication Branch 85/05/22 TEMUS,CJ, Nucle- 
ar Packaging, Inc. Ip 30707:336-30707 340 

-8506030088 Certificate of Compliance 9145, Rev 5, lor Models NUPAC 60 1 L, NUPAC 
50-2 5L, NUPAC 50 3 OL A NUPAC 50 4 OL 

MACDONALO.C E Transportation Certification Branch 85/05/22 4pp 30707’337* 
30707 340 


DOCKET 71-9151 MODEL; HN-100 SERIES 3, HITTMAN NUCLEAR 


8506110005 Forwards revised secondary fid analysis & modified Procedures WM014, 
"Operating Instructions lor Loading & Unloading NUS 14-170 Series 1 Casks," WM- 
012, "NUS 14-170 Series 1 Mafni" & WM 01 1, "Soap Bubble Leak Test NUS " 
HIPSHEn.WM NUS Corp 85/05/07 MACDONALD.CE Transportation Certilpcalion 
Branch 13pp 3 083 7-2 07-308 37-2 57 

-8506110006 Rev 0 toWM 012, "N US-1 4-1 70 Senes I Maint." 

* NUS Corp 65/05/06 1 1 pp. 30837 220-30837 230 

"8606110008 Rev E lo WM011, "Soap BubWa Leak Tost, NUS Process Svcs Corp 
Type A Shipping Casks '' 

* NUS Corp 85/05/06 7pp 30837.231-30837.237. 

-8606110011 Rev F to WM-014, "Operating Instructions for Loading & Unloading NUS 
14-170 Series I Casks " 

* NUS Corp 85/05/06. i9pp. 30037-238-30 837. 257. 

8506060321 Forwards Rev 7 (o Cerllllcate of Compliance 9151 (or Models MN tOO 
Series 3,CNS 14-170 Series III & NUS 14-170 Senes 1 

MACDONALD.CE Trensoortallon Certillcallon Branch 65/05/22. HIPSHER.VV. NUS 
Corp, 3pp. 30742 071-30742.078 

-8506050327 Certificate of Compliance 91 51, Rev 7,tor Models HN 100 Series 3,CNS 
14-170 Series III & NUS 14-170 Series 1, Approval record end 
MACOONALD.C.E Transportation Ceiiifioatron Branch. 85/05/22, 6pp. 30742 074- 
30742 078, 

8506190040 Requests end proprietary NUS Process Svcs Corp 850507 application be 
placed In PDRper NUS 850528 Itr.W/o eiids. 

MACDONALD.CE Transportation Certification Branch 85/05/31 SCOTT.S Docu- 
ment Management Branch Ip. 3101S 200-31015.200 


DOCKET 71-9156 MODEL; IR-50, INDUSTRIAL NUCLEAR CO, 


8506170640 Denies 840712 application lor approval of Model IR-60 package on basis 
of failure to respond to 841221 & 860417 requests for addi Info Hearing may be re- 
quested within 20 days 

CUNNINOHAM.R.E. Division of Fuel Cycle & Material Safely 66/06/06 GAINES, T.M. 
Industrial Nuclear Co, tp 30960’038-30980;03B. 


DOCKET 71-9159 MODEL; NUPAC 14/190L, /190M & /190H, NUCLEAR PKQ., INC. 


8506130431 Forwards response to NRC 850311 request for addI fnfo re 841214 appli- 
cation lor amend lo package designs lor Certllicalas of Compliance 

9159,9176,9177,9178 & 9i79,W/iwo oversize drawings Aperture cards available In 
PDR 

HIPSHER.W.M, NUS Corp, 86/05/14. MACOONALD.C.E Transportation CerUficalion 
Branch. 6pp 30901:096-30901;127 

-8506130523 Procedure WM-026 ’’Operating Procedure (or Type A Series II Casks." 
* NUS Corp 85/05/06. 18pp 30901:109-30901:127. 

6506030133 FoMA'ards Rav 3 lo Certificate of Compliance 6159 for Models NUPAC 14/ 
190L,14/190M & 14/190H 

MACDONALD.CE, Transportation CertificaUon Branch, 85/06/22 HIPSHER.W. NUS 
Coa>. 2pp. 30706 349 30706:354. 

-8506030137 Certificate of CompIfarKe 0159, Rev 3 for Models NUPAC 14/190L.U/ 
190M & 1 4/1 90M. Approval record end. 

MACDONALD, C.E Transportation Certillcallon Branch. 85/05/22, 4pp. 30706-351- 
30706-364 


DOCKET 71-9176 MODEL: CNS6-80B, NUCLEAR PACKAGING, INC 

65061 70S44 Denies 830304 application for approval cl Modol CNS 6-80B on bans cl 
failure lo respond to NRC 831219 S 650417 requests lor addi mio Hearing may tK* 
requested within 20 days ' 

CUNNINGHAM, R E Division of Fuel Cycle & Material Safely 85/06/06 TEMUSCJ 
Nuclear Packaging, Inc Ip 30980 037-30080 037 


DOCKET 71-9176 MODEL NUPAC 14/210L & 14/210H, NUCLEAR PACKAGINQ 

ILI/» ‘ 


8506130431 Forwards response to NRC 850311 request tor addi into re 641214 appl- 
cation for amend to package designs for Certilicates o( Comphance 

9159.9176,9177,9178 8 9179W/two oversize drawings Aperturo cards availabte m 

HIPSHERpW M NUS Corp 85/05/14 MACDONALO.C E Transportation Certifies ton 
Branch 6pp 30001 096 30901 127 

8506030035 Forwards Rev 4 to Certillcale of Compliance 8176 lor Models NUPAC 14, 
210L.14/210H & CNS! 14-215H Senes A 

MACOONALD.C E Transportation Certification Branch 85/05/22 KINTNER.S Cherrv 
Nuclear Systems, Inc. 2pp 30706 001-30706 006 

-8506030039 Certilicate of Compliance 9176, Rev 4 for Models NUPAC 14/2IOLi4r 
210H & CNSI 14-215H Senes A Approval record end 

MACDONALD.CE Transportation Cerlilication Branch 85/05/22 4pp 30703903- 
30708 006 

8606060423 Notification of registralion as user of Models NUPAC 14/2fOL, NUPAC 14/ 
210H & CNSI 14 21SHA in response lo 850308 reeuesl 

MACDONALD.CE Transportalion Cerlilication Branch 85/06/28 Consofidated 
Edison Co of New York, Inc Ip 30785 166 30705 166 

8606130194 Notification of registration as user of Models NUPAC 14/210L.I4/2tOH 8 
CNSI 14-215HA,in response to 850524 request 

MACDONALD.CE Transportalion Certiticalion Branch 85/06/05 GASPER JK 
Omaha Public Power Olsiricl fp 30866 323-3O066 323 


DOCKET 71-9177 MODEL: NUPAC 10/140, NUCLEAR PACKAGING, INC. 

8506130431 Forwards response to NRC 050311 roquost for addi info ro 841214 app-V 
cation for amend to package designs lor Cerlilicalos of Compliance 
9159,9170,9177,9178 & 9170.W/IWO ovarsizo drawings Aporfure cards avoifable m 
PDR 

HIPSHER.W M NUS Corp 85/05/14 MACDONALD.CE Transportation Gotlificat-on 
Branch 6pp 30901 096 30901 127 

8506050743 Forwards 3 to Corllticate of Compliance 9177 lor Model NUPAC 10/140 
MACDONALD, C.E Transportation Certillcallon Branch 05/05/22 TCMUS.CJ Nucle- 
ar Packaging, Inc Ip 30740 237-30740 237 

-8506050749 Cerlilioato of Compllanco 0177, Rov 3, (or Modol NUPAC 10/140 Apptotal 
record end 

MACDONALD.CE Transportalion Corllfioallon Branch 05/05/22 4pa 307401239- 
30740-241 


DOCKET 71-9178 MODEL. NUPAC 7/100, NUCLEAR PACKAGING, INC, 

8506130431 Forwards response to NRC 8S0311 roquosi for addi info ro 64I2M appv 
cation (or amend lo packago designs for Corliflcatos of Compliance 
9159,9176,9177,9170 & 9179W/IWO ovorsizo drawings Aperture cards svailabto 
PDR 

HIPSHER.W M NUS Corp 05/05/14 MACDONALD.CE Transpoitallon CMlifieaton 
Branch. 6pp. 30901.096-30901,127, 

8506030076 Forwards Rev 3 to Certificate of Compliance 0178 tor Modol NUPAC 7/ 
100 

M ACDONALD, C.E, Transportation Cerliffcatlon Branch 05/05/22, TEMUS.CJ Nude 
ar Packaging, Ino Ip 30707’341 •30707-345. 

-8506030086 Certillcale ol Compllanco 9170,Rev 3,(or Modol NUPAC 7/100 Approval 
record end 

MACDONALD.CE Transportalion Cerlilication Branch 85/06/22, 4pp 30707342- 
30707 345, 


DOCKET 71-9179 MODEL. NUPAC 6/100L & 6/100H, NUCLEAR PACKAGING, (HO 

8506130431 Forwards response lo NRC 850311 request lor addi info ro 641214 appli 
cation (or amend lo package designs for Corliflcatos ol CompliarKO 

0169,9176,9177,9178 & 9179.W/lwo oversize drawings Aperturo cards available ui 
PDR, 

HIPSHER.W M, NUS Corp, 65/05/14 MACDONALO.C, E Transportation GottiCcKion 
Branch 6pp 30901 -OOe-MOOl -127 

8506030022 Forwards Rev 3 lo Certillcale ol Compllanco 9179 for Morids NUPAC 8/ 
IDOL & NUPAC 6/100H 

MACOONALD.C.E Transportalion Cerlilication Branch 85/05/22 TEMUS.CJ Nucle- 
ar Packaging, Inc. Ip 30706 016 30708.020, 

-8606030024 Certificate of Compliance 9179,R0V 3,for Models NUPAC 6/iOOL & 
NUPAC 8/1 OOH Approval record end, 

MACOONALD.C.E. Transport alio n Certillcallon Branch 85/05/22 4pp 3070B0I7 
30708,020 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

8506120469 Forwards Rev 2 lo Certificate ol Compliance 0181 (or Medals PAS2 S 
PAS-2A 

MACDONALD.CE. Transportation Cerlilication Branch. 85/06/04 TEMUS.CJ Nucte- 
ar Packaging, Inc. Ip. 30886, 187-30885; 190. 
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-85061204^3 Cortilicate ol Compliance 9181, Hov 2, for Models PASS & PAS- 
2A Approval record end 

MACDONALD.CE Transporlalton Certiltcation Branch 85/06/04 3pp 30605 188- 
30885 190 


DOCKET 71-S192 MODEL; AP-300, ANEFCO, INC 


6505050589 Requests addi info re 840501 appllcalion lor approval of Model AP-300 
Type A packaging, including method of selection of boll thread lenglh.overall boll 
lenglh, insert length & lull lapped depth for Holi Coil inserts 

MACDONALD.CE Transportation Certitication Branch 85/05/17 MURPHY,JD 
Anelco. Inc 3pp 30737 179-30737 101 


DOCKET 71-9195 MODEL: 2000, GENERAL ELECTRIC CO. 

8503130574 Requests extension until 850521 to complete affidavit to demonstrate pro- 
piielary nature ol stress analysis rept (NEDE-30779) re proposed Modol 2000 shipping 
con lamer. 

CUNNINGHAM.G E General Electric Co 85/05/03. MACDONALD,CE Transporta- 
tion Certification Branch. 2pp 30901 209 30901 210 


DOCKET 71-9196 MODEL; UX-30, NUCLEAR PACKAGING, INC. 

6506260183 Forwards Rev 1 to Cortilicate of Compllani:e 9106 lor Model UX-30 
MACDONALD.CE Transportation Certification Branch 85/00/11 TEMUS.CJ Nude 
ar Packaging, Inc lp 31226 201-31226 204 

-6506260189 Certificate of Compliance O106.Rev 1,for Model UX-30 Approval record 
end 

MACDONALO,CE Transportation Certification Branch 85/06/11 3pp 31226-202- 
31226 204 


DOCKET 71-9651 MODEL: LITHIUM HYDROXIDE FIRE/IMPACT SHIELD, ENERGY, 

8503210116 Forwards Rev 0 to Certificate ol Compliance 0851 for modol lithium hydrox- 
ide file S Impact shield 

MACDONALD.CE Transportation Certitication Branch 05/03/00. GARR1SON.R F 
Energy. OepI of Ip 29480 068-29460 068 

-6503210120 Certificate ol CompUanco 9851, Rev O.for modol lithium hydroxide tire & 
Impact shield 

MACDONALD.CE Transportation Certification Branch 85/03/08 2pp. 29480.069- 
29480 070. 

-8503210124 SER approving uso ol lithium hydroxide lire & Impact shield 
MACDONALD.CE Transportation Cerlllicallorr Branch. 85/03/08 4pp 29480.071- 
29480 074 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


8502270258 Responds to 841114 request lor addI Info ro dry cask ISFSI license 
app1lication.Faclllty will bo used lor storage of Surry spent fuel rather than transship 
ment to North Anna plant. 

STEWART.WL. Virginia Power (Virginia Electric a Power Co) 05/02/00 
CUNNINGHAM, R E. Olfico ol Nuclear Material Saloly a Safeguards, Director. 3tpp 
29K4-321-29144-352. 


8506120404 Forwards description ol facility lo bo included in revised ISFSI SAR.addI 
details on reinforcing steel. soil spring a damping factors used in design analysis a 
design drawings ol ISfsI layout W/Iwo oversee drawings Aperture cards in PDR 
STEWART.WL Virginia Power (Virginia Electric a Power Co) 85/05/09 
CUNNINGHAM.R E Division of Fuel Cycle & Material Safety 13pp 30883 113- 
30BQ3125 

8506070411 Advises that F Slurz will attend a make brief stalemorrt about environ as- 
sGssrner^al 850620 public hearing to consider conditional use permit lor facility dry 

ROUSE.LC Advanced Fuel & Spent Fuel Licensing Branch B5/05/30 JONES.ME 
Surry County, VA 1p 30798 260 30798 262 

-8506070415 Expresses ^preciation lor assistance in providing NRC representative to 
Surry County Board ol Supervisors 850516 meeting Requests F Sturz be present at 
850620 meeting to consider conditional-use permit lor dry cask storage sys 
JONES. M E Surry County. VA 85/05/20 CUNNINGHAM.R E Division of Fuel Cycle 
a Material Safely Ip. 30798 261-30798 281 

-B5'0607O424 Requests O Smith attend Surry County Board of Supervisors 050620 
meeting to co-nstdor conditloneVuso permit for facility dry cask storage sys 
ROUSE.L C Advanced Fuel & Spent Fuel Licensing Branch 85/05/30. BROWN.W G 
Fuel Facility Safeguards Licensing Branch ip 3079^6 262 30798 262 

8506170666 Responds to 850410 request re permission lo tniHate const of initial con- 
crete pad w/atlendant sccuntv equipmenl.Const ol pad a Installation of secun^i 
equipment should be documented lo confirm description In application 
CUNNINGHAM.R E Division of Fuel Cycle a Material Safety 85/06/10 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 2pp 30980 021- 
30900 022 

8506250218 Nottlicolion ol 850013 moefinn w/EPRI.BNWL.TVA a DOE in 
Washington.DC to discuss status ol spent fuel mgt RaD offoris NRC reviewing diy 
spent fuel storage applications at sites 

ROBERTS, J P Advanced Fuel a Spent Fuel Licensing Branch 85/06/17 
ROUSE.L.C Advanced Fuel a Spent Fuel Licensing Branch 2pp 31211 172 
31211-173 


DOCKET 72-0003 CAROLINA POWER a LIGHT CO. 

B506030640 Response lo State of SC 8505<6 petition for Infervontion as Inlerosfed 
state re util 850204 application lor malls license to possess spent fuel at facility JH 
O’Neill 850531 notice of appearance & Certificate ot Sve end 
O’NEILL.J H. Carolina Power & Light Co O’NEILL.J H Shaw, Pittman, Polls A Trow- 
bridge ff285 251. 85/05/31 Atomic Saloly and Licensing Board Panel 6pp 
30687 169 30687 174 

6SQ61 10552 Response to State ol SC petition lo Intervene In spent fuel storage 
roceedinp Applicant 850531 filing notes no hearing a absent accepted petition NRC 
as no objection to Slate of SC participation In hearing Cortificate of Sve end 
BACHMANN.R G. Hearing Branch 1 #285 357 05/06/05 Atomlo Safely and Licens- 
ing Board Panel app 30816 030 30816 032. 

8508180302 Notification Of 850530 mealing w/uiil .Science Applications Inll Corp.BNWL 
& NUTECH in Silver Spring, MD ro util application for diy storage ol spent fuel In 
ISFSI Meeting attendees a agenda end 

ROBERTS, JP Advanced Fuel a Spent Fuel Licensing Branch 65/08/07. 
ROUSE.LC Advanced Fuel a Spent Fuel Ltconaing Branch 4pp 30990-176 
30990.101 

6506140445 Motion lo withdraw 850516 potillon by State Ol SC lor leave to intervene in 
tacillty proceeding as Interosted state. Certificate of Sve end 
WILSON, R P. South Carolina, Stale of. MSBs 404. 85/06/11 CommIssionors 3pp 
30898-317-30890 319. 

6S0627Q5S3 Order granting Slate of SC 850611 motion to withdraw 650516 potilion to 
Intervene In proceeding re authorization to store spent fuel Served on 850626. 
CHILK.SJ Office of iTto Secretaiy ol the Commission #265 SOI. 85/06/25 South 
Carotina, State of 2pp 31238150-31238-150. 
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tOCFR COMMISSION MEETING RECORDS 

3 506050 38S Stall retuiremonts memo re Commission 850515 brielmg in 
Washington, DC on SECY 85-147, “Proposed Revs ol 10CFR20, 'Stds for Protection 
Against Radiation’ " 

CHILK.SJ Office ol the Secretary ol the Commission MBSOStS B5/05/S8 
PLAINe,H H Olfice of the General Counsel Ip 30742 034-30742 034 

8506QB0058 Transcript of Commission 850529 public meeting/discussion in 
Wash1ngton.DC re vote on lifting Immediate effectiveness of 1970 shutdown orders for 
TMI-I.Pp 1-36 

• Cointnissloners 85/05/20 39pp 30782 070-30782 109 

B506060205 Staff requirements memo re oral presentations to Commission at 850522 
meeting concerning whether to lift effectiveness ol 1979 shutdown orders tor TMI 
1 No requirements imposed at meoling 

CH1LK,SJ OftiCQ of the Secretary ol the Commission M850522 85/05/30 Office of 
the Secretary of the Commission 2pp 30776 360-30776 361 

6506060406 Slafi requirements memo re Commission 650523 affirmation/ discussion & 
vote in Washington, DC on SECY-a5-152 concerning disposition of application for 
award ol ally fees Commission approved order denying request (or fees 
PLAINE.HH Olfice ot the General Counsel M850523 85/05/29 CHILK,SJ Office ol 
the Secretary o( the Commission Ip 30776 346 30775 346 

SS0606Q411 Transcript of 850522 moeling in Washington, DC re oral presamation by 
participants on lifting immediate etfeclivenoss ol 1970 shutdown orders Pp 1 -121 
' Commissioners 85/05/22 258pp 30765 230 30766 127 

"8506060416 LMF-70 “Characterization ol Aerosol Sample From TMI Reactor Auxiliary 
Bldg ■' 

KANAPILLY.G.M , STANLEY, J.A , NEWTON, Q A Inhalation Toxicology Rasearch In 
Stitute 81 /01/31 1 7pp, 30766 01 9-30766 035 

-0506060419 Requests response to 850311 request lor citizens Itrs placed on Commis- 
sioners table prior to 850213 meeting L Shulto rept on health ellects In TMI area end 
AAMODT.M M Aamodts 05/04/26 COMBS, T R Docketing & Services Branch. 4pp 
30766 03830766039 

-8506060442 Responds to B50422 request lor Aamodt rept No copies available to 

f iiiWto from NRC Rept must be obtained from Aamodts 

NGRAM.F, Office ol Public Affairs 85/04/30 8LACKINGTON.S Affiliation Not As- 
signed Ip 30766040 30766040 

-8506060444 Responds to 860424 request lor copy ol Aamodt ropt.No copies available 
to public from NBC Rept must be obtained from Aamodts 

INGRAM, F Office ol Public Affairs 65/04/30 MEYER.P Audubon Society 22pp. 
30766041-30766 063 

-8506060451 Corrected lestimony ol M B, N Aamodt re Order CL1 85 06 denylrtg re- 
quests tor reconsideration & to reopen record. Pp 1-7 

AAMODT.M.. AAMOOT.N, Aamodts. CLI-85 00. 85/05/22. 8pp 30768.064-30786I071, 

-8506060454 Testimony ot Congressman GW Gekas re outstanding unresolved issues 
of mat Integrity, health effects & cleanup of plant 
QEKAS.QW. House of Rep 86/05/22 7pp 30768072-30766 078. 

-8506060458 Testimony ot W6 Kuhns ro overall picture of facility restart 
KUHNS, W.G General Public UtiHlIes Corp - GPU Son/lce Corp 85/05/22. 2pp. 
30766 O70-3O766.OBO. 

-8506060466 Testimony of JF O'Leary re responsMitlea & duties of board of directors 
O'LEARY, JF General Public Utilities Corp. - GPU Service Corp 85/05/22 3pp. 
30766,081-30766,083. 

-8506060479 Testimony of PR Clark re physical readiness of plant, readiness of 
staff, emergency preparedness & extent of punlicly available record 
CLARK.PR. General Public Utilities Corp • GPU Service Corp 85/05/22. 4pp. 
30766084-30766087. 

-B50608048S Testimony ol ER Weiss re reasons why restart would be unlawful Press 
packet end 

WEISS,E.R. Harmon, Weiss & Jordan. WEISS,ER. Union ol Concerned Scientists 
05/05/22 3Bpp 30766 0B8.30766.127. 

QS06070136 Stall requirements memo re Ote of Investigation 850521 brisling on pend 
Ing tnvestIgatlons.No requlremenle as result of briefing. 

CHILK,S.J Office ol the Secretary of the Commission M850521. 85/05/31, Office of 
the Secretary of the Commission 1p, 30798 337-30798.337. 

8506070383 Staff requlremanls memo from B50S16 affirmation /discussion 8 vole in 
WashIngton.DC re govt in Sunshine Act regulations (SECY-BB 087) & Aamodt motion 
for reconsideration & reopening of record (SECY-66-074A). 

CHtLK.SJ. OHice ol the Secretary of the Commission MBSOSISB, BS/OS/29, 
PLA(NE.H.H Office of the General Counsel, 2pp 30798 263-30798:264. 

8506100004 Transcript of 850530 aflirmalion/discusslon & vote in Washington, DC re 
SEcy-86-154 concerning motion to Investigate DOE aollons invoMng faclf((y.Pp 1-3. 
* Commissioners 85/05/30, 6pp. 30630'264-30830 260 

8506100196 Transcript of Commission 850530 discusslon/possfble vote In 
WashIngton.DC re full power OL.Pp 1-66 VIewgraphs end. 

* Commissioners 85/05/30. 78pp 30830:162-30830-230. 

8506100398 Transcript ol Commission 850523 affirmation/discussion & vole In 
Washington, DC re deleting portion of severe accident policy slalemanlPp 1-8. 

* Commlssionera. 06/05/23. 0pp. 30630:126-30830.1(16. 

8608110069 Response to FOIA request for eight categonas of documents re nuclear 
spent fuel tran5portatlon.Fofwards documents listed in Apps A 4 B.DocumonIs atso 
available In PDR.Search continuing. 

FELTON,J.M. Division of Rules and Records. 84/12/11. MILLAR, F. Environmental 
Policy Institute. I2pp. 30846-026.30846;146 


—8606110229 Stall requirements memo re Commission 810126 discussion & vole on 
SECY-81-46 re final rule on licensing ot high level waste repositories Draft language & 
revs to SECY-B1 48 requested by 8T()208 & OS.respectively 
CHILK.SJ. Office of the Secretary of the Commission M8101266 81/01/29 
OIHCKS.W J Office ol the Executive Director lor Operations BICKWIT.L Ollice ol the 
General Counsel epp 30846 349 30846 356 

8506120073 Final response to P01A request tor documents re Commission meeting In 
June Aug 1984 re effects of earthquakes on plant emergency preparedness Forwards 
Apps C & E documanls Apps D & F documents withheld (ref FOIA Exemption 5) 
FELTON, J M Dkvision of Rules and Records 65/02/07 8ELL.N Nuclear Inlormatioii 
& Resource Sorvice 6pp 30862 001-30862 058 

-6408200500 Staff requirements memo ro 840803 Commission vote to Initiate generic 
rulemaking on effects ol earthquakes on emergency planning Order approved re com- 
plicating effects of earthquakes on Olablo Canyon emergency planning 
CHILK.S J Office of the Secrotary ol the Commission MB40803 84/08/07 

PLAINE,H H Olfice of the General Counsol tp 30862 043.3D862 045 

-8408200505 Staff requirements memo re 840302 Commission vote to grant full power 
OL Otc of General Counsel requested to prepare order 

CHILK,SJ Office of tho Secretary of the Commission. MS4C802 84/08/07 

DIRCKS.WJ Office of the Executive Director for Operations Ip 30662 042- 
30862 048 

-8506120142 Staff requirements memo re draft Commission order on plant emergency 
planning Staff should consider questions re Inclusion ol ellects of veiy large earth- 
quakes an emergency plans 

CHILK.SJ Olfice ol the Secretary ol the Commission 82/03/01. DIRCKS.WJ Office 
ol tho Executive Director for Operations 2pp 30862 029 30862.037. 

8508130046 Partial responso to FOIA request lor all documents re NRC procedures lor 
detection & control of alcohol & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facHilies Forwards App A documents 
FELTON,J.M Division of Rules and Records. 05/01/28 HEATH.SJ Washington 
Legal Foundation 5Spp. 30937 047-30944 215 

-8508130157 8tafl requirements memo re Commission 820624 atflrmation session In 
WashIngton.DC concerning proposed fitness for duly rulemaking Commission ap- 
proved publication of proposed ruta by 5-0 vote 

CHILKiS.J Office ol tne Secretary of the Commission M8206248. 62/07/06. 
D1RCKS,W.J Olfice of Iho Executive Director for Operations 4pp 30941 346 
30941 349 

-8506130372 Staff requiremertts memo on Commission 830303 discussion In 
Weshlngton.DC re Ofc ol investigations investigation Into preemploymeni psychotogi- 
cal testing at TMI Marked-up 840709 minutes & drall IE Info notice and 
CHILK.SJ Office of the Secretary of tho Commission M830303B. 83/03/16. 
PLAfNE.HH. Office of the Qonaraf Counsel QIRCKS,W.J. Office of Ihe Executive Di- 
rector lor Oporatlons CUMMINGS,J J. Olfice of Inspector & Auditor. 8pp 30941-266 
30941.276 

85061 3058 1 Staff requirements memo re disc usston/possible vote in WashIngton.DC on 
full power OL for planl.l3SuancG ol lull power license authorized 
CHIiK,G.J. Office of the Secretary of the Commission M8S0530B. 85/08/06, 
DIRCKS.W.J Olfice of the Executive Director (or Operations Ip 30892.358- 
30892 358 

8506150041 Responds to FOIA requests for records re SSER (NUREQ 0787). Forwards 
App B & C documents App A & B documents available In FDR Into In App C docu- 
ments partially withheld (ref FOIA Exemptions 5,8 & 7). 

FELTOHJ.M Division ol Rules and Records 85/03/01 GARDE, B P. Government Ac- 
counlabilily Projecl. 210pp 31067.00.5-31067:292 

-8608 16 009 B Transcrlpl of 640616 meoling In WashIngton.DC re near term OL status 
rept Pp 1>73.SupporlinQ documor^totion end. 

•Commissioners 84/08/15 101 pp 31 070-09 B-31 070 199. 

85081 S0251 Further response to FOIA request for Info re issues discussed in Commis- 
sion 840516 Order CLI-84-8 re exemption requirements In OLprocoadlng App F doou- 
morrts partfelfy 4 App Q documents completely withheld (ref FOIA Exemption 6) 
FELTQN.J M Olvlsbh of Rules and Records CU-84-08, 85/03/19. BELAIR.R.R. Kirk- 
pairick & Lockhart 8pp 30960:165 30980 229. 

-8508150266 Staff requiremenls memo re 840616 meeting on continuation of review ot 
proposed Shoreham order General agreement reached on proposed order as modified 
at meeiina 

CHILK,S.J. Office of the Secretary of the Commission. M04O5ieA 84/05/18. Office of 
the Secretary of tha Commissian, 6pp. 30960 IBB 30B60 197 

8508170019 Stall rsqulrementa memo re 850530 aflirmation/diacuaslon & vole In 
Washirglon.DC or» sECY-85-154 re motion to Investigate DOE actions concerning 
facility Order denying motion to Investigate actions approved. 

CHILK.SJ. Office ol the Seoratary of fhe Commission M850530D. 85/08/07 
PLAINE,H.H Office of the General Counsel. Ip 30979-266-30979.288, 

8506170064 Transcripl of Commission 850603 mesling In WashIngton.DC re discus- 
ston/possibfe vote on full power OL tor fadfity Pp 1-46. 

• Commissioners. 86/06/63. fiOpp 3O9&O:O48-3O90O.O95. 

8506170067 Tranacrlpl of Commission 850604 meeting In WashIngton.DC re oral argu- 
ment on laclIttyPp 1-116 

‘ Commissioners. 85/06/04, 121pp. 30960.096-30860-216, 

SS06180214 Further response to FOIA request that SECY-84-249 & documents re op 
lions for handling allegations be road a available at FDR Forwards App A 
documenls, Documents available in PDR.Pf(>ca8Slnfl of other documents conlinuinfl. 
FEL.TON.JM. Dlviston ol Rules and Records 85/04/19. ADATO.M. Union of Con- 
earned Sclentiats 2pp 30995:145.309B5i251 
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-SS061 60245 S^atl Tequir-emonts motno ro 83D012 discussion on status of 

Investigations RepI on how regions screert allegalioiis & criteria used iit assessment & 
expected comptelion dates be Included in repts of pending investioations requested 
CHILK.SJ OMico of the Secretaiy ol the Commission W8309123 83/00/16. 

□IRCKS.WJ Oflico ol the Executive Director for Operations HAYES, BB Oltice of 
tnvestigation 1p 38985 176-30985-176 

B506 100477 Staff requirements memo re Commission 850516 meeting w/NRC in 
Washmoton.DC to receive mid-yr status rept on agency expenditures & major program 
accomplishments towards program goals Mid yr budget briefing will continue. 

CHILK.S J Office of the Secretary ol the Cornmission M850516A 85/06/12 

DIHCKS.WJ Oftico of the Execulwe Director for Operations Ip 31014 020 
31014 020 

8505190534 Staff requirements memo re Commission discusslon/possible vote In 
Washington, DC on whether or nol futi power OL shoufd be granted for 
facilify Commission voted S 0 to authorize issuance 

CHILk.SJ Otiica of the Secretary of the Connrnisslori MB5Q603B 85/06/11 

DIRCKS,WJ OHiCe ol the Executive Director lor Operations. Ip 31013341- 
31013341 

6506240103 Staff requirements memo re Commission 850804 oral argument in 
Washington, DC w/parties to review ALAB 800 No requiremonts made 
CHILK.S J Office of the Secretary ol the Commission ALAB-800 86/06/t4 Office ol 
the Secretary of Iho Commission ip 31157 221-31157 221 

6506240387 Tra rescript of 850612 public meeling fn Washlngloh,DC re continuation of 
850516 briefing on mld-yr budget & program review Pp 1-88 Supporting documentation 
one) 

•Commissioners 85/06/12 120pp. 31156001-31 166 t20 


8506100642 Transcript of ACRS 302nd general meeting on 6S0606 w 
WBShmgton.OC Pp l-SBViewgraphs end 

* ACRS - Advisory Committee on Reactor Safeguards 85/06/06 40Da 33797001 
30792 048 ' 


8506110458 Summary ol 850524 meeting w/Div ot Waste Mgt in WasttinglonlXI re 
waste package corrosion data 

PARRY ,SJ ACRS - Advisory Committee on Reactor Safeguards 85/05/31 
MCCRELESS,T Q ACRS - Advisory Committee on Reactor Salequards 2an 
30033 360 30633 36? “ ^ 

8506120158 Responds to FOIA requast,as modified in 850115 telconlor docuwirs.g 
util handling o( nuclear fuel, spent fuel rods & nuclear fuel rod storage tanks Font ants 
Apps A & B decuments 

FEITON.JM Division ol Rules and Records 85/02/14 SHAPLEHP ABC fw/ABr 
News 5pp 30865 199 30685 211 m k. 

-6506120212 Transcript ot ACRS Subcommittees on Humboldt Ray Pfolect & Reactor 
Radiological Effects 840910 meeting in Eurel(a,CA re review of ulif decommisslomna 
plan Pp 1-144 ^ 

• ACRS - Advisory Commlltea on Reactor Safeguards 64/09/10 176pp 30885236- 


8606170226 Recommends that proposed revs to lOCFRSO.App 3, "Leak Tests loi Pvi 
mary & Secondary Contalnmonls & draft rag guide, Task MS 021-5. "ConlainrrtHii 
Sys Leakage Testing," be Issued for public comment 

WARD,OA ACRS - Advisory Committee on Reactor Saloguards 65/O6/I1I 
DIRCKS.WJ Office of the Executive Director for Operations 2pp 30056 136- 
30958 137 


8506240389 Transcript ol 85061 1 public meeting in WashlngtoaOC re alfirmation/dis- 
cusslon 8 vote Pp 1-6. 

•Commissioners 85/06/11 lOpp 3115631631166325 

8506240393 Transcript of 650611 public meeling in Washington, DC re discuss! on /possi- 
ble vole on review of ALAB-8DO & related malters Pp 1-5 

* Commissioners ALAB-840. 85/06/11 0pp 31156 307-31156 315 

8506240897 Transcript of 850613 alfirmallon/dlscusslen 8 vole In Washington, DC re 
SECY B5-139B,SECy B5-15S & SECY 86-173. Pp 1-3 

* Commissioners. 05/06/13 7pp 31157 099 31157105 

8506250001 Staff requirements memo re Commission 850529 vole in 
Washington, DC, approving order (SECY 8 6-1 83 /1 83 A), I if ling immediate elfocUveness 
ol 1970 shutdown orders for facility 

CHILK,SJ Oflice of the Secretary ol the Commission M860529 85/06/14, 
PLAINE,H H Olfice ol the -General Counsel ZERBE,JE Office ot Policy Evaluations 
Ip 31212300 31212 300 

8506280113 Further response to FOIA request lor nine categories ol documents re U 
mill tailings regulations App L documents end & available in PDR Portions ot App M 
documents & complete App N documanis wilhhetd (rel FOIA Exemption 5), 
FELTON.JM Division of Rules and Records 85/04/10. BERICK.D Environmental 
Policy Institute 9pp 31222 206'3I222'341. 

"8506260396 Staff requirements memo re 830429 briefing in Washing Ion, DC on U mill 
tailings stds EPA requests that NRC cammonts on rule address whelner clay or plastic 
liner ^propriale, SJoblom will tuinlsh info on annual dollar figures 
CHILK.S J Office of Ihe Secretary ol the Comn>lssion WDSWEg 83/04/29 Otlice of 
the Secretary ol Iho Commiasion ip 31223 198-31223 108, 


8506170370 Discusses action on proposed revs to lOCFRSO.App J 8 dratl Reg Quxle 
MS 02f-5, ''Contarnmenf Sys Leakage Testing ’’ Issuance of documents tor public 
comment recommended to determine whether rove cost ellootivo impiovomont 
WAHD.DA ACRS - Advisow Commilleo on Reactor Safeguards asrce'lt 
DIRCKS.WJ Office of Iho Executive Oiroclor for Operations 2pp, 30958134- 
30958,1 35 

3506170425 Comments on RES 850605 proposed program & budgoi for FVa? oer 
ACRS 302nd meeling on 050608 08 8 AuRS Subcommltloe on Safety Research Pro- 
gram mQatings on 050508 8 0605 Budget recommendations summarfzed inatiaclhod 
fable 

WARD.DA ACRS - Advisory Committee on Reactor Safeguards 05/O6/11 

PALLADINO.NJ Commissioners 7pp 30957 207-30957 ’21 3, 

B506170S19 Concurs w/proposed reg guide.TasK tC 127-5, "Crlloria (or PrograiiirTi4l}l* 
Oigilaf Com pule r Sys Software (n Saloty-Related Sys Ltstod slatomont should be 
Included in future guides more directly related to digital computers 
WARD, 0 A ACRS • Advisory Gommilteo on Reactor Safeguards 65/06/11 

DIRCKS.WJ Office of the Executive Director for Operations Ip 30956 199- 
30956.1 99 

8606210276 Transcript ol ACRS Subcommittee on ECCS 850012 maolina in 

Alliance, OH Pp 1-304 Supporting documentation end “ 

* ACRl^.^ Advisory Commilleo on Reactor Safeguards. 85/06/12. 555pp 31025 055- 

6606210316 Transcript ol ACRS Subcommllleo on ECCS 650613 mootlim m 

AIIIance.OH Pp 1-134 Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards. 05/00/13 lospp, 31034 lOl- 


6506260649 Staff requiremanta memo ra 850612 continuation of 650510 briefing Ob 
mftl-yr budget & program review in Washington.DC, 

CHILK.S J Olfice of the Secretary ol Iho Commission, M 65061 2, 85/06/19 Office of 
the Secretaiy of the Commission Ip 31239326 31239 326, 


6Sa82103S0 Transcript of ACRS SubcommlUee on Air Sys 850617 mooUrm in, 
Was hum ton, DC. Pp 1-1 70.Supporling documentation end " 

* ACRS - Advisory Commlllee on Reactor Safeguards 85/00/17 2aapp 31031 270. 
31032; 146, 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8506040474 Transcripl of ACRS Ad Hoc Subcommiltaa tsn Slate ol Nuclear Power 
Safely 850531 meeling In Washlngloi>,DCPp 1-33 

• ACRS - Advisory Commlllee on Reactor Safeguards. 85/05/31 36pp 30697'283- 
30687 317. 

8606060400 Transcript ol ACRS SubcommiUea on Regulatory Activities 660604 meeting 
[n Washington.DC Pp 1-202 Supporting document a lion end 

• ACRS - Advisory Committee on Reactor Safeguards 85/06/04. 246pp, 30728268 
30720.151 

8606060487 Transcript of ACR5 Subcommittee on ECCS 850531 mealing in 
Wa^ngton.OCPp 1-165 Supporlfng documentation end. 

• ACRS - Advisory Commitloe on Reactor Safeguards, 85/05/31. 256pp. 30731.174- 
30732068 

8506070048 Forwards comments ol ACRS conaullants re facility seismic reevaluatlon 
program,bas6d on discussions at ACRS subcommittee 860321-22 meetings, 
KNIGHTON.G W, Licensing Branch 3 85/05/17 SHIFFER,J.D Pacific Gaa & Elecirfo 
Co. 4pp 307fl9’013 30799023. 

—8506070 052 Commonls on ACRS Subcommittee on Extreme External Phenomeria 
850321-22 meetings ACRS should monilor seismic design margins program closely to 
ensure rasulls & program remain on schedule for 3-yr completion 
POMEROY.P.W Rondout Associates, Inc, POMEROY.P.W ACRS • ArMsory Commit- 
tee on Reactor Safeguards 85/04/26. SEISS.C., OKRENT.D,, SAVIO.R ACRS • Advi- 
sory Committee on FTeaotof Safeguards 2pp. 30769.017-30799.023 

8S06070312 Transcripl of ACRS SubcommlUee on Safety Research Program 8606(15 
id®^l(i9 In Wa8hlngton,OC,Pp 1-117 SupporVnn documentation ancl. 

ACRS . Advisory Committee on Reactor Safeguards 85/06/05 127pp, 30752:199- 
30752*335. 

8506070342 Forwards r* j i--— -r- • 4 " , ■ ” . 

MS 021-6 for ACRS . - , . I ■ • 

power dan ta End 9 . 

ARLOTTO,G.A. DMi ' ' j ; 

Advisory Commiltoe , ■ ■ • . . 






coedingon 850610 in Washington, DC.Pp 1-237, 

• ACRS • Adviaoiy Committee on Reactor Safeguards 05/08/10 ?30oo 31060 20a- 
310B1;OB3. ^ 

8506240460 Responds fo FOIA request for Ends 1 & 2 to SA Varna 820518 III to LQ 
DelGeorge re facility probabilistic selojy study, 

FELTONiJ.M, Division of Rulea and Rocorcis 06/03/04, PEDRO.J. NU8 Corp 2pp 



"8806240403 Responds Ip JM Griasmeyar 020310 Itr re review ol probabilistic saSoTv 
study.R8view summary including comments of substance aa welt as ediloiial com- 
ments end, 

UPINSKI,W,C. Argonne National Laboratory, 62/03/24 OKRENT.O ACRS - AdWsorv 
Committee on Reactor Safeguards 4pp, 31206'26B 31206,268, 

6608240490 Transcript of ACRS Subcommittee on Malnl Practices A PrceerV*** 
Wasblnglon, DC.Pp 1-123, Supporting documentation end 
Committee on Reactor Safeguards. 86/06/18. I83pp, 31(K6<»7- 

o lQoO,17v« 

65^240687 Transcript ol ACRS Sobcommitlees on Human Factora & Maint PfaclixMA A 
Pfoceduras 860618 joint meeling In Washington, DC,Pp 1-99 * hracices A 

3 ACR^Advisory Committee on Reactor Safeguards. 85/06/18 I03pp 31160 OOl, 

5506260001 Transcript ol ACRS Subcommittee of SEP (San Oriofral 850610 maotifM « 
Washington, DC.Pp 1.167.8opportlna documentation ehcl ^ ” 

aiSfsa Commlltea on Reactor Safeguards, 06/06/19. 245pp Sizie.oofr 

8506260260 Transcript ol^RS Subcommittee on Waste Mgt & Site Evaluation ftsoeie 
meellne in WashIngton.DC.Pp 238-302. Supporting documentatfon encL 

^Advisory CommiUea on Reactor Saleguarde, 86/00/19, 1 npp. 51219, 


31220.074 
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6506260535 Transcript of ACRS Subcommittee on Human Factors 050620 meeting in 
Washington, DC re operator requalitication program Pp 1-259 Supporting documenta 
lion end 

' ACRS * Advisory Committee on Reactor Safeguards 05/06/20 328pp 31220 101- 
31221 066 


ADVCM NRC ADVISORY COMMITTEE 


6506030378 Transcfipl Ol Advisory Panel on Decontamination of TMI 2 850516 moeling 
m Harrisburg, PA Pp 1-115 Supporting documentation end 

‘ Advisory Council for Decontamination ol TMI Unit 2 85/05/16 176pp 30675 078- 
30S75 253 

8506140629 Transcript of Advisory Committee on Review of Enforcement Policy 0S043O 
meeting in Bethesoa,MD Pp 1-82.Supporling documentation end 

* NRC - No Detailed Allitlation Given 85/04/30, g4pp 30910 233-30910 326 

6506170126 Transcript of Advisory Committee tor Review of Enlorcement Policy 850501 
meeting In BBlhesda,MD Pp 1-174 Supporllng documentation end 

* Advisory Committee on Enforcement Policy 85/05/01 260pp 30962 067- 

30982 326 

8506200176 Forwards transcript ol Advisory Committee on Medical Use of Isotopes 
650503 meeting 

CUNNINGHAM,R E Division of Fuel Cycle & Malerial Satety 85/06/10 
^1,UNS,V P , DEI-AND,F,H , DENARDO,S J Advisory Committee on Medical Uses ol 
Isotopes. Ip 31042.001-31042 IBS 

-8506200176 Marked-up transcript ol Advisory Committee on Medical Uses ol Isotopes 
850503 meeting in Belhesda.MD Pp 1-182 

* Advisory Committee on Medical Uses of Isotopes 85/05/03 183pp 31042 002- 
31042185 


COMMISSION NRC COMMISSIONERS 

8506050390 Responds to 830415 Itr requesting Commission to ensure that whistleblow- 
er allegalions & concerns about Region IV ofc fairly & adequately investigated Two 
0(c ol Inspector & Auditor repts end W/o ends 

PALUDINO.NJ Commissioners 83/11/21. MABKEY.E.J House of Rep^ Interior & 
Insular Allairs 1p 3 07 39 '2 32-3073 9 232. 

6506050154 Furlher response to FOIA request re U mill tailings regulations Forwards 
App H documents Documents also available In PDR Allachmenl 1 to App I document 
& ell App J documents withheld (ret FOIA Exemption 5) 

FELTON, JM, Division of Rules and Records 85/03/12 BERiCK,D Environmental 
Policy Institute 6pp 30744-254-30744 332 

-8506050164 Recommends meeting to discuss Issues re EPA & NRC responsibilities In 
regulating waste disposal & radiation stds & possible need for revised MOU. 
PALLADINO.N J. Commissioners 84/01/16, RUCKELSHAUS.W D Environmanial Pro- 
lection Agency, Ip. 30744.262-30744.262 

B5060S043S Further response to FOIA request for documenis re radiation exposure to 
workers from 1979 to present App A documents end. 

FELTON, J.M Division of Rules and Records, 84/12/17. DETJEN.J, Philadelphia In- 
quirer, Philadelphia, pA 2pp 30745:074-30746.107 

-6211160042 Requests NRC ask all PWR licensees Hated questions re steam generator 
tuba Integrity, 

MARKEYiEJ. House ol Rep,. Interior & Insular Affairs 62/10/16 PALLAD1N0,N,J 
Commissioners, 17pp, 30745 108-30745:176, 

8506060033 Discusses Commission 850226 response to E Maikey 041217 request for 
detailed responses to JK Asselstlne criticism of Commission decision not to consider 
etlecls ol earthquakes on emergency planning, 

ASSELSTINE,J.K Commissioners 65/03/19 MARKEY.E. House of Rep, Energy & 
Commerce. 17pp 30782.001-30782 017. 

8506060063 Ack receipt ol 850417 Itr re low level radwaste compacts Responses to 
addl questions (or Inclusion In B5030B hearing end 

PALLADINO.N, J. Commissioners. 85/05/17. THURMOND.S Senate, Judiciary. 0pp. 
30788 023-30782.033, 

-8506060066 Submits addl questions re compacts lor disposal of low level 
radwasle.per 850308 hearing. 

THURMOND.S Senate, Judiciary. 85/04/17 PALLAD1N0,N.J Commissioners 2pp 
30782032-30782:033. 

8506060077 Corrects any mlscharaoterlzalions or misr^resentatlons In 641 220 Itr con- 
cerning LIcclardo Involvement In taclllty Tech Specs tech Specs evaluation proceed 
log at satlstaolory pace. 

PALUDINO.NJ. Commissioners. 85/05/17 MARKEY.E J House of Rep, Energy & 
Commerce. 2pp 30782:021-30782.022, 

8506060670 Forwards proposed policy tor regulation ol advanced nuclear power 
plants.EPRI encouraged to look ai light water technology in order to develop simplified 
& standardized designs. 

PALUDINO.N.J Commissioners. 85/05/16. TAYLOR, J Etactric Power Research In- 
slitde 2pp. 30785:047-30785.061, 

—6506060572 "Proposed Policy lor Regulation ol Advanced Nuclear Power Plants." 
HOYLE, J.C. Ollice ol the Secretary o( the Commission. 85/03/21. 13pp. 30785.049- 
30785.081 

6606060628 Weekly Info rept tor wk ending 850524. 

REHM,T.A Ollice ol Ine Executive Direolor (or Operations, 85/06/31 Sfipp. 
30784:01 4-30784:049. 

8506110064 Forwards rept to Congress on AQs at licensed nuclear tacllllles (NUREG- 
0090) tor Fourth Quarter 1984.TWO AOs occurred during period, Involving lour control 
rod failures & degraded upper head Isolation valves.W/o end. 

PALUDIN0.N:J. commissioners. 85/06/03, BUSH.Q.H Senate, Prasldenl ot the 
Senate. Ip. 30e37!l 66-30837:161. 


-85061 1006 B Forwards rept to Congress on AOs at licensed nuclear lacitities (NUREG- 
0090) (or Fourth Quarter 1984 Two AOs occurred during period, including four control 
rod (allures & degraded upper head isolation valves W/o end 
PALLADINO.N J Commissioners 65/06/03 O’NEILL.TP House ot Rep , Speaker of 
the House, Ip 30837157-30837157. 

—8506110072 Forwards draft FR notice re issuance of rept to Congress on AOs at li- 
censed nuclear lacilitios (NUREG 0090) 

DIRCKS.W J OKIce of the Executive Director for Operations 85/05/30 CHILK.SJ 
Office of the Socrolary of Iho Commission 4pp 30837 158 30837 161 

65061 10581 Further response to FOIA request lor documents re Oct 1983 rept by H 
Hoyt & S Alool on NRC investigations Forwards App A documents Documents also 
available In PDR Info partially withheld (ref FOIA Exemotions 2,6 & 7) 

FELTON,JM Division ot Rules and Records 05/01/17 BAUSER.DB Shaw, PtHman. 
Polls a Trowbridge 2app 30873 053-30876 305 

8506110634 Further response to FOIA request for live categories of documents re li- 
cense &. insp too App A documents end App B document In PDR App C document 
withheld In entirety (roi FOIA Exemption 5) 

FELTON,JM Division ol Rules and Records 84/12/31 REYNOLDS, N S Bishop, Li- 
berman, Cook, Purcell a Reynolds 6pp 30041 227-30041 237 

-6506110661 Request action bo token on SECY-03 495 ,SECy- 83 357 a SECY-B3-505 
PALLADINO.N J Commissioners 84/02/29 GILINSKY, ROBERTS. ASSELSTINE 
Commissioners 1p 3084(242-30041242 

8506120162 Forwards FB notice re amends issued or proposed to be issued to OLs 
Involving NHSC W/o end 

DENTON, H R Ollice ot Nuclear Roaclor Hegulation, Director 85/05/28 SIMPSON, A 
Senate, Environment a Public Works UDALL.M K House ol Rep , Interior a Insular 
Affairs MARKEY.E J House of Rop, Energy a Commerce 2pp 30841 326- 
30841,327 

BS06120432 Further response to 840913 FOIA request re 840612 Congressional briel- 
Ina on plant Forwards app documents Documenis also available In PDR 
FELTON .J M Division of Rules and Records 85/02/01 DEVINE, T Government Ac- 
countability Prolecl fipp 30681 037-30BS1 002 

-6406210045 Requests IE 8la(f w/QA expertise respond to Congressman Udall 840523 
Itr re Nuclear Sves Corp audit a related quosliens re lacllily 

PALLADINO.N J. Commissioners 04/06/01 DIRCKS.W J Ollice ol the Exoculivo Di- 
rector (or Operations Ip. 3D8B1 063 30881 172 

-8406210050 Requests NBC briol Subcemmittoo on Energy a Environ on 840614 re 
workings of regulatory process of Diablo Canyon, particularly Nuclear Sves Carp audit 
UDALL.M K House of Rep, Inlorior a Insular Adairs. 84/05/23 PALLADINO.N J. 
Commissioners. 2pp. 30882,261-30882 264 

-8606120459 Forwards revised response to Congressman L Panetia re consideration of 
ASLAB S40324 docislon.NRC guidelines (or resolving allegations a implementation ol 
safely margins. Rev tn lieu of end 640521 draft 

PALLADlNO,NJ Commissioners CR-a4-43 84/06/13 GILINSKY, BERNTHAL Com- 
missioners, 6pp. 30Q.51‘212-3088t 348 

-6506120490 Provides schedule tor warmup re Udall commlltoo hearing Subls to bo 
discussed Include legal lesuea, status ol plant & reviews, Commission testimony a dec) 
Sion to grant full power authorization Questions tor staff end 
PALLAtJlNO.N J Commissioners 04/06/11 Commissioners 6pp 30082.115 
30882,120 

-8506120495 Responds to 650510 request lor meeting re Nuclear Sves Corp audit ot 
Pullman-Kollogg piping work at plant In 1977 Late Jut suggested to moot tor Intormot 
discussion 

NAYMARK,S Quadrex Corp 64/05/31, PALLADINO.N J Commlssionera Ip 
3088Z'12l-30a82:126. 

-8606120509 Addresses concern expressed by ACRS member on 840417 ro lack of 
oxperfance among operators of future plants. ACRS should address concern a advise 
Commission on steps to remedy situation 

PALLADINO.N J, Commissioners. 64/04/19, EBERSOLE.J ACRS - Advisory Commit- 
tee on Roaclor Safeguards Ip 30882 ’130-308 02 170. 

-6506120514 Requests that Commissioner responses to ACRS 840409 rent re design 
control measures at lad Illy be direclod to Ole ot Secrotory by 640613 Palladino re 
aponso also submitted 

ASSELSTINE, J K. Commissioners 84/08/11. PALLADINO, BERNTHAL Commission 
era. Ip 30092.1 79.30882'24 7. 

8506130045 Partial response to FOIA request for all documents re NRC procedures (or 
detection & control of alcohol & lllagal drug uso by persons engaged In bldg or const 
o( nuclear reactors or fad II ties. Forwards App A documents 

FELTON, J.M DivIslort of Rules and Records, 65/01/26 HEATH, SJ Washington 
Legal Foundation SSpp. 30937.047-30944.215 

-6506130106 Proposes lhat Commission rule on fitness (or duly be held In abeyance 
(or approx 2 yra, provided lhat Industry oflort to develop addl procedures & acceptance 
criteria proceed on achedula acceptable to NRC, 

ROBEFtTS.TM. Commissioners. 84/09/11. PALUDINO, ASSELSTINE, BERNTHAL 
Commissioners 2pp 30Q40.1 38-3 0940' 139. 

—8506130131 Inquires about hisloiy & legality ot NRC requirement that engineera.even 
as nonlederal employees, take mandatory psychological screening tests (or employ- 
ment at nuclear power plant. 

PANETTA,LE. House ol Rep. 82/03/29. PALLADINO.N. Commissioners Ip 
30937:167-30937:157 

-8506130169 Comments on Illness for duty rule (SECY-B3-33g) Supports rule in 
prlncIple.Commlsslon should consider ruleitnaklng w/ proposed safeguards rulemaking 
on access authorlzallon. Specific comments encL 

ZERBE,J.E. Office ol Policy Evaluations. B3/09/30 PALUDINO, GILINSKY, ROB- 
ERTS Commissioners. 7pp, 30937.301-30037.307. 


322 NONDOCKETED ITEMS 


-8506130198 Slates concern fo failure to exclude NHC employees (rom (ilness for duty 
rule (SECV 63 339) Recommends developmeni ot proposal to sel same goals & sids 
(or NRC emoloyees avoiding problem of licensee supervision Comments end 
PALLADINO.NJ Commissioners 63/11/03 GILINSKY, ROBERTS. ASSELSTINE 
Commissioners App 30940 172 SOB'ilO 175 


-8508140233 Amends 631007 vole sheet re SECY 83 339, “Fitness (or Duty ' Rufa 
should apply lo protecled areas 8 escorted endrvi duals Rule conditions ro NRC em- 
ployees listed EDO should review proposed mods before final decision 
PALLADINO.NJ Commissioners 83/11/14 CHILK.SJ Olfice o( the Secretary of the 
Commission 2pp 30938 335 30938 336 


•8506140239 Responds to Palladmo 831103 memo ro fitness (or duty rule (SECY 83- 
339) NRC employees should rot be excluded from scope of rule Immediate notifica- 
tion of NRC for exclusion of NRC employee (rom facility should be required EEI memo 

IeRNTHAL,FM Commissioners 83/11/09 PALLAOINO. GILINSKY, ROBERTS 
Commissioners 4pp 30938337 30936340 


6506130397 Weekly inlo repi for wk ending 85053 1 
REHM.TA OHice of the Excculcvo Direolor (or Operations 86/06/05 33pp 
30865076-30865108 


8506150005 further response to FOIA request (or two categories of documents re oper- 
ation of Grand Gull power reactor & TDI diese) generators Documents listed in App A 
available in PDR Computer printout ervcl providing brief descnplion 
FELTON, JM Division of Rules and Records 85/02/05 BELL.N Nuclear Informatlorr 
& Resource Service 7pp 30961 001-30961.007 

“8407050013 Requests response to questions re errors identified In Tech Specs & sur- 
veillance proceoures submitted by util 4 Internal memos on scope, cause or signifi- 
cance of errors 

MARKEY.EJ House of Rep. Interior & Insular Aflairs 84/03/13 PALLADINO.NJ. 
Commissioners 6pp 30961 063-30961 068 

-8506150026 Urges Congress to maintain close oversight of NRC activities to keep sys 
of safety regulations from unraveling Situation at plant aggravated bv NRC decision to 
authorize plant lo operate (or wks while diaso) generators dismantled 
GILINSKYiv Commissioners 84/05/29. UDALL.W K House of Rep , Inlerior & Insular 
Affairs 2pp 30963 074-30963 075 

-8506150045 Discusses Ofc of General Counsel 640530 memo re order which amend- 
ed license Plant should be shut down until regulations can be met, adequacy of plant 
license determined & health & safety ot public assured 

GILINSKY.V Commissioners COMV(3 64-11 84/05/31 Commissioners 2pp 

30961 122-30961 123 


■8508150051 Responds to 640626 11/ Indicating plan to release NRC draft answers to 
questions re plant Releasing draft response lo public would be confusing since Com 
mission developing complete response which will be provided by mId-Jul 
PALLADINO.NJ Commissioners 64/06/29 MARKEY.E House of Rep, Interior & In 
SuiarAlfalrs 2pp 30961 129 30961 130 


-0606190325 Forwards Investigation Repls 40-7308/74 03,70-1193/74 05, 70 0325/7*- 
10 & 70 - 1 1 93/74-09 All repls complete except App P o( 74 0911 no nonaUve com 
menls received by 750103, repls will be discussed w/vondor & union or> /50IOO W/o 
end 

KNUTH.DF Atomic Energy Commission, Directorate of Rogulalory Opcrryions 
12/31 RAY, ANDERS, KflIEGSMAN Atomic Energy Commission Ip 3)009 203 
31009 203 

8506200124 Responds to 650603 Itf ro NRC changes to Suiishioo Act 
regulations Congress 8 public will bo informed on monthly basis of poilmoril Iry'otjt-J? 
gatherings 8 documents 

PALLADINO.N J Commissioners 65/06/06 DINGELL.J . OrtOYHIl I J T . 
MARKEY.E J House o( Hep , Energy & Commerce App 31043 061 31043 OGti 

-8506200133 Requests that NRC provide Congress 8 public w/addi inlo ro (imcrhj t? 
Sunshine Act regulations Monthly public repI of portlnent gathorlnaa 8 ducunur-'i 
suggested Response requested by 050605 

DiNGELLpJD, BROYHILL.JT, MARKEY.E J House o( Rop, Enorny A Conimttc* 
85/06/03 PALLADINO.NJ Commisstonors 2pp 31043 065-31043 OCO 

8506200141 Forwards repi o( nondisclosure o( safogunrds inlo lor fust Ouutif 
1965, per Public Law 96 295, Section 207(a) 

PALLADINO.NJ Commissioners 05/06/07 O’NEILL, TP House o( Mop, R-iHMitr ci 
the House BUSH.GH Senate, Prosidont of the Senate 6pp 31043 055 'tlOl 30.0 

8506200149 Forwards comments supporting HP 1063 ro Low l.uvol Itndwn&tu r«- 
Amends Act of 1986 Relinemonts nocossary 

PALLADINO.NJ Commissioners 05/06/04 UDALL.M K lloiiso o1 Hop , Irih rnr A n 
sular Aflairs Ip 31043 026 31043 041 

“8506200154 Forwards comments supporting H R 1003, amending Low Lovul llruiiy 
Policy Act of 1980 Relinemonts necessaw. 

PALWDINO.NJ Commissioners 05/06/04 THURMOND, S Sonnin, JiKlirimy 
31043 029 31043 041 

8506200248 Ack receipt of 650430 tlr ro work of Committoo on Safety of Nuc-fiMi trn'ftf 
latlon special task force on source terms Informs ol progress on draft Nlflll Orri'-A 
ro source term reassessment 

PALLADINO.N Commissioners 65/06/03 GIOVANNI.N Europomi Nuetpfyr I nm 
Assoc 2pp 31043 259 31043 263 

• 8506200250 Dlscussos work ol spoclol task lorco roprosonted by rogulufoiy’ a'j< •.---s 
ot various countries Work deals w/sourco terms In case of hypoilmtKnl 
accidents Special mooting will be held on 050620 27 to discuss progroos 
GIOVANNI.N European Nuclear Energy Assoc 000254 05/{J4/no f»Al1 At' VJ »il 
Commissioners 2pp 31043,261-31043 263. 

6606200520 Weekly info rent (or wk ending 650607 
REHM.T.A. Office of the Executlva Director (or Operations IJS/Oft/i* r«.ip 
31023.266-31023’299. 


6506150232 Further response lo FOIA request for Jul 1961 memo re review of NRR OL 
action program 8 Oct 1964 memo re review of OL review process for power 
reactors JJ Cummins 610731 memo placed in PDR & end 

FELTON.J M Division of Rules and Records 85/03/18. GRABER.L. NUS Corn 3pp 
30945 152-30945 190 

-8506150236 Provides Ole of Inspector 8 Auditor repi on NRR operating reactor licens- 
ing action program Review Initiated In response to increasing concerns over number 
of operating reactor licensing actions which accumulated over years 
CUMMINQS,J J Office of Inspector 8 Auditor 61/07/31 PALLAOINO, GILINSKY, 
BRADFORD Commissioners 32pp 30945.164-30945185 

8506170039 Responds to FOIA request for NJ Palladmo 850104 memo to WJ Ducks re 
pressurizer thermal shock 8 safety implications of control sys (Unresolved Safety 
Issues A-47 8 A-49) Fonrrards document Document also available In PDR 
FELTON, JM Division of Rules and Records 05/03/11. MEYER.D.W Newman & 
Holtzinger Ip 30981 211-30981 215 

-8506170049 Forwards discussion notes from 850103 meeting w/D Basdeka re Safely 
Issues A 47 8 A 49 concerning pressurizer Ihermal shock & control 
sys, respectively Results ol ACRS revfew of Basdeka concerns requested 
PALUDINO.NJ Commissioners 85/01/04 DIRCKS.WJ Office ol the Executive Dl- 
rector for Operations 4pp 30981 212-30981.215. 

8506160165 Further response to FOIA request lor documents re restart, Forwards App 
C documents Documents also available In PDR App B documents available In 
PDR App 0 documents withheld (rel FOIA Exemption 6) 

FELTON,JM Division of Rules and Records 65/03/26 BELL.N Nuclear Information 
8 Resource Service 9pp 30986075-30986,121, 

-8410230410 Summary of 841005 meeting w/ulil re restart before connpletion of seis- 
mic m>grade 

ASSELSTINE.J K Commissioners 84/10/12 Commissioners, 2pp 30986122- 


■®*t0730414 Summary of 841010 meeting w/util re legal issues associated w/reslarl 
ASSELSTINE, J,K Commissioners 84/10/12 Commissioners. 12pp 30986124- 


■6SO6180183 Requests inlo re 08E incorporated inlo license 8 license amend concern- 
ing restart when 0 Sg requirement no! met for safety sys 

A&SELSTiNE.J K Commissioners 84/10/fl, PLAINE.H Office ol the General Coun- 
sel. Ip 30986120-30986120 


6506260398 Weekly Info ropi (or wk ending 650614 
REHM.T A Olfice of the Exoculivo Director (or Oporallojis RD/0ft/»'O H 
31226 246-31226 262 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8506030674 Notification ol contract oxocullon.Mod 4,to "Stonograplitc Hupi-it f « % 
Contraotor.Tayloe Associates, Inc. 

MCLEAREN.T Administrative Conlrncte Br 0 nch FIN B 8100 Nn0?in4:i*il p' .i' 
20 COTTER.B P, Atomic Safety and Licensing Board f’nnol I f n*'i f w 
MORAN.DM NRC • No Dotallod Alllllallon Given Ip 30G07i31S DOliRY 'ffli 


-8506030676 Mod 4, correcting typo ro contractor name in Mod 3,to "fitwt'yvni n*' Hi 
porting Sves '' 

‘ Tayfoe Associates, WIGQINS.E Division ol Contracts FIN 0 OlflO NHC [*.1 t 
85/05/20 Ip 3O607'3 16-30667.31 6 

6606040222 Cofreclod notlllcallon of contrncl oxocullon.Mod 0 liKficiUtiHI twi 
amount obligated, to '‘Structural Geologic Study of ^Soulhonalorl 1 Mo-t •/- 
Contractor State of Ml Dept of Natural Rosourcos. 

STEWARDS Technical Asslatanoo Contracts Dronclt FIN B 0204 NfK'OI /d.-A 
FOREHANO.B Ofileo of Nucloar Rogulalory ftesoiirch t'wrM'.if 
ODONNELL.E NRC ■ No Detailed Affiliation Qivon, tp. 30710 243 30/ltfi* l 

8506040517 Notlllcation of conlracl oxeculion.Mod 1,to “Tranetatlon Svfs i 

Cyrillic Lan^ages " ContraclorMJM & Assoca, 

Conlroets Branch, NRC-tO 84 2?/ O? « t r 
BES/W,W. Division ol Technical Inlormation & Documonl Control 
- No Detailed Aililialion Given Ip 30724 202-30724 204 

-8506040525 Mod 1, establishing epoclal dollvory scltadtilo.lo 
Sves, Romance 8 Cyrillic Languages " 

WJM 8 Associates WIQGINS.E, Division of Cofilrfl<.i 9 Nir- 
84 227-02 85/05/01. 2pp 30724 203-30724' 204. 

8506040536 Notification of grant oxeculion: “Mothodotogtoa to Aesoss Poter^usJ 
k'-?] awarded to Texas /V8.M Univ 

As? stance Conlracla Branch. FIN G-1001. NRC « (H 

Rosea roll. Diiocior fiKtif w 
NRC ■ No Detailed AKIliallon Given. Ip 3O724!10O-3O724:2O1. 


-6506160250 Lists responses lo questions re restart.Including options paper & 
recommendations Related Inlo end 

Commissioners 84/11/07 PALLADINO Cemmlsslonais. 7pp 
30986 195-30986 201. 

6606190115 Responds lo FOIA request for all documents re Licenses SMA-826 (Dec 
255. 1974),SUA-1330 (Jan 1977 ■ Jari 1985) A SUC-793 (Jan 1064 - Dec 

1085) Forwards documents re Licenses SMA-82e A SUA 1330 
FELTON, J M Division of Rules and Records 85/03/20 SHAFER.S. Affiliation Not As- 
signed. Ip, 31009017-31009 051 


MORTON, KV 

Contracts FIN G 1081, NRC-G 04-86 005 85/04/16 2pp, 30724 200 ^724 701 

® ®>'®®i''io'ii ‘;Amofican Statistical Assoc jf. 

American Slatlsllcal Assoc 

Bfanch FIN 0-1070. NRC Q 04 Aj-sc’ 
riMcuAM II®! Fii.i, ® Nucloar Regulatory RosoaKr) 

GINEVAN.M. NRC • No Detailed Aililialion Given 1p, 30742;13S'307*2 139 


1 
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-BS06 100644 Mod 14. providing incremental funds.in creasing total coniract amount & 
changing provisional billing amounl,to ‘"Support Svcs for Research & Evaluation ol 
Severe Accident Phenomenon & Mitigation , . 

SEWELL.H M Battells MemonaP Institute. Columbus Laboratories EDGEWORTH.P J 
Division ol Contracts FIN B7499 NRC 04 64-127 85/05/29 2pp 30829 313- 
30829 314 


8508100674 Nolilicalion ol contract execulian.Mod 21. to "Technical Assistance in Sup- 
port ai NflC Reactor Licensing Action - Program 2 " Contractor Franklin Research Ctr 
wOLLETT.S Technical Assistance Contracts Branch FIN B 6891 HRC-OB 81-130 
85/06/03 THOMPSON HL Division of Licensing CARRINGTON.M NRC - No Do 
tailed Affiliation Given ip 30824 339 30824 339 

“8506100579 Mod 21. incorporating award lee lor Apr Oct 1984 as fncremenial 
1undin|,to "Technical Assistance in Support ol NRC Reactor bcensing Action - Pro- 

^ Franklin Insliluto/Franklin Research Center EDGEWORTH.P J Division ol Con- 
tracts FIN B 6891 NRC-03 81-139 85/06/03 2pp 30824 340 30824 341 


-850617014S Mod 3, adding (unds.to ‘‘Translation Svcs - Romance & Cynic It: 

^"mSm A Associates WIGGINS.EJ Division ot Contracts NRC 19 84-22P-02 65' « 
04 Ip 30960 311-30960 311, 

8506170366 Notification ol contract execution.Mod 5, to “Foreign Rosoarthl Imr,!/ 
Practice Coordinator for General Reactor Saloty Research Coni racier Slovcc-n 

SlU/ll.B M Administrative Contracts Branch FIN B 6769 NRC 04 01 175 85iK‘C« 
FOREHAND.W Office of Nuclear Regulatory Research. Director O’BIIIEUJ NpC 
No Detailed Affiliation Given Ip 30981 360 30981 362 

--8506170368 Mod S.deobllgatina balance & Incorporating final ovorhoad rates lur 1^9 
1 962.10 "Foreign Research & Licensing Practice Coordinator for Ooncral dij!'* 
Safety Research " 

THOMAS.GG Stevenson & Associates WIGGINS, E Division ol Conlratli Fi'j I 
6769 NRC-04-81-175 85/08/06 2pp 30981.361-30981 362 


8508100685 Noliticalion of contract exocution.Mod 6,to "New Mfldnd/ Midwest Conti 
nent Geological S Seismo logical Research Program " Contractor LIniv of Michigan 
STEWART.SD Division ol Contracts FIN B OOBO. NRC 04-81-195 85/05/30 
BATSON.W Office of Nuclear Regulatory Research. Director MURPHY.A NRC - No 
Detailed Affiliation Given 1p 30824 329 30824 329 


8508180577 Nolilicalion ol contract execution.Mod 5,to "Mod ol hxlsling Air 
Model for Low Level Waste Assossmonl & Training Course.” Contractor NOAA 
LITTLE, M Administrative Contracts Branch FIN B-7359-3 NRC 02 83 0)1 85fi«'1 
BROWN.R.S Program Support Branch. NEUDER.S NRC - No Detailed Alt's’-: 
Given ip 30984 146 30984 147 


••8500100694 Mod 6.exeicising second.l-yr option.to "Now Madrid/Midwest Conlinont 
Geological & Seismological Research Program " 

MATTHEWS.CW. Michigan, Univ of. Ann Arbor, Ml EDGEWORTH.PJ Dtvision of 
Contracts FIN 8 8060 NRC 04-61-195 85/06/30 6pp 30824 330-30824 335 


85061 lOSBB Nolilicalion ol coniract execution "Ref Nuclear Power Plant Simulator As- 
sessment,*’ awarded la Phoenix As5DC,lnc 

BAISDEN.L Technical Assistance Contracts Branch FIN B-8753 NRC 05 85-165 
65/06/03 HIGGINS.K E Director’s Ofitco. Ollico of Inspection and Enforcement 
GRIMES.B K NRC - No Detailed Affiliation Given Ip 30835 051-30835 077 

-•B506I10589 Contract "Rat Nuclear Power Plant Simulator Assessment,” awarded 10 
Phoenix Assoc.Inc _ _ 

FENSTERSTOCK.J Phoonix Associates, fno THOMPSON.R D Division ol Contracts 
FIN B-8753. NRC 05 85-168 85/06/03 24pp 30635 062-308 3 5 077 

8506120049 Nolilicalion ol contract execution "Technical Assistance lor Evaluation of 
DOE Proposal lor Monitored Retrievable StorMe," awarded to Ebasco Svcs.Jnc 
FIELDS.JA Administrative Contracts Branch NnC-02-85 010 85/05/23 

BROWN.RS Office of Nuclear Material Safety 8 Saleguafds.Oirector CLARK.AT. 
NRC No Detailed AIM lal ion Given Ip 30884 068-30864 134 


•8505120058 Contract "Technical Assistance lor Evaluatiorrof DOE Proposal for Moni- 
tored Retrievable Storage," awarded to Ebasco Svcs, Inc 

• Ebasco Servicos, Inc (subs of Ensorch Corp) HAGAN.TF Division ol Contracts 
NRC-02 85 010 65/05/23 4pp 30884 069-30884 071 

■8506120061 Solicilalion.oHer & award o) "Technical Assistance for Evaluation of DOE 
Proposal for Monitored Retrievable Storage," awarded la Ebasco Svcs, Inc 
SANDS.HS. Ebasco Sewices, Inc (subs, of Ensarch Carp) * Division ol Contracts 
NRC 02-85 010 85/04/15 5Bpp 30884 072-30884 129 

■B506120063 Amend 1 to Soficilation RSNMS85 010 changing second paragraph of 
Section M 1, "Coniract Award & Evaluation ol Proposal 

SANDS.HS Ebasco Services. Inc (subs of Enserch Corp) DAVIS.KA Division ol 
Contracts 85/03/22 4pp 30884 130 30884 133 


“8506180584 Mod S.providing extension to B50630 at no addi cost.lo ' Motl ol fi ■ '/ 
Air Pathway Model lor Low Level Waste Assessment & Training Coiirso" 

MAHLER, RJ Commerce. DopI ol. Natl Oceanographic & Atmospheric 
lion WIGGINS.E Division ol Conlracls FIN B-7359-3 NRC 02 03 031 || 

30984 147-30984’147. 

8506190120 Notification of contract execution.Mod 1.to "Ole ProcoduiosDricniiiiot 
Now Cloncal Employees" Contractor Montgomery County Public SfliiHastV^t 
Adult Educ 

TOWNSENO.B.L. Adminislrativo Contracts Branch NRC-IO 02 405 55iC€ ; 
GOLDMAN, PJ Management Development & Training Stall VAN SANli IN w f.' 

• No Deiailod Affiliation Given 1p. 31016 019-31015.020. 

“8508190125 Mod 1 .deobllgating unliquidated balance ot funds & dosing r 
"Ole Procedures Orientation for New Clerical Employees " 

PASCOE.S Montgomery County. MD NEWTON, JM Division ol Conlrn(.l» Hli'"’ i 
82 405 65/06/05 Ip 31015 020 31016 020 

6506190131 Notification of contract execution, Mod 1,3, to "Career Ceuru '-i, 
Contractor Binder, Ester, Mendolson & Wheolor.lnc. 

MCLEAREN.T Administrative Contracts Brondt NRC- to 02-355 ny.'i'e'l 
GOLDMAN, P.J.. VAN SANTEN.L Management Devolopmont & Tifllnofl ‘'I't 1. 
31015017-31015018. 

“8508190136 Mod IS.oxtending period of performance, to ‘‘CafoorCounKitioj ‘ 
MENDELSON.I Binder. Elster, Mendetson & Wheeler, Inc, (fornunly ft 

sociales) WIGGINS,E Division ol Contracts NRC- 10-02-35(1, fll/OO/io ip 
31015.018-31015 018 

6606200010 Notification of grant execution. "Third Inti Conloronco on llesil v 
Hydraulics," awarded to ANS 

STEWART.S Technical Assistance Conlracls Branch. FIN Q 1079 NRC 0 04 8'v f"S. 
65/06/11. FOREHAND, B Office of Nuclear Rogulatorv Roeonrch, Wivfiv l(f R, 
NRC - No Detailed Affiliation Given. Ip. 31043’142'31043 144. 


--8SO612OO0S Amend 2 to Solicitation RS-NMSB5 01O changing first sentence under 
Task 2 of Section C.1 2 on Page 3 ro submiltal ol draft ropi Jocumenling evaluation of 
DOE info 

SANDS.HS. Ebasco Services. Inc (subs of Enserch Corp). DAViS,KA. Division of 
Contracts 85/03/29 Ip 30884 134 30884 134 

85081203B2 Notification of contract execution.Mod 13,to "Study of New England Seis- 
micily W/Emphasis on Massachusetts & New Hampshire " Contractor MIT 
STEWART.S A Technical Assistance Contracts Branch FIN A-40Sa NRC-04-76-209 
85/05/23. FOREHAND.B Ollice of Nuclear Regulatory Research, Diroclor, 
MURPHY.A NRC - No Detailed Affiliation Given Ip 30883 246 30883 248 


.-8508200013 Grant’ "Third Inti Conference on Roactor Thermal Itydraui’ i. 
to ANS 

TODREAS.NE American Nuclear Society. EDGEWORTH, P.J. Divisipit (4 lV.;.t*a 
FIN 6-1078. NRC-G 04-85 006 86/06/11 2pp 31043’143-3 1043 144 

8608200076 Notification of coniract execution.Mod 2,to "Ptiotographti- lh'fXLfj> ' 
Svcs." Ckintraclor.SBA Subconlractor.Domus Dosign Sludios,lnc 
LITTLE.M. Administrative Contracts Branch. NRC-10 83-322 05/00/18 ItESAWW j 
Division ol Technical Information & Document Control DEHN.D. NftC > 

Affiliation Given Ip 31043.084-31043.096. 


•8506120380 Mod 13,charK|lng App A.Arllcto 1 11(b) re new funds for current period.to 
“Sludy ol New England Seismicily W/ Emphasis on Massachusetts & New Hamp- 
shire 

DUMMER.GH Massachusetts Institute of Technology, Cambridge, MA. 
THOMPSON.R D Divisloix of Conlracls FIN A-4058 NflC-04-78 209 85/05/23 2pp, 
30883 247-30863 248, 


“8606200082 Mod 2,d8obliga1lng unliquidated balance ol funda & clofirm k> iTc’i 
graphic Reproduction Svcs " 

THOMAS.M E Small Business Administration. PRATT.S.I, Dorn os OotuflriSlohiK 
THOMPSON.R.D Division ot Conlracls NRC-IO 83-322 85/08/12 ppp 3llM3 '-rt. 
31043.096, 


8506120466 Notification ol contract execution.Mod 2,to "Support for Region I Independ- 
ent Measurements (NDE) " Contractor MBS 

LIHLE.M Administralfva Contracts Branch FIN B 1273. NRC-05 81-249. 85/08/04, 
COBB.L I Director’s Office, Office of Inspection and Enforcement. TRIPP, L. NRC • No 
Detailed Affiliation Given Ip. 30385' 198.30685 197 


8606200090 Notification of contract execution.Mod 7,lo "Radlallon MoNtonog 
Requirements, ” Contraclor.Slate of Wl 

STEWART.SD. Technical Assistance Contracts Branch. FIN 0 0463 NRC 3081 ft*/ 
85/08/06. HIND. J A. Region 3. Ollice of Director. OESTMANN.MJ. NltC to- 
talled Affiliation Given. Ip 31043.080 31043.080. 


“8508120476 Mod 2,doobnga1ln9 unliquidated balance remaining under contract, to 
"Support for Region I Independent Measurements (NOE).” 

SCHMITT, M.B Commerce, Dept, of. National Bureau or Standards THOMPSON,R.D. 
Division of Contracts FIN 8 1273 NRC 05-81-248 65/06/04. Ip 30985.197- 
30885:197 


8508170050 Notification of contract execution.Mod 4,to "Louisiana Offshore Radiologi- 
cal Licensee Suivey." Contractor^Sfate of LA 

HOPPER,A Adminlstralivo Contracts Branch FIN 8-9703. NRC 05 82-252. 85/05/16. 
8LAHA,J L Program Support & Analysis Stall. KARAGtANNfS.H. NRC - No Detailed 
Afflllalfon Given ip 30960 360-3096a.361 

“8505170058 Mod 4,deobiigaling unliquidated balance of funds, to "Louisiana Offshore 
Radiological Licensee Survey 

' Louisiana. Stale of. NEWTON. JH. Division of Contracts FIN B-8703. NRC-05 82- 
262 85/03/13. Ip 30960:361-30960361, 


“8S06200098 Mod T.providing funds for CYSB.to ’’Radlatfon Monitoring Pregrm R* 
qulrements," 

• Wisconsin, State of. EDGEWORTH.P. J. Division of Coniract e. FIN B 8453 fBlT. 
83-647. 85/06/06. Ip 31043;090-31043:090 

8606200105 Notification of conlraol execution.Mod 5,lo "EloolroaiaHC CupYnil4 
ed Svcs.” CortlraolohLIleralufe Research Co. 

LinLE.M. Administrative Contracts Branch. NHC-10 83-316, 85/00/1? BESAwwj 
Division ol Technical Information & Document Control. BAGQETT.M WBC ho £**- 
tailed Affiliation Given Ip. 31041:362-31041:363 

-0506200111 Mod 6,deobllgatlng part ol unliquidated balar^ce of funds, lo 'Ct^trutnsi^ 
C^na & Rotated 

* Literature Research Co, WIGGINS.E. Division ol Contracts. NRC- 10 83 116 61 ie 
12. Ip. 31041.363-31041:363. 


8506170140 Notification of contract execution.Mod 3,to "Translation Svcs - Romance A 
Cyrillic Languages," Contraclor.MJM A Assoc 

LfiTLE.M, Administrative Contracts Branch NHC-1 0-04-227-02. 85/06/09 
BESAW.W. Division ol Technical Information & Document Control. SZULMAN.S NHC 
• No Detailed Affiliation Given- Ip. 30960 310-30960 31 1, 


8506210369 Notification of contract execution, Mod f.lo ‘‘Review ot Ccrt)Kt4» 
tion at Nuclear Facilities,” Contraclor: Unlv of Delaware, 

UMBEL, D. Technical Assistance Contracts Branch, FIN 3-6676 NROM'WOeS *1' 
06/09, DiQALOMA.T, Office of Nuclear Reactor Regulation, Director ttilLS>3c 
NRC • No Detailed Affiliation Given. Ip, 31046:131-31046:133. 
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10395 Mod 1, revising slatoment ol work & extending period of performance, to 
‘■Review of Cotbtcula Disfribulion at Nuclear Facilities " 

TRABANT.E A Delaware. Univ of, Newark. DE THOMPSON.R D Division ol Con- 
tracts FINE 8675 NRC-03-84-063 85/06/06 2pp 31048132-31048 133 

B506240134 Notification ol contract execution, Mod 5, to "Nemaha Ridge Seismic Re 
search Program " Contractor Univ ol Oklahoma 

STEWART.S Technical Assistance Contracts Branch FIN BB136 NRC 04-82 006 
85/06/11 FOREHANO.W Office of Nuclear Regulatory Research, Director 
ZURFLUEH.E NRC - No Detailed Affiliation Givon Ip 31157 173-311 57 176 

-8508240135 Mod S.adding funds.extending period of performance & changing Q&R 
number.io "Nemaha RIdga Seismic Research Program. 

OUINN.B Oklahoma, Univ ol. Norman, OK/Oklahoma Teaching Hosps. Oklahoma 
City. OK EDGEWOBTH.PJ Division of Contracts FIN B 8136 NRC 04 82 006. 05/ 
06/11 5pp 31157 174-31157.I7B 

6606240245 Nofificallon of contract execulion.Mod 1,lo “Micrographics Svcs of Source 
Drawing Documents " Contractor MCB Info Svcs, Inc 

LITTLE.M Administrative Contracts Branch NRC- 10 84-226 85/06/14 BESAW.W 
Division of Technical Information & Documont Control NEMECHECK.H NRC - No De 
tailed Allillation Given tp 31 1 56 294-31 1 56 295 

-6506240249 Mod t.deobllgaling unliquidated balance lemainlng under conlracUo "Mi- 
crographics Svcs of Source Drawing Documents.” 

MCBRIDE.J E MCB Information Services, Inc WIGGINS.E J. NRC - No Detailed Affili- 
ation Given NRC-10-84-226. 65/06/14 1p 31156 295 31156.295 

6S06240276 Notificaiion of contract exocution.Mod 17,to "Mgt Info Sys Main! Support 
Svcs " Contractor SBA Subcontractor Logical Taohnical Svcs Corp 
SILVIS.RM Administrative Contracts Branch. FIN B-1 665 NHC-07-77-t7B 85/06/17 
BARRY.L. Office of Resourco Management. Director. HARVES.J NRC • No Detailed 
Alfihallon Given Ip 31156 291-31156-293 

-8S06240287 Mod 17,deobligaling balance remaining under conlracUo "Mgt Into Sys 
Wafnf Support Svcs " 

GREENLEE, E A. Logical Technical Service Corp 2ILQ,R G. Small Business Adminls- 
trahon WIGGINS.E NRC - No Detailed Allilialion Given FIN B-ieeS NRC 07-77-176 
85/06/11. 2pp 3)156 292-31166 293 

6506240383 Notification ol contract execution ‘'Electrostatic Copying Svcs,” awarded 
to Facilities Mgt 

BATIN, JP Administrative Contracts Branch NRC-1 7-85 206 85/06/05 HOYLE.J.C 
Office ol the Secretaiy of the Commission KRONEBUSCH.J NRC - No Detailed Allili- 
alion Given. Ip. 31156 121-31156.175 

-SSQ6240396 Contract- "Electrostatic Copying Svcs,” awarded to Facilities Mgt. 
HAGAN.TF FaclliHes Management NRC-t7-B5-206. 05/06/05 2pp 31156-122- 
31156123 

-6506240403 Solicitation offer & award of "Eleclroslalic Copying Svcs,” lo Facllllies 
Mat. 

BRUMMER.R.K. Facilities Management 85/05/16 52pp 31156.124-31156:175 

8506240688 Nohficatlon of contract oxecufion,Mod 5,lo "AOP Sys Support” 
fContcactor.SBA Subcontractor .Technassociatos.fnc. 

RUNION.DL Technical Assistance Contracts Branch NRC-10 80 673 85/06/ tB 
BERRY.L W. Office of Resource Management, Director FROST, A NRC - No Dalalled 
Affiliation Given ip 31157.106-31157 108 

—8506240895 Mod S.deobligaling balance Of fee remaining under conlraot, lo "ADP Sys 
Support." 

THOMAS.ME. Small Business Administration ZENTNER,M A Tochnassociales, tnc. 
EDGEWORTH,PJ Division of Contracts NRC-10-80-673 65/06/10. 2pp 31157-107- 
31157.108. 

8506250047 Notification of grant execution, Mod t,to "Co Sponsorship & Financial Sup- 
port of Inll Congress on Hydrogeology of Rooks of Low Permeability Symposium." 
GranleoiUniv ol Arfiona 

STEWART.S Division of Contracts, FIN D-1019. NRC-G 02-86 001 85/06/11. 
BROWN.R S. Program Suppori Branch. ELZEFTAWY.A. NRC - No Dalalled Affllialion 
Given Ip. 31212:215-31212.216. 


-0506250286 Ltr contract NRC 04-77-1 27.Mod 2S.providing no cost extonsion to period 
of performance, to •■PLECHT-SEASET ” 

EDGEWORTH, PJ Technical Assistance Co niracls Branch FIN B 6204 NRC 04-77- 
127 85/05/29 WILLI AMS.LM Weslinghouse Eloclric Corp 1p 31211140 
31211 140 

8SQ626Q094 Notification of grant execution.Mod 3,lo "Condensation Rates at Highly 
Agifaied Steam Wafer Interfaces " Grantee. MIT 

STEWART.S Technical Assistance Contracts Branch FIN G 1053 NRC 6 04-83 004 
85/06/18 FOREHAND.W Office of Nuclear Regulalory Research, Director LEE,T 
NRC • No Detailed Affllialion Given tp 31224 007-31224 008 

-0505260099 Mod 3, providing no cost extension & changing program officer & 8&R 
number, to "Condensation Rates at Highly Agitated Sloam Water Interaces " 
OUMMER.G H Massachusetts Institute of Technology, Cambridge, MA 
MORTON.KY Division ol Conlracts FIN G- 1053 NRG 0-04 03 004 85/06/18 tp 
31224 008-31224 008 

8506260104 Notification of contract execulion.Mod 7,lo "Coordination of Cooperative 
OrganKations Partidpaling In Geological, Geophysical & Seismologicat Studies" 
Contractor St Louis Univ 

STEWART.S. Technical Asstslanco Contracts Branch FIN B-7242 NRC 04 80-229 
85/06/18 FOREHANO.W. Office of Nuclear Regulatory Rosoarch. Director 
O'DONNELL, E NRC - No Detailed Affiliation Given Ip 31224 001-31224 002 

"BS062601 10 Mod /.extending period of performance from 050630 through 050930 at 
no addi cost.fo "Coordination of Cooperative Organizations Participating In 
GeologIcal.Geopbysicsl & Scismiifogicai Studies" 

STAUDER.W St Louia Untv., SI Louis, MO EDGEWORTH.PJ Division of Contracts 
FIN B-7242. NnG.04 80 229. 85/06/18 Ip. 31224.002 31224 002 

8B06280269 Notification of conUacl oxecullon.Mod 34, to “Downcomer Ellecta Experi- 
monlaf Program " Contractor CREARE.Inc 

WOLLETT.S Technical Asslslanco Corvlracls Branch FIN A-4070 NRC 04-75.162 
85/06/14. FOREHAND.B Office of Nuclear Regulatory Rosearch, Director REYES. J 
NRC - No OetailQd AtfiHallan Given tp 31225 358 31225 360 

-0606280277 Mod 34.pfovlding Incremental lunding.lo “Downcomer Effects Expetimon 
tat Program " 

HICKIN.R A Crearo. Inc. EOGEWORTH.P J, Division of Conlracts FiN A-4070 NRC- 
04-76-162 65/06/14 2pp 31225 359-31225 360 

8606280465 Notification of contract execulion.Mod 2,lo "Engineering Cost Analyses of 
Proposed Changes In NRC Requirements." Conlractor-Sclenco & Engineering 
Assoc lnc» 

BROMBERG .B. Adminlstraiive Contracts Branch FIN D-f218 NRC 33 B4-407 85/ 
06/17. TRINER.EG Division ol Budgol & Analysis. FOWLER.G NRC - No Dolailed 
Affiliation Given tp 31223 341 31223 343 

"8506260473 Mod 2, adding addI funding, to "Engineering Cost Analyses of Proposed 
Cfianges In NRC Requlromerjls " 

ROS8,B. Science & Engineering Associaios, Inc WIGGINS.E Division of Gonlracls 
FIND- 121 8 NRC-33 64-407 05/06/17 Bpp 31223 342-31223 343 

8606260582 Notification ol coniraci execulion.Mod 7,to "Automated Library Sys" 
Coniraclor On Line Computer Sya.lnc 

BROMBERG.BJ Admltvlsfrefive Contracts Branch NRC 33 83 454 85/06/19. 

BASSETT, H Offico of Resource Managomenl, Director CONYN6HAM.M NRC - No 
Detailed Affllialion Given, tp 31224 011-31224 813 

"B500260SB7 Mod 7 adding performance std.to "Automatod Libraiy Sys " 

LYNN.D.L On-Uno Computer Sysloms, Inc WIGGINS.E. Division of Conlracts NRC- 
33 63 454 85/06/19 2pp 31224 012-31224.013. 

8508270356 Nofilioaiion of coniraci execulion.Mod 1,lo "Dovolopmonl ol Info Mgt Sys - 
Phase II ” Contractor Wilson Hill Assoc ,lnc. 

COLEMAN.R. Admfnlsiraflvo Contracts Branch FIN B-8731 NRC-33 05-316. 65/06/ 
19, BASSETT, H S Division of Automated Informalion Services CARTER, J NRC - No 
Detailed Affiliation Given Ip 31262 27a.31 282:276 


-8606260051 Mod 1, changing period ol performance to Oct 1984-Sepl 1985, to "Co- 
Sponsorship & Financial Support of Inti Congress on Kydrageology of Rocks of Low 
Permeability Symposium." 

PEYTON, CH Arizona, Univ ol, Tucson. AZ EDGEWORTH, P J. Technical Asslslanca 
Contracts Branch FIN D-1019. NRC-Q-02-85-001. 86/06/11 Ip 31212:216- 
31212216 


0506250212 Notification of contract execution.Mod 7, to "Radionuclide Migration Around 
U Ore Bodies • Analogue of Radwaste Repositories " CentraotorAAEC 
WOLLETT.S. Technical Assistance Conlracts Branch. FIN B-6661. NRC 04 81-172. 
85/06/04. BATSON, W. Olffee of Nuclear Hegutetory Research. Director 
BIRCHARD.G NRC - No Detailed Attiliation Given Ip. 31211T74-31211.184. 


—B 506260228 Mod 7,extendlng period of por1ormanc8.modlfylng statement of work & 
providing addi funding, to "Radlonuclido Mlgralion Around U Ore Bodies - Analogue ol 
Radwaste Repositories " 

RATCLIFF.WH. Australia, Govt. of. EDGEWORTH, P.J Division ol Contracls. FIN B- 
8661. NRC-04-81-172. 85/06/04. 10pp. 31211-175-31211;184 


B 506250241 Notillcatlon of contract execution,Mod 6,to "Radiation Monitoring Program 
Require menfs." Contractor State of OH 

STEWART.S Technical Assistance Conlracts Branch. FIN B-8460. MRC-30-83 646. 
85/06/16, HINO.JA Rogfon 3, Office of Director. OESTMANN.M.J. NRC - No De- 
tailed Affiliation Given. 1p. 31211:159-31211:161. 


-8606260251 Mod 6, providing CY86 funds & changing B&R & APPN numbers, to “Radi- 
ation Monitoring Program Requirements." 

QUILLIN,R.M Ohio, Stole of. EDGEWORTH.PJ Division of Conlracts FIN B-8460 
NRC.30-83-646. 85/06/16. 2pp, 31211.160-31211:161. 


8506250274 Notificaiion Of contract axecullon,Mod 25, to "FLECHT-SEASET. 
Ltontractors, Weslinghouse & EPRI 

WOLLETT.S Technical Assistance Contracls Branch. FIN 0*6204 NRG-04-77-127 
85/05/29 FOREHAND.B Office ol Nuclear Regulatory Research, Director. LEE,R. 
NRC . No Detailed AHillallon Given. Ip. 31211:l39.3121V.140. 


-0606270303 Mod t, revising delWory datos.to "Devolopmont of Info Mgt Sys - Phase 

HILL,P.W Wilson Hill Associates. Inc WIGGINS.E, Division ol Conlracts FIN B 8731 
NRC-33-86-318 85/08/19. 2pp. 31282:277-31282 270 

8508270376 Nollticalion of coniraci execution.Mod 15, to "Documont Distribution & Sup- 
port Svcs " ConlractortComputer Data Sys, Inc. 

COLEMAN.R Administrativo Contracls Branch. NRC-10 83 332. 85/06/20 
8ES/kW.W. Adminlstrafivo Contracls Branch YOUNQ.J Qovernmenf Printing Office 
Ip. 31260 359 3t260 361. 

-8606270386 Mod 1 5,establlshlng lease arrangement for lour IBM personal 
computers, to "Document Distribution & Support Svcs." 

TINSLEY.W D. Computer Data Sysloms, Inc WIGGINS.E. Division ol Contracls NFC- 
10 83-932 85/06/20 2pp. 31260.360-31260 361 

8608280150 Notillcatlon of contract execulion.Mod 2, to "Deveiopmenl of Pfanl-Spectlic 
Representatives ” Contractor Energy, Inc 

HAWKINS, D. Technical Assistance Contracls Branch FIN 0-1563 NRC-04 84-145 
85/06/18. BATSON.W. Office Of Nuclear Regulatory Research, Director 
TROUTMAN.C. NRC - No Oeialled Allilialion Given 1p 31268'321-ai2eB,322 

-8606280161 Mod 2, extending period of performance for 2 months at no cost.to “Da 
velopment of Plant-Specific ftopfesentallves " 

LUNDBUOE.D.R Errargy, Inc. EDGEWORTH.PJ. Dhfsfon of Contracts. FIN 0-t583 
NRa04.84-145 85/08/19 tp. 31269 322-31268.322 

0506280201 Nollficatlon ol contract executlon,Mod 1,lo "Time Domain Rallectromali^ 
Liquid Level Detection Data Evaiuailon & Concept Assassment" Contractor.Mohr t 

WOLLETT,S Techntcat Assistance Contracts Branch. FIN D-1415 NRC-04-B4-146 
85708/09 QU8TAVE.R. Offfca of Nuclaaf Regulatory Research. Director, CHEN.V 
NRC - No Detailed Affiliation Given. Ip. 31268,305-31268 307. 
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“8506280214 Mod 1, extending period o1 perioimance to 850513 el no addi cost, to 
“Time Domain Refloctromelfy Liquid Level Detection Data Evafualion S Concept As 
s6ssni&nt 

MOHRpLJ Mohr & Associates EOGEWORTH.PJ Division of Contiacts FIND-1415 
NRC04 84 146 05/06/09 2pp 31268306 31266 307 


FOIA FREEDOM OF INFORMATION ACT REOUESTS AND RELEASES 

84021 30007 Responds to appeal re denial of FOIA request tor documents concerning 
investigation of allegations at faci lit/ Forwards App A documents Documents com 
pletely & partiaFly withheld (ref FOIA Exemptions 7 & 4) 

CHILK,SJ Office of the Secretary o( tho Commission 83/1 1/tO BEHNABEI.L Gov 
ernment Accountability Project 44pp 30704 001-30706007 

-8S06030062 Rev 10 to Procoduro 255 0, "Cable Ternvina lions Incomplelo procedure 
re installation spec for cable splicing larmlnatcon & supports, Quality Class Q& R.encI 
•aechtelCorp 62/04/02 19pp 30704 045 30704 063 


•8505030091 Rev 5 to Procedure 256 0, "(nsulalion Resistance & High Potential Test 
ing ’’ 

GAITHER, fl J Bechtel Corp 02/06/02 5Spp 30704 070-30704 145 

”8506030105 Transcript of interview of T Bunting on 820713 re allegations Pp |.4n 
BUNTING,! Altiliati on Not Assigned 82/07/13 41pp 30704 146 30704 186 

“8506030111 Transcript of Interview of WM Baker on 820714 re alfeaations Po i m 
BAKER,WM Bechtel Corp 82/07/14 31pp 30704 1 87-30704'ai7 

“8506030116 Transcript of interview of Wfl Burdick on 020701 re allonalionsPo i.m 
aUHOICK,WR Bechtel Corp 82/07/01 29pp 30704 210 30704 234. 

“8506030121 Transcript of Interview of JH Crane on 020617 ro allegations Pp 1 32 
CRANE,JH Bechtel Corp 82/06/17 33pp 30704 235-30704 267 

”6506039125 Transcript of interview of RA Doahins on 620701 ra alfegationsPo 1 17 
DEAKINS.RA Bechtel Corp 82/07/01 18pp 30704 268-30704 285. 


”8S060'30084 Rev 0 to Procedure AD-115, "Startup Administrative Procedure tor Tem- 
porary Mod Controls " 

WJLLER,RW. Bechtel Corp 81/12/17 14pp 30704 064-30704077 


”6506030131 Transcript of interview of NJ Doeblor on 020702 ro core dr.l-a 
allegations Pp 1-8 ''' 

DOEBLER,NJ eachtel Corp 82/07/02 Opp 30704 206 30704 203 


-8505030091 Rev 5 to Pracadura 2560, ''Insulation Resistance & High Potenlial Test- 
ing ” 

GAITHER.RJ Bechtel Corp 82/06 ,■'02. 55pp 30704 070 30704 145, 

”8506030105 Transcript of interview of T Bunting on 820713 ra allegations Pp 1 40 
BUNTING,! Affilialion Not Assigned 62/07/13, 41pp 30704 146 30704 186 


-8506030142 Transcnpl of interview of MB Goldberg on 020626 re airenationsPo i7 
GOLDBERG, M B Bechtel Corp 82/06/28 Opp 30704 294-30704 301 


--8506030148 Transcript of Interview of QA Konnard on 020617 ro alloaaUonsPo i 
18 Info delated 

KENNARD.GA Bechtel Corp 82/06/17 18pp 30704 302-30704 330 


--8605030111 Transcnpl of Inlen/iow of WM Baker on 620714 re allegations Pp 1 30 
BAKER.WM BechtefCorp 82/07/14 31pp 30704 187-30704 217. 

”8506030116 Transcript ot interview of WR Burdick on 820701 re allegations Pp 1-26 
BURDICK.WR Bechtel Corp 82/07/01 29pp 30704 218 30704 234 

”8506030121 Transcript of interview of JH Crane on 820617 re allegations Pp 1-32 
CRANE, JH Bechtel Corp 82/06/17 33pp 30704 235 30704 267. 

“8506030125 Trarrscfipt of interview of RA Deakins on 820701 re allegations Pp 1 17. 
DEAKINS.RA Bechtel Corp 82/07/01 18pp 30704 268-30704 2SS 

“8506030131 Transcript of Interview of NJ Doebler on 620702 re cora dnllmg 
allegatfonsPp 1-8 

DOEBLER.NJ. BachtetCorp 82/07/02 8pp 30704 286 30704 203 

“8506030142 Transcript o1 Inlerviow of MB Goldberg on 820626 re allegations Pp 1-7 
GOLDBERG, MB BachtetCorp 02/06/28 Spp 30704 294-30704 301. 

“8506030146 TranscrJpt of interview of QA Kennard on 820617 re allegations Pp 1- 
IQfnfo delated 

KENNARD.GA Bechtel Corp 82/06/17 iepp 30704,302-30704 330 

“8506030174 Transcript ol interview ol DJ Mast on 620617 re allegations Pp 1-17 
MAST.DB Bochtel Corp. 62/06/17 17pp 30704 331-30704 345, 

“8506030181 Transcript ol interview ol SJ Moody on 820617 ro allegalons Pp 1-15 
MOODY.SJ Bechtel Corp 02/06/17 15pp 30704 346 30704 356 


-8S06030174 Transcript of Interview ol DJ Mast on 020617 ro alfogallons Pd t-ty 
MAST.DB Bechtol Corp 02/06/17 17pp 30704 331-30704 345 

-8506030161 Transcript of Interview of SJ Moody on 820617 ro allogalions Pp MS 
MOODY.SJ Bechtel Corp 82/06/17 15pp. 30704 346-30704 356 


“8506030199 Transcript ol inloiviow of HR Nunez on 820629 ro rosiMrriM to 
allegations Pp 1-44. Info deleted ' 

NUNEZ, HR Bochtel Corp 82/06/29, 4 5pp 30704 357-30705 019 


-8506030200 Transcript of Interview of RA Rehfeld on 820630 ro allanallons Po 1 31 
REHFELO.RA Bechtol Corp 82/06/30 38pp 30705 020-30705059 


”8508030238 Transcript of Interview ol RD Gunderson on 020601 ro allegations Po 1 
166 Inlo defoted ' 

GUNDERSON, RD Affilialion Not Assigned 82/08/01 164pp 3079506030705223 

“6506030246 Transcript of Inlorvlaw of RC Rulf on 820715 ro allegations Pp 1-8 
flUFF.RC Bechtol Corp 82/07/15 9pp 30705,224-30705 232 


■8506030252 Transcript of fnlorvfew of RC Ruff on 820716 ro allogalions 
RUFF.R C. Bochtel Corp 02/07/15. 8pp 30705'233 30705,240 


Pp 1-7 


”8506030266 Transcript of Intorvlow ol JG Sandoval on 020628 re rosponm to 
allegellons Pp t-14, 

SANDOVAL.JQ Bochlel Corp 82/06/28 16pp 30705 241-30705 255, 


■8608030190 Transcrlpl of inlorview of HR Nunez .on 820629 re responses to 
allogalions, Pp 1-44 Inb deleted. 

NUNEZ, HR Bechtel Corp 82/06/29 45pp 30704 357 30705010 


”8506030276 Transcript ol interview of JH Schuh on 020617 ra allogalions Pp 1 17 Wo 
deleted 

SCHUHJ,H, Bechtol Corp. 82/06/17 17pp 30705 256-30705'269 


-8606030209 Transcript of interview of RA Rehfeld on 820630 re a lleg aliens Pp 1-37 
REHFELD, R A Bochtel Corp 82/06/30 38pp, 30705 020 30705059 

■8506030238 Transcript of Interview of RD Gundersorv on 820601 re allegations Pp 1- 
166 Info delated 

GUNDERSON, HD Affilialion Not Assigned 02/06/01. 184pp 30705,060-30705 223. 


”8506030268 Transcript of Interview of KH Soger on 820017 re alfenationsPo 1 
17 Transcript of Inlarvlew of RB Kollh on 020617 end (Pp 1-17) 

SEGER.KH Alhllalion Not Assigned 82/08/17. 20pp 36705,270-30705 290 

-65 96030302 Transcrlpl of intorvlow of P SollamI on 820616 ro ollogallona.Pp 1 fl, 
SOLLAMI.P. Affiliatiorr Not Assigned 82/06/16 lOpp 30705 209 30705 300 


“8608030246 Transcript of Interview of RC 
RUFF.R C Bechtol Corp 82/07/16 Opp 


Ruff on 820715 re allegations 
30705 224 30705232 


Pp 1 8 


■8506030313 Transcript of interview of JB Sweet on 020620 ro allogalionta Pp 1-28 
SWEET, J B Bechtol Corp 02/06/28, 28pp 3 0705; 30 0-3 070 5 320 


“8606030262 Transcript ol Interview of RC Ruff on 820716 ra altegaflons Pp 1 7, 
RUFF,RC Bochlel Corp. 82/07/16 app 30705 233 30705,240, 


”8506030324 Transcript of inlerviow of JT Hanzo on 820701 ro allognliona Pp f-l? 
HANZE,J.T, Bechlel Corp 82/07/01 10pp 30705 330 30705,047 


“6696030286 Transcript of Inlenriew ol JG Sandoval on 620628 re responses to 
allegallons Pp 1-14 

SANDOVAL.J Q, Bochtel Coip 02/06/28. 15pp 30705 241-39705'255. 

“8506030276 Transcript ot interview ol JH Schuh on 620617 re allegalions Pp 1-17 Inlo 
delated 

SCHUH,J.H Bechlel Corp 82/06/17, 17pp 30705 256-30705 269 

“8596030288 Transcript ol interview ol KH Sager on 820617 re allegallons Pp I- 
17.Transcripl of interview of RB Kallh on 820517 end (Pp 1-17) 

SEQER,K.H, Affiliation Not Assigned 62/06/17 29pp 30705.270-30706 298 


“8506030332 Transcript of Interview of C Wallorsloin on 820616 re allegallons Pp 1 21 
WALlEflSTEIN.C. Bechtel Corp 82/06/16 20pp 30705 340-30705357. 

”8606030339 Transcript of interview of S Yoshimoto on 620713 re eiiegatlons Pp 1-12 
YOSHIMOTO.S, Afllilatlon Not Assigned 02/07/13 .13pp 30705,358 ■30 706 007 

8602280902 Further response to FOiA request for five calogorlos of doctimcints Am 0 
Documents 1 A 2 withheld (ref FOIA Exemption Bl.Porlions of App D Documonls35 
withheld {ref FOIA Exemption 7) 

FELTON,J M Division of Rules and Records. 84/12/27 GARDE, B P GovornmemAc- 
counlablllty Proleci 4pp 30739'2 16-30739 266 


“8596030302 Transcript ol Interview of P SollamI on 620610 re allegations Pp 1 9, 
SOLLAMI.P. Affiliation Not Assigned. 82/06/16 tOpp, 30705:299 30705:308 

“8506030313 Transcript of interview of JB Sweet on 620628 ra al legal lons.Pp 1-28. 
SWEET.J B, Bechtel Corp 82/06/28. 28pp 30705.309 30705.329 


•8508050371 Forwards portions of CASE answer in opposition to applicant &30J31 
mollon for expedited reconsideration of Commission order Rolatod Info and. 
AHEARNE,J Commissioners, 83/04/07, CUMMINQS,J, OKIco of Inspeclor A Audlor 
10pp. 30739'220-39739 229, 


-■8500030324 Transcript of interview of JT Hanze on 820701 ra allegallons Pp 1-17 
HAN2E,JT Bechlel Corp. 82/07/01. iepp 3070S330-3D705347. 

-8600030332 Transcript of irtlerviow ol C Walle/stoin on 820316 re allegalions Pp 1-27 
WALLEHSTEIN,C, Bechtel Corp. 82/06/16. 2Bpp. 30705 '348 -30705. 357 

“8508030339 Transcripf ol interviawof S Yoshfmolo on 820713 ro allegations Pp 1-12. 
YOSHIMOTO.S, Alfiliation Not Assigned, 82/07/13, 13pp, 30705*356 30706.007, 


-8600030062 Rev 10 fo Procadure 2650, "Cable Termlna lions " Incomplete procedure 
re installation spec for cable splicing termination & supports.QualIfy Class Q & R.end 
* Bechlel Corp, 82/04/02 19pp 30704’ 046-30704 003 


“8500030084 Rev 0 lo Procedure AD-115, "Slariup Administrative Procedure for Tem- 
porary Mod Controls " 

MILLEH.RW. Bechlel Corp. 61/12/17 14pp 30704; 004-30 704 077. 


“6608050376 Requests comments on Ofc ol Inspector A Auditor findings on ReimlV 
handling of allegallons re facility ,by 831130, 

PALLADINO.NJ. Cemmissloners 83/11/16 HAYES, B Ollfco ol InvostIgaVoft Ip 
30739 230-30739 230. “ 


-8506080302 Comments on Ofc ol Inspector A Auditor ropl re handling of allegawris 
made by A Dll lingham.Aa result of Ofc of Investigations Interview ef A 
Dillingham, Region IV undertaking addI Insp inlo allegations, 

COLLINS.J.T. Region 4, Ollice ol Director 03/11/18, DIRCKS,V/,J, Office otthsEn- 
ecutive Director for Operations Ip 30739.231 -SO/SO’SSI. 

-5506050390 Responds lo 830416 Hr requesting Commission to ensure lhal wNstte- 
blower alfegallons A concerns about Region IV ofc fairly A adoeualsh 
Invesligaled Two Ofc of Inspector A Auditor repts encl.W/o ends 
PALUDINO.N J. Comrnis3foners. 83/1 V21. MARKEY.E,J, House of Rep. IntohDri 
Insular Affairs Ip 3O739'232-30739;232 
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-ES060S(139S Comments on Ofo of Inspector & Auditor ropt on concerns oxprossod by 
CASE la Region IV Author suggrjsts overall NRC policy guide be established to in- 
etude leouests for contidenllallty Portions of two testimonies end 
COLLINS, JT Region 4, Office of Director 83/11/23 DtRCKS.W J Office of the Ex- 
MUtivo Director for Operations 8pp 30739 233-30739 248, 

-9506050416 Advises that Ofc of Public Affairs authorized to release Ofc of Inspector & 
Auditor repts on investigations & tnsps conducted at plant Ofc of General Counsel re- 
quested to verify absence of legal barriers In releasing documenfs 
PAILADINO.NJ Commissioners 04/03/15 GILINSKY, ROBERTS, ASSELSTINE 
Commissioners 12pp 30739 249-30739 260 

-6606050423 Forwards documents re NRC Investigation of QA/QC programs at 
plant, per 830913 request Licensee 830929 response to proposed civil penalty also 
end W/o second stated end 

PALLADlNOiN J Commissioners 83/10/07 UDALL,M K House of Rep , Interior & In 
SUlarAICairs 3pp 30739 261-30739 266 

95030(0201 Partial response to FOIA request for nino categories of documents re Inti 
Nulionics.inc App A documents end 

FELTON,jM Division ol Rules and Records, 85/01/14 TERPILAK.MS Nucleon Lec- 
tern Associates, Inc 1 9pp 30902 064-30906'262 

-9012090529 Forwards application lor renewal of Matl/Byproduct License 29-13846 01 
0’SULLIVAN.e T RSA Corp 05715 00/10/30 Division ol Fuel Cycle & Material 
Safety. 4pp- 30903.075 30903 077 

- 9912090S33 Application lor renewal ot Matl/Byproduct License 29-13048 01 authoriz 
Ing use of Co-60,Sr-90 & depleted U, sealed sources, 

O^ULLtVAN.ET RSA Corp 05716 00/10/30 04pp 30003 070 30003 161 

-9012090591 Ack receipt of application lor renewal ol Matl/Byproduol License 29- 
13849 01 License will not evpiro until final action has been taken by NRC Records ol 
B10528 B 0608 felcons end 

JDNES,JA Materials Licensing Branch. 05716. 80/11/14 O'SULLIVAN.E T RSA 
Corp 7pp 30903 030 30903.030, 

-9912200430 Notifies that on 83101 B.wasto drums containing Co 60 at Dover facility 
transferiod from ene storage area to another shielded area Some malls remained in 
Improperly shielded area, Indicating reading of 11-13 mr/hr on 831122 Withheld 
THOMAS.BJ Inlornatlonal Nutronics, Inc, 83/12/15 NRC - No Detailed Afllliation 
Given 2pp 30904 330 30904 331 

-8401250391 Forwards ordor modifying license 831004 conllrmatory action Itr & 
831010 response NRC considering whether further onlorcomont actions appropriate 
DEYOUNQ.RC Director's Ollloo, Ollico of Inspection and Enlorcomont EA-83-122 
83/11/01 in terasl Uniform Ip, 30904'141-30904,148 


-8506110103 Special Insp Rept 30-07026/84 08 on 840511 No noncompliance 
noted Major areas inspected dose badge s.froquoncy of air samples & protective cloth- 
ing 

THOMPSON, GLENN.JE Region 1. Otlice ol Direclor 04/05/18 lipp 30902094- 
30902 104 

-8506110113 Special Insp Ropt 30 07026/84 09 on e40517.No noncompliance 
noted Major areas Inspected procedures to check fork! iff, pancake dote dor for check- 
ing block & shipments Special Insp Repts 30 07026/84-10 & 30 07026/04-11 end 
THOMPSON, B , GLENN, J Region 1. Office of Director 84/05/17 12pp 30902 105- 
30902116 

-8506110119 Special Insp Rept 30-07026/84-12 on 840615 No noncompliance noted 
FRIEDMAN.LF, WURTZ.EA, GLENN.JE Region 1, Oflico of Director 84/06/22 
Ip 30902 117-30902 117 

-9506110126 Special Insp Rept 30-07026/04-13 o-n 040620 No noncompliance 
noted Major areas inspected trucks for shlpmenl of radwasto 
FRIEDMAN.LF , GLENN.JE Region f, Office ol Director 84/06/22 5pp 30g02'110 
50002 122 

-9506110133 Special Insp Rept 30 07026/84-14 No noncompliance noted Major areas 
inspected shield wall & shipments 

THOMPSON, GLENN Region 1, Otfice ol Director 84/06/29 2pp. 30902123 
30902 124 

-8S061 10140 Special Insp Rept 30 07026/84-15 on 840706 No noncompliance noted 
FRIEDMAN.LF. Region 1, Olliceol Director 84/07/11 1p 30902 125-30902125 

-8506110149 Special Insp Rept 30-07026/04-17 on 040717 No noncompliance 

noted Major areas inspected smear data sheets 

FRIEDM/\N,LF, GLENN.J.E Region 1, Ollice of Director 84/07/20 22pp 
30902,126-30902,147. 

-'0506110164 Special Insp Rept 30 07026/64-18 on Q40724 No noncompliance 

noted Major areas Inspected .block survey sheets 
• Region 1, Office of Director 04/07/24 20pp 30902 •148-30902, 176 

-0506110173 Special Insp Rept 30-07026/04-19 on 040 002, No noncompliance 

noted Major areas inspected drums (or soil surveys 8i radweste disposal 
MURTZ,E Region 1. Ollice Of Direclor, 04/08/02 4pp 30902.177-30902,180 

-8506110184 Special Insp Rept 30-07020/84-16 on 04071 1 No noncompliance 

noted. Major areas Inspected'outside subsurface soil samples 
THOMPSON, GLENN Region 1, Office of Director 64/08/03 10pp, 30902101- 
30902 194 


-8401250402 Ordor modifying Liconso 20-13846-01 ro Doc 1982 spill & roleaso ot 
water contaminated w/Co 60. 

DEYOUNG, R.C Director's Ollico, Oltico ol Inspecllon and Enlorcomont EA 03-122 
&3/tW01 Interest Uniform 7pp. 30904 142-30904,140 

-8402060326 Foiwards 040130 order modllying License 20-13048 01 for transmittal to 
Ole ol FR for publication W/o onol, 

AXELRAD.J A Director's Otfice, Ollico of Inspection and Enforcement. EA-03.122 
84/01/31. Docketing & Services Branch ip 30003 043 30903,044 

-6404050267 Forwards 040222 request for hearing on ordor modifying License 20- 
13648 Ol.Ordor stso end 

LIEBERMAN.J Regional Operations & Enlorcomont Division EA 83-122 84/03/21. 
CHILK.S J. Ollico of the Sccrolaiy ol Iho Commission. 3pp. 30005 000-30905 011 


-0404050262 Requests hearing re 040130 order modllying License 20-13040-01 .Rea- 
sons for roquost not disclosed 

THOMAS.B J Intornalional Nutronics, Inc EA 03-122, 64/02/22 Director's Ollice, 
Olficaof Inspection and Enlorcomont. 1p 30005 011-30005'011, 

•-84951699B6 Requests nssialancQ in rovlowlng end finandal into lor Inti Nutronics, Inc 
re decontamination & decommlsBlonlng of Dover, NJ (acHlty 
LIEBERMAN.J. Regional Oporalions & Enlorcornent Division, 04/04/13. NASH.D. As- 
sistant Director for Stale & Llcensoo Rotations, 60pp 30005;074-30905.122. 


-84061 50296 Forwards order sotting forth proposal of conditions under which NRC will 
accopt rfeconlamtnafion mflosfonos as target dates ro decontamination schedule for 
Oovor.MJ lacility, Agreement reached on 840530. 

CUOOO.L.M. Regional Oporalions & Enlorcomont Division, EA-83-122 84/04/20, 
PARKER.Q.A. International Nutronics, Ino. Dpp. 30905;066-a0905:073. 

-6406220216 Responds to questions raised re IE ordor moditylng license Issued to Inti 
Nul/onlcsjno on 8401 30. Agreement w/llconseo reached on 040530 re decontamina- 
tion plan & schadulo Licensee has withdrawn hearing request. 

DIRCKS.WJ. Ollice ol the Executive Director for cSporollons 04/06/14. ROBERTS 
Commissioners, lOpp, 30905.046-30906 060, 


lifylna ' 

Issued to Inti Niitronlcs.lno to possess, store & use byproduct & source malt for Irra- 
diation ol mails & shielding at Dover, NJ laciliW. 

ROBERTSTM Commlssfonars, 64/04/05, DIRCKS.WJ. Ollice ol the Executive Di- 
reclor for Operallons 2pp. 30906'027 -30905.028 


-6409200091 Forwards Jul 1984 monthly rept on Dover, NJ. 

PARKER, G.A, International Nutronics, Inc. 04/07/23, MURLEY.T.E, Region 1, Ollice 
of Director, fp 30905 04 3-3 0905 '04 5, 


-8SD6110190 Special Insp Rept 30 07026/04-21 on 640816 No noncomptlance 

noted.MaJor areas Inspected consideration of Bechtel & Envirocere bids lor cleanup 
THOMPSON Region 1, Olfice of Director. 04/08/16. 4pp 30902 186 30902 194 

"8506110199 Special Insp Rept 30-07026/84-22 on 840822, No noncompliance 

noted Major areas Inspected consideration of Bechlol bid 
THOMPSON Region 1, Office ol Diroclor, 84/00/22, 16pp 30902^195 30902 200 

-6506110234 Special Insp RepI 30 07026/84-20 on 840810 No noncompliance 

noted Major areas Inspected sampling soil 

WURTZ.E, GLENN/e. Region 1, Office ol Diroclor 64/08/27 4pp. 30902'209- 
30902'212 

-850611O240 Special Insp Rept 30 07026/84 23 on a40912.No noncompliance 

noted Major areas Inspected water levels on pump. 

THOMPSONJ.K. GLENN, JE Region 1, Oltice ol Director. 84/00/12 2pp 
30902,213-30902 214 

-8506110248 Forwards revised "Guidelines for Decontamination of Facilities & Equip- 
ment Prior to Release for Unrestrictad Use or Termination ol License (or 
By product, Source orSNM." Document replaces Nov 1976 & Jun 1980 versions 
cUnnINGHAM,R.E. Division ol Fuel Cycle & Material Safety. 62/07/22 PAGE.G,, LE 
ROUSC, SINQER,B NRC - No Detailed Aftlliatlon Given 1p. 30902 216 30902'210 

-85061 10260 Application for license, authorizing use of Co-60 for commercial Irradiation 
on SVC contract basis tor commercial industrial,consumor & roaearch mails. 

STEIN.M,H RSA Corp. 17188 70/08/04. 37pp 30902 220 3Q902’256. 

-8506110269 Raquests addi Into ra 700804 application for license, per 700821 
telcon, including Irradiator operallan,assoclatad equipment & storage pool Marked up 
dralt 700317 Itr end. 

VEERLINQ,J,P. Atomic Energy Commission, 17188 70/00/01 STEIN, M.H. RSA Corp. 
8pp, 309£>2'267'30S02'264. 

-8506110277 Responds to 700901 request (or addI info re 700604 application for 
license Info addresses irradiator operation descrlptlan & associated equipment con- 
cerns. 

STEIN, M.H RSA Corp. 2084. 70/09/10. VEERLING.J P Atomic Energy Commission, 
8pp. 30902 265-3080^272. 

-8606110287 Forwards info raquaatod from WH King re cobalt sources scheduled (or 
Radiation Sve Assoc Preliminary OA product plan & drawing tor magnetic caps (or 
sources end. 

CUNNINGHAM, G.E, General ElaoUlc Co. 2528, 70/11/03. VEERLINQ,J.P Atomic 
Energy Commission, Directorate of Licensing. 1p. 30902. 273 •30'902;273. 


*840620'0094 Submits monthly rept on Dover, NJ tor Jul 1964. „ , 

PARKER, Q, A, International Nutronics, Inc. 04/07/23 NRC - No Detailed Aftlliatlon 
Given 2pp. 30905.044-309Q5'046. 

-6506110090 Special Insp Rept 30 07026/84-06 on 040427 No noncompliance 
noted. Major areas Inspected source storage lank. 

FRIEOM/(n, REYNOLDS Region 1, Ollice of Director. 84/04/27, 6pp, 30902,083- 
30902 .088. 


-6506110297 Preliminary ”QA Product Plan for Co-GO Process Irradiation Sources " 

♦ RSA Corp, 70/10/31 0pp. 30902.274-30902,285. 

-8506110312 Responds to request tor addi Info re 700804 application lor llcense.lnfo 
clarifies Co-60 Irradation facility operation. Prellcensing insp from 701105 site visit 
end 

STEIN,M,H RSA Corp. 2611, 70/11/00. VEERLING.J.P. Atomic Energy Commission, 
13pp. 30902.2afi'3flW2;2ff5. 


-BS06110096 Special Insp Rept 30-07026/84-07 on 840603 No noncompliance 
noted. Major areas Inspected removal of sources, 

FRIEDMAN.LF. Region 1, Ollice of Director, 84/06/08. 6pp. 30902:069-30902 093, 


-8606110321 Ltcense 29-13846-01 for Radiation Sve Assoc s, authorizing use ol Co-60 
lor receipt & storage In shippirig container. 

MALABO, J.C Atomic Energy Commission. 70/11/13 2pp, 30902.296 30902 297. 
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-8506110336 Special Insp Repl 30 07026/84 03 on 840404 06 No noncompliance 
noted Major areas inspected assembly of filler one? & duel worlr lor ventilalion 

sys Drall Insp Repts 30 07026/84 04 & 30-07026/84 05 end 

FRIEDMAN, LF. Region 1, Office ol Director 84/04/10 21pp 30902298-30902 318 


•B5061 10345 Requests immediate inlcrim Iccanss to receive a store In shipping cask 
matl per applralton lor license due to delay in mail delivery 

O'SULLIVAN.ET RSA Corp 1284 70/f1/13 VERRLINQ.P Atomic Energy Commis 
Sion. Ip 30902 319-30902 319 


-8506110354 Amend 1 to License 29 13848 01 (or Radiation Sve Assoc, authorizing 
use of Co 60 & Sr-90 for calibr of area monitors a Tracerlab Model AX 2 area 

monilors.respactively 

MALARO,JC Atomic Energy Commission 70/11/18 3pp 30932 320-30902322 


-8506110382 Forwards Amond 1 to License 29-13840 01 T Russen unaulhorlred to su- 
pervise uso of Co-60 sources ^ ^ 

VEERLING,JP Atomic Energy Commission 70/11/18 STEIN,M H RSA Corp. Ip 
30902 323-30902 323 


-8506110379 Amend 2 lo License 29 13848 01 for Radiation Sve Assco, authorizing 
use of Cs-137 (or calibr ot area monitors 

MALAnO,JC Atomic Energy Commission 70/12/23. Ip 30902 324-30902 324 


“8506110395 Discusses hazards evalualion of Radiation Sve Assoc Co 60 Irradiator fa 
clhty in Dover,NJ Safety features ot facility adequate to enable IrradiatJOn of nonenplo 
sivo malls,w/o hazard lo general public 

VEERLING,JP Atomic Energy Commission 70/12/23 Atomic Energy Commission 
8pp 30902 325 30902 332 

“8606110403 Forwards Licenses 29 12649 01 & 29-12649-03 Issued to Radiation Ma 
chine/y Corp,per 701229 telegram ^ ^ 

MALAR 0,JC Atomic Energy Commission 70/12/31 0'SULLIVAN,ET RSA Corp 
Ip 30902 333-30902 333 


•8506110411 Requests confirmation that Radiation Machinery Corp aulliorized to per- 
form routing commercial sve irradiation in hot cells 8 Cl amount of cobalt 
O’SULLIVAN.ET RSA Corp 2931 70/12/29 MALARO.J Atomic Energy Commis 
Sion Ip 30902 334-30902 334 


“8506110596 Requests addi info re 770505 application for amond to License 2}t33j;>. 
Ol.includtng whelher pump discharge before or after demlneralizor ays 8 kfentf/re 
critena & action levels for pool contamination * 

COMBS, F Radioisotopes Licensing Branch (Pra 790501) 87275 7?/ca/'i 
O’SULLIVAN.ET RSA Corp Ip 30903 002-30903 002 

~6S061 10600 Responds to request for addI info re applicollon to amend License?). 
13848-01 .including outline of calibr of new instruments & leak test procedure 
O'SULLIVAN.ET RSA Corp 3405 77/09/15 COMBS, F Radioisotopes |jcens.-d 
Branch (Pro 790601) 2pp 30903 003-30903 004 ' 

-8506110603 Forwards Amend 7 to License 29 13840-01 Leak tost conditions mel/ei 
for clarilication Subm.ittal of amend application to include determining source ijimI l->t 
& decontaminating pool water requested 

BASSIN.N Radioisotopes Licensing Branch (Pro 790501 J, T7/ll)ii 
O’SULLIVAN.ET RSA Corp Ip 30903 005 30983 005 

• 85061 10807 Responds to 771025 notice re emergency procedures dealing 
nel overexposure Requests extension of 30 days to develop procorfures iprwoccJty 
emergency room dealing w/radiation overexposure 

O’SULLIVAN.ET RSA Corp 4474 77/11/28 StNGER.B Radloisolopes 1l(*n4« 
Branch (Pre 790501) Ip 30903 006-30903 006 ^ 

••6566110814 FoAvards response to request (or addi Info ro application for arrerdto 
License 29-1 3648-01 .including emergency procedure lor dealing w/peisonnei rati 
ahon overexposure 

O’SULLIVAN.E T RSA Corp 0367 78/01/18 SINGEfl.S Radioisotopes tji/ns.-o 
Branch (Pro 790501) 6pp 30903 007-30903 012 ^ 

“8506110619 Application (or amond lo License 29-1 3848-01 .delellng E3J Thcmil 
adding WF Russell as authorized user of licensed matl Operating Procedure B.’ld.-’i- 
lication & Isolellon of Leaking Source In Pool," end 

0’SULLIVAN.E.T RSA Corp 93080 78/02/15 Radioisotopes LIcensmg Branch Ri 
790501) 6pp 30903 013 30903 017 

“8506110622 Application for amend to License 29-13848 01, changing 7002t53(i(ria- 
tion re Condition 12 lo add ET O'Sullivan 8i/or MH Stein as aulhortzod trained peraA 
nel to operate Irradiator. 

O’SULLIVAN.ET RSA Corp 1258 78/03/16 Radioisotopes Licensing Brefw.h|Pn 
790501) Ip 30903 016 30903 016 


“8506110420 Amend 3 lo License 29 1384801 for Radiation Sve Assoc, authorizing 
use of Co 60,Sr 90 & Cs 137 for irradiation of malls S calibr of area monllois & Tracer 
Lab Model AX-2 area monitors 

MALAROJC Atomic Energy Commission 71/01/29, 3pp 30902 335-30902 337 

-0606110430 Forwards Amend 3 to LIconse 29 13848 01 Condition 1 6 deleted because 
radiation survey repl not within requiremonls ol condition 

VEERLING.JP Atomic Energy Commission, 71/01/29 STINE.M H RSA Corp Ip 
30902 338-30902 338 

-•86061 1044S Application for amond to License 29 13048 Ol.allowing 
receipt, possess Ion, storage & transfer ol Co 60 gamma Irradiator storage cask 
O’SULLIVAN.ET. RSA Corp, 25320 71/11/29 Atomic Energy Commission 2pp 
30902 339-30902 339. 

••8508 110457 Forwards application for emend to License 29-13348 01, allowing 
receipt.possesslon.storage & transfer of Co 60 gamma Irradiator slorago cask 
0’SLrLLIVAN,E.T. RSA Corp 25320. 71/11/29 Atomic Energy Commission. Ip. 
30902 340-30902 341 

"8508110468 Responds lo request for addi info ro 711120 application lor amend to Li- 
cense 29- (3846-01, concerning depleted, shipping container.storago & radiation levels 
O'SULLIVAN.ET RSA Corp 3529 71/12/^0 HENDRICKS.G Atomic Energy Com- 
mission Ip 30902 342-30902 342 

“6506110474 Amend 4 lo License 29-13348 01 tor Radiation Sve Assoc, euthonzlrig 
use of Co 60 fer storage only In original shipping container 
HENDRIX.GW Atomic Energy Commission 72/01/17 Ip 30902343 30902 343 

“8506110573 Forwards application lo amend License 29-13846 01, Increasing author- 
ized use ol Co-60,cnanglng corporate name & adding qualified Tiradlator 
operator, approval to conduct source leak checks & possession of C 14. 
O’SULLIVAN.E T RSA Corp 46156 74/02/07 Atomic Energy Commission, Ip. 
30902’344.30902 344 

“8608110577 Responds lo 740403 requesl for addi Info ro 740207 application (or 
amend lo License 29-1 3848-01, Including Info on irradiator operator job description & 
leak procedures, W/o referenced drawings. 

0’SLJlLIVAN,E.T RSA Corp 45166 74/04/08 DAVIS.F. Atomic Energy Commission, 
6pp 30902 349-30902363 

“6606110583 Application lor amend to License 29 13648-01, Increasing authotizod use 
ot Co 60,changlng corporate name & adding qualified IrredlaCor operalor.approval lo 
conduct source teak checks & possession of D-14 
0’SULLIVAN,E.T. RSA Corp. 45166 74/02/07 4pp, 30902.345-30902; 348, 

“8606110566 Amend 6 to License 20-1 3848-01 lor RSA Corp.aulhorfzing uso of irradi- 
ated (>1 4 for sterilization of contents 

DAVIS.F.C Atomic Energy Commission, Direclorate of Licensing 74/06/06. Ip. 
30902,354-30902-354. 

“8508110567 Forwards application for renewal of License 29-13846-01, deleting use of 
Co-60 sealed source In Tracerlab Model AX<4 & adding use of Co-60 sealed source In 
US Nuclear Model CCO-1 T Russen should be deleted as user & BJ Thomas added. 
0'SULLIVAN,E.T RSA Corp 58615. 76/10/15. Atomic Energy Commission. 1p. 
30902 366-30902'356. 

“8508110590 Application for renewal of License 29'19S46 01, authorizing use of Co- 
eo,Sr-90 & C-t4 lor Irradiation on matts.excluding explosives 
0’SULLIVAN,E.T, RSA Corp. 68815 76/10/16 6pp 30902.356-30902.380 


“BBO&1 10830 Responds to requesl for clarification of 780316 request for coibfica'Sind’ 
authorized Irradiator operators W Russell authorization no longer needed Llr t/ 
78021 5 nol request for action but an example 

O’SULLIVAN ,E.T. RSA Corp 93080 78/06/09 COMBS.F Radlolsolopes Uwnsrj 
Branch (Pro 790501) 1p 30903 010 30903 019 ^ 

“86061 10647 Requests addi Info ro 780609 Hr In support of application for amend yj 
License 29 13848 01 .concerning IrainIng course. Roqulromenla of liiadiator operaix! 
clarified due to apparent mlsunderslandmg during tolcon 

COMBS.F Radioisotopes Licensing Branch (Pre 790501) 93080 78/08 M 
O’SULLIVAN.E.T. RSA Corp 2pp, 30903’020 30903'021 

“8508110654 Reiterates & consolidates previous submittals roquoaling aiiLhorltatKyi 
MH Stein &/or ET O'Sullivan to namo Individual users under Liconso 2&-139(S0l 
* RSA Corp 93080 78/08/30 COMBS.F, Radioisotopes Licensing Brencti pn 
790501) 2pp 30003.022-30003 023 

“8506110665 Confirms understanding of training procedures omployad (or Inida'j 
operators Min lime of employment (or Instructor 6 months or equivalent lotel cf 
training Record of 781031 telcon end. 

STEIfiM H. RSA Corp 3741 78/10/13 COMBS.F Rediolsolopos Llconsira Ora-.Ji 
(Pro 790501) 4pp 30903 024-30903.027, 

“8506110673 Submits expanded list of reprosentallve quostlona from oxurii Icr 
operators, per 7S1031 request 

STEIN, M.H RSA Corp 93000 78/10/31. COMBS.F. Radiolsotopoa ticonsing 0r»-)cf. 
(Pro 700501), 2pp. 30903,028 30003:020 

“8506110689 Applicallon to amend LIconse 20 13848 01, Increasing possessfonWcl 
Co 60 tQ500,o6o Cl FR notice did 011023 end 

O’SULLIVAN.EX RSA Corp 0879 81/05/04 JONES.JA Moloilats 
Branch 5pp 30903,037-30903,042, 

“8508110703 Describes method lor calculation of shielding offecllvonoBs w/lwe lanve 
calculations.per 700805 request 

STEIN.M H RSA Corp 1790 70/08/07 VEERLING.P Alomlij Energy Cqmmisson 
6pp. 30903.045-30903 050 

-8508110714 Trip repl of 701106 prelicensing visit w/Radlation Mgt Corp lorovw# Dr 
cillly lo poiferm Irradiation studies & Irradiations under contract 
EPSTEIN.E. Atomic Energy Commission, 70/11/26. Atomic Energy Commi 4 SK)n. St® 
30903051-30903055. 

“8506110718 Responds lo request for addi Info re License 29 13846 01, mckieSNi 
design ol labyrinth door & training & experlonce of T RussomT Russon reiumeena 
O’SULLIVAN.E.T. RSA Corp, 19105 70/12/10 VEERLINQ.J P. Atomic CnmgyCScv* 
mission Opp 30903;05e-30903’068 

“8506110717 Forwards radiation survey showing max radiation levels ir> oacharei k) 
joining radiation room,per License 29-13848 01 stipulation 
STEIN, M H RSA Corp. 70/12/16 VERRLINQ Atomic Energy ComnrdssiOn. ipa 
30903 069 30903:080. ^ 

—8606110718 Amend 6 lo License 29-13848 01 (or RSA Corp.amendlnn licensa n ars 
tirety. 

(X)LLINS,D,M. Atomic Energy Commission. 75/12/08. 3pp 30003 .00 1-309M 08) 

“8500120088 Amend 7 10 License 29-13848-01 for RSA Corp.authofizJnn MH Siwvt 
O’Sullivan & BJ Thomas as users ol licensed matl. 

BASSIN.N, Radioisotopes Licensing Branch (Pro 790501), 77/11/10 2po 309MCi6< 


“9608110593 Application to amend License 29-13848 01, changing lnslrumenlallon,leak 
test & pumping & demlneraiizer sys & adding Interim storage. 

0’SULCiVAN,E.T, RSA Corp 87276. 77/05/05, COMBS.F, Division ol Fuel Cycle & 
Malenel Safety. 3pp. 30902’361-30903.00t. 


-88081 20088 Amend 8 lo License 29-13848 01 .changing Corydilion 17 re possMusft. 
use of licensed mall. 

BASSIN.N Radioisotopes Licensing Branch (Pre 790601), 76/02/24, Ip 3090) 
30903:066 
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-^&0612007a Forwards Amend 9 to Liconse 29-13948 Ol.delsHng BJ Thomas as au- 
Ihonzed uaer & authorizing Irradiator operations be conducted by Individuals who have 
completed training course 

CX)MBS.F Materials Licensing Branch 78/11/06 STEIN, M RSA Corp Ip 
30903 067-30903 067 


—B 506 12007 7 Advisas that radiation surveys reporting requlromanl required by NRC & 
amends issued as continuation ol original license review No amend fees will be 
charge . 

MILLtR.WO License Fee Management Branch 80/06/17 License Fee Management 
Branch. 5pp, 30003 069-30903 074 

~a50B120082 Amend 9 to Liconse 29-13848-01, authorizing MH Stein & ET O'Sullivan to 
use licensed malls 

COMBS, FC. Materials Licensing Branch. 78/11/05 ip 30903 066-30903 068 

-9506120129 Responds to 610608 questions re suitable 8re protection sys [n 
cell Authorization lor temporanly exceeding possession limit by holding 76,059 Cl In 
proved shipping cask until shipped requested 

0'SULUVAN.E.T RSA Corp 05715.81/08/08 GUINN, P Malorlals Licensing Branch. 
2pp. 30903 162-30903 163. 


-B506120135 Amend 10 to License 29-13848 01 for RSA Corp.amonding license in on- 
llrety. 

GUINN.P R. Materials Licensing Branch 81/07/14. 4pp 30903 164-30903,167 

-DS06120146 Confirms 810805 discussions re acquisition by Inti Nulronics.inc of RSA 
Corp under License 29-13848-01 Facility will continue to operate under current li- 
cense until name change amend processed 

O’SUL LIVAN.E.T RSA Corp ioBSB. 81/08/24, MILLER, V. Materials Licensing 
Branch 2pp. 30903.168-30903.160 

-8506120154 Amend 11 to License 29-13848-01 tor Inll Nutron1cs,lnc, changing name 
from RSA Corp, 

GUINKP n. Materials Licensing Branch 81/10/14 2pp. 30903.170-30903-171 

-8506120166 Fonvards for review "Procedure for Source Pool Cleanup Using Hydro 
Vacuum Sys" & "In-Air Transfer - Cask to Pool," per 621105 lelcon Requests B 
Thomas ba notllied ol NBC approval of procedures. 

O'SULLIVAN, E T international Nuironlcs, Inc 12998.82/11/05 QUINN, PR Materials 
licensing Branch 2pp 30903:172-30903.173. 

-6506120160 "Procedure lor Source Pool Cleanup Using Hydro-Vacuum Sys " 

* Intern allonsi Nutronics, Inc 12096.82/11/05 14pp. 30903-1 74-30903-1 84. 

-6506120163 "In-Air Transfer - Cask to Pool " 

• fnlainaiional Nuironlcs, Inc, 12096, 82/11/05 17pp, 30903.185-30903,201 

-8508120166 Forwards Amend 12 lo License 29-1 3048-01 .authorizing pool cleanup op- 
erations & in-air transler of sources to source pool on ona time basis only. 
GUINN.P.B. Materials Licensing Branch. 12990. 82/11/18. O'SULLIVAN.E.T. Inlerna- 
llonal Nutronics, Inc. 2pp 30903 202-30903 203. 

—8506120174 Amend 12 lo License 29-13848-01 lor Inti Nutronlca.lnc, authorizing 
cleanup operations of source pool per "Procedure lor Source Pot>l Cleanup Using 
Hydro Vacuum Sys." 

GUINN.P R, Materials Licensing Branch 82/11/18 Ip. 30903 204-30603;204, 

-8506120180 Appllcallon lo amend License 2 9- 138 4 6-01 .upgrading water storage tank 
to stainless sleel lank of larger diameter, providing onsite storage of radwaste drums 
& conducllng cleanup work within existing poo).F 0 B paid. 

O’SULLIVAN.ET International Nuironlcs, Inc 13464. 82/12/29. Materials Licensing 
Branch. I1pp, 30903-205-30003:21 5. 


—8506120183 Discusses design of new facility & decontamination of old facility re li- 
censee 821226 application for amend lo License 28-1 3848 -01, based on onsite 
insp Record of 830114 telcon end. 

FRIEDMAN.L. NRC - No Detailed Afllllation Given, 83/01/12. QUINN, P. NRC - No De- 
tailed Afllliatlon Given 5pp 30803.218-30603.220 


-8506120192 Responds to 830114 questions re License 29 13848 Ol.Source remains 
ijj>,bul door cannot be opened & entry prohibited during power failure in bldg. 
O'SULLIVAN.E.T. International Nutronics, Inc. 0162. 83/01/19, GUINN.P. Materials Li- 
censing Branch. 3pp. 30903-221 -30003-223. 

-8506120200 Amend 13 to License 29-13848 01 lor Inll Nutronlos.Ino, authorizing use 
ol Co-80 for storage In waste dmm prior to shipmeni to authorized dl^osal agency. 
GUINN.P R. Malerlals Llcanslng Branch. 83/02/01. Ip. 80903,224-30903 224, 

-8606120209 Amend 14 to License 29-13040.01 for Inti Nuironlcs, Inc, amending Condi- 
tion I B re Dossesslon & use of licensed mail. 

WANQ,J,a Malerlals Licensing Branch. 83/04/26. Ip. 30903,226-30903-225. 


-8606120216 Forwards "Closeout Survey for Front Bldg & Remaining Ancillaiy Equlp- 
menf." 

THOMAS.BJ. International Nuironlcs, Inc. 02104. 84/02/16 FRIEDMAN Region 1, 
Office of Director. 24pp. 30903 227-30903.250. 


-6506120273 Insp Findlrrgs & Licensoo Ack on 721222 of Licerrsa 29-13848-01 Norv 
cx>mplianca noted records ol surveys or disposals not properly maintained 
BOHES,R Region 1, Office of Director 72/12/22. ip 30903 288 30903 208 

-8506120280 Insp Findings & Licensee Ack on 720229 ol License 29-13848 01 No 
noncompliance or unsafe conditions found. 

EPSTEIN.E Region 1. Office ol Director. 72/02/29 17pp 30903 289.30903 305 

-8506120291 Discusses Insp of License 29-13948 01 on 740626 & forwards notice of 
violation Rediatiort survey instruments will bo calibr at 3-monlh Intervals. 

NELSON.P.R Region 1, Philadelphia, Ofltce ol the Director 74/07/11 STBN.M. RSA 
Corp 2pp 30903-308-30903 325. 

-8506120299 Agenda for 761209 mooting w/ Radiation Svc Corp to discuss licensee 
plane lor disposal of leaking source, dooontami nation of pool wator.pool recirculatory 
sys & restricted area & recaTibr of Instruments 

MCCLINTOCK.R O NRC - No Detailed Afhllalion Given 76/12/03 O'REILLY, d.P. 
Region 1, Philadelphia, OMlce of the Director 2pp 30903.326-30903.327 

-8506120310 Discusses Insp of License 29-13846-01 on 761228,30 & 770112 No non- 
compliance noted Results of Indepondeni measurements ol Irradiator pool water sam- 
ples & smears for removable decontamination In agreemonl w/analysls 
NELSON, PR Division of Fuel Cycle & Material Safety, 77/01/26. STEIN, M RSA 
Corp 2pp 30903 328 30903,329. 

-8606120323 Recommends and proposed enforcement Itr forwarding notice of viola- 
tions under Licenses 20-13848-01 & 29-13848 02 for Vo I gen au signature. Licensee ra- 
diation protection program deteriorated Immediate action fir also end, 

0'REILLY,JP. Region 1, Philadelphia, Office of the Director 77/01/12 
THOMPSON, D. OlfIcQ of inspection & Enforcement, Office ol the Director 17pp 
30903.330-30903 348. 

—8506120332 Summary of 761202 & 09 meetings w/RSA Corp re mgt controls 
sys Attendance list end 

• NRC - No Detailed Affiliation Given, 77/01/31. NRC ■ No Detailed AHilIailon Given. 
2pp 30903.347-30903-354. 

-8506120343 Ack receipt ol 770217 Hr informing NRC of steps taken lo correct viola- 
tions noted in Insp of Licenses £9-1 3048-01 & 29-13048 02 Data sheet from 770329 
enci 

THOMPSON.D OlficQ of Inspection & EnforcamortI, Olfice of the Director, 77/03/14. 
STEIN,M,H RSA Corp 19pp 30903:355 30904 011. 

—8506120356 Discusses insp of License 29-13848-01 on 770329.No noncompliance 
noted, Independent measurements ol Irradiator pool water samples & smear Samples 
of floors & stored malts revealed analysis In agreemenl. 

NELSON, P.R Division of Fuel Cycle & Material Safety. 77/04/16. STEIN, MH RSA 
Corp 4pp 30904.012-30904:015. 

—8506120364 Discusses insp of License 29-13048-01 on 780426.No noncampliance 
noted Independent measuremenls of Irradiation pool water samples Indicated capabil- 
ity lo determine presence of leaking sealed sources, per License Condition 13 
MCCUNTOCK,Fro. NRC - No Detailed Aflillatlon Gwen 78/06/10 STEIN,MH, RSA 
Corp. 2pp. 30904:016-30904 017, 

-8586120371 Special limltod Inap Rept 30 07026/78-01 on 780426.No noncompliance 
nofedMajor areas Inspected mgt mooting, program requirements, Independent Insp 
effort & organization 

GLENN, J.E., SLOBODIEN.M . MCCUNTOCK,R.O NRC - No Detailed Affiliation Given. 
79/05/03 19pp. 30004-01 0-30904:036, 

-8506120304 Discusses Inspol License 29-13849-01 orr 791018 & 1101.No noncompll- 
an.ce noted. Independent measures of Irradiation water smear samples Inside Irradiator 
area yeiiliod capability to delermirre leaking sealed sources, 

MCCLINTOCK,R.O NRC - No Detailed Ariillallon Given 78/11/17. STEIN, M.H RSA 
Corp 2pp, 30904 037-30904.03B. 

-8506120526 Insp Rept 30 07026/79-01 on 790801. No noncompliance noted. Major 
areas Inspected -organization, inlernat audlts,tra1nhg & instruction & radiation protection 
procedures, 

CAMPBELUM., 0’NBLL,B., WCCLINTOCK.R.O. NRC - No Detailed Affiliation Given. 
70/08/07. 11pp. 30904;039-30904 040, 

-8506120533 Forwards rev tor decomissloning schadule aubmIUad on 830421 New 
schedule represents beat estimates for achieving goals set forth In 830421 
llr.Dlspesilion ol GE sources for reencapsulation or burlarkey& pacing Item 
THOMAS, B.J. International Nuironlcs, ^c. 83/09/14. FRIEDMAN,L Region 1, Office 
of Director. 2epp, 30904-050 30904:075. 

-8606120535 ‘‘Radiation Shielding Survey for License 29-13848-01 " 

THOMAS, B.J. International Nutronics, Inc, U05. 83/02/28. 7pp, 30904:076- 
30904;Q8i 


—85061 20230 Forwards "Closeout Survey For Eriulpment & Mails In Front Bldg." 
THOMAS.BJ. Inlornailonal Nuironlcs, Inc 14347, 84/01/16 FRIEDMAN Region 1, 
Office of DIreolor. 10pp. 30903-251-30903.260. 

-6506120229 Forwards Amend 14 lo License 29-1 3848-01, releasing front bldg of facili- 
ty a. Injck for unrestricted use. 

FRIEDMAN, L.F. Region 1, Office of DIreolor. 02194. 04/03/30. THOMAS, B.J. Interna- 
tional Nutronics, I no. 2pp. 30903: 261 -30 903 -262. 

-8506120237 Amend 16 to Ucense 29-13048-01 for Inti Nutronics, Inc, amending Condi- 



-8506120252 Insp plan tor Radiation Svo Assoc outlining areas to be examiried on 
720229 Insp, 

EPSTEIN.E, NELSON.P.R. Region 1, Office of Director. 72/02/28, 12pp. 30003-285- 
30003 277. 


-6606120264 Forwards Insp Findings & Licensee Ack on 721222 of License 29-13848- 
01 . Nrs noncompliance noted « 

O'REILLY, J.P. Atomic Energy Commission. 72/03/07. STEIN.M. RSA Corp. 10pp. 
30903:278-30003:287. 


-B606120S40 Insp Rept 30-07028/82-01 on 921109,930208 & 0224 Noncompliance 
noted failure to lock door when source up & no backup intrusion detector 
FRIEDMAN.L F., GLENN.J.E. Region 1. Office of Director. 83/03/03. 12pp, 
30904.083-30904,094. 

-8506120547 Ack receipt of 930023 Hr re decontamination guidelines for soil contami- 
nated w/Co-80.Recommends listed gamma dose rate llmi^ as target crileria for de- 
conlamlnallon of specific site In New York, 

NUSSBAUMER.D A Assistant Director for Stale Agreements Programs. 83/10/21, 
RIMAWI,K. New York, Slate ol. Ip, 30904:095-30904:102 

-6506120551 Insp Procedure 63890, "Closeout Inap & Survey," 

* Diraotor’a Office, Office of Inspection and Enforcement 83/11/08. 4pp, 30904:107- 
30904.125, 

—6506120562 Forwards plan of action for venlllallon & liltrallon of air In old cell & over- 
all facility bldg lor review & commenl.Decomml 88 lonln 9 plan will be submitted within 2 

WELSH,J.A. InlernaVonal Nutronics, Ino. 83/11/11, GLENN,J Region 1, Office ol Di- 
rector, Opp 30904:126-30904:134. 
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-fi506120S64 Fofwards plan (or proposed survey aciwlies 
Dover NJNRC 631104 announcement re order requinng shutdown S decontamination 


BERGEfl.JD Oak Ridge Associated Univs 63/11/09 COUNTS, J Safeguards & Ma- 
tenals Pr^ram Branch 6pp 30904 135-30904 140 


-8506130253 Forwards surveys supplomontlng previously submitlod survo/s bC''“t4 
ence w/ltom 3 of 831101 license mod ordorjncluding soil survoya 1o quant 
Iration & area readings of facility bldg west wall Financial Into also onci 
THOMAS, BJ International Nulronics, Inc 84/03/26 GLENN, J- Floo'oo 1, OtVs cl 
Director 12pp 30905 015-30905 026 


-8508120567 Requosls that periodic (nvestgallon repis at lull Nulronics, Irtc, be made 
available to Fire Chief G Sperry & Town Clerk M Bqya/sW , .. . . 

BOYARSKI.M Dover, NJ 83/10/16 GLENN, J Region 1, Office of Director. Ip 
30904 149 309O4’14g 

-8506120669 Discusses insp ol License 29-13846-01 on 830930 re AllMalion Rl 63-A- 
0075 concerning leaking source 8 facility conlemination a1 facility Present fndings 
confirm that tow level environ releases have Mcur^ «/o-, uio/cotrAiio n d 
GLENN J E Region 1, Office ol Director RI63 A 0076 63/10/27 HAVERKAWP.D R 
Region 'l,01fice of Director Ip 30904.150-30904150 

-8506120571 Fonvards Fgures & tables descnbmg locations & fesulls o( samples col- 
lected from environ around Inti Nucleomcs.Inc on 630930,1003 & 04 Results Indicate 
contamination levels in soil external (o bldgs very high No activity found In water 
PASCIAK,W J Region 1, Office of Director 63/10/31 GLENN, J Region 1, Office of 
Director 5pp 30904 151-30904 165 

-8506120572 Submits steps undertaken In response lo 831011 telcon re transfer of 
Type 7A drums into new irradiator labynnlh Monthly healfh physics survey repts lor 

ffiOMAS.'a^J^nlemafiohal Nutronics, Inc 63/10/11 FRIEDWAN.L Region 1, Office 
of Director 45pp 30904156-30904 200 

-8506120573 Lists possible viotations identified by allegar at Ini) Nulronics,! nc.ln eluding 
storage of contaminated fillers In irradiator pool a failure to rept leakage 
GLE^NpJE Region 1, Office of Director 83/10/11 CHRISTOPHER, K Office of tn- 
vesligation Ip 30904 201-30904 201 

-8506130077 Responds lo 831004 Itr re decommissioning of facility under License 29- 
13848 01 All product irradiation ceased on 830920 Overall plan for decontamlnalfon of 
Dover facility will be submitted lo Region I by 831031 

THOMAS, BJ International Nutronics, Inc 63/10/10. MARTIN, T.T Divfsloti o( Engi- 
neering & Technical Programs 6pp 30904 202-30904*209. 


-8506130093 Requests investigation to determine facts of 830930 al legation re con- 
cealment of matt info on operations & status of facility Allegation stated that In Nov 
1982, pump malfunctioned & contaminated water dumped In sewer 
GLENN, JE Region 1, Office of Director. 83/10/06 CHRISTOPHER.fl. Office of fn- 
vesligation 2pp. 30904 210-30904 211 


-8506130268 Responds to 840406 questions re 840321 daconUmnnaboo f«s.n t 
schedule Schedule achievable Actions scheduled for complation rvol compicHW d>i U 
delays In Installation & testing of vent sys Schedule & samples end 
PARKER, G A Inlernallonal Nulronics, Inc EA 63.122. 04/04/1 1 CUOOOl U Rj- 
gional Operations & Enforcement Division 14pp 30905 029-30005 042 

-6506130266 Advises that Inti Nutronics, Inc agreed to mod of 840130 <KdcrR{q>j 
for hearing on order withdrawn Forwards unexecuted mod of 840130 c^iV/ kJ 
Deyoung signature. 

LIEBERMAN.J Regional Operations & Enforcement Division. 04/00/95 AHElfL^OJ 
Director's Office, Office of Inspeclion and Enforcomenl Opp 30905 001 SOOOSfKi 

-8506130317 Forwards draft answers In response to Commlssionor RobChtti q-wivy* 
on 840131 Inll Nutronics.Inc order IE & OELD roquoslod to rospancl lo ra ix 

parte restricllo ns of order GA Parker 840417 Itr end 

MURLEY.TE. Region 1, Ollico of Director 64/04/17 DF.YOUNO.R C OmMjl 
Office, Office of Inspection and Enforcement Opp 30905 123 30005 131 

-8506130323 Forwards marked up draft repl on coni amlnn Hon a M 

Nulronlcs,lnc, Dover, NJ facility Record of 640509 telcon & rofntml correH<.r>V't.« 
end W/o referenced draff rept. 

GLENN, JE. Division of Engineering & Technical Programs. 64/04/25 DMirilRJ? 
Oak RIags Associated LInIvs 6pp 30905 132 30905 130. 

-6506130334 Reeuesis relief from 640130 license mod order & tl-’-i.'-’ 

mod ol order.Exiension until 640622 for removal of waslo also roqiiostoil ck-a b k 
cumstantial delays Eight containers will bo shipped by 040622. 

THOMAS.B J. Inlernallonal Nulronics. Inc 84/06/14 MUflLGY.T Hookmi f. .1 
Director Ip 30905140-30905140 

-8506130341 Updates G40321 schedule for docommlsslonlnn Quo to dutayit <n i 
duel work portions of sys, sys not operational until 040400 Koy & Raring rtr.-n 
startup procedures Overall target data for removal ol sources Is 640015 
THOMAS.B,J. International Nutronics, Inc. 64/04/12. GLENN Rrmlnn 1, Or**-* d £> 
rector 4pp 30905*1 41-30905; 144 

-8506130348 Forwards monthly rept on Dover, NJ facility for Juno t0Q4 
PARKEfl,GA. International Nutronics, Inc. 84/06/20 MUniEV.T t- t (»*.« 

OH Director 5pp 30905,145-30905.140. 


-8506130097 Submits plan of action lor preparation ol radwasle shipment on 331010 to 
Barnwell, SC, per request Handwntten draft of ftr end 

WELSH, J A International Nutronics, Inc 63/10/05, GLENN,J Region 1, Office of Di- 
rector 21pp 30904 212-30904 232. 

-8606130103 Forwards, for review & comment, "Outline of Plan ol Action for Decon- 
tamination & Decommissioning ol Dover Facility," per requesl.Comp lotion dates un- 
available because actual procedural mechanics not worked ouLRelated Info end 
W£LSH,JA International Nutronics, Inc 83/11/16 GLENN,J Region 1, Office of Di- 
rector 90pp 30904 233 30904.324 

-8506130111 Forwards correspondence re Inll Nutronics.Inc aclivitles,ln response to 
831016 requeslJ Glenn met w/0 Costanzo on B311D3 to discuss current status of 
disposal & decontamination activties 

MARTIN, TT Division ol Engineering & Technical Programs 83/11/18. CICCHETTI.A 
Dover, NJ Ip 30904.325-30904 325 


-8506130145 Forwards soli samplings performed on site for both interior & exterior of 
bldg.per 631205 telcon 

THOMAS.B J Internallonat Nutronics, fno 83/12/06. GLENN, J, Region 1, Office ol 
Director 4pp 30904 326-30904*329 


-8506130164 Forwards order per 840130 telcon re License 29-13848 01. Ltr did 
840220 re Insurance claim also encl.W/o referenced order, 

GUTIERREZ, J.M Office ol the Executive Legal Director. 84/01/31. PARKER, G Inter- 
nabonal Nutronics, Inc, 2pp 80904‘332-30904 333 


-8506130174 Forwards Info re decommissioning timetable per 840130 license moa 
order Enforcement Action 83-1 22, Tasks listed in end limalable represent best efforts 
to achieve final decommissioning considering financial resources. 

THOMASjBJ. International Nulronics, Inc, EA-83-122, 84/02/26 QLEN.J, Region 1, 
Office of Director. 2pp 30904.334 30904'335, 


-8606130186 Forwards background info for 840322 enforcemenl conference w/licena. 

discuss status of decontamination & decommissioning activities, 
XYNEfl,J H. RMion 1, Office ol Director, 64/03/20, ALLAN, J.M, Region 1, Office ol 
DireclOf. 6pp 30904 338-30905002. 


-^M1302O2 "Proposed Schedule for Decommissioning Inti Nutronlc8,rno Dover Facili- 
* International Nulronics. Inc 84/03/21, 4pp. 30905:003-3060 5.006. 


-6506130358 Ack receipt of 840627 monthly stalua rapt Ftopl Oori><«r| r Fr.j 
araas.including difficulties In contracting for removal of Bourcns.rerrKrvAl ci hm -i 
before 641010 & available financial resources 

WURLEY.T.E Region 1. Office ol Dlractor, 84/07/11. PARKl-n.G A rniftrrw&rva V 
Ironies, Inc, 2pp, 30905*160-30905*1 61 


-8506130362 Forwards monthly ropt on Dovor.NJ facility for Jul lOOi 
PAHKER.G.A. International Nutronics, Inc 04/08/16 MUniEY.Tr* 1 % 

of Director 2pp 30905*1 62.30606;1 53. 

-8506130365 Submits monthly rept on Dovor.NJ facility for Jul 1004 
PARKER, G A. International Nutronics, Inc, 84/00/16 NRC • No INitftAe-f A*!!#*. 
Given. 4pp 30905:164-30905.168. 

-8506130370 Requests relief from final complollon dato ol 041019 hw 
contamination & decommissioning of Dover, NJ Irradiation fnLtSiry tmr l'^** i 
meeting AddI monihs.up to & Including 050410 requoalod Conirnci orn i 
PARKEfl.QA. International Nutronics, Inc, 04/09/08. noglon l, <>m« ut Iwt. -r 
110pp 30905,1 69-30905'270 


-8EO613O370 Forwards 840827 Hr received from counaol for toxlrvgiiwi l<xh.»w»« 
commilling lo advance funds necessary for tiocon lamina ifon ci4 (.IivwH, 
fadlity.Bechtel 840813 Itr & technical sves agroomont on clocoiTiinl»8*<'»rwiy#>vi 
TENNIS, SM. Ware, Flolcher & Freldenrlch 84/00/30, GUTimiir/JM •. 
Office of Director 65pp. 30908,279-30906:240. ™ 


8603160278 FOIA request lor llsl of validated computer programs lor ^ 

rale data & listing ol Volumoirfoa faulty program, ^ 

REYTBLATT,2v; Warren Wilson Colfego.Swonnanoa, NC, OS/Ofk/Otl lAHruH-e 
Office of Nuclear Reactor Regulation, Dlfeclof, 2pp, 31 200.342 31290 r»« 1 


B&O41Z01B2 Responds to FOIA request lor Casotoad Forocasl Pnnol IMuhi wDo*. :i 
documenls.Docomonle also avallaWo In PfHI 
Rdles and Records, 04/06/00. KiLLF.rirri.lJ 
Potts & Trowbridge. 2pp 30300:003-30303.129 


-8504120360 Provides dally staff notes (or 760011, Fault obsorvod tn t,- 

aomooSooK" 


Advises lhal licensee hearing request on order modiMng License 29- 
13848 01 forward^ to Secretary Order effective Jmmediately.SuggesiB meefino be ar* 
NM^ to discuss how NRC should proceee w/matter, 
ivli 1 'i, * Enforcemenl Divialon. EA-63.122, 64/03/21, 

Olfic® of inspection and Enforcement Ip, 30905007- 


-8504120393 Provides daily staff notes for 01O926,Nollco8 ol vtotebon 
^blte niftiflcatlon^^^^ 010701 of Inability to completo lmplonv»nd4|lbxv^ 

PALLADINO Commissioners. Ip 30301 : 263 - 30301 , 263 , 


•-86WM231 Forwards draft rept on radiological measurements at Inti NutrenlC8,1nc,W/ 

DffetVaoso&Wr “““ '' 

decommissioning eclMlles at Dover, NJ 


-8W41M148 conveys thanks lor Inlo re Inservice date ol plant at 

rMuesled.NRC Novvs Announcementa 70 88,79-09,81-00 & 

BYERS.M A. OhlOi St&lQ oJ, 79^9/13, LOVELACE, V/. NRC* No ^ 

Gfvan. 6pp 30323:1 9440323: 190. 

•4W41M577 Rspts on 770629*30 vIsH lo fsclllty for roviow of corvfti i 

‘ fiK 

FOSTER, LE, Region 2, Office of CHreetor. 77/07/12 Roalon 9 m 

190pp. 30301'129-30301;261. nogion z, 
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8506030390 Partial response to FOIA request for three categories of documents to be 
made available at PuR re NSHCs App A documents encl & placed in PDR Search 
confinumg 

FELTON.JM Division of Rules and Records 84/11/08 ADATO.M Union of Con- 
cerned Scientists 4pp 30720 001-30723 064 


'9404260461 Forwards updated "Sholly” statistics for 83050 S 840322 Prehearing con- 
ference hold on requosi for hearing received on TMI-1 steam generator 
repair Conte nl ions accepted by ASLB 

EISENHUT.DG Division of Licensing, 84/04/13 DENTON, H R Oflice of Nuclear Re- 
actor Regulation, Director 3pp 30720 022-30720 024 


*-8307150010 Forwards proposed press release re 830624 appllcaton for OL 
amend, allowing utilization of small number of roving lire patrol personnel to chock cer- 
tain areas for nres hourly, In lieu of continual Stationary monitoring 
STOLZJ F Operating Reactors Branch 4 83/07/06 CLARK,K M Region 2, Office of 
Director 5pp 30721 266-30721 270 

-8367180387 Notice of consideration of (ssuanco of amends to Licenses DPR 33.0PR- 
52 & DPft-68 re standby gas treatment sys & proposed NSHC determination & oppor- 
tunity lor hearing 

VASSALLO.DB Operating Reactors Branch 2 83/07/07 47pp 30720'347* 
30721 087 

-8303040088 Notice of consideration of issuance o! amend to License NPF-14 & pro- 
posed NSHC determination & opportunity for hearing re lire protection review rept 
SCHWENCER,A Licensing Branch 2 83/07/25 7pp 30720 137-30720143 

-8303080013 Notice of consideration ol Issuance of amend to License DPR-72 & pro- 
posed NSHC determination & o;^ortunity lor hearing re change Iri frequency & scope 
of testing on various portions ol tSF 

STOLZ,J,F Operating Reactors Branch 4 83/07/20 8pp 30721'a71-30722 010. 

-8306080635 Notice of consideration of Issuance of emend to License NPF-1 4 & pro- 
posed NSHC determination & opportunity for hearing re change to Tech Spec 3,2 2 & 
Tables 22 1-1 8.3,3 6-2 

SCHWENCEfl.A Licensing Branch 2 83/07/25 6pp. 30720’144-30720 156 

-8300190167 Notice of consideration ol Issuance ol amend to License DPfi-50 & pro- 
posed NSHC detormlnaiion & opportunity for hearing re 830121 application to permit 
Increasing HPI & low pressure injection setpoints, 

STOLZ,J F. Operating Reactors Branch 4 63/07/13 7pp. 30722 184-30722 202. 

-0308260261 Notice of consideration of Issuance of amend to License NPF-14 & pro 
posed NSHC determination & opportunity for hearing re Tech Spec change tor fire 
datecllon Instrumentation 

AULUCK.R Licensing Branch 2 83/00/08 7pp 30720 156-30720 174. 


—8405220511 Forwards update of Sholly statistics covering penod 830505- 840425 No 
addi comments or requests tor hearing received 

EISENHUT.D.G Division ol Liconsina 84/05/07 DENTON.H R Office of Nuclear Re- 
actor Regulation, Director 3pp 30720 025 30720.027. 

-0405230117 Notice ol consideration of issuance of amend to License OPR-50 & pro- 
posed NSHC determination & opportunity for hearing, re moving present limits on 
receipt, possession & use of by prooucl, source or SNM for sample analysis 
STOLZ.JF Operating Reactors Branch 4. 84/05/07 20 pp 30722 203-307 2 2 '239 

-6406280322 Fonvards update of Sholly statistics lor period 830506- 840523 ASLB 
Issued decision lor Grand Gull on 840423, admilling two contentions (or discovery 
EISENHUT.DG Division Of Licensing. 84/06/00. DENTON.H R Office ol Nuclear Re- 
actor Regulation, Director 3pp. 30720 028 30720.030. 

"0407300050 Forwards update of Sholly stalislics covering 830506 840620 No addi 
comments or requests far hearing received 

EISENHUT.DG Dlvislort of Licensing 84/07/08 DENTON.H R Ollice ol Nuclear Re- 
actor Regulation, Director, 4pp. 30720 031-30720 034 

-6408200009 Forwards updated Sholly statistics for period 030506-840716 Statistics 
v^ll be updated following 840822 monthly publication of FR notice 
EISENHUT.D G Division of Licensing 84/08/08 DENTON.H.R. Olllco ol Nuclear Re- 
actor Regulation, Director. 4pp 30720 035-30720,038 

-0409070226 Forwards proposed press release re 840827 application for amend to OL 
8. inllial NSHC determination & noticing action 

RIVENBARK.GW. Operating Reactors Branch 4 84/08/30 GILLILAND.J. Reglorr 2, 
Office of Director. 4pp. 30722 065-30722 102 

-0410040278 Forwards update ol Sholly statistics covering 830506 640822 Lists two 
"press refease” type notices Issued during reporting period Next monthly FR notice 
scheduled lor publication on 840924 

EISENHUT.D.G, Division ol Licensing 84/09/18 DENTON.H R Otilco o( Nuclear Re- 
actor Regulation, Director. 24 pp 30720.039-30720 062. 


-0308260362 Notice of consideration of issuance of amend to License NPF-14 & pro 
posed NSHC determination & opportunity (or hearing ro request to change Tech 
Specs to require diesel generator starts five times from ambient conditions 
PERCH.R L Licensing Branch 2. B3/08/10 7pp, 30720,130-30720,136 

-8308310470 Notice of consideration of issuance of amend to License NPF-14 & pro 
osed NSHC dolermlnallon & opportunity for hearing Amend corrects Tech Spec 
able 4 1 1 2 1 2-1 re radioactive gaseous waste sampling & analysis program. 
SCHWENCEfl,A Licensing Branch 2. 03/07/11, 7pp, 30720.175-30720.181, 

"830 9280077 Forwards Sholly statistics update, covering B3O5O6-O023,No add! com- 
monte or requests for hearing received since filings received on TMI-1 steam genera 
tor repair notice 

EISENHUT.DG Division of Licensing 83/09/16 DENTON.H R. Otilce of Nuclear Re- 
actor Regulation, Director. 2pp 30720.006-30720.007 

-8311030264 Forwards updato ol Sholly statistics provided on 830916, covering 
6SD508 0921 .Only one addI roquost for hearing rocoived.SIxIti monthly FR notice 
scheduled for 891026 pub/lcat/orr 

EISENHUT.DG Division of Licensing 03/10/18, DENTON.H R Olflce of Nuclear Re- 
odor Regulation, Director 2pp. 30720 008 30720,009 

-0311300410 Forwards update of Sholly atatlstics for 830506-1023 Request for hearing 
re Salem notice on extending interval for aocond Integrated leak rate lest received. 
EISENHUT.DG Division of Licensing 83/11/14 DENTON.H.R. Ollioe of Nuclear 
Reactor Rogulatlon, Director 2pp. 30720 010-30720.011 

-9312230001 Forwards update ot Sholly statistics covering 830508-1122 
EISENHUT.D.G. Division of licensing. 83/12/09 DENTON.H R. Office of Nuclear Re- 
actor Regulation, Director 2pp 30720 012-30720.013, 

-0101160341 Forwards update to Sholly statistics for B30606-1 23 1, Request lor hearing 
received in response to notice of Issuance ol Amend 10 Ninth monthly FR notice 
scheduled for publication on 840(25 

EISENHUT.D.G Division ol Licensing 84/01/06. DENTON.H.R Olflce of Nuclear Re- 
actor Regulation, Director. 6pp 30720'01 4-30720. 01 6 

-8402170240 Notice of consideration ol Issuance of amends to Licenses DPR-53 & 
DPR 69 & proposed NSHC determination & opportunity tor hearing. 

MILLER, J.R Operating Reactors Branch 3. 84/02/03, 9pp. 30721.088-30721:098. 


—0506030006 Notice of consideration of amends to Licenses NPF-9 & NPF-17 & pro- 
posed NSHC determinations & opportunity for hearing re 830802 request to increase 
surveillance interval to 9 mo nths.R elated Info encl. 

ADENSAM.E Q Licensing Branch 4 03/10/21 21pp 30720,063-30720,003 

—0506030600 Notice ol con aide ratio rv of issuance of amends lo Licenses NPF-9 & NPF- 
17 & proposed NSHC determinations & opportunity for hearing re 830602 request to 
Change tech Spec 3,7 6 concerning inoperable control area ventilation 
ADENSAM.E Q Ucensing Branch 4 83/12/07. 6pp 30720.084-30720:111 

—8506030613 Notice o( consideration ol Issuance of amend to License NPF-17 & pro- 
posed NSHC determination & opportunity for hearing re 840123 roquesi, changing 
spent fuel pool storage capacity Hated In Tech Spec 56 lo 1,276 fuel assemblies, 
ADENSAM,E,Q, Licensing Branch 4. 04/08/25, 18pp. 30720.1 12-3Q720-129, 

—8508040167 Notice ol consideration ol Issuance of amend to License NPF-14 & pro- 
posed NSMG determination 8) opportunity for hearing re 830627 request to revise LI 
cense Condition 2 D to Increase time between Inllial security clearances & update 
CARUSO,R Licensing Branch 2 83/08/12 6pp. 30720:1B2.30720200 

-8506040232 Notice ol consideration of issuance ol amend to License NPF-14 & pro 
posed NSHC determination & opportunity for hearing re 831020 request to change 
Wh Spec Table 4.6. 1.1 2-2 concerning atari time of svo water pumps. 
SCHWENCERpA. Licensing Branch 2. 83/11/09. 4pp 30720:201-30720 204 

-8S0S04024S Notice ol conslderallon, of Issuance of amend to License NPF-14 & pro- 
posed NBHC determination & opportunity for hearing re 831104 request lo modify 
Wh Spec tables concerning Isolation signal “X" on Trip Function 1,b 
SCHWENCER,A. Ucensing Branch 2. 03711/21. Tpp. 30720 205-30720 211. 

-8506040258 Nolfce ol conslderallon ot Issuance of amend to License NPF-11 & pre- 
ssed NSHC determination & opportunlly for hearing re 831209 requosi for change to 
Tech Spec requirements for fast starts on diesel geherators. 

SCHWENCER,A, Licensing Branch 2. 94/01/20 9pp. 31 407' 103-31 407- 103, 

-8606040276 Notice of conslderatfon el Issuance of amend to License DPR-53 8, pro- 
posed NSHC detarmlr^atlon & opportunity (or hearing re 830822 request for changes 
lo Tech Spec lo allow Cycle 7 operation. 

MILLER, J R Operating Reactors Branch 3 83/10/06 14pp, 30721.097-30721.138, 


■8402210139 Fotwarda update of Sholly statistics tor B30506 840126.Two requests tor 
hearing & one comment recelved.Requesls for hearing dismissed on two 
plaants Prehearing conference scheduled for Grand Gulf petition, 

EISENHUT.D.G, Division of Licensing 84/02/07, DENTON.H.R Oflice of Nuclear Re- 
actor Regulation, Director 3pp. 30720:016-30720 018, 


-8402270580 Notice Of consideration ol issuance ot amend to License NPF*14 & pro- 
posed NSHC determination & opportunity for hearing. 

SCHWENCER.A. Licensing Branch 2. 84/02/08. lOpp, 30720:212-30720:221. 


-8506040284 Notice of consideration of lasuarvce of amends lo LIcanaea DPR -24 & 
DPR 60 & proposed NSHC determination A opportunity for hearing re request to 
change limit of core local heal flux ratio. 

CLARK,R.A. Operating Reactors Branch 3 63/07/00. 7pp. 30721;138-30721;216, 

—8506040297 Notice of consideration of issuance of amend lo License NPF-16 & pro- 
posed NSHC determination & opportunity (or hearing ra 840313 request lo Increase 
spent fuel pool storage capacity to 1,188 fuel assamolles 
SELLS, D.f Operating Reactors Branch a. 84/07/11. 19pp. 30721:216-30721:234. 


*8403050304 Notice of consideration of Issuance ol amends to Licenses DPR-S? a 
NPF-5 a proposed NSHC determination & opportunity for hearing Amends add limiting 
conditions re scram discharge vol vent & drain valves. 

STOLZ.J.F. Operating Reactors Branch 4 84/02/21. 8pp. 30722 019-30722.038 

-0404020112 Forwards update of Sholly statistics covering 030505- 840a24.Eleventh 
monthly FR notice scheduled for publication on 840321. 

EISENHUT.DG. Division of Licensing 84/03/13, DENTON.H.R. Office ol Nuclear Re- 
actor Regulation, Director. 3pp. 30720.019-30720,021, 

-0404230298 Notice Of consideration of issuance of amend lo License D PR-74 & pro- 
posed NSHC determination & opportunity for hearing. 

VARGA, S A. Operatirrg Reactors Branch 1, 84/04/o\ lOpp 30723:056-30723:064. 


-8506040303 Notice of corisideration of Issuance of amend to License NPF-1 & pro 
posed NSHC determination A opportunity for hearing re onsite & ollsite organization. 
TOURIQNY.E.G. Oparating Reactors Branch 3. &3/11/14. 7pp a072l:236-30721;241. 

-8606040306 Notice of consideration of issuance of amend lo Licensa NPF-1 A pro- 
posed NSHC dalerminatlon & opportunity for hearing re 830801 request to Increase 
storage capacity of spanl fuel pool to 1 ,408 fuel assemblies, 

MILLER, J R. Operating Reaotors Branch 3. 83/11/25. ISpp 3072T242-30721:26S. 

-8506040320 Notice of con^deratlon of Issuance of amend to Licensa NPF-3 & pro- 
posed NSHC detenminallon A opportunity for (or hearing re 801226 request to change 
Tech Specs concerning lira protection sys. 

ST0LZ,J,F. Operating Reactors Branch 4 83/12/06. 8pp. 30722:01 1-30722 01 B. 
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-SS'OSO^oaeSi Notice o> consideration ol issuance of amend la License NPF-5 & pro- 
posed NSHC determination & opportunity (or heanng re 840120 request to revise 
Tech Specs (0 retfect use ol new analoq transmitter Inp sys 
STOLZ,JF Operatng Reactors Branch 4 64/05/10. lepp 30722 037-30722,064 

-6506040382 Notice of consideration ol Issuance ot amend to licsnse DPR 55 & pro- 
posed NSHC datermlnalion A opportunity for hearing re 830914 request to revise pre- 
viously anprovod axial power shaping rod position limit 
STOLz/f Operating Reactors Branch 4 03/12/09 8pp. 30722.103 30722 110 

-8S06040386 Notice o( conskferallon of Issuance of amertds to Licenses DPR-44 & 
DPR-56 & proposed NSHC determ Inal Ion 4 opportunity for hearing (0 830214 request 
to delete all nonradiolog leal ETS concerning cnemical monilonng 
STOLZ.J F. Operating Reactors Branch 4 83/10/27. 13pp. 30722:1 1 1-30722,139. 

-6508040404 Notice of consideration of issuance of amend to License DPR-54 & pro 
posed NSHC determination & opportunity for hearing re 840228 request concerning 
surveillance Interval for radiation monitors Inside containment 
STOLZ,J,F. Operating Reactors Branch 4. 84/03/06 13pp 30722' 1 40-30722 183 

-6506040423 Notice of consideration of Issuance ol amend to License DPR 6 & pro- 
posed NSHC determination & opportunity for hearing re 81 1215 request to incoiporate 
operating requirements for stack gas monilonng sys into Tech Specs 
CRUTCHFIEId.D. Operating Reactors Branch 5 84/02/22 24 pp 30722 240 
30722 282. 

-6506040439 Notice of consideration of issuance of amends to Licenses DPR-31 & 
DPH-41 & proposed NSHC determlnaUon & opportunity for headng re 830819 request 
concerning program to resolve pressurized thermal shock Issue. 

VARGA,S a; Operating Reactors Branch 1, 83/10/03 9pp 30722 202-30722 314. 

-8506040445 Notice of consideration ol issuance of amends to Licenses DPR-31 & 
DPfl-41 & proposed NSHC determfitation & opportunity for heanng re 840314 request 
to allow spent fuel pool storage capacity expansion to 1,404 spaces 
VARGA, S.A Operating Reactors Branch 1 84/05/31 16pp.30722ai530722'336 


8506040S91 Partial response to FOIA request lor documents re Ofc ol Inspector 6 
Auditor rept by R Smith on allegations of staff misconduct ol iacihty App A cfoctin«ni< 
end & in PDA Document 1 of App B \^thhold (rel FOIA Exemption 5) ™ 

FELTON, JM Division of Rules and Records 84/12/11 DEVINE,!., DIXON 0 Go/ 
ernment Accountability Project lOpp 30737 200-30739 215 ' 


-8402210404 SECY-84-061 Provides Commission w/info on status of staff rosdoiionfil 
allegations & concerns re deslgn,consl & operation of facility as applicable toC^ 
mission deliberation on licensing plant for criticality & low power testing 
DIRCKS.WJ Office ol the Executive Director for OperaClons 84/02/06 
30737 210-30737.311 


—8406070355 Forwards 840503 10CFR2.206 petition filed by Govt Accounlato/ 
Prolect re conduct ol NRC personnel Involved In licensing rovlaw for facility W/osaZ 
LIEBEflMAN,J Regional Operations & Enforcement Division 84/05rts 
MESSENGER, 0 Office of Inspector & Auditor Ip. 30736 088 30736 253. 


»e506a40620 “QA Ropl of Accomplished Job Tasks" Supporting documontation erti 
QESKE,D MW. Kellogg Co e4/f2/11 22pp 30737,312-^^737333. eoa 


-8506040829 "QA Rept of Documentation & Radiographic Film Review" 
RUNYAN, JP MW. Kellogg Co, 77/04/22 5pp, 30737 334-30737 330. 


-8506040636 Forwards GAP 2 206 petition lor consldoration.per Commission 849413 
memorandum 6 order. 

TRUBATCH.S L Ofllce ol the General Counsel 04/04/16. MESSENGER.G Olficaiyi 
Inspector & Auditor. HAYES,B B Olfice ol Investigation 1p. 30737,339-30736012 


-8506040644 Deficiency rept re through-wall crack discovered In weld lolnlng 
generator 1-2 nozzle to feedwater pipe. Initially reported on 770318 Foodwal 
rrmlaced Final rept to be submitted re failure mechanism 
CRANE, P.A Afliliatlon Not Assigned, 77/04/15, 2pp 30738 013-30738 069 


stem 

or 


-8506040451 Notice of consideration of Issuance of amends to Licenses DPR-70 & 
DPR-75 A proposed NSHC determination A opportunity for hearing re 830127 request 
concerning semiautomatic switchover of safety injection sys, 

MCDONALD.DQ. Operating Reactors Branch 1. 83/07/27. 7pp 30722,337- 
30722 343. 

-8606040466 Notice of consideration of issuance ol amend to license DPR-70 A pro 
posed NSHC determination A opportunity for hearing re 630722 request to allow 
second Inseivice integrated leak rate test during fifth refueling outage. 

VARGA, S A Operating Reactors Branch 1.83/09/14 Bpp. 30 7 2 2. '344 -30723 -002 


-8S060406S9 AflldavK of C Stokes re mat! false statements A other evldenco lhal codd 
compromise quality of facility. Misconduct involves proced'Uro quallfFcatlon tests A 
plant mods during not functional testlng.Supportlng Info end 
STOKES.C Afliliatlon Not Assigned. 84/04/12 ttpp 30738 070-30736 087 


-8606040702 Forwards affidavit ol author re events allued to In Allegation 10 of reetd 
iJiterviaw w/Ofo ot Inspector A Audilor.Interview w/Smith requested to revise A ^ 
Allegation 16 or prepare separate charges. 

OEVINE.T Governmanl Accountability Project 84/07/11 MESSENGER.G OlfiMi)l 
Inspector A Auditor. Ip 30736:255 30736,266. 


-6506040462 Notice of consideration of Issuance of amend to License OPR-S A pro- 
posed NSHC determination A oppcrtunlty for hearing re 830201 request to Implement 
radiological affluent Tech Specs 

VARGA, S A Operating Reactors Branch 1. 84/01/20. 7pp, 30723 003-30723.009. 

-B6D0040467 Notice ol consideration of Issuance of amends to Licenses NPF 2 A NPF- 
8 A proposed NSHC determination A opportunity for heailng re 830304 request to 
clanfy Tech Spec action statement to allow operating flexibility 
VARGA, S A. Operating Reactors Branch 1. 6^/06/29. epp, 30723 010-30723 039, 

-8606040471 NoUco ol consideration of Issuance of amend to License DPR-26 A pro- 
posed NSHC determination A opportunity for hearing re 770506 requesi to revise 
Tech Specs to reflect provisions consistent w/ASWE Code,Section XI 
VARQA,SA, Operating Reactors Branch 1. 83/10/17, lOpp 30723 040-30723 054, 

8508040557 FOIA request for documents generated In connection w/SSER 22 
(NUREQ-0876) re operation of facilities which provided further findings on whlsllo- 
blower charges, 

DEVINE, T„ DIXON,C Government AccounlaWlity Project. 84/09/13 Office of Admin- 
istration 1p, 30723.065 30723.065. 

6506640560 Partial response to FOIA request for documents generated In connection 
w/SSER 22,NUREG-0e75 re operation of facilities App A documents availabte In 
PDR 

FELTON,JM. DMafoft of Rules and Records, 84/11/18. DEVINE,T., DIXON,C. Gov- 
ernment Accountability Project, 4pp. 30723.066-30724 '160, 

-8506040565 Rev 11 to QA Instruction 96 "Program for Insp A Acceptance of Existing 
Concrete Expansion Anchors In Pipe Hanger Jnstallatlons," Supporting documetvtalion 
end 

RUNYAN, J,P. Kellogg Co, 77/01/17. 2«9pp 30723,070 30724:008. 

-8506040569 Rev 6 to QCP-9 "QC Procedure (or Installatfon A Insp of Stud A Shell 
Concrete Expansion Anchora." 

• Foley, Inc. 63/11/07. 16pp 30724:009-30724,024 

-8606040574 Rev 2 to QM "Procedure tor Inspecting Grid " 

TENNYSON,V. Foley, Inc. 76/09/29. 21pp, 30724,025 30724,082, 

~8 506040580 Forwards results ol review ef electrical contractor Insp records re use of 
concrete expansion anchors fn electrical raceway supp)ort8.Ack of receipt of mail 
requested Supportfog documentation end. 

SCHUYLEfl,Ja Pacifies Gas A EleeWo Co, DCL-64 059, 84/02/16, MARTIN.J.B 
Region 6, Office ol Director. 72pp, 30724.063-30724:1^. 

-8506040586 Rev 11 to Q A Instruction 08 "Program for Insp A Acceptance of Existing 
Concrete Expansion Anchors In P«pe Hanger Installatons.' Supporting documentation 
end. 

RUNYAN, J,P, Kellogg Co, 77/01/17, 29flpp 30723.070-30724:008. 

-8506040569 Rev 6 to QCP-9 "OC Procedure for Installation A Insp of Stud A Shell 
Concrete Expansion Anchors," 

* Foley, loo. 83/11/07, 16pp, 30724.009-30724.024, 

-8506040674 Rev 2 to Ql-I "Procedure f« Inspecting Grid,’’ 

TENNYSON, V Foley, Ino. 76/09/29. 21pp. 30724;025-30724;082. 


-8506040705 Forwards rapt of 840626-27 Interviews conducted by R Smith for rovfew 
of accuracy A completeness. Inclusion of supportive Inlo referenced during Irrtervtevtrt 
allegations requested Supporting documentation and, 

MESSENGER, Q.H. Office of Inspector A Auditor 04/07/05 DEVING.TM Gwev 
men! Accountability Prefect. 2pp, 30736:259-30738.260. 


-8506040709 Recommends that attached Hr be sent to Devino re erroneous sislameri 
re Ole of Inspector A Auditor In 840708 rept of Intorvlow.DevIno possibly setting 
lor future Issue to be raised to further delay facility licensing 
SMITH, R.M. Office of Inspector A Auditor 64/07/13. MESSENGER.G H Oflteodte. 
spector A Auditor. Ip. 30730,261-30736:261. 


-6506040712 Ack receipt of rapt of 640626-27 Interviews by Smith Rolurn ol orianjl 
document requested.Comment made to correct misconception re function ol oTcof 
Inyieclor A Auditor Thanks expressed for addi Info provided w/repL 
MESSENQER,Q.H, Office of Inspector A Auditor. 64/07/18, DEVINE, J M Govomment 
Accounlabllity Project. Ip, 30738, 202-30738-262 


-8506040715 Discusses B40719 letcon w/T Rehm.lndenllty of recent Ofo of Irtsphtur 
A Auditor rept re (aclflty unknown.R Smith working on rept so alfeoalloni bv 7 
Devine Supporting documentation end. 

BOWERS.H. Office of Inspector A Auditor. 84/07/10, MESSENGER, G H, Ofllcfl of In- 
spector A Auditor. 4pp, 30738.263-30738:266, 

-8506040721 Forwards SSER 22 re (acllily, Affidavit of M Hartzman oncl. 

KNIQHT.J,P, NRC • No Detailed Affillaflon Given. 84/07/19, SMITH, R, NRC ■ NoDfr 
tailed Affiliation Given, 1p 3O738:207-3O738;2B9. 


-8506040727 Summarizes 840723 A 24 lelcons W/T Devine re add! matlors raisod h 
640710 Itr concerning facility Investigation 

SMITH.R.M, Office ol Inspector A Auditor. 84/07/27, Office of Inspector A Audker 
Bpp. 30738,290-30730:297 ^ 


-8606640734 Forwards comments on HM Smith In answer to T Devine 640725 ikls 
contained various derogatory comments about handling of facility Invaslloalion 
MESSENQER,Q,H. Offfce of Inspector A Auditor, 84/06/01. PALLADINO, ROSEBIA 
ASSELSTINE Commissioners, Ip, 30736:298-30738:300. 


-8606040738 Forwards RM Smith 840702 rept of Interview, sum martzf no resUtt et 
640625-27 interviews w/DevIne.for review to assure accuracy & complotonosB 
MESSENGERiQ.H. Ofllce of Inspector A Auditor. 64/07/05 DEVINE.TM, Owem- 
menl Accountability Project. Ip. 30738:306-30736:306, 


-8606050073 Rept Of 040026-27 Interview w/TM Devine re allegations raised te OAP 
840012 a 0503 petitions. 

SMITH, R,M, Ofllce of Inspector A Auditor, 84/07/02, 9pp. 30738:307-30736 318 


-8506050086 Responds lo reouesl by Chairman ofo re public dlactosufe of reel ot kv 
vastlgatfon entitled. "Diablo Canyon • 2.206 Petilion." Ofo of inspector A Audrfoi hw 
no options to release ot rept w/o deletions, 

MESSENGER, Q.H. Office of Inspector A Auditor. 84/08/13. PLAINS, H. Office of the 
General Counsel Ip, 30736:319-30736:319. 


-6506040580 Forwards resuHs of review ol electrical contraolor Insp records re use of 
concrete expansion anchors In eleotric^ raceway supports Ack of recent of matl 
requested.Suppor1lng documentation enef, 

SCHIJYLER,J,0, Paclfki Qse A Electrfo Co. DCL-64-069. 04/02/18. MARTIN, J.B, 
Region 6, Office of DIreolor. 72pp, 30724:083-30724:160. 


-8506060093 Requests that Exhibit 10,At1achment B, Exhibit 6, Attachment G A ExNW 
tAttachrrwnl H be removed from 640801 rept of invesllgalton onMtlod, "DWAj 
& roplaced.Name of O'Neill A R Rsher shoukl be deleted, 
MESSENGER, Q.H. 'Offico of Inspector A Auditor. 84/08/16. PLAINE,H.H, Otflts ot Ihs 
General Counsel. Ip. 30736:320-30736:320. 
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-8505050104 Forwards 0<c o1 Inspecwr & Auditor 640801 repi of Invosligation entitled, 
"Otabio Canyon • 2 20ft Polrtlon, ’ tor use In respertdirtg to various matters raised by f 
Oevino of GAP Name of O’Neill doleted from rnatl 

MESSENQER.G H Odice ol Inapoctor & Auditor 84/08/31 MARTIN, J 8 Region 5. 
Olhcool Diioctor \p a073B 321-30738 321 

-8806060114 SubmWs tfilo Irom 840313 mealing w/T Devine & J Ctewett from GAP & 
lour alCoQore T Oevino stated hordwaro problems wrrtton up on memos rather than on 
nonconformance ropis & Informal repairs made at plant 

SHACKtETON.O C Off loo of Invosligation 84/03/16 BISHOP.TW Region 5, Office 
01 Director Ip 30?38 322-30730 324 

--B6000E0123 Aok 840627 nolo Advises thal NRC prepared tor arto vi'sK if such visit still 
dooirod Supporftno documonlalion and. 

SMOLLENBERGEn Region 5, Office of Director 84/07/05 DEVINE.T Government 
AccounioWlity Proloct 12pp 30738'3S5-30738 336 

-6606050134 Forwards description of Items ol concern re design & const identified on 
NnC &40411 Insp Ol lacttlty vi/aolocted anonymous atloQers & uvt 
roaolullon Supporting documonlallon and 

SOHUYuen.JO. Paclllc Gas 8. Eloctrte Co OC\.-84-l70 84/05/02 MARTtN.JB 
Reg Ion 5. Olfico ol Director 206pp 3073B 337-30730 182 

-0500050144 AKidavll of H Hudson ro OA broakdown (or v*ofli of Pullman Power Prod 
UCl9 at tacliliyOA brookdown tor welding, NDE, hydrostatic tests, vendor OA & records 
lalsllicatton discuasod 

HUDSON, H. Pullman Power Products Corp (formerly Pullman, tnc) B4/01/12 31pp 
30730 1»3-30730,213. 

-8508050153 forwards Ole ol Inspoclor & Auditor 040001 ropi ra facilillos 
HEnn.E. Ollioe of Inspector & Auditor 84/00/00 COMBS.F Office ol Congressional 
Affttfra. fp 30730 214 30730 316. 

-8508050160 Dlscusaos Dovlno 840725 llr.willidrawing altogattons against NBC con- 
cemlnn facllilios Oovino cliod "covorup” as reason lor withdrawal Possibility exists that 
GAP Irving to ovoko omoilonal rosponao & cloud Ullgatod Issuo 
SMlTHTIM Ollico ol InapaClor & Auditor 04/00/01 MESSENGER.Q H Office ol In- 
Bpaclor & Auditor. 2pp 30730 301-30730302. 

"0606050106 Discusses 040723 & 24 tolcons w/T Devine re facilHy 

(iwosUontloaOovloo informod that addi wlinesses may not be inten/lewod unless need 
to Cto so dovolops Dovlno announced withdrawal ol allegations 
SMITH R.M. Ollico ol Inapoctof & Auditor 84/07/27 Ollice ol Inspector & Auditor 
3pp, 30730- 3t33-3073B;3DB, 

-8402210404 SECY 04 061 Provides Commission w/lnlo on status of stall resolution ol 
oHoaftWortB & concorns to doatgn.cQnsl a operation ol facility as appUcsWe to Com- 
miegion dollborollon on lloonslng plant lor ciiiicallly & low power testing 
OIRCKS.WJ. Ollico ol llio Exocullvo DIroclor for Operations 04/02/00 12pp 
30737-210 30737-311. 

-0406070356 Forwards 040503 10CFR2.208 polUlon filad by Goyl Accounlab'l'ty 
Profoct »o conduct ol NRC porsonnol Involved In llconsing review for laolllty.W/o encl 
ElEbeRMANJ. Rogionol Oporallons & Enlorcoment Division, B4/05/1& 
MESSEMQEfl.Q. Ollico ol tnspoclor & Auditor. Ip 30730.088 30730.253. 

-8606040020 "QA Ropl ol AccompHahod Job Tasks." Supporting documentation end 
QESKE.O. M.W. Kellogg Co 04/12/11 22pp 30737.312-30737.333 

-0506040626 “QA Ropt Of Oocumontalion & R“dlographlo Film RovieW." 
nUNYAN.J.P M.W. Kollogg Co. 77/04/22 6pp 30737:334-30737.338. 

"8600040638 Forwards GAP 2 206 poltlion for con8idorallon.por Commission 840413 

L*Otftco ol tho Qonotal Counsol 84/04/16. 

Itvspootor a Autlitor. HAYES, B Q. Office of Invosligation. ip. 30737.339 30730 012 

SXaWe. MESSENGER, a Olllo. 0, 

(nspoolof & Auditor. Ip, 3073 ft. 265-30730.260. 

"Wor,?; 

dEVINE,TM. 

moni Accountability Proloct 2pp. 30738.269-30730 260. 

spoCtOf a Auditor. Ip. 30730.261-30730.261. 

-6606040712 Aok 

Accoumabrtity Proloct. Ip. 3073^262-30730.262 


. Office of In 


“8506040727 Summarizes 640723 & 24 telcans w/T Derma re addi maitcis la'Si-d m 
840719 Itr concerning facilily investigation 

SMITH.RM Office of Inspector a Auditor 84/07/27 Office of Inspector i Aud'tcr 
8pp 30730 290-30738.297 

••8500040734 Forwards comments on RM Smith in answer to T Devine 840725 Itr l(/ 
contained vanous derogatory comments about handling ot lacility investigation 
MESSENGER.Q H Office of Inspector & Auditor 64/08/01 PAUUDINO. ROBERYS 
ASBEbSTlNE Commissioners Ip 30736296-30738300 

“8508040738 Forwards RM Smith 840702 rept ol inleiview.summaruing resu’ ts of 
840625-27 inleiviews w/Oevine.for review to assure accuracy & completeness 
MESSENGER.© H Office ol Inspector & Auditor 84/07/05 DEVINE.T M Go/ern- 
merit Accouritabilily Prolecl Ip 30738 306-30738 306 

-8506060073 Rept ot 840625 27 inteiviow w/TM Devine re allegations raised m GAP 
840812 & 0503 petitions 

SMITH.RM Office ot Inspector a Auditor 84/07/02 9pp 30738 307-30730 318 

-8506050088 Responds to request by Chairman ole re public disclosure ot repi ol in 
vosiigalion enblled. "Drablo Canyon - 2206 Peiition " Ofc of Inspector A Auditor has 
no obiectionS to release of rept w/o deletions 

MESSENQER.G H. Oftlce ol Inspector A Auditor, 84/08/13 PLAINE.H OtHco of lha 
General Counsel Ip 30738 319 30738 319 

-0606050093 Requests that Exhibit lO.Allachment B.ExhibU 6, Attachment G A Exh.bu 
1. Attachment H he removed from 840801 rept ol inye 5 ti 9 at<on enWIed. "Oiabto 
Canyon - 2 206 Petition" A replaced Name of O’Neill A R Fisher should he deleted 
ME&ENGER.GH Office ot Inspector A Auditor 04/08/16 PLAINE.H H OITice ol tho 
General Counsel ip 30738 320-30738 320 


-0608050169 Discusses Devine 640725 “hwi'^dravrlng allroations I 

cemtog »sDevlna cited cover^^^^ Hunmed i^Sf ^ 


“8506050104 Fowurds Ofc ol Inspector A Auditor 040801 rept ol investigation entitled 
"Diablo Canyon - 2206 PeiiHon.’' for use in responding to various matters raised by T 
Devine ol GAP Name ot O'Neitt deleted from mall „ 

MESSENGER.Q H Office of Inspector A Auditor 84/08/31 MARTIN. J B Rogion 5. 
Office ol Director Ip 30738.321 30730 321 

-8508050114 Submits info Irom 840313 meeting w/T Oevma A J Clewelt from GAP A 
four allegers T Devine stated hardware problems written up on memos rather than on 
nonconformance repts A informal repairs made at plant 

SHACKLETON.O C Office of Investigation 84/03/16 BISHOP, TW Region 5. Office 
ol Director ip 30738 322-3073B 324 

-8506050123 Aok 840627 note Advises that NRC prepared for site visit if such visit still 
desired Supportina documentation encl x . 

SHOLLENBERQCT Region 5. Office of Director. 84/07/05 DEVINE.T Government 
Accountability Project 12pp 30738 325-30738 336 

-6506050134 Fonvards descnption of items of concern re design A const identified on 
NRC 840411 Insp ol lacitity w/selecled anonymous allegers A ulJ 

resolution Supporting documentation encl oxincmo uiDTium 

SCHUYLER.JO Pacific Gas A Electric Co DCL-84-170 84/05/02 MARTIN, JB 
Region 5, Office of Director 206pp 30738 337-30739 182 

-8506060144 Affidavit ol H Hudson re QA breakdown for work of 
ucls at facility QA breakdown tor welding.NDE, hydrostatic tests.vandor OA & records 

HUDSQM.H*^PuHmw?Powe‘ Products Corp ((ormerly Pullman, tnc ) 84/01/12 31pp 
30739183-30739 213 

— Bfiososoiso Forwards Ole of Inspector S Auditor 840801 rept re facilities 
HERR F Office of Inspector A Auditor 84/08/08. COMBS.F Office ol Congressional 
Allairs Ip 30738 214-30739 215 

NRC con- 
' exists that 

cavnWVB IBCliniua UOMWia V.IW3V1 . 

QAP^ing to evoke emotional 'ospdnse A ^toud litigated tesue Otfbc« ol In 

SMITH R.M Ollico of Inspector A Auditor. 84/08/01 MESSENGcH.G.h urnce o in 
spector A Auditor 2pp 30730 301-30736 302 

3pp. 30738.303-30738 305 

B5060S0003 FOIA request for four caiegones ol documents Including Info re exemption 

GriABEB," BC"® '' 

30745:029-30745.029 

8506050005 Responds to FOIA request ^our categories ol documents Forwards app 

85/01/30. GRAaER.L NUS Corp. 2pp. 

30745030-30746073. 

30746 044. 

BSO60S0012 Exemption from schedular requirements oMOCFRSO 4B(dI4) re aHerna- 

'S' V M746M5. 

30T45.050 

30745 8151-30745.058 

_«S1I!0S00« S.leN evaWslIOO BUpIMIni Am«,d. 105 i 99 to l.lc«so9 DPMI » 
30746;073 
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850605^023 FO!A request tor -dcicumenls re NRC 84t218 meeting w/ Hydrogen Conitol 
Owneis Group & experiments conducted at Sandia on small /large-scale containment 
models Mali relevant lo Perry proceeding 

HIATT, SL Ohio Crtizans for Responsible En,ergy 84/12/18 FELTON.JM Division o I 
Rules and Records Ip 30745 012 3[>r45 012 

8506050031 Further re^onso lo FOfA request (or documents re NRC 841218 meeting 
w/ Hydrogen Control Owners Group S Sandia experimenls on small/targe scale steel 
conlalnment models Forwards drawings responsive to request 
FELTON, JM Division oi Rules and Records 65/03/06 HlATT.SL Ohio Citizens tor 
Responsible Energy Ip 30745 013 30745 059 

-B506050037 Notilicalion ot 841218 meeting w/Hydrogen Control Owners Group in 
NorwoDd,MA,to review & inspect instatialion of lest equrpment in 1/4 scale test lacili- 

ItAHLE.CR Licensing Branch 4 84/12/11 ADENSAM.EQ Licensing Branch 4 ip 
30745 014 3074 5 014 

8606050062 FOIA request tor ends lo Gull Slate Ulils 84t1&20 daliciency ropt re ITE- 
Qould Typo 2150 overload relays & ends to NRC 840830 Ur lo VEPCO re request (or 
addi into on SPDS to be placed in PDR 

GRABEfl.L NUSCorp CD LIS 85 088 85/01/31 Division o( Rules and Records Ip 
30745 004-30745004 

6506050061 Responds to FOIA request lor end to GuEl State Utils 840820 Itr to NRC re 
Could Tyos 21 SO overfoad relays 8 undated request (or addl Info re Surry & North 
Anna SPDS Forwards App A documents Documents also available in PDR 
FELTON.JM Division of Rules and Records 85/03/04 GRABER.L NUSCorp 2pp 
30745 005 30745011 


-8506050189 Informs that revised policy statement on milt tailings regulation 
unacceptable NRC interpretation of law accurate ” 

ASSELSTINE.J K Commissioners 84/00/06 PALLADINO CommissJonots in 
30744 325-30744 325 ^ 

-8508050196 Submits ditforing prof opinion re legal foundation for proposed rulomakm 
& U mill tailings enforcement & implementation policy Proposed Commission aclrw 
may needlessly surrender NRC Jurisdiction to EPA 

TOURTELLOTTE.J Regulatory Reform Task Force 84/00/06 PALLADIIStO ROB 
ERTS, A5SELSTINE Commissioners 2pp 30744 326 30744 327 

-8506050202 Discusses J Tourtollotte differing prof opinion re U mill lailmoi 
regulations Commission should proceed w/proposed rules A pofo 

statsmeni Tourtellotto should prepare legal opinion lor consideration durinn comment 
period 

ASSELSTINE,J K Commissioners 84/09/07 PALLADINO, ROBERTS BERNTHW 
Commissioners Ip 30744 328-30744 328 

-0506050204 Discusses basis for differing prof opinion on U mill la/iinos 

rogulalion Commission should delay further action at prosoni duo to listed IocbIc^ 
side ratio ns " 

TOURTELLOTTE.J Regulatory Rotorm Task Force 84/09/14 PALLAOINO Comfru 
sioners 2pp 30744 320 30744 330 

-6508050209 Responds lo 840008 memo re revised U mill tailings enlorcomont A in>- 

f ilamentation policy Rovised statement greatly weakens NRC postliory on LPA 
unsdiction Rescission of FR notice of proposed rulemaking queslionorf 
ASSELSTINE.J K Commissioners 84/08/10 PALLADINO Commisslonota 2mi 
3074 4 331 30744 332 ^ 


-8506060069 Attachment ol Ural Deficiency Rept DR 138 ro ITE Gould Typa 2150 
overload relays out o( calibr Relays sent back & replaced w/L10 overload 
relays Response to request for addl into re Surry & North Anna SPDS end 
• Gulf Slates Utilities Co, DR-138 84/08/20 NRC - No Detailed Affiliation Gwen 5pp 
30745 007-30745 01 1 

B5060SD078 FOIA request lor responsos to remaining questions lor Commissioners 
Bernihal & Asselstmo submitted by Representatives Fuqua & Lloyd 
AFTERGOOD.S Committee to Bndge the Gao 85/02/06 Oflico of Admlnislratlon 
Ip 30744 347-30744 347 

8506050083 Responds to FOIA request lor responses to remaining six questions tor 
Commissioners Bornthal & Asselstino submitlod by Representatives Fuqua & Lloyd re 
proposed conversion ol research reactors to tow enriched U fuels Responses enci 
FELTON, J M Division of Rolas and Records 85/03/04 AFTERGOOD.S Committee 
to Bridge the Gap tp 30744 346 30744 358 

-6508050066 Forwards romaining six responses tor record of hearing on conversion ol 
research & test reactors to low enriched U luolOnginal responses forwarded on 
841217. 

KAMMERER.C Office of Congressional Affairs 85/01/15 LLOYD.M , FUQU/J,D 
House of Rep , Science & Technology. 10pp 30744 349 30744 356, 

8506050094 FOIA request for documents re 850130 31 meetings between NRC & Hy 
drogen Control Owners Group 

HIATT.S L Ohio Citizens lor Responsible Energy 65/01/30 FELTON, J M Division of 
Rules and Records 1p 30744 135 30744 135, 

6508050100 Response to FOIA request for documents ree60t30>31 mootings between 
NRC & Hydrogen Control Owners Group Forwards tfocumonls listed In app, 

F ELTON, J M Division of Rules and Records 85/03/12 HIATT.S L Ohio Cilizons tor 
Responsible Energy 2pp 30744,136-30744 253 

-8506060130 "Status of ORNL Models for Hydrogen Generation in BWR Coros," talk- 
ing paper Info re 850130 31 meetings bet wo on NRC & Hydrogen Control Owners 
Group end. 

HODQE.SA Oak Ridge Nallonal Laboratory 85/01/28 81pp, 30744.138 30744 253 


8506050251 FOIA request tor documonts concerning ElS.assessmenls & annlvsos rcll- 
conso 21-00265-08 for Dow Ctiomical Co 

KOHN.S , CONDIT.R Government Accountability Project 84/11/05 Olllco oi AJir.n. 
islration 2pp 30743.001-30743 002 

8506050255 FOIA raquesl for documonts ro neutron activation analysis 
LOVELACE.AL Alliliation Noi Assigned 85/01/17 NRC No Dotaltod AfWaUfl 
Given Ip 30759 001-30759 001 

8506050261 Response to FOIA request tor Into ro neutron activafion analysts Fotwiiils 
excerpt from ABC publication NRC does not keep records on subj 
FELTON.JM Division of Rutos and Records 85/03/13 LOVELACE,AL AiWatvn 
Not Assigned Ip 30759 002-30759 005 

8506050262 Responds to FOIA request for documonts ro License 21-00265 00 for Op* 
Chemical Co.fncluding ElS.assessments & analyses Forwards documonis In Anpi AS 
B App B tfocumenls partially withhold (ref FOIA Exemption 6) 

FELTON, J.M Division of Rules and Records 84/12/07 KQHN.S, CONDIT.R Gv< 
ornmeni Accountabitity Project 4pp 30743 005 30744 134 

-8506050266 Forwards Itrs of opinion from Slate of Ml Atty Qonoral OJe K oppkatU 
statutes ro statutory authority over Ionizing radiation & radioadlvo mallTutivviii 
agreement necessary tor slate health 4 safely control over sources 
PARSONSJW Dow Chemical Co, 01/04/13 COOPEfl.JW Ronton 3. Offii o el ft 
rector 20pp 30743,022 30743 173 


-8606050299 Responds to 830105 request for legal opinion re authority of Stato cl AM 
to issue permit authorizing Dow Chemical Corp facility In Midland, Ml to InciMiiii 
radwasta Slata is not Agreement Stale per Section 274(b) of Atomic Enoray Ml 
LEWIS,SM Region 3, fjffice Ol Director. 03/07/20 WILSQN.AK Environmonlal Cw 
grass olMrd Michigan 120pp 30743 174 30743 174, 

-6596 950313 Responds to 840229 Inquiry ro status ol ronewal of LIconso at OOTf,! 
06 Application for renewal of llconso timely filed Existing llconso will noi oxpiruu-iU 
final NRC action lakon Related info end 

AXELSON.W L Region 3, Office of Oireotor 84/04/26 WILSON, A K. Eovironmentd 
Congress ol MId-MIchlgan 5pp 30743 175-30743 100 


6508050137 FOIA request for copies of I n dus III a V academic insp questionnaires & other 
forms used by NRC to conduct roulino insps 

KRIEN SCHMIDT Baxter Travanol Laboraloiias, Inc. 65/02/06 RoglonG, Ofllce ol Di- 
rector Ip, 30744'333-30744 333 

6508050142 Response to FOIA request for Industrial/ecBdemlc Inse questionnaires & 
other forms used by NRC to conduct Insps. Forwards Region 111 mdustrial/acadsmlo 
tnsp ropi form 

FELTON.J M Division of Rules and Records. 85/03/11. KRIEN-SCHMIDT Baxter Tra- 
venol Laboratories, inc 2pp 30744 334-30744'346 

-8506050146 "Region ID Nuclear Malls Safety SectiQii Industrial Acadoirfc Insp Rapt ” 
* Region 3, Olfica of Director 84 /OB/ 01 11pp 3 0744 ‘336-30744 346 

8506050164 Further respohso lo FOIA request re U mill tailings regulations Forwards 
App H documents.Documenls also avelfabia In PDR Attach monl 1 to App I documonl 
& all App J documents withheld (ref FOIA Exemption 5), 

FELTON.J M Division ot Rules and Records. 85/03/12 BERICK.D. Environmental 
Policy InslUute, 5pp 30744 254 30744-332 

-8506060164 Recommends meeting to discuss issues re EPA & NRC responsibilities In 
regulatlne waste disposal & radiation stds & possible need For revised MOU 
PALLADINO, NJ Commissioners 84/01/16. RUCKELSHAUS.W.D Environmental Pro 
taclton Agency, 1p. 30744 262-30744‘2e2 

-8506060170 Notation vote appraving,w/mQds,SECY-a3 523 la proposed amends lo U 
mill tailings regulations Comments & marked up proposed rule enci 
ASSELSTINE.J K, Commissioners 84/06/26 CHILK.SJ. Office ol the Secretary ol 
the Commission, 10pp 3 0744:2 63-307 4 4:3 03 

-8506050178 Advises of course of action on SECV-as 523 lo proposed amend to Li mill 
(alfings regulatfons & advance notfee of proposed nulemaldng. 

CHllKS X Olfic© of the Secretary of ihe Commission. 84/07/10 DIRCKS.W J. Office 
of the Executive Director lor Operations 20pp 30744:304-30744 323. 

-8506050184 Requests cancellation ot publication In B40802 FR of proposed rules on 
10CFR4 9, Notice forwarded w/o approval of full Commission. 

HOYLE, J.C Olftce ol the Sacretary of the Commission 84/08/01 BYRNE.J E. Office 
of Ihe Federel Register Ip 30744:324-30744 324 


-85060S0332 Requests addl info re 030027 application tor ronowal ol Llconso Ji- 
00265 06, Including functions of radiation aafoly cammUteo In ndmlnlslorlnn radWtxva 
mail program & locations ol malls use Related Info end 

MCCANN.QM Region 3, Office of Director, 84/06/07 RAMPY.LW Dow Choir*, u 
Co app 30743 161.30743,189 


-6500050366 Forwards page from "Invosligalion of Qroundwator Quality in HvmkL 
Area of Saginaw County ’ Dow Chemical Corp may have diaposod ot (aiixMKtad, 
mails IFtrougn deep well method of disposal Related Info end. 

WILSON, AK Environmenlal Congress of Mid Michigan 84/Q6/2S SHtNIAWSri 
NRC- No Detailod Affiliation Given 4pp 30743 216-30743‘220 


-8506050379 Requests Into re NRC licensing of Dow Chemical Co & Drug A lift 
Disposnl.lnc facilities & regulation of radioactive mails handllno.troalmorx sioiArH'A 
dtsposal 

BRUCHMANN.Q.W Michigan, State of 94/10/31. LiCKUS.R. Region 3. Olfke dft. 
rector. 2pp, 30743'221 -30743 232 u . v «,■« v* i. 


-8506060308 Inlofms of loss of Cs 137 sealed source while longing Dow Oruvii Vi«l 
33Causa unknown Well operations suspended unlit source rocovorod 
LANGNER.BR Dow Chemical Co 77/04/19 Region 3, Chicago, Oflico ol IN Drve 
tor Ip. 30743 233 30743 233, u ufw 


-6S080S'0396 (niorms of recovery of cesium source roportod foal on 770413 m Otw 
Chemical Corp wall near Midland, Ml.Sourca in excellent condHion.yndpmaoed & W44- 
tered. 

HALL,JO. Seismograph Service Corp (subs _ of Rayltioon Co) 77/OI/Oi 
254 .: 


LONERQANiT. RogTon 3, Chicago, Office of the Director ip 30743 264 ■3074] 2H. 

-8606050406 Ack receipt of 770701 rept of rocovory ol Cs-1 37 aourco ronotled bM w 
770413 In Midland, Ml well Handwritten notes end. ‘ufKxieq wm ry* 

ALLEN, J.M. Region 3, Chicago, Office of the Ofroctor. 77/07/20. HALL J D Starw. 
graph Seivica Corp (subs, of Raytheon Co ). 7pp 30743:235-30743 241.' 


-8506050414 Forwards application for renewal of License 21-00265-06 ftam 14 
Khdtond Ml fadlity ° disposal (or byproduct mati wastes g«4>ei8i«d m 

RAMPYX W Dow Chemical Co. 16934. 84/09/28. MCCANN.Q W Roolon 3 
Director, Ip 307 43-242-30743, 242. f or 
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•*8506050420 Application for renewal of License 21 00265 06, expanding Itom 14 to in 
elude disposal of matl wastes by mcineralion, including combustible liquids & scinlilla- 
(I'on vials Related info end 

RAMPY.LW Dow Chemical Co 84/00/11 163pp 30743 243 30744 045 


>•8506050355 Requests legal opinion re whether State of Ml has authority to issue 
permit lor incineration of low level radwaste Related Info enicL 
WILSON, A, K Environmental Congress of Mid Michigan 02/01/05 MALLETT Region 
3, Chicago, Ollico of the Director (01/03/01) 26pp 30743 190-30743 21 5 


•‘&506050423 Procedure ES-2BD, "Liquid Scintillation Counting Method for Radioassay 
of Wipe Test Samples " Portions withheld 

L1CKLY,LC, TAKAHASHI,IT Dow Chemical Co 79/05/09 89pp 30744 046 
30744‘t34. 

~B50 5050285 Forwards Itrs of opinion from Slate of Ml Ally General Ole & applicable 
slalulas re slatufory authority over ionizing radiation & radioactive matl Turnover 
agreement necessary for stale health & safety control over sources 
PAHSONS.TW Dow Chemical Co 81/04/13 COOPER,J W Region 3, Office o1 Di- 
rector 26 pp 30743 022-30743 173 

-*8506050209 Responds 1o 830105 request for legal opinion re authority of Stale of Ml 
lo issue permit authorizing Dow Chemical Corp facility in Midland, Ml to incinerate 
radwaste Slate is not Agreement State per Section 274(b) of Atomic Energy Act 
LBWIS.S H Region 3, Office ol Director 83/07/29 WILSON, A K Environmental Con- 
gress of Mid Michigan 120pp 30743 174-30743 174 


-6506050365 Forwards page from "Investigation of Groundwater Quality in Hemlock 
Area ol Saginaw County Dow Chemical Corp may have disposed of radioactive 
malls Ihrougli deep well method of disposal Related info end 

WILSON.aR Environmental Congress ol Mid-Michigan. 84/06/26 SRENIAWSKI 
NRC . No Dolailed Affiliation Given 4pp 30743 216-30743 220 

-850 6050379 RequeUs into re NRC licensing of Oow Chemical Co & Drug & Lab 
Disposal, Inc facilities & regulation of radioactive mails handling, treatment storage & 
disposal 

BRUCHMANN.GW Michigan, Slate of 84/10/31. LICKUS.B Region 3. Olllce ol Di- 
rector 2pp 30743 221-30743 232 

-8506050308 Informs of loss of Cs 137 sealed source while logging Dow Brine Well 
33 Cause unknown Well operations suspended unlit source recovered 
LANGNER.R R Dow Chemical Co 77/04/19 Region 3, Chicago, Office of the Direc- 
tor Ip 30743 233-30743 233 


■85060SD313 Responds to 840229 inquiry re status ol renewal of License 21 00265- 
06Apnlicalion for renewal of license timely filed Existing license will not expire until 
final NRC action taken Related info end 

AXELSON,W L Region 3. Olllce of Director 84/04/26 WILSON,A K Environmental 
Congress of Mid Michigan 5pp 30743 175-30743.180 

•8506650332 Requests addi info re 830927 application for renewal of License 21- 
0026S-06,including functions of radiation safety committeo In administering radioactive 
mall program & locations of malls uso Related mfo end 

MCCANR.G M Region 3, Office of Director 84/06/07 RAMPY.L W Dow Chemical 
Co 9pp 30743 181-30743 109 

-8506050355 Requests legal opinion re whether State of Ml has authority to issue 
permit lor irrcineratloh ol tow level radwaste Related info end 
WILSON, A.K Environmental Congress of Mid-Michigan 82/01/05 MALLETT Region 
3. Chicago. Office of the Director (81/03/01) 26pp 30743 190-30743 215 


■8506050396 Informs of recovery of cesium source reported lost on 770413 in Dow 
Chemical Corp well near Mid land, Ml Source in excel lont condition, undamaged & unal- 
fered 

HALL,J D Seismograph Service Corp (subs, of Raytheon Co) 77/07/01 
LONERGAN,T Region 3, Chicago, Office ol the Director Ip 30743 234 30743 234 

■8506050406 Ack receipt of 770701 rapt of recovery of Cs-137 source reported lost on 
770413 in Midland, Ml well Handwritten notes end 

ALLEN. J M Region 3. Chicago, Office of the Diroclor 77/07/20 HALL.J D Seismo- 
graph Service Corp {subs of Raytheon Co ) 7pp 30743 23 5-3 0743*241 

■8500050414 Forwards applicalion for renewal o( License 21 00265 06 Item 14 ex- 
panded to Include Incineration disposal for byproduct matl wastes generated at 
M/dtarrd.MI facility 

BAMPy,LW Dow Chemical Co 15034 84/09/28 MCCANN,GW Region 3, Olfice of 
Director Ip 30743 242-30743 242 


—8500050365 Forwards page from "Investigation ol Groundwater Quality In Hemlock 
Area ol Saginaw County'*' Dow Chemical Corp may have disposed of radioactive 
mails through deep well method of disposal Rotated info end 
WILSON, A R Environmental Congress of MId-MIchlgan 84/06/26 SRENIAWSKI 
NRC - No Detailed Affiliation Given 4pp 30743 216 30743 220 

-B 50605037 9 Reouesis info re NRC licensing of Dow Chemical Co & Drug & Lab 
Disposal, Inc facilittos & regulation of radioadive metis handling, treatment storage & 
disposal 

BRUCHMANN.G W Michigan, State of 84/10/31 LICKUS,R Region 3, Office of Di- 
rector- 2pp 30743 221-30743 232 

—9506050388 Informs of loss ol Cs-137 sealod source while logging Dow Btlna Well 
33 Causa unknown Well operations suspended until source recovered 
LANQNER.R R Dow Chemical Co. 77/04/19 Region 3, Chicago, Office of the Oireo- 
lor Ip 30743 233-30743 233, 

-8506050396 Informs ol recovery ol cesium source reported lost on 770413 in Dow 
Chemical Corp well near Midland, Ml Source in excellent condition, undam aged & unal- 
torod 

HALL.JD Seismograph Service Corp (subs, of Raytheon Co), 77/07/01 
LONERGAN.T Region 3, Chicago, Office of Iho Director ip 30743'234-30743 234 


•85O605G420 Application lor renewal ef License 21-00265 66,oxpanding Item 14 to in- 
clude disposal of mall wastes by Incineration, including combustibta liquids & scintilla- 
fron vrsls Related Into enci 

RAMPY.LW Dow Chemioal Co 84/09/11 163pp 30743 243-30744 045 

■0506050423 Procedure ES-aso, "Liquid Scintillation Coiinlmg Method for Radioassay 
of Wrpa Test Samples " Portions wrffihdd, 

LICKLY.LC, TAKAHASHLI T Dow Chemical Co 79/65/09 BOpp. 30744 046 
30/44,134 

■8506050285 Fonvards Itrs of opinion from Slate of Ml Ally General Ofc & opplicablo 
statutes re slalulorY authority over Ionizing radiation Sl radicactiva mall Turnover 
agreement necessary for state health & safety control over sources 
PARSONS, T.W Dow Chemical Co, 81/04/13 COOPER, J W Region 3, Oflioo of Di- 
roctof 2epp 30743 022-30743 173 

■Q5060S0299 Responds to 830105 request for legal opinion re aulh'OrifV of State of Ml 
to Issue permit authorizing Dow Chamlcat Corp facility in Midland, Ml lo Incinerate 
rodwasle Stale is nol Agreomenl State par Section 274(bJ ol Atomic Energy Act 
LEWIS, S H Region 3, Olfice of Director. 83/87/29. WILSON, A K. Environmental Con- 
gress of Mid-Michtgan 120pp. 30743,174-30743 174, 


■8506060406 Ack receipt of 770701 rept of recovery of Cs-137 source reported lost on 
770413 in Midland, Ml well Handwritten notes end 

ALLEN.J.M Region 3, Chicago, Office of iho Director 77/07/20 HALL,J D Seismo- 
graph Service Corp (subs of Raytheon Co.) 7pp, 30743 235-30743 241 


■6606050313 Responds to 840229 inquiry re status ol renewal ol License 21-00285 
OS Application for renewal of license timely filed Existing license will not expire until 
ftnaf MRC aofion taken Related info end 

AX6LSON,W L Region 3, Office of Director, 84/04/26 WILSON. A K Environmental 
Congress of Mid-Michigan 5pp. 30743:175-30743 160, 


■8506050414 Forwards application for renewal ol License 21-00265 06 Item 14 ex- 
panded to include incineration disposal tor byproduct matl wastes generated at 
Midland, Ml facility. 

RAMPY.LW Dow Chemical Co. 15934 84/09/28 MCCANN, GW Region 3, Office of 
OJraolor. Ip 30743. 242-30 74 3:242. 


■6506050332 Requests addI (nfo ra 830927 application for renewal of License 21- 
00265 OS.Including functions ol radiation safety committea in administering radioactive 
matl program & locations of malls use Related Info end 

MCCANN.Q M Region 3, Office of Director 84/06/07 RAMPY,L W, Dow Chemical 
Co Opp 3Q743'ie 1-30743, 189. 


-B 5060504 20 Application for renewal of License 21-00265 06, expanding Item 14 to In- 
clude disposal of matl wastes by Incineration, Including combustible liquids & scinlllla- 
tfon vials Rotated Into encf 

RAMPY.LW Dow Chemical Co. 84/09/11 163pp 30743 243-30744 045 

-3506050423 Procedure ES-200, '‘Llouid Scintllletlon Counting Method for Radioassay 
of Wipe Test Samples," Portions withheld. 

LICKLY.LC. TAKAHASHI.IT Dow Chemical Co 70/05/09 SOpp 30744.046- 
30744 134 


■8506050268 Forwards Itrs of opinion from Slate ol Ml Ally General Ofc & applicable 
slatules ra statutory authority over ionizing radialioh & radioactive mall Turnover 
Agreement neceasaiy for slate health & safety control over sources 
PARSONS, TW. Dow Chemical Co 81/04/13, CQOPER.J.W Region 3, Office ol Di- 
rector 26pp 30743 022-30743.173 


■8506050290 Responds to 830105 request lor legal opinion re authority of Slate of Ml 
lo issue permit authorizing Dow Chemical Corp facility in Midland, Ml to Incinarata 
radwflsIe.SlatB is nol Agreemenl State per Section 274{m of Atomic Energy Act 
LEWIS.S H Region 3, Office of Director 83/07/29 WILSON.A.K, Environmental Con- 
gress of MId-MIchlgan 120pp, 30743'174-30743‘174, 


-8506050313 Responds to 840229 Inquiry re status of renewal of License 21-00265- 
06. Application lor renewal of license timely filed.Existlng license will nol expire until 
final NRC action taken Related Info end .r , . . 

AXELSON.W L, Region 3. Office of Director. 84/04/26. WILSON.A.K Environmental 
Congress of Mid-Michigan 5pp 30743.175 30743:180. 


—8506060332 Requests addi info re 830927 application for renewal ol License 21- 
00265-06,tnoluding functions of radiation safety committee In administering radioactive 
mall program & locations ol mails uso.Related info end. -l. , , 

MCCANN.Q, M Region 3, Office of Director. 84/06/07 RAMPY.L, W Dow Chemical 
Co 9pp 30743:181-30743.189 


-6506080365 Requests toga! opinion ra whether State of Ml has authority to Issue 
permit for incineration of low level redwaalo Related Info end 
WILSON, A, K Envlronmenial Congress of Mid Miohlg 0 n 82/01/05 MALLETT Region 
3, Chicago, Office of the Director (81 /03/0 1 ) 26pp. 30743-190-30743 216 

-8506050365 Forwards page from ‘'Investigation of Groundwater Quality in Hemlock 
Area of Saginaw County. Dow Chemical Corp may have disposed ol radloaclivir 
metis through deep well method of disposal .Re fated info end 
WILSON, AK. Environmental Congress of MId-MIchlgan 84/06/26. SRENIAWSKI 
NRC - No Detailed Affiliation Given. 4pp. 3 0743' 21 6-30743,220. 

-8506060370 Requests Info re NRG licensing of Dow Chemical Co & Drug & Lab 
Disposal, tne faci’ilies & regulation of radloacffve mails hanaling,1rea(man( storage & 
disposal 

BRUCHMANN.G W Michigan, Slate of. 84/10/31 UCKUS.R, Region 3, Office of D| 
rector. 2pp 30743 221-30743 232. 

—8506050338 Informs of loss of Cs-137 sealed source while logging Dow Brine Well 
33 Cause unknown Well operations suspended until source recovered, 

LANGNER.R, R Dow Chemical Co. 77/04/19 Region 3, Chicago, Office of the Direc- 
tor. 1p 3 0743-233-307 43,233. 

—8606060396 informs of recovery ol cesium source reported lost on 770413 In Dow 
Chemical Corp well near Midland, Ml Source In excellent condition .undamaged & unal- 
tered 

HALLJO Seismograph Service Corp (subs, of Raytheon Co,) 77/07/01, 
LONERGAN.T Region 3, Chicago. Office of the Direotof. Ip. 30743'234-30743'234, 

— 85060504D8 Ack receipt of 770701 rapt of recovery of Cs-137 source reported lost on 
770413 In MfcKand.Mf well, Handwritten roles anct 

ALLEN,J M. Region 3, Chicago. Olllce ol the Director. 77/07/20 HALL,J.O Seismo- 
graph Service Corp (subs of Raytheon Co ) 7pp. 30743.235-30743:241. 
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~850'6050414 Forwards application (or renewal ol License 21-00265 06 Itom )4 ex- 
panded to include incineration disposal (or byproduct mall wastes generated at 
Midland, Ml facility 

RAMPY.LW Dow Chemical Co 1S934 84/09/28 MCCANN, QW Region 3, Oltice ol 
Director Ip 30743 242 30743 242 

“6506050420 Application (or renewal ol License 21 00265 06 .expanding Item 14 to in- 
clude disposal o( mail wastes by incineration, including combustible liquids & scintilla- 
tion vials Related info end 

RAMPY,LW Dow Chemical Co 84/09/ It 138pp 30743 243-30744 045 

“8506050423 Procedure ES 280, "liquid Scintillation Counting Method tor Radioassay 
of Wips Teat Samples " Portions withheld 

LICKLY.IC Dow Chemical Co 79/05/09 89pp 30744 046 30744.134 


8506060274 Partial response to FOIA request lor documenis re Commissioner Roberts 
holdings or interest in nuclear industry Financial disclosure statements available In 
PDR Search for addJ documents continuing 

FELTON, J W Division of Rules end Records 85/03/12 BRAASCR.L Alfillation Not 
Assigned 1p 30742 362-30742 362 

SSOeoSMflO FOIA request (or documents re Commissioner Roberts holdings or interests 
In businesses dealing w/NRC or nuclear industry 

BRAASCH.L Aftifialion Not Assigned B5/02/I4 FELTON,J NRC - No Detailed Atlili 
alion Given 1p 30742 363 30742 363 


8506050288 Further response to FOIA request re migration o( radioactive kerosene at 
West V8ll6y,NY burial ground Oocumonts listed m App B withhold (ref FOIA Exemption 

FELTON.JM Division of Rules and Records 65/03/12 RESNIKOFF.M Sterra Club 
2pp. 30742 359 30742 361 


8606050297 Further response to FOIA request (or documents re "Addendum to Review 
of Walcrford 3 Basemat Analysis" All portinenl documents not otherwise exempt 
made available in POR under FOIA 84-455 

FELTON,J.W Division of Rules and Records 85/03/13 QERNABEI.L Government 
Accountability ProjecL Ip 30742 347 30742 349 


8506050302 Further response (o FOIA request re Sandia steel containment tests All re 
sponses & related documents (lied in POR under FOIA 64-940 Action on requests 
complete 

FELfON,JM Division of Rules and Records 85/03/13 SHOLLY.SC Union of Con 
corn ed Scientists 21pp 30742 357-30742 357 


8506050306 FOIA requests for documents re Sandia sled containment tests & NRC 
evaluation of same 

SHOLLY.SC. Union of Concerned Scientists 65/01/28 FELTON, J,M Division of 
Rules and Records Ip. 30742 358-30742388 


-8506050474 "TMI Statistical Summary Rept ol Personnel Monilonnq i* 
10CFR20407,1982’' 

HUKILL,HD General Public Utilities Corp • GPU Service Corp 5211-63 057 tim 
31 HAYNES.RC Region 1. Office of Director 2pp 30745 265 30745266 

-8506050465 Rev 3 to "Assessment of TMI-1 Plant Safety lor Return to Sve 
Steam Generator Repair " 

MORAN.TM, WALD,PS, WILSOht.R General Public Utilities Corp - GPU Sa-.<3 
Co/p 83/09/04 165pp 30746 267-30746071 

“8506050504 "1983 Annual Repl " W/640301 Itr 
HUKILL.HD General Public Utilities Corp • GPU Service Corp 5211-84-2049 SS/ijr 
31 MURLEY.TE Region 1, Office of Direclor 6pp 30746 072 30746096 

“8211160042 Requests NRC ask all PWR licensees listed quostions re steam genrxj^j 
tube inlegrity 

MARKEY.EJ. House of Rep, Interior & Insular Affairs 82/10/18 PALLADIffONI 
Commissioners. 17pp 30745 108-30745 175 

-8606050446 Forwards listing of util responses to Generic Ltr 82-22 re ecorwiwi 
worker safety aspects of si earn generator tube dogradallon preblo/n Suppo/tino Jorv 
mentation end 

KAMMERER.C Office of Congressional Affairs QL 82-22 64/12/17 MARKEYEJ 
House of Rep , Interior & Insular Affairs 24pp 30745 079 30746 107 

“8506050461 "1962 Annua) Rept for TMI Nuclear Slalion,Unil 1 " W/fl30228 lb 
HUKfLL,HD General Public Utilities Corp - GPU Service Corp 5211-83 058 6?/i}i' 
31 HAYNES.R C Region 1, Office of Director 87pp 30745 176 30745 284 

“6506050474 "TMI Stallstioal Summary Rept of Personnel Momlonns [fi 
10CFR20.407,19G2 " 

HUKILL,HO Genera) Public Utilities Corp • GPU Service Corp 5211-83-057, 87/12,' 
31 HAYNES.R C Region 1. Office of Director 2pp 30745 265 30745 266 

-6506050485 Rev 3 to "Assessment of TMI-1 Plant Safety for Return to Sve AV 
Steam Generator Repair " 

MORAN, T,M . WALC),P,S, WILSON.R. Genera! Public Ulilitlos Corp - GPU 
Corp. 63/09/04 165pp 30745'267-30746 071 

-6606050504 "1983 Annual Rept " W/840301 Itr 
HUKILL,HD General Public Utilities Corp • GPU Service Corp 5211 64-2049 61/Wi 
31. MURLEY.T E. Region 1, Olllce of Direclor, 6pp 30748 0 7 2-3074 6 0 96 

6506050586 Further response to FOIA request for Contract NRC i7 85-207 6 alldno 
moms re contract & documents concerning termination of Contract SECY 94 327 ll» 
B documents end & available in PDR. 

FELTON, JM, Division of Rules and Records NRC-17-86 207. 84/12/14 CIRD.CC 
Wald, Harkrader & Ross 6pp 30703,194-30783 306, 


6S0605O31S Partial response to FOIA request re util plan to seek interim cooling water 
from Delaware River Basin Commission Documents listed In App A available In 
POR, Search for addi documents continuing 

FELTON, JM Division of Rules and Records 85/03/12 SUGARMAN.RJ Sugarman, 
Denworth & Hellegars 2pp 30742.350-30742 351. 

8506050323 FOIA request for list ot documents re util plan to seek Interim supplemental 
cooling water lor facility from Delaware River Basin Commission 
SUQARWAN.R J Sugarman, Denworth & Hallegors, 85/02/11. NRC No Detailed Af 
filiation Given 2pp. 30742.352-30742 353 

8506050334 Response to FOIA request for AEC mall transfer forms did Oct 1060 - Dec 
1974 for Cimarron U & mixed oxide facilities In Logan County, OK Forms not main- 
tained by NRC Address for conlactlng DOE given. 

FELTON.J.M. Division of Rules and Records. 65/03/12 ABRAM S,K Kansas, Unlv of, 
Lawrence, KS Ip 30742 354-30742 354 

8506650336 FOIA request lor AEC 396 SB motl transfer terms did 680101- 741231 for 
Cimarron U & mixed oxide facilities In Logan County, OK 

ABRAMS,K. Kansas, Unlv. ol, Lawrence, KS 85/02/01 Office of Administration 2pp 
30742,355-30742 356. 


“8606050593 Designates recipient as project officer for Ltr Contract NRC-t 7-6520? »f 
Ace-Federal Reporters, Inc 

HAGAN, TF Administrative Contracts Branch NRC-17 05-20'7 84/10/3 

BAILEY,AR Office of the Secretary of the Commission 6pp 30783 200 30?53 K-l 

-6606050596 Mod 2 to Request for Procurement Action SECY 85-207. iwsusiia 
funding, to "Stenographic Reporting Sve In Washington, DC Metropolitan Area" 
DAVIS, K A. Admirtlstrallve Contracts Branch NRC-17 65 207. 84/11/02 ?pp 
30783 •205-30783 206 

••8506050569 Lists individuals designated as projecl officers & allornatas forConvat 
NRC-17-85 207 w/Aco Federal fleportors.lno 

HOYLE, J.C Office of the Secretary ot the Commission NRC 17 85 207 6WtWA 
WIGGINS, E, Division of Contracts. Ip, 30783.207-30703 207. 

-8506050603 Handwritten memo re designation ot McGregor as project Qiric«rM/ra- 
sponsibllity for signing voucher submlllal & keeping track of funds expended foi Cnn- 
trecl NRC-21 85-207 

MCLEAREN.T. NRC - No Detailed Affiliation Given. NRC-21 9 5 207 , 84/11/07 NRC 
No Oelallod Affiliation Given 2pp. 307Bd‘208-30783'206. 


8506050346 FOIA request for Denton 820622 memo re effects of lire protocllon sys ac- 
tuation of safety-related equipment 

GRABER,L NUS Corp CD-LIS8S14B 85/02/21 Division of Rules and Records Ip 
30746.001-30746 001, 


•8506050606 Forwards RFP SECY-86-207 & technical & cost proposofs Ack consder 
atlon of firm to provide reporting & transcribing sves 

MONICK,R.J. Ace Federal Reporters, Inc, 04/11/13 DAVIS.K A NRC • No OeWed 
Affiliation Given 1p 30783'210-30783'210 


6506050352 Response to FOIA request tor H Denton 820622 memo re elfecls ol fire 
protection sys actuation on saloty-relatod oquipmentFotwarcTs Denton 820827 
memo Memo also available in PDR 

FELTON, J M, Division of Rules and Records 65/03/12. GRABER.L, NUS Corp, Ip. 
30746'(}02-30746;003, 

“BS060503S7 Discusses elfecls of lire proleoHon sys acluation on salety-ietatod 
equipment Issue may not have been adequately considered DIv of Enginoenng review- 
ing recent lire sys acluatlons 

DENTON.H.R. Olfice of Nuclear Reactor fleoulallon, Direclor, 82/08/27, 
MtCHELSON.C, AEOD, Director’s Olllce. Ip, 30745.003-9074S.003. 

8506050435 Further response to FOIA request lor documenis re radiation exposure to 
workers from 1979 to present App A documenis end, 

FELTON, J M, Dtvisfon cl Rules and Records 84/12/17. DETJEN,J , FITZGERALD, S 
Philadelphia Inquirer. Philadelphia, PA. 2pp 30745,074-30746096 

-0211160042 Requests NRC ask all PWR licensees listed questions re steam generator 
tube Integrity, 

MAnKeY;E.J. House ol Rep., Interior A Insular Alfairs 82/10/16 PALUDINO,N.J, 
Commissioners. 17pp. 30745:106 30745:176, 

-6506050446 Forwards listing of ulil responses to Generic Ltr 82-22 re economic A 
worker safety aspects ol steam generator lube degradation problem Supporting docu- 
manlatlon end 

KAMMERER.C Office of Congressional Affairs. QL-62-22. 84/12/17. MARKEY.EJ, 
House ol Rep , Interior A Insular Affairs 24pp. 30745,079 30746:107 

-0506060461 ’‘1982 Anrjual Rept for TMI Nuclear Slation.Unit 1 " W/830220 JIf. 
HUKILL.KD General Public Ulilitles Corp • GPU Service Corp 6211-83-050, 82/12/ 
31 HAYNES.n C. Region 1, Office ol Director, 87pp. 30746- 176-30745 264. 


-0506050610 Requests for Procurement Action SECY-86-20 T.delinltizing Ccnlrscl N9& 
17-65-207 Supporting documentation end 

DAVIS.K, A, Adminlslralive Conlracls Branch, NRC-1 7-85 207. 04/11/14 4» 
30783:21 1.30783'2 14 

-0506050614 Returns transcript ol Commission 841106 mooting for 
correction Corrections requested by 841121.W/0 end 

MCGREGDH,E.W. Olfice ol the Seorelary of the Commission. NRC*17-85i!07 Wf 
11/14 MONICK,R,J Ace Federal Reporters, Ino, Ip 30700,215-30783 215 

“05OSO5O618 Confirms 841120 meeting re Contract NRC-1 7-86 -207 
MCLEAREN.T Administrative Contracts Branch. NRC-17-8B 207. 84/Uf1i 
MCGREGOR, E., THOM AS, Q , SHIMER.N. Office of the Secretary of the Cofrinwsiwv 
1p. 30783.216-30703,216. 

“0506050621 Designates recipients as project olficers for end Contract NRC-21 69 2t? 
w/ Ace-Federal Reporters, Inc.W/o end. 

MATTIA,M,J Administfalive Contracts Branch. NRC-21-05-207. et/ll/lS 

LEINS.E W , MORAN, DM, WILDER, P, Atomic Safety and LIconsinfl Board Pan^ Is 
30703 217-30783-217. ' 

“8506050626 OesIgnaleB recipients as project officers for end Contracl NRC-2('652a] 
w/ Ace-Federal Reporters, Inc, W/o end. 

MATTIA,M,J, AdminlstraUve Contracts Branch. NRC-21-05-207. 64/11/15 

THOMAS, Q., MCGREQOR.E Office ol the Secretary of the Commission, \i 
30763.216-30783:216 

-6506050639 Designates recipient as projecl officer for end Contracl NITC-ai-eS-20: 
w/ Ace-Federal Reporters.lno W/o end, 

MATTIAiM J. Administrative Conlracls Branch, NRC-21 -85 -207. 84/11/16 WMIIEBJ 
ACRS - Atfvisory Committee on Reactor Safeguards. Ip, 3Q783'2IB-307S322f 
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• B50605063S Requests audit ol proposal submitted by Ace Federal Reporters, Inc In re- 
SBonsa to RFP RS'SEC-85 207 for stenographic svcs Comments re roasonableness 
Of pncQ requested 

HAGAN .TF Division of Contracts NHC-1 7-85 207 84/11/14 ZAKUTO.M Delenso, 
Dept Of.Spp 30783 222-30783 223 

"8506050638 Lists individuals designated as proleci officers & alternates for Contract 
/WC-I r.e5-207.per 841106 & 08 lofcons 

WIGGINS.E Division of Contracts NRC-1 7-85-207 84/11/19 MONICK.R Ace Feder- 
al Reporters, Inc Ip 30783 224-30783 224 

"8506050644 Mod 3 to Request lor Procurement Action SECY-86- 207, increasing 
junding,to "Sienographlo Reporting Svo In Wa9hinglon.OC Metropolitan Area " 

DAVIS, K A Admlmslrative Contracts Branch NRC-17-85-207 84/11/30 2pp 
307B3 223 30783 228 

"8 5080 5 0647 Informs that court reporter arrived alter conference call, scheduled for 
300 pm on 840518,slar1od.honce proceeding went unrecorded Failure to meet needs 
should tm broughi lo conlractor aftenlror? 

SHON.FJ Atomic Safety and Licensing Board Panel 84/05/22 MATTIA,MJ Admin 
istrative Contracts Branch 1p 30783 229 30703 229 

"65060S0652 Requests advisemenLin vvriting.as to what steps will bo initiated to pre 
elude recurrence of reporter late arrival Response requested before 640530 
HAGAN.T.F Division of Contracts NRC-17-a4 327 84/05/22 BECKER,D Froe State 
Reporting, Ino Ip 30783-230-30783 230. 

“8608050666 Responds to NRC 840522 Hr re tardiness ol reporter on 840518 Tardi- 
ness due to Metro delay & accident on beltway Parking space purchased 
aECKGn,B Free State Reporting, Ino 84/05/28 HAG AN, T F Division ol Conlracts 
Ip 30783 231-30783 231. 

“8506050660 Forwards Hr sent to Free Slate Reporters,lnc re lale arrival of reporter on 
840518 Record of B40531 lelcon end W/o Hr 

HAGAN.T.F Administrative Contracts Branch 64/05/29 SHON,F.J Atomic Satety 
and Licensing Board Panel 3pp 30783 232-30783 234 

“8S06050S66 Returns transcript of ACRS Subcommillea on Reactor Radiological Ef- 
fects/Waste Mgl/Air Sys 840601 meeting for correction W/o end 
SULLtVAN.P A Office of the Secretary of the Commission NRC-1 7-84-327 84/06/06 
GECKER.O Free Stale Reporting, Inc 1p 30783 235-30783 235. 

“850605 0669 Reports marked decrease in quality ol syc by conlractor re transcript ol 
Commission, ACRS & other meetings 

BHEAOY.J.C. KMC. Inc a4/p6/2t HAGAN.T Division of Contracla. Ip 30783-236. 
30783 236. 


"8506050775 Advises that end transcript of ACRS 293rd meeting on 840906 
unaccepiable.Only first part ol meeting covered Conlractor asked not to deliver partial 
transcripts due to confusion W/o enc) 

NEWSOM.Al ACRS - Advisory Committee on Reactor Safeguards 84/09/07 
SULLIVAN, PA Administrative &. Logistical Support Branch Ip 307B3'254-307S3 254 

--0506060066 Rejects end ACRS transcripts for Work Orders 128 &. 139 due to excess 
Inaudibles.missmg text, errors & because transcript covers only first part ol meeting A 
Newsom memo explaining reasons lor rejection end W/o ends 
SULLIVAN.PA Office of the Secretary of the Commission NRC-1 7-84.327 84/09/07 
BECKER, D Froe State Reporting, Inc tp 30783 255-30783 255 

“SS06060074 Discusses poor quality of ACRS.CommIsslon & NRC staff meeting Iran 
scripts prepared by Free Stale Reporting, Inc Requests to be kept informed of what Is 
being done to improve transcript quality 

ROBERTS.T M Commissioners 04/09/07 CHILK.S Office ol the Secretary of the 
Commission Ip 30783 266-30733 256. 

•■6S060600BO Returns two transcripts lor correction Errors call into question transcript 
audit procedure W/o end. 

SULLIVAN.PA Ollica of the Secretary of the Commission NRC- 17-84-327 84/09/11. 
BECKER, D Free State Reporting. Inc Ip. 30763 257-30783 257. 

"8506060058 Returns transcript of ACRS 640906 meeeling due lo excessive mlsidenli- 
fication of speakers & errors Corrected orginlal & two copies requested by 840019 W/ 
0 end 

SULLIVAN.P A. Office of the Secretary of the Commission NRC-17-a4 327. 84/09/12. 
BECKER, 0 Free Slate Reporting, Inc Ip 30783 258-30783 266 

“6506080095 Returns ACRS transcript dtd 840907 due to excessive inaudibles & 
errors Corrected copy requested by 840920. W/o end 

SULLIVAN.P A. Office of the Socrelaiy ol the Commission NRC- 17-84-327. 84/00/12 
BECKER.O Free Stale Reporting, Ino tp 30703 269-30783 253 

“8606080101 Requosts.in writing, facts bearing on performance deficiencies as well as 
steps being initialed to resolve problems Unless cor^ditlons cured within 10 days ol 
notics receipt .contract may be terminated 

WIGGINS.E J Dlvistorr of Contracts. NRC.17-84-3a7 84/09/14 BECKER, D Froe 
Slate Reporting, Inc 2pp, 30763 260 30783 251 

-•8S0606010S Returns end transcript of ACRS Subcommittee on Metal Compononts 
840914 meeting due to excessive Inaudibles, missing preseniations & other 
errors Corrected original requested by 840328 W/o end. 

SULLIVAN.PA Office of the Secretary of the Commission NRC-1 7-94 327 84/09/21 
BECKER, D Froe Slate Reporting, Inc tp 30783 288- 30783 '282 


"6506050672 Returns Transcript 49,61 & 65 for correction W/o end 
SULLIVAN.P A Office of the Secretaiy ol the Commission. NRC- 17-34-327 84/08/22 
flEGKER.O. Free State Reporting, Inc tp 30783 237-30783.237 

“6506050687 Returns ACRS transcript due to omisslon.lnaudibtes & errors Corrected 
original requested as soon as possible W/o end 

SULLIVAN.P A Olfico of Ihe ^cretary ol the Commission NRC-17-84 327. 84/06/25 
BECKER.O Free Slate Reporting, Inc tp. 30783.238-30783 238 

•-3S0B0S0696 Responds to 840821 Hr re problems w/deliveiy & quality oi transcripts 
provided by NRC stenographic reporting contractors Contractor performance being 
monitored & deficiencies eliminated Comments appreciated 8i encouraged. 
HAGAN.T.F Division of Contracts. B4/07/1B. BREADY.J KMC, Ino, Ip 30783-239. 
3O783-230 


“6505060713 Returns transcript of Commission meeting due to mlsldentdled 
speakers, omissions & errors Corrected copy requested by 040726.W/0 end. 
SULLIVAN.P A Office ol the Secretary ol the Commission. NRC-17-84-327 84/07/17 
BECKER, D Free State Reporting, Inc. Ip 30783.240-30783*240, 

••&6060S0721 Informs of 840606 meeting w/contract users & Div of Contracts lo dis- 
cues deficiencies & manner of reso1utlon,per 840723 telcon & 840720 Itr Agenda end 
HAGAN.T F. Division of Contracts NRC-f7-84-327. 84/07/23. BECKER, D Free State 
Reporting, lnc.3pp 30783241-30783243 

“8508050744 Summaiy oi 840806 meeting w/Free Slate Beporting,lnc re contractor 
unsalisfacloty partormanca,v!olallon8 of contract terms & plans initiated or to he Initi- 
ated to irnprove performance. 

MCLEAREN,T Administrative Contracts Branch HAQAN.TF Division of Contracts. 
84/08/09, Administrative Conlracts Branch. 9pp 30783*244-30783 246. 


“8508060751 Informs of substantially mistranscribed transcript Pages 2,969- 
3,118.Honlon & Williams 840823 Hr describing attempt to reconstruct arguments 
end Requests reporting firm be removed from hearings. 

MILLERJM E Atomic Safely and Licensing Board Panel 84/08/23. LEINS, EW. 
Atomic Safety and Licensing Board Panel. Ip. 30763’247-307e3.249. 


“8608050765 Returns end transcript & floppy disk of Commission 840815 public meet- 
ing on oral presentations by parties on TMH restart Correcledi transcript requested by 
64O904.W/O end, 

BAILEYjA R. Office of the Secretaiy ol the Commission. NRC-17-84-327. 84/08/27. 
BECKER, D Free Slate Reporting, Ino Ip 30783*2SO-30783.260. 


■•8506060114 Forwards Free State Reporting, Inc 840924 reply to NRC 840914 euro 
nolfceCorrvnenJ duo by 840826 

W1GQ1NS,E Division ol Contracts. 84/09/24. HOYLE,J Office of Ihe Secralary ol the 
Commission SULLIVAN.P NRC - No Detailed Affiliation Given AVERY, R Office of 
Ihe Executive Legal Director ip 30783*263-30783 263 

"BS06080121 Responds to NRC 840914 today cure notice ro Contract NRC-17-a4- 
327, '‘Slonogrephio Reporting Svcs ” Requaste meeting to discuss matter Supporting 
documentation end 

BECKER.O L Free Stale Reporting. Inc NRC-17-84.327 84/09/24. WIGGINS.E J Di- 
vision ol Conlracts. 20pp. 30783;2 q4-30783'262 

■•8506860139 Roiurns end ACRS transcripts due la excessive number of inaudibles & 
error5.Corrected originals requested by 841004 W/o end. 

SULLIVAN.P A Ollica of the Secretary ol the Commission. NRC-i7-84 327. 84/09/27. 
BECKER.O Free State Roporlmg, Inc 2pp. 30783 284-30763.286. 

"8506060167 Llr notice ol dateuH lermination of Contract NRC-1 7 84-327, "Stone 
graphic Reporting Svcs ” 

WIGGINS.E J Division of Conlracts FIN B 8191 NRC-17-84-327 84/10/26 

BECKER.D Free State Reporting, Inc 7pp 30783 286-30783.293 

8B06060179 FOIA request for live categories of documente, Including NUREQ/CR- 
3S97,NUREG/CR-3416 & Sandla 1983 annual repl attached lo 640213 Board Notili- 
cation 84 032 

CURRAN.D Harmon, Welaa & Jordan 84/11/16 FELTON.J,M. Division ol Rules and 
Records 3pp. 30768.126-30766,130. 

8806060165 Partial response to FOIA request lor live categories of documents re 
NUREG/CR-3697,NUHEQ/CR.3418 & Board NoHlicatlon 04-032 Forwards App A 
documenl$.Documeiils also avaltabto In FOR. 

FELTON, JM Division o( Rules and Records 84/12/11 CURRAN.D. Harmon. Weiss 
& Jordan. 2pp, 30766*131-30766'362. 

“8201150028 Submits equipment selected for NRC test program.Equipment qualifica- 
tion lest plan 8 specific technical details should be diaouBsed w/Equipmanl Quallftca- 
lion Branch personnol during tesl program 

ROSZTOCZV,ZR. Equipment Quanfioatlon Branch. 81/11/19 REINMUTH.Q.W. 
Vendor & Special Projects Branch. SULLIVAN ,D.F. Ollica ol Nuclear Rogulaloiy Re- 
search, Dlraofor 2pp. 30786:133-30766*302 


>8506060760 Returns floppy disk of 840816 hearing for corrections due to notation on 
label "data may be missing due to sector read error on IBM PC.” Corrected disk fe- 
quesfed bv 840804 W/o encl. 

BAILEY, A.R Olfico of the Secretary of Ihe Commission. NRC-17-84-327. 84/08/27 
BECKER,D. Free State Reporting, Ino Ip. 30783:251 •30783*261. 


65O606O28S Further responae lo FOIA request for three cafegortes of documenfs re al- 
leged 1967 accident at Radiation Effects Lab or ”hot cell" at Georgia Nuclear 
Lab.Daw$onvllle,QA.Forwarda App A documenta.Documents olso availableln PDR. 
FELTON, J M Dwislon of Rules and Records 04/12/07. B REMAN, V.A Legal Environ- 
mental Assistance Foundation. 3pp 30795*076 30795.140, 


•8508050755 Returns transcript of ASLB 840314 hearing re LILCO.Correoted copy re 
quested by e409t0,W/o encl ^ 

SULLIVAN,P.A. Office of the Secretary of the Commission 84/09/04, BECKER, D. 
Free Slate Reporting, Inc, tp. 307G3!252-30783.262. 

-8506060769 Advises that end transcript of ACRS Subcommittee on Regulatory Poll- 
efaa & Practices 840905 meeting unacceptable due to excess lnaudlbles,mlsslng text 
i aifor8.W/o encl, 

NEWSOMAL. ACRS - Advisory Committee on Reactor Safeguards. 84/09/07. 
SULL1VAN,P.A Administrative & LoglsHcal Support Branch. Ip. 30783:2S3-30783*263. 


"8606060302 Discusses Lockheed Aircraft Corp 710412 application lor authority lo dis- 
pose ol reactor vessel Ittlernals & lo dacommlsBlori reactor. Application adequate.pian 
execution wlH not be (nfmfcaf to health or safety, 

WOODRUFF, RW. Atomic Energy Commission. 71/06/27. Atomic Energy Commis- 
sion. Ip 30795.080-30795.090. 

"8606060314 Application to amend License R-86,ButhorlzI09 reactor decommissioning 
& disposal of reactor components Decommissioning plan end. 

POORE, HL. Lockheed Aircraft Corp. 71/04/12. Atomic Energy Commlaalon. 2pp 
30795081-30795.087. 
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-8506060342 Recomnnends temilnation of License R 66 & subsequent transfer of con- 
trol to Radiological Hoaltli Svc of State of G A, Dept of Public Healthxer decommis- 
sionmg plan Results of 710714 insp will be reporteo Region II 710715 7\VX end 
ENQELXEN.R H Atomic Energy Commission 71/07/19 SKOVHOLT.DJ Atomic 
Energy Commission Ip 30795 0B7-3 0795 097 


-8506060529 Forwards addi info ro severe accident portion of GESSAR 11 tVa'isd 
proposed mods to Apps C & D to PRA, providing addI info to laull & evinUrei 
'fl.PiSlys^s 0ncl 

SHERWOOD, GQ General Electric Co 03/01/31 EISENHUT.DG Division ol tics-i. 
ing 130 pp 30761 267-30762 032 


-85{}e0'60352 Recommends that License R-86 be terminated A concurrently placed 
under Stale of GA byproduct matls license Sections 6 S 0 of Lockheed 710412 de- 
commissioning plan complete, per Insp Repts 60-172/71 71-1 

SEIDEL, WC Atomic Energy Commission 71/07/15 KEPPLER,JG Atomic Energy 
Commi5Sior> 22pp 30795086 30795109 


-9506060609 Forwards list of questions re GESSAH-II PRA w/contributions frcm Aro- 
dent Evaluation Branch & Reactor Sys Branch to bo submitted to GE for revienBM 
memo re QESSAR-II PRA review & viewgraph of briefing on BNL Itr repi end 
ROWS OWE, F Assistant Director for Technology Review 03/07/11 MIRAQLIAFJ 
Assistant Director for Safety Assessment 86pp 30762 050 30762 249 


-8508060354 Confirms 781016 tefcon ro 781020 meelmg m Allanta.GA to review re- 
sults of Dawsonville overflight conducted by EGSG, Inc 

HUFHAW.JW Region 2, Atlanta, Fuel Facility & Materials Safety Branch 78/10/18. 
SETSER,JL Georgia, State of Ip 30795.110 30795 110 

-8606060362 Confirms 781018 telcon re 781020 meeting in Atlanla,GA to review re- 
sults of Dawsonville overflight conducted by EG&G.Inc 

HUFHAMJW Region 2. Atlanta, Fuel Facility & Materials Safety Brandi 76/10/18 
ASHLEV.EC Assfslanl Director for Stale Agreements Programs Ip. 3D79S111- 
30795 111. 

-8506060367 Confirms 781018 telcon re 761020 meeting m Allanta.GA to review re- 
sults of Dawsonville overflight conducted by EG&G, Inc 

HUFHAMpJW. Region 2, Allan la. Fuel Facility A Materials Safety Branch 78/10/18. 
DA&NEY,J.E Locklieod Aircraft Corp Ip 30795112-30795 112 

“8506060381 Confirms 781018 telcon re 781020 meeting In Atlanla,GA to review Daw- 
sonville overflight conducted by EGAG,lnc 

HUFHAM.J W Region 2, Atlanta, Fuel Facility A Materfals Safety Brandi 78/10/18 
TEDFORD,C F. Georgia, Stale of 5pp, 3070S 113-30705.117, 


-8506060618 Sanitized version of GE response to NRC 830902 request for addlWoB 
severe accident portion of GESSAR II Portions withheld (ref 10CFR2 790) 

• General Electric Co 83/09/14 70pp 30762 250-30762,254 

-8506060631 Sanitized version of "GESSAR-II Seismic Event Analysis” Poitions 
held (ref 10CFR2 790) eifr 

* General Elociric Co 83/09/30 51pp 30762,330-30763 026 

-8508060640 Forwards responses to GESSAR-II Questions 720 0e 720frj 
720 100,720 101 A correction to Table I for Question 720 142 
QUIRK, JF General Electric Co MFN-191-03 63/10/14 EISENHUT.DG Deniionri 
Licensing 10pp 30763 027-30763 037 


-8506060646 Sanitized version ol "QESSAR-II Threo-Diesol Genorator Common Causa 
Failure Analysis " Portions withheld (ref 10CFR2 790). 

EARL E,fl T, General Electric Co 83/00/30 14pp 30763 038-30763.051. 


-8506060661 Sanitized version ol "GESSAR-II Fire A Flood Extornat Event AnaVsi* 
Portions withhold (rel 10CFR2 790) ’ 

•General Electric Co 83/10/31 37pp 30763 062-30763 104. 


-8506060397 Summary ol 781020 meeting w/ EG AG, Lockheed A State of G A re piellm- 
inary findings of June 1978 aerial radiation survey of Dawson Forest Wildlife Mgt 
Area, formerly Lockheed Radiation Effects Facility 

ALLEN, J R Region 2, Atlanta, Fuel Facility A Malerials Safety Branch. 78/11/27, 
Region 2, Atlanta, Fuel Facility A Materials Safety Branch 2pp 30795 its 30795:119 

-6506060397 Forwards "Summary Rept Aerial Radiological Sunrey,Oawson Forest Wild 
life Mgt Area, Dawson County.QA,Date of Survey June 1978 '' 

SUTHERLAND, JT, Region 2, Atlanta, Fuel Facility A Materials Safety Branch 79/03/ 
22.SETSEn,JL Georgia, State of Ip 307 95' 120-30795.1 23, 

-8506060408 WAMD-005 "Summary Rept Aerial Radiological Surv 0 y,Oawson Forest 
Wildlife Mgt Area,Dawson County,QA,Data of SurveyJune 1978,” 

BEERS.rTi EGAG, Inc HAHN.H. Energy, Depi of 79/01/17 9pp 30795 124- 
30795,137 

-B506D60426 Ack receipt ol 780530 Itr lo H Hotllsler Cantus re radiation leaking from 
nuclear reactors Reply will be forwarded as soon as possible 
KAMM£RER,C, Ol^ce of Congressional Affairs 78/06/28. MOFFETT.T House ol 
Rep 3pp 30795:138 30795 140, 

6506060332 FOIA request tor documents concerning relicensing evaluallons ol License 
21-00265 06 lor Dow Chemical Co beginning Jn Oct 1983. 

KOHN,S., CONDITiR Governmonl Accountabiiity Proiect. 84/11/05 Office ol Admin 
Isiratlon 2pp 30743 003-30743.004, 


-8506060673 Sanitized version of "GESSAR-II Interna) Event PRA Uncertainty Arat, 
sis ” Portions withheld (ref 10CFR2.790), ^ ’ 

* General EleclricCo. 83/11/30 16pp 30763 105-30763 125 

-95060606B3 Sanilirod draft version ol "GESSAR-II Seismic Event UncertalnlyAniv 
SIS." Portions withheld (rel 10CFR2 790) ' ~ 

’ General Electric Co 83/12/31 30pp, 30763 126-30763,155. 

porting GESSAR II seismic lf 85 .L‘) 

179-30763 322 

-6506060704 Sanitized response to NRC 040126 request for addi Into ro SQvciftenr 
dent treatment of GESSAR II A rationale for Ireatmant ol fire & Hood avont uncwts-fiV 
analysis Porllons withheld (rol )OCFR2.70O). ' 

* General Electric Co 84/02/01 84pp 30763‘323-3O764.O44, 


-6506060697 Sanitized version of info sup 
ana lysis. Portions withheld (ref 10CFR2.790) 

* General Elecirlo Co, 84/01/19 138pp 30763 


-8508060714 Forwards draft final rept,\/ol 1 to, "Rovlow of BWR/6 Sid Plant PRA'" 
PAPAZOGLOU.I A Brookhavon National Laboratory, FIN A-3366 84/83fM 
FRAHM.R Reliability A Risk Assessment Branch 331pp 30764.045-30765 017 


-8506060719 Sanitized info In response to request for addi info ro sovero actulmi 
review of GESSAR II Portions withheld (rel 10CFR2.790), 

* General Electric Co 84/04/20, 45pp. 30765010 30765.087 


6598060450 Further response la appeal ol partlel denial of S Sholly FOIA Request 84- 
175 for documents re GE PRA for GESSAR-II std plant desIgn.Two documents from 
App A A 40 from App B lorwardod re NRC/GE meetlngs.per 840905 A 06 leJcons 
FELTON, J M Division of Rules and Records 84/12/03, CURRAN.D , JORDAN, W.S 
Harmon, Weiss A Jordan 5pp 30760.001-30765,165 


-6500060729 Sanitized ralionalo of GESSAR-II lire A Hood event uncorlolnty onalysitL 
responses to 840126 request lor addi Info re sovero accident review Porllons witWxill 
fref 10CFR2 790) 

* General EleclricCo. 84/04/20 80pp, 30765,060 30765‘166. 


-6210270392 Forwards first round questions re GESSAR-II PRA Addi questions based 
on 620923 BWR technology meeting end 

SHEflON.B.W Reactor Systems Branch 82/10/06 THADANI,A Reliability A Risk As 
sessmenl Blanch 55pp 30781. 183-30761:235 


-6596060749 Foiwards affidavit ol submittal ol proprietary source lorm sonsitivilYStu* 
for GESSAR II Study covers impact of variations ol source term parainotois IromPfiA 
base case valu 08 .R 0 pl withheld (ref 1 0CFR2.790) 

QUIRK,JF. General electric Co MFN-058.84 84/05/17 EISENHUT.DG OMuoncl 
Licensing. 8pp 30765-1 67-30765; 166. 


-0211110476 Forwards revised QESSAR-II PRA Round 1 quesllons Incorporating re- 
sults of 821016 meeting w/GE A 5th 0WR technology update mooting on 82roi9. 
ERNST, M,L, AssislanI Director for Technology Review 82/11/01, MIRAQLIA,F J. As- 
sistant Director lor Safety Assessment 27pp. 30761 ;23e-30761'266 

-8306240146 Forwards quesllons on GESSAR-II PRA developed by contractors 8 
members from ContainmonI Sys, Accident Evaluation A Reactor Sys 
Branches Questions resull from continuing review of PRA A from QE responses lo Q- 
1 s. 

HOUSTON,R W. Assistant Director lor Reactor SafeN. 83/06/16, THADANI,A.C Reli 
ability A Risk Assessment Branch. 17pp 30762'033-30762.049 

-9309190353 "Review ol GESSAR II PRA," Hr root on Tasks 2 A 4 ol FIN A-3366 
HANAN.N, Brookhaven National Laboratory. FIN A-3366. 83/09/15, NRC ■ No De 
tailed Alfillaltoh Given 267pp. 30760.017-30760:341 , 

-0311160255 Forwards Structural A Geotechnical Engineenng Branch questions re 
Mark-Ill slructural integrity In support ol PRA review, for transmittal (o GE 
SHERON.B.W, Reactor Systems Branch 63/11/01, THOMAS, CO. Standardization A 
Special Prolecls Branch. 6pp, 30763.052-30703:061. 


'0401090189 Forwards request lor addi Info re exlsrna! evenis per QESSAR-II 
PRA.Inlo should be submitted by 840130. 

ROWSOMEiF. Division of SafeN Technology. 83/12/29, MIRQALIA,F,J, Assistant Df 
rector lor Safety Assessment, IBpp, 30763i66-30763.176, 


-0506060489 SubmlHal of Revill ol GESSAR- If, am ending App 15D (o Chapter 16, pro 
viding PRA for NRC review. 

SHERWOOD, Q Q General Electric Co. 82/12/03. 19pp, 30761,1 1 1 -30761 .129. 


-0506060499 Forwards mods to 238 Nuclear Island PRA rapt to be added lo r 0 v,per 
discussion w/D Yue,Rept provided lor accident consaq'uenco analysis reWew to allow 
tw5hnlcal update meetlng-Viewgraphs from 820622-23 meetings end 
HOLTZCI>W,K,W. General Elecirlo Co. 82/07/16. FRAHM,R, NRC ■ No Detailed Af- 
filiation Given 53pp. 30761. 130-3(1761:182. 


-8210270392 Forwards first round quesllons ro QESSAR-II PRA Addi quostlonsbstal 
on 020923 BWR technology mooting end, 

SHERON.B.W Reactor Systems Branch, 82/10/06 THADANI.A RoIiabllilyARiik/b- 
sessment Branch 65pp. 30761 ,183-30761 '236. 


-6211110478 Forwards revised GESSAR-II PRA Round 1 quostlons Irtcorporaling rr- 
suits of 821015 meeting w/GE A 6lh BWR technology updalo moellng on 621019 
ERNST.ML Assistant tJirector for Technology Review. 82/11/01, MinAGLIAFJ h- 
sislant Director for Safety Assessment 27pp. 30761 236-30761 -266 


-8306240146 Forwards quesllons on QESSAR-II PRA developed by centraelorj 1 
members from Containment Sys, Accident Evaluation A RoaciOf Sfl 
Branches Questions result from continuing review of PRA A from GE rosponscilso 


nuu&iuri,n.vv, «s8isiam uirecior tor Meactor saiely, 83/06/1 
ability A Risk Assessment Branch 17pp. 30762 033-30762:049, 


O' GESSAR II PRA." Itr ropi on Tasks 2 A 4 ol FIN A 3368 
HANAN.N, Brookhaven National Laboratory. FIN A-3360. 83/09/16. NftC •HeOa 
tailed Alfillallon Given, 267pp. 30760:017-30760:341, 




.Viir . "'v, engineenng eranen 

InlogriN In support ol PRA review, tor Iransmittal to QE 
SHERON.B.W Reactor SMtems Branch, 03/11/01, THOMAS.C.O. SlandanSzabonf 
Special PfO|ects Branch 6pp, 30763 062-30763,061, 


"®d21 external avenls per GEASAfH 

PRA.Info should be submitted by 640130. 

ROWSOME.F. Division of SafeN Technology. 83/12/29. MIRQAIIA,F J, Assistant ft 
rector for Safety Assessment. 10pp. 30763;i 66 30763:1 78 


_86«i) 90489 Submittal ol Revill ol GESSAR-tl.amendlng App 16D lo Chapter ISjrc 
viding PRA lor NRC review. 

SHEhWOOO.G Q, General EleclricCo. 82/12/03, 19pp 30761 ‘1 11 -3076 1.129 
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-8506060499 Forwards mods to 238 Nuclear Island PRA rept to be added to rev, per 
discussion w/D YuoRept provided for accident consequence analysis review to allow 
NRG review In technical update meeting Viewgraphs from 820622-23 meetings end 
HOLTZCLAW.K W General Electric Co 82/07/16. FRAHM.R NRC - No Detailed Af- 
filiation Given 53pp 30761 130-30761 182 

"8506060529 Forwards addi info re severe accident portion of GESSAR II Drafts ol 
proposed mods to Apps C & D to PRA.providing addI Into to fault & event-tree 
analyses.encl 

SHEfRWOOD.GG General Electric Co 83/01/31 EISENHUT.DG Division ol Licens- 
ing laOpp 30761 267-30762 032 

“8506060609 Forwards list of questions re GESSAR-II PRA w/contnbutions from AccI 
dent Evaluation Branch & Reactor Sys Branch to be submitted to GE lor review BNL 
memo re GESSAR-II PRA review & vlewgraph ol briefing on BNL Hr rept end 
ROWSOME.F Assistant Director (or Technology Review 83/07/11 MIRAGLIA.FJ 
Assistant Director for Safety Assessment 86pp 30762 050-30762 249 

"6506060618 Sanitized version of GE response to NRC 830902 req^uest for addt info re 
severe accident portion of GESSAR-II Portions withheld (ref 10CFfl2 790) 

* General Electric Co 63/09/14 78pp 30762 250-30762 254. 

"8500060631 Sanitized version of "GESSAR-II Seismic Event Analysis " Portions with- 
held (ref 10CFR2 790) 

* General Electric Co. 83/09/30 61pp 30762 338 30763 026 

-8506060640 Forwards responses to GESSAR-II Quesllons 720 96,720 09, 
720.100.720 101 & correction to Table I for Question 720 142 
QUIRK,JF General Electric Co MFN-191-83. 83/10/14. EISENHUT.DG Division ol 
Liconslng fOpp 30763 027-30763 037 

—8506060646 Sanitized version of "GESSAR il Three-Diesel Generator Common Cause 
Failure Analysis " Portions withheld (ref 10CFR2 790) 

EARLE.R T. General Electric Co. 83/08/30 14pp 30763 038-30763 051. 

—8508060661 Sanifized version of "GESSAR-II Fire & Flood External Event Analysis" 
Porllons withheld (ref 10CFR2.7go) 

* General Electric Co 83/10/31 37pp 30763 062-30763.104. 

--BS06060673 Sanitized version of "GESSAR-II Internal Event PRA Uncertainty Analy- 
sis" Portions withheld (ref 10CFn2 790). 

' General Electric Co 83/11/30. 16pp 30763 105-30763' 126 

-8588060683 Sanitized draft version of "GESSAR-II Seismic Event Uncertainty Analy- 
sis" Porllons withheld (ref 10CFR2 790) 

* General Electric Co 83/12/31 30pp 30763 128 30763.155 

-8506060697 Sanitized version of info supporting QESSAR-II seismic fragility 
analysIs.Portions withheld (ref 10CFR2.790). 

* General Electric Co 84/01/19 138pp 30763.1 79-30763 322. 

"8506060704 Sanitized response to NRC 640126 request lor addi into re severe acci- 
dent trealmani ol GESSAR-II & ralionate (or treatment of tiro & Hood event uncertainty 
analysis Portions withheld (ref 10CFR2.7B0). 

* General Electric Co. 84/02/01. B4pp. 30763:323-30764.044 

-8506060714 Forwards draft final rept.Vol 1 to, "Review ol BWR/0 Sid Plant PRA." 
PAPAZOQLOU.I.A. Brookhaven National Laboratory. FIN A 3366 84/03/01 
FRAHM.R Reliability & Risk Assessment Branch 331pp 30764*045-30765.017 

-BS06060719 Sanitized Info In response to request for addi Into ro severe accident 
review of GESSAR-II.Portions withheld (ref 10CFR2.700). 

* General Electric Co 84/04/20. 4Bpp 30765:018-30766 067. 

-8506080729 Sanitized rationale ol GESSAR-II (Ire & Hood event uncertainty analysis 8 
responses to 840126 request for addi Info re severe accident revlew.Por lions withheld 
(ref 10CFR2.790). 

^ General Electric Co. 84/04/20 e9pp. 30766 0e8-307e5:166 

—8506060749 Forwards affidavit of submittal of proprietary source term sensitivity study 
for GESSAR-II Study covers Impact of variations of source term paramefors from PRA 
base case values.Rept withheld (ref 10CFR2.790>. 

QUIRK, JF. General Eleolrio Co. MFN-06e-84, 84/06/17. EISENHUT.D.Q Division of 
Licensing. Bpp. 30765.157-30766:185. 

—8210270392 Forwards first round questions re GESSAR-II PRA Addi questions based 
on 020923 BWR technology meeting end. 

SHERON.B.W Reactor Systems Branch. 82/10/06. THADANI.A. ReiiBblllty & Risk As- 
sessment Branch. SSpp 30761.183-30761:236. 

-0211110476 Forwards revised QESSAR-II PRA Round 1 questions Incorporating re- 
sults ol 821015 meellrig w/QE & 6th BWR technology update meeting on 821019. 
ERNST.M L Assistant uireolor (or Technology Review. 82/11/01. MIRAQLIA,F.J As 
slstant Director lor Safety Assessment. 27pp. 30761:236-30761:266 

—8306240146 Forwards questions on GESSAR-II PRA developed by contractors A 
members from Containment Sys, Accident Evaluation & Reactor Sys 
Branches Questions result from continuing review ol PRA 4 from GE responses to Q- 
1s. 

HOUSTON.R.W. AsBlBlant Director for Reactor Safety. 83/06/16. THADANI.AC. Reli- 
ability 4 Risk AsBOBBment Branch. 17pp. 30762.033-30762.049. 

-8309190353 "Review of QESSAR-II PRA." Hr rept on Tasks 2 4 4 of FIN A-33e6. 
HANAN.N. Brookhaven National Laboratory. RN A-3366 83/09/16. NRC - No Da 
lalled AHIItatlon Given. 207pp. 30760.017-30760:341. 

-8311160255 Forwards Structural 4 Geotechnical Engineering Branch questions re 
Mark-Ill siruclura! integrity In support of PRA review, for transmittal to GE. 

SHE RON, BW. Reactor Vtems Branch. 83/11/01. THOM AS, CO. Standardization 4 
Special Proleols Branch. 5pp. 30763, 062-30763'081. 

-6401090189 Forwards request (or addi Info re external events per QESSAR-II 
PRA Info should be submitted by 040130. 

ROWSOME,F. Division of Safety Technology. 83/12/29. MIRQAL1A,F.J Assistant Di- 
rector (or Safety Assessment, lupp. 30763:168-30763:178. 

-8506 060469 Submittal of Revlll of GESSAR-II, amending App 1SD to Chapter 16,pro 



—8506060499 Fonvards mods to 236 Nuclear Island PRA rept to be added to rev.per 
discussion w/D YueRepl provided for accident consequence analysis review to allow 
NRC review in technical update meeting Viewgraphs from 820622-23 meetings end 
HOLT2CLAW.KW General Electric Co 82/07/16 FRAHM.R NRC - No Detailed Af 
filiation Given 53pp 30761 130-30761 182 

—8506060529 Forwards addi info re severe accident porKon of GESSAR II Drafts ol 
proposed mods to Apps C 4 O to PRA, providing addi info to fault & event-tree 
analyses, end 

SHERWOOD.GG General Electric Co 83/01/31 EISENHUT.DG Division of Licens- 
ing 130pp 30761 267-30702 032 

.-8506060609 Forwards list ol questions re GESSAR II PRA w/contributions from Acer 
dent Evaluation Branch & Reactor Sys Branch to be submitted to GE for review BNL 
memo ro GESSAR-II PRA review & viewgraph of briefing on BNL Itr rept end 
ROWSOME.F. Assistant Direclor for Technology Review 83/07/11 MIRAGLIA.FJ 
Assistant Director for Safety Assessment 66pp 30762 050-30762 249 

-8506060618 Sanitized version of GE response to NRC Q30902 request (or addi Info re 
severe accident portion of GESSAR-II Porllons withheld (ref 10CFR2 760) 

• General Electric Co 83/09/14. 78pp 30762 250-30762 264 

—6506060631 Sanitized version of "GESSAR-II Seismic Event Analysis" Portions with 
held (ref 10CFR2 790) 

• General Electric Co 03/09/30 51pp 30762.338 30763.026 

-•8608060640 Forwards responses to GESSAR-II Questions 720 98,720.99, 
720 100,720 101 & correction to Table I for Question 720.142 
QUIRK.JF General Electric Co. MFN 191-83 83/10/14, EISENHUT.DG Division of 
Llcanshg 10pp. 30763.027-30763.037 

-0506060646 Sanlllzed version of "GESSAR-II Three-Oiesel Gonoralor Common Cause 
Failure Analysis " Portions withheld (ref 10CFB2 790) 

EARLE.R T General Electric Co. 83/08/30 14pp 30763.038-30763 051. 

“6606060651 Sanitized version ol "GESSAR-II Fire 4 Flood External Event Analysis" 
Portions withhold (ref 10CFR2.790} 

• General Electric Co 83/10/31 37pp 30763.062-30763 104. 

“8606060673 Sanitized version ol "QESSAR-II Internal Event PRA Uncertainty Analy- 
sis " Portions withhold (ref 10CFR2 790). 

'General Electric Co 83/11/30 16pp 30763:105-30763 125 

-.8506060683 Sanitized draft version ol "GESSAR-II Seismic Event Uncertainty Analy- 
sis." Portions withheld (ref 10CFR2 700) 

• General Electric Co 83/12/31 30pp. 30763 126-30763.155. 

“8506060697 Sanitized version of Into supporting GESSAR-II soismic fragility 
analysia.Portions withheld (ref 10CFR2 790). 

• General Eleclnc Co 84/01/19 138pp 30763*179 30763*322 

—8506060704 Sanitized response to NRG 640126 request for addi info re severe acci- 
dent treatment of GESSAh II & rationale for treatment ol fire & flood event uncertainty 
analysis Portions withheld (rel 10CFR2 790) 

• General Electric Co 84/02/01 B4pp 30763:323-30764.044. 

—6506060714 Forwards draft final rept.Vol 1 to. "Review of BWR/6 Sfd Plant PRA " 
PAPAZOQLOU.I A Brookhaven National Laboratory FIN A 3366 84/03/01 

FRAHM.R. Reliability 4 Risk AssessmenI Branch 33tpp. 30764*045 30765.017 

-8506060719 Sanitized Info in response to request for addi Info re severe accident 
review of GESSAR l| Portions withheld (ref 10CFR2 790) 

' General Electric Co. 84/04/20. 45pp. 30765 014 30765.067 

— B606060729 Sanifized ratli>nale ol GESSAR-II Hro 4 Hood event uncertainty analysis & 
responses to 840126 request for addi into re severe accident review.Portions withhold 
(ref 10CFR2.7eo) 

' General Electric Co. 84/04/20. SBpp. 30765*068-30765 166 

-8506060749 Forwards affidavit of submittal ol proprietary source term sensitivity study 
for GESSAR II Study covers Impact of variations of source term parameters from PRA 
base case values Rept withhela (ref 10CFR2.790).‘ 

QUIRK,J F General Eteclric Co MFN 054-84. 64/05/17. EISENHUT.D.Q Division of 
Licensing 8pp 30765:157-30765.165 

9506060132 Advises ol possible termination of Contract NRC-1 7-84-327, "Stenographic 
Reporting Sves in Washington, DO Metropolitan Area," awarded to Free State 
Reporting, Inc Notice to contractor encl.W/o end 

DIRCKS,W.J Office of the Execulive Director lor Operaflons NRC-17-84-327 84/09/ 
24. PALLADINO Commissioners Ip 30703.283-30743 283. 

SS06070070 Responds to FOIA request lor documents re profiled testimony (lied In CP 
or OL hearings.speechos & published papers re nuclear power 4 Infernal memoranda 
re facility Forwards documents listed h App A-F.Searcti continuing 
FELTON. J.M. Division ol Rules and Records, 84/06/20 GLASSREQEL.H Shaw. Pllf- 
man, Potts 4 Trowbridge. 992pp. 30870:125-30861.036. 

-8088089581 Forwards 800827 extract from NRC duly officer log re allegations of poor 
piping da3lgn.Anonyniou8 oaller alleged that designers 4 supervisors oT piping sys for 
faclIlN were IncompatenI Allegations were general but warrant followup. 
THORNBURQ.HD Division of Reactor Construotion Inspection. 80/07/08 
SEYFRIT.K.V Region 4, Dallas, Office of the Director 3pp, 30880:017-30580.019 

-9108240011 Advises of completion ol IE review of facility 810501 safety-related weld- 
ing rept responding to NRC 800430 show cause orrjer Technical aspects of rept 
comply w/order 

PERANICH.M.W Division ol Resident 4 Regional Reaclor Inspection. 81/07/16, 
MADSEN.Q.L, Reactor Projects Branch. Ip, 30879:043 30879.043. 

-9506070090 Fonvards memos re determination of licensee response to WesHnghouse 
Itr on postulated fuel handling accident analysis, per request of Technical Instruction Tl 
2500/1. 

SEIDLE,W.C, Region 4, Dallas, Reactor Construcllon 4 Engineering Support Branch 
77/07/14 J0RDAN,E.L Executive Officer (or Operations Support ip. 30878,303- 
30878:306. 
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-8506070103 Recommenids closure ol item re Teledyna Brown supports Critical ten- 
sion load ol faullcd condition combirred b/ obtaining SSE & LOCA loads 
TAPID.JI Region 4, Dallas, Oftice o( Clie Director 77/11/17 HUBACEK.WG Region 
4. Dallas, Ofice of the Director Ip 30876307-30876 307 

-8506070115 Recommends action to obtain volunteer from outside region tor assign 
ment as facility resident Inspector Canvassing of eligible Region IV personnel reveals 
no volunteers lor assignment 

SEIDLE,WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
70/04/18 VETTER, W E Office of Inspection & Enforcement, Office ol the Director 
tp 30876 308 30678 308 

-8506070122 Advises that tape describing alleged deficiencies in plant const & OC pro 
grams transmitted on 790521 reviewed Allegations re reinforcing steel discrepancies 
will be addressed during future insp 

SEIDIE,WC Region 4, Dallas, Reactor Construction & Engineering Support Branch 
79/06/12 REINMUTH.GW Division of Reactor Conslruclion Inspection Ip 
30878 309-30878 309 


-6506070386 Notifies of meetings announced on 810317 tn PR re meteorology & em»i 
gency response facilities Prrmary purposes include consolidation of guidance on mete 
orological programs re omeroency preparedness 

SEYFRIT,KV Region 4, Dallas, Office of the Director (81/03/01). 81/04/77 
OPREA,G W Houston Lighting & Power Co 2pp 30879 023 30879 026 

* 8506070398 Discusses mfo received on 610425 & 0506 re problems w/work by desian 
engineering & Brown & Root plan to lay oft 230 people Concern Increased that Bro»n 
& Root Engineonng causing const delays 

PHILLIPS.H S Region 4, Dallas, Office of the Director (81/03/01) 81/05/27 Rea'cn 
4, Dallas, Office of the Director (01/03/01) 2pp 30879 027-30879020 ^ 

-8506070408 Advises that reactor vessel outlet safe end dimensional error cannot te 
closed until results of review during future insp known Region IV & resident inspccici 
given conflicting Info re safe ends etching 

PHILLIPS.H S Region 4, Dallas, Office of the Director (81/03/01) 81/06/06 
MAOSEN,GL Region 4, Dallas, Ollice of the Director (01/03/01) Ip 3 0679 023 
30879 029 


■8506070132 Forwards documentation concerning voids In luol handling bldg slab 8 
Lifts 8 S 15 of reactor contain men! bldg Voids reported by ulil as const 
deficiencies Insp Rept 79*12 should not receive external circulation 
SEIDLE,WC Region 4, Dallas. Reactor Conslruclion & Engineering Support Branch 
79/08/08 MCGl3RflEN,HJ Olfice ol the Execulivo Legal Director Ip 30876 310 
30876 310 


8506070414 Documents 800606 lelcon w/RA Wiesemann concerning reactor pressuts 
vessel safe end problem Current status ol facllilies & status ol Wostinghouse Invest 
gallon Included 

POTAPOVS.U Regiori 4. Dallas, Vendor Inspection Branch 80/06/09 
REINMUTHGW. Division of Reactor Construction Inspection 5pr 30879036 
30879 034. r kh iwv 


-8506070146 Submits resident Inspector commentary lor Oct 1979 Insp program aclivi 
tv sh@@ls oncf 

PHILLIPS.H S Region 4, Dallas, Office ol the Director 60/01/31 SElDLE.WC 
Region 4, Dallas. Reactor Construction & Engineering Support Branch lipp 
30878 311-30876 32t 

“8506070156 Forwards summary ol 791005 meeting w/applicant In Houston,!)! ro 
policy.interface communrcatlons & repis CommunlcalEons w/projecl mgt noted 
PHILLiPS.H.S Region 4, Dallas, Office of the Director 80/03/28 SEIDLE.WC 
Rogron 4, Dallas, Reactor Construction & Engineering Support Branch 9pp 
30876.322*30878 338 

-6506070168 Requests mvesligallon assistance re end anonymous allegations re 
oelved on 830613 

SEIDLE.WC Remon 4, Dallas, Reactor Construction & Engineering Support Srench 
80/06/30 SEYFRIT,KV Region 4, Dallas, Ollice of the Director 3pp 30878 339 
30878 341 

-8506070177 Summarizes 800616-20 Insp of Brown S Root ofes In HouslonJX & ob* 
aervatlons of applicability of anonymous allegations Allegations appear to originate on 
site Further action should be taken by Const Branch 

HAIE.CJ Region 4, Dallas, Vendor Inspocllon Branch 84/12/10 POTAPOVS.U 
Roglon4. Dallas, Vendor inspection Branch 2pp 30878342 30876 343, 


-8506070427 Discusses allegallon of infringement on US Patent 3,686,811. "Spac'd 
Multi Wall Const Unit '' Design of containment based upon prestressed concrete pm 
cipals used prior to 720329 patent Issuance date 

TAP/A.Jf Dlreclor’s Office, Office ol Inspection and Enforoomenl 61/07/27 
QAQLIARDO.JE Director’s Office, Offico of Inspection and Enlotcomeni ym 
30870035 30879037 ^ 

•*3508070434 Forwards response to 810706 request for info ro embedded plate wcldino 

P roblems ^ 

ElOLE.WC. Region 4, Dallas, Office of the Director (81/03/01) 81/07/23 
BAER.flL. Division ol Resident & Regional Reactor Inspection Ip, 30879033 


-8508070439 Forwards info on facility embedded plate welding problems, in rasponu) 
lo IE request 

QrLBERT.L D Region 4, Dallas, Office of Ihe Director (01/03/01) 61/07/17 
SEIDLE.WC Region 4, Dallas, Ollice of the Director (81/03/01) 4pp 30879039 


■8506070445 Submits resident Inspector commentary for Juno*Jul 1901 
PHILLIPS.H S. Region 4, Dallas, Ollice of the Director (81/03/01) 01/09/12 
MADSEN.G L NRG No Detailed Affiliation Given 4pp 30879 044 30879.047 


-8506070194 Discusses lessons learned In Invesligallon 79>ld Assignment ol resident 
Inspector at earliest practical time after issuing CP recorrbirended 
PHILLIPS, HS Region 4, Dallas, Office of the Direclor 84/12/10 SEIDLE,WC 
Region 4. Dalfas, Reactor Construction & Engineering Support Branch 
CROSSMAN,W A Region 4, Oalfas, Office of (ho Director 6pp 30878 344 30876 348, 

—8506070266 Submits status rept for 800616*0711 ro followup aclivities associated w/ 
show causa order jier 800624 request Progress on items ot noncomplianco in Invest!* 
gallon Reel 50 408/79*19 & 60-499/7G-19 continuing. 

SEYFRIT.KV Region 4, Dallas, Ollico ot the Director 80/07/14 THORNBURG,H D, 
Division ol flaaclor Conslruclion Inspection 2pp, 30870 349 30B78'350, 

-8506070277 Summary of 800617 mealing w/util a Brown a Root In Arlington, TX re 
Show Causa Hems 2,3 a 10 concerning Calogory 1 structural backMI,salety*relatod 
welding a safety related concrete structures, respectively 

HALl.R.E,, CROSSMAN,WA. Region 4, Dallas, Office ol the Direclor. 80/00/24 
Region 4, Dalfas, Office of the Director, 3pp 30878 351-30876 353. 

-8506070291 Summanr of 800630 meeting w/ulif & Brown a Root in Arlington, TX ra 
Show Cause Items 6,6,7 ,8 a 9 concerning slop work aulhoflly,lrend analysls,do8fgn 
change control, record control a audits, respectively 

HALLRE, CROSSMAN, W, A. Region 4, Dallas, Office o( the Director. 60/07/02 
Region 4, Dallas, Office of the Director 4pp. 30878 354*30876 357 

)0703 meeting w/ulll.Brown a Root,Bochlel a Wgl Analysis 
Cause Item 1 concerning QA program 
Dallas. Olfrea of Ihe Direclor. 80ft7/09, Region 4, Dallas, 
30878.358*30878360 

-8598070313 Recommends discontinuing pursuit of allegations contained In 800613 Ur 
re lack of mgt support, records mgl,inaBequale audits, Inexperienced personnel a rapid 
personnel turnover. 

SEYFRIT.K.V Region 4, Dallas, Office ol the Director. 80/07/16, TKORNBURG.HD 
Division of Reactor (Donstrucllon fnspectlen. 2pp 30878 381 30879005 


-8506070301 Summarizes 6C 
Ce In Arllngton.TX re Show 
HUBACEK^G Region 4, 
Office of the Director, 3pp 


-8506070461 SALP rept for Jul 1980* June 1901, 

SEYFRIT.KV. Region 4, Dallas, Ollice ol Ihe Director (81/03/01), 61/00/02, l6co 
30879048 30879063 ^ 


-0506070468 Advises that request for special insp because of Brown a Root onglnew 
Ing problems a trends unnecessary because of 010924 util announcement IhatCnwri 
aRoot will be replaced by Gechlol 

PHILLIPS.H S Region 4, Dallas, Ollice of the Oirootor (81/03/01) 61/09/25 Reaton 
4, Dallas, Ollico of Ihe Director (81/03/01), Ip. 30870 064*30879 064 


••8506070471 Discusses requirements of revised emorgoncy planning rule published on 
80061 9 Emergency preparedness exercise schedule should bo coordinated w/f£WA 
& slate a local govts 

SEYFRIT.KV. Region 4, Dallas, Ollico of the Director (81/03/01) flt/l0/2? 

OPREA.G.W Houslon Lighting a Power Co 2pp 30870.005 30879 006, 

-8506070479 Discusses 811016 request for Region IV conourronco w/QA worl 
j^r^osed, Drawings & specs concerning reactor containment bldg not roviowod by 

PHILLIPS.H S. Region 4, Dallas. Ollice of the Director (61/03/01), 01/10/26. neoitin 
4, Dallas, Ollice of the Director (81/03/01), 2pp. 30879, b69*30079'070 

-8506070483 Submits resident inspector commentary for Aug • Oct 1981. 

PHILLIPS.H S Region 4. Dallas, Olfice of the Director (81/03/01), fit/10/» 

MADSEN.G.L. NRC • No Detailed Affiliation Given 0pp. 30870 071*30879 070. 

-8506070487 Submils draft comments re CEU 811028 petition lo suspord 

const. Review of Ouadrax repi determines that rept does not conclude that i4ani 
design fundamentally flawed 

SEIIJLE.W.C, Region 4, Dallas, Olfice of the Direclor (01/03/01) 81/11/64 

SEYFRIT.KV Region 4, Dallas, Office ol the Direclor (81/03/01) 7pp. 3067966) 
30879:086, 


-3506070338 Submits aftaiysls ol 11 aliegaflons In anonymous Hr received 800613 & 
feasibility ol Invesligallon. No extensive TnvestigaDva effort recommended unless al* 
legar Identified & more detailed Info oblelned, 

HEflR.R K Region 4, Dallas, Office ol Ihe Direclor, 80/07/07. Region 4, Dallas, Office 
of the Director, 4pp. 3O870.OO6-3O879 009, 


-8506070493 Submits suggested questions lo ask ulll re aelecllon of now QC A cecil 
contr actor S Impact on operations 

« 09 li>h 4, Dallas. Office of Ihe Direclor (01/03/01). 0t/1l/C$ 
COLLINS,JT. Region 4. Dallas, Office of the Director (61/03/01) 2pp 30679087 

oO-o 7vt068 


-6506070358 Forwards lessons learned memo re Invesligallon dooumenled In Rept 79* 
IQ.Transmiltal per memo requested.W/o oncl. 

PHILLIPS, H.S. RmIoh 4, Dallas, Office ol Ihe Dl rector, 80/07/21 SEIDLE.WC 
Region 4, Dallas, Fleaclor Construction Engineering Support Branch 1 p 30079 010* 


-8606970365 Submits resldenl Insjjactor commentary lor Aug 1980, including resident 
Inspector overview dunng Sept 1079 - 1980, 

PHILLIPS, HS Region 4, Dallas, Office of Ihe Direclor. 80/09/10, SEIDLE.W.C 
Rwlon 4, Dallas, Reactor Conslruclion & Englneeiing Support Branch. 7pp, 


-8508070503 forwards draft circular re AWS D1.1 welding of saf0ty*ratatod sliuciuiil 
steeLForwerding of circular describing QA program & welding deficiencies al vondw 
facilities & site recommended. 

PHILLIPS, HS Region 4, Dallas, Ollice ol the Direclor (81/03/01). 01/12/99 
CROSSMAN,W.A, Region 4, Dallas, Office of Ihe Director (81/03/01) Ip, 00870090' 
v067d'092i 

-&5060705oa Submits rasldent inapsetor commentary tor Nov 1901, 

PHILLIPS.H.S. Region 4, Dallas, Olfice of the Director (01/03/01). 61/12/09 
MADSEN.G.L. Region 4, Dallas, Office of the Director (81/03/Ot) 3pp. 30879)93 
30679. 095« 


-65)5070376 Submits resident inspector commenlary lor Nov - Deo 1880 
PHILLfPS,H.S. Region 4, Dallas, Office ef Ihe Direclor. 00/12/19, SEIDEL,W,C, 
Region 4, Dallas, Reactor Construction & Engineerifig Support Branch. Spp, 
30879.018-30870.022. » v rr 


-8509070516 Commends BM Darby (or superior work during team insp as senior rosJ- 
dejii jnepdctor. 

PHILLIPS.RS, Divi^on of Vendor & Technical Programs 82/02/14, DORBY.eM 
Region 4, Office of Director. Ip. 30070:096*30870,096. 
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-S5O0Q7O57O Requests meeting on 820418 19 to discuss areas to be covered & plan 
re interfacing of new mgt at facility Actual evaluation effort wit) be conducted during 
wk of 820307 

SEVFRtT.KV Region 4. Office of Director 02/03/12 POTAPOUS.U Division of 
Vendor & Technical Programs GAQLIARDO.J E Division of Resident. Reactor Project 
& Ertoineering Programs CROCKER, LP Licensee Qualifications Branch Ip 
39879 097-20679 116 

-8506070572 Submits resident inspector commentary for Nov 1979 
PHILLIPS.HS Region 4. Dallas. Office of the Director 80/01/17 SEIDLE.WC 
Region 4, Dallas. Reactor Construction & Engineering Support Branch 4pp 
30879119-30879122 

-8506070575 Requests Investigation assistance re allegations that const foreman fired 
tor resisting pressure on workers & that Brown & Roofrehirlng persons Rred due to IE 
InvestigaBons 50 498/79-19 & 50-499/79-19 

SEIDLh.W.C Region 4, Dallas. Reactor Construction & Engineering Support Branch 
80/tO/08 SEIDLE.WC Region 4, Dallas, Reactor Construction & Engineering Sup- 
port Branch ip 30879.1 23-308791 23 


-8505100302 Discusses accelerated QA insp.per 790615 agreement Insp will provide 
basis tor deterrnining whether sum of allegations re OA program has substance 
THORNBURG.H D Division of Reactor Construclion Inspection 79/06/19 
SEYFRIT.K V Region 4. Dallas. Office of the Director Ip 30879 213 30879 251 

-B50S100319 Summary ot 800516 meeting w/ulil re ulil responses to IE Investigation 
Rent 79-19 & show cause order 

HLlBACEK.WG Region 4. Dallas, Office of the Director 80/06/04 Region 4, Dallas, 
Office of the Director 3pp 30879 252-30879 254 

-8506100329 Summary of 800630 technical mooting w/utll.Brown & Root. Bechtel & 
Mot Analysis Co re Show Causa Item 1 on QA program 

HOBACEK.WG Region 4, Dallas, Ollice ol the Director. 80/07/09 Region 4. Dallas, 
Oltice of the Director 3pp 30879 255 30879 264. 

-8506100343 Summarizes 800912 meeting w/utit & Brown & Root concerning restart 
programs for welding & complex concrete 

GROSSMAN, W A Region 4, Dallas, Office of the Director 80/11/18 Region 4, 
Dallas, Office of Iho Director. 2pp 30879 265-30879-320 


-8506070580 Forwards S Phillips 800904 statement to Shenff of Matagorda County.TX 
ro P Buchorn allegation concerning accidental burial ol foreign alien In 
concrete Sheriff should handle Investigation NflC should not got Involved 
SEtDLE.W.C Region 4. Dallas, Reactor Construction & Enninoering Support Branch 
90/09/05 Region 4, Dallas, Reactor Construction & En^neering Support Branch. 
3pp 30879 125-30879.127 

-8506070582 Discusses Part 21 r^t re supply of wrong mails lor fabrication ot sup- 
ports used at protect AISI 1035 & 1045 chemistry mails supplied by Cleveland City 
Forgo & unEdentilfed supplier ASTM A668 Class C mall specified 
HUBACEK.WG Region 4. Dallas, Office ol Iho Director 80/07/15. Region 4. Dallas. 
Office of the Director Ip 30879 128-30879' 128 

-6506076565 Discusses reporting of 10CFR50 65(e) delicioncies Identified by licensee 
dunng preparation of response to show cause order Significant const dollciencios 
iden tilled in response to order must be reported per Part 2i. 

SEIDLE.WC Region 4, Dallas, Roactor Construction & Engineenng Support Branch 
80/07/02 Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip 
30879 1 20-30879 129 

-BS06070594 Fonvards concerns Identilied In Citizens Concerned About Nuclear Power 
answer to second set of interrogatories Investigation requires significant etforl which 
coutd be performed w/invesligatlon of H Scarlett allegations 
HUBACEK.WG Region 4, Dallas. Office ol the Director 80/05/28 Region 4, Dallas, 
OlPce ol the Director. 6pp 30879 130 30879.1 35 


-8506100354 Recommends detailed discussion, of Quadrex Hept on design & NRC rote 
in discovering indications o( potentially weak areas in response to Congressman Udall 
811030 ttr. 

PHILLIPS.HS Region 4. Dallas. Office of the Director (81/03/01) 81/11/10 Region 
4. Dallas. OKice of the Director (81 /03/0t> 7pp 30870 321-30679 327. 

-8506100361 Summary ol 81000Q meeting w/ulit In ArlIngton.TX re results of Quadrex 
Corp review of Brown & Root engineering. 

PHILLIPS.HS Region 4. Dallas, Office ot the Director (81/03/01) 61/09/11 Region 
4. Dallas, Office of the Director (81/03/01) 2pp 30079 328-30679 329 

-8506100369 Responds to 611109 request lor Info re 611031 Congressman Udall Itr 
concerning Quadrex RopIRept does not conclude plant design fundamentally 
flawed Rndings described lack of documented program 

SeiDLE,WC nonlon4. OKIco ol Director 64/00/20 COLLINS.JT Region 4. Ollico 
of Director. 4pp 30879 330 30679 342 

-8506100384 Handwritten memo re preparalien tor public hearing tor facility 

* NRC • No Delatlod Affiliation Given 80/12/19. SEYFRIT.K. NRC - No Detailed Af (ill- 
ation Given 3pp 30079 345 30879 357 

-8506100393 Handwritten memo ro forthcoming facility hearing concerning contention 

* NRC - No Detailed Affiliation Given BO/04/09 HA8ACEK NRC - No Detailed Alllli- 
alien Given Ip 30879 358 30080.014 


“8506100042 Discusses 790612-14 Invosligotlon of allegation concerning missing radial 
reinforcing steel around reactor containment bldg equipment hatch Concrete pour 
cards reviewed did not indicate radial reinforcing stool missing from hatch 
HUBACEK.W.G Region 4, Dallas, Office of the Director 79/07/06. Region 4, Dallas, 
Office of the Director Ip 30879.136-30879.136 


-8506100404 Notifies of 760823 D Swayzey atlogalions re breakdown In OA/QG pro 

t ram breakdown compromising ouallty of pianl const In safely- related areas 
EIDLE.WC Region 4, Dallos, Reactor Construction & Engineering Support Branch 
76/08/25 Region 4, Dallas, Reactor Construction & Engineering Support Branch Ip 

aosso.ofs sosao.ois 


-6506100046 Summary of 600519 meeting w/util & Citizens Concerned About Nuclear 
Power In San Antonio, TX re location of original cadwold insp records. 

HALL.n E. Region 4, Dallas, Office of the Diroctor 80/05/22. Region 4, Dallas, Oftice 
of tho Director. 2pp 30879.137-30879:136. 


-8506100066 Advisos that alleged dollclencies described In 800224 Houston Post 
article.including void through reactor bldg radiation shielding wall & mechanical & elec- 
trical bldg west wall being out of plumb.have not been invosDgated 
HUBAC^.WG Region 4, Dallas, Office ol (he Director 80/04/04. Region 4, Dallaa, 
Oftice ol lha Director. 2pp 30879:141-30870.142 

-8506 100068 Summary ol 800226 meeting w/utll in ArlIngton.TX ro nine point action 
program (or resumption ot placement of safely related complex concrete 
HUBACEK.WQ Region 4, Dallas, Office of the Director 80/03/13. Region 4, Dallas. 
Office of Iho Director. 2pp. 30879 143-30879 144. 


-6506100096 Summarizes 800104 seminar w/Brown & Root re QA/QC interface w/ 
const. 

HALL.RE Region 4, Dallaa. Office ol Ihe Director 80/01/22. Region 4. Dallas, Office 
of the Director 2pp. 30879'14B-30B70'149. 

-8608100127 Advises of 791210 Insp by CM Moyer & J Haygood of State ol TX to ex- 
amine Brown Minneapolis use of ramography equIpmanl.EquIpment Impounded be- 
cause there were no survey records,r©ciproclty notification a one pocket dosimeter 
HUBACEK,W.Q. Region 4, Dallas, Offlco of the Diroctor 80/01/04 Region 4, Datlas, 
Office of the Director. Ip. 30879.162-30879.162. 


-8606100146 Notifies of 791121 alleged Intimidation of Pittsburgh Tosling Lab inspector 
after rejecling of three truckloads of concrete because of high entrained air. 
HU8ACEK.W.Q. Region 4. Dallaa, Offlco of the Director. 79/12/tO. Region 4, Dallas, 
OlHcoof the Director. Ip. 30870'164-30679'167. 


-8506100412 Requests Investigation assistance re 800627 anonymous allegations that 
designers of plant piping sya are not compelont AUogatlons should be included in next 
insp of Brown & Root in Houston.TX 

SEIDLE.W.C. Region 4, Dallas, Roactor Construction & Engineering Support Brandt 
80/07/18 SEYFRIT.K V Region 4. Dallas, Ollico ol Iho Director Ip 30B80 016- 
30880 016 

-8506100452 Forwards draft generic resportse Ur to xoquoste re project, per 800711 
Action Item H0600650, Draft previously transmitted on 800726 
SEIDLE.WC Region 4, Dallas, Reactor Construclion & Engineering Support Branch. 
80/07/29. REINMUTH.Q.W. Division ol Roactor Construction Inspeclion. 4pp 
30860.020 30880.023. 

-6508100466 Requests Investigation assistance re 800722 allegation concerning talsili- 
callon ol malnl records Daily rept of special tnsps A. invesllgalions end 
SEIDLE.W.C Region 4, Oalfas, Reactor Construction & Engineering Support Branch 
60/07/29 SEYFRIT.K V. Region 4, Dallas, Office of Ihe Director 2pp 30680 024- 
30880026. 

-8506100476 Requests Investigation assistance re 800909 telcon concern expressed 
on quality of work personnel performed while under intluenco of drugs, por Policy 
Guide B48 

SEIDLE.WC Region 4, Dallas, Roactor Conslrucllon & Engineering Support Branch 
80/09/12 SEYFRIT.K.V Region 4, Datlae, Oftice of the Diroctor. Ip. 30860 026- 
30880026. 

-8S06100483 Discusses 600909 telcon ro quality el work by worker using drugs during 
work Caller told IE did not follow up on drug charges A were concerned only whert 
drug use allected quality ol plant const. 

GROSSMAN.W.A. Region 4, Dallas, Office ol the Director. 80/09/12 Region 4, 
Dallas, Oifice of the Director tp. 30080 027-30880.030. 


-8506100174 Submits resident Inspector commentary for Sept 1979 
PHILLIPS, H.S. Region 4, Dallas, Office of Ihe Director. 79/10/24 SEIDLE.W.C. 
4. Dallas, Reactor Construclion A Engineering Support Branch 24pp 
■tSa-3087B.i02 

-8508100184 Discusses review ol Texas Observer 790713 artlclo, "Toll A Trouble of 
South Texas Nuke " Nona ol 16 Homs attributed to IE insp repts appear to merit in- 
vostlgatlvo ellort beyond normal const deliclencles followup. . „ 

HUBACEK.W.G Region 4, Dallas, Ofllce of the Director. 79/09/18. Region 4, Dallas. 
Office ol the Director. 9pp, 30879:193-30879:201. 

-6506100280 Responds to 790911 memo requesting tnfo re major reactive Insp cases 
where significant manpower expended by Region Iv personnel 
SEIDLE.W.C. Region 4, Dallas, Reactor Construction A Engineering Support Branch. 
79/09/21. THORNBURG, HD Division ol Reactor Construction Inspection 2pp. 
30879 207-30870:208. 


-0S(}6100484 Discusses 611023 allegations ro unsatisfactory equipment storage condi- 
tions & Brown A Root destroying QA records. Allegation re equipment storage should 
be pursued. 

PHILLIPS, H.S. NRC - No Detailed Alllliation Given 81/10/28. NRC - No Oolalted Af- 
filiation Given. Ip. 30880 031-30830:031 . 

—6506100496 Advises of 811207 telcon w/Qoldberg ol util re Vermont Vanguard report- 
er allegation that Hayward Tyler Pump Co ehipped defective pumps to plants Util in- 
vestigation of allegations will be conducted 

SEIDLE.W.C, NR'C - No Oelalled Affiliation Given. 81/12/17. NRC - No Dotallod Affili- 
ation Given Ip. 30880.032-30880.032. 

—6506100519 Discusses allegations by Brown A Root auditor concerning audit deiiclen- 
cles Including 1QCFR60 66a const deficiency A qualifications ol site projacl engineers. 
CROSSMANAV.A. Region 4, Dallas, Office of the Director. 80/07/18. Region 4, 
Dallas, Office of the Director, 2pp. 30680 033’30880 035. 


-6506100266 Requests Investigation assistance re allegation concerning falsification of 


maint records 

SEIDLE.W C. Region 4, Dallas, Reactor Construction A En 
BO/07/29. SEYFRIT,K.V. Region 4, Dallaa, Office ol tho 
30679*212. 


gineering Support Branch. 
Director, 4p^ 30879:209- 


-4ISO8100537 Discusses 800522 allegations re detectrve cadwoldsJncludlng safety-relat- 
ed problems A lack ol second shift QC Insp supervision Cadwetd tensile lest records 
for Summer 1979 should be reviewed to verify compliance. 

HALL,R E. Region 4, Datlas, Office of the Director, ao/05/28, Region 4, Dallas, Office 
of Ihe Director, ip 30880.036-30880.039. 
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-8506100548 Forwards 800501 & 06 memos discussing telcons re allegalions ol weld- 
Efig problems Allegations closely parallel welding problems described in Investigalion 
Rept 79-19 

SEIDLE.WC Region 4, Dallas, Reactor CorrsIniction & Engrrrsering Support Branch 
80/05/06 SEYFRtT.KV Region 4, Dallas, Oflice ol the Director Ip 308&0 040- 
30880040 

-■8506100568 Confirms 800501 lelcon w/former util welding supervisor re alleged weld- 
ing problems High rejection rate for aluminum bronze essential cooling water sys 
piping welding noted 

CROSSMAN.WA Region 4, Dallas, Olfioe ol the Director. 80/05/01 Region 4, 
Dallas, Olfice of the Director 2pp 30880041 30880048 

-8S06100673 Discusses 800505 telcon w/lormer ulil welding supervisor re alleged 
welding problems at site Automatic welding on RCS done on double shift w/no util OA 
personnel monitormo second shift 

CROSSMAN.W A . HUSACEK.W G Region 4, Dallas, Olfice of the Director 80/05/06 
Region 4, Dallas, Office of the Director 3pp 30880043 30880 045 

-8506100567 Discusses 800289 allegation ol Improprotios in use ol welding 
electrode Electrode used lor welding in turbine operator bldg Ulil inves ligation continu- 
ing 

HUBACEK,W.G Region 4. Dallas, Olfice of the Diroclor 80/03/13 Region 4, Dallas, 
Olfice ol the Director Ip 30600 046-30800 047 


-6506100045 Answer protesting civil penalty Requests proposed civil penally be* 
drawn or mitigated 

• Texas DliliUes Electric Co (lormerly Texas Utifilies Generating Co ) EA-83 130 » 
01/23 Commissioners 12pp 30820 069-30820 168 

8506100050 Further response to FOIA request lor documents describing scope oiw 
or results from projects being conducted by Westinghouso or NRC re tests efs'ss 
generator tube degradation In PWRs Forwards documents listed In App A 
FELTON, JM Division ol Rules and Records 85/01/14 ANDERSON, P Wiseons,i 
Environmental Decade 2pp 30620172-30822146 


-8S0610'00S4 EGG-SEMI 6395 "Quick Look Rept for Semiscale MOD-2B Expentwril 
SG-1 " 

LOOM IS, G G , SHAW,R A . MARTINELLI.J S EG&G, Inc FIN A 6030 83/09/JO n 
Sion of Accident Evaluation 64pp 30820 1 74-30820 237 

-6506100058 EGG-SEMI 6405 "Quick Look Rept for Semiscale MOD-2B Expemerit 
SQ-2 '■ 

LOOMIS.GG, FINEMAN.CP, OWCA.WA EG&G, Inc FIN A 8038 B3/09/M D 
Sion ofAcciident Evaluation 86pp 30620 238-30820 326 


-6506100062 EGG-SEMI 6626 "Quick Look Rept lor Somiscale MOD-2B Test 8 Sa 9' 
LOOMIS,Q G , SHAW.R A EG&G, Inc FIN A 6038 84/02/29 Division o) 
Evaluation 95pp 30820 327-30821 059 ^ 


-8506100598 Discusses alleced Intimidalion of Brown &. Root QC inspector by Brown S 
Root const personnel QC & const personnel counseled & Instructed re proper con- 
tluol _ _ , 

HUBACEK.WG Region 4, Dallas, Olfice ol the Director. 79/08/20 Region 4, Dallas, 
Office of the Director. 2pp 30860 048-30860 049 

-8506100618 Discusses allegation of QC lirogufartllos al site, including card games by 
QC civil dept during 6 8 monlh period beginning In m Id-1 977 A dIscrMancles in Lilt 6 
HUBACEK.W.G Region 4, Dallas, Oflice o( the Director. 79/07/03 Region 4, Dallas, 
Office ol the Director. 2pp 30880 050-30880 053 

-8506100654 Requests vehicle for resident Inspector Lfso of govt vehicle will Increase 
inspector vislbili^ on site _ ^ 

SEYFRIT.K V. Region 4. Dallas, Ollico ol the Director 79/09/17. NEILL,B G General 
Services Adminislralion 2pp 30800 054-30860 055 


-6506100065 EGG-SEMI 6560 "Quick Look Ropt lor Semiscale MOD-2B Tss1SSG-<' 
OWCA.W A , STRE1T,J E. EG&G, Inc FIN A 6038 04/03/31 Division ol 
Evaluation 94pp 30821 060-30021 153 


-6506100067 EGG-SEMI-6448 "Quick Look RopI for Semiscalo MOD-2B TesiSSG;' 
OWCA.WA, ESPIN02A,A. EGRG, Ino FIN A-e038 83/11/30 Division olAw^l 
Evaluation G2pp 30821 154-30821 235 


-0506100071 EGQ-SEMI-6B71 "Quick Look Rept for Somiscato MOD-2B TosiSSSe ' 
LOOMIS.GG , TJNGLE.WW EG&G, Inc, FIN A 6038 84/04/30 Division olAc^l 
Evaluation 96pp 30821 236-30021 -331 


-8506100073 EGQ-SEMI-6471 "Quick Look Rept tor Semiscalo MOD-2B Tost S SO 7 ' 
LOOMIS.GG., SHAW, R A. EG&G. Inc FIN A-6038 03/12/31, Division ouSd^i 
Evaluation BOpp 3082V332-30822 049 


—8508100657 Requests Investigation assistance re allegations by Brown & Root QA 
auditor re audit aellcicncles Review ot alleged audit deirclencles concludes addi Inves- 
tigation needed 

SEIDLE.W.C. Region 4, Dallas, Reactor Corrstruction & Engineering Support Branch 
80/08/15 SEYFRIT,KV, Region 4, Dallas, Office ol the Director, 1p. 30880056- 
39880.056 

—8506100664 Recommends Invesllgalion of allegalions re Site Audit ST 36 & re- 
sponse s/correclivo action Mgl involvement insuinclerrt to insure working audit proc- 

Ph1lLIPS.H.S Hogion 4, Dallas, Ollico of the Director, 80/08/05 SEIDLE.WC 
Region 4, Dallas, Reactor Construction & Enginaoiing Support Branch Ip. 30860 057- 
30883059. 

-8506100756 Responds to constiluoni CS Gage inquiry ro alleged threats, harassment 
& assault by Brown & Root const porsennel of QC inspoctora at facility No evidence 
of beating of 00 Inspoclors exists 

SEIDLE.W C Region 4, Dallas, Office of the Director 79/1 1/09. BENTSEN,L. Senate 
2pp. 30880T28-30ae0129 

-8506110116 Testimony of Commissioner Gllinsky before Committee on Governmental 
Affairs on 780323 re risks of terrorist activlllos Involving use of nuclear explosive 
mails, 

QILINSKY.V Commissioners. 76/03/23. gpp 30680 296-30860 304 

-6506110162 Testimony ot Commissioner Gllinsky before US House of Roprosontativos 
Subcommittee on Energy & Environ on 750502 re safeguarding nuclear mails 
GILINSKY.V Commissioners 76/05/32, 11 pp 30661 016-30681,336 

6606100019 Partial response to FOiA request for two categories of records ro TDI 
diesel generators al plant Forwards documents In App A Documents 1-14 available In 
PDR Search for add! documents continuing 

FELTON,J,M Division of Rules and Records. 85/01/17 6ELL,N Nuclear fnformolfon 
& Resource Service. 3pp 30822.149-30822.233 

-6506100022 Forwards const dellclency/Part 21 rapt re Insufficient lubrlcalbn ol thrust 
bearings on turbochargers lor TDJ diesel generators Requests followup on generic as- 
pects of problem w/AE/vendor, 

LEWIS, R.C, Division of Project & Resident Programs 84/04/10, POTAPOVS.U DM- 
slon of Vendor & Technical Programs. 2pp 30622 152-30822 153 

-8506100026 Deficiency rept re possible defect w/slarvdby diesel generator 
turbochargers Horn determined not reportable per 1 0CFR5O.66(0) or Part 21, Record ol 
830818 telcon & other related documents encf, 

CHIANGI.NJ, Carolina Power & Light Co MQAH 64-209, 84/05/04, O'REILLY.J.P 
Region 2, Oflice ot Director. 6pp, 30822.154-30822,159. 

-8506100029 "Instruction Manual Operation • Mainf & Parts List lor AC Synchronous 
Generator." 

' Parsons Peebles - Electric Products, Inc 74/11/20 19pp 30822‘I6D30622'233. 

6506100032 FOIA request for Interim or final repts generated by Ofa ot Investigation re 
tacillty. 

FOSTER, J E. Atliliatlon Not Assigned, 84/10/11, FElTON,JM Division ot Rules and 
Records. 1p 30820 169-30820:169 

6506100035 Responds to FOIA request for Interim or final repis generated by Ole ot 
InvQStigellon re tacility.Documents withhold (ref FOIA Exemcllon 6). 

FELTON JM, Division ot Rules and Records, 64/12/07. FOSTER,JE, AlfiUatlon Not 
Assign^. 2pp. 30820,170-38620.171 


—8506190079 EGG-SEMI-6597 "Quick Look Ropt for Semiscalo MOD-2B Experiment 5 
SG 8 " 

OWCA.WA. TINGLE, WW. EG&G, Inc FIN A 6038. 84/04/30 Division ol 
Evaluation 9Bpp 30622 OSO 30B22T 48 

8506100669 FOIA request tor five categories ol documents ro severe accident sludos 
SHOLLY.SC Union ot Concerned Scientists, 84/12/17 FELTON.JM, Owtsion o 
Rules and Records Ip 30019 232-3081 9'232 

850eitDO{>95 Partial response to FOIA request lor five calegorios ot ctocuriHn's ir 
severe accident studies Documonis listed In App A available In PDR Search conirv 
ing 

FELTON.JM Division ol Rules and Records 05/01/04 SMOLLY.SC UnionofCoc 
corned Scientists 2pp. 30819,233-30820.085 

-8506100103 "Issue 2 1.1 • Plant Characterization." 

ENG,T NRC - No Detailed Atliliatlon Given 84/05/01 6pp 30810 235-3082003$ 

8506100107 Third partial response to FQIA request for documents re 84862627 5.1 
scale Joint emergency exorcise & as to whether facility mods stds 0 
10CFR50 47.Forwards App A documents App B documonis available in PDR 
FELTQN,JM Division ot Rules and Records 04/12/27. PUNTENNEY.JE Si'f 
Energy Coalition. 4pp, 30816 342 3081 9 231 . 

-8107090079 Forwards comments ro tacillty emergency mefoorologlcal piiwsm cm 
010603 request Info on Lake Erie breeze circulation at site should 00 oonskfered iq 
otfecls ol gaseous release on eftiueni transport & dose dolermlnatlon 
HOUSTON.fl.W, Accident Evaluation Branch, 81/06/26. RAMOS, SL. EmoiMncyPre 
parednoss Development Branch (Pro 820201) 2pp 30819:042-30819 1Q2. 

-8406210141 Comments on study ot effects ol thermal Internal boutrdarv layw [TiBL 
on gaseous eftiueni plume transport. Applicant will continue to study roiaUansh«b« 
tween meteorological data & TIBL to develop emergency propaiednesa dosomoM 
QAMMILL.WP Meteoroloey & Ellluenl Troalmonl Branch. 84/06/13, PAGANOfO 
Emergency Preparedness Srancli. 2pp. 30019.220 30019’231 

-8506100113 Forwards working paper for facility emorgoncy plan ovatuatlon 
MYERS, J.Q. Baltelle Memorial Institute, Pocltlc Northwest Laboratorfos 6tf06/0l 
PSOMAS,P NRC - No Detailed Affiliation Given. 30pp. 3OB10 346-30810 013 

-8606100118 Forwards review ot lacllily emergency plan 
PICKETT, BD Baltelle Memorial Institute, Pacitic Northwest Lehoralotlos dl/MfH 
PSOMAS.P. EP Licensing Branch 20pp. 30810 014-30810.041 

-6606100130 Ack receipt ol 020823 I Irs Appreciates support In attompllriig tohaveesr 
meals made at certain public meetings on offsito omorgency plans mado poitcldl 
Cfll rocoref 

WESTOVER,A,T, Monroe County, Ml. 82/09/13. DEYQUNQ.RC DIreclor's Offtci 
Oflice ot Inspection and Entorcemont ip 30810 1 63-3001 B-228. 

8506108305 FOIA roquesl for documents ro facility eloclrlcel cable separation ikrilder 
cles. 

STEPHENS.S, Nuclear Awareness Network. 85/03/01. Otiice ot Adminisliatiorii. Tn 
30822*234-30022'235, 


8506108314 Responds to FOIA request tor documents re elecirtcal cable sopaiatendi 
llclencies at faclllty,Fotward8 Apps A & B documents Documonis also avaBaNe . 
PDR. 


FELTON, J M, Division ol Rules and Records, 05/04/16, 8TePHENS,S NikI*. 
Awareness Network 3pp. 30822:236-30623:115 


6506100839 Further response lo FOIA raqueal for documents re Brown 4 
Root, Inc. Forwards Mp A documents Documents else available In PDR.App B docu- 
ments withheld (ret FOIA Exemption 6 \ 

FELTON.J.M Division ot Rules and Records. 65/01/10. HUQE,H. Rogovin, Huge & 
Lenzner, 3pp. 30B20 066-38820 1 68. 


-8404280420 Trip rept of site visit during wk ot 031031 re physical arrangen»rti 1 
Btallatlon ol eleolrlcal.instrumentallon & control equIpmenl.Compliance w/NRCd^ 
criteria confirmed. 

ROSA,F, Instrumentation & Control Syaloms Branch, 84/04/13, YOUNGBlOOOjB 
LIcervsIng Branch 1. 32pp. 30623 018-30623.040, 
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-B412 190495 Forwards Special Const Verification Insp Flepl 50 402/84-51 of voluntary 
const self-assessment on 841023-1l02,per 840924 request, for transmittal to 
applicant Transmittal Hr, potential enforcement actions & unresolved items also end 
GRACE, JM Division of QA, Safeguards & Insp Programs (030103 850212). 84/12/ 
11 DENIS E,R P Region 4, Office ol Director 6pp 30822 268.30823’017 


-8506110021 Advises re handling of news media queries on fuel cycle, mails & trans 
porlation program areas Queries should be referred to appropriate NMSS personnel 
CUNNINGHAM,R E Division of Fuel Cycle & Materia) Safety 04/10/31 KERR, GW 
Office of Slate Programs, Director ARL,OTTO,G A Division of Engineering Technolo- 
gy GASSETT,0 E Division of Accident Evaluation 2pp 30846 041-30846 042 


-8506100324 Approves proposed change to facility FSAR Section 8 3 1 4 1 1 e 
SR1NIVASAN.U Power Systems Branch 85/02/15 YOUNQBLOOD,B J Licensing 
Branch 1 Ip 30822 239 30822 239 

-650E1OO336 Forwards Delian Corp const sell assessment corrective action evaluation 
rept,ulil response to notice of violation documented In Insp Ropt 50 402/84 51 & sum- 
mery of util actions re unresolved Items 

KOESTER,GL Kansas Gas & Electric Co KMLNRC85 036 85/01/21 MARTIN, RD. 
Regior) 4, Office ol Director 22pp 30622 240-30822 261 

• 6596100345 Responds to NRC 850103 Itr re violations noted in Insp Rept 50 402/84- 
51 Correclive actions analysis ol nonsalaty conduits to safety cable trays & cables ex- 
ibng trays performed Results wilt be Incorporated into FSAR. 

KOESTER.QL Kansas Gas & Efectric Co KMLNRC 85031 85/01/14 DENISE,RP. 
Wo-lf Creek Task Force epp 3OB22’208-3O022 267 

-6506100367 "Wolf Creek Nuclear Generating Station Const Self Assessment Correc- 
Ive Action Evaluation." 

• Dalian Corp. 85/01/11 66pp 30823 050-30823115 

8506110007 FOIA request for eight categories of documents re nuclear spent fuel trans- 
portation 

MILLAR.F Environmental Policy Institute, 84/10/17 NRC - No Detailed Alfiliallon 
GVen 2pp 30846 023-30046 024 

8506110009 Response to . FOIA request lor eight categories of documents re nuclear 
spent fuel transportation Forwards documents listed in Apps A & B Documents also 
available in PDR Search continuing 

FELTON,JM, Division of Rules and Records 84/12/11 MILLAR,F Environmental 
Policy Institute 12pp, 30B46 025.30040'ie5 


-8506110024 Forwards CEGB press releases re lull scale flask tests Confirms RE Cun 
ningham 840524 visit 

MARTIN,J P. United Kingdom, Govt of 84/05/04 MACOONALD.CE Transportation 
Certification Branch 33pp. 30846 043-30846 074 

“8506110029 Forwards draft Ur to CEGB requesting irrfo re train crash & scale model 
testing of spent fuel casks 

MACOONALD,CE NRC - No Detailed Affiliation Given 84/02/22 
CUNNINQHAM,R E. NRC - No Detailed Affiliation Given 3pp 30846 075-30846 077 

-8506110031 Requests Info on CEGB train crash & scale model testing of spent fuel 

MACDONALD, CE Transportation Certification Bran,ch 84/02/24 MARTIN, JP United 
Kingdom, Govt of. Ip 30B4S 078 30846.078 

-8506110034 Expresses NRC interest in program to lest transportation casks Requests 
notllicallon re contact person for C MacDonald 

LAFLEUR.J 6 Ollico of Inlornatlonal Programs. Director. 84/01/24 QAUNT.J United 
Kingdom, Govt of tOpp 30846 079-30846 068 

-8506110037 Ack receipt ot 840124 Ur re CEGB cask testing program MacDonald 
should contact JP Madln at CEGB headquarters 

GAUNT, J United Kingdom, Govt of 84/02/01, LA FLEUR, JD NRC - No Detailed Af- 
filiation Given 2pp 30846.089 30846 090. 

-8506110044 Trip repl of 841012 visit to Key stone, CO, to attend Workshop on Spent 
Fuel Transportation 

MACDOUQALUR Policy & Program Control Branch (Post 831001) 84/10/18, 
BUNTING, J.O. Policy & Program Control Branch (Post 631001), tOpp 30846 091- 
30846,100 


-6385040005 Expresses ^predation for submitting proposal, "Development of Repre- 
sentative Performance Tests for Highway & Railroad Transport Modes" & submits 
comments from NRC review Rev requested by 830516 

ERNST, M L Division of Risk Analysis & Operations (post 840429) 83/04/21. 
CLELLAND.L Lawrence Livermore National Laboratoiy 2pp 30846 147-30846:148 


-8506110049 "Shipping Container Response to Severe Highway & Railroad Accident 
Conditions," monthly mgt Itr (or Aug 1984 

FISCHER,L , CHOU.CK Lawrence Livermore National Laboratory FIN A-0397-4 S84- 
283/0546K 84/09/20 LAHS,WR Transportation & Materials Risk Branch 1lpp 
30846, 101-3 0846'111 


-8386020373 Trip rept ol 830516 visit to EPRI & LLL fo development of research 
project to evaluate shipping container responses to severe highway & rail accidents. 
LAHS,W Transportation & Materials Risk Branch 03/05/24 bCiCHB 1NDER,RB,. 
BELOBE.C Transportation & Materials Risk Branch 3pp. 30346.1 56-30846'1 71. 

-8306260130 Proposes options for peer review of Rldihalgh.Eggers & Assoc 
ropi Comments requested Peer review should be postponed until initial phases of re- 
vised model study program are technically complete 

EHNST,M L Division of Risk Analysis & Operations (post 840429). 83/06/16. 
HOE,J W Olfico of the Executive Director (or Operations 2pp. 30846 172-30846,173. 

-6307079244 Forwards trip ropt highlighting discussion on proposed technical approach 
lor evaluating shipping container response to severe highway & railroad accident con- 
ditions W/o end 

LAHS,W. Division of Engineering Tochnofogy 83/06/07. CHOU.C.K. Lawrence Liver- 
more Nalional Laboratory. Ip 30046.174-30846 174, 

-8307290344 Informs (hat pending further commenla,llnal rept re modal study will ba 
submit led for publication on 830725, J Roe 830630 memo concurred In author position 
ra peer review of final rept & recommended publication. 

ERNST.M.L Division of Risk Analysis & Operations (post 840429) 83/07/21, 
MINOQUE.R B. Office of Nuclear Regulatoiy Research, Director 3pp. 30846.179- 
30B46'181 


-B6061 10055 "Shipping Container Response to Severe Highway & Railroad Accident 
Conditions," monthly mgt Ur for Jul 1984 

FISCHER, L . CHOU,C K. Lawrence Livormoro National Laboratory. FIN A 0397-4 S84- 
2S2/0532K 84^8/20. LAHS,WR Transportation & Matorials Risk Branch 35pp. 
30046.112-30846-146. 

-8506110088 "Shipping Container Response to Severe Highway & Railroad Accident 
Conditions," monthly mgl Itr for June 1984. 

FISCHER.L , CHOU,C K Lawrence Livermore National Laboratory FIN A 0397-4. SB4- 
213/051 ILK 64/07/20 LAHS,W.R. Transporlation & Materials Risk Branch 4pp. 
30848 191-3O046’194, 

-8506110093 Forwards project & budget proposal for NRC work "Shipping Container 
Response to Severe Hlgiiway & Railroad Acoldoni Conditions " 

JOHNSON, J.M Lawrence Livermore Nalional Laboratory FIN A 0397-4 84/07/09 
ERNST, M L, Division of Risk Analysis & Operations (post 840429). 1p. 30846,195- 
30846-195. 

-8506110099 Project & budget proposal for NRC work, "Shipping Container Response 
to Severe Highway & Railroad Accident Conditions,*' 

CLELAND,lE.. CH0U,CK,, FISCHER,L E, Lawrence Livermore National Laboratory 
FIN A-0397-4. 84/06/27 LAHS,W.R NRC - No Detailed Affiliation Given tOpp. 
30846 196-30846,205, 


-831 1110099 Notice of procedural agreement between NRC & DOE concerning certifi- 
cation of spent fuel & nigh level waste ifansporlalion packaging under Nuclear Waste 
Policy Act of 1902 

CHAPELL,DR. Division of Fuel Cycle & Material Safely 03/11/04 4pp, 30846.162- 
30846-155, 


-B5061 10102 "Individuals Receiving Advance Noliilcalion of Nuclear Waste Ship- 
ments," 

KEflR,QW. Oftice of Slate Programs, Director, 84/06/20 lOpp 30846-206- 
30846 216, 


>-8312190273 Forwards draft notes on modal study meellng,includlng Input from other 
FES personnelfor circulation & comment.W/o end 

BUCHBINDER,B Transportation & Materials Risk Branch 83/11/22, 
MACDONALD, C.E, Transportation Cortillcalion Branch 4pp 30848-176 30846-170, 


-0606110109 Forwards draft proposal & vievrgraphs re LLL modal study on shipping 
contalnars-Cencern expressed re direction of work. 

LAHS,W.R Regulatory Analysis & Materials Risk Branch (post 840429) 84/06/20. 
BELOTE,J,C., MALARO,J.C. NRC - No Detailed 'AflillBlion Given 3pp 30845.217- 
30846-21 8 


-8 4 04240473 Suggests that mid-term peer review ol modal study be conducted after 
receipt of LLL two-phase program to screen historical accident data & analyze histori- 
cal severe accidents producing Impact forces exceeding limits 
MINOGUE.R.B. Office ol Nuclear Regulatory Research, Director 84/03/22, 
D1HCKS,W.J, Office of the Executive Director (or Operations Ip, 30646:188- 
30848,190. 


-8606110144 Draff prolect A budget proposal (or NRC work* "Shipping Container Re- 
sponse to Severe Hfgnway & Railroad Acddenf Condiftons." 

CLELAND.LL,, CHOU.CK, FISCHER.L.E Lawrence Livermore National Laboratory, 
FIN A-0397-4 84/06/07. LAHS.W.R NRC ■ No Detailed Affiliation Given. 23pp 
30846-219-30846:241 


-0405160198 Trip rept of 840406 visit to LLL re proposed approach to proieol, "Ship- 
pfng Container Response to Severe Highway & Railroad Accident Conditions, ' Pro- 
iectod cost of progfam unfusirffed « 

LAHS,W,R NRC • No Detailed AKIIIation Given. 84/04/17 BELOTE.C, 
BUCHBINDER.B,, MALARO,J. NRC - No Detailed Affiliation Given. 2pp 30846-1 88- 
30646.107, 

>8405260131 Provides direction on two concerns identified in Mar monthly mgf 
rept.Scope of work should not be viewed as risk assessment of spent fuel shipments 
LAHS.W R Regulatory Analysis & Materials Risk Branch (post 640429) FJN A-0397 
84/05/09, FISCHER.L, Lawrence Livermore National Laboratory, 4pp, 30846:182- 
30846:185. 

-85061 10015 Discusses plan for development of pilot insp program to verify compliance 
w/1OCFfl60 40,lnsp team formed to obtain Info (or Insp module developmeiit- 
GRACE,J,N, Division of QA, Safeguards & Insp Programs (830103 850212) 84/12^/ 
13, NOREUUS.CE,, SPESSARD.R.L Region 3, Office of Director. 2pp. 30846037- 
30B46.03B 

-8606110018 Responds to 841016 request for review of contractor repts cm reed for 
flow research facility. , ^ 

TAYLOR, J,M, Director's Office, Office of Inspection and Enforcemenl. 64/12/13, 
BASSETT, 0,E. Division of Accident Evaluation. 2pp, 30040,039-30846:040. 


-8506110148 "Shipping Container Response to Severe Highway & Railroad Accident 
Conditions," monthly mgt Ur for May 1984. 

FISCHER,L„ CHOU,C,l^ Lawrence Livarmofo National Laboratory, FIN A-0397-4 S84- 
186/0494K 64/06/20. LAHS.W.R. Transportation & Materials Risk Branch 30pp, 
30846 242-30846-271 

-8506110187 "Shipping Container Response to Severe Highway & Railroad Accident 
Conditions, " monthly mgt Hr (or Apr 1984 

FISCHER.L,, CHOU,C.K. Lawrence Livermore Nalional Laboratory, FIN A-0397-4. S04- 
1 57/0480 K, 84/05/17 LAHS.W.R Transportation & Materials Risk Branch. 7pp. 
30846,272.30046 270. 

-8506110159 ‘'Shipping Conlainer Resporrse to Severe Highway & Railroad Accident 
Conditions," monthly mgf Ur for Mar 1984. 

FISCHEFi,Li CHOU, C, 1C Lawrence LWermore National Laboratory. FIN A-0397-4 884- 
122/0467K. 84/04/17, LAHS.WR Tranaporlallon & Materials Risk Branch. 10pp. 
30846.279-30846 268. 

-8606110166 Forwards atd order for DOE work- "Shipping Container Response to 
Severe Highway & Railroad Accident Conditions." Approval & authorization to start 
work requested 

ERNST^ L Dtvialon of Risk Analysis & Operations (post 640429) 83/12/23, 
DUVAUn, Energy, Dept, of Ip. 3Oe46;209 30846*289. 
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-8SO61t0171 Sid ofdcf fof DOE wo/ti ShpFing Conlan£f Response (o Severe High 
way 4 flaltoad Occident Conditions " 

ERNST M L Division of Risk Analysis 8 OFcratons (post a^QilZa) ’ Energy, OepI o( 
FINA0397 4 60 84 018 83/12/23 5pp 30846 290 30846 294 

-8506110178 Concurs w/position that peer review o( REA repi, "Severe Rail 8 Truck 
Accidents " prcma'uro Review should be done alter LLL contract cornpleled 
ROEJW 01 Ice of the Executive D.rec tor for Opera I ions 83/06/30 ERNST, ML Oivi 
Sion of RrSk Analysis & Operations {post 840429) Ip 30846 295 30846 295 

-8506110185 Deliniiion ol Bounding Phys’cal Tests Representative ol Transport Acci- 
dents Air & Wanna " Monthly Repi 19 for Apr 1983 

NAPADENSKY.H S , VIERGUTZ,OJ, GRANATH.JA IIT Research Inst NRC-01 81- 
203 19 83/05/25 LAHS,WR Division ol Risk Analysis & Operations (post 840429) 
Itpp 30846 296-30846306 

-6506110193 Definition ol Bounding Physical Tests Representative ol Transport Acci 
dents - Air & Marine, Monthly Rept 18 for Mar 1983 

NAPADENSKY,HS, VIERGLJTZ.OJ. GRANATH.JA IIT Research I ns I NRC-04 81- 
203 18 63/04/22 UVHS.W R Division ol Risk Analysis 4 Operations (post 840429) 
3pp 30846 307-30846 309 

-8506110200 "Definition ol Bounding Physical Tests Rep resenia live ol Transport AccI 
dents - Air 4 Marine," Monthly Repi 17 for Feb 1983 

NAPADENSKY.H S , VIERGUTZ.OJ, GRANATH.JA IIT Research Inst NRG 04 81- 
203 17 83/03/08 LAHS.WR Owsm ol Risk Analysis 4 Operations (post 840429) 
3pp 30846310-30846312 

-6506110204 "Delinition ol Bounding Physical Tests Representative o I Transport Acci 
dents - Air 4 Marine." Monlhty Repi 16 lor Jan 1983 

NAPADENSKY.HS, VI£RGUTZ,OJ. GRANATH.JA IIT Research Inst NRC04 81- 
203 16 83/02/26 LAHS.WR Division ol Risk Analysis 4 Operations (post 840429) 
7pp 30846313 30846319 

-8S061 10206 ’ Definition ol Bounding Physical Tests Representative ol Transport Acci- 
dents • Air 4 Manne," Monthly RepT 15 for Dec 1982 

NAPADENSKY.HS, VIERGUTZ.OJ, GRANATH.JA IIT Research Inst NRC-04 81 
203 15 63/01 /20 LAHS.W R Division ol Risk Analysis 4 Operations (post 840429) 
13pp 30846 320 30846 332 


-8506110212 Responds to 830224 lelcon re transportation salety 
philosophies Consideration of regulatory basis 4 public inloiest In development ol 
Modal Study FYogram discussed 

UHS.W H Transportation & Malenals Risk Branch 83/03/07 WILLIAMS.R Electric 
Power Research Institute 6pp 30846333 30846338 

-8506110217 Forwards into for use in response to Oavis 840716 memo re safeguards 
under Nuclear Waste Policy AcL 

SAWYER.C NRC • No Detailed Alfiliation Gwen 84/07/17 DUBE.B NRG • No De- 
tailed AfTihation Given 2pp 30846 339 30846 340 

-8506110221 Requests review of safeguards requiiements under Nuclear Waste Policy 
NRCJ-regulated activities Conceptual discussion requested by 
840719 ' 

DAVIS.JG NRC - No Detailed Affiliation Given 84/07/16 BURNETT.RF NHC-No 
Detailed Affiliation Given 1p 30846341-30846341 

sabotage at hjgh level waste repositories 

ill Detailed Affiliation Given 84/07/06 DAVIS NRC • No Delailed 

Affiliation Given 7pp 30846342-30846 348 

requirements memo re (Jommisslon 810126 discussion & vote on 
l'«f'S'r>9 ot high level wasle reposllories Draft language 4 
revs to SEC^l.48 requested by 8 10202 4 OS.respeolrvely ^ ^ 

I Dorrimission M610126B 81/01/29, 

OWiceolllw Executive Director lor Operations BICKWIT.L Olliceolihe 
General Counsel 8pp 30848 349 30848 356 

te ®30330 Itf re advance notification program Requests (urther 
wbmitt^ K s'l'P'"®'’* >e Trust Territory Further res^nse virfll be 

^ Pse'Trc Islands 63/04/12 KERfl.G W Ofijca of 

Slate Programs, Director Ip 30846 357-30846357 •'cnn.uw uruce oi 

—8506110235 Responds to fix re Trust Territory participation In advance notification 
EeSn « require Tnist Temtory action 

ciir ij” Pfograms, Director 63/05/04 CRALEYNN United 

Stales Misc Pacrfic Islands 2pp,30M6 356-30846 359 vinnucT.ivN unitea 

-8S061102M Submits observations from 14 slate survey on advance miiiiraiion 
working but stales vary sharply on opinion of value or necessi^ o" 

SANBORN, (3, RMton 4, Olfice of Direclor 83/02/24 KERR.Q W Office rsf Slate Pm 
grams, Director 2pp 30846,360-30846361 ncnn.u.ifv uirice oi state Pro 

sfrangemenls for Stale ol Wl participation In advance nolilica- 

rector (or OperatiorB Ip 30847 002.^ 002 . ' ^^cu'^veOi- 

aafe^rds Into enraged W/oe^ ^ end Adequate protection ol 

QUStafson.pf. iinois. 


-8506110283 Requests consideration ol NFlC contingency plonninri In ovf’rit Ifwl c'/t'-r 
agencies do not tullill responsibilities during offsito omergoncy nosponso ror|iic.5'c7 
during wk of 840820 

DAVIS.JG NRC No Detailed Affiliation Given 84/08/14 CUNNINGHAM, H I NtlC 
No Detailed Affiliation Given 1p 30847 006-30847 006 

-8506110294 Expresses appreciation for 040524 mooting ro Brillsli nuclour {rfln'j><rta 
lion programs Heque sis copies of lechnical ropls on full senfo train urouh tnni 
CUNNINGHAM.R E Division ol Fuel Cycle & Material Safety Q4/00/0/ MAHIlfl J P 
United Kingdom, GovI of Ip 30847 007-30047 007 

-8506110301 Confirms RE Cunningtiam 040524 visit to Groat Orilain to umc hniKj'i tr N 
on full scale crash losis & evaluation ol severe accidents 

MACDONALD, CE NRC - No DeloHed Allilialion Given 84/04/1:1 MAItliN PP 
United Kingdom, Govt of Ip 30847 008-30047 008 

-0506110310 lAEATECDOC 262 "Emorgoncy Response Planning tot Tnonnpoit A i 
dents Involving Radioactive Malls " 

• International Atomic Energy Agency. 02/03/31 64pp 30047 000 IlOfid/ (.HU 

-8506110319 Discusses Impact ol Nuclear Waste Policy Act on cIliaI unn fs i 
const Problems w/NflC licensing noted NRC could llconso such cnako (I (Ki! tL - n 
strata s genuine Interest 

BUNTING.JO Licensing Process & Inlogrolion Brnnch 03/00/00 HHOVVNiMl fit 
Division of Waste Management 40pp 30047 064-30047 1 1 1 


-BS061 10324 Ack receipt of rept on Donvor mooting 
CUNNINGHAM.R E NRC No DotailoJ Atliliatlon Otvori fll/i{i' ji 
MACiOOUGALL.fl E NRC • No Dotallod Alfiliation Given Ip 30847,1 (2 1/ 1 1 ^ 

-8506110329 Requests copy ol papor by D Nusebaumor, *Tran 3 iiinulc>i H llodi .t 
ol High Level Waste," given at regional stato liaison mooting 

MAUSSHARDT.D B Olfice ol Nuclear Matorial Safely & SafogunKli. Dini'ii Ti i hi'i " 
25 KERR.G W Olfice of Stato Programs, Diroclor. Ip 30047 tt3 :!0ri47 I rt 

-8506110335 Forwards agenda for regional slate Unison ofllcor 84IO?'t ;’^x «,«<>* jl 
Sherf group should bo prepared lo discuss listed topics 

WEISSBERQ.S NRC ■ No Detailed Atliliallon Given D4/10/P2 SIlfMItl NilU Kt 
Delailed Atfiliation Given 3pp, 30047 1 14-30047'1 16 


-8606110344 Requests discussion on Iransporlallon Proposed agomln lor inuii’.o 
841004 w/DOE re environ assessment Ira ns portal ion analysis onci 
DAVIS, JQ NRC - No Dotallod Allilialion Qivon 84/10/01 GUNNINCUIAM 11 i fA^i' 
No Detailed Allilialion Givon 7pp 30047' 1 1 7-30847 1 23 


-8506110347 Commonls on SRI Inti rept on number & cliaractorfitllf tj rd rn-t. 'U. 
mall shipments in USjtor RES 840816 momo 

GIARRATANApJ NRC • No Dotallod AtlillaUon Givon 04/00/31 N[l(5 Nu (‘n'*.- 
Allilialion Given 6pp 30047:124 30047 120 


-ssvoi luuar Discusses arrangements tor 
Ol environ assossmonLMaotlno w/DOE sol for 041003 
CUNNINGHAM, R E Division of Fuel Cycle & Matorlnl Rufutv fHri*" -s 
BROWNING, RE Division of Wasle M a nag Oman I 3pp 30047 130 3004/1 tJ 




-8506110365 Trip rM Of C4p7f0 12 visits to Pandloton,On & Ofyrnjihi.WA ir 

Tribal Councils on NRC role In ailing & llcanE'"" ' — * - * - 

RUSSELL, C F, NRC • No Delailed Allilialion 
filiation Qivon 6pp 30047.133-30847:130 


I I a VHyjnimi.x'vn 

tC role In ailing & licensing of tilnh lovol waalu 
Ki„ 54/07/20 NRC ■ Thf i <• 


“8606110370 Requests preparation of roquost for proposal A obliunlfcin i.f i .o» 
® ^ Soclooconomlc Assossinonl ” I’rojrn s 

t^tlr 


lion summary & atatomont of work end 

Manapomonl PIN tl OZHtI 

BROWN, R.S, Program Support Branch 43pp, 3004/, 130 3004 7.18? 


"Wpv'w^iJniS yl!'l 'S Colt^iirtbua.OII (or moolinn w/Brtli 

slplpment of work for "Tochnicnl Aaalatsnco In I A 
doaMnomlc Assosamonl, for rotdow & concurronco.llovlow roquostwl by B"--* 7- 
MILLER,H J RoposHory Pro eels Branch (Poet 031001). 04/05/17 CONirl I 
Management Branch 14pp 30047.105-30047:200 i 

’'^Ve’requoar®^^*® ^ Mariolfa Energy Sys.Inc orgnmialKtri 4 

Nallonal Laboratory 04/05/15. LILLLY.w Nl«. . i«.se. 

tailed Affilialion Given, 4pp 30847'20fl 30047 212 ^-i ui-t. i 

-85M1 10393 Roviewa atatoment of woik (or "Todtnlcal Aaslsfiirtco In I'nvjLwt a 
ewnomlo Asseaamonl," Conlracl appears eonslstonl w/hlofi tovul mia'ts tf-v ' 

80Y?E r'r^' ^ Dronch (POBI 031001) Fvi Y » 

BOYLE, RR Repository ProJoclB Branch (Post 031001) Aipp 30047 ?u VHj*.'--* 

" H“™no,S‘s‘cS as'r" Mo' 

•« -o ■' 

M»< P-OO-am M,.«„ 

• NRC . No Delailed Affiliation Given, 03/12/20. 21pp 30047'250-30fl4/ ? fg 

“®ffip?opMe?Qrerd‘®QSI}e&^ lOCFROBO 'Nuclear Wasle , 

Repositories' (48FR5870), 630207." ^ ^°®OfPfhOhCla lions of Silos for Aetsin 

* Drvislon of Waale ManagemenI, '03/04/30. lOpp, 3OQ47'20O.3OO47 209 

of Nuclear Wa^torto Stales & Indian Tfibea to 

HT«Vn4lKSpmenVBriVh.“^ 

ManagemenI. 4pp. 30847:290-30847:293 COPLAN.S M DivwJcin c«! Wtsrnj 
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-8506110436 '‘Issues of Concern lo Slates & Indian Tubes re Transportalion of Nuclear 
Wastes to Repository '* 

LAMBERT, J Policy & Program Control Branch (Post 831001) 83/09/30 34pp 
30047 294-30848 109. 

-8506110447 Forwards recommendations on slate participation In site characleruetion 
review Issue re transportation of particular interest 

BUNTING, JO Licensing Process & Integration Branch 02/04/09 MILLER,HJ High 
Level Waste Technicat [development Branch Ip 30848 110-30848 110 

-8508110458 Forwards J Bunling 820409 memo & new initiative in transportation pro 
posed by Div of Waste Mgt Requests consideration of initiative 
DAVIS.J G. NRC - No Detailed Affiliation Given 82/04/22 CUNNINGHAM, R E NRC - 
No Detailed Affiliation Given 1p 30848111-30848 111 

-8508110483 Requests Div of Fuel Cycle & Mall Safely assistance in providing DOE w/ 
guidance on transportation aspects of repository licensing End outlines transportation 
Issues in environ assessment of high level waste repositories 
CUNN INGHAM, R E Division of Fuel Cycle & Material Safety 83/06/27 

BROWNINQ.R E Division ol Waste Management 2pp 30648' 112-30848 113 

-8506110470 Requests, by 830808, draft document for talk on radioactive mall use A 
safety. 

DAVIS,J,G NRC • No Detailed Affiliation Given. 83/07/14 CUNNINGHAM.R E NRC - 
No Detailed Affiliation Given Ip 30848 114-30848 114 

-8506110476 Forwards recent decision on DOT regulations on highway transportation 
ol targe quantities of radioactive matl.W/o end 

CUNNINGHAM.R E Division of Fuel Cycle & Material Safety 83/00/13 

BURNETT.R.F. Division of Safeguards. BROWNING, R.E. Division ol VVasta Manage 
ment 1p 30048 115 30848' 116 

-8508110487 Forwards Div of Waste Mgt new Initiative on transportation issues associ 
ated w/hlgh level waste mgt Issues that should bo studied listed 
CUNNINGHAM.R E Division of Fuel Cycle & Material Safety 82/06/09 DAVIS.J G 
Office ol Nuclear Material Safety & Safeguards, Director. 9pp 30648116-30646 124 

-8606110537 "Draft American National Standard Guide lor Carrier end Shipper Re- 
aponstbllitfos and Emergency Response Procedures lor Highway Transportation Acd 
denis Involving Truckload Quantities of Radioactive Materials.’' 

* American National Standards Institute, 81/06/30 17pp 30848.125-30848 141. 

-8506110541 Discusses role & scope of NRC review of DOE environ assessments tor 
candidate repositorles.based on review plan, In response to 840630 memo Div ol 
Waste Mgt will notify of any changes made before 841012 meeting 
BROWNINQ.RE Division ot Waste Management 84/12/11 CUNNINGHAM.R E DM 
Sion of Fuel Cycle & Material Safety tSpp 30648 142-30848 1 54 

-8506110544 Forwards FR notipe ol final amends to 10CFR71 & 73 lor advance notifi- 
cation to governors of transportalion of nuclear wasle.Changes should bo Incorporat 
ed Into Agreement State regulations w4lhln 3 yrs. 

NUSSBADmer,D.A Assistant Director for Slate Agreements Programs 82/01/13. Af- 
lilFation Not Assigned lipp 30B48 156 30848' 165 

8606110231 FOIA request for 1983 annual rept for safety relief valve challenges of 
listed plants & annual plant mod.lests & experiments rept lor 1983 per 10CFRSOS9 
PEDRO, J NUS Corp CO-LIS 84-707, 84/10/26, Division of Rules and Records, Ip, 
30839,140-30839.140, 

3506110242 Responds to FOIA request for 1983 annual plant mod, tests & experiments 
& safety relief valve challenges repls.Forwards App 8 documents App A documents 
available In PDF Availability of repis listed by facility 

FELTON, J.M. Division of Rules and Records 84/12/20. PEDRO.J. NUS Corp, 6pp. 
3063e'141-30a41'130 


8506110284 FOIA request for NRC In^s ot medical facilities In 
Washington, DC.Monlgomery & Prmca Georges Counties.MD & Arlington & Fairfax 
Counllos.VA from 1981 until present 

ENQEL,M Washingtof) Post 84/10/04 NRC - No Detailed Atlillation Given Ip 
30842 001-30842 001 

8506110295 Responds to FOIA request lor documents re NRC insps ol medical facili- 
ties in Washing ton.DC.Montgomeiy & Prince Georges Counties.MO & Arlington S Fair- 
fax Count[09,VA from 1981 until 84 1004, App A documents end 
FELTON.JM Division of Rules and Records 85/01/09 ENGEL, M Washington Post 
4pp 30642 002-30842 226 

-7906220456 Responds to NRC 790326 Ifr re violations noted in IE insp of License 19- 
00296-10 on 790227-0301 Corrective Actions all authorized users will attend format 
training sessions & dosimeters will be propeily worn by persons working w/P-32 
FHEDRICKSON.OS Health & Human Services. Dopt of, 70/04/13 SMITH.QH 
Region 1, Philadelphia, Fuel Facility & Materials Safety Branch 7pp 30842,029 
30842 035 

-7911010593 Responds to IE Bulletin 79-19 re packaging & disposal ol low level 
radwaste Licensee made 46 shipments,contalning 97 4 Ci radwasle.from Jan 1978 - 
June 1979 

JOHNSTON, GS Health & Human Services, Dept of, US Public Health Service 79/ 
09/24 GRIER, BH Region 1, Philadelphia, Oltice of the Director 3pp 30842 036 
30842 057 

-6404240431 Informs of 840112 mlsadminlslratfon of rad lopharm Patient B Instead of 
Patient A Injected w/20 mCl 99mTc-MDP No adverse efiecta on patient noted Caused 
by personnel error Slirdent technologist relnstrucled re ID bracelets 
SELIKSON.M Georgetown Univ Medical Center, Washington, DC 04/02/06 Region 
1, Office ol Director Ip 30842 237-30842 270 

"8506110304 Discusses appropriate enforcement action for violations noted in 810105- 

00 Insp of License 19-00296-10 

KINNEMAN.J D Materials Radiological ProlectJon Section 81/12/18 JOYNER,J H 
Technical Inspection Branch tp 30842 006 30842 028 

-8606110328 Application lor renewal ol License SNM-1345. 

HERDTJ R Health & Human Services, Dept of, 83/02/07. Materials Licensing 
Branch 2pp. 30842 058-30842 097 

—8506110342 Forwards background Info for 830719 enforcement conference In Region 

1 ofc w/George Washington Unlv to discuss viofatlons identified & mgt control of radi 
alion safely program Pribrleling scheduled for 830719 

JOYNER, J H Division ol EngineefJng & Technical Programs. 83/06/27. ALLAN, J.M 
Region 1 , Olfice of Director. i4pp, 30342 098-30042'143 

-8506110356 Recommends assessment of civil penalty In amount of $2,600 due to 
lateness in initiating corrective actions re twelve examples of failure to comply w/NRC 
requirements Identified during 630601-02 insp. 

HOLODY.DJ, Region 1, Ollico of Direclor 83/08/03 AXELRAD.J Enforcement Stall. 
1p,30842:144-30842'236 

-850611'0307 Insp Findings & Llcansoo Ack on 810507 ol License 45-17123 01 Insp 
findlngs.no Homs of nonce mpliance or unsafe conditions found. 

BROWN.RA Region 2, Atlanta, Office ol the Director (61/03/01) 01/05/07 lOpp 
30842.279-30842.355 

-8506110407 Insp Findings & Licensee Ack on 810903 ol License 45-16222 01 Insp 
flndlngs.no Items of nonco mpliance or unsafe conditions found. 

BROWN.RA Region 2, Atlania, Office ol the Director (61/03/01) 01/09/03. 9pp 
30842.358-30843.097 


-8608110260 Forwards annual rept ol safety & relief valve challenges per NUREG 
0737,1 lam ILK, 3, 3. 

WILLIAMS, JW Florida Power & Light Co, L-84-123, 04/05/09 O'REILLY.J.P. Region 
2, Office of Direclor. 3pp 30B39:35e-30839;350. 

-8606110258 Annual rept on changes, tests & experiments made w/o prior Commission 
approval from Jut 1902 • June 1953.W/03O9O7 Tir. 

UHRIQ.fl.E, Florida Power & Light Co, L-83 479 83/06/30. O’REILLY, J P. Region 2, 
Office of Direclor, 176pp, 30 039; 360-300 4 0:1 70, 


-8606110263 "Rept of Changes, Tests & Experiments Made W/o Prior Commission 
ApprovaUul 1983 - June 1984," W/840029 Itr. 

WILLIAMS, JW Florida Power & Light Co L-64-224. 84/00/30. O'REILLY.J.P, Region 
2, Olfice of Director. 320pp 30040.171-30041:130. 


6506110253 FOIA request lor three listed documents re TDI diesel goneralors,lgnltian 
ellectlvaness of Glow Plug QM AC 7Q In rich hydrogen air steam mixtures & 1/20 
scale test program 

HIATT.S L. Affiliation Not Assigned. 84/11/28, FELTON.J.M Division ol Rules and 
Records, Ip. 30836:001 -SOaaBiOOI. 


6506110259 Responds to FOIA request for three documenls re TDI diesel 
generators, Ignition effectiveness ol Glow Plug QM AC 7Q In rich hydrogen air steam 
mixtures & 1/20 scale test program Documents listed irt app encL , ^ 

FELTON, J.M. Division of Rules and Records 65/01/04. HIATT, S.L Affiliation Not As- 
signed 2pp. 30e38:002-3083B'056 

-8407270356 Comments on content of owners group repts on generic problems re 
diesel engine operability /reliability .Rents should Include dslinlllon ol generic problem 
being adefressod a melnods used lo determine cause of problem;. 

LAIT^.iW.W. Batlelle Memorial Institute, PacKio Northwest Laboratories 84/04/18. 
BERLINQER.C, Division of Licensing. 3pp. 30036.004-30838 056, 

-8506110266 "Hydrogen Combustion Testing In 1/20 Scale Model of BWRQ/ Mark Hi 
Containment, Vol 1 iFacillty Description a Results Summary," 

BROWN.fl., SUTTMANI^S,, WOLFE, K, Acurex Corp. 65/01/04, 10Bpp, 30838,057- 
30636:164. 

-6606110274 "Hydrogen Combustion Testing in 1/20 Scale Model ol BWRG/ Mark III 

Containment, Vol ILTesI Data a Supplementary Info." , 

BROWER., SUTTMAN,S„ WOLF^K. Acurex Corp, 65/01/04. 335pp 30838:165- 
30830:139. 


-8506110417 Responds to NRC Hr ro violations noted during Insp of License 08-19624- 
01 .Corrective acllons'applf cation lor amand authorizing PL Chandeysson as user a ra- 
diation safety officer submitted 

CHANOEYSsON.P Groover, Christie & Merritt Associates 82/10/11. Division of Engi- 
neering a Technical Programs Ip, 30843*090-3084 3'1 29 

-8606110424 Responds lo NRC 821 104 Hr re insp ol License 08 01709 04 on 020624- 
25 Status rept on deficiencies noted by NRC end 

MCNULTY.M F. Georgetown Univ. Medical Canter, Washington, DC 82/12/08, 
MARTIN,! T. Division of Engirvaering a Technical Programs. 2pp 30043,130- 
30843:131 

-8506110438 "Status Rept on Deficiencies Noted by NRC at Georgetown Univ Medical 
Clr." 

SCHADT.W.W Georgetown Univ. Medical Center, Washington, DC, 02/11/30 3pp. 
30843;132'30843'307. 

-8506110454 Responds to NRC Itr re violations noted during Insp of Licenses SNM- 
1605,03 00942-04 & 08-00942 05 on 830105 Corrective actions exposure repts of 
students will be evaluated. 

GAVAZZLAA. Veterans Admin. Medical Center, Washington, DC. SMITH,J J Veterans 
Admlnfstratlon. 83/03/16, MARTIN, T.T. Owlslon ol Engineering & Technical Programs 
6pp 30643.303 30843:313, 

-6508110469 Ack receipt of itr re fnsp of Licenses SNM-1605,08 00942-04 & 09 00942- 
05 w/notice of violations Requests 2 wk extension to response lime. 

QAVAZZI,A.A Veterans Admin Medical Center, Washington, DC. 63/03/01. 
MARTtN.f.T, Division of Engineering 4 Technical Programs, tp 30843.314- 
30843:343. 

-8506110632 Ack receipt of 830418 Itr re results ol Insp of License 08-15464-01 Men- 
tions minor discrepancies In names associated w/program. 

PERGLER.C.C Health & Human Services, Depi ol„ 83/05/16, MARTIN,! T, Division 
of Engineering & Technical Programs Ip. 30843'344-30844'044. 

-6508110534 Advises that nuclear medicine lab has moved Final survey Indicating that 
thorough cleaning ol hot lab & scan room area,wipe testing & survey meter manltoring 
performed end. 

ROSS.P.S. Northern Virginia Endocrinologtsis 34/03/22. Raglan 2, Office of Director 
3pp, 3O044'O45-3O844:226. 
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6506110298 FOIA request for ends ta AJ SzukiQwicz 640917 memo lo K Krtiel re drstt 
contractor reels for evaluation of Ihree* loop PWR 

GRABER.L NUS Co;p CD-LISa4 915 84/12707 Division of Rules and Records tp 
30845 052-30845 052 

8506110303 Responds to FOIA request lor live listed records re draft coniractor repls 
for evaluation of three-loop PWR Repls placed in PDR 

FELTON.JM Divism ol Rules and Records 86/01 /t1 GRABER,L NUS Corp tp 
30B45 053-30846 022 

3506110320 FOIA request for 840101 detailed 5-/r summaiy repi & rev did 640401 .ref- 
erenced in util 840515 Itr to HR Oonlon 

PEDRO, J NUS Corp CD LIS 04-928 84/12/14 Division of Rules and Records Ip 
30841 131-30841 131 

8506110339 Responds to FOIA request for 840101 detailed S-yr summary rept & rev 
did 840401 Jan 1984 rept available In POR Search of files indicates that 64U4<H rev 
not submitted to NRC 

FELTON.JM Division ol Rules and Records 65/01/18 PEDRO.J NUS Corp Ip 
30841 132-30841 226 

-8506110348 Rev 0 to “5 yr Plan Summary Repl.l 984-1988 " 

* Vrrginia Power (Virginia Electric & Power Co) 84/01/01 04pp 30641 133- 
3084f 226 

850S1 10355 FOIA request for records re coating delaminalion problem at Midland 
BUTLER, NL Smilh. Haughey. Rico & Roegge 84/11/26 FELTON.JM Division ot 
Rules and Records 2pp 30873 001-30873 002 

8506110364 Responds to FOIA request lor records re coalings doiammation problem at 
Midland Forwards Apps A,B 8 C documents Documents also available In 
POR Sanitned version of document In App C end 

FELTON.JM Division of Rules and Records 84/12/20 BUTLER.NL Smith. 
Haughey, Rice & Roegge 4pp 30673 003 30873 052 

-8506110375 Requests sves ol L Abramson & D Luire to provide tecbitical assistance 
in assessment of CPC statistical approach to testing potentially deloctive prolectiva 
costing In reactor bldg 

LTTTIE.WS Region 3. Office ol Director 82/06/08 CLARK.JW. Management Sup 
port Branch tp 30873 013-30873 013 

-6608110433 Trip rept ol 620630 0701 visit to site re testing of potentially detective 
containment coatings 

ABRAMSON, L . LURIE, D. Management Support Branch 82/07/15 CLARK. JW Man 
agament Support Branch 4pp 30873 014-30073 024 

-8505110440 Expresses appreciation for technical assislance offered by L Abromsom fi 
O Lurie re containment protective coating deficiency 

LinLE,WS. Region 3, Oflice ol Director 83/12/07- CLARK. JW Management Sup- 
port Branch Ip 30873-02S-30873 051 


-6S0S110SS4 Discusses 810302 lelcon from TW Applegate.allcger re unsafe 8 riMaj 
acts at plant Applegate accused Kepplor w/slander re charge that Applegate polS 
as undercover NRC investigator.danied accusation & threatened "other action 
SCHNEBELEN.A Office of Inspector & Auditor 81/03/09 Oflico ol Inspector & AiiHl 
tor Ip 30873 089 30873 0B9 ^ 

-8505110597 Discusses 610302 telcon w/BA Oavis to notify of lelcon w/ T App'egata 
re Applegate charges ol slandering Davis received Applegate call also Davis atNLj 
ol two instances of Applegate posing as undercover NRC Investigator 
SCHNE8ELEN,A Oflice of Inspector & Auditor 81/03/09 Ollice of Inspector & Aurf 
lor. 1p 30873 090 30873 090 ^ 

-8506 11 0599 Details answers provided by 010421 telcon w/B Baney to quosirans re 
GAO draft rept, "Improvemonts Needed in NRC Ole of Inspector & Auditor ” Specifcs 
provided re group suggestions Ignored & delayed action on rept IJnclings 
WIEST.T Oflico ol Inspector & Auditor 81/04/22 Office of Inspector & Auditor 3nti 
30373 091 30873 092 ^ 

-8506110606 Ack relurn receipt of listed Items translorred to IE on 85031 7,includiiM 
tape recorder.one sot of earplugs & two Scotch Oynarango tap us on til led, "fluviin 
Beil Buckles Truck Rida," "Zimmer Guard Shock" & "Bar Conversation ” ' 

• NRC - No Detailed Affiliation Given 81/05/05 GILBERT.EC. Director’s Otta 
Office of Inspection and Enlorcemont 291 pp 30873 094-30874 024 

-8506110610 Draft IE invesllgalion rapt from 010410 mooting Major areij 
discussed OA progrom.deslgn control, mall traceability, welding conirols, control ol 
nonconformanco3,cofractive action & audits Concerns stem from Applegate allwa 
lions ^ 

* Regiorr 3, Oflico of Director 81/04/10 123pp 30874 026-30074 148 

-8506110615 Draft, “Proposal For QA Improvemont Program & Quality Conlirmatco 
Program " 

^ Cincinnati Gas & Electric Co 81/05/16 60pp 30074 149 30B74 208 

-8508110618 Takes strong exception to biased & unfair manner In which IE commenh 
evaluated A/or omitted In GAO rept, "Improvements Needed In NRC Ofe ol Inspect 
A Auditor.” Roquosls that detailod stall comments be published In app, 

CUMMINGS, JJ Olfico of Inspector A Auditor 01/07/14 SOCOLAR.M.J General At 
counting Office 2pp 30874 200 30074 223 

-8506110829 Fonwards 820624 A 011118 momos to B Davis A intorvievis d 
Gltlings.Harpslef A others por request during 820701 telcon w/CummlnosW/o 
ends Related Info end 



-8506110641 Foiwords draft of Oiv ol Rules A Records response to T Pevino BII173 
FOIA 81-488 ro facility allogalions Responso details Region III search for sobi docu- 
ments 

SMIDTH,PT Region 3, Office of Director 03/02/22 KEPPLER.J.G , DAVIS, A ft 
OOUGHEflTY,DJ NRC -No Detailod Aflillatlon Given 4pp 30876 046-30 B76 305 ' 


-8506110449 Partially deleted Hr ack receipt ot concerns ro const al site Concerns will 
be reviewed during lodhcomlng insps 

FOSTER,J.E Redon 3, Office of Director 81/02/13 Affiliation Not Assigned Ip 
30873 052-30873 052- 

8606110453 Partial response to- FOIA request ter records ro NRC or FEMA evaluation 
of 841128 emergency planning dnil for facility Forwards App A documenls.Oocumenls 
also available in POR 

FELTON. JM. Division ol Rules and Records 85/01/24 HIATT, S Ohio Citizens lor 
Responsible Energy- 3pp 30653.001-30857 025 


8506110634 Further response to FOIA roquost lor llvo categories ol rfocumonls ret 
cense A insp loo App A documonls end App B document In PDR Aj>p C docuniani 
withheld in entirely (ref FOIA Exemption 6) 

FELTON.JM Division of Rules and Records 84/12/31 REYNOLDS.NS Bishop U- 
bormarr. Cook. Purcoll A Reynolds 6pp 30841 227-30841 '237 

-8403050301 Requests Commission rosponse fo listed quosliona ro Commission Ies6- 
mony before Subcommllloo on Energy A Environ. 

VBNTO.S.F Houso of Rep 84/02/14 PALLADINO,N Commissioners Aon 
30841-23e-30B41 241. ^ 


-6606110481 “Emergency Preparedness Exorcise Manual 1964 Emergency Prepared- 
ness Exercise " 

‘ NUTECH Engineers. Inc. 84/11/28. 74epp 30853 905 30855 032. 


“8506110581 Request action be lakon on SECY-83 495, SECY-83-357 A SECY 83 MS 
PALLADINO,NJ Commissioners. 84/02/29 QILINSKY, ROBERTS ASSELSTIhf 
Commissioners Ip 30841 242-30841 242 


-6606110497 Forwards revised exerciso scenario package A altachmonl idenlrfying 
changes Incorporated In rev. 

WfLLfAMS.HL. Cleveland Electric Illuminating CO. PY-CEf/OIE 0020 84/11/13. 
KEPPLER.J.E. Region 3, Office of Director Bpp. 30855.033 30855 040 

— 8506110594 Documents 641031 telcon re exercise scenario Comments on onsite radi- 
ation levels,offsito radiological data, post- accident sampling data, area radiation moni- 
tor reeditigs A victim contamination, levels enumerated RolaTed info enci 
STOETZEL,Q A Satlelle Memorial Institute, Pacific Northwest Laboratories 84/11/14. 
SNELL.W Region 3, Office ol Director. 70Spp 30855 041-30857.025 


-8608110676 Responds to 840403 memo requesting rationale for proposed ceiling n 
SECY-03-495 for routine safety A safoguaros Insps of powor reactors Coiling basaf 
on data provided for 1961 Insp aclivilios 

DIRCKS.W.J. Office of Ihe Executive Director tor Oporallona 64/04/17. ASSELSTIhE 
Commissioners ip 30041.271-30841:278 

-8506110679 Advises of change In vole on SECY-03 495 to Incroaae celling for routine 
insp ol power reaclors.basetf on DIrcks 040417 memo. 

ASSELSTINE.JK Commissioners. 04/04/19 CHILK.S OHIco ol the Socretarv ol tha 
Commission 1p. 30841 270 30841:281. 


85981 105B1 Further resoionsa 1o FOIA request lor documents ro Oct 1083 rept by H 
Hoyt A S Alool on NfiC Invosligations.Foiwards App A documents Documents alse 
available in POR.Info partially withheld (rot FOIA Exemptions 2,6 A 7) 

FELTON,J.M Division of Rules and Records. 85/01/1/ BAUSER.D.B Shaw, Pitiman, 
Polts A Trowbridge 22pp. 30873.053-30876 305. 


6506110378 FOIA roquost (or records rolovani to A/or generated In connection w/Jsn 
1984 memo Issued by Louisiana Power A LighI Co concerning intorvlows,surveys.i 
exit Interviews to document worker concerns 

GARDE.BP, HENDERSON.T. Government Accountability Projocl 84/06/15, Ollics«1 
Admin Islralion 2pp. 30844:278-30844 279 


-7907260993 Recommands that Region III conduct investigation into apparent false 
statements by applicant at facility ACRS subcommIKee meetlng.790410 memo by 
Keppler A "Statement of Facts Ro Erroneous Into Given by Applicant" end 
THOMPSON.D. Executive Ofllcer lor OpeiaUons Supporl 79/05/02. KEPPLER.J.G 
Region 3. Chicago, Office of the Director 2pp. 30873,076-30873.077. 

-0103160940 Responds lo 810128 comments on rept re IE InvesUgatlon into into How 
concerning TMI accKfont Draft repts previously supplied received no comments Rept 
In printing process wher» comments received. 

MOSELEY.N.C, OMsion ol Program Developmenl A Appraisal, 81/02/02 
GAMBLE, D.H. Office of Inspector & Airditor. Ip 30874 025 30874:025. 

-8103180946 Forwards comments on draft IE rapt of investigation into Into flow re TMI 
accident Conclusions not adequately supported by reel. 

GAMBLE, DH. Oflice ol Inspector A Auditor. 81/01/26. MOSELEY, N.C. Dhrlston of 
Program Development A Appraisal Ip. 30B73.093-3 0673 093 


6506110885 Partial response lo FOIA request lor records re Louisiana Powor S Lbht 
Co Jan 1984 memo concerning intervlews.survoys A oxil interviews to documart 
worker concerns Forwards App A documents Oocumonla also available In POR 
FELTON, J.M, Division of Rules and Records. 85/02/22 GARDE 09 
HENDERSON.T. Qovemmenf Accountablllly Project. 3pp 30844.280-30045 051. ’ 

-8506110696 Rev 1 lo Procedure QASP 19.11, “Operallno Procedure" 

• Louisiana Power A Light Co. 04/09/26. 41pp 30644:350-30845 028, 

-8506110701 Rev 1 lo OA Procedure QASP 19.13, "Response Validation " 

BALDWIN, WJ. Louisiana Power A Light Co. 64/10/23 17pp 30845 030-3084 5 0$i 

-6506110896 Rev 1 to Procedure QASP 18 11, "Operating Procedure." 

* Louisiana Power A Light Co, 84/09/20 41pp 30844:350-30045:028. 

-0506110701 Rev 1 lo QA Procedure QASP 19 13, "Response Valldalfon." 

BALDWIN, W.J, Louisiana Power A Light Co. 64/10/23 17pp. 30848,030-30845051 


-8506110591 Discusses 810304 lefcoh w/l Rosen of "60 Minutes" re plant A Apple- 

t alfr allegaflonB Rosen Inquired about seriousness of matter & length of invasHgafton 
was assurad of Uiorougnn683,Hosen emphasized Jnvesligalion being watched. 
DAVIS, A B. Region 3. Chicago, Office of the Director (81/03/01), 81/03/05. fleolen 3. 
Chicago, Ollice of the Director (81/03/01) 1p. 30873.088-30973,088 


8606110686 AddI FOIA request tor documents ro Brown A Root, Inc including safetr 
condillon8,employeo relatlons.work slds. allsgaiions of Inferior woikfsi^ 
workmanshlp,daflci0nt work slds A deficient performance 
HUQE.H. Rogovin. Huge A Lenzner 84/09/14. FELTON, J.M. Division Of Rules snJ 
Records. 2pp 30676 306-30876:309 
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e50$1 10693 Further response to FOIA request for documents re Brown & 
fleet, Inc Forwards documents listed in App C Documents also available In PDR 
FELTON.JM Division of Rules and Records 85/02/15 HUGE.H Rogovin, Huge & 
tonzner 2pp 30876 310 30878 124 

>-8506110890 Rev 2 to Procedure CCP-30A, “Coating Steel Substrates Inside Reactor 
Qtdg & Radiation Areas " 

WELLS,M. Brown & Root, Inc (subs of Halliburton Co ) 82/09/17 41pp 30876 312- 
30876 124. 

8S061 20003 FOIA request for documents ro waste & disposal In State of SD 
PAY.D Technical Information Project 85/01/16 Office of Administration 2pp 
30888 319-30888 320 

85061 20097 Partial response to FOIA request for documents re waste & disposal in 
State of SO Forwards documents listed in App A Documents respond to Items 4,5 & 
6 of request 

FELTON.J,M Division of Rules and Records 05/02/07 PAY,D Technical tnlormatlon 
Project 3pp. 3088B 321-30889 032 

-6508120016 Forwards info re low level waste siting work being done tor Edgomonl,SD 
in response to 840816 conversation on liability Issues (or low level radwaslo disposal 
facililies Speech by OF Brown also end 

SEEMAN,MJ Policy & Program Control Branch (Post 83 1001) 84/08/21 NELSON,T 
Affiliation Not Assigned. 9pp 30880*327 30888 335 

-6506126020 Speech entitled, "Low Level Radwasie Liability ConsIderatFon," presented 
at 84041 7 meeting in Arllngton,VA 

BROWN.OF Schaffer a Brown 84/04/17 8pp 30088 336-30868 344 

—8506120025 Advises recipient to write to Chom-Nuclear Sys,lnc to obtain recently re- 
leased fopt, “Economic Impact ot Low Level Radioactive Disposal Site at lgloo,SD," 
in response to 841005 request for info ro proposed tacility. 

WIDMAYEH.DA Low-Level Waste a Uranium Recovery Projects Branch 84/10/25 
FUCHSIA. Affiliation Not Assigned Ip 30888 345-30880 345 

—8506120030 Fonivsrds press release issued by lawyer for Chem Nuclear Sys,lnc re low 
level radwasie burial facilities Requests input to reply to B Milhans questions 
INGRAM,FL Otfice of Public Affairs 84/11/02 BROWNING,RE Division of Waste 
Management 5pp. 30888*346-30880 350 

—8506120030 Discusses initiatives voted on In 841106 elections in States of MO,SD & 
OH ro disposal of tow level or high love! nuclear wasfo.Record of DA Widmayer 
841121 teicon w/P Howe of Slate of NY end 

SALTZMAN,J. Assistant Director (or State & Licensee Relations 04/11/07 Assislant 
Director (or Slate & Licensee Relations 6pp. 30880 361-30688 358. 

-8506120043 Summary of 041120 moeling ro proposed low level waste disposal facility 
in Stale of SD. 

WIDMAYER.DA Low-Level Waste & Uranium Recovery Projects Branch. 84/11/28 
HIQQINB0THAM,L Low Level Waste & Uranium Recovery Projects Branch 3pp 
aoaae* 3 57-30888 359 

-8566120053 Requests Into re present status of five alternallvo methods for disposal of 
low lovol wasto tor which evaluation criteria being devalopod,ln preparation for 850108 
upcoming legislative session in Slate ot SD. 

LAUTENSCHUQEfl AHiIlalion Not Assigned 84/12/21. KERR,QW Otiico of Slate 
Programs, Director Ip 30688 360 30880 360 

-8566120058 Forwards "Quidanco on Limited Slate Agroomants for Regulation ot Low 
Lover Radwasie Disposal," in response to 841213 Hr to GW Kerr requesting Into. 
SCHNEIDEH.KN. Assistant Director tor Stale Agreements Programs. 84/12/24 
NELSON, TP Creative Services, Inc Ip. 30808 361-3O008361 

—6506120087 "Guidance on Limited Slate Agreements for Regulation of Low Level 
Rsdwasto Disposal “ 

* NRC > No Detailed Afiitialion Given 04/12/31. iOpp. 30889 001-30889 015 


-8506120178 Forwards NRG regulations on licensing of waste disposal facilily.in re- 
sponse to 841229 Hr re Chem Nuclear efforts to esiablish low level radwasie disposal 
facibty near EdgemonLSDW/o end 

HIGGINB0TH/^,L Low-Level Wasto & Uranium Recovery Projects Branch 85/01/ 
10 HENDERSON.H At filiation Not Assigned 3pp 30889 028-30089 030 

-8506120184 Expresses concern re Chem Nuclear proposed waste site Silo Is not geo- 
logically sultabfe (or waste dump Any kind of below ground disposal 
dangerous Requests other options be considered 

HENDERSON>f Fall River CI 1 t 2 ens Against Nuclear Dump 84/12/29 KERR.W. 
Office of Stale Programs, Director Ip 30B89 031-30889 031 

-8505120193 Forwards '‘Summaiy of NRG Program for Transfer of Regulatory Authority 
to States," in response to 860 1 1 1 teicon W/o end 

SCHNEIDER.KN Office of State Programs. Director 85/01/22 LIVELY,J Fall River 
Citizens Against Nuclear Dump Ip 30889 032 30689 032 

8506120011 FOIA request (or documents ro (allure of reactor coolant pump seals 
FLORA. JW Flora. J W 84/12/03 FELTON. J M. Division of Rules and Records 2pp 
30B87 066 30887 067. 

8S06120013 Partial response to FOIA request for documents re mode ot failure ot reac- 
tor coolant pump seals, probable cause ef failure & possible remedies for (allures of 
seals Forwards App A documents App B documents available in POR. 

FELTON. JM Division of Rules and Records 85/02/20 FLORA.JW Flora, JW 6pp. 
30887 068 30888 320 

-6010030030 Submits rept ef reactor coolant pump seal hot standby test conducted 
800B26 26 at site Concludes that coolant pump seals should not experience apprecia- 
ble leakage In event of station blackout 

ZUDANS.JJ Equipment Oualiticalion Branch 80/09/19 ROSZTOCZY.ZR Equip- 
ment Qualification Branch 33pp 30BB8 265-30868 318 

-8303160713 Requests assistance In evaluation of Westlnghouse Info on reactor cool- 
ant pump seal LOCAs alter loss ot seal cooling Generic issue of seal failures being 
prionlizod Guidelines listed 

SPEIS.T.P Division of Safety Technology 83/02/18 MATTSON.RJ. Division of Sys- 
tems Integration (post 811005) 3pp. 30888 158-30B88 284 

-8303300559 Summary of 638303 mooting w/ Westlnghouse In Bothesda.MD re reactor 
coolant pump seal performance under loss of coolmg conditions 
JACKSC/N.J E Equipment Quabli cation Branch 83/03/17 NOONAN.V.S Equipment 
Qualification Branch 2pp 30888 154-30888 IS? 

-8304060553 Lists general concorns.quoslions & info NRC would like to pursue w/C-E 
Owners Group re probability of reactor coolant pump seal LOCA resulling from lass of 
seal support ftmclion 

JACKSON.J Equipment Qualification Branch 83/03/16 WELLS.R. Northeast Utililies 
2pp 30888.152-30888 153 

-8304140334 Requests prompt review & comment on draft task action plan for Generic 
Issue B-23 "Reactor Coolant Pump Soal Failures." Conclusions roached on Unre- 
solved Safety Issue A 44 will be factored Into gonoric issue.as applicoble 
H4ATTSON,R Division of Systems Integration (post 01 1005) 03/03/31. 

EISENHUT.DG. Division of Licensing. 26pp. 30880:126-30888 161 

-8304220046 Commertls on Div of Sys tntograllon proposed task action plan on Gener- 
ic Issue 23. "Reactor Coolant Pump Seal Failures" Issue numborod Issue 23 not 8- 
23 Review of LER info to dotermino number of failures & causes is InsulllclenI 
MINNERS.W. Safety Program Evaluation Branch 03/04/13 SILVER.R. Division of 
Safely Technology 16pp 30888 110 30838 125 

-8304270341 Commer^ls on draft task action plan for Generic Issue 6-23, reactor cool- 
ant pump seal failures Actual seal failure mechanism dotorminallon.reactor coolant 
pump soal cooling evaluation & mechanical & maint Induced failures discussed 
JACKSON.J E Equlpmonl Qualification Branch. 83/04/21 SYLVESTER.ED Auxiliary 
Systems Branch. 3pp 30886 O76-3O806'O78. 


6566120071 Requoats copy ot Limited Agreement State arrangements Into which 
stales may enter for specific purpose of regulating dl^osal ot low level nuclear waste. 
NBLSON.T.P Creative Sorvicos, Inc. 84/12/13. kERR.G.W. Olfico of Slate Programs, 
Oireclor. Ip. 30886.016-30889 016 


-6506120076 Responds to 841221 request for Into re tow level radwaato 
disposal Procedures lor obtaining low level license outllned.Pages ot NUREG/CP- 
0055 & all of NUREQ/CR-9774. Vol I.encI W/o ends 

KERR.G.W. Office of Stale Programs, Director. 84/12/31 AKiliatiort Not Assigned 
2pp. 30889.017-30889:016. 


-8304270406 Summary of 030412 meoling w/B&W & B&W Owners Group In 
Bothesda.MD ro reactor coolant pump seal peiiormanco under toss of cooling condi- 
tions (Genoric Issue 23). , , 

JACKSON.J E Equipment Quallllcallon Branch 83/04/21 NOONAN, VS Equipment 
Qualification Branch. 2pp. 30888.074-30860,076 

-8305090623 Summary of 830414 meeting w/C-E Owners Group in Bothesda.MD ra 
reactor coolant pump seal performance under loss of cooling conditions 
JACKSON.J E. Equipment Qualification Branch. 83/04/26 NOONAN.V.S. Equlpmonl 
Qualification Branch 3pp. 30888 071-30888 073 


—6508120083 Forwards documoni ro criteria tor NRC state agroaments, model stale leg- 
islation edited for tow level wasto only & listing of reg guides & technical p05itlon8,ln 
response to request. W/o end. . _ . . „ 

SCHNEIDER.KN. Asslstanl Director tor State Agroamonts Programs. 85/01/03 
NBLSON.T.P Creative Services, Inc. Ip. 30889 010-30889 019. 


-8306060083 Forwards trip repi of B30419 22 visit to France re reactor coolant pump 
seal behavior & paper presented ot Gommiltae on Safety of Nucloar InstaDatlen 
830425 29 specialist meeting on OHR sys In Zurfch.Swilzeiland 
0USLIK.A Reliability & Risk Assessment Branch. 83/05/25 THADANI.A Reliability & 
Risk Assessment Branch. Ip. 30368 038-30868.063. 


-8508120092 Ack prompt response to inquiry re limited state agreomenls & requests 
documents re model state legislation edilec tor low level waste only to coranlete file 
NBLSON.T.P. Creative Services, (nc 84/12/28 SCHNEIDER, K.N Assistant Director 
lor State Agreements Programs. Ip. 30888 020-30889.020. 


-8306060087 Trip ropi of 830419-22 visit to CEA in Paris, Franco & 030425-28 visit to 
Committee on. Safety of Nuclear Installation specialist mealing on DHR sys. 

BUSLIK,A. Reliability & Risk Assessment Branch 83/05/24. Reliability & Risk Assess- 
met^l Branch 16pp 30868,039-30888.053. 


-afi06120123 Explains discrepancies between waste generation info it> Slafe of SD 
given in computer repts & that given in pages from DOE docurnent.Dispo8al site ship- 
ment records & computer repts differentiate between waste brokers & generators 
WIDMAYER.O.A. Low Level Waste & Uranium Recovery Projects Branch 85/01/09. 
MiEMCZKY.S. Union of Concerned Scientists. 3pp. 30889 021-30889 023. 


-8306060091 Paper enlillod, "Insights on Design &. Operallon of DHR Sp From Use of 
PRA," presented at Commitlse on Safely of Nuclear Installation 830420-22 epecialist 
meeling on DHR ays in Zurich.SwiUorland. 

BUSLIK.AJ NRC - No Oolelied Affiliation Given. 83/04/25. 10pp. 30866 054- 
30888,063. 


-8506120185 Fonwsrds DOE "Spent Fuol & Radwasie lnventorles,Proj actions & Char- 
acteristics," covering 1979-1 9B3.W/0 end. r, I . n k Ojutnlnt 

WIDMAYER.DA. Low-Level Waste & Uranium Recovery Projects Branch. 84/12/03 
MIEMCZKY.S Union of Concerned Scientists Ip. 30889.024-30889.024. 

-8606120171 Responds to 841102 memo & news media Inquiry ro environ health & 
safety consequences of low level waste disposal sites.Sites do not pose significant 

QROW^fNQ^R^E. Division of Waste Management. 85/01/17. INORAM.FL Office of 
Public Affairs. 3pp. 30809.025-30689*027. 


-8306080144 Forwards comments on task action plan (or Generic Issue 23, "Reactor 
Coolant Pump Seal Failures," Confusion appears to exist on lnlenl,8Cope 6 direction 
of plan Plan should indude & schedule valua/impact analysis 
SPEIS.T.P. Division of Safety Technology, 83/05/25. MATTSON.R J Division of Sys- 
tems Integration (post 811005) 7pp 30fl85.064-30888'.070, 

-8306280349 Requests addi Info re WesVnghouse seal dimensions Kmalls (or EG&G 
evalualiorj on pump shaft seal tests Rasponse requested by 030620. 

VOLLMER.R H. Division ol EnginBeriog. 83/06/09 RAHE.E P Westlnghouse Electric 
Corp. 26pp. 30888,012-30088:037. 
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•8306290020 Discusses WestingTioose info on pertormance o( reactor coolant pump 
seals under loss of seal suppoR funclions Owners group lest data & data from confir- 
mation tost by NRC should provide needed info on survivability of O ring seal 
VOLLMER.RH Owision of Engineering 83/06/15 SPEIS.TP. Owsion ol Safety 
Technology <1pp 30860 008 30088 0! 1 


■>8407100063 Advisos lha) branch input to reactor coolant pump sea) issue no la-M 
warranted File on reactor coolant pump seal failures end LER listing ol events fts^ 
tost to present Included W/o encis 

SHERON.B W Reactor Systems Branch 84/06/29 NOONAN.V Equipmenl QuaiVf 
tion Branch 2pp 30887 079-30807 080 


■8306290607 Lists NRC requests for program additrons re reactor coolant pump (RCP) 
seal leakage S planned secondary level survival tests Leak rate vs time estimates 
necessary for assess mont ol probability of RCP seal LOCA csusirig core damago 
VOLLMER.RH Division ol Engineering 83/06/22 SCHWOERER.F Woslinghouse 
Operating Plants Owners Group 2pp 30888 006 30688007, 


-8408090308 Advises (hat "Woslinghouse Reactor Coolant Pump Seal Perfoma-ca 
Following Loss of All AC Power," reviewed Recommends more in depth by 
experts in Ihermo/fluid dynamics prior to acceptance ol Weslmohouse analysis 
RIGGS, R n Safety Program Evaluation Branch 84/06/Ot NOONAN.V Equiopfi-i 
Qualification Branch 6pp 30887 074-30887 076 


-8307200009 Trip rept of BOOSOB visit to Woslinghouse lest facility in Forest Hills, PA ro 
progress on Wasting ho use Owners Group secondary seal survivability lest program 
JACKSON,J.E Equipment Qualification Branch 83/()6/30 NOONAN. VS Equipment 
Oualificalion Branch 8pp 30887 360-30888 005 


-6307210361 Summary of 830828 meeting w/BIngham-Williametts (n Beihosda, MD ra 
reactor coolant pump seal design & seal survivability dunng foss of cooling 
JACKSON. JE Equipment QuaTilicalton Branch 83/07/Ot NOONAN.V S Equipment 
Qualification Branch Ip 30687.359 30887 359 


-6307270132 Tnp rapt of attendance at Commiltee on Safety ol Nuclear Installation 
830425-29 speclafist meating re DHR sysln WurenPingen, Switzerland Mooting benetl 
ciaf In providing insight Into Task A-45 program . ^ ^ 

MARCHESE.AR Generic Issues Branch 83/07/14 KNIEL.K Generic Issues Branch 
61PP 3 0887- 298-30887 350 


-8501160236 Summary ol 830407 meeting w/WostInghouse Owners Group r« rejiiy 
coolant pump secondary seal survival leakage tost program Agenda & wewgisfia 
end 

JACKSON. JE Equipment Oualificalion Branch 83/04/15 NOONAN.V S Equore-t 
Qualification Branch 28pp 30888 079-30888 109 

-8506120019 Forwards "Monthly Technical Ropt lor Apr 1984" Input lor May 1994 lat 
due by 840608. 

DENTON.H R Office of Nuclear Reactor Regulalion, Direclor. 84/05/1 1 Office dp 
clear Reactor Regulation, Director 0pp 30887 084-30887091 

-8506120022 Forwards projeef & budget proposal for NRC work. ’’Roador Coolit 
Pump (RCP) Seal Failure Analysis " 

WHEELER.LW Rockwell International Corp 84ESQ 84ESG2021. 84rt)4/fi 
HAYES.MR Resources Management Branch Ip 30887 Q92'300d7. 092 


-63-1)8040022 Summary of 630708 meeting w/We sting house Owners Group re reactor 
coolant pump seal leakage tost program,Qeneiio Issue 23 „ 

JACKSON,JE. Equipmenl Qualilication Branch 83/07/19 NOONAN.V S Equipment 
Qualification Branch 21pp, 30887 277-30887 287, 


-8508120026 Project & budget proposal for NRC work "Reactor Coolant Ponp(RC2) 
SddI pQitufo Andiysis ** 

BATES.JN, BoMdMAN.TJ Rockwell Internalional Corp. FIN e-304& 84AM/I3 
CAMPQELL.W.E. NRC - No Detailed Affiliation Given lOpp. 308 87 093-30897 111 


-8310120468 Recommends issuance of board notification since current Westinghousa 
Owners Group lest results indicate pessibilily lor reactor coolant pump failure under 
toss o) coolmg conditions 

VOLLMERJIH Division ol Engineefing. 83/09/15 EISENHUT.DG Division oUicens- 
ing 2pp 30887 276 30887 276 


8506120050 Final response to FOIA request for records re Commission decision to Ml 
841210 meeling to consider proposed hydrogen conirol rule Forwards Am C 
documents App D documents available in PDn 

FELTON, JM Division of Rules and Records 85/02/14 QELL.N Nuclear InlorraiVn 
& Resource Service 3pp. 30889 227-30889 287 


-8310250194 Trip rept of 830926-29 visils to Cheswfck .Monroeville & Philadelphia, PA 
sites to f-evlew mfg conirol of Woslinghouse reactor coolani purnp seals 
JACKSON,J E. Equipment Qualification Branch 63/10/14 NOONAN.V.S Equipment 
Qualification Branch 16pp 30697'154-30687;169 


-8310260338 Summary of 630030 meeling w/Westtnghouse & Wes ling house Owners 
Group in Belhesda.MD re reactor coolant pump seal leakage under elation blackout 
conditions Meeting agenda S slide piesonlalion end 

JACKSON, J E Equipment Oualificalion Branch 83/10/14. NCX)NAN,V S Equipment 
Qualification Branch 70pp. 308B720S-30B67-274 


-83111)80469 Forwards Istesi draft of Task Action Plan 23, "Reaclor Coofant Pump 
Baal Failures " Support work should start by 931 101 .Branch roprosenlaliva should be 
cf 

MATTSON. R.J. Division: of Systems Inlegratton (post 911005) 83/10/28 SPEIS,T CS- 
vision of Systems tntegrallon (post 81 1005) Ip 30887.170-30887 170. 


-8311060473 Draft Task Action Plan 23, "Reactor Coolant Pump Seal Failures " 
LOBEt.R M. Auxilfaiy Systems Branch 83/10/26 35pp 30887:171-30887,204 


-8311110170 Forwards comments on 831028 draft task action plan lor Generio Issuo 
23, "Reactor Coolant Pomp Seal Failures" JC Tsao.R Riggs & L RIani should bo 
added to NRR principal reviewer list. 

SpeiS.T P. Division of Safely TeehnelogY. 83/11/02 MATTSON .R.J. Division of Sys- 
tems Integretion (post 811005). 2pp, 308o7i 49-30887: 150 

-8811 110304 Advises that full-scale teat of reactor coofant pump seal under LOCA con- 
dilions required in order to delornsino safety significance Design info re pump seal S 
assoclateo sys needed to make fndepandent design assessment 
EISENHUT.DG. Dlvfslon of Licensing 63/11/02 SCHWOERER.F. Standardized Nu- 
clear Unit power Plant System 3pp 30887'16I-30887TS3, 


-8402160469 Discusses German approach lo reactor coolant pump seal 
leakage Pumps use hydrodynamic & hydrostatic type seal designs 
JACKSONJE Equipment Qualification Branch 84/02/07. NOONAN.V S Equipment 
Quafificalfon Branch 3pp. 30887:140-30887.148 


-8312060236 Requests addi Info re Ice condenser containment bfdg capabkljtlssten^ 
stand reverse pressure differentials developing after combustion of large quaateeicf 
hydrogen 

BUTLER, W.R Conlainment Systems Branch. 83/11/21 ADENSAM,E UctnsM 
Branch 1 . 1 3pp. 30889 232-30B89 244 

-8404050349 Recommends that facility OL Include listed license iH)ndilions,l>afe4 m 
oonllnuing roview.flationalo for proposed license condition re hydrogen conCrei fruis- 
ures end. 

HOUSTON.R.W, Assistant Director for Reactor Safety 84/03/19 NOVAK,T. Assutrt 
Director for Licensing. 8pp 3O880'245-3OO01) 269 

-8405230463 Forwards SSER.SALP Input & addI license conditions ro hydrogen coCd 
measures for degraded core accidents. Complollon date lor revised list oi ptopnicO 
jicense condition is 841201 rather than full power licensing date. 

HOUSTON.R W. Assistant Director for Reactor SafoN 84/06/10. NOVAK.T.M Atwt 
ant Director for Licensing 9pp 30889.270 30880 287 

-8410020704 Forwards request for addi Info & proposed license conditions re hydoydi 
conirol measures Target dale lor upgraded analyses should be extsnded lo lilK*) 
HOUSTON.R.W. Asslatanl Olraclor tor Reactor Safely 84/09/21. NOVAK, TM Aw-y 
ant Director for Licensing 7pp, 30889.260'30889’3SO. 

85081 2Q073 Final response lo FOtA request for cfocuments re Commission meeto|iih 
Juno Aug 1984 ro effects of earfhguakos on plant emergency preparodnossFoorffdi 
Apps C s E docomenl8.Apps D & F documents withheld (ref FOIA Exomplion 6) 
FELTON,J M Division of Rules and Records. 05/02/07. BELL,N Nuclear ln[oin>skA 
& Resource Service. 6pp 3O882.OO1-3O082'O58. 

-8403200500 Stall requiremenis memo re 840603 Commission vole to Intliele grnsc 
rulemaking on effeols ol earthquakes on emergency planning Order approved lecce- 

ra '' 10 effects of earthquakes on Diablo Canyon emergency planning 

,SJ. Office of the Secretary of (he Commission Ma40903 84iC8fOT 
PLAINE.H H Office ol the General Counsel. Ip 30862-043 30682 04S. 


-8403120204 Discusses branch assistance In retdew of Generic fasue 23 re reactor 
coolant pump seat failures J Gullman & 0 Liang assigned lo assemble background 
into Review sclieduled lor completion on 640930. 

SHERON.B Reactor Systems Branch 84/02/28. PARR,0 Auxiliary Systems Branch. 
Ip 30887.081-30887.081 


-6408200505 Staff requirements memo re 840002 Commission vote to giantfu>ll|)0«ir 
OLOIc of General Counsel requested lo prepare order. 

CHILK,SJ. Office of Ihe SecrolBiv of Ihe Commission M840802 ei/oewt 
OIRCKSiWJ Office of the Exacufivo Director for Operations. 1p. 30^<^0l^ 
S0862042. 


-8403280333 Summary of 840228 meeting w/ Westing house A Weslfnghouso Owners 
Group re latest results of reactor coolant pump seal leakage analysis Agenda & vlow- 
gtaphs «nct 

JACKSON.J.E. Equipment Oualilicalton Branch 84/03/12 NOONAN.V.S Equipment 
Qualification Branch. 24pp 30887:122-30887:145. 


-8606120094 Forwards final versions of dissenting views on Diablo Canyon erdeirr 
earthquakes & emergency planning & Immediate effectlvoness,tor attechmenl lo tp- 
propriale Commission order 

ASSELST(NE,J K Commlssianors. 84/08/10. CHILK.SJ. Olffce of the Secretary d 
the Commission 17pp 30862, 007-300e2'02e 


-8404250060 Discusses results of new Wesfingheuse reactor coolant pump seal leak- 
age analysis Westinghousa maintains that O-rings & channel seals Wi nol fail at new 
lower pressure differei^tials. 

VOLLMEfl,R.H. Divisfon. of Engineering. 84/04/11. SPEIS.T.P Division of Safety 
Technology, 4pp. 30987-1ia 30387:121 


-8606120142 Staff requiremenis memo re draft Commission order on plant emergsfi-T 
plannlng.Stall should consider questions ro Inclusion of effects ol veiy large tatfi 
quakes on emergency plans. 

CHILK.SJ. Office of the Secretary of Ihe Commission. 82/03/01 DIRCKS.W J Offa 
of the Executive Director for Operatfons. 2pp. 30862:029 30862.037. 


-8405150453 Trip rept ol 84041 1 visit to AECL in Ontarto.Canada re review of results of 
RES sponsoreil reactor coolant pump seal testing & Wdstmghouse proposed seal lest 
program 

JACKSON.J.E. Equipment Qualification Branch. 84/04/26. NOONAN.V S. Equipment 
Qualification Branch, 6pp. 30087:112-30887:117. 

-6407060089 Requesla assistance In reviewing WCAP 10541, "Weslinghouse Reactor 
Coolant Pump Seal Periormanco Following Loss of AH AC Power." Commenis re- 
quested by 040731, 

NOONAN, V.S. Equipment Qualification Branch, 84/08/28. RfCHARDSON,J. NRC - No 
Deieiled Affiliation GNon. 2pp. 30887:082-30887.083. 


-8606120163 Supports release of Iransorlpla of Commission meetings re Diablo C3r)iA 
emergency preparedness, 

ASSELSTINE,J.K. Commissioners. 84/10/09, NRC - No Delalled Afflliallon Givsrk tfi 
30862;03a-30e62;038, 

-8606120169 Advises that Commission response lo subcommittee 840809 roquettfer 
documents re effects ol earthquakes on emergency pteparsdnw 
unacceptable Transcripts of closed Commission meellnge & StOy-84-291 requwiN 
by 840921. 

MARKEY.6J. House of Rep., Interior & Insular Affalra. 84/09/17 PALLADtNO-.NJ. 
Commissioners. Ip. 308e2-039-308e2 039. 
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-8506120184 Forwards transcripts o( closed Commission meetings & SECY 04 291 in 
response to 840917 request Documents transmitted per 840921 agreement to pro 
servo confidentiality & limited to internal subcommittee use 
PALLADINO.N J Commissioners 84/09/21 MARKEY.E House of Rep , Interior & In 
sular Affairs Ip 30862 040 30862 040 

"6509120172 Notifies of 841005 telcon w/Congressman Markey ro Diablo Canyon 
transcripts Commission encouraged to release documents Concerns re Commission 
actions stated 

PALLADINO.N J Commissioners COMNP-84 38 84/10/05 ROBERTS, ASSEL- 
STINE, BERNTHAL Commissioners Ip 30862 041-30062 041 

-8508120224 Submits responses to 840907 memo re suggested Commission actions to 
minimize polenllal for delay in plant case SECY action on COMJA 84-7 complete 
CHILK,SJ Office of the Secretary of the Commission COMJA 84-7 84/10/18 AS- 
SELSTINE Commissioners Ip 30862 046-30862 058 

-6488200500 Staff requirements memo re 840803 Commission vote to Initiate generic 
rulemaking on effects of earthquakes on emergency planning Order approved ro com- 
plicaling effects of earthquakes on Diablo Canyon emergency planning 
CHILK,SJ. Office of the Secretary of the Commission. MB4O803 84/08/07 
PLAINE.H H Office of the General Counsel Ip 30862 043 30862 045 

-8 408200 SOS Staff requirements memo re 840802 Commission vole to grant full power 
OLOfc of General Counsel requested to prepare order 

CHILK.SJ Office of the Secretary of the Commission M840802 84/08/07 
DIRCKS.WJ Ofllco of the Executive Director for Operations Ip 30862 042- 
30662 042 


-6506120167 Proposes interim insp program lor facility until conversion to possession 
only license List of program procedures end 

SHERMAN.CI Regions, Oflice of Director 84/02/29 WENSLAWSKLFA Regions, 
Office of Director 8pp 30865 204-30085 21 1 

—8506120173 Discusses util 831 OOS request to deviate from 10CFH71 07 re advance 
notice of shipment of nuclear waste for proposed 831010 shipment Relaxation not 
warranted Intent la deviate discouraged unless more valid argument presented 
YUHAS.G P Region 6, Office of Director 83/10/06 MART IN. J B Region 5, Office of 
Director 1p 30865 213-30885 213 

-8506120176 Foiwards first quarterly status rept ro plant operational status & util 
activities, per 820216 order 

CRANE, PA. Pacific Gas & Eloctric Co 82/03/31 LAZO.RM, SCHINK.DR, 
LINENBERGER.Q Atomic Safety and Licensing Board Panel 2pp 30885 214- 
30885 215 


-8506120182 “PG & E, Humboldt Bay Power Plant, UnJI 3, Quarterly Status Rept," lor 
period ending 820401 

' Pacific Gas & Eleclfic Co 82/04/01 3pp 30885 216-30885 218 

— BS0612016S Forwards second quarterly status rept re plant operational status & util 
actlvllles,per 620216 order 

LOCKE, RF Pacific Gas & Eleclfic Co 62/07/01 LAZO.RM. SCHINK.DR, 
LINENBERGER.Q Atomic Safety and Licensing Board Panel 12pp 30085 219- 
30065 230. 


-8506120094 Forwards final versions of dissenting views on Diablo Canyon orders re 
earthquakes & emergency planning & Immediate effectiveness.lor attachment to ap 
propnata Commission order 

ASSELSTINE,J.K, Commissioners. 84/08/10 CHILK.SJ Office of the Secretary of 
the Commission 17pp 30662 007-30062 026, 


-8508120197 Submils handwritten Info lor use In Region V response to ASLB 011020 
order Item 6 Insp program discussed Util expected to maintain radiation protection 
plan appropriate to work activity within roslricted area 

VUHAS.Q NRC - No Oelailed Affiliation Given 01/11/02 WILLETT.D NRC - No De- 
tailed Affiliation Given. 2pp. 30805 231-30885 232 


-8506120142 Staff requirements memo re draft Commission order on plant emergency 
planning Staff should consider questions ro Inclusion of effects of very large earth 
quakes on emergency plana 

CHILK.SJ Office of the Secretary of Ihe Commission 82/03/01 DIRCKS.WJ Office 
of the Executive Director lor Operations 2pp, 30862 029 30862.037 

-8506120163 Supports release of Iranscripts of Commission meetings re Dfablo Canyon 
emorgoncy preparedness. 

ASSELSTItfE.XK Commissioners 84/10/09 NRC - No Detailed Aflillation Given. Ip 
30062 038 30062 030. 


-0506120169 Advises that Commission rosponso to subcommittee 840809 request for 
documents re etfecis of earthquakes on emerg^ency preparedness 
unacceptable Transcripls of closed Commission meetings & SECy-a4 291 requested 
by 840921 

MARKEY,E.J. House of Rep. Interior & Insular Affairs 84/09/17 PALLADINO.N J 
Commisefoners. Ip 30862,030-30862,039 

-9506120164 Forwards transcripts of closed Commission meetings & SECY-a 4-291 In 
rosponso to 840917 request Documents transmitted per 840921 agreement to pro 
serve confidentiality & limited to Internal subcommittee use 
PALLADINO.N J Commissioners 84/09/21 MARKEY.E, House of Rop„ Inlcflorfi In 
sular Affairs 1p 30862 040 30862.040. 

-8508120172 Nolllles of 841005 telcon w/Congressman Markey re Diablo Canyon 
transcripls Commission encouraged to release documents.Concerna re Commission 
actions slated 

PALLADINO.N.J, Commissioners COMNP-04 38 84/10/05, ROBERTS, ASSEL- 
STINE. BERNTHAL Commissioners 1p 30882,041 -30062 ’041 


•8506120224 Submits responses to 840907 memo re suggested Commission actions to 
mirtimizo polanllal for delay In plant case SECY action on COMJA 84-7 completo 
CHiLK,SJ Office of tlio Secrotary of the Commission COMJA-84-7 84/10/18 AS- 
SELSTINE Commissioners 1 p, 30062.046-30862 058, 


8506120128 FOIA request for all Itrs.repts.meetlng mlnutes.manuals, 
memos.guldelines.teslimony or other documents re NRC plahs, policies & procedures 
for Implemenling i0CFR170 concerning Insp & license fees. 

FlEYffoLDS.N S Bishop, Liberman, Cook, Purcell & Reynolds. 84/07/06. 
FELTON, J M. Office of Admlnlslralion 2pp, 30871 -133-30871, 134 


8506120132 Further response to FOIA request (or live categorias of documents ro 11 
canse & insp fees Forwards App A documents Total cost for search & reproduefion 
of documents listed, 

FELTON, J.M. Division of Rules and Records. 85/01/30 REYNOLDS, NS Bishop, Li- 
berman, Cook, Purcell & Reynolds, 2pp, 30871 1135-30872' 131 


-8506120138 Submits addi info re 10CFR170 license fees in SECY-81 -61 6,in rosponso 
to 811104 requast.Pfol rales recalculated based on actual FY81 costs Undated draft 
comments on proposed license fee schedule end. . , 

DIRCKS.W.J. Office of the Executive Director (or Operalions M811102B 81/11/27. 
PALtADINO, QILINSKY, BRADFORD Commissioners 10pp. 30871 -137-3087 1,1 54 


-8S061 20143 Draft Commission paper recommending approval of final rulemaking lo 
revise & update regulaliona & license fee schedules for facilities & malls 
appllcatlons.permlls, licenses & Insps. 

DIRCKS,W.J Office of the Executive Director (or Operations. 83/10/20, 337pp 
30871:1 66-30872-131 

8506120160 FOIA request for documents re util handling of nuclear fuel, spent fuel rods 

SHAPLENlp^ABUl'no^Bc'News, 85/01/01. NRC - No Detailed Afilllaflon Given, Ip, 
30685:198-30885:198, 


8508120158 Responds lo FOIA request.as modified In 850116 telcon, for documents re 
util handlinc of nuclear fuel.spont fuel rods & nuclear fuel rod storage tanks.Fotwnrds 

Mf*Divl8lori*d Rules and RacordS 86/02/14 SHAPLEN.P. ABC, Inc./ABC 
News, 6pp, 30085:1 69-30087:066. 

—8112020790 Nolllles that as long as facility Is in cold shutdown, plant Is in compliance 

WILLIS C A? Me^eom^gy & Effluent Treatment Branch. 81/11/16, ROONEY.VL. Op- 
Sq Reaclora Brancfi’^2 Ip. 30886:212-30806:212. 


-8606120205 Summary ol 040911 moating w/uhl re facility decommissioning ptan & 
NRG schedule for preparation ol EIS ACRS comments, biota monitoring .soil 
contamlnation.groundwater monitoring & fuel pellet unloading discussed 
SHERMAN.C. Region 6, Office of tSirector 84/09/24 Region 5, Office of Director 
3pp 30885 233-30885 235 

-8506120212 Transcript of ACRS Subcommittees on Humboldt Bay Project & Reactor 
Radiological Effects 840910 meeting in Eureka.CA ro review ol utit decommissioning 
plan Pp 1-144, 

' ACRS • Advisory Committee on Reactor Safeguards 04/00/10 170pp 30885 236 
30806 051. 

-8608120218 Forwards comments re Tech Specs for possession only license Opportu 
nity for furlher comment prior to issuanco of license & Toch Specs roqueslod Related 
documents end 

WENSLAWSK(,F.A. Region 5. Offico of Director. 04/12/31, ZWOLINSKI.JA Operat- 
ing Reactors Branch 5 70pp. 30886 052-30887 065. 

8506120181 Further response to FOIA request for documenis re selected NRC corr- 
traots (or court reporter sves Forwards App C documents Portions of Item 7 on App C 
& App D document withheld (ref FOIA Exemptions 4 & 5). 

FELTON, J.M. Division of Rules and Records 05/02/06 RILEY, A Tayloo Associates 
5pp 30862 059 30062:171 

-8506120188 Requests draft proposed response from EDO to Secretary re slenogreph 
Ic reporting sves contract (or basic 1-yr period of porlormonco w/addi 1-yr option by 
esOEIIS.LIsled outline requested wilhln 30 days 

NORRY,PG Otfree of Administration 83/03/18 HALMAN.EL Division of Corrtraots. 
tp. 30862 064-30662 066 

-8608120189 Forwards list ol Commission meotings.ln response to 830930 telcon w/T 
McLearon re reporting contract w/Tayloe Assoc 

TIPTON, A Office ol the Secrotary of Ihe Commission 83/09/20 Office of the Secre- 
tary of the Commission. 3pp 30862,067-30862,069 

-0606120195 Discusses 631230 telcon w/D Kidd in response (o 831223 Hr to Tayloa 
Assoc fo security probleme-Tayloe will typo cfassilied Iranscripts In NRC space 
MAQEE.W, Office of the Secrelaiy of the Commission. 84/0 1/04 Office of the Secre- 
tary ol the Commission 1 p. 30861070 30662 070 

-8506120203 Forwards sample of paper Tayloe Assoc using tor transcripts & sample of 
20-lb bond paper Requests that quality of paper be upgraded to comply with terms of 
contract. 

SULLIVAN.P.A Administrative Contracts Branch 64/02/17. RILEY, A. Tayloa Associ- 
ates 3pp 30862 071-30662 073 

-B506120211 Notifies that solicitation for atanogrephic sves complele & 
helpful Changes & further clarification on listed items requested although contract per- 
formed previously & prebidder conference attended. 

SHARP, R A. Alderson Reporting, 84/02/13 DAVIS.KA. Division of Contracls 6pp 
30662:074 -30862, 079 

-8508120216 Submits chafrman ol Source Evaluation Panel Rept ASB 84-352 re origi- 
nal transcript rales • regular hours, 

* Atomic Safety and Licensing Board Panel, 84/07/23 Atomic Safely and Licensing 
Board Panel 2pp. 80882.080-30682 081 

-8506120223 Forwards Source Evaluallon Panel rept on 840711,17-18 & 20 meetings 
lo evaluate bids received In response to ASB-84 -362 Cost ot travel should be Included 
In pricing of contract 

* Atomic Safety and Licensing Board Panel 84/07/20, Atomic Safely and Licensing 
Board Panel 22pp. 30862.002-30862:103 

-8506120231 Forwards draft statement of work re stenographic reporting sves 
contractcDraft reflects mods from statement contained fn current contraci.Most signifi- 
cant changes Hated. 

HOYLE, J.C. Office of the Secrelaty of the Commission 83/12/21 MATTIA,M.J. Oivf- 
slon of Contracls 37pp 30662:104-30892140. 
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-8506120242 Notifies Itial JC Hoyle appointed ch a if man of Source Evaluation Panel for 
reporting svcs contract Listed members requested to make panel member certification 
statement after receipt of proposals 

CHILK.SJ Office of the Secrelary of the Commission 84/01/13 HOYLE, JC Office 
of the Secrelary of Ihe Commission CHO,J Atomic Safety and Licensing Appeal 
Panel FITD.C Atomic Safety and Licensing Board Panel 5pp 30862,141*30862 145 

-05IK 120253 Lists reasons why use of direct recording moth od for prepanng Iranscnpls 
in Commission meetings nol used, in response to 820730 request 
HOYLE, J Office of the Secretary of the Commission 82/08/02 MATTIA.M J Admin 
istrativa Contracts Branch 3pp 30862.1 46*30862 146 

-S566 120266 Forwards NRC Form 187 forfnclusion in invitation lor bid for slenooraphic 
reporting svcs to be performed in Washington area Requests that listed revs be made 
in invitation for bid 

0RADY,RJ Division of Security 84/01/25 HALWAN,EL Division of Contracts 2pp 
30662 140*30862 ISO ^ 

Porwards milestone schedula,jolntty tfavsioped by panel members ra 
’’Stenographic Reporting Svcs, Washington, DC Metropolitan Area," 
WAT7fA,M Administrative Contracts Branch e4/0t/26 HOYLE, JC Oil ice of the 
Secretary of the Commission 3pp 30B62 151-30862 153 

-8SO6120279 Discusses scheduling 8 mgl of projecls pfanned for submission to Div of 
Contracts for FY81 Plans of FY procurements requastecF by 831103. 

CORNELL,EK Office of the Executwa Director tor Operations 80/10/14 NRC • No 
Detailed Affiliation Given 2pp 30862 154-30862 155 

“8606120285 Requests reaffirmation of requirement for elootronio record of individual 
proceedings on floppy disks 8 estimated quantity of 17,500 pages of both basic 8 
option yrs 

HALMAN,E L. Dtvislen of Contracts 84/03/09 CHILK,SJ Office of Ihe Secretary of 
Ihe Commission Ip 30862 156*30862 156, 

-8506120203 Responds to 840208 concerns re solicitation invitation for bId,SECy*84 
327, for stanographro reporting svcs In Washington, OC area, 

MATTIA,M. Office of Administration. 64/02/22 ZANDERS, V Small Business Adminis- 
tration 3pp 30862 157 30662.159 

-8506120300 Discusses requiromonl (or copies of Iranscripta on floppy disk media re 
Invitation for bid, SECY-84-3 2 7 Estimatod quantity of pages based on receipt of all 
Commission meeting requiremenis 8 all ASLB requirements on floppy dtsks 
HOYLEjJ.C Office of tha Secfetaiy of tha Commission 84/03/13 HALWAN.E.L Divi- 
sion ol Contracts lOpp 30862160-30862,171. 

6606120234 Response lo apoeal ol denial in part of Edtfleman FOIA requasl lor docs 
menls re SALP repls lor listed plants since 1979 Forwards Apps A 8 B 
docurnenls Apps C & D & portions of App B documanis withheld (ref K>IA Exemp- 
tions 5 8 7). 

DJRGKS.W J. Office of the Executive Director for Operations 66/02/06 RUNKLE J 
Runkle, J D. 13pp 30889 033-30689 226 

-6406190631 Forwards SALP Inpul (o; Jan 1983 - Apr 1084.Category 2 assigned to ap- 
proach to resolution ol technical Issuas r a H 

REQUA,G Operating Reactors Branch 1 84/06/07, SINKULE.M Region 2, Office of 
Director 8pp. 30869 046 30889 055 ' 

Jo™'®’’'*® H*'* i^sed (or 840724 25 board meeting W/o 

SALP.fl elated documents end. 

Detailed Affiliation Given. 04/07/20 LEWIS, OLSHINSKI. 
STOHR NRC - No Detailed Affiliation Givon, 171pp 30889 056-30889.226, 

-8406190631 Forwards SALP Input for Jan 1063 ■ Apr 1964 Category 2 asafonad to an- 
proach to resolution of lech deal issuas ‘ o'-"/ ^ naaFifnau lo ap 

REQUA.G Op 0 «ling Rpadors Branch 1. 64/06/07 SINKULE.M Region 2, Office of 
Director 8pp 30689,046 30689,055 , oj 

SALP to be used for 840 724 26 board mealing W/o 
SALp Related documents end “ 

V NRC • No Detailed Affiliation Given. 84/07/20. LEWIS. OLSHINSKI 
STOHR NRC - No Detailed Affiliation Given 171pp. 30009,056 30669'226 ' 

further response lo FOIA request for seven categories of documents ro 
waste & storage disposal In South Dakota End documents respond lo Item t of 
rernainlng documents sub| lo request continuing. 

-7905290298 Amend 6 lo License 22 06799 02 for Northern Slates Power Co, amend- 
ing license In entirety. 

fnftkenM Licensing Branch (Pro 760601) 76/04/19. 2pp 30883062- 

vUv □sJtl/cd ■ 

PPR-II 'Of Northern Stales Power Co to operate 
PdhllrHfer Atomic Power Plant In Sioux Falfs,SD, ™ 

LOWENSTEfN.R, Atomic Energy Commission 64/03/12 B6pp. 30882.276-30888,360 

-8506120269 Nobce of Issuance of provisional License DPR-1 1 to Northern Slates 
Pyhfinefer Atomic Power Plant in Sioux Falls, SD. 

LOWENSTEIN.R, Atomic Energy Commission 64/03/12 3pp 30882,381 -30652363 . 

S' '-’cef'se DPR-1 1, changing range of alack gas 

& foolnoling Ihird sentence of Secliori 4.2 1,2,Page^4- 
fn^cMeTciM^Q value fivw be exceeded during pump startup w/reaclor at 1 MWt. 

BRYAN, R.H Atomic Energy Commission, 64/03/12 2pp, 30883:002-30803.003. 

-6506120289 Forwards Amend 1, Change 2 to License DPR-1 1 authofirfno 
re^lpLpossesslon 6 use ol 224 g Pu encapsulated as two l-Q 4 two 8-CI Pu/Ba 
HoUvroo 80urCG8» 

SW.. Pa..rC0. 

'•'Change 2 to License DPR-ll.authorizirrg recefpt, possession & 
l®i^ encapsuTated as two 1 Ci 4 two 6 Ci Pu/Be neutron sources, 
DOAN.fl.L. Atomic Energy Commlsston, 64/07/24 2pp. 30863006-30683 007. 


“859S120306 Hazards analysis supporting Amend 1, Change 2 to License OPR-iia,,. 
thonzing receipLpossesaion 4 uso of one addi 6Ci Pu/Bo neutron source foVi^i 
reactor during Initial fuel loading & low pressure testing ^ 

BOVO.R S Atomic Energy Commission 64/07/24 2 pp 30863 008-30863 009 

-8506120311 Notice of issuance of Amend 1, Change 2 (o License DPR-ll Ameivi.^ 
creases from 126 g to 224 g quantity of Pu encapsulated as two t-Ci 4 two 
Be neutron sources 

DOAN.R L Atomic Energy Commission 64/07/24 2pp 30883 010-30B83 Oil 

-0506120316 Amend 2jChango 4 lo License DPfl-11, authorizing receipt, possosson* 
32,000 Cl Sb-124 as antimony beryllium neutron sources ^ “ 

DOAN.R L Atomic Energy Commission 65/03/04 1p 30863 012-30063 012 

-0506120327 Hazards analysis supporting Amend 2, Change 4 to License DPRiia,. 
source o' 32,000 Cl Sb 124 as antimony borylHum neutim 

BOYD.fl Atomic Energy Commission 65/03/04 2pp 30863 013 30883 014. 

-8506120333 Iriforms of Change 3 to License DPR-1 1 .allowing roschadulinp of Inleaia,! 
ed leakage rate testing of reactor bldg >- 'ouwing ai micgist 

1?3&&015-M883’o7s''°°'"^ Northern States Ppwa, Cs 

analysis supporting Change 3 to License DPR-ll, authoraina fP. 
O' inlegrated feakage rale testing ol roaclor bldg aumoraing re. 

BOYD.RS Atomic Energy Commission 65/03/04 2 pp 30083 016 30863 017 

Pofwafds Amend 2,Chango 4, authorizing receipt, possess ion 4 lU 
FSrS anSVneP® ^ antimony- boiyLm neutron sources FR 

2S'ffl3“o'"aoa&°°'”""“'°"' "““Ol 

■'rSSfn'Sg'K'gS “ ,.ac«.,„ .«W, 

«5/05/37 HILL,H.N„»,„„SM.aP».,e. 

supporting Changp 5 to License DPR-ll. aulhoruirMln. 
reactwlty addition rale during R&D testing program. ''""rigin. 

BOYO.RS Atomic Energy Commission 65/05/27 2pp 30003 021-30863 022, 

-8606120393 Forwards Am arid 3, Cliange e.authorizing operation at steady state nowei 
levels im to max ol 1 90 MWt.Satety evaluation end ' 

2pp^366&S oK 8 lW 4 .‘^°'"'^'“'°^ 65/12/02, HILL.H Northern States PewsrCo 

‘'tomax'ongo Mwf Muthorizlng operation at steady state power levels qs 

DOAN, R,L. Atomic Energy Commission 65/12/02 1p. 30083.026-30083 025 

-8506120396 Safely evaluation supporting Amend 3,Change 6 lo License DPR lisi^ 
operatfon at steady-stato power levels up to max ol 100 MWl 
aOYD,fl.S. Atomic Energy Commission, 65/09/29, lOpp 30083,026-30003 035 

-8506120398 Informs of Change 7 to License DPR-lt.pormlltlng continued opotaUoaof 

S a I iS/prSfl of ^ '“I' '•l« "•! 10 o«c«oif 0 as ,i! 

NortOom S» 

supporting Change 7 to License DPR-ll, aulhotitmi 
continued operaOon of reactor at power levels up to 1 MWt w/contalnment IcTwl 
not to exceed 0 2'% par day at lest pressure of 78 psig, * * 

BOVO,R,S, Atomic Energy Commission, 65/12/20 2 pp 30B63 030-30aa3‘030 

Informs of Change to to License DPR-t 1 .changing min sonsHlvity of Inter- 
mediate range channels from 10(.9) amps/ 76 kW to 6 X 10(.ll) amp8/206 kK 
sensitivity during low power operation. ' 

DOAN.R.L. Atomic Energy Commission 66/04/20, MCELROY, D.F, Norlhorn Stater 
Power Co, 2pp. 30683.040-30683 041, ivormwn otaies. 

-0506120402 Safely evaluation supporting Change 10 lo License DPR-1 1. ctianorti 
^^rt wrtsiliwtjr of Intermediate range channels from 10(.6) amp8/7B kW to 6 X 

BOYD.R.S. Atomic Energy Commission 60/04/28. 2pp, 3O083'O42 30663 043. 

DPR 11. allowing reactor sfariup wfm 
BOYrfR^® ™ under certain conditw 

BOYD.R.S, Atomic Energy Commiss on 66/04/29. MCELROY.DF Northern 
Power Co 3pp. 30683,044-30683046, m^cunui.ur, nonnorn bates 

-86061^406 Safety evaluation supporting Channel 0 to License DPR 11 allowino reic 

certaSndlllS.® P®f 

BOYO.R S. Atomic Energy Commission, 66/04/20 4pp 30083 047-30863 050 

-8606120407 Informs ol Change 11 lo License DPR-ll, permlttinq reactor cooKnu 

ten I '•‘''"J? ‘®8‘® rector SeatS^^ K 

DOAN, R, L Atomte Energy Commission 66/06/10, MCELROY.D R^Northern States 
Power Co, 3pp. 30863; 05 1-3 06 83.053 nriwti-nvji.u.r, ixermern aiates 

Informs of Change 9 lo License DPR-1 1,allowinp increase in ramo mae. 
r!)l!!?i,,?^^* rates under cenain operating conditions, changing shutdown marqln vsrt- 
rSvAKi'cf t- P®frt'l1ljfifl olher minor mods to reactor facility. ^ 

-8S06120411 Safety evaluation supporting Change 9 to License DPR-ll nllowfiviri. 

SvSirrSin®S£%lo?;io"cJdSl^^ 

BOYD.R.S, Alomlo Energy Commission. 66/06/11. 6pp. 30683,058.30863:083. 
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'•8SI>6120415 Informs of Change 12 to License DPR*11, permitting reactor cooling rates 
In excess of 200 F/hr during power escalation program up to tufl power & use oi roac 
tor rroiso analysis technique In lieu of rod oscillator technique 
MORRIS, PA Atomic Energy Commission 66/09/27 MCELROY, OF Northern States 
Power Co 2pp 30883 06<1‘30803 065 

-6506120419 Safety evaluation supporting Change 12 to License DPR01, permitting re> 
actor cooling rates In excess of 200 F/hr during power escalation program up to full 
DOW6r 

§OYD*,R S Atomic Energy Commission 66/09/27 4pp 30883 066 30063 069 


-8505120334 Foiwards author 630109 llr to OOT & DOT reply ro security ol radioactive 
mall in transit, in response to 830430 memo W/o end 

CUNNINGHAM, R E Division ol Fuel Cycle & Material Safety 83/05/09 MARTIN,TT 
Division of Engineering 4 Technical Programs Ip. 30871:106-30871 106 

-8606120341 Ack receipt of 830802 llr w/enci repl on recent inquiry into finding ol two 
Mo 99/Tc 99m generators In public place Info helpful in continuing discussion w/DOT 
on problems re security ol racioactive matt in transit 

CUNNINGHAM.R E DNision ol Fuel Cycle & Material Safety 83/08/16 MARTiN.TT 
Division of Engineering & Technical Programs Ip 30871 107-30871 109 


-6506120435 Informs of Change 13 to License OPR-11 , authorizing deletion of separate 
requirements on max boiler power fraction & min recirculation Mow for given lota! re- 
actor power & Incorporating min allowable burnout ratio requirement 
MORRIS, PA Atomic Energy Commission 67/05/26. ENGELS,R H. Northern Stales 
Power Co 2pp. 30883 070.30803-071 

-6506120441 Safety evaluation supporting Change 13 to License DPR-11, authorizing 
detelfon of separate requirements on max boMer power fraction & min recirculation 
flow (or given total reactor power 

SKOVHOLT,DJ Atomic Energy Commission 07/05/26 3pp 30883 072-30883 074 


-8506120346 Ack receipt of 84030B Mr re Rawl efforts In getting SAGSTRAM to adopt 
NRC recommendations 

CUNNINGHAM.R E Division of Fuel Cycto & Material Safety. 84/03/13 

SANTMAN.LD Transportation, OepI of tOpp 30B71 110-30871 119 

-6506120377 Commenis on IAEA TEC DOC- 262, "Emergency Response Planning lor 
Transport Accidents involving Radioactive Mat I," in response to 840417 
request Document would batter serve purpose it written in more obieclivo fashion 
CUNNINGHAM, R.E Division ol Fuel Cycle & Material Safety 84/06/08 

SANTMANpL D Transportation, Dept of 5pp. 30871:120-30871 124 


-8508120445 Informs of Change 15 to License DPR-11, permitting storage ol new Core 
II boiler & superheater fuel elemonis In now fuel storage vault 
MORRIS.P A. Atomic Energy Commission 67/08/09 T4CELROY,D F Northern States 
Power Co 2pp 30883 075-30883 076 

-8506120449 Safety evaluation supporting Change 15 to License DPR-11, permitting 
storage ol now Coro II boiler & superheater fuel elements in new fuel storage vault 
SKOVHOLT.DJ, Atomic Energy Commission 67/08/00 3pp 30883 077-30883 070 

-8508120454 Informs Of Change 16 to License DPfl-11, authorizing removal of fuel from 
reactor & placement in fuel storage pool & posiponement of noxf Class A contain- 
ment leak rate lest until lust prior to fuel reloading. 

MORRIS.PA. Atomic Energy Commission, 68/08/12 MAYER.LO Northern Stales 
PowerCo Ip 30803 080-30683 080 

-8506120460 Informs of Change 17 to License DPR-11, authorizing installation ol tossil- 
fueled boilers to supply steam to turbine & removal of off-gas holdup tanks from plant 
& storage on present site. 

MORRIS, P,A, Atomic Energy Commission 60/10/02 MAYER.L.O. Northern Slates 
PowerCo 2pp 30803 081-30883 002 


-8508120465 Informs ol Change 17 lo License DPR-11, cutting & rerouting main steam 
line & feedwater Ime.isolatlng feedwater heater, replacing another leodwater heater 
w/deaerating heater & Installing new feedwater line 

MORRIS.PA. Atomic Energy Commission 68/12/17 MAYER.LO, Northern Slates 
Power Co 2pp 30803 003-30883,084. 

-8508120469 Forwards Amend 4 to License DPR-11, amending license In entirely 
MORRIS.PA Atomic Energy Commission 69/05/14 MAYER.LO Northern Slates 
Power Co.2pp 30803 O85-3OQ83.O06, 

-8506120473 Amend 4 lo License DPR-11, amending license In entirely 
MORRIS, P.A. Atomic Energy Commission. 69/05/14 'Spp 30883 007-30883 091 

-8506120461 "Mobile Liquid Vol Reduction & Solidification Sves," presented at EPRI 
840919-21 radwaste seminar In ChIcago.lL 

* Chem-Nuclear Systems, Inc. 84/09/21, 12pp 3OO83'O04-3O883 107, 


8506120272 Partial response to FOIA request for documents re transportation of radio 
active malls Forwards documents listed in App A & NUREGs listed in App B.NUREGs 
also in PDR FOIA 84-821 may contain relevant documents 

FELTON, J M, Division of Rules and Records 85/02/01. DOUGHERTY ,J B Doughar 
ty. J.B. 4pp 30871 060-30871:132 


-8606120284 Discusses loinl sludy (NUREG-0B36), "Review & Assessment ol Packag- 
ing Requirements (Yallowcake) & Emergency Response to Transportation Accidents^' 
DOT should concur w/recommondations In rept, 

NUSS0AUMER.D A Assistant Director for Material Safety & Licensing, 80/02/04 
SANTMAN.LD Transportation, Dept of 3pp 30871,066-30071.060. 


-8506120405 Discusses Federal Railroad Administration request for NRC participation 
instructing proposed R&D effort, "Safety Determination for Spent Fuel Nuclear Fuel 
Casks Transported by Rail " 

CUNNINGHAM.R E Division of Fuel Cycle & Material Safely 84/07/24 KRICK.R L 
Transportation, OepI ol 2pp 30871 125 30071 126 

-6506120413 Ack receipt of recent llr re engineering assessment & possible testing of 
spent fuel shipping casks NRC welcomes opportunity lo participate In activities 
through periodic meetings or by establishing ad hoc committeos 
CUNNINGHAM.R E Division of Fuel Cycle & Material Safety 84/09/10 KRICK.R L 
Transportalion, Dept of. Ip 30871,127-30871,127, 

-8506120417 Commanls on "Schedules of Requirements for Transport ol Specified 
Types o( Radioaclivo Matt Consignments" No lundamenlal problems w/schedules 
found although document In need of editing. 

CUNNlNGHiftM.R E Division of Fuel Cycle 8. Materia! Safety 84/11/05 
SANTMAN.LD Transportation, Depi of 5pp 30871 128-30871.132. 

8506120432 Further response lo 840913 FOIA request re 640612 Congressional brief- 
ing on plant Foiwards app documents Documents also available In PDR 
FELTON ,J M Division of Rules and Records 85/02/01 DEVINE.T, Government Ac- 
oountabiiity Project 6pp. 30831 037-308B2'247 

-6406210040 Forwards responses to H Myors 840410 questions re audit of mgt & qual- 
ity practices employed in early const prase. Responses to be included In Chairman 
briefing book for 840614 Udall hearings 

DIRCKSpW.J. OKice of the Executive Director for Operations 84/06/12. 
KAMMERER.C Office ol Congressional Affairs. 13pp. 30882:248-30002 264 

-8406210045 Roquasis IE staff w/QA expertise respond to Congressman Udall 040523 
Itr ro Nuclear Sves Corp audit & related questions re facility 
PALLADINO.N J. Commissioners 64/06/01 OIRCKS.W J. Office of Ihe Executive Di 
rector for Operations. Ip. 30681 063-30881 172 

-B406210050 Requests NRC brief Subcommittee 
workings ol regulatory process of Diablo Canyon, 

UDALL, M K. House ot Rap , Interior & insular 
Commissioners 2pp 3O882'261-3O082 264. 

-860612Q440 Testimony ol HR Denton bofore House of Reprosontallves Subcommittee 
on Energy & Environ on 840614 ro plant licensing concerns 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director 84/06/14 8pp 
30801 ’043-30881 050 

-8506120444 Testimony of NJ Palladino before House of Repreaentalives Subcommit- 
tee on Energy & Environ on 840614 re plant licensing concerns. 

PALl.ADINO,N,J. Commissioners, 84/06/14 lOpp, 30681. 05 1-3OBBTO02, 


on Energy & Environ on 040614 re 
particularly Nuclear Sves Corp audit 
Allaira. 84/05/23 PALUDINO.NJ. 


*8506120290 Requests response lo commenis re joint study (NUREQ 0536), "Review 
& Assessment of Packaging Requirements (Yellowcako) & Emergency Response lo 
Transportation Accidents^’ ^ , , , , 

NUSSBAUMER.D A Assistant Director lor Material Safely & Licensing. 80/03/26 
SANTMAN.LD Transportation, Dept, ol. Ip 30071.069-30871,069. 

*8506120298 Notifies that due lo limitation of foretan travel funds only one person will 
be attending IAEA Standing Advisory Group on Safe Transport ol Radioactive Mails 
ai 1019-22 meeting In Vl6nna.Au8trla, 

DAVIS, J,Q Office of Nuclear Material Safety & Safeguarda, Director. 81/04/21. 
SANTMAN.LD Transportation, Dept of. Ip, 30071 070 30671 098, 

-8606120304 Forwards draft Commission paper re proposed amend to currenl require- 
menls lor protection of spent fuel shlpmonts.Comments rBqueated.W/o enol. 
CUNNINGHAM, R.E Office of Nuclear Material Safety & Sateguards.DIrector 82/10/ 
04. SANTMAN.L.D, Transportation, Dept. of. Ip 30871 099-30871,090 

-8606120312 Responds to 820813 itr re NRC participation in continuing process of re 
vising IAEA transport regulallons.NRC & DOT should review joint transportation re 
sponsibilitles & work to coordinate IAEA acllvllles more closely. 

DIRCKS,W.J Office of Ihe Executive Director lor Operations, 82/10/13, 
SANTMAN.LD. Transportation, Dept, ol 2pp, 30871’ 100-30871 ’101. 

-8586120320 Forwards summary ol radlopharm shipments lost In transit during Feb 
1981 ' Jan 1903 Requests suggestions re what might be done lo minimize occur- 

CUNN^i'nQHAM.R.E, Division ol Fuel Cycle Material Safety. 83/01/00 
SANTMAN.LD. Transportation, Dept, of 3pp. 30071:102-30871,104. 

-8508120329 Comments on criteria used (or establishing max quanlillea of radlMctive 
mails which may bo transported In Type A packagesX)OT should con^der whether 
comments have merit & whether criteria need to be approorialaly modi lied 
CUNNINGHAM, R.E. Division ol Fuel Cycle & , 

SANTMAN.LD. Transportation, Dept ol. Ip 30071:105-30671,105 


-8606120466 Testimony of NJ Palladino before House of Representatives Subcommit- 
tee on Energy & Environ on 840124 ro plant licensing concerns, 

PALLADINO.NJ Commissioners 04/Of/24, 11pp 30881 ’173-30801.211. 

-6506 120459 Forwards revised response to Congressman L Panetta re consideration ol 
AS LAB 040324 decision, NRC guidelines for resolving allegations & Implementation ol 
safety margins. Rovin lieu of end 840521 draft. 

PALLADINO.NJ Commissioners CR-84 43 84/06/13 QILINSKY, ROBERTS, AS- 
SELSTINE Commissioners. 6pp 30881 212 30881 348. 


-8506120471 Identities Info re plant licensing sclion per 040612 brlellng.Major Issues 
still under review are plpfng & supports/esolutlon of certain allegations & seismic 
design basis revel Idatlon program plan S Trubatch memo end, 

ZERBE,J,E. Office of Policy Evalu alio ns. 84/06/13 PALLADINO, GILINSKY, ROB- 
E RTS Commissioners. 5pp. 3088 1 ‘349-30681 ,353, 


-6506120478 Presents overview of remaining actions & licensing milestones re full 
power OL, including AS LB decision,! ew power adjudication, EDVP revlew.allegatlons ol 
design & const deficiencies & listed adjudicatory Hems 

TRUBATCH.S.L, NRC * No Detailed Affiliation Giver). 84/06/13, NRC • No Detailed 
Alfilialion Given 5pp. 30681:354-30882:1 14. 


-6506120490 Provides schedule for warmup re Udall committee hearing. Subjs lo be 
discussed Include legal issues,slalus ol plant & revfaws,Comml5slon testimony & deci- 
sion to grant lull power authorization Questions for staff end, 

PALLADINO.NJ. Commissioners. 84/06/11, Commissioners epp. 30082,115- 
30682.120. 


-8506120495 Responds to BS0518 request for meeting re Nuclear Sves Corp audit ol 
Pullman Kellogg piping work at plant In 1977 Lata Jul suggested to meet for Informal 
discussion. 

NAYMARK.S, Quadrex Corp, 84/05/31. PALLADINO.N.J, Commissioners. Ip. 
30B82’ 121 -30882,126, 
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-8S0812050S Discusses const of GE nucfeaf training cir in Stale of IL Ctr will utilize 
Dresden II reactor plant simulalof to tram customer operating staffs Requtremenis 
listed re proposed policy on qualifications for operator license exams 
MORHIS.FA Atomic Energy Commission 67/11/22 PRICE.HL Atomte Energy Com- 
mission 2pp 30882 126 30662 129 


-830524030S Comments on final rule re fitness for duty for personnel w/ unescorted 
access to protected areas of nuclear power plants per 630321 request Concurrence 
writ not be given until listed concerns resolved 

OLMSTEAD.WJ Regulations Division 83/04/05 GOLLER.KR Diviston ot FatihN 
Operalions 2pp 30938 191-30938 268 


■8S09120509 Addresses concern expressed by ACBS member on. 840447 ro lack of -8386290045 Forwards draft Commission paper requesting 10CFR50 amends requiring 

experience among operators of future plants ACRS should address concern & advise development & rmptomentatiori of written procedures re fitness for duty ot persoan^ 

Commission on steps to remedy situation w/escorted access to protected areastfor review 

PAILADINO.NJ Commissioners 64/04/19 EBERSOLEJ ACRS - Advisory Commit MINOGUE.RB. Ollice Of Nuclear Regulatory Research. Director 63/06/08 

tee on Reactor Safeguards Ip 30862 130-30882 178 STEILO.V Regional Operations & Generic Requirements ip 30937 221-30937221 


"6606120514 Requests that Commissioner responses to ACRS 840409 r^l ro design -8306290050 Comments ori proposed final rule re fitness for duty of personnel w/unes- 

contfol measures at facility be drrocled to Oic of Secretary by 8406ti3Palia(fino re- coded access to protected areas of nuclear plants Insufficient evidence specific to nu- 

spons 8 also submitted dear plants citod Guidelines unenforceable 

ASSELSTINE,JK Commissioners 84/06/11. PALLADINO, GILINSKY. ROBERTS OLM&rEAD,WJ. Regulations Division 03/05/25 GOLLER.KR Division of Faci’.h 

Commissioners Ip 30882 179-30882 247 Operalions 2pp 30941 252-30941 253 


-8606120525 Forwards dratl Palladino testimony to bo prosentetf before House of Rep- 
resentatives Subcomntlttea on Energy & Environ on 640614 re plant licensing con 

KAMMERER.C OKico of Congressional Affairs 84/06/11 PALLADINO, GILINSKY. 
ROBERTS Commissioners 5pp 30882 265-30802 270 

8506130039 FOIA request for all documents ro NRC procadufo for detection & control 
of alcohol S Illegal drug uso by all persons engaged In actual bWg or const ot nuclear 
reactors or facilities . 

HEATH.SJ Washington Legal Foundation 84/10/23 FELTON, J WRC - No Dolailed 
Affiliation Given Ip 30937 046 30937-046 

8506130045 Partial response to FOIA request for all documents ro NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged In bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON.JM Division of flutes and Records 65/01/28 HEATH.SJ Washington 
Legal Foundation 55pp 30937 047-30944-215 

-8203120186 Comments on proposed rule & drafl rag guide on fitness for duty lor per- 
sonnel w/unescortod access to vital &/or protected areas Rog guide loo specific In 
some areas & loo general in others 

THORNBURG.H D Director's Office. Office of Inspection and Enforcement 82/01/11. 
MEHSCHOFF.eW Human Engineering Section Ip 30941062 30941062 

"8205190292 Submits questions to be addressed when considering deletion of requiro 
monis for psychological assessment from draft access aulhorization rule 
PRELL.JA Safeguards Branch 82/04/29 GOLLEfl.KR Division of Facility Oper- 
ations 2pp 30941.063 30941 064 

"8207220682 Requests end final regulation re emergency preparedness published in 
FRW/oend 

GOLLER.K R Division of Facility Operations 62/07/02 FELTON.J M Division of 
Rules and Records fp 30941 065 30941 065 

"8208060296 Requests Implementation of Commission action re 820624 approval of 
publication of FR notice ra proposed regulations on fitness for duly of nuctear power 
plant personnel Comment period ol 60 days requested 

GOLLER.K P Division of Facility Operalions 82/07/26 FELTON.J M- Division of 
Rules and Records Ip. 30941 066-30941 066 

"8208130207 Comments on Comm Ed 820507 policy & program ro drug abuse Policy 
could use some minor rewriting, afcohol program should be included & EAP should bo 
handled difforenlly 

COBB.L I Division ol Fuel Facilities, Materials & Safoguatds (Pro 830103) 62/05/17. 
SNIEZEK,JH Director’s Office. Office of Inspection and Ei>forcemenl 2pp. 
30937 339 30937.340 

"8211060647 Confirms 620922 discussion re revised OMG claarance package for pro- 
posed rule 10CFR50 64, "Personnel W/Unoacorted Access to Prolecled 
Areas Fitness for Duty " Supporting slatoment & documentation for request has been 
revised 

CAMERON.FX Office of Nuclear Regulalety Research, Dfrector. 82/10/15. 

SCHWINK.W Regional Operations & Generic Boquiremenis. Ip 30942 008 
30942008 

"8212010351 Ack receipt of 621011 Itr re proposed fitness for duty amend to 
10CFR50 Proposed rule requinng proceduros ensuring personnel fitness for duty 
enct.W/o encl 

MINOGUE.RB Office of Nuclear Regulatory Research, Director 82/11/16 

RUHLMAN.WA. Thoophllus, Inc, fp 30841 -21 1-30941:21 1 

-6301110685 Forwards FR notice re Commission proposed rulemaking requiring fitness 
(or duty for personnel w/unescorted access to protected are8S,per 630105 request lor 
Info on alcohol & dnm abuse work in nuclear Industry. W/o encl 
RVAN.T.G Human Fmclors & Safeguards Branch. 83/01/06. JUGGEflT.S Affiliation 
Not Assigned Ip. 30941 067-30941 067 

"8301240168 Forwards draft Hr to be used to transmit site specific info in 621026 repl 
of Inquiry re alleged ensile drug use. 

LIEBERMANJ. Regional Operalions & Enlorcoenent Division 82/12/27 DEYOUNG.R 
Director's Olflce, Otfice ol Inspection and Enforcement 2pp. 30938' 189-30938 190. 


"6306290072 Forwards.for conslderation.draft Commission paper re proposed final n/e 
on fitness for duly of personriel w/ unescorted access to protocled areas OELD do«s 
not concur In rule since insufficient evidence cited 

MINOGUE.RB Office of Nuclear Regulatory Research, Director 63/06/06 

DIRCKS,W.J Office of the Executive Oiroclor for Operalions Ip, 30937220 
30937 220 

"8303290291 Foiwards Commission paper on amends to 10CFRSO re fitness lor 
duty Concurrence requested.W/o encl 

MINOGUE.R.B Office of Nuclear Regulatory Rosearch, Director 63/06/13 

STELLO.V Committee to Review Generic Requirements 4pp 3093B 270-30938 273 

"8307080307 Forwards Commission paper on final rule, "Fitness for Duty for Rersonne 
W/Un escorted Access to Protected Areas," lor consIderationRule not applicablatc 
NRC personnnel W/o end 

MINOGUE.R B Office ol Nuclear Rogulalory Research, Director. 83/06/13 

OIRCKS.WJ Office of the Executive Director (or Operations Ip. 30942002- 
30942007 

-8307130413 "Medical Cerliticatlon and Monitoring ol Personnel Requinng OporalorU 
censes (or Nuclear Power Plants " 

' American Nuclear Society. 83/04/29 tlpp Available at Standards-Setling Organ 
zetlons 30937 222-30937 232 

-B30B240477 Summarizes ACRS 260Ih mealing on 030804-06 ro review of proposot 
rule requirmg on-shIft engineering expertise Proposed rule does not address ell as 
senllal issues ro englneenng exportise. 

RAY.JJ- ACRS - Advisory Committeo on Reactor Safeguards 63/08/09 
PALLADINO. NJ Commissioners 2pp 3093a'274-30936 275 

-8309280672 Forwards EEI guldelinos for responding to proposed (Inal htnoss for did- 
rule.par 830309 request W/o encl. 

GOLLER.K.R Dn/fslon of Facility Operations. 03/09/15. RAY,JJ ACRS • Advisor 
Committee on Reactor Sefoguards Ip. 30942.001 30942 001 

"6310200365 Ack receipt of "EEI Guide to Effective Drug & Alcohol Policy OeveEop 
mani," encl In 630906 Hr Detailed review will be conducted slnco ropi presents gud« 
lines for assisting licensees In responding to fitness for duty regulation 
MINOGUE,RB. Office of Nuclear Hogulatory Roeearch, Director. 83/09/2J 
BEHNKE,CD Edison Electric Inslilulo Ip 30941'363-30941 363 

-8311140509 Responds to 830710 memo ro feedback & closure on CRGI 
revlews.Docu mentation required by mlnutos of CRQH Meetings 41-47 roquosicd b 
831121. 

STELLO.V RegFona! Operalions & Qonoric Roquiremonis. 83/11/07 DENTON.HF 
Office of Nuclear Reactor Regulation, Director DEYOUNG.R C Dlroctot's Olli« 
Office of Inspection and Enforcement. MINOQUE.R B, Office of Nuclear Regulator 
Research, Direclor 3pp. 3094 1-21 2-3094 1.21 4 

"8312190318 Summarizes rocommendallons on NRC action ro CRGR rocommorvfj 
(Ions on proposed rule l0CFR50 54."Filnass lor Duty Rule" Final packago rovftwe 
at B30729CRGR Meeting 41 amending 10CFR50S4. 

MINOGl/E.HB Office of Nuctear Regulatory Roasarch, Dlroctor. 83/1f/3( 
STELLO.V, Regional Operations & Oonerio Requirements 2pp. 30936 267-30938251 

-8405170418 Submits observations In rosponse to points raised in 030000 Hr ro lllnos: 
for duty rule for review & comments Rule does not contain provision for collecUng e 
cehol & drug Incident Info 

DIRCKS.WJ, Office of the Executive Dlroctor lor Opera tiena. 84/04/2 
EQERSOLE,J.C ACRS • Advisory Committee on Reactor Safeguards 5 bi 
30B4O'.1 60 30940.156. 

"8407020528 Forwards draft recommendations to EDO re whether S how to conlinu 
w/fitness for duty ongoing rulemaklng.for consIderallon.Memoranctum constitutes si 
thors concurrence fn draft recommenoatlons VV/o encl 

BERNERO.R.M- Division of Risk Analysis & Operations (post 640429). 64/06/1 
GRACE,JN. On/ision of QA, Safeguards & Insp Programs (030 (03-85021 2>. ji 
30940'145-30940.14B 


"8301310077 Requests review A comments by 830207 of final rulemakfng re fitness for 
duly for personnel w/unescerted access to prolecled areas Assurance should be pro 
vided that persons w/unescorfed access not under influence of alcohol or drugs 
GOLLER.K.R. DMsIon of Facility Operations 83/01/20 THOMPSON.H Division of 
Human Factors Safety. EISENHOT.TD. Division ol Licensing. SPEfS.T Division ol 
Safety Technology. 46pp, 30941 :184-30941.209 


“8407200261 Concurs w/draft rocommondatlons lo EDO re proceeding w/rutomalur 
concerning (llness for duly at nuclear power plants NUREG-0903 should nol be usr 
as guidance.Gulda describing acceptable program shouirf be issued 
GRACE, JN. DMsIon of OA, Safeguards & Insp Programs (830103-0502 1 2). 84/01 
09 BERNERO.R.M. Division ot Risk Analysis & Operations (post 840429) 2p 
30940:143-30040.144, 


-8303040304 Requests meeting lo dtscuss EEI & INPO efforts ro Industry concerns “8408140044 Ack receipt of 840712 A 26 Itrs re proposed rulemaWng lor training 

about fitness for duty qualifications (SECY-84-76A).Qenerio Ltr 04-14 will be explained during 840W 

DIBCKS,W.J. Office of the Executive Director lor Operalions 83/02/16 BEHNKE,C.D mo 0 Hna.whore nilemaklng will be addressed for final time 

Edison Eteciric Instilule. 3pp 30042.091-30942 093, DIRGKs.W.J. Office ol the Executive Director for Operations, GL 84-14. 84/09/iO 

MILLER.JH. Georgia Power Co Ip. 3O930'165-3O939;166. 

"8303310183 Requests review of encl final rule lOCFRfiO ro Illness for duty ol person 

nel w/unescorteid access to protected areas ol nuclear power plants -8408150532 Discusses fitness for duly rule requiring reactor licensees to ah/e Imme 

GOLLER.K R Division ol Facility Operations 83/03/21 DENtON,HR. Office of Nu ate access lo vital pfani areas to NRC A other govt employees even If until I 

clear Reactor Regulation, Director. DEVOUNG,R. Director's Office, Office of Inspec- doty.Draft alternate requires plant mgt decision A NRc notification, 

tion and Enforcement CUNNINGHAM, G, Olftce of the Execulive Legal Direct-or. 62pp, SILBERG,J.E, Shaw, Pittman, Potts A Trowbridge 84/00/03, DEYOUNG, n.C. Dvr 

30937:168 30937.219 tor's Office, Office of Inspection and Enforcement epp. 30939.169 30939:164. 
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-8409170025 SECY-84-348 Submits results of recent staff meetings w/NUMARC Steer- 
ing Committee & requests direction re fitness for duty rule Rule should be promulgat- 
ed & detailed guidelines & acceptance criteria developed 

DIRCKS.WJ Office of the Executive Director for Operations 84/09/04 4pp 
30941 265-30941 268 

• 8 5061 30046 Requests that be Initiated within Ofc of Stds Development to evaluate al- 
cohol restriolions in use by other agencies & propose similar restrictions for Incorpora- 
tion into NRC regulations 

DENTON, HR Office of Nuclear Reactor Regulation, Director 00/12/18 SMITK,RG 
Olfice of Standards Development, Director Ip 30940 281-30940 261. 

-6506130050 Forwards repts of 830321 discussions w/utils re drug & alcohol program 
& policy at facility Final meetings will be conducted during wk of 830418 
CHECK,P.S Region 4, Office of Director 83/04/13. DEYOUNG.R C Director’s Olfice. 
Olfice of Inspection and Enforcemeni tp 30941 282 30941 282 

-8508130052 Discussion w/uiil on 830321 re facility drug & alcohol program & policy. 
BANGART.R L , CHECK.PS Region 4, Office of Director 03/03/21 3pp 30941 283- 
30941.285 

“8506130054 Forwards repts of discussions w/util on drug S alcohol abuse al 
facility.par Temporary Instruction 2596/1 

CHECK.PS Region 4, Office of DIroclor 83/04/26 DEYOUNG.R C Director’s Offico, 
OKIce of Inspection and Enforcement 1p 30941 ’288-30941 286 

“6606130056 Advises lhal draft "Corporate Evaluation Criteria.Fttness for Duty" & "Per- 
formance Objectives & Criloria for Plant Evaluations," per 830602 flr.provide reasons 
ble outline of overall program lor conducting INPO evaluations 
MINOOUE.R B Office of Nuclear Regulatory Research, Director 83/07/12 
WILKINSON, E.P Institute of Nuclear Power Operallons 7pp 30940 262-30940 288 

-8506130057 Forwards final rule on fitness for duty lor personnel w/access to vital 
areas which will become effective 30 days alter FR publjcallon,per SECY 83-339 & 
SECY-83 339A WJ Dircks draft memos to Palladino end 

BERNERO,R M Division of Risk Analysis & Operations (post 640420) 84/08/01 
FELTON.J M Division of Rules and Records 69pp 30940 014-30940 082. 

-8506130059 Discussion w/utii re drug & alcohol problems & policy al lacilily 
MAOSEN.GL., CHECK.PS Region 4, Office of Director 83/04/26 3pp 30941 287- 
30941 289 

-9B06130062 Advises that OELD should reconcur w/filness for duty rule due to 
changes providing for prompt, escorted access for NRC employees declared unfit for 
duty OELD interpretation of vital area part of rule would bo useful 
ROSS.DF Office of Nuclear Regulatory Research, Director. 84/02/27 
CUNNINGKAM.G Office of the Executive Legal Director. Ip 30940 289 30940.289 

-8506130066 Forwards rept ol 830421 discussion w/util re drug & alcohol abuse al 
1acllUy,per Temporary Instruction 2696/1 

CHECK.PS Region 4, Office of Director 03/05/05 DEYOUNG.R C. Director's Olfice, 
Office ol Inspection and Enforcement. Ip 30041 290-30941 290. 

“8605130067 Foiwards "Supervisor Guide to Employee Assistance Program" & "Health 
& Safety Info on Alcohol & Drug Abuse," per commitment made al 840222 hearing 
HOBSON.C M. Georgia Power Go 84/OB/20 ASSELSTINE,J.K. Commissioners 1p 
30940 Q83-30040’Oa3. 

-8SC6130070 Forwards 830428 final fitness for duly rule package In response to NRC 
ofc comments & RES director guidance Fact sheet on rule prepared lor EDO by Div of 
Facility Operations, RES & author also end. 

RYAN,TG. Human Faclore & Safeguards Branch. 83/04/28 BENEDICT.R Office ol 
Nuclear Reactor Rogulallon, Director DORIAN, T. Ofllce of the Executive Legal Direc- 
tor. CAWLEY.J, Division ol Rules and Records. 60pp 30940 200-30940349 

-8608130073 "Supervisor Guide to Employee Assistance Program." 

* Georgia Power Co. 84/06/29. 6pp 30940.084-30940 110 


-6508130092 Discussion w/ulil on 830309 re tacility drug & alcohol program & policy. 
GAGILARD0,J E , COLLINS, JT Region 4. Office of Director 83/03/09 Region 4, 
Office of Director 3pp 30941 297-30941 299 

-6506130096 Discusses doveiqpmeni of expedited procedures lor routing documents 
fol in FR notices to reach PDR In time to coincide w/ publication of notice Procedures 
meant la augment extsltog sys Related Info end 

HEHM.T Oftioe of the Executive Director for Oparalions 84/OS/03 Office of the Ex- 
ecutive Director for Operations 7pp 30940 131-30940 137 

-6506130100 Foiwards marked up Commission paper re final proposed fitness lor duly 
rule per 831212 request Rule should apply to escorted as well as unescorted person 
ne) al plants & vital rather than protected areas Related Info end 
MINOQUE.RB Office ol Nuclear Regulatory Research, Director 84/01/23 
DIRCKS,WJ Ofllce of the Executive Director for Operations 27pp 30941300- 
30941 326 

-8SOS1301O2 Suggests that div directors attend 611124 meeling In Bothesda,MD to dis- 
cuss unresolved Issues ol proposed rulomaking re resin ctlons on consumption of al 
cohollc beverMas & use of drugs by nuclear power plant operators 
DEYOUNG.R C Director’s Office, Office of Inspection and Enforcement 81/11/18 
DENTON, H R Office ol Nuclear Reactor Rrwulallon, Director SHAPAR.H K Office of 
the Executive Legal Director STELLO,V Regional Operations & Generic Require- 
menta ip. 30941 047-30941 047. 

-6506130105 Proposes lhal Commission rule on Illness for duty be held In abeyance 
for approx 2 yrs, provided that Indusliy effort to develop addi procedures & acceptance 
criteria proceed on schedule acceptable to NRC 

ROBERTS.TM Commissioners 84/09/11 PALLADINO, ASSELSTINE, BERNTHAL 
Commissioners 2pp 30940.136 30940 139 

“8506130109 Disagrees lhal proposed rulemaking re restrictions on consumpilon ol al- 
coholic beverages & use ol drugs by nuclear power plant operators best approach to 
Is sue, in response to 610626 request lor comments 

SNIEZEK,J.H Division ol Resident 4 Regional Reactor Inspection 81/07/15. 
BRYAN,SE Program Dove lopmenl Branch 6pp 30941:048-30941.053 

-8506130114 Foiwards partial FR notice re Commission review ol revised fitness lor 
duty rule Issue re overhead costs for contractors who set up drug & alcohol rehabilita- 
tion prog rams recommended lor discussion 

FELTON.JM Division ol Rules and Records 84/03/27 RYAN.TG Office of Nuclear 
Regulatory Research, Dirootor 13pp 30941 ’327-30941 339. 

-8506130116 Nolilies of status ol fitness for duW rule Package approved by Div ol 
Rules & Records Package delayed pending 0MB clearanc&.EoO changes & 840822 
meeting w/INPO/Nu clear Uhls Mgl & Human Resources Committee. 

RYAN.T NRC - No Delaliad Aftillalion Given 84/08/03 OVERBEY.C NRC - No De 
felled Afriilallon Given. 2pp. 30940’f 40-30040:141. 

-8606130121 Comments on proposed rulemaking re alcohol & drug use by nuclear 
power plant opsrator8,per 810628 requesl Datinitlon ol under influence 
probleim Irnplementatlon 4 enforceability of rule will be difficult 
MADSEN.G.L. Reactor Projects Branch. 81/07/13. QRYAN.SE Program Devoiop- 
menl Branch 4pp. 30941.054 30941:057 

“6606130124 Confirms Warnick 020305 telcon ro drug use al plant Written statement 
that addressee does not intend to prosecute plant employees lor past drug use will be 
provided 

DAVIS,A.B. Region 3, Olfice of OIrectof 82/03/09. FONES.Q C Justice, Dopt ol, Al- 
torney General, Olfice of Ip 30940 142-30940:142, 

-8506130125 Supports efforts to rnake progress In operator fitness re proposed rule- 
making on alcohol & drug by nuclear power plant operators Comments wtilch should 
be addressed before proposed rulemaking presantecilo Connmisslon discussed 
0’REILLY,JP. Region 2, Atlanta, Office of Ihe Director (81/03/01) 61/07/14. 
BRYAN.SE Program Development Branch 4pp. 3 0941:058-3084 1i061. 


-B&OS130Q75 Fonvards rept 830421 discussion w/utll re licensee drug & alcohol pro- 
gram. 

BlCKERSON.MW Region 4, Office ol Director. 63/04/28. CHECK.P.S Region 4. 
Office of Director. Ip 30941:291-30941:291. 

—B 606 130076 "Health & Safety Info on Alcohol & Drug Abuse " 

• Georgia Power Co. 84/05/20. 22pp 30a40’111-30940’111. 

~aso6130oeo Discussion w/utll on 830421 re facility drug & atcohol program & policy. 
DICKERSON, M.W, Region 4, Office of Director, 83/04/21. 3pp 30941 ’292-30941. 294 

-6506130081 Forwards 830612 final rule on Illness lor duly for personnel w/unescortod 
access to protected area of nuclear power plants, Concurrence &/or comments re- 
quested by 830523. 

QOLLER.K R Division ol Facility Operations. 63/05/12 DENTON, H. Office of Nuclear 
Reactor Regulation, Director. DEYOUNG.R Director’s Olfice, Ofllce of Inspection and 
Enloreement. CUNNINQHAM.G. Ofllce of Ihe Executive Legal Director 69pp. 
30940 360-30841:046. 


-8606130083 Forwards rept of 830309 discussion w/util re drug 6 alcohol abuse al 
facKiN.per Temporary Instrocffan 2696/1 

CHECK.P.S. Region 4, Offico of Director 83/06/10. DEYOUNG.R C Director's Olfice. 
Office ol Inspecflon and Enforcement. Ip. 30941’295-30841.295. 

-9606130087 Discusses Commission paper notation ro requirements under papemvotk 
Reduction Act Rulemaking papers containing application, recordkeeping or reporting 
reouiremeni must note that rule submitted or will bo to 0MB lor review. , , 
BEHM.T A. Ofllce of the Executive Director for Operallons 81/04/29 Office of Nucle- 
ar Reactor Regulation, Director. Ip. 30941 i046-3094 1:046. 

-9606130088 Summary ol CRQR Meeting 41 on 830706 re final rulemaking package 
concerning fitness lor duty for personnel w/ unescorted access to protecled 
araas.U8t of attendees & marked-up final rule 10CFR50 end i.i ■ 

STCLLO.V. Regional Operations & Generic Requirements 83/07/29. piRCKS,W.J. 
Office of the Executive Director for Operations. 10pp. 30940.1 12-30940’1 30. 

-86061 30009 Forwards rept ol 630309 discussion w/util re drug & alcohol prograrn. 
QAQLIARDO.J,E. Region 4, Office of Director 83/06/06. CHECK,P.S. Region 4, 
Olfice ol Director, 1p 30941:296-30941:298, 


“6606130127 Forwards marked-up draft Commission paper ro proposed rule on requir- 
ing fitness for duty for personnel w/unoscorted, access to protected areas Proposed 
rule too vague Proposed rule end, 

CAWLEY, JT Division of Rules and Records. 82/03/17 MERSCHOFF.EW Office ol 
Nuclear Regulatory Research, Director. 64pp. 30937:102-30937.165 

-8506130129 Forwards info re proposed rule on fitness for duty. 

CUMMING,J J. Office of Inspector & Auditor, 82/02/11. NRC - No Detailed Afflltalion 
Given. Ip 30937.156-30937.166. 

-6B06130131 Inquires about history & legality of NRC raqulremant that enginG0rs,0ven 
as nonfederal employees, lake mandatory psychological screening tests for employ- 
meni at nuclear power plant. 

PAN ETTA, LE Housa of Rep, 82/03/29 PALLADINO.N. Commissioners Ip 
30937 157-30937.167 

-9508130136 Forwards 10CFR5Q, "Personnel W/Unescorted Access to ProlecOoti 
Areas Fitness for Duty," per Regulatory Flexibility Ack Section e05(b)FR publication 
of rule will be in next few days W/o end 

FELTON,J.M Division of Rulas and Records 82/07/27 THOMPSON, D Small Buel 
ness Administration Ip. 30942 078-30942 076. 

-8606130137 Forwards draff final operator fitoess for duty rule package for 
revlaw.Packaga being distributed (or Human Factors Branch & Olv ol Facility Oper- 
ations review prior lo final drafling.Commenls raquested by 821206 W/o end 
RYAN.T.Q Human Enginearina Section. 82/11/29, NRC - No Delaliod Alfitlallon 
Given 1p. 30942 077~30^42-07r 

-8506130136 flaquests NURE6-0903, "Survey of Industry & Govt Programs to Combat 
Drug S Alcohol Abuse " 

REICHERT.P.T, Catalylic, Inc (subs, of Air Producla & Chemicals, Inc) 83/01/11. 
MERSCHOFF.EW Ofllce of Nuclear Regulatory Research, Director Ip. 30942:070- 
30942.076 

-9506130141 Nolilies of Inability to attend conference.per end lnvltalion.Author will par- 
ticipate in conference by preparing paper to be presented by staff member, W/o errcl 
RYAN.T. NRC - No DetaM Affiliation Given. B3/04/20. NRC - No Detailed Affiliation 
Given. 1p. 30937:233-30937:233 
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-6508130142 Requests info re (fecumenls responsive to M Philips FOIA*82-3 72 request 
concernlnp neea (or regulation about fitness for duty 

CARR.JC DivisFon of Rules and Records 62/08/ 1 6 MULLI/(IX,W Director's Office. 
Office of fnspection and Enforcamonl BROWN.N Office of the Secretary of the Com 
mission MURBAY.J Office of the Executive Legal Director Ip 30240 la? 30940 157 


-BS88I30180 Ack receipt of 830927 Hr indicting that "EEI Guido to Effective Ori»« 
Alcohol Policy Development" distributed to Commission & ACRS Guide forwarded for 
unto nof review 

BEHNKE.CD Cdisorv Eloclric Institute 83/10/05 MINOGUE.RB Office of Nucfee/ 
Regulatory Research, Director Ip 30937 308 30937 308 


-8506130143 Advises that draft final rule SECY-83>339A cannol be published until 
OM8 approval has bean obtained for new Info collection requirements Immediate at 
tenlion to matter requested 

SHELTON.B J Document Management Branch 84/04/OS RYAN.T Q Office of Nu 
clear flagufalo IV Research, Director 6pp 30941 340-30941 346 

-8506130146 Forwards NUREQ 0903, "Survey of Industry S Govt Programs to Combat 
Drug & Alcohol Abuse," per 83011 1 & 25 requests Lists addresses where future re 
quests should be forwarded W/o end 

RYAN.T G NRC - No Detailed Affiliation Given 03/01/31 REICHERT, LASTOWKA 
Catalytic, Inc (subs of Air Products 6 Chemicals, Inc ) Ip 30942 079-30942 079 

--8506130147 Requests concurrence In end final rule on fitness (or duty for per$on<nel 
w/unescorted access to prateeled areas of nuclear power plants by 830513 W/o 
end 

GOLLER.KR Division of Facility Operations 83/04/28 DEN TON, H Office of Nuclear 
Reactor Regulation, Drreolor OEYOUNG.R Director’s Office. Office of Inspecbon and 
Enforcement CUNNINGHAM, G Office of the Executive Legal Director Ip 
30937234 30937234 

-8506130161 Advises that end amend to 10CFR50 54 re fitness for duty rule will be 
reviewed by ACRiS Subcommittee on Human Factors on 630803 & ACRS on 830803 
RYAN.T.G. NRC - No Detailed Affiliation Gwen 83/07/29 OVERBEY, C, TING,P, 
N0RSERG,J NRC - No Detailed Affiliation Given 47pp 30937235-30937 281 

-6 506130 152 Requests "Survey of Industry S Govt Programs to Combat Drug & Alco- 
hol Abuse," be forwarded to listed address 

USTOWKA.MT Catalytic, Inc (subs of Air Products & Chemicals, Inc) 03/01/25 
MERSCHOFF.E W Office of Nuclear Regulatory Research, Diroolor. 2pp 30942.080- 
30942 080 

-8506130153 Forwards final rulemaking re staffing at nuclear power planie & draft 
policy statement on shift crew qualrlicallans for concurrence by 821210 Background 
Info re plant staffing submilled W/o end 

QOLLER.K R DtvIsTon of Facility Operal Ions 82/12/03 DENTON.H, Office of Nuclear 
Reactor Regulation, Director DEYuUNG,R Director’s Office, Office of Inspeclion and 
Enforcement CUNNINGHAM, Q Office of the Exoculivo Legal Director 2pp 
30941 068 30941 089 

-8506130154 Responds to ACRS recommendations on final proposed fitness for duW 
rule, amending I0CFR50 54 Const sites present no adverse elleci on public heallh A 
safety due to radiation releases & not fnctudeci In rule W/o ACRS 830S09 memo 
DIRCKS,WJ Office of the Executive Director for Operations 83/09/21. PALLADINO 
Commissioners. 6pp 30940 158-30940.162 

-6506130157 Staff requirements memo re Commission 820624 aftirmatian session In 
Washington, DC concerning proposed fitness for duty rulemaking Commission ap 
proved publication of proposed rule by 5 0 vole 

CHILK,SJ. Office o) the Seerfilary of the Commission M820e24i8 62/07/06 
DIRCKS,WJ Office of the Executive Director (or Operations 4pp. 30941 '346- 
30941-349 

-8506130158 Forwards incoming memos from Commission on final proposed fitness for 
duty iule.Marfted up draft Commission paper re addi Info corceinlng final proposed 
fitness for duty rule (SECY 83 339) end 

RYAN.T. Human Factors & Safeguards Branch 83/12/27 DORIAN, T Office of lira 
Executiva Legal Director. BENEDICT, R Office of Nuclear Reactor Regulalcon, Direo 
lor ALLEN, T. Office of Nuclear Material Safety a Safeguards, Direcfor lepp 
30937 2a2.30937-297. 

-8S06130180 Summarizes status of INPO aclnnties In support of util Industry fn Illness 
for duly issue (NPO developed first draff of corporate crilerfa covering essential ele- 
ments oi elteclive Illness tor duty program 

WILKINSON,EP Insliluta of Nirclear Power Operations. 83/02/09. DIRCKS.WJ 
Office of the Executive Director for Operations 2pp 30942 08(-363'42 062 

-8506130163 Foiwards final rule concerning fitness for duty lor personnel w/unescort- 
ed access to protected areas Draft Itr requesting comments on final rule end. 

RYAN.T Office of Nuclear Regulatory Research, Diroolor. 83/01/14. NRC • No De- 
tailed Alfiliatlon Given 5pp. 3094f070-30941.074 

-8S0613016S Forwards Interim draft Manual Chapter 0230 & App 0230, "Info Collec- 
tions & Repts Mgl," (or establishing internal RES controls to assure conformity w/stds 
tor collections or Info conducted or sponsored by NRC. W/o end. 

HENRY, JJ Office of Nuclear Regulatory Resaarch, Director 83/10/04 Office of Nu- 
clear Regulatory Research, Director. 3pp. 3093 7 ■298-30937.300 

-8508130169 Comments on fitness (or duly rule (SECY-83 33S).Supports rule In 
principle Commission should consider rulemaking w/ proposed safeguards rulemaking 
on access authorization Specific oommonis enc). 

ZEnBE,JE. Office of Policy Evaluations. 83/09/30. PALLADINO. GILINSKY, ROB- 
ERTS Cora mlsslonera, 7pp. 30937:301-30937.307. 

-8606130170 Requests comments on end final rule ra Illness for duty for personnef w/ 
unescorted access to protected areas by 830204. 

QOLLER.K.R. Division of Facility Operations. 83/01/14. THOMPSON.H Dfvisfoo of 
Human Factors Safety. EISENHUT.D DivlElon of Licensing. SPEIS,T. Dtvlsloni of 
Safe^ Technology. 43pp 30941 075.^0941;117 


-6506130182 Documents actions taken in response to Ross comments on OIrcksPa'ia 
dirve memo Rationalos tor actions & changes In final fitness for duty rule noted Drafi 
Commission paper recommending affirmation of final rule end 
RYAN.T NRC - No Detailed Afliliation Given 83/09/30 NRC • No Detailed Alliliatwn 
Given 9pp 30940.163-30940171 

-6506130189 Forwards, for concurrence by ofc directors.response la ACRS recommeiv 
dations on fitness for duty rule.per ACRS 830009 Hr to Pallacfino 
RYAN.T G NRC - No Detailed Affiliation Given 83/09/06 OVERBEY, CM 
NORBERQ.J A NRC - No Detailed Affiliation Given 3pp 30937 309-30937 31 1 

-850 SI 30190 Requests that end (mat fitness lor duty rule package bo loiwarded leal 
regional ofes tor cemmoni Concurrence or nonconcurrenco from all regional ofc$ re 
quested 

RYAN.T Human Factors 4 Safeguards Branch 83/01/17 BLACKWOOD.E RegnHal 
Operations & Generic Requirements 46pp 30041 118-30941M63 

-6506130193 Notifies lhat S Flory requests dry run of 830328 mealing w/Behnke A 
EDO in Belhesda,MD on 830323 

* NRC - No Detailed Affiliation Given 83/03/04 NRC - No Detailed Affiliation Ghen 
2pp 30942 089-30942 090 

-8506130195 Forwards operator fitness for duty valuo/lmpact analysis & NUREG09C3^ 
"Survey of Indus Iry & Govt Programs to Combat Drug s Alcohol Abuse," per 620626 
request W/o ends 

RYAN.T G Office of Nuclear Begulatoni Research, Diroolor 82/09/10 HOGAN JP 
GA Technologies, Inc /General Atomic Co Ip 30941 356-30941 3SS 

-3506130196 Forwards drafi WJ Oircks response to ACRS B30809 recommendations 
on fitnoes for duty rule.per T Rehm 831005 telcon L Bush & J Parllow concurred 
response durlng,B31004 meoting.T Allen of NMSS concurred by 831005 lelcorr 
RYAN.T G NRC • No Detailed Affiliation Given 83/10/05 NRC • No Detailed Aff.li 
ation Given 3pp. 3093 7 312-30937 314 

-8606130193 Stales concern re failure to exclude NRC employees from Illness lor duly 
rule (SECY-83 339) Recommends development of proposal to set same goals 4 sMs 
for NRC employees avoiding problem of licensee supotvision Comments onci 
PALUDINO.NJ Commissioners 83/11/03 GILINSKY, ROBERTS, ASSELSTINE 
Commissioners 4pp. 3 0940’ 172-30940 175. 

-8506130200 Forwards Commission paper on final rule fitness tor duty for paisonnol w/ 
unescorfed access fo protected areas Rule does not cover NRC personnel. Paper sub- 
milled to ACRS for review W/o end. 

MINOGUE,aB Office of Nuclear Rejulaloiy Research, Director 83/08/03 
DIRCKS.WJ. Office of the Executive Director lor Operations 3pp 30937315 
30937 317. 

-6506(30203 Foiwards briefing malls & fact shoots for use fn Mlnogue 4 Dircks 
ings on filness for duty. 

RYAN.T NRC - No Datalled Affiliation Given. 03/03/22, NRC - No Detailed AffiHalxin 
Given 3pp 30942 094-30942096 

-8506130204 Requests value/impact analysis & NUREQ or draft NUREG listed in FR 
notice of proposed rule 

HOQAN.J.P. GA Technoiogios, Inc /General Atomic Co 82/08/26 
MEflSCHOFF,E.W. Office of Nuclear Rogulaloty Rosearoh, Director. Ip. 30941.357 
30941,357. 

-8606130209 Advises of EEI & INFO actlvltlea fa Illness for duty of Individuals w/uncs- 
coded access to protected areas of nuclear power plants.NRC may wish to dofoi ac- 
tivities In iighl of Industry Initiatives. 

BEHNKE.CD. Edison Electric Inslllule. 83/01/04 DIRCKS.WJ Offico of the Execu 
live Director lor Opamtions 2pp, 30940' 176-30040.177 

-8506130210 Forwards revised 0MB Justification stalemont for fitness for duly for pet 
sonnol w/unescortod access to protected areas based on action Horns for 820909 
meeting 

RYAN.T. NRC - No Detailed Affiliation Given 82/10/08. NRC - No Detailed Aflilialwn 
Given 6pp.30941'3SS-30941'362. 

-8606130212 Fonvards Ross 021116 response to Theophllus.lno Itr on fitness lot duly 
tula. 

RYAN,T G. NRC • No Datallsd Affiliation Given. 83/01/03 NOR8ERQ,J A NRC - Ha 
Detailed Affiliation Given. Ip 30941'210 30941.210 

“8506130216 Expresses appreciation for acceptance to speak at EEI Employee Assist- 
ance Program Task Force 830630 conference In ArlIngton.VA Tenia live agenda fw 

MCKINLEY.R. Potomac Electric Power Co. 63/04/16. GOLLER.KR. Division of Facili- 
ty Operations. 4pp. 30942, 087-30942'1 00 

-8B06130221 Forwards presentation on fitness for duly (or EEI 830630 employee as- 
sistance conference, mark-up copies of overheads 4 doscrlpflvo malls used to (makze 
p^resentation ft in-coming Invilallon malls from EEl.W/o encl. 

HYAN.T. NRC - No Detailed Affiliation Given. 83/06/17 NRC - No Detailed AffiliaUon 
Given Ip. 30942.101-30942:101. 


-8606130173 Roquesls review of encl supportfng statement for proposed rule 
10CFR50,64(z>, Personnel W/Unescor(ad Access to Protected Areas Fitness for 
Duty." oifginaljy submitted to Document Mgl Branch on B20519. 

CAMERON, FX Office of Nuclear Raguiatciy Research, Director 82/08/11 
SCHWINK.W.S, Regional Operations 4 Generic Raquiremonls. 4pp. 30942083 
30942.086, 


-8606130224 Forwards draft (ransmlllal notice 4 FR notice for impremonlatlon cl fit- 
ness for duty rule, par Commission 940705 memo.NRR/IE Info notice prepared ralhM 
than generic Hr Comments requested by 840727. 

RYAN.T. NRC - No Detailed Affiliation Given. 04/07/10. DORIAN, T Odico of the Ex- 
ecutive Legal Director CAWLEY, J Division of Rules and Records. HENRY, J. Office ol 
Nuclear flasulalory Research, Director. 17pp, 30940'170-30940'194 


-8506130178 Discusses concern of V Stelfo & others that Inclusion of NRC personnel 
under fitness for duty rule will bring rule Into conflict w/olher NRC regulations Excerpt 
from Wness (or duty rule statement of considerations encl, 

RYAN.T. NRC - No Detailed Afflllatlort Given, 83/02/25. NRC - No Detailed Affiliation 
GNen 2pp 30942.087-30842,088 


-6506130232 FoiwardB fitness for doty presentation for EEI Employee Assistance Pro- 
gram Task Force 030630 conference, for review. Ob active of Part 1 of prosenfation lo 
acquafnl audience w/NRC W/o encl. 

RYAN,T. NRC - No Detailed Affiliation Given. 83/06/14. GOLLEfl.K. NRC . No De- 
tailed Affiliation Given. 1 p, 30942:1 02-30942- 1 02 
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-650S130S3S Forwards fitness lor duty presentation outline & set of accompanying 
briefing overheads to bs used as basos for presentation at fourth EEI employee As 
slstance Program Task Force 630630 conference W/o ends 
FIYAN.TG NRC - No Detailed Affiliation Given 83/05/11 GOLLER.KR NRC - No 
Detailed Affiliation Given Ip 30942 103-30942 108 

..8506130243 Provides guidance fist lor 831213 meeting w/INPO re fitness for duty 
rule Recommends INPO be questioned about status of activity w/EEl to establish 
guidelines for utils to respond to fitness lor duly rule 

RYAN.T NRC - No Detailed Affiliation Gwen 83/12/08 NORBERG.J NRC . No Do 
tailed Affiliation Given ip 30941 215-30941 215 

-850S130247 Advises that Div of Rules & Records will process rulemaking package for 
Ibtnoss lor duty rule in lime for 640806 SECY suspense date if Informed that EDO has 
signed memo EDO should sign tentatively staled memo Related info one) 

OVERBEY.C NRC - No Detailed AllJliation Given 84/07/31. REHM.T NRC * No De 
tailed Afliliation Given 26pp, 30940 195-30940 220 

.*8506130251 Requests staff submit paper re listed Commission views concerning linat 
rule on litness for duty Rule should apply to escorted & unescorted personnel & vital 
areas rather than protected areas FAA approach suggested 
CHILK,SJ Office of the Secretary ol the Commission 83/12/12 DIRCKS.WJ Office 
of the Executive Director for Operations 31pp 30941 216-30941 246 

“6606130255 Notlllos that final proposed filness for duty rule (SECY-B3-339), changed 
sinco version of rule prepared by Div of Facility Operations Changes to rule listed 
GOLLER.K R Division of Facility Operations 84/03/12 MINOGUE.R B Olfica of Nu 
clear flogulatory Research, Director 3pp 30940 221-30940 223 


“B506130299 Advises that proposed rule re fitness lor duly for personnel w/unescerted 
access to vital &/or protected areas unnecessary & auplicalivo of proposed 
10CFR73S6. “Access Authorization Rule “ 

ALLEN.T NRC - No Detailed Affiliation Given 82/01/29 MERSCHOFF.EW NRC - 
No Detailed Afliliation Given Ip 30942 014-30942 Of 4 

“8506130300 Advises thal alcohol & drug abuse survey compteio Drug problem consid 
ered as isolated incidents Ulils expressed opposvtion to regulations dealing w/ 
drugs, ale oho I Or Ntnoss for duly because of morale Summary of visits end 
MUHLEY.TE Region 1. Office of Director. 84/01/10 DEYOUNG,R C Director's 
Office, Office of Inspection and Enforcomenl 2pp. 30941 254-30941 257 

— B5O61303O1 Forwards final Illness lor duty rule package w/lransmitlal memos from 
Minogue to Dircks S Stello CRQR will probably discuss rule mid-Jul 
RYAN,TG Human Factors & Safeguards Branch 83/00/14. 8ENEDICT,R Office ol 
Nuclear Reactor Regulation. Director DORIAN,T Oftioa ol the Executive Legal Direc- 
tor ALLEN, T, Office of Nuclear Material Safety & Saf6guards,0irGCtQr 56pp 
30942 152-30942 209 


•8506130307 Forwards, lor review & comm ant, proposed insider safeguards 
rules,lnc[uding access aulhorizalion rule, revised search rsquiremenis & miscellaneous 
safeguards related amends Comments requested by 820707 
GOLlER,K R Division of Facility Oporalions 82/06/24 DENTON,H R Office of Nu- 
clear Reactor Regulation, Director DEYOUNG ,R C, Director's Office. Office ol Inspec- 
tion and Enforcement NORRY.PG Office of Administration 2pp 30942 015 
30942 016 


•-6506130257 Suggests that nuclear plant operators be under same rule re consumption 
of alcoholic beverages as military & commercial pilots 

PARKER,R A Aftitiatbn Not Assigned 80/08/28 NRC - No Detailed Affiliation Given 
Ip 30942109-30942 111 

“6506130261 Forwards draft analysis & resolution ol public comments re proposed fit- 
ness for duty rule tor comment W/o end 

RYAN.T NRC - No Detailed Affiliation Given 82/11/03 MERSCHDFF,E , DURSTJ , 
PRELL.0 NRC • No Delaifed Atlillalion Given Ip 30942 009-30942 009 

“8S06130262 Forwards chart entitled, "Controlled Substances Uses & Effects," per 
D2031 1 tolcon Chart published In brochure, "Drugs of Abuse " 

DAVIS.A8 Region 3. Dffice of Director 82/03/12 CHAMBERS.J Chambers, JF. 
MD 2pp 30937 331-30937 332 

-.8506130264 Forwards for reviBw.ann Dialed draft of linal rule re fitness for 
duty, amending 10CFR50.2 & 50 64 Comments requested by 8211 10 W/o end 
RYAN.T G Human Factors & Safeguards Branch 82/1 1/04 NRC - No Delated Affili- 
ation Given Ip. 30942.010-30942,010 


“8506130265 Summarizes Region III & license responses to drug ailegatlons.per 
830326 request No followup action necessary Zion drug Investigation will be dis- 
cussed at future Insps. 

KEPPLER.JG Region 3, Office of Director 03/04/20. DEYOUNG.R C Director’s 
Office, Ottico of Inspection and Enforcement 2pp 30941 247-30941'24B 

“8506130266 Discusses quantitative & qualitative observations re drugs, per 820312 
discusslon.Some drugs so toxic w/such drastic effects on human behavior that their 
presence, oven in minor quantities, automatically disqualify plant personnel 
CHAMaERS,J F Chambers, J.F„ MD 82/03/15 DAVlS,A.B Region 3, Office of Di- 
rector 2pp 30937 333-30937’334. 

“0506130273 Responds to B20303 request for Into re drug use & impact on reactor 
personnel.Drugs described by category 

• McDermott. R.W. MD, MCDERMOTT.RW Chambers, JF. MD 82/03/26 
DAVIS, A.B Region 3, Office ol Director 3pp, 30937'335 30B37 337 

“8506130274 Forwards overheads for use In presenting final fitness for duly rule to 
ACRS SubcommiUeo on Human Factors during ACRS 2e0lh meeting on 
830805.Schedule & outline for discussion at ACRS 280th meeting on 830804 06 In 
Washinglon.DC also end 

RYAN,T. NRC - No Detailed Affiliation Given. 03/08/02. OVERBEY.C, NORBERQ.J , 
MOHRISON.W. NRC - No Detailed Atlillalion Given 7pp 36940.224-30940,230 

..6506130280 Requests review of In end final rule re fitness for duty tor personnel w/ 
unescorted access to protected areas ol nuclear power plants.Concurronce S/or com- 
ments requested bv B30523.W/O end. 

GOLLErIkR Division Of Facility Operations 83/05/13 DENTON.H Office ol Nuclear 
Reactor Regulation, Director. DEYOUNG, R Director’s Office, Office of Inspection and 
Enforcoment. CUNNINGHAM, G, Olllce of the Executive Legal Director 1p 
30940 231-30940.231. 


-8506130282 Proposes controls for limely response re odective evaluation ol degraded 
response by personnel from alcohol, erugs or fatigue Device developed to measure 
response time & perception 

RUHLMAN,W.A NRC - No Dalalled Affiliation Given. 79/09/04, O’REILLY.J P NRC - 
No Delalled Affiliation Given 2pp. 30942 011-30942,012 


•8606130284 Forwards summary of drug/ alcohol use investigation results, in response 
to 830131,0202 & 0326 memos No further action planned. 

ALLAN, J.M. Region 1, Ofllce of Director. 83/04/29 DEYOUNG, R,C, Director’s Office, 
Office ol inspection and Enforcement, 3pp. 30941 ’249 30941 251 


“8506130285 Forwards draft IE Info circular summarizing observed trend In salaguards 
event data base repts ol drug abuse by licensee & contractor employees.Requesl5 IE 
circular be issued to all operating power reactors & const licensees 
BURNETT, R F, Division ol Safeguards. 81/01/00. JORDAN, E,L Division ol Engineer- 
ing a Quality Assurance (Pre 830103). 3pp. 30940 232-30940'234. 


“8506130291 Forwards.for review, draft final fitness for duty rule packag6,lncorporaling 
RES, Div of Facility Operations Safeguards Branch.NRR.IE & OELD 
comments Commenfs requested by 621 206.W/O end. 

RYAN.T G. Human Factors & Safeguards Branch 82/11/29 NRC * No Delalled Affili- 
ation Given Ip 30942:013-30942:013. 


“8566130203 Forwards fitness tor duty final rule 
comment.Packaoe transmitted from Minogue to Stello for i 
cussed by CRQR during wk of 0307 18, W/o end, 

RYAN.T. Ofllce of Nuclear Regulatory Research, Director, 
tailed Affiliation Given. Ip. 30940:236-30940.236. 


package for review & 
llsposItonRulo will be dis- 


83/06/14 NRC ■ No Do- 


--8506130310 Advises thal end prssenlation to CRQR on Iitnass lor duty ruto on 
830706 will be used as basis for presentation before ACRS Subcommittee on Human 
Factors on 830603 Suggestions on end requested 

RYANpT.G Human Engineering Seclion. 83/07/11 GOLLER.K, MORRISON, W. 
NORBERQ.J NRC- No Delalled Affiliation Given 15pp 30940 237-30940 251 

"8606130312 Fonvards comments on Comm Ed program ra drug abuse, par J Sniezak 
request Program should be effective If properly supported by util mgt 
COBB.L I Division of Fuel racilitlaa, Materials & Safeguards {Pro 030103). 82/05/18 
KEPPLEH.JG Region 3, Office of Director Ip 30937 338-30937 33B 

-•8506130319 Agrees that belter understanding of adverse effocts ol stressful job situa- 
tions needed Affected person most effective evaluator Description ol author workshop 
based erv book, "My Job, My Boss & Me," end 

WOODS, OL David L Woods Associates 80/11/18 RICHARDSON, S Reactor Sys- 
tems Standards Branch, 16pp. 30940 262-30940 270. 

“8506130321 Forwards public comments received to date on operator fitness for duty 
rule Future comments will be forwarded 

RYAN.T, NRC - No Delated Afliliation Given 82/09/00 NRC - No Detailed Alliliatlon 
Given 2pp. 30942 017-30042,018 

“8506 130328 Forwards draft Temporary Instruction 2690/1. “Llcenseo Drug & Alcohol 
Programs " Instruction will be Issued to regional qfes for use fn continuing meetings 
W/util mgt re alcohol/ drug abuse programs 

DEYOUNG, R,C Director 'a Ofllce, Ofllce of Inspection and Enforcement 02/09/23 
STELLO.V Regional Operations & Generic Requirements 2pp 30937’341-30937.342 

—8506130329 Assessment of proposed Info cotlactlon re 10CFR50 54, "Fitness for 
Duty" Amend to supporting slalements and 

SHELTON.B.J , BESAW,W.J. Division of Teichnical fnformalion & Document Control 
Q4/06/2B. 6pp, 30940’271-30940,276. 

"8606130330 Forwerds operator fitness for duty value/impact analysis, per 820831 
request W/o end 

RYAN.T Q. Olllce of Nuclear Regulatory Research, Director 82/09/10 
KAMIMURA.M Overseas Elec the at Industry In sill ule Ip 30942 019-30942019. 

“8506130332 Advises that Informant that worked at lad lily named six individuals who 
allegedly used drugs onsite, No communication mads w/utll because allegations did 
not involve current employees. 

DIRCKS, W.J Office of the Executivo Director lor Operations 83/04/27 PALLADINO. 
GILINSKY, AHEARNE Commissioners, 2pp. 30041 268-30941:264 

"8606130333 Draft Temporary Inslruclion 2596/ !,• "Licensoe Drug & Alcohol Pro- 
grams " Discussion topics for util meetings end. 

^ Director's Office, Office of Inspecliori and EnforeemenL 82/09/23 12pp 30937.343- 
30937,364. 

"8506130335 Comments on temporary Inslruclion, "Survey of Licensee Drugs & Alco 
hoi Programs" & survey methodology, per 82061 B request. Survey methods should be 
pursued from cost/benefil standpoint Examples of organizations to be surveyed end. 
KEPPLER.J.G. Region 3. Office of Director. 82/06/29 COBB, LI Division ol Fuel Fa- 
cililias, Materials & Safeguards (Pre 830103). 5pp. 30942 020 30942.024 

“8586130339 Forwards tfratt CRGR memo on fitness for duty rule package, Minogue 
final Itr A author draft Hr sent to INPO on fitness (or duly program cnterla.GRGR rec- 
ommends I hat rulemaking package indude only power reactors 
RYAN.T NRC - No Delalled AffiHallon Given 83/07/22. GOLLER.K NRC - No De- 
lailed Afllllallon Given, 2pp. 30940,277-30940:278. 

“8506130342 Notifies of Quality Mgt, Inc demonstration on 821110 re nonlnvasive 
means to measure presence & function Impairment of drug substances In human 
body Individuals developing guidance for fitness for duty rule Invited, 

COBB,L.I Division of Fuel Facilities, Materials & Safeguards (Pre 830103) 82/10/25 
BURNETT.R. Division Of Safeguards GOLLER.K, Division ol Facility Operations. 
EISENHUT.D Division of Licensing. 1p. 30937.355-30937.365, 

“8506130350 Forwards temporary Instruction, "Survey ol Licensee Drug & Alcohol Pro- 
grams" & "Generic Approach to Alcohol/Drug Abuse ProhlemiRel Program for Nucle- 
ar Industry." Raf program for assistance In completing survey requested by 820624. 
COBB.L. I. Division ol Fuel Facllltlas, Materials & Safeguards (Pre 830103). 82/06/18. 
HAYNES, R C. Region 1 , Otree of Director O 'REILLY, J P. Region 2, Office of Director. 
KEPPLER.J.G. Region 3, Office of Dlractor. 17pp. 30942:026-30042.041. 
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“8506130351 Foiwards draM response lo Commission requesl lor addi info re fjiress 
lor duty rule Comments/concurr'ence requested by 940111 W/o end 
QOLIER.K R Division ol Facility Operations 84/01/06 DENTON.H Ollmo of Nuclear 
Reactor Regulation, Director DEYOUNG.R Director’s OJfico. Office of Inspection and 
Enlorcoment DAVIS.J Office of Nuclear Material Safety & Safeguards, Director tp 
30942 113-30942.113 

“8506130352 Ack receipt of 830602 Itr re INFO cnieila coventig fitness or 
duty Elements for successful programs used In reviewing ‘’Corporate Evaluation 
Cntena,Filness for Duty” & INFO Document B2-023, '’Perfoimanco Objectives 
listed 

DIRCKSWJ Office of the Executive Director for Operations 83/06/16 
WILKINSON,EP Institute ol Nuclear Power Operations 2pp 30940279 30940280, 

“6S0613035S Bequests value/impact assessment on proposed rule ra licensed opera 

tor staffing at nuclear power units 

KAMIMUfA,M Overseas Electrical Industry Institute 62/08/31 MERSCHOFF,EW 
Office of Nuctear Regulatory Research. Director Ip 30942042-30942 042 

“8606130357 Forwards Illness tor duty Comitiission paper tor concurrence. Short turn- 
around on paper requested since cDO wishes to submit paper lo Commission by 
840116 W/o end 

RYAN.T NRG - No Detailed Affiliation Gwen 84/01/06 BENEDICT.B Office of Nu- 
clear Reactor Regulation, Oireclor BUSH,L Director's Office, OINce of Infection and 
Enlorcemenl ALLEN,T Office of Nuclear Material Safety & Safegu9fds,DJroclor Ip 
30942114-30942 114 

“8508130360 Concurs w/proposed rule amending lOCFflSO. "Personnel W/ l/nescorl- 
ed Access to Protected Areas, Fitness lor Doty’’ Potential ol small entities being ad- 
versely affected by proposed rule should be Included W/o maitced up end 
PHILIPS. J DMsion of Rules and Records 62/05/26, MEHSCHOFF.E W Human Fac- 
tors & Safeguards Branch Ip 30942 043-30942 043 

“8506130388 Responds lo query re release of porffons ol Ofe of Invssllgallons repf ro 
drug/alcohol abuse lo spacific licensees Release not prohibited by FOIA or Privacy 
Act Concerns over precedent expressed Survey workahools and, 

SHOMAKER.E C Operations & Administrative OivisFon 02/12/20 LIE BERM AN. J Re 
gional Operations & Enforcement Division, 193pp 30937’366 30936 186 

“8506130372 Staff requirements memo on Commisston 330303 discussion in 
Washington, DC re Ole ol Investigations Investigation into preemploymenl psychoiog] 
cal testing at TMI Marked up 840709 minutes & draft IE Info notice oncL 
CHILK,SJ. Office of the Secretary ol the Commisston MSSOSOSB, 83/03/16, 
PLAINE,H H Office of the General Counsel. OIHCKS,W J. Office ol the Executive Di- 
rector tor Operations CUM MINGS, J J Office of Inspector & Auditor Spp 30941 269- 
3094f 278 

“8606130381 Forwards schedule of Region IV mooUngs w/utils ro alcohol & drug abuse 
& production of repta on meetings First repi end 

CHECK.P S Region 4, Office of Director 83/93/24 DEYOUNG.R,C. Director's Office, 
Office of fnspection and Enforcemenl 2pp 30941 277-30941 278 

-8508130419 Forwards final fitness lor duty rule package,NUREG-CR-3198 re drug & 
alcohol abuse & CRGR & ACRS memos on fitness lor duty rule W/o ends 
RYAN.T Division ol Facility Operations 83/03/10. DORlAN.T., BUSH.L, ALIEN.T 
NRC - No Detailed Affiliation Given. 1p 30942.1 15-30942 1 18 

“8606130423 Discusses author review of fNPO & EEf guidelines lor responding to pro 
posed final fitness for duty rufatNPO guidelines do not respond to prof 
siaffing,recordk8eping or ongoing evaluations criteria Revised rulo S slatemenl end 
RYANji.Q Human Factors & Safeguards Branch 63/09/07. Human Factors & Safo- 
guar ds Branch 26pp, 30942’1 1936 942 143 

“8506130424 Forwards proposed summary of ACRS Human Factors Subcommittee 
830803 mealing In Washington, DC to review (llnoss for duly rule Final & proposer! lit- 
rress for duty rula.maik up of rule & guidelines for rule end. 

MCCLAIN, C ACRS • Advisory Commute a on Raaclor Safeguards 83/08/08 
WARD,0 ACRS • Advisory Committee on Reactor Safeguards Spp 30942 144- 
30942.151 

“8606130427 Forwards Commission paper on final rule re Illness lor duly (or personnel 
w/uf)8scorled access to protected areas.Paper concurred In by all appropriate staff 
otos.OELD has no legal objections 

MINOQUE.R B Office ol Nuclear Regulatory Research, Director. 83/07/20. 
DIRCKS,W.J. Office of the Executive Director for Operations. 61pp. 30942 210- 
30944.215 

“8606130428 Submits info re fitness lor duty checking of NRC personnel w/uneacorted 
access to protected areas NRC program detaclB employee long term Illness for duty 
but emptqyae day-lo day fitness tor duty not cheeked Rokied sainples end. 
DIRCKS.W.J. Office of the Executive Diractof for Operations 62/07/20. AHEARNE 
Commissioners. 7pp. 30942,044-30942’060. 

“8606130437 Forwards rapt ro NRC 830303 mealing w/utll concerning licensee drug & 
alcohol program.Util policy bullettos lnclurfed.W/o end. 

FLIPPO.T.A Region 4, Office ol Director- 83/03/17. CHECK,?. Region 4, Office of Di- 
rector Ip. 30841r279-30941 •279. 


“8596130509 Commen^ts on proposed rule 10CFR5O re assurance that personnel w/ 
unescorted access lo protected areas of facility not under Influence ol drugs or 
alcohol Opposes adoption of subjective sys or sys violating Individual rights 
RUHLMAN.WA Theophilus, Inc 02/10/11 Office ol the Secretary of the Comms- 
Sion 2pp 30938 26$ 30838 268 

-8596130549 Notifies that end proposed amend lo lOCFREO sent to Ole of Ffl for 
publication Proposed amend requires that procedures to ensure fitness for duty of per 
sonnet w/unescerlcd access protected areas be Implemented 
MINOGUE.R B Office of Nuclear Regulatory Research, Diroclor. 82/07/20 
SIMPSON, A Senate. Environment & Pubtic Works ffpp 3094205130942 061. 

-8S081400S3 Forwards draft request for 0MB review & supporting stslemeni le 
10CFH50 54fz), "Fitness lor Duty,” reflecting may changes & signed assessment 
form, lor use In preparing formal submittal 

SCOTT.B S Document Management Branch 82/08/02 CAMERON, 0 Office of Ifu- 
clear Regulatory Research, Director 13pp 30942062-30942074 

-869314 9 0 57 Concurs w/final proposed fitness tor duly rule w/excepllon that Illness f« 
duty protection should apply to other areas Fitness tor duly difficult to adminisier 8 
may necessitate fitness checks at entry points to vital areas 
BUHNETT.RF Division ol Safeguards 83/01/12 GOLLER.KR Diviston of Facilitr 
Operations Ip 30942075-30942075 

-8606149106 Forwards yellow tag & mails prepared in rosponss to Ray 830809 Hi to 
Palladino re final lifness tor duty rule package No div/ofc response expected Closeovt 
ol yellow tag requested 

RYAN.T Q NRC - No Detailed Affiliation Given 63/09/19 NRC • No Delalfed Atk' 
atlon Given Ip 30938 276-30938276. 

“8595140113 Concurs w/addi Info ro final proposed fitness tor duly rule (SECY 63 
339),excopl that reslrrctlon of rule to vital areas Inappropriate due to administrairke 
dilficutUos 

BUHNETT.RF Division of Safeguards 83/01/12. GOLLER.KR Dwiston ol Faciltr 
Operations Spp 30938 277-30938 279 

"8SD6140118 Forwards draft response to Commission request for addi Info lo fitness 
for duty rule Disagrees w/intention to use EEI guide as sId for reviewing EFceitses 
procedures Draft SECY 83-339 end 

COSB.L I Division of OA, Safeguards & Insp Programs (830103-650212} 84/01/10 
DEYOUNQ.RC Director's Office, Office of Inspection and Enforoemonl 14m 
30938260-30938 293 

“8506140121 Submits Info re licensee procedures to assure fitness tor duty at nuctear 
power plants, per 821007 lelcon 

bUBE.R M Quality fi4anagament, Inc 82/10/07 BUSH.L Dlreolor's Offico, Olfica of 
Inspection and Enforcement 2pp 30938 294-30938 205 

“6506140128 Discussion w/util on 821103 ro policies on use or possession ol dmgsoi 
alcohol. 

GIBSON, J. Office of Nuclear Reactor flogulafion. Director SWANSON,E. 
MILLER.JR NRC - No Detailed Affiliation Given, 82/11/03. 3pp 3D93D295 
30938 268, 

“8505140131 Discussion w/utll on 821 101, ro poKclaa on use or possossion of drugs 0 
alcohol 

GIBSON, J. OfllcQ of Nuclear Reactor Rogulatlon. Director ROGERS, W., MILL£R,Jlt 
NRC - No Detailed Alfillalion Givon. 82/11/01 Spp 30038 2Dg-3003eG01. 

-869SI40163 Discussion w/CPC on 821105 re potlclos on use of possession of diugs 
on alcohol. 

GIBSON, J Office of Nuclear Reactor Regulation, Director. JORQENSCN.B, 
MILLER,JR NRC • No Detailed Affiliation Given 62/11/05. 3pp 30938302 
30936 305. 

“8596140184 Forwards final four summary repls of util programs (or handltng drug 4 
alcohol abuse.per Temporary Instruction 2695/1 util mgl taking wall-B-soo positiori 
until fitness for duty rule becomes elloclive W/o ends 

KEPPLER.J.G Region 3, Office of Dlroctor. 02/12/09 OEYOUNG.RC Dirocloi'l 
Olllco, Office of Inspection and Entorcomont Ip 30930:306-30939 306. 

-8606140160 Forwards summary ropis for first three utils scheduled tor roviow urid« 
Temporary Instruction 2695/1 Summaries will bo forwarded w/cover Itr slating overall 
general irrtprossions, following complolion of survey 

nORELIUS.CE Division of Engineering 02/11/12. COBB, LI Division of FuoS Faofr 
ties, Materials & Safeguards (Pre 830103) ip, 30930;307'9093Q:307. 

“8506149194 Nollfles that Commission approved request to delay Issuance of liloess 
for duty rule until after discussions w/iNPO re INPO role in Implemontlinig ruto.pei 
640802 agenda planning session, 

DIRCKS,W-J. Office of the Executive Dlroctor (or Operations. 64/06/06 PALLADINO, 
ROBERTS. ASSEtSTINE Commissioners Ip. 30630:166-30939.161, 

“8S09140196 Discussion w/olll on 821116 re poHcios on use or possession of drugsor 
alcohol 

GIBSON, J. Offico of Nuclear Reactor Rogulatlon, Director, HAGUE, R. NRC - No De- 
tailed Affiliallon Given. MILLER,J.R Region 3, Office of Director 82/14/16. 3pp 
30936.303-30938.310. 


“8600130439 Discussion w/ultl on 630303 re drug S alcohol programs a policy at facill 

^LIPPO.T.A,, CONSTABLE.G.L Region 4, Ollfco ol Director 83/03/03. 2pp 
30941.280-30941 -261. 

“8506130501 Suggested agenda for RES/INPO 630311 mgt coofdInaUen meeting to 
discuss fitness for duty fule.Rfl Mirregue draft memo to V sTello end. 

• NRC - No Detailed Affiliation Given. 83/02/24. NRC - No DataHed Affiliation Qivan, 
7pp 30938259 30338:261. 

“8508130506 Discusses ASLAB affirmation ol Issuance of facilify OL based on review 
of ASL0 820720 partial initial decision & 020804 supplemental Initial 
dacIslon.RofemaWng re alcohol 8 drug abuse should consider consequences during 
const. 

CUNNINGHAM,Q.L Office ol fhe Executive Legal Direotor. ALAB-710. 83/01/20. 
DENTON,H.R. Office of Nuclear Reactor Regulalion. Direefor MINOaUE,H.B. Office 
of Nuclear Regulatory Research, Direefor. Spp 3093e;2e2'30838:234 


“6505140201 Discussion w/ulil on 821116 re policies on possession or use of druaJ or 
alcohol 

GIBSON. J. Office of Nuclear Reactor Regulaffon, Director NELSON.R L. NRC • No 
Detailed Al filiation Givea MILLER, J.R. Region 3, Office of Director. 62/11/16 3 pp 
30933:31 1-36938 313 


“8606140211 Discussion w/utll on 021117 re policies on use or possession ol drugs or 
alcohol, 

GIBSON, J Office of Nuclear Reactor Regulation, Director BRANCH, M.E NRC • Ho 
Detailed Affiliallon Given, MILLER, J.R. Region 3, Office ol Director. 82/11/17. 3pp 
30938.314 30938.316 


-8506 1402 14 Notifies that end fitness for duty rule approved for FR publication as pre 
aented in SECY-83-339 & modified fn SECY'83-33BA,Rula effeefive 30 days aflor FB 
publication. Related Jnfo end. 

BERNERO.R.M. Division of Risk Analysis & Operations (post 843429). 04/06/01 
FELTON.J M. Division ol Rules and Records. 186pp 30939.182-30640 001. 
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-8506140217 Discussion w/util on 021119 re policies on use or possession of drugs or 
alcohol 

GIBSON. J Ollice of Nuclear Reactor Regulation. Director CLARDY.L NRG • No De- 
tailed Affiliation Given MILLER,J R Region 3, Office of Diroclor 82/11/19 4pa 
30938 317-30938 320 

-6506 1 40220 Confirms 620303 request for guidelines to determine when employees 
unfit for duly after drug use 

DAVIS.A B Region 3, Office of Director 82/03/03 CHAMBERS.J Chambers. J.F , 
MD ip 30940 002-30040 002 

-8506140223 Forwards draft HR Denton memo to forwarding charter lor Human Fac- 
tors Program Area Review Group lor review & concurrence 

THOMPSON.H.L Division of Human Factors Safely 82/12/15 DEYOUNG.R Dfrec 
tor's Office. Office of Inspection and Enforcement DAVtS.J. Office of Nuclear Material 
Safety S Safeguards.Director MINOGUE.R Office of Nuclear Regulatory Research, 
Director 14pp 30938 321-30938 334 

-6508140230 "Medical Certification & Monitoring of Personnel Requiring Operator Li- 
censes for Nuclear Power Plants " 

• American Nuclear Society 70/12/31 lipp 30940 003-30D40 013 

-8506140233 Amends 031007 vote sheet re SECY-83-339, '‘Fitness for Duty" Rule 
should apply to protected areas & escorted Individuals Rute condilions fo NRC om 
ployees fisted EDO should review proposed mods before final decision 
PALLADINO.NJ Commissioners 83/11/14 CHILK.SJ Office of the Socfelary o1 the 
Commission. 2pp 3003B-335-30038 336 


-6506130290 Advises of mealing of witnesses & other site safely personnel who will be 
accomparwing H Denton to 740509 hearing Testimony of RA Thornes and 
SEIFFERTP NRC - No Detailed Affiliation Gwen 74/05/08 NRC - No Detailed Alfili- 
alien Given 1p 30865 229 30865 262 

-8506130305 Confirms clarification & agreamenls reached w/NRC al 770722 meeting 
in Bethesda.MD ro Calogory I backfill at plant Detailed definition of select sand pro 
vfded 

EHRENSPERGER,W Georgia Power Co 77/07/25 VARGA.S A Light Water Reac- 
fors Branch 4 2pp. 30665 263-30866 310 

8506140045 FOIA request for documents re saloly of steam generators al facility from 
1979 to present Info should include Insp re pl.correspondenco, memoranda & other 
documents re corrosion problems & repair of steam generators 
DETJEN,J. FITZGERALd.S. Philadelphia Inquirer, Philadelphia, PA 84/11/29 
F ELTON. J M Division of Rules and Records Ip 30911,001-30911001 

8506140061 Partial rosponsa to FOIA request for documents re safety of steam genera- 
tors at facility from 1979 to presenl Forwards App A documonis Records available in 
PDR & LPDR NUREG/BR 0052 end 

FELTON.J.M Division of Rules and Records 85/01/25 DETJEN.J . FITZGERALD.S 
Philadelphia Inquirer. Philadelphia, PA 13pp 3091 1 002-30918 352 

—8202060518 Discusses status o1 actions by util & NRC to evaluate corrosion problems 
found In facility steam generators Steam generator history & status end 
JOHNSTON, WV Assistant Director for Mails & OuaL Engineering (Pro 030201) 62/ 
01/21 VOLLMER.RH Division ol Engineering 9pp 30915 341-30915 342. 


-8506140239 Responds to Palladino 631103 memo re fitness (or duty rule (SECY 03- 
339) NRC emptoyeos should not be excluded Irom scope of rule Immediate notifica- 
tion of NRC for exclusion of NRC employee from facility should be required EEI memo 
end 

BERNTHAL.FM. Commissioners 83/11/09 PALLADINO. GILINSKY, ROBERTS 
Commissioners 4pp 30938 337-30930 340 

-8506140250 Forwards revised fitness for duty Commission paper. 

RYAN.T NRC - No Detailed Affiliation Given B4^2/01. MORRISON.W. 
NORBERG.J. OVERBEY.C NRC - No Detailed Affiliation Given tOpp 30938 341- 
30938 350. 

-8506140258 Forwards modified fitness tor duty Commission paper Uncertain that ofes 
contacled tor comment. 

RYAN.T. NRC - No Detailed Affiliation Given. 04/02/02 BUSH.L . ALLEN.T. 
BENEDICT.B NRC - No Detailed Affiliation Given 1p 30938 351-30930 351 

-8506140274 Forwards rovised Commission paper re final proposed fitness of duly rule 
(SECY'83-339) based on EDO comments, per 831212 requosi for addi infoLlcensoe 
should be required to provide escorted access to NRC & other govt employees. 
MINOGUE.R B. Division of Radiation Programs & Earth Sciences (post 840429) 84/ 
03/08 DIRCKS.W J, Office ol the Executive Director for Operations 6pp 30938 352- 
30938:357. 

-8506 146301 Advises that addI info ro final proposed Illness for duly rule (SECT 83- 
339) has been revised NRC & govt employees should be provided oscorlod 
access Draft Commission papers concerning addi Info about final fitness lor duly rule 
end 

GOLLER.K R Division of Facility Operations 84/03/12 MINOGUE.R 8. Ofdco of Nir- 
clear Regulatory Research, Director B4pp 30930 358 30939 046 

"6506140307 Forwards revised fitness for duly rule to ensure Individuals Involved can 
flxplairr rule to Commission. 

RC)SA.DF Office ol Nuclear Regulntoiy Research, Director 84/02/06. STELLO.V. 
Regional Operations & Generic Requirements 4pp 30939 047-30939,050 

-8506140319 Forwards mark-up of fitness lor duly Commission paper & revised state- 
ment of considerations lor fitnoss lor duly rule, per 040210 meeling w/D RoS3.NRC 
employees should be covered by rule 

RYAN.T. NRC - No Detailed Affiliation Given. 04/02/13. GOLLER.K., MORRISON.B , 
NORBERQ,J NRC - No Detailed Affiliation Given lipp 30939.051-30930.081. 

-8506140326 Recommends that Commission approve final fitness lor duty rule (SECY- 
83-339} rule as proposed. 

ZERBE.J.E Office ol Policy Evaluations. 04/03/23 PALLADINO, GILINSKY, ROB- 
ERTS Commissioners Ip. 30930 002-30939 080 

-SE06140331 Advises that end notice on amend to 10CFR60 requiring licensee estab- 
lish & implement adequate written procedures assuring all persons w/access to vital 
areas fit for duty forwarded for PR publication. 

MINOGUE.R.B. Office ol Nuclear Regulatory Research, Diroclor 84/07/31. 
SIMPSON, A. Senate, Environment & Public Works UDALL.M K. House of Rep , Infon- 
or & Insular Affairs OTTING6R.RL House of Rep, Energy & Commerce. 6pp. 
30939-143-30939-148. 


—8306090351 Forwards EIA Input for return to sve after once through steam generator 
repair promam 

MULLER.O R Assistant Director lor Radiation Protection. TAC 47484 83/06/01 
LAINAS.GC Assistant Director for Operating Reactors 14pp 30916 202 30915 275 

-8312140274 Board NotllJcatlon Q3 184pfovldos addi Info on stoam generator repair 
program & requests concurrence on final no significant hazards determination ro oper- 
ation w/rcpalred generators Commission papers end 

LAINAS.G.C Assistant Diroclor for Operating Reactors 63/11/23 Atomic Safety and 
Licensing Board Panel 16pp. 30914 197 30914:214. 

-8401230095 Forwards ASLB 040109 memorandum & order ruling on molions for re- 
consideration ol TMI Alert contentions & all fntorrogations & responses available to 
dale Interrogations expected momentarily W/o end 

STOLZ.J F Operating Reactors Branch 4 84/01/12 HOUSTON. W.H. Assistant Direc- 
tor for Core & Plant Systems 2pp. 30914 215-30915 022. 

—8407170191 Forwards safely evaluation re increase In once-lhrough steam generator 
primary to secondary leakage rato.por NUREG-1018 & Supp1 1 Rata acceptable 
JOHNSTON.WV Assislant Director for Malls, Chom & Environ Technology (Post 
030201) 84/07/11 LAINAS.GC Assislant Director lor Operating Reactors 5pp 
30915.277-30915 281. 

-6508140063 Rev STn-3 to Procedure TR 800/2, '’Controlling Procedure lor Onca- 
Thfough Stoam Generator Repair Testing ’’ Supporting documentation end 

* General Public Utililies Corp - GPU Service Corp. 83/00/30 39pp 30913 292- 
30913 330. 

—6606140068 Rev 1 to SP-1 101-22-010, "Once-Througli Steam Generator Kinetic Ex- 
pansion Depth Criteria." 

* General Public Ulllitlos Corp - GpU Service Corp 82/07/10 4pp 30915 236- 
30916-230. 

—8506140069 Rev 0 lo Procedure TP 800/2, "Controlling Procedure lor Once-Thraugh 
Stoam Gonoralor Repair Testing " Enel 6 (Pages 1 14,1 16 & 1 16 not included) 
TALLY.CW , PORT^,l D . HAWKINS.T M General Public Utilities Corp - GPU Serv- 
ice Corp. 03/08/26. 134PP 30913-331-30914-100. 

-8506140073 Discusses once Ihrough stoam generator sulfur corrosion & eddy current 
testing Based on SER (NUREQ 1010), NRC concluded that Specific extended post- 
repair eddy current Insorvice Insp plan required 

Y0UNQ,F. NRC • No Detailed Alllliation Given 84/03/30. CONTE,R NRC - No De- 
tailed Affiliation Given 2pp 30916.241-30915:242. 

-8506140074 Notification of 820915 meeting w/ulil in Bethe3da,MD to discuss expio 
sive expansion repair leebique used In facility once-through steam generators. 
JACOBS, R Operating Reactors Branch 4 82/00/07 STOL2,J Operating Reactors 
Branch 4. 17pp 30911.015 30911:031 

-BS06140077 Fonvards LER 81-013/01T-0 ro leaking found In steam generators Event 
reportable per Tech Spec 6.9 2 A(3). Supporting documentation end. 

HUKILL,H O. General Public UbIltEas Corp - GPU Service Corp. 81/12/09. 
HAYNES,RC. Region 1, Philadelphia. Oflico of Iho Director (81/03/01). 63pp 
30914:110-30914.179. 


-8506140335 Forwards marked-up draft transmittal memo re frnplemeniallon of Com- 
mission action on fitnoss lor duly rule (amend lo 10CFR50.541 Pago 7 ol FR notice 
should be revised lo Include Info explaining how public can obtain EEI guidelines. 
FELTON.J.M. Division of Rules and Records. 84/07/25 RYAN.T. Office of Nuclear 
Regulatory Research, Diroclor. IBpp 30939 149-30939:158. 


-8508140079 Submits daily hlghlighLOlBcusses status ol TMrl-1 steam generator 
hearing No formal schedule lor remainder ol proceedings established ASLB decision 
on summary disposition expected by late Apr 

SILVER.H. Operating Reactors Assessment Branch. 84/03/02. DENTON.H., CASE.E , 
CARTER,J NRC- No Detailed Alfilialion Given. Ip 30915 240-30915.240. 


-8506160261 "EEI Guide lo Effective Drug & Alcohol Policy Developmeni 
• Edison Electric Institute. 85/01/28. 62pp 30930 081-30939:142. 


6506130082 Third partial response to FOIA request for six categories ol documsnla re 
Charleston.SC earthquake of 1886 & seismic design for pi ant forwards App A docu 

FELTON, JM, Division of Rules and Records 85/02/19. BELL,N. Nuclear Informalton 
S Resource Service. 6pp 30865:126 30886 039. 


-6506130112 Forwards seismic reflection lines from Savannah River plant w/repiay 
secllons for refraction lines in vicinity ol postulated millet 1ault,per 821029 request 
DUTTON, 0. Georgia Power Co, 82/11/12. EISENHUT.D.Q. Division ol Llceoslog, 3pp. 
30865.141-30065-159 


—8506130119 "Final RepI Shallow, High-Resolution Seismic Profiling of Five Georgia 
River Localities,’' Vieworaplis of 620914 presantafion on postulaled millet fault end 
HENRY, V.J. Georgia, Univ of, Athens, QA 76/07/31 66pp. 30865 160-30865-228. 


-SSOBMOOSO Forwards RR Keimig B20520 memo re onco-throughl steam generator 
add/ current Inservice insp Rev to Tech Specs not recommended since IE Into Notice 
8a*l4 already issued. 

JORDAN, E L Divielon of Engineering & Quality Assurance (Pra 830103). lEIN 62-14. 
82/07/13 EISENHUT,DQ. Division Of Licensing. 2pp 3QaiS'243-30616.244 

— 6S06140Q90 Forwards FI Young 820408 memo & ends describing polantlally generic 
issue re lack of Tech Spec required eddy current Inservlce Insp in tube sheet area of 
tubes in once-through steam generators 

KEIMIG.R.R. Division of Project S Resident Programs 62/05/20, JORDAN, E.L Divi- 
sion of Engineering & Quality Assurance (Pre 830103). 2pp 3091 5-245-30816.248 

-6506140096 Forwards details for technical concern re eddy current insei\4ca insp,lnsp 
performed on portion of tube that forms boundary between primary & secondary cool- 
Qot sy8» 

YOUN(3,FL Region 2, Office of Director 82/04/06, KEIM)G.R R. Division of Project & 
Resident Programs lipp 30915:247-30915:261. 
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-8506140102 Submits daily hlghligfil On 04062 5, licensee informed NRC that primary to 
secondary leakage detected in once ttiroi/flh steam generator by chemical meas* 
urcments ol boron & cesium In secondary sys Ltr rept wil oe submilled 
STOLZ.JF Ogeraling Reactors Branch 4 64/06/27 DENTON, H, CASE.E, 
EDISON, Q NRC- No OotailodAllilialioin Given tp 30015 276-30915 278 

-6506140110 Submits daily highlight Investigation by licensee into minor steam genera 
tor leakage uncovered tube plugging problems One lube not plugged in upper tube 
sheet & several plugs missing from lower tuba sheet 

SILVER,H Operating Reactors Branch 4 64/07/24 DENTON,H, CASE.E, 

EDISON,Q NRC - No Detailed Ariili alien Given 2pp 3091 S 202 30915 233 


-8506140112 ''Interim Ropt o( Third Party 
Repair” 

BROWN,SD. HOLLAND,SA, KALNINS.A 
30911 032-30911 037 


Review of TMI.Unit I, Steam Generator 
Affiliation Not Assigned 62/09/27 6pp 


-8506140175 Notification ol 820612 meeting w/util & util consultants In Livingston NJ to 
review explosive expansion repair test procedures 

JACOBS, R Operating Reactors Branch 4 82/08/11 STOLZ.J Ope/atino Reactwe. 
Branch 4 Ip 30915 146-30915 146 

-8506140178 Marked up Installation Procedure A25K-51612-IP6, ‘“A' & 'B', Once 
Through Steam Generator Stabilization & Plugging” Supporting docuirontation end 
* General Public Utilitlos Corp GPU Service Corp 03/02/08 S4 pd 309ltdZi 
3091 1 297 

-8506140162 Summary ol 820721 moeling w/util,B&W,Foster-Whaelor (F-W) & Frank' n 
Research CIr in Livingston,NJ to discuss qualification test program for F-W slecwia 
process used In steam generator restoration program Agenda enct ^ 

EBNETER,S 0 NRC - No Detailed Affiliation Given 82/07/30 NRC - Mo Deta'led Al 
filiation Gwen Epp 30915147 30915 151 


-8506140116 Rev 0 to Tech Spec SP-1 101-22 019, "Tech Spec lor Once- Through 
Stoam Generator We sting house Rolled Plug Pull Testing '' 

' Genera) Public Utilities Corp - GPU Service Corp 84/08/11 4pp 30915 284 
30915 287 


-8506140183 Temporary Change Notice 1 63 0021 to Rev 1 to Procedure 1300 49 re 
eddy current exam ol once-through stoam generators 

* General Public Utilillos Corp - GPU Service Corp. 83/03/04 29 qd 30911288. 
3091 1 326 


-8506140119 Forwards summary of once through steam generator 631017 
preheafing,summaryof Insp program implementation & requested basis (or discussion 
w/Region 1 mgt prior to Commission briefing on steam generator repair program 
YOUNQ,F Region 1, Office ol Director 83/11/16 CONTE, R. Region 1, OTllce ol Di- 
rector 19pp 30914180 30914 196 

-8506140122 Forwards proposed task Interface agreement requesting NRR take lead 
responsibility for review ol once-through sleam generator plug problem & evaluate li 
censee analyses & proposed corrective actions Review requested by Fall 1934 
STAROSTECKI.R Division ol Prolecl & Resident Programs 84/08/15 
EISENHUT.OG Division ol licensing 4pp 30915208-30916 291 

-6506140125 Malnl procedure for job ticket 
‘ General Public Utilities Corp • GPU Service Corp. 84/09/24 21pp. 30915 292- 
30915312 

-8506140136 Submits dally highlight Discusses AS LB 841031 Initial decision on sleam 
generator repair Decision favorablo Aulhonlios Issuance of roquosted license amend 
recognizing kinetic expansion repair techniques subj to NUREG-IOt9 
SILVER, H Operating Reactors Branch 4 84/11/01 OENTON,H, CASE,E, 
EISENHUT.G NRC -No Detailed Affiliation Given Ip 30916313-30915313 

-8506140137 Special Temporary Procedure 1 82 0055, "Once-Through Steam Genera 
tor Temporary Recirculation & Chemical Addition ” 

' General Public Utilities Corp. - GPU Service Corp 82/10/04 7pp 3091 V038 
309)1 044 

-6508140143 Discusses ASLB Initial decision on steam generator repair re ifeonsea ap- 
plication for amend to OL to permit rev of Tech Specs to recognize steam gonorator 
lube repair techniques 

CUNNINQHAM,Q H Office Of the Exeoutrva Legal Director 84/11/06 DENTON,HR 
Office ol Nuclear Reactor Regulation, Director Spp 30916 314-30915 31 5 

-6606140145 Summary of 820809 meeting w/util re steam generator eddy current losl- 
Ingproeram Supporting documenlallon end, 

JACOBS.R. Operating Reactors Branch 4 82/08/19 Oporaling Roaclors Branch 4 
106pp. 30915 023-30915.129 

-8506140161 Handwritten Inp rept of 620805 demonstration at Ml Vernon re observa- 
tion of kinetic expansion of lubes In full-size once through steam generator 
QRAY,H Region 1, Office of Director 62/08/20 Region 1, Olflee of Direclo/. Spp 
30916 120-3091 5'131 


-8 506 1401 B6 Summary of 820626 & 29 meetings w/util re steam generator reccveiv 
program List of attendees & ulil presentation end ' 

JACOBS,R Operating Reactors Branch 4 82/07/14 Oporaling Reactors Brsrvchjs 
74pp 30915 152-30915233 

-8506140189 Rev 1 to Installation Procedure A25K-51 612-1 P6, "'A' & 'B' Onico ThrctJch 
Steam Generator Stabilization 4 Plugging " Supporting documonlallon end ^ 

• General Public Utilities Corp - GPU Service Corp 03/03/16 32 od 30911 
3091 1 358 

-8506140192 Notillcation of 820809 meeting w/util In Mlddlotown.PA to discuss eddv 
current testing program on TWI-1 once through steam generators ' 

JACOBS.R Oporaling Reactors Branch 4 02/07/29 STOLZ,J Operalirig Reactors 
Branch 4 Ip. 30916:234-30915 234. 

-8508140193 Advises that required inservice insp program unacceptable Review of 
end recommendations requested (or transmittal to NRR & IE 
yOUNG,FI Region 1, Pnlladelphia, Office of Iho Director (01/03/01) 82/02/08 
KEIMIQ,R R Region 1, Philadelphia, Olllco of the Director (01/O3/Ott 7 mi 
30915334 30915 340 ' ** 

-8506140199 Nollticatlon of 820006 visit to 8&W facility at Mount Vernon, IN to wilatss 
tests of once-through steam generator repair technique used during repair ol TUM 
JACOBS.R Oparatlng Reactors Branch 4 02/07/20 STOLZ,J Operating Roaetors 
Branch 4 Ip 30915 235-30916’235 

-8506140202 Rev 1 to Installation Procedure A2SK-51512-IP1, "Slabllizor Tube Endrull- 
ing - 'A' & 'B' Onco-Through Steam Generators " 

• General Public Utilities Corp - GPU Servico Corp 03/03/16 P2pp 309|l3SiS. 
30912.028 

-8506140205 TP 600/5 REV STR-1 Rev STR-1 to "RCS Leak Roto Vorlticatien Test' 
Supporting documonlallon end 

‘ Generar Public Utilllies Corp • GPU Servico Corp. 04/06/20 203 pp 30918343- 
30916'275 

-8508 140207 Rev 0 to Inslatlallon Procedure A25K-51612 !P2, "Removal ol SUbilizcrs 
From Tubes to bo Restabllizod ” 

• General Public Ulilitles Corp • GPU Servico Corp 83/03/16 0ni> 30912018 - 
30912020 


-8506140165 Forwards updaled once through steam generator repair briefing, did 
831116.Encl 1 addresses sequences of major events current to dele.Hlstory updated 
to reflect insps performed In early 1984. 

YOUNG, F Hegron 1, Office ol Oirectof 84/05/16. CONiTE,R, Region 1. Office ol Di- 
rector 0pp 30915325-30915,333. 

-8S0614016S Notillcation of 620620 mealing w/ulll In Go1hosda,MO to review rasulla of 
Insp by util re corrosion damage to TMI-1 steam genorelors 
STOL2,J Operating Reactors Branch 4 82/00/18 NOVAK, T.M Assistant Director for 
Licensing Ip 30915132 30915:132, 


-8506140213 Submita dally highlight On 040207, NRC mot w/ulif to foam rosullsd u'jI 
Investigation into steam generator problem & to learn util proposed repair molhod 
JACOBS, R,H. Operating Reactors Branch 4 82/04/06 DENTON.HR, CARTER/ 
EISENHUT,0 Q, NRC - No Oatailod Affiliation Given. 2pp, 30916 276 30916 277 ' 

-8506140216 Rev 0 to Installation Procedure A25K-51512-IP3, "Removal «l Romnani 
ol Partially Inserted Plug From Row-Tube A-143 61 ” Supporllnn documentation end 
' General Public Utilities Corp • GPU Service Corp 03/03/16 11pp. 30912029- 
30912,039 


-8506140161 Notification ol 821013 & 14 meetings w/util In Bethesda.MO to discuss 
results ot steam generator repair qualification program, eddy current testing program & 
RCS cleaning. 

JACOBS.R H. Operating Reactors Branch 4, 82/09/29 STOLZ,J F, Operating Reac- 
tors Branch 4 Ip, 30911,045.30911:045 

-6596140162 Notification of 820629 meeting w/ulll, BAW A Foster Wheeler fn 
BetbB8da,MO to discuss updated status rept on repair ot TMI-1 sleam 
generators, specifically on expansion of lubes lo upper lube sheet, 

STOLZ.J Operating Reactors Branch 4. 62/08/11, NOVAK, T.D. Assistant Director lor 
Licensing Spp 36 91 S' 13 3-30 9 15, 137. 

-8608140186 Responds to 821026 request for into re sleam generator lube integrity at 
facility from 1979 to meaent Supporting documentation end, 

HUKILL.H. General Public Utilities Corp. • GPU SeivJce Corp, QL 82-22. 82/11/30. 
ElSENHUT,0,G, Division of Lfcenslng 33pp, 3001 1;046-39911 '243, 

-SS08140167 Summary ol 820620-29 mooUngs in Bothasda.MD re RCS A sleam 
generalors.Attand &0 list end 

GRAY.H Region 1, Office of Director 82/07/02. Region 1, Otfico ol Director, 6pp. 
30915,138-30915.143. 

-8606140171 Summary of 820615 meeting w/ulll A Franklin Research Ctr (o review 
technical status of repair of sleam genera lor tubes to achieve better than allowebla 
lodk rd(6i 

QRAY,H Region 1, Office ol Director, 82/07/07. Region 1, Office ol Director. 2pp. 
30916144-30915'14B 


-8506140218 Rev O to Std MTWS 013, ‘ 'Tube/Tubes hoot Plugging Sid tor Stoam Gen- 
era lora A/or HXs," 

GLACOBBEpF S , COWFER.C.D. General Public Ulilllios Corp • GPU Service C»J) 
82/01/28. 17pp 30916'270-30916'294, 

-8506140224 Rev 0 to Inatallation Procoduro A25K-61612-IP7. "Assombly ol Slatxtuer 
Jump Packs." Supporting documentation onci 

• General Public IJtlliliea Corp - GPU Service Corp, 63/03/18, 76pp 30912040- 


-8506140236 TRO10 V01 ROO Vol 1 to Rev 0 to TR-010. "TMI-1 Stoam Genotaloi 
Adequacy of Tube Plugging A Stabilizing Repair Criteria " Supporting doeunwnUto 
end. 

• General Public Utilities Corp, - GPU Service Corp 03/03/24, 4epp 30012 itA- 


-8606140243 Summary of 830310 mooting re results A present status of various sue- 
porting tests, RCS conditions tor cleaning, chemistry parameters A cteanmj 
elfects Su oporilng documentation end 

84pp*309ll?l4 30912*246'°" Detailed Affiliation GYwi 

-8506140261 380 R03 Rev 3 to Technical Data Rept 300 ''Moclianlcal Integrity Analy 
sla of TMI-1 Once-Thfough Sleam Generator Unplugged Tubes." “ 

* General Public Utilities Corp, - GPU Service Corp. 83/05/11 49pp 30912-247 
30912*296, 


-6506140172 380 ROO Rev 0 lo Technical Data Rapt 306, "Mechanical Integrity Analy- 
sis ol TMI-1 Once-Through Steam Generator Tubes." Supporting documentation end. 
* General Public Ulilitles Corp. - GPU Service Corp, 62/12/09 195pp. 30911:079- 
30911,273, 


-8606140280 Special Temporary Procedure 1-03 0084, "Onco-Through Stoam Qonws 
tor Secondary Side Pressurization During H202 Cleaning." ^ 

* General Public Utilities Corp • GPLT Service Corp 83/06/00. 17pp 30912297 
30912,313, 
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-6506140270 Forwards TM1*1 Steam Generator Repair SER for parallel 
concurrence ElA for repair & operation alter repair & determination of significant haz 
arifs consideration for operation after repair not included W/o end 
EISENHUT.DG Division of Licensing 63/06/29 CUNNINGHAM, G H Office of the 
Executive Legal Director VOLLMER.R Division of Licensing THOMPSON.H Division 
of Human Facfors Safety Ip 30912 314 30912 314 

—3596140276 Rev STR-2 to Procedure TP 600/4, "RCS H202 Cleanup" Supporting 
documentation enci 

* General Public Utilities Corp - GPU Service Corp 84/03/28 192pp 30912 315 


-8506140287 Submits daily highlight Licensee completed analysis predicting that steam 
generator lube thermally induced tensile loads tend to be smaller than previous analy- 
sis Indicated Supporting documentation end 

VAN VLIET,J Operating Reactors Branch 4 83/07/27 DENTON, H, CARTER, J , 
EISENHUT.D NRC • No Detailed Affiliation Given 22pp 30913 147-30913 169 

-3505140291 Rev 2 to Technical Data Rept 406, "Steam Generator Tube Rupture Pro- 
cedure Guidelines “ 

* General Public Utilities Corp - GPU Service Corp 63/08/12 74pp 30913 170 
30913 245 

-8503140302 Submits dally hiahllght NRC issued amend permitting util to perform 
steam generator hot functional testing using reactor coolant pump heal Testing began 
B30B27 & expected to last approx 30 days Flandwrilten notes end 
VAN VU£T,J Operating Reactors Branch 4 83/'O0/29 DENTON, H, CARTER, J, 
EISENHUT.D NRC - No Detailed Affiliation Given 4pp 30913 246-30913 249 

“B506140312 Submits daily highlight Initial leak rate cafculalions lor util Indicate RCS 
leak rate of 0 1 - 0.2 gpm Primary to secondary leakage appears to ba 0 60 • 0 85 

^N VLIEr.JA Operating Reactors Branch 4 83/09/01 DENTON, H, CARTER, J , 
EISENHUT.D NRC - No Delalted Affiliation Given Ip 30913 250-30913,250 

"8&08140322 Rev 2 to Technical Data Rapt 417, '‘TM1-1 Onco-Through Steam Genera- 
tor Repair *’ 

* General Public Utilities Corp - GPU Service Corp 83/09/14 36pp 30913 251' 
30913 285, 

-B 506 140329 Rev STR-1 to Procedure TP 600/2, "Controlling Procedure for Once- 
Ttirough Steam Generator Repair Testing " 

* General Public Utilities Corp • GPU Service Corp 03/09/15 6pp. 30913 286> 
30913 291 

-8202680518 Discusses status of actions by util & NRC to evaluate corrosion problems 
found in facility steam generators Steam generator history & status end 
JOHNSTON, WV Assistant Director for Malls & Qual Engineering (Pre 8302011 82/ 
01/21 VOLLMER.R H. Division Of Engineering 9pp 30915341-30915342 

-8306090351 Forwards ElA Input for return to svc alter once-lhrough steam generator 
wpaJr program 

MULLER, DR Assistant Director for Radiation Protection TAG 47404 83/06/01. 
LAINAS.GC Assistant Director for Operating Reactors 14pp 3001 5 262-3091 5-275 


-0506140966 Fonvards RR Keimig 820520 memo ro once throunht steam generator 
eddy current inservjco insp Rev to Tech Specs not recommendBcf since IE Info Notice 
82-14 already issued 

JORDAN.E L Division of Engineering & Quatity Assurance (Pro 830103) lEIN 82-14 
82/07/13 EISENHUT.D G Division of Licensing 2pp 30915 243 30916 244 

—8506140090 Fonvards FI Young 620408 memo & ends describing potentially generic 
issue re lack of Tech Spec required eddy current inservice insp In tube sheet area of 
lubes in once-lhrough steam generators 

KEIMIG, H R Division of Project & Resident Programs 82/06/20 JORDAN, EL Divi 
Sion of Engineering 6 Quality Assurance (Pre 030103) app 30915 245-30915 246 

—8506140096 Forwards details lor technical concern ro eddy current inservice insp Insp 
performed on portion of tuba (hal forms boundary between primary & secondary cool- 
8nl svs 

YOUNG, F I Region 2, Office of Director 82/04/08 KEIMIG.R R Division of Protect & 
Resident Programs llpp 30915 247-30915'261 

-8506140102 Submits dally highlight .On 840625,lioanaao rnformad NRC that primary to 
secondary leakage delected in "B" once-through alaam generator by chemical meas- 
urements of boron & cesium in secondary ays Ltr rapt wil do submitted 
STOLZ,JF Operating Reactors Branch 4 64/06/27 DENTON.H . CASE.E, 
EDISON, G NRG - No Detailed Affiliation Given 1p 30915 276-30915 276 

-8506140110 Submits daily hlghtight.lnvesligailon by ticensee Into minor steam genera 
lor leakage uncovared lube plugging problams One lube not plugged In upper tube 
sheet & several plugs missing from tower tuba sheet. 

SILVER, H Operating Reactors Branch 4 84/07/24. DENTON.H, CASE,E, 

EDISON.Q NRC. No Dalailed Affiliation Given 2pp 30915 282-30915 283 

—8506140112 "Inlerini Rept of Thud Parly Review of TMl.Unil 1, Steam Generator 
Repair " 

BROWN.SD. HOLLAND,SA. KALNINS,A Allillation Not Assigned. 82/00/27 6pp 
30911 032-30911 037 

—8506140116 Rev 0 to Tech Spec SP-1 101-22-01 9, “Tech Spec for Once- Through 
Steam Generator WeslinghousB Rolled Plug Pull Testing " 

• General Public Utilities Corp * GPU Service Corp 84/08/11 4pp 30915'284- 
30915 287, 

—85081401 19 Forwards summary of once -thro ugh steam generator 831017 
prohearing, summary of map program implemenlation & requested basis lor discussion 
w/Region 1 mgl prior to Commission bn.eling on steam generator repair program 
YOUNG.P Region 1, Ollica of Director 83/11/16 CONTE,R. Region 1, OTficoof Di- 
rector 19pp 30914 180 30914 196. 

-8506140122 Fonvards prone sed task interlace agreement requesting NRR take load 
responsibility for reviow of once through steam generator plug problem & evaluate li- 
censee analyses &. proposed corrective actions Review requested by Fall 1984 
STAROSTECK(,n, Division of Pfo[ecl & Residanl Programs 84/08/15 
EISENHUT.DG Division of Licensing 4pp 30915 288-30015 291 


-0312140274 Board Noliticatlon 83-104 provides addi Info on steam generator repair 
program & requests concurronce on final no slgnificanl hazards doierminalion re oper- 
ation w/repalred generators Commission papers end 

lAtNAS.G C Assistant Director for Operating Reactors 63/ 1 1 /23 Atomic Safety and 
Licensing Board Panel 18pp. 30914.197-30914 214 

-8401230095 Forwards ASLB 840109 memorandum & order ruling on motions for re- 
consideration of TMl Alert contentions & all Interrogations & responses avallabto to 
date Interrogations expected momentarily W/o and, 

STOLZ,JF Operating Reactors Branch 4 84/01/12 HOUSTON, W.R Assistant Direc- 
tor lor Core & Plant Systems 2pp 30014 215-30915 022. 

"8407170191 Forwards safety evaluation re increase In onco-through steam generator 
primary to secondary leakage rata, per NUREG-1019 & Supp1 1 Rate acceptable 
JOHNSTON.W.V Assistant Director lor Malta, Chem & Environ Technology (Post 
630201), 64/07/11 LAINAS.GC, Assistant Director for Operating Roaclors 5pp 
30915 277-3091 6'281. 

-9508140063 Rev STR 3 to Procedure TR 600/2, "Controlling Procedure (or Onco- 
Th rough Steam Generator Repair Testing,'’ Supporting documentation end. 

' General Public Utilities Corp - GPU Service Corp 83/09/30 39pp 30G13'20a- 
30913:330 

—8606140068 Rev 1 lo SP-1 101 -22 010, "Once-Through Steam Generator Kinetic Ex- 
pansion Depth Criteria " 

’ General Public Utilities Corp - GPU Sonrice Corp, 82/07/10. 4pp 30915 236- 
30915 239 


■8506140069 Rev 0 to Procedure TP 600/2, "Controlling Procedure for Once-Through 
Steam Generator Repair Testing " End 6 (Pages 114,1 16 & 1 16 not Included) 
TALLY.CW, PORTER, I.D, HAWKINS, T.M General Public Ulllitles Corp - GPU Serv- 
ice Corp 83/08/26. ia4pp. 30013 331-30914:109. 


-8506140073 Discusses once-through steam generator sulfur corrosion & eddy current 
lestlng-Based on SER (NUREQ-1019).NRC concluded that specilic axlandad post- 
repair eddy current inservice Insp plan required. 

YOUNG, F NRC - No Detailed AHitiation Given 84/03/30. CONTE, R NRC - No De- 
tailed Affiliation Given. 2pp 30915.241-30916,242, 


■8608140074 Notification of 820915 meellng w/utll In Bothesda.MD to discuss explo 
sWe expansion repair techlque used In (eclilly once-through steam generators. 
JACOBS, R Operating Reactors Branch 4 82/09/07, STOLZ.J, Operating Reactors 
Branch 4. 17pp 30911-016 30011:031, 


-8508140077 Forwards LER 81-013/01T-0 re leaking found In sleam generators Event 
reportable per Tech Spec 6 9 2.A(3), Supporting documentation end. 

HUKILL.HD. General Public Ulllitles Corp - GPU Service Corp 81/12/09 
HAYNES, RC Region 1, Philadelphia, Ollica of the Director (81/03/01). 69pp 
30014,110-30914.179 


-8506140126 Main! procedure for lob licket 

* General Public Ulllltlee Corp - GPU Service Corp 84/00/24 21pp 30915 292- 
30915 312 

-8506149136 Submits daily highlight Discusses ASLB 841031 inillal decision an steam 
generator repair, Decision lovoroble Aulhorities issuance of requested license amend 
recognizing kinetic expansion repair lechnlquos sub] to NUHEG-1016, 

SILVER.H Oporating Reaclors Branch 4 84/11/01. DENTON.H,, CASE.E. 

EISENHUT.G NRC - No Detailed AflJiation Given ip 30915.313 30915.313 

—8506140137 Special Temporary Procedure 1-82-0065, "Onco-Th rough Steam Genera- 
tor Temporary Recirculation & Chemical Addition." 

• General Public Utilitiee Corp - GPU Service Corp 82/10/04 7pp 30911-03a- 
30911.044 

—8506140143 Discusses ASLB Inilial decision on steam generator repair ro licensee ap- 
plication for amend lo OL to permit rev ol Tech Specs to recognize steam generator 
tube repair techniques 

CUNNINGHAM.GH, Office of the Executive Legal Director 84/11/06 DENTON.H R 
Office of Nuclear Reactor Regulallon, Director, 2pp 3091 5 314-30915:315 

—8506140145 Summary ol 820809 mealing w/ulil re steam generator eddy current test 
Ing program Supporting documenlallon end 

JACOBS, R Operating Reactors Branch 4 82/08/19 Operating Reactors Branch 4 
106pp 30915.023-30915 1 29 

— 860-6140161 Handwritten trip rept of 820805 demanslration at Mt Vernon re obsen/a- 
lion of kinetic expansion of tubes In full-size onco-through steam genarator 
GRAY.H. Region 1, Office of Director. 82/08/20. Re^on 1, Oflice of DIreclor 3pp. 
30915129-30016:131, 

-8506140155 Forwards updated onca-lh rough steam generator repair brlellng.dld 
831 11 6. Enel 1 addresses sequences of major ovenis current to date History upcTated 
to retlect irtyjs performed in early 1984 

YOUNG, F. Region 1, OHIce of Director 64/05/16. CONTE, R. Region 1, Office of Di- 
rector, 9pp. 30915 325-3091 5 333 

-8506140156 Notification o( 320828 meeting w/utll In Bathesda,MD to review results of 
Insp by Uhl re corrosion damage to TMI-1 slaam generators. 

STOLZ.J. Operating Reactors Branch 4, 82/06/18 NOVAK, T.M Assistant Director for 
Licensing. 1p. 30916,132-30916,132 

-8506140161 Notification of 821013 a 14 meetings w/ulll In Belhosda.MD to discuss 
results of sleam genarator repair qualification program, eddy current testing program & 
RCS cleaning. 

JACOBS,R H Operating Reactors Branch 4. 82/09/29. STOLZ.J, F Operating Reac- 
tors Branch 4. Ip 90911'045-30911’045 


-8606140079 Submits dally high light. Discusses status of TMI-1 steam generator 
hearing No formal schedule for remainder of proceedings established ASLB decision 
on summary disposition expected by late Apr. 

SILVER.H, Operating Reactors Assessment Branch. 84/03/02. DENTON.H , CASE.E,, 
CARTER, J NRC * No Detailed Affiliallon Given. Ip 30915-240-30915 240 


-6506140162 Notification of 820629 meellng w/ulil,B&W & Foster- Wheeler Iri 
8elhesde,MD to discuss updated status rept on repair of TMI-I steam 
generators,specifically on expansion of lubes to upper tube sheet 
ST0LZ,J. Operating Reactors Branch 4. 82/06/11 NOVAK, T.D. Assistant DIreclor for 
Licensing 5pp. 30915:1 33-3091 6; 137. 
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-8506 1401 66 Responds to 821026 request lor info fe steam fleneralor lobe irlegrity al 
Iflcility from 1 979 lo present Sopporiing Oocumentation end 

HUKIl.L,H General Public UlilJlies Corp - GPU Service Corp 6L82 2? 82/11730- 
EISENHUT.D G Division o1 Licensing 33pp 3091 1046 3091 1 243 


-8506140167 Summary of 820628 29 meetings in Bethesda.MD re RCS 8 steam 
generators Attendee tisC end 

GflAY.H Region 1, OHice of Director. 82/07/02 Region I, Office of Director 6pp 
30915 138-30915 143 


■8508140171 Summary of 820615 mealing w/util 8 FranKlin Research CIr lo review 
technical status of repair ot steam generator lubes to achieve better than allowable 

GHAY.H Region t. Office of Director 82/07/07 Region 1, Office of Director 2pp. 
30915144 30915 t45 


-8606140243 Summary of 830310 meeting re results & present status o1 vanovs sup- 
porting tests, RCS conditions lor cleaning, chemistry parameters & dearuu 
ellects Supporting documentation end 

' NRC • No Detailed Affiliation Given 83/03/26 NRC ■ No Detailed Affiliation G^e^. 
84pp 30912164-30912 246 

-8505140251 386 R03 Rev 3 lo Technical Data Ropt 388, “Mechanical Integrity AiuN 
SIS of TMM Once-Through Steam Generator Unplugged Tubes " 

• General Public Utilities Corp • GPU Service Corp 83/05/1 1 49pp 30912 24), 
30912 296 

-8506140260 Special Temporary Procedure 1-83 0084. "Once-Through Steam Genera 
lor Secondary Side Pressurization During H202 Cleaning " 

* General Public Utilities Corp - GPU Service Corp 83/06/09. I7pp 30912 JS7 
30912313 


-8506140172 388 flOO Rev 0 to Technical Data RepI 388, ••Mechanical Inlognty Analy 
SIS of TMI-1 Once-Through Steam Generator Tubes " Supporting documsntatlcn end 
• Geretal Public UWilias Corp. GPU Sotvico Corp 82/12/09 1 95pp 30911 079 
30911 273 


■•8S0614O175 Nolificabon of 820612 meeting w/util & util consultants in Livingston, NJ lo 
review explosive expansion repair lest procedures 

JACO0S,n Operating Reactors Branch 4 82/08/11 STOLZ,J Operating Reactors 
Branch 4 tp 30915 146-30915:146 


-8506140176 Markod-up InsCallshon Procedure A25K-51512-IP6, “'A' & 'B‘, Once 
Through Steam Generator Stabilization S Plugging" Supporting documentation end 
* General Public Utilthes Corp. - GPU Service Corp 8-3/02/08 54pp 30911 244- 
30911 297 


-8508140182 Summaiy of 820721 meeting w/utit.B&W.FosIer-Whealer (F W) & Frankfin 
Research Ctr in Livingston, NJ to discuss qualification test program lor F-W sleeving 
process used in steam gonerator restoration program Agenda and 
EBNETER.SD NRC • No Detailed Affiliation Given 82/07/30 NRC - No Detaifed Af- 
fdiatlon Given 5pp 309 1514 7-3091 5151 


-6506140163 Temporary Change Notica 1 83-0021 to Rev I to Procedure 1300-4B re 
eddy current exam of once through steam generators 

* General Public Utililles Corp • GPU Service Corp 83/03/04 29pp 30911 298- 
30911 326 


-8506140186 Summary of 620626 & 29 meetings w/utit re steam gonerator recovery 
program Ust of allandees i util presentation end 

JACOBS, R Operating Reactors Branch 4. 82/07/14 Operating Roaclors Branch 4. 
74pp 30915 152-30916 233 


-8508140270 Forwards TMI-1 Steam Generator Repair SER for paiald 
concurrence El A lor repair & operation after repair & determination o1 slsnlficanthar 
ards consideration tor operation alter repair no) included W/o end 
EISENHUT.DG Division ol Licensing 63/06/29 CUNNINGHAM.G H Olfico of Itvj 
Executive Legal Director VOLLMER.R Division of Licensing THOMPSON.N Divison 
of Human Factors Safely 1p 30912 314-30912 314 

-6586140276 Rev STR-2 lo Procedure TP 600/4, "RCS H202 Cleanup." Suppoitifq 
documentation and 

• General Public Ulititlos Corp • GPU Service Corp 84/03/28. 192pp 30912 315- 
30913 146 

-6566140287 Submits daily highlight Licensee completed analysis predicting that 
gonerator lube thermally induced lonsilo loads tend to be smaller than previous aeafr 
sis indicated Supporting documentation end 

VAN VLIET.J. tlperairng Reactors Branch 4. 83/07/27 DENTON.H, CAniEflJ 
EISENHUT.D NRC - No Detailed Affilialion Given 22pp 30913 147-30913 169 

-8506140291 Rev 2 to Technical Data Repl 406, "Steam Generator Tube Rupture Pro- 
cedure Guidelines ” 

‘ General Public Utilities Corp - GPU Service Corp 83/00/12 74pp 30913 170- 
30913 245 

-8508140302 Submits dally highlight NRC issued amend Permitting uhl to perform 
steam generator hot functional testing using reactor coolant pump heat Testing begii 
830827 S expected to last approx 30 days Handwrillen notes end. 

VAN VLIET.J Operating Reactors Branch 4 83/08/29. DENTON.H, CARTERJ. 
EISENHUT.D. NRC - No Oelallcd Affiliation Given 4pp. 30913 248 30913 249 


-8506140189 Rev 1 lo Insiallatlon Procedure A25K-51512-IP6. "‘A’ & ‘B’ Once Through 
Sloam Generator Slabilizalion & Plugging " Sopporiing docomenlalion end 

* General Public Uiilities Corp - GPU Servfco Corp 03/03/16. 32pp. 3091T327- 
30911.358. 

-8506140192 Notification ol 820809 meeting w/util In Middletown, PA lo discuss odefy 
current testing program on TM1 1 once through steam generators 
JACOBS,R Operating Reactors Branch 4 82/07/29 STOL2,J Operating Reactors 
Branch 4 Ip 30915 234-30915 234 

-SS06140193 Advises that required fnservice insp program unacceptable Review of 
end recommendallons requosled for bans ml Hal to NRh & IE 
YOUNQ,FI Region I, Philadolphfa, Office of the Director (ei/G3/01> 82/02/08. 
KEIMIG.RR. Region 1, Phlla-dolphla, Ottice of the Director (81/03/01) 7pp 
30916 334 30915 340, 

-8506140199 Nollficallen of B20G05 visit to B&W facility al Mount Vernon.lN to witness 
tests of once-Ihrough steam generator repair technique used during repair of TMJ-1, 
JACOBS, R Operatrog Reactors Branch 4 82/07/29 STOLZ.J Operating Roaclors 
Branch 4. tp. 30915 235 30915.235 

-8S06140202 Rev 1 to Installation Procedure A25K-Sls12-IPf, "'Stabilizer Tube Endmill 
Ing - ‘A* & ‘B’ Once-Through Steam Generators." 

‘ General Public Ulllilles Corp • GPU Service Corp 83/03/16. 22pp 30011.359- 
30912.028 

-8506140205 TP 600/5 REV STR 1 Rev STR-1 lo "RCS Leak Rato Verllicalion Tost” 
Supporting documentalion end 

* General Public Utililles Corp. - GPU Service Corp 64/06/20 203pp 30915343- 
30016.278. 

-8506140207 Rev Q to tnslallalion Procedure A25K-St512-IP2, "Removal of Stabilizers 
From Tubes lo be Restablllzed ’’ 

" General Public Olilltles Corp. - GPU Service Corp 83/03/16. 9pp 30012019- 
30912028 

-8506140213 Submits daily highlight On 840207, NRC mel w/otil to learn resulta of utlt 
invealigatfon Into steam generator problem & lo learn util proposod repair method. 
JACOBS.R H. Operating Reactors Branch 4 82/04/08. DENTON.H H , CARTER.J , 
EISENHUT.DG NRC ■ No Datalled Affiliation Given 2pp a09f6 276-30916 277 

-8606140216 Rev 0 to Installation Procedure A25K-51612-IP3, "Removal of Remnant 
o( Partially Inserted Pfug From Row-Tube A-143-61,'' Supporting documontalion coci 

* General Public Utilities Corp. - GPU Service Corp. 83/93/16 11pp. 30912 929- 
30912039 

-8506140218 Rev O to Std MTWS-01S. "Tube/Tubesheel Plugging Std for Steam Gen- 
erators 8i/or HXs " 

QLACOBBE.F.S, COWFER.C.O. General Public Ulilillos Cofp. - GPU Service Corp. 
82/01/28 17pp 30918 278 30616294. 

-8S06140224 Rev 0 to Installation Procedure A2SK Sl512-iP7, "Assembly of Stabilizer 
Jump Packs" Supporting documantaUon and 

* General Public uillitias Corp. • GPU Service Corp 63/03/18. 75pp 30912040- 
30912.115 


-3506140312 Submits daily highlight Initial leak rate calculations lor util Indicate fICS 
leak rate ol 0 1 -02 gpm.PrImary to socondaiy leakage appears to be 0 80 - 085 
eph 

VAN VLIET.J A. Operating Reactors Branch 4. 83/09/01 DENTON.H-, CARTER i, 
EISENHUT.D NRG - No Detailed Allilialion Given. Ip 309 13^250 30913 250 

-8503140322 Rev 2 to Technical Data Ropt 417, "TMI-1 Once-Through Steam Oerwri 
tot Repair." 

• General Public Ulililios Corp • GPU Service Corp, 83/09/14 sepp 30913 251 
30913 285 

-8596140329 Rev STH-1 to Procedure TP 800/2, "Controlling Procoduro for OtKC 
Through Steam Generator Repair Testing ” 

* General Public Utilities Corp - GPU Service Corp. 03/09/16. 6pp. 30013209 
30913-291 

8606140984 FOIA request for eight calogories of documents re nuclear spent fuel Iranj- 
portallon 

MILUR.F. Environmental Policy Institute. 84/10/17. NRC - No Dotalled Affilialcn 
Qivon 2pp 30910 001-30919.002 

8506140093 Further response to FOIA request for eight catogorios ol documonisre nu- 
clear spent fuel transportation Forwards App C documenIs-App 0 & soleclod Am 9 
documents also available In PDR App D Documents 6 & 8-12 for salo by NRC S oTO 
FELTON, J.M Division of Rules end Records. 85/01/29. MILLAR, F. Environmsnial 
Policy Institute lOpp 30919.003 30932 005 

-8007060168 Notifies that mod la necessary to commitment lo Inspect 100% ol Itradiai 
ed fuel shipments al point of origin or dostinatlon & 10% enroufo.Excollenl liceosos 
compliance record Indicates oxtonsive insp ellorl no longer required 
STELlO.V Oflico of Inspection & Enforcement, Office of the Director. 80/06/04 
SEYFflIT.K V. Region 4, Dallas, Olfice of Iho Director, Ip 30921 000-30921.060 

-810116005S Forwards IE Info Nollce 80-25, "Transpoflallon ol Pyrophoric U " Nowr.t- 
ten response required 

SNIE2EK,J.H. Olfice of Inspection & Enforcement, Office of the Director. 80/05/09 
Oflice of Inspection 8 Enforcement. Office of the Dlfector Ip 30920:135-30920135 

—8106220423 Discusses transportation enforcement guldance.Guldance applies onlyiii 
conient ol transportation violaliorrs involving transport of low specific activity radwaslj 
to commercial dieposai site, 

THOMPSON.D. Director's Office (Pre 820201). EQM 81-14 81/05/04 CARLSON, fl 
Region 1. Philadelphia, Office of the Director (61/03/01). UPRIGHT, C Roglon 2. At 
lanla, Office of the Director (81/03/01). STREETER, J. Region 3, Chicago, Olfics cl 
the Director (81/03/01) 3pp. 30921.294-30921 1296 

-8105220444 Requests that end crilaria be used for determining severity of /ad»8tw 
levels found under transport vehicles which exceed DOT limits. 

THOMPSON,D. Director’s Olfice (Pre 820201). EQM-01-ie, 81/05/05, GRIER, 0fl 
Region 1. Philadelphia, Oflics of the Director (81/03/01), O’REILLY.J P. Region 2,AI 
lanta. Office of the Director (81/03/01). KEPPLER,J.G, Region 3, Chicago, Ollicaol 
the Director (81/03/01). Ip. 30921:298-30921:349. 


-8506140236 TR-010 V01 ROD Vol 1 lo Rev 0 to TR-OIO, "TMI-I Sloam Qeneralof 
Adequacy of Tube Plugging & Slabilizlng Repair Criteria " Supporting docomonlatin 
enci. 

* General Publlo Ulillllea Corp - GPU Service Corp 83/03/24 48pp. 30912:116- 
30912:163. 


•6107170293 Submits questions on transport ol radiographic devices & woll loogeg 
sources re licensing requiremenis (ref Mall/ Byproduct Licenses 35-00389-01 a 35 
00502-04^. 

BAILEY, E.D. Texas. State ol. 80/11/26. LUBENAU,J, Office ol Slate Programs, D«k 
tor 11pp 65465:160-85465.161, 
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-3204290639 Discusses roles of local.state & federal govl.NRC & FEMA in Iransporia 
tion accidsnl involving radioactive malls Participation m developmertl of transportation 
common ont to natl emergency preparedness/responso plan offered 
DIRCKS.WJ Ollice of the Executive Director tor Operations 82/04/07 
THOMAS, L M Federal Emergency Management Agency 29pp 80920 260-30920 287 

-8309160080 Discusses Court of Appeals, Second Circuit,8306l0 decision reversing 
District Court invalidatfon of certain DOT regulations governing highway transportation 
of radioactive mails Summary of major points of decision end 
CUNNINGHAM.G H Office of the Executive Ugal Director 83/08/31 DAVIS. J G 
Office of Nuclear Material Safely & Safeguards.Director 5pp 30919 187-30919 191 

"8407190013 Advises of NRC 040720 meeting In Bethesda.MD to discuss plans tor 
exercise.scheduled for Apr 1905, Involving transportation accident Assistance In devol 
oprnani of scenario & procedures would Ba approclated 

JORDAN. EL Division of Emergency Preparedness & Enginoering Response (Post 
030103) 04/07/12 NORRIS.JT Transportation. Dept of Ip 30919 045 30919 045 

—8497190022 Advises of NRC 040720 meeting in Bethesda.MD to discuss plans for 
exercise.scheduled for Apr 1 905.involving transportation accident Assislanca In devel- 
op msnt o1 scenario & procedures would Be appreciated 

JORDAN, EL Division of Emergency Preparedness & Engineering Rosponso (Post 
039103) 04/07/12 CALLEY.HW Environmental Protection Agency Ip 30919 944 
30919 044 

“8407190029 Advises of NRC 040720 meeting In Bethesda.MD to discuss plans for 
exercise.scheduled for Apr 1965, Involving transportation accident Assistance In devel- 
opment of scenario & procedures would Bo appreciated 

JOROAN.E L Division ot Emergency Preparedness & Engineering Responso (Post 
830103) 04/07/12 DEAL.LJ Energy, Dept ot 59pp 30919 047-30919105. 

“B407 190286 Notllles of 040720 meeting in Bethesda.MD to discuss plans lor exercise 
scheduled for Apr 1905 Involving transportation accident Assistance requested in de 
velopment of scenario & procedures lor exercise 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 84/07/12 WINKLE, JD Federal Emergency Management Agency Ip 
30910 046-30919 046 

“04 f 1130388 Forwards draft procedures developed by headquarters for response to 
Iransporlation incidents Draft adequate (or revlew.comment & discussion at 841115 
training session In Region III 

PERKfNS.KE Incident Response Branch 64/11/02 PAGE.J Ollico of Nucloar Mate- 
rial Safety & Safeguards.Director WEINSTEIN.E, JACKSON.K Director's OHIce. 
Office of Inspection and EntorcomenI 45pp 30919 106 30910 149 

“8SCB140120 Draft Insp Procedure 86740 ro insp of transportation aclivillos 

• Director’s Office, Office of Inspection and Enlorcament 83/10/30 24pp 30921 061- 
30021 084 

- 8506140127 Draft Insp Procedure B6721 re transportation Miscellaneous nows 
clippings, viewgraphs.draft IE bulletin & US Post Ofc manuals ro transportation of ro 
dioacfivo malls end 

* Director’s Office, Office of Inspection and Enforcement 83/11/09. 179pp 
30921 085-30921 263. 

“6506140130 Forwards updated summary of spent fool shipmonfs.Jul 1983 - Apr 1904 
GREGER.L R Region 3, Oltice ot Director 05/01/20. HINO.J A Division of Radiologi- 
cal & Materials Safety Programs 9pp 30910 013-30019 021 

“8506140132 Speech entitled "Update on NRC Insp/Enlorcemont Program lor Radio 
ectivo Malls Transportation," presented at 030317 meeting in Salt Lake City.UT. 
GRELLA.AW OIroctor’s Office, Office Of Inspection and Enlorcomonl 03/09/17 
23pp 30921 264 30921 206 

—8506140138 "Discussion of Reg Guide 7 10 Emphasizing Graded Approach lor Eslab- 
ilshmg QA Programs ” 

GORDON, L. LAKE.W.H NRC - No Detailed Affiliation Given 85/01/29 7pp 
3092 1-287-30921 293 


-8506140248 Summary ot 841010 emergency responso coordinator counterpart 
latcon Agenda end 

KERS.LL Region 3. Office ol Director 64/10/22 PHILLIPS.M NRC - No Detailed 
Affiliation Given 5pp 30919 150-30919 154 

-8506140254 Submits summary of sys etfocliveness comments made by slate officials 
designated to receive advance notification of waste shipments per 10CFR 71 & 
73 Changes to list of designated individuals end 

SANBORN.G Region 4, Ofitce ol Director 83/02/24 KERR.G W Office ot State Pro- 
grams, Director 2pp 30922 156 30922 157 

-85D61402S8 IE Change Notice 8 4-20, revising Manual Chapter 6610, "Rosponse to 
Transportalioni Accidents Involving Radeoaclivo Malls” 

* Director's Office, Office of Inspection and Enforcement 84/06/26 12pp 30919 155- 
30919166 

-8506140265 Forwards timeline lor 850403 transportation accident scenario Remaining 
anticipated actions will ba hllod in alter B40D06 tabletop drill 

HICKEY.EE Ballello Memorial Institute. Pecilic Northwest Laboratories 84/07/30 
WEISS.BH Incident Response Branch 4pp 30919 167-30919 170 

-8B06140272 Forwards agenda lor 840806 meeting & tabletop drill to discuss roles In 
transportation accident involving radioactive malls & to develop schedule of future 
drills tor transportation accident exercise scheduled tor Spring 1985 
HIND.J A Region 3. Office ol Director 84/07/25 ETCHISON.D. Illinois, State of 2pp 
30919171-30919 172 

-8506140278 Trip repl of 640720 visit to Bethesda.MD re federal agency emergency 
planning for radiological Iransportalion accidents List ol altendoes & agenda enef 
KERS.LL Region 3. Oflico ol Director 04/07/24 PHILLIPS.M P NRC - No Detailed 
Aft Illation Given 4pp 30919 173-30919 176 

-8506140282 "Response to Transportation Accidents Involving Radioactive Malls " 

* Director's Office, Otfice of Inspection and Enforcement 84/07/19 5pp 30919177- 
30919 181 

-8506140292 Forwards revised schedule for Apr 1085 malls/transportation full-scale 
drill Tabletop session scheduled 840806 in Region III 

JOROAN.E L Division ot Emergency Proparodness & Engineering Response (Post 
830103) 84/07/27 WEISS.B . WEINSTEIN.E . PERKINS.K Dlreclor^Oflice. Office of 
Inspection and Enforcement Spp 30910 182-30919186 

-8508140304 Forwards draft policy slatomenl containing guidance re NRC rote in Irans- 
portaiion accidents Involving NRC licensed mail 

GREGER.L R. NRC - No Detailed Affiliation Given 83/07/00 NRC • No Detailed At- 
flliatlon Given Ip. 30919192-30919 192 

-8508140311 Requests state comments on NRC draft policy ro responso to accldonis 
occurring during transporlation ol radioactive mall to assess radiation safety 
NUSSBAUMER.D A Assistant Director lor State Agreamonls Programs 83/04/29 At- 
filiation Not Assigned lOpp 30919 193-30919 202 

-8506140321 Rev 6 to "Region III Incident Rosponse Suppl" 

* Region 3. Olfico of Director 84/01/31. 37pp 30919 203-30920 065 

-8606140330 CERT 02-1400 0 DRFT Draft 'Transportation ol High Level Radwastos 
Under Nuclear Wasta Policy Act Implications tor American Indian Tribes'' Incomplete 

* Council ot Energy Resource Tribes 64/10/31. 37pp. 30920 066 30920 134, 

-6506140342 Discusses applicability ol DOT/NRC transportation regulations to physi- 
cians transporting licensed radloaclivo molt in private vehicle Instructions to regional 
ofes hetd in abeyance ponding further advice. 

THORNBURG.HD Division ol Safeguards & Radiological Safety Inspection 01/07/ 
28 DAViS.J 6 Office of Nuclear Malarial Safety & Safeguards.Director 
MINOGUE.R B Office of Nuclear Regulatoiy Research, Director. 3pp 30920 136 
30920 137 


8506140140 Approval record for Certificates of Compliance 6698,9001, 0015,0016 & 
9023, per Sierra Club 831107 request lor action under 10CFR2 206 re dry cask ship- 
ments of spent fuel. ' 

MACOONALD.CE Transportation Corttlicatlon Branch 84/04/13. 2pp 30919:022- 
30919 033. 


■BS06140351 Requests DOT current position re appitcabllity of DOT hazardous malls 
safely regulations to physician transporting radioactive matt In private carriage for use 
In. medical practice 

BERNERO.R M Ollice ol Nuclear Regulatory Research, Director 81/08/31 
DRISCOLL.W Transportation, Dept of Spp 30926 138-30920 143 


■0506140147 Forwards updated summary of spent fuel shIpmenIs.Jul 1983 - May 1984 
GREGER.L R Region ^ Office of Director 84/06/07 HIND.JA Region 3, Office ol 
Director. lOpp 30910 034-30910.043 

■S506140149 Enforcement Guidance Memo 81'14A re transportation anfercement 
guidance Regional notice of violation may bo Issued for Seventy Level III violations It 
all requirements ol Enforcement Guidance Memo 81-14 met. 

THOmPSON.D Enforcement & Investigation Staff {Pra B20201). EQM-01-14A 81/10/ 
05. CARLSON, R Region 1, Philadelphia. Office ol the Dlroclor (81/03/01) 
ALDERSON.C Region 2. Atlanta, Office ol the Director (81/03/01) WAHNICK.R 
Region 3. Chicago, Ollice of the Director (61/03/01) Ip 30921 297-30921:297 


-8506140357 Responds to RF Barker 660907 Hr re proposed rev to NBS Handbook 
73 Physicians transporting radioactive matls in own vehicles not sub) to ICC rogula- 
lions for transportation of dangerous malls Slate & focal regulations may apply 
MEYER.QA. Interstate Commerce Commission 66/09/21. BECK.CK Atomic Energy 
Commission 3pp 30920.144-30920.150 

-8506140362 Speech entitled, "Review ol Selected Nuclear Transport Event Case His 
lories,” presented at 7th Inti Symposium on Packaging & Transportation ol Radioac 
five Mails OELD summaiy of court decision on DOT regulations end 
GRELLA.A.W. OIroctor’s Ollice, Office of Inspection and Enforcomenl 83/05/18. 
40pp. 30920 157-30920 105 


-6506140200 Trip rept ro 641012 visit to Keystone, CO re high level waste transporta- 
tion 

SALOMAN.S.N. Assistant Director (or Stale & Llcenseo Relations. 84/10/30. 
yoUNG.F Assistant Director for State & Licensee Relations 33pp. 3092V350- 
30922 020 


-8506140372 SAN081-t330C Speech entitled "Netura of Transportation Accidents In- 
volving Radioactive Mali Packages." presented at 34lh Meeting of Mechanical Fall 
ures Prevention Group 811021-23 meeting In Galthersburg.MD 
EMEflSON.EL, MCCLUHE.JD. Sandia Nsllonal Laboratories TTC0220. 81/t0/2t. 
9pp. 30920-196-30920 204 


-8S061 40208 Discusses Western Interstate Energy Board 840927-28 meetings in La 
Jolla.CA re planning & regulatory aspects of spent fuel & high level rad waste Iranspor- 

UVMNGSTON-BEHA Western Interstate Energy Board, 84/00/13 MACDONALD, CE 
Transportation Carlificallon Branch 8Bpp 30922 021-30922-1 09, 


•8506140228 Forwards compilation of changes to Hat ol individuals officially designated 
lo receive advance notification of waste shipments, per 10CFR71 A 73 
SANBORN.G. Region 4. Office of Director. 84/01/26 YOUNG.F. Office ol Stale Pro 
grams, Director. 2pp. 30922.110-30022.150 • 


-8506140382 IAEA'SR-10/5 Speech entllfed "Review of 5 Yrs Accident Experience in 
US Involving Nuclear Transporlation (1971-76)," presented at 760823-27 Seminar on 
Design, ConsI & Testing of Packaging for Sale Transport of Radioactive Mall, In 
Vienna 

GRELLA.A W. Transportallon. Dept. ol. 76/06/23. lepp 30920;205-30920-222 

— 8S0614036S lAEA/SM 147/19 Speech entlrtied “Accident Experience in US Involving 
Type B Packaging," presented at 710208 meeting in Vienna, Austria 
QRELU,A.W, Transporlation, OepI of 71/02/08. 31pp 30920;223.30920.2B3 


-SSOai 40235 Discusses NRC participation In Federal Railroad Admin (FRA) R&D safety 
determination for spent nuclear fuel casks transported by rall.FRA thermal protection 
performance stds snould be factored Into NRC modal study. 

CUNNINQHAM.R.E. Division of Fuel Cycle & Material Safely. 84/07/24. KRICK.RL 
Federal Railroad Administration 5pp. 30922.161-30922.166. 


-8506140392 Submits 12lh update in series of poriodlc fopls to describe ongoing NRC 
oversight of spent fuel shipments from West Valley site, Two Comm Ed shipments 
made between 841008 & 1 106 

WENZINGER.E.C NRC • No Detailed Alfilialion Given 84/11/28. STAROSTECKI.R. 
NRC • No Detailed Alfiliatlon Given 3pp. 30922 158 30922:160. 
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•6506 140394 Drelt Commission paper re requesting approval of end policy statement 
concerning NRC response to accidents occurring during transportation o1 radioactive 
mall 

DIRCKS.WJ Office o( the Execuirvo Director lor Operations 83/11/14 6pp 
30920 254'3092D 259 


-8506140400 Forwards updated summary of spent fuel shipments mads during Sept 
1964 

MILLER, DE Region 3, Office oi Director 84/10/11 HIND,J A Region 3, Office ol Di- 
rector 2pp 30922.161-30922 162 

-8606140417 Forwards updated summary o( spent fuel shipments, Jut 1903 Aug 1904. 
GREGER.LR Region 3, Oflice ol Director 64/09/07 HIND, J A Region 3, Office ot 
Director 13pp 30922 163 30922 175 


-6506140420 “Ad Atxjut Radioactive Walls Packages Guido lor Supervisors at Cargo 
Terminals” 

• Transportation, Dept of 81/10/31, 65pp 30920 280-30921 049 


-8506140424 Forwards (E 600604 memo re point of origin Jrms ol irradiafod luq^l 
shipments Resident Inspectors responsible for such insps Krocedures 613626,813640 
& 813666 8 10CFR73 37 end for guidance 

HEISHMAN,R F Region 3. Office of Director 60/00/01 Region 3, Office ol Director 
tOpp 30921 050-30921 050 


-8506140430 Forwards updated summary ol spent fuel shipments, Jut 1903 - Jul 1984 
GREGER,LR Region 3, Office ol Director 84/08/02 HIND,JA Region 3, Office of 
Oirecloi 12pp 00922 176 30322 20& 


-8506140443 Rev 0 lo SOP 1-41, “Loading & Preparation lor Shipment ol TN'9Cask ” 
• Commonwealth Edison Co 83/11/29 r50pp 30922 207-30923 002 


-8506140455 Discusses roevaluatlon ol West Valley spent fuel shipping practices, per 
Green man 840206 memo ra changes m Region I rnspoclor coverage Shipments con- 
linue lo be fncidenf free Inspectors not dtepalched for 840704 Shipment CEOO-17 
GflEENMAN,EQ Region 1, Olfice of Director 84/07/16 STAROSTECKI.R , 
MARTIN,! T. Region 1. Offrca ol Diredor 2pp 30923 003 30923 004 


-0508140524 Rev 0 lo Procedure SP 63 1 1 120 re fuel movement e fn spent fuel poofs 
•Commonwealth Edison Co 83/1(730 28pp 30923 005 30023 032 


-8506140530 Nuclear Procedure 2-1. "Saleguerding Dresden 1 Span! Nuclear Fuel 
Shipments From West Valley Nuclear Svos Ctr to Dresden Station " 

LEVERENZ,KE Commonweallh Edison Co 83/10/31 7pp 30923 033 30923 039 


-8506140536 Rev 0 to Special Procedure SP-83 8-82, "Procedure lor Repfaclng 0-Ring 
Qaekals " 

* Commonwoallh Edison Co * Trans nuclear, Inc 1020 M 004, 83/08/24 4pp 
30923 040-30923.043. 


-8506140625 Forwards rev to June 1984 updated summary of spent fuel shipments 
GREGER.LR Region 3. Otfice of Director 84/07/10 HIND, J A Region 3. Office ol 
Director 2pp 30923 159-30929 001 

8506140315 FOIA request for documents in possession of Industrial Section of Mans 
Licensing Branch of Div ot Fuel Cycle & Wall Safety re 1-195 seeds mfg by 3M Co& 
distributed under License 22 00057-59MD 

SCHONBERG,SE Schonborg, SE 84/08/29 Materials Licensing Branch in 
30907 191-30907191 

8506140334 Responds lo FOIA request for documents ro 1-125 seeds mfg by 3W, Co J 
distributed under License 22-00057-59MD Doucments 1, 3,5 & 6 end Portions ol Dm 
umenis 2,4,7 ,8 & 9 withheld (ref FOIA Exemption 6) 

PELTON.JM Division of Rules and Records 84/10/11 SCHONBERG.SE Schon- 
berg, SE 2pp 30907 192-30907 248 

-8506140'341 Forwards Page 820310 memo & repts re licensee events invotving 1 125 
seed's for exam in accordance w/naw event review procedure General problem ma^ 
exist w/ 1-1 25 seeds used lor implants & as sources in bone mineral analyzers 
CLINNINQHAM,RE Division of Fuel Cycle 8 Material Safely 82/03/11 MILlEfl.v 
Materials Licensing Branch Ip 30907 194-30907,194 

—8506140349 Advises that events Involving 1-125 seeds used for Implants & sources n 
bore mineral analyzers should be considered for possible review by NMSS Computer 
printouts & Part 21 root end as background info on events 
PAQE,RQ Uranium Fuel Licensing Branch 82/03/10 CUNNINGHAM, R E DiviskmioP 
Fuel C^cla 8 Material Safety 6pp 30007 195-30907 229 

-8506140360 Responds to NRC 810720 Itr to TN Latir re Incident at Univ ot ConnecL- 
cut involving probable in vivo leakage o( 1-125 from Model 6701 1-125 seed tncidenr 
reported ta 3M Co on 810514 Full Investigation followed 

COPELAND,FS 3M Co, Minnesota Mining 8 Manufacturing Co 61/09/23 
WRIGHT,EQ Material Certilication 8 Procedures Branch 4pp 30907.230 30907 237 

-0506140376 Advises that suppl notice lo Info Notice 60-35, "Leaking 8 DisFodged f 
125 Implant Seeds,” being eralted 8 will bo sent for review Exam of mfg 8 QCproc 
ess recommended In risk evaluation 

COB0.L I, Division ol Fuel Facifitles, Materials 8 Safeguards (Pro 630103) IEIN80-3S 
02/06/22 CUNNINGHAM, R E Division of Fuel Cycle 8 Materiel ■Safoly 1p 
30907-238-30907 238 

-6506140387 Advises that medical consultant writ be obtained to assist in ovaluationd 
use ol M25 seeds in cancer patient therapy In house evaluation re addi requiieirM'nts 
for use of seeds will be completed upon receipt ol consultant root 
DAVIS,J.G Office of Nuclear Malarial Safety 8 Saloguafde.Dlroclor 82/07/02 
MICHELSON.C A EOD, Director's Office Ip 30907'239-30 9 0 7 24 1. 


-8506140542 Rev 0 to Special Procedure SP 83 8 63, "Procedure for Installation 8 
Torquing of Balia 8 Threaded Plugs ” 

* Commonweallh Edison Co Transnuclear, )nc 1020 M 001 63/03/24 6pp, 
30923.044-30923 049 

-8506140546 Rev 0 to Special Procedure SP 63-8 84, "Humidity Tost Procedure " 

* Commonwealth Edison Co, ‘ Transnuclear, Inc 102O'T 001, 63/03/24 8pp, 

30923 050 30923 057, 

-8506140553 Rev 0 to Special Procedure SP 83 8-37, "Fusible Plugs Leakage Test 
Procedure," 

* Commonweatlh Edison Co * Transnuclear, Inc 1020T-003 83/08/25 9pp 

30923 058 30923 066 

-8506140559 Rev 0 to Special Procedure SP 83-B-B9, "Fusible Plug Slllcono Sealing 
AppticaDon Procedure *' 

* Commonweallh Edison Co * Transnuclear, Inc 10ao-W-002. 83/00/25. 3pp 

30923067-30923 069. 

-6506140567 Rev 0 to Special Procedure SP 83 B 69,” "Procedure lor Measuring 8 
Adiusling TN 8/9 Lilt 8aam for Proper Cask Fit " 

* Commonwealth Edison Co • Transnuclear. Inc I0a0-M-O03 83/09/01 9pp, 

30923 070 30923;078, 

-6506140577 Rev 0 to Special Procedure SP 63 10-105, "TN-8/9 Contalriment Sys 
Leakage Test Procedure Periodic Verification " 

* Commonwealth Edison Co. * Transnuclear, Inc, 1020-T-002 83/10/21, 14pp 
30923.079 30923 092 

-8506140563 Rev 0 to fecial Procedure SP 83-10-107, "Transportation Accident Re 
sponse tor Spent Fuel Caak TN-9. 

‘ Commonweafth Edison Co. 03/10/31. 13pp, 30923093 30923'1O5 

-8506140591 Rev 0 lo Special Procedure SP 83 10-100, "Load Test Procedure for TN- 
6/9 Ltd Ulting Sys " 

* Commonwealth Edison Co. * Transnuclear, Inc. 1020-T-004. 83/10/28. 6pp, 

30923106-30923.111- 

-8506140597 Rev 0 to Special Procedure SP-63-11-1 11, “Spent Fuel Recelvinj " 

* Commonweallh Edison Co • Transnuclear, Inc. 63/11/04. 9pp 30923.112- 

30923-120 

-8506140601 Rev 0 to Special Procedure SP 83-10-110, "Test Procedure (or Venflca- 
lion ol TN-9 Packagings Shield Effeclrvenoss," 

* Commonwealth Edison Co. ‘ Transnuclear, Inc 1020 T 004 . 83/11/01. 8pp. 

30923:121-30923:128 

-8S0614060S Rev 0 to Special Procedure SP-B3-1 1-1 14, "Spent Firal Shipping ol Unit 1 
Fuel From West Valley 

‘ Commonweallh Edison Do. 83/11/09. 5pp. 30923:129-30923.133 

-6506140608 Forwards updated summary of spent fuel shipment s,Jul 1983 - Feb 1984. 
QREQER.LR, Region 3, Office of Director 84/03/13 HIND,J A. Region 3, Oltice of 
Director, 14pp. 309231 1 34 -30e23’1 47. 

-8506140619 Forwards updated summary ol spani fuel shipments, Jul 1983 - June 
1984 

QREGER,L.R Region 3. Office of Director 64/07/08. HIND.J.A. Region 3. Office of 
Director. f1pp 30S23i14B-30623 158 


-05OS14O399 Requesls addI Info re Model 6701 seeds containing 1-126 Copies c4 
warning notice & all other Instructions & package ln8orts,noli(fcatTon of any la 
seed design or mfg process 8 any now tost data ro seed handling roquestod 
HICKEY.JAV. Materials Licensing Branch, 82/09/24 COPELAND.F S 3M Co . Muro- 
SOta Mining & Manufacturing Co 2pp 30907 242-30G07'243 

-0506140408 Responds to 820924 Hr re inlegrliy of Model 0701 1-125 seeds for txa- 
ehytherapy Implenls Package insorls 8i warning label end. Addition of Model 6711 1 
125 seeds lo product line planned W/o end 

COPE LAN D,F.S. 3M Co„ Minnesota Mining & Manufaduring Co 62/10/22 
HICKEY ,J W. Materials Licensing Branch 6pp, 30907.244-30907 248 

0566 150005 Further response to FOIA request for two categories ol documonts ro oper- 
ation of Grand Gulf power reactor & TDI diesel gonorntors.Documonls listed In Am A 
available In PDR Computer printout end providing brief description 
FELTON.J M Division ol Rules and Records 65/02/05 BELL.N. Nuclear Infoimaticn 
& Resource Semico, 7pp. 30961 1001-30967,334 

-8303090690 Recommends that surveillance requiremonl Item 4 6,1 2o.1 & c3 ol STS 
be chenged.App C lo ANSI 451.4 1672 requires suporlmposod loekega rate to be 
approx equivefenl lo La. 

BmLER.W.R Containment Systems Branch 63/03/01. THOMAS,C Standardizaton 
& Special Projects Branch Ip 30961'349 3096li349 

-6311110170 Provides Containment Sys Branch comments & recommondod mods to 
Tech Specs Limiting condition (or operation should bo modified to Indicate 20in^S 
6 Inch purge sys should not be used at same lima 

HOUSTON, R W Assistant Director for Reader Safely. 63/11/03 NOVAK, T, Assistant 
Director for Licensing, MIRAGLIA.F Assistant Director for Safoly Assossmeinl fc 
30961 •348-30961 ;348 

-0403120227 Requests assistance In obtaining Mark III containment structural capsety 
Info from listed lacllitlea to assist Containment Sys Brandi In evaluating conlalnrrwnt 
capability for positive & negative pressure differentials. 

LEAR,G. Struolural & Geotechnical Engineering Branch. 64/03/00. YOLINQDLOOD,J 
Licensing Branch 1. SCHWENCER.A, Licensing Branch 2. 2pp 30961 337-3069{'336 

-8403140087 Advises that facility Tech Specs In compliance w/IOCFRbO, Socbon 
&0.36, except that pressure temp limits do not comply w/dosuro flango pressure lair^ 
safety margins in lOCFRSO.App Gjier 831216 Itr, in rosponso to 840227 fir. 
LIAW.B.D.Waforials Engineering Branch. 84/03/05, VOLLMER.R.H, Division of Engi- 
neering 4pp. 30983.070-30963,073, 

-8403160201 Summarizes abnormal number ol chai^as required to correct deflclencaes 
In Tech Specs. INEL contracted to audit selected Tech Spec sys to examine coniJil 
ency of Tech Sp8cs,FSAR & SER Results will be provided upon completion 
DIRCKS.WJ, Office of the Executive Director for Operationa. 84/02/28, PALLAOINO, 
GILINSKV, ROBERTS Commissioners. 2pp 30963.064-30063i065. 

—8403160060 Advises lhal listed sections of Tech Specs re-revlewed per 840227 
requesl.Tech Specs 3/4,6,1,3/4.7,1.1 & 3/4.7. 1.2 unacceptable.Appropifata conec 
lions provided In end Tech Specs. 

RUBENSTEIN.L.S. Asalstanl Diredor for Coro 6 Plant Systems. 84/03/06 
MATTSON, HJ, Dhiislon Of Systems Integration (poal 811006). Spp. 309613^ 
30961 '343. 
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“8405160091 Forwards branch comments & recommendations for changes to Tech 
Specs lollowing rereview to verify that Tech Specs properly derived trom analyses & 
evaluation included in FSAR Tech Specs acceptable, w/ exception ol items identified 
ROSA.F Instrumentation & Control Systems Branch 04/O3/'O5 HOUSTON.R W As 
sislant Director for Reactor Safety lOpp 30961 321-30961 330. 

—8403160106 Advises that Containment Sys Branch re-review of Tech Specs lo verity 
that into properly derived from analyses & evaluations included in FSAfl 
complota Recommended changes end W/o end 

8UTLER.WR Containment Systems Branch TAG 54185 84/03/07 HOUSTON.R W 
Assistant Director for Reactor Safety 4pp 30961 344-30961 347 


'•8407240387 Comments on May 1984 draft Tot Oioset Generator Owners Group pro 
gram plan Full msp ol one engine to Owners Group spec recommended 
LAITY, WW BatteKe Memorial Inslilule, Pacific Northwest Laboratories 84/05/21 
BERLINGER.C Division ol Licensing 3pp 30962 221 90062 223 

“6407240592 Forwards request lor aitdl info re TDI engine insp results discussed at 
840713 meeting Response requested by 840720 lor Items A,B & C & 840727 lor Item 
D 

ADENSAMpE G Licensing Branch 4. 84/07/17 DALE.LF Mississippi Power & Light 
Co 5pp 30961 131-30961 135 


-8403200316 Forwards re-revlew ol Tech Specs to determine whether specs properly 
denved from analysis & evaluation included in FSAR & SER 
MULLER, DR Assistant Director lor Core & Plant Systems TAC 51663 84/03/08 
MATTSON.RJ Division of Systems Integration (post 011005) Ip 30961 041* 
30961.041 

“6403200364 Responds to 840302 memo questioning whether right reactor core used 
consislonlly in license submittal & confirming whether reactor core retorenced in li- 
cense Section 2 t 2 actually corresponds to core in reactor 

DIRCKS.WJ Olfico of the Executive Director for Operations B4/03/08 GILINSKY 
Commissioners 6pp 30961 331-30961 336 

“6403200365 Requests contirmatlon by 840305 whether reactor core referenced in li- 
cense Section 2 1 2 as basis tor reactor satoty limits actually corrosponds to core in 
actual plant 

GILINSKY.V Commissioners 84/03/02 DENTON.H Oltico ol Nuclaar Reactor Regu- 
lation. Director Ip 30961 336 30961 336 

"B405210209 Forwards list of Tech Specs re reviewed per 840227 memo Specs listed 
w/no comments acceptable as Is 

BERLINGER.C H Core Porformanco Branch 84/03/00 MATTSON.RJ Division ol 
Systems Integration (post 81 1005) Ip 30961 042 30961 042 

-6403220267 Forwards marked up Tech Specs w/correction to conform w/STS & 
FSAR Tech Specs lor overspeed protection sys surveillance acceptable, except as 
noted 

RU8ENSTEIN.L S Assistant Director for Core & Plant Systoms 84/03/06 
MATTSON.RJ Division ol Systoms Integration (post 811005) 12pp. 30961044- 
30961 055 


‘8403230234 Forwards responses to Commissioner Gilinsky 640302 questions on li- 
censed operator pools 

DIRCKS.WJ Oltice of the Exocutivo Director for Operations Q4/03/OB GILINSKY.V 
Commissioners 3pp 30961 006-30961.040 

-6403270285 Informs ol branch acceptance of Tech Specs Tech Specs properly de 
nved from analyses & evaluation Included in FSAR.as reviewed in SER 
CONGEL.F J Radiological Assessment Branch 84/03/06 MULLER.D R Assistant Di- 
rector for Radiation Protection Ip 30961 043 30961 043 

■6403270328 Forwards branch review of util Tech Specs revised through Amend 12 
S HE RON.B W. Reactor Systoms Branch 04/03/12 HOUSTON.R W Assistant Direc- 
tor lor Reactor Safety 3pp 30961 0S6 30961.058 

■8403260224 Comments on Tech Spec revlew.per 840227 memo Struclural & flaotoch- 
nical Tech Specs acceptable & comply w/FSAH 

LEAR.G Structural & uoolochnical Engineering Branch 84/03/14 VOLLMER.RH Di- 
vision ol Engineering Ip 30961 072-30961 072 

•8403300301 Discusses rooxam of Section 5 1 of facility Tech Specs which covers ox 
elusion area & low population zone Concurs w/lechnical content Illegible figures 
should be replaced 

REGAN.WK Site Analysis Branch 84/03/13. SULLIVAN.T. Division of Engineering 
Ip 30961 082 30981 062 

‘8404100041 Advises that list Ol min required electric powered components needed for 
salo shutdown (Table Vl-I, Essential ac Loads,") submitted on 
840226.accoplDble Work on TAC 54222 completa 

PARR.O Auxiliary Systems Branch TAC 54222 84/03/26. SRINIVASAN.M Power 
Systems Branch 1p 30961.073-30961073 

‘8404120400 Recommends Commission suspend license until plant can reestablish & 
assure competence to engage in proposed octivitlos 

GILINSKY.V Commissioners 84/02/29 Commissioners 2pp 30963 062-30063 063 


“6404260470 Rev 13 to Procedure 05-1-02 I 4, "Loss of Offsite Power ’’ 

* Mississippi Power & Light Co. 84/04/14 7pp 30961 086 30961 092. 

“6404260475 Rev 0 to "Gas/Turbine Generator Sys Maint & Operation Procedure." 

• Mississippi Power & Light Co 84/03/31 14pp. 30961.093-30961 106 


•8404260481 Rev 11 to Procedure 05-1-02-I 6, "Sletion Blackout." 

' Mississippi Power & Light Co 04/04/14. 7pp 30061'107-3096M13. 

•6404260467 Rev 12 to Procedure 05-1-02-VI-2, "Hurricanes, Tornados & Sovere 
Weather " 

« Mississippi Power & Light Co 83/12/06 3pp. 30961.114-30961-1 16 

-8404270314 Forwards listing of unresolved issues re TDI diasels.to be discussed el 
840413 meeting Issues Include cylinder heads, engine block, wrist pin 

bushtngs.conneclmg rods 8. rod bearings, turbocharger & tesling/malnl plans. 
ADENSAM.EG. Licensing Branch 4. 84/04/11. MCGAUGHY.J.P Mississippi Power a 
Light Co 6pp. 30061 080-30961 ;0B5 

-8407050013 Requests response to questions re errors idonlKled in Tech Specs a sur- 
veillance procedures submitted by util a internal memos on soope.cause or signifi 

WAHKEY.EJ. House ol Hep, Interior a insular Affairs. 84/03/13. PALLADINO,NJ 
Commissioners 6pp. 30961.083-30961:068 

-8407050017 Advises that responses lo questions re safety significance of low power 
Of normal operation w/Tech Spec a surveillance procedure errors raised in Congress 
man Markey 840313 Hr inadequate 

UDELL,R. House of Rep , Interior a Insular Affairs 84/06/08 REHM,T.A Office of the 
Execuliva Director for (jperations, Ip 3O061:l24-3O86f-124 


“8408090370 Forwards PNL-5201, '‘ReviBwa Evaluation ol TDI Diesel Engine Reliabil- 
ity & Operability - Grand Gull Nuclear Station, Unit 1 " 

DINGEE.D A Battelle Memorial Inslilule, Pacific Norliiwest Laboratories F|N B-2963 
84/07/20 BERLINGER.C Division o I Licensing Ip 30961 136-30961 193 

“8406090373 PNL-5201 "Review & Evaluation of TDI Diesel Engine Rolisblhly & Oper- 
ability • Grand Gull Nucloar Station, Uni 1 1 " 

LAITY .WW , RICHMOND.W D Battelle Momorial Institute, Pacific Northwest Laboralo- 
rjos FIN B2963 84/07/31 BERLINGER.C NRG - No Detailed Atliliaiion Given. 
53pp 30961:141-30961 193 

-8408240078 Forwards SSER re reliability ol TDI diesel generators SSER addresses 
submissions subsequent to issuance ol SER Conclusions unchanged 
CHUTCHFIELD.O Assistant Director tor Salely Assessment. 84/06/16 NOVAK.TM 
Assistariil Director lor Licensing 7pp 30961 194-30061 200 

-6506150006 Transcript of 040524 public meeting in WashIngton.DC re diesel genera- 
tor Insp order pp 1-58 Supporting documentation end 
•Commissioners 84/05/24 176pp 30962 043 30962 220 

.•8506150014 Provides inlo re plant discrepancy repts to assure that any satoty related 
hardware or procedural deficencles properly disposition ed.per 831205 conlirmatory 
action Itr Procedural revs Instituted Rolaled Inlo end 

MCGAUGHY.jp Mississippi Powor S Light Co AECM-84/0239 84/04/30 

O'REILLY.J P Region 2, Office ol Director POOpp 30962 224-30963 061 

-8506160018 LER 84 010 00 on 840210,roaclor protection sys motor generator set 
output breaker 8 tripped while transferring powor from alternate supply Caused by 
voltage transient Design change being considared.W/040312 Itr 
BYRD.HW.. DALE.LF MIssIsdppI Power S Light Co AECM-84/0141 84/03/12 3pp 
30951 059 30961.061 

-6506150020 Advises NBC of completion ol operator recertification program.per 
831118 commllmenlOeticlencios In ireining that remain open will bo closed in near 
future One licensed reactor operator undergoing remedial training 
OALE,L.F Mississippi Powar & Light Co AECM-04/0133. 84^2/26 0'REILLY,J.P 
Fogion 2, OHIco ol Director 4pp 30963 066-30063 069 

—6506150024 LER 64 002-01;sinco 640107,several Instances of reactor protection sys 
bus breaker trips resulted In loss of shutdown cooling Trip on 040119 caused by fail- 
ure of circuit board W/840313 Itr 

BYRD.R . DALE.L F Mississippi Power & Light Co AECM-S4/0144 84/03/13 3pp 
30901 069-30961.071 

—8506150026 Urges Congress to maintain close oversight of NRC activities to keep sys 
ol safoty regulations from unraveling Situation at plant aggravated by NRC decision to 
authorize plant to operate for wks white diesol generators dismantled 
GILINSKY.V. Commissioners 84/05/28 UDALt.M.K House ol Rep . Interior & Insular 
Affairs 2pp 30963 074-30963.075 

“8506 150029 Responds to 840323 confirmation ol action Itr re verifying removal of cer- 
tain Individuals (rom licensed duties Util has evaluated licensed operators to determine 
it dolidency Idenlifled applicable lo other oporators.Related Info end 
MCGAUGHY.jp. Mississippi Powar & Light Co AEGM-04/O22& 84/04/16. 
O’REILLY, J.P. Region 2, Oft/co ol Director 1.098pp. 30963 077-30967:334 

-6506160031 Special ropl 84-017/0on 84O3O4.Fir0 Doors 1A401 A OC210 blocked 
open to support maint acllvliios Fire watches astabllisbed until doors restored 
DALE.LF. Mississippi Powar & Light Co RO 84 017/0. 84/04/06 O’REILLY.J P 
Region 2, OlfIce of Oiroclor. 3pp. 30961 074-30961.076 

-6506150036 Notllicalion of change In dale, tune S purpose ol 840403 meeting Meeting 
Will lake place on 840404 w/util In Belhesda.MD to discuss results of NRR review ol 
licensee Tech Spec review program 

KINTNEH.LL Licensing Branch 4. 84/03/28. ADENSAM.E.Q. Licensing Branch 4 
3pp. 30061:077-30961 •079. 

-8608160043 flew 16 lo Sys Operating Instruction 04-S-01-P64-1, "Fire Protection 
Water Sys ’’ 

• Mississippi Power & Light Co. 85/02/05 6pp. 30961-1 17-30961 121 

-6506150045 Discusses Ole of General Counsel 840530 memo re order which amend- 
ed liconse.Piant should be shut down unlU regulations can be met,adequacy oi plant 
license determined & health & safety of public assured. 

GILINSKY.V Commissioners COMV(5-84-1 1. 84/05/31 Commissioners. 2pp. 
30961.122-30961.t23 

-8506150048 Fonwards request lor addl Info lo complete review of 840604 application 
lor Bxompllon to GDC 17,10CFR50,App A Inlo requested by 840706. 

ADENSAM.E.Q. Licensing Branch 4 84/06/22. RICHAFtD.J.B Mississippi Power & 
Light Co 4pp 30961.125-30961.128. 

-6506150051 Responds lo 840626 Itr indicating plan to release NRC draft answers to 
questions re pianLReleasIng draft response to public would be contusing since Com- 
mission developing complete response which will be provided by mid Jul 
PALLADINO.NJ Commissioners 84/06/29. MARKEY.E House of Rep., Interior & In- 
sular Aflatrs, 2pp. 30961:129-30961-130 

—8606150081 "Assessment of Diesel Engine Reliability/Operabllily,'' monthly progress 
rept for June 1984, 

LAITY.WW. Battelle Memorial Institute, Pacllic Northwest Laboratories FIN B-20S2. 
84/07/24. EISENHUT.D G. Division ol Ucenslng. 8pp. 30961:201-30961:208. 
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-6508150063 ‘•AsscssiTiBnl o( Diesel Engine Heliability/OperabilUy." montlily progress 
rept for Jul & Aug 19B4 Related info enci 

LAITY, WW Baltollo Memorial Institute, Pacific Northwest Laboratories FIN B-2052 
84/09/19 EISENHUT.OG Diwsion of Licensing 112pp 30961 209-30961 320 

"8506150075 Presentation enlitJed, '■Impsll Third Party Rewow -of Grand Gull Nuclear 
Station Tech Spec Review Prograin." prosented to NRC on 840404 
GUIBERT.JC ImpellCorp a4«)4/04 52pp 30961 350-30962 042 

BS06150008 Further response to 840806 appeal re partiaf denial of FOIA request far 
documents concerning GE PRA tor GESSAR-tl standardized plant design forwards 
pages of seven withherd documents 

FELTON, JM Division of Rules and Records 85/02/15 CURRAN, D. JORDAN.WS 
Harmon, Weiss & Jordan Ip 30944 216-30944 330 

--8S06150010 22A7007 R02 Rev 2 to ‘ GESSAR II App 1SD3.BWR/6 PRA." 
"GESSAR-II App C. Event Trees” & "GESSAR II App D, Fault Trees " 

* General Electric Co 65/02/15 57pp 30944 217-30944 273 

• 850S150012 Sanitized Paces 2-17 & 2-l8 to "GESSAR-II Fire & Flood External Event 
Analysis" forwarded by JF Quirk 831107 Itr to DG Eisenhut 
' General Electric Co 83/ 1 1 /07 3pp 30944 274 30944 276 

-0506150015 Sanitized pages to "GESSAR II Seisnuc Event Analysis" forwarded w/JF 
Quirk 630921 Hr to DG Eisenhul 

* General Electric Co 63/09/21 20pp 30944 277-30944 296 

-8506150016 Maikedup pages to "GESSAR-II Internal Event PRA Uncertainly Analy 
sis” lotwardod w/ JF Quick 831 1 1 7 Itr to DG Eisenhul 

* General Electric Co 83/11/17 4pp 30944 297-30944-300 

-8506150019 Marked up pages to "GESSAR II Seismic EvenI Uncertainly Analysis," 
forwarded w/JF Quick 831229 Hr to DG Eisenhul 

* General Electric Co 83/12/29 19pp 30944 301 30944 330 

-8508150010 22A7007 R02 Rev 2 to "GESSAR-II App 15D3.BWR/6 PRA." 
"GESSAR-II AppC, Event Trees" & "GESSAR-II App D.Faull Trees " 

* General Efociric Co 85/02/15 57pp 30944 21 7-30944'273 

—8506160012 Sanitized Pages 2-17 & 2 18 to "GESSAR II Fire & Flood Exiernal Event 
Analysis" loiwarded by JF Quirk 831107 Itr 1o DG Eisenhul 

* General Electric Co 83/11/07. 3pp, 30944 274-30944 276 

-8506150015 Sanitized pages to "GESSAR-II Seismic Event Analysis" forwarded w/JF 
Quirk 630921 Hr lo DG Eisenhul 

* General Electric Co 63/09/21 20pp 30944 277-30944 296 

-8508150016 Marked up pages to “GESSAR 11 Internal Event PRA Uncertainly Analy- 
sis" loiwarded w/ JF Quick 831117 Hr lo DG Eisenhul 

* General Eleclnc Co 63/11/17 4pp 30944 297-30944 300 

-8506150019 Marked up pages lo "GESSAR-II Seismic Event Uncertainty Analysis." 
forwarded w/JF Quick 831229 Itr to DG Eisenhut 

* General Eleclnc Co 83/12/20 19pp 30944-301 '30944 330. 

-8506150010 22A7007 R02 Rev 2 to "GESSAR If App 15D3,BWR/6 PRA," 
"GESSAR-II App C, Event Trees” 8 “QESSAR-JI App D.Feult Trees " 

* General Electric Co 86/02/15 57pp 30944 217-31)944 273 

-8608150012 Sanitized Pages 2-17 S 2-18 to "GESSAR-II Fire & Flood External Event 
Analysis" forwarded by JF Quirk 831 107 Itr to DG Eiser>lujt. 

* General Eleclnc Co 83/11/07 3pp 30944;274 30944 276 

“6506150015 Sanitized pages lo "GESSAR-II Seismic Event Analysis" forwarded w/JF 
Quirk 630921 Hr to OQ Eisenhul. 

* General Electric Co 83/09/21 20pp 30944 277 30944 296 

-8566160016 Marked up pages to "GESSAfl'II Inlernal Evonl PRA Uncertainly Analy- 
sis” loiwarded w/ JF Quick 831 117 Hr to DG Eisenhul 
' General EloolriG Co 83/11/17 4pp. 30944 297 30944 300- 

“8506150019 Marked up pages lo "GESSAR II Seismic Event Uncortolnly Analysis," 
loiwarded w/JF Quick 831229 Hr to DG Eisenhul 

* General Electrio Co 83/12/29 lOpp 30944.301-30944 330 

-3506160010 22A7007 R02 Rev 2 lo "GESSAR II App 15.D3,eWR/6 PRA." 
"GESSAR-II App C, Event Treos" & "GESSAR II App D,Faufl Trooa " 

* General Eleclnc Co 65/02/16 67pp. 30944 217-30944 273 

“8506150012 Sanitized Pages 2-17 4 2 18 to “GESSAR 11 Firo 4 flood External Event 
Analysis" lonvarded by JF Quirk 831107 Hr to DG Eisenhut 

* General Electric Co 83/1 1/07 3pp. 30944 -274-30944 •276. 


-8506150168 "Review ol NHC OA Insp Program lor Reactors Under Consl," teptio 
Commission Related info end 

‘ Office of Inspector & Auditor 84/08/31 300pp 30946 174 30947 119, 

-8506150172 CEND-353 R06 Preliminary "Field Handling. Malm & Slorage Remufe 
ments for C E Furnished Equipment " Related Info encI 

REOUA.Q Combustion Engineering, tnc 77/08/31 1,066pp 30947 120 30950 T05 

-5506150168 "Review ol NRC QA Insp Program for Reactors Under Const,’' tent to 
Commission Related info end 

• Olhco ol Inspector 4 Auditor 84/08/31 300pp 30946 174-30947.119 

-8506150172 CEND-353 R06 Proliminaiy "Field Handling.Maint S Storage Require 
ments for C E Furnished Equipment ” Related info end 
HEQUA.G Combuslion Engineering. Inc 77/08/31 1,066pp 30947 120-30950 105 

-8506150188 “Review of NRC QA Insp Program for Reactors Under Const," repl lo 
Comm issfon Related info end 

* Office of Inspector & Auditor 84/08/31 300pp 30946 1 74-30947 119 

-8506150172 CEND-353 R06 Preliminary "Fiold Handling.Maint & Slorage Require- 
ments lor C-E Furnished Equipment " Related Info end 

REQUA.G Combuslion Engineering, Inc 77/08/31 1,066pp 30947 120-30950105 

-8508160168 "Review of NRC QA Insp Program lor Reactors Under Const," reel to 
Commission Related Info end 

' Office of Inspector 4 Auditor 84/08/31 300pp 30946 174-30947.1 19 

"8506150172 CEND 353 R06 Preliminary "Field Handling.Maint 4 Storage floqure- 
ments for C-E Furnished Equipmonl " Relafed Info end 
REaUA,G Combuslion Engineering, Inc 77/08/31 900pp 30947120 30950105 

8506150038 FOIA request for all documontalion re creation & issuance cf 
SSER.IncIudIng all submllials by members of special Insp team 4 input froiw OEID8 
IE 

GARDE.B P. Government Accountability Pro|oct 64/05/23 OHIce of AdmlniSlialiw 
2pp 31067001-31067 004 

8SB8I60041 Responds lo FOIA requests for records ro SSER (NUREG 0787) Forwaids 
App 8 4 C documonls App A 4 B documents available In POR Info In /ipp C dotu- 
ments partially withheld (rol FOIA Exemptions 5,6 4 7) 

FELTON.JM Division of Rules and Records 85/03/01 GARDE.B P Government Ac 
countability Project 2.532pp 31067 005-31074 016 

-7010300213 FSAR hos been reviewed & ohaplors 14(lnlllal Plan! Tost Progsji 
17(Ouariorly Assurances Prog) are acceptable lor docketing Questions for epplicanlts 
chap tore 13(conduc1 ol operas 14 are end 

HAASS.W.P. Division ol Project Management 78/10/19 BAER.RL Llohl Water Rd- 
oclors Branch 2 3pp 31067 360 31067 360 

-8896090659 "Requirements for Colloclion.Slorago.and Maintenance ol Quality Assui 
ance Records for Nuclear Power Plonts," revision ol ANSI N45 2 0 1974. 

‘ American Society of Mechanical Engineers 70/05/17 Opp Available at Standards 
Sotting Organizations. 31068 010 31068 016. 

-8309200143 Forwards SSER Input re IDVP.in response to 630511 memo Work per 
formed by Torrey Pinos Technology provides addi assurance ol acceplability ol doMn 
a consl ol facility. 

H/VASS,W P QA Branch. 63/07/19 NOVAK.TM Assistant Dlrocfor lor Llcansina 
4pp. 31070 073 31 070 076 

-8483290337 Responds to ulil 040216 Hr ro early Identilicalion ol allegalions NRC m II 
continue lo apply resources to followup Issues lo minimize impact on ulit norsenndi 
schcdulo 

OIRCKS.W.J Olfico of the Exoculive Olroolor lor Operations 84/03/12 CA1NJM 
Louisiana Power & Light Co. Ip 31070 070-31070 070 

-8404850051 Forwards outline of resources needed to resolve Issues concotning fra 
protecllen Insps.allegallon resulting from consl assessment 4 inquiry loam ofioiitj by 
tale ^r 

CnuTCHFIELO.O Operating Readers Branch 5 04/03/21 EISENHUT.D.G Division 
of Licensing 2pp. 31070.077-31070078 

-8465030142 Advises of issues curronlly under review within NRR to support licensing 
of facllily.Llsl ol Issuas.responslble review branch & commenis lor each Issue under 
review end. SSER 6 Input required by 840507 

NOVAK.T AssIslanI Uireclor for Licensing 04/04/24 LAINAS.Q , MIRAGLIAF 
NOVAK.T. NRC - No Detailed Alfilialion Given 2pp 31068.049-31066 050. 


-8606160015 Sanitized pages to "QESSAR-II Seismic Event Analysis" forwarded w/JF 
Quirk 630921 Hr to OQ Eisenhut. 

• General Electric Co. 83/00/21. 20pp 30944 277-30944 296 

-8506160818 Marked up pages to "QESSAR-II Internal Event PRA Uncertainty Analy- 
sis" forwarded w/ JF Quick 831117 Hr lo DG Eisenhul. 

‘ General Electric Co. 83/11/17. 4pp 30944.297-30944:300 

-8606158018 Marked Up pages to "GESSAR 11 Seismic Evenit Uncertainty Analysis," 
forwarded w/JF Quick 831229 Hr to DG Eisenhut. 

* General Electric Co 03/12/29 19pp. 30944.301-30944:330. 


-8405170369 Forwards requisition for coals Incurred from NRC task force oftorlNRR 
feels costs juslifiod because of cost benefit advantage using ulil oqufpmenl 4 euppliw 
has over conlracllng svo commercially. 

FUNCHES.J.L. Planning 4 Program Analysis Staff. 84/05/04 REBELLO.J Administia- 
live Conirads Branch. 2pp 31068 008 31068 009. 

“8405188070 Advises that addI edilorlal support required for wks of 840514-18 4 21'25 
lo cornplele work on allegations to be incorporated In SSER. 

CRUTCHFIELD,D. Division ol Licensing 84/06/08, BESAW,W Division ol Tochnea) 
Information 4 Document Control. Ip. 31068, 039'31068,030 


B5861SO0O7 Appeals denial of FOIA requesi lor documents re consl assessment team 
insp of facility 

GARDE.B P, 8ERNABEI,L Government Accountability Projeci 84/07/20. Division oi 
Rules and Records Ip. 30B48-150-30846;152. 


-8406210473 Discusses status of FSAR wrMup.routlne Insp closoool, basomat moton 
belore ASLAB 4 allegation investigation FSAR Issues & Insps will not delay loot load 
CRUTCHFI£LD,D NRC • No Detailed Afllfialion Given 84/06/14. EISENHliT.D DM 
Sion of Licensing 2pp 31068 047-31068.048, 


86061 S0027 Forwards copy of 840522 order requiring diesef generator insp at facility fn 
response lo requesLW/o end. 

ADENSAM,E.G Licensing Branch 4. 84/05/30 STEWART.a Jacksonians United for 
Livable Energy Policies, Ip 30863.076 30963.076 

8506150009 Further response to FOIA request 4 appeal re documents concerntng 1984 
consl assessment team insp ol facility. Forwards App C documents.Documoms also 
available In POR, W/89 oversize drawl nos Aperture cords available In PDR. 

FELTON, JM Division of Rules and Records, 85/02/27 BERNABEI,L, 
HENDERSON, T Government Accountability Project. 13pp 30946 153-30950.105. 


-owezijievj rorwaros reviseu project laenmication summary sheels lor FIN A-6619fe 
resolution of QA allegations, to Increase level ol effort needed from contfaclor/toJI 
funds requested. 

EISENHUT.D G, DivIslOin ol Licensing. FIN A'6819 84/05/11. FUNCHES.J L Planning 
4 Prograin Analysis Stall. 7pp. 31 065;040-a 1068.046, 

-6405290316 Forwards Invoice from Louisiana Power 4 Light for sves extended to NRC 
appraisal team during 840401-30. 

FUNCHES.J.L Planning 4 Program Analysis Slaff. 84/06/17. HCQAN.TF. Admlnrstra 
live Contracts Branch 2pp. 3 1068:006-3 1008:007. 
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-9406010396 Advises that completion of end unauthorized procurement form required 
befO're processing purchase order for equipment provided by util 
PUNCHES, J L Planning & Program Analysis Staff 64/05/24 Div of Resource Man 
agcment & Administration 3pp 31067 307*3 1067 3t 3. 

-6406190634 Responds to 840530 memo re Integrated schedulos for eight faciritioslE 
input to integrated schedules will be available by 840608 

DEYOUNG.RC Director’s Office, Office of Inspection and Enlorcoment 84/06/06 
DENT ON, HR Office of Nuclear Reactor Regulation, Director Ip 31067 293- 
31067 293 

-B406230S00 Informs of action taken by Dlv of Licensing to provide technical assist- 
ance to complete timely reviews of NRC open Items lor plants Identified In 840S2S 
memo re near-term OL activity 

E<SEN!HUT,DG Division of Licensing 84/06/18 VOLLMER.RH Division of Engineer- 
ing SPEIS,TP, MULLER, DR Division of Systems Integration (post Q11005). 3pp 
31067:296*31067 306 


-8506160099 Rev 1 to MTP (71-2426)*13B, "Magnetic Parlicfe Exam Procedure by 
Yoke Method ’’ 

‘C8I Nuclear Co 77/01/16 5pp 31060.104-31069 108 

-6506150100 Discusses allegation involving Ebasco Svcs,lnc OA review of Ftschback & 
Moore records for seismic support inslatl aliens Falsifiod/altercd documentation 
cited Portions withheld (ref FOIA Exemption 7) 

FLIPPO.TA Region 4. Office of Director 85/03/01 CROSSMAN,WA Region 4. 
Office of Director 2pp 31067 276 31067 277. 

-8506150101 Rev 0 1o Document W3 10, '‘Surface Preparation " 

SLINE,R Sline Industrial Painters, fne SLINE.R Ebasco Sorvices, Inc (subs of En 
serchCorp). 81/03/17 3pp 31079 200 31070 202 

-6506150102 Rev D to Procedure 1, " Receiving, Unloading, Sorting & Storing Slruotural 
Steel " 

• United Slates Steel Corp 78/01/24 8pp 31069 109*31069 116 


-8407300059 Forwards current status of Issues needing resolution prior to licensing de- 
cisions covering FSAR review, base mat & insps 

DENTON,HR Office of Nuclear Reactor Regulation, Director 84/07/23 HAYES,BB 
Office of Investigation 6pp 31067 314-31067310 

-8408060362 Summary of 840710 mooting w/util,Ebasco & consultant at site re util 
proposed program lor NDE of cracks in common foundation concrete basemat 
LaZO.L Licensing Branch 3 84/07/26 Licensing Branch 3 3pp 31067 321- 
31067.322 

.>9508150057 Request lor Procurement Action OIE*82*249,Mod 1,Task Order 66, provid- 
ing addi effort lor two QA consultants to define & resolve issues, to "General Imp Pro- 
cedures Manual Chapter 2514 Review of Waterford 3 QA Programs'’ 
aURDA.AJ Program Support & Analysis Staff. NRC 05 82*249 84/05/25 4pp 
31067 255*31067 258 

-8506150059 Requests eddi time lor further definition & resolution of concerns arising 
liotn C Haughn^ & M Good work on General Insp Procedures Manual Chapter 2514 
re readiness of QA operational program. 

CHUTCHFIELO.D Division of Licensing 84/05/25 DEYQUNG.R.C Director's Office, 
Oftioe of Inspection and Enforcement ip, 31067 259 31067 259. 

-8506150065 Forwards evaluation of const deficiencies re undersized socket welds in 
Schedule 80 piping Disposition acceptable & adequate 

SHAO.L C NRC • No Detailed Affiliation Given 84/06/04 PERANICH.M NRC * No 
DolallBd Affiliation Given 3pp 31087,260 31067 262 


-8506150104 Rev 4 to QC Procedure QCP 3050, "Qualification of Insp Exam Tost Per 
sonnet " 

DARBY.BK, THACH.L J , LUCIANO.EP Morcuty Co of Norwood, Inc 82/10/17 
13pp 31071 343-31071 355 

-8506150105 Rev C toTBP-36, "Hydrostatic- Pneumatic Tost Procedure" 

GQRE,J B. Tompkins Beckwith, Inc 82/08/13. 31 pp 31069 1 17*31069 147 

“8508150106 Discusses now Allegations 4-84-A-51 & 4 B4-A 52 rosultlrm from Inter- 
views w /a I legers Conversation record end Portions withheld {ref FOiA Exemption 7) 
CQNSTABL^G L Region 4, Otfice of Director 85/05/31. WESTERMAN.T Region 4. 
Ctfice of Director. 2pp. 31067.278*31067 279. 

"8506160107 Rev 4 to Document W3 5, "Insp" 

SLINE.R Stine Industrial Painters, Inc SLINE, R Ebasco Services, fne (subs of En 
serchCorp) 83/06/24, t5pp 31070 203*31070 217 

-8608160199 Rev 1 to QC Procedure QCP-3070, "Personnel Indoctrination & Training 
Procedure.’' 

GASHLIN.J . THACH.L J , LUCIANO.EP Mercury Co of Norwood, Inc 70/10/27 
lOpp 31071 356 31072 003 

“8506160110 Rev L to TBP-35, “Preparation & Control of Process Piping Travelers" 
GORE.JB. Tompkins-Bockwilh, Inc 82/06/18 37pp 31069.146*3106^184 


-B50B1 60070 Summarizes Issues discussed at 640521 & 22 operational readiness 
meetings, Including reactor trip breakers, auxiliary feedwater turbine overspsed protec- 
lion device, toxic gas Isolation sys, plant security & emorgency shutdown panel, 
ROOD.H, NERSES, V Licensing Branch 3 84/06/05 EISENHUT.O.G Division of Li- 
censing 4pp 31067,263 31067’266 

-8506150076 Discusses allegation Involving Ebasco Svcs.lnc QA program Nonconfor- 
mance ropis not writlon/dlaposltioned Improperly Problems w/certilioallon of Mercury 
wolders & NDE personnel cited Porlions withheld (ref FOIA Exemptions 6 & 7). 
FLIPPO.T.A, Region 4, Ollice of Director, 85/03/01 CROSSMAN, W.A. Region 4, 
Office of Director. 2pp. 31067 267*3 1067-260 


“8506160062 Rev 4 lo Nuclear Prolect Operating Procedure POP-N-173, "Uso of Dis- 
crepancy Repts." 

• J A Jones Constfuclion Co 78/03/27, lOpp 31069 012*31069 021. 


-8506150085 Rev 2 to Nuoloar Projecl Operating Procedure POP N 713, "Uso of Dis- 
crepancy Repls." 

' J A. Jones Construction Co 77/12/12. 0pp. 31 069;022*3 1069.030. 

“8506150087 Rov 4 to Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Oualilicatlon & Certification " 

* J A. Jonas Construction Co 70/02/03 7pp 31069.031*31069 037 


-8606160088 Forwards allegation re Ebasco Svcs.lnc QA Iralnlng, Allegation included In 
4-a3-A*e5 folder lor resolution. Priority assignmani discussed Portions withheld (ref 
FOIA Exemptions 6 & 7), . 

CONSTABLE, Q.L Region 4, Office of Director. 85/03/01 JOHNSON, E.H. Region 4, 
Office of Director 3pp 31067:271*31067:273. 


-8506159090 Rev 2 to QAP-103W3, "QA Procedure of Processing & Control of Non- 


conformances ' 

• FIschbach & Moore. Inc (subs, 
31069:073, 


of FIschbach Corp) 80/06/10. 36pp 31069 038 


-85061501 1 1 Rev 1 lo Document W3-9. "House keeping " 

SLINE.R Sline Industrial Palmers, Inc 83/09/01 6pp 31070 218 31070 223 


-8506160112 Forwards OA Program Insp Rept 99900852/94*01 on 840305 09 Insp 
findings support aliegallons re tack of Hudson Products Corp QA organizational Inde* 
pendonce & inadequate procurement controls 

PQTAPOVS.U Vendor Program Branch &4/05/25. WESTERMAN.T F, Region 4, 
Qfllca of Director, 2pp 31067-280 31067 201 


-8606160114 Rev 4 lo OC Procedure QCP-3070, "Personnel Indoctrination & Training 
Procedure.'' 

QASHLfN.J, THACH.LJ, LUCIANO.EP, Mercury Co of Norwood, Inc 80/05/09 
30pp 31072.004 31072 933 


“85061691 16 Rev 2 to Document W3-2, "Preparaflon of Procedures " 

SLINE.R Sline Industrial Painters, Inc SL1NE,R, Ebasco Services, Inc (subs ol En* 
serchCorp.) 83/08/16 Opp 31070 224-31070-230 

-6506160116 Rov W*5 to Weld Procedure WP 8 1. "Qas Tungsten Arc Welding 
(GTAW) & Shielded Metal Arc Welding (SMAW) ol Slalnlosa Steel Mat! " 

* Tompkins-fleckwilh, Inc 78/12/27, 13pp 31069:105-31089,197 

-8506160117 Responds lo 840530 request re mgt conlacis for listed plants w/lntegrat- 
ed licensing 8Chedui8$,por E Chrlslenbury 849530 telcon w/Elsonhut 
CUNNINQflAM,G.H Qflice ol the Executive Legal Director 04/06/07, DENTON, H.R 
Office of Nuclear Reactor Regulation, Director. Ip. 31067,292-31067.292 


-85061601 18 Rev 2 to Document W3-7, "Audit " 

SLINE.R. Sline Industrial Painters, Inc. SLINE.R. Ebasco Services, Inc, (subs of En* 
serchCorp), 83/08/15. 11pp, 31070-232-31070.242 

-B506159120 Rev F toTBP-l?, "Design Changes & Field Revs." 

QORE.JB Tompkins Bockwilh.Ino 83/04/12 14pp 31066.198 31069:211 


-8506150092 Rev 0 to QA Procedure QAP-106W3, "Auditing " 

* FIschbach & Moore, Inc, (subs ol FIschbach Corp,). 77/06/ 
31060 084. 


10 lipp, 31089 074* 


-8506150093 Rev A lo QC Procedure 17 3, "Relentlon of QA Records ’’ 
* Combustion Engineering, Ino 74/12/04. 8pp, 31089.085*31069,094. 


>8606160094 Discusses open NRC insp aclivlties needing actlori before fuel foad.Slalus 
of work remaining lor compiellon ol General Insp Procedure Manual Chapters 2513 a 

FUPPO.TA NRC • No Detailed Affiliation Given, 85/03/01. CONSTABLE.Q.L NRC * 
No Detailed Aiilliation Given. 6pp 31070,092-31070.097. 


-8506150121 Rev 8 to N49720-SP666, "Const Procedure for Drilled In Expansion Type 
Anchors Selsmlc-I ” 

LUC)ANO,E.P, THACH.LJ., DARBY, B K Mercury Co. of Norwood, Inc 03/02/24 
lepp 31072:034*31072.048 

“8506150122 Rev 2 to Document W3 1, "QA/QC Personnel Qualifications & Func- 
llons." 

' Sline Indusirial Palmers, Inc * Ebasco Services, Ino, (subs, ol Enserch Corp ) 03/ 
10/18, 12pp, 31070'243*3 1070,254 


-8606150123 Rev B lo SI 56, "QA Records Review Instruction (Piping) 
* Tompkins-Beckwith, fno, 83/05/05. 21pp 31069.212-31069,232. 


-8506160096 flev B to QC Procedure 17.3, "Relentlon of QA Records " 
* Combustion Engineering, Ino 76/03/03, 8pp. 31069 095*31069 103. 


-8506160125 Rev 10 lo QC P-31 10 4, “Pipo.Tubing & Support Insp Procedure," 
* Mercury Co of Norwood, Inc, 63/02/18 19pp 31072.049-31072,067, 


-8506160096 Rev 3 to QC Procedure QCP-3050, "Qualification ol Insp a Tesl Person* 

* Mercury Co, of Norwood, Inc. 80/04/28 23pp. 31071-320*31071 342 

-6506150097 Discusses addI Info re allegation Involving Ebasco Svcs,lno QA ravlevrol 
FIschbach a Moore records lor seismic support inataJlatlon8,lnlerofc memo re inter- 
ptelatlon of ANSI N46,2,6 end, Portions wlthnold (ref FOIA Exernpllpn 7) 

FLIPPO,T.A, Region 4, Office of Director. 86/03/01. GROSSMAN, W, A, Region 4, 
Office ol Director. 2pp 31067:274*31067:276. 

-5506160098 Transcript ol 040616 meeting In Washington, DC re near-lerm OL status 
foDt.Pc 1-73.Supportrng documentation end, 

* Sommlsaloners 84/06/16. lOIpp, 31 070:090*31 070-1 09. 


-BS06150127 Rev 11 to Welding Procedure Spec E WPS-E-N49720, "Manual Gas 
Tungslen Arc Welding ASME Section IX Group P-1 to P-1 Melals, Thickness Range 1/ 
16 Inch -0,872" 

* Mercury Co of Norwood, Inc. 82/11/03, 14pp 31072 068-31072,081. 

-8506160128 Issue C to IP-17, "Insp of Installation of Fire Protection Sys " 

COVEY.M, Ebasco Services, Inc. (subs of Enserch Corp ) 81/06/10. 9pp 31072 062- 
31072:090 

-8506150128 Draft Issue E to ASP-lll-11, "Procedure for Insp," 

GETZLAFF.T. Ebasco Services, Inc, (subs, of Enserch Corp) 77/06/28. 14pp. 
31072:091-31072 108. 
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-*8506150t30 Hequosis review w/wnlten assessmenl of end issues par H Rood & V 
Nerses site visit prior to licensing decision W/o end 

EISENHUT.DG NRC - No Detailed Affiliation Given 64/06/11 NOVAK.T NRC - No 
Detailed Affiliation Given ip 31067 294'3 1067 294 

“8506150131 Rev W-S to Welding Procedure WP 1 4. “Shielded Metal Arc Welding of 
Carbon Steel Malls w/Backing Malls " 

• Tompkins Beckwith. Inc 78/10/09. 17pp 31069 233 31069 249 

“S5061S0132 Rev 3 lo Document W3 4, "Purchased Mai Is. Equipment & Sves " 

' Sli no Industrial Painters, Inc 84/03/08 16pp 31070255-31070 270 

-8506158133 Responds to 840530 request lor designation of mgl conlacis lor listed 
plants w/near term licensing adivity ..n. ,»i=,r 

COLLINS.JT Raoion 4. Olfice of Director 84/06/14 DENTON, H R Office of Nuclear 
Reactor Regulation. Director Ip 31067295 31067 295 

“0506158134 T-B 60A-3 ROO Rev 0 to Test T-B 60A 3. "Hydrostatic /Pneumatic Tost 

Instructions Safely Injection " 

R1LEY.JH Tompkins Beckwith. Inc 83/08/17 23pp 31069 250 31069272 


-eS08150t35 Procedure Change Nclica 1 lo Rev 2 to Procedure QP 184, "Scheduling 
ol Silo QA Audits " 

• Louisiana Power & Light Co 83/02/08 8pp 31072 105-31072 108 


•0506150136 Rev F to TBP 6. "Weld & Brazing Procedure Qualilicalion" 
* Tompkins Beckwilh. Inc 88/03/01 Opp 31069 27 3 31069 278 


•8506160137 Rev 5 to Document W3-3, "Oocumenl Coniro! & Records Turnwef 
• Sline Industrial Painters. Inc ' Ebasco Services. Inc (subs ol Enserch Corp) 04/ 
03/14 19pp 31070 271-31070 239 


-8506150138 Rev C to T3P4, ‘ Indoclrinalion.Traintng & Cerlilicatlon ol OA/QC Per- 
sonnel’’ 

• Tompkms-Beckwilh. Inc 81/03/17 12pp 31069 279-31069320 


■0506 IS0 139 Rev 1 Jo Document W3-B, "Qualilicalion ot Production Workers ” 

• Sima Industrial Painters. Inc * Ebasco Services. Inc (subs of Enserch Corp.) 04/ 
03/03 6pp 31070290 31070 295 


-0506150141 Rev 1 10 QA Instruction OAI 9. ■ ftsviaw 8 Handling of Const • Installation 

* Ebasco Services, Inc (subs of Enserch Corp) 81/10/06 22pp 31072.109- 
31072 131 


-8506150142 Rev 0 lo Projecl Mgl Proceduie PMP 314. "Nonssismic Over Satety-Re- 
latoct Area W 0 lkdwi(t\ " ^ 

' Louisiana Power S Light Co 84/00/30 9pp 31070 296 31070304. 

■8606150143 Rev W-9 to Welding Procedure WP 1 B. "Gas Tungsten Arc Welding 

WomSilns Beckwilh, fnc 83/06/02 25pp 31069 321-31069347 


“8500160144 Rev 0 to QA Instruction OAI 9. "Rovlow & Handling ol Const • Installation 


Records 

* Ebasco Serrices, Inc (subs of Enserch Corp). 


79/10/29 9pp 31072132- 


31072142. 


-8506150158 Discusses completion ol outslanding NRC regulatory actions lor prompt 
licensing decisions D Eisenhut assigned lead responsibility lor coordinating NRft.lE iS 

DIffcKS.W J Ollice of the Executive Director for Operations 04/03/12 COLLINS, d T 
Reaion 4, Office ol Director DENTON.H R Oflico ol Nuclear Reactor Regulation 0i 
rector OfcYOUNG.RC Director's Olfice, Office of Inspection and EnforcemonI 3pp 
31067 323 31067325 

-•B606150160 Rev 0 to Procedure QP 10 1, ‘Task Force Installation Vorilication " 
BENNETT.HG Louisiana Power & Light Co 83/01/11 3pp 31070335-31070,397 

-0SO616O161 Summaiy of 840126 meeting w/Region IV re allegations RocommciHJ} 
NRC Identify addi resources to assist Region IV & Ofc of Investigations in addrossing 
aliegations 

EDISON, G Division of Licensing 84/01/25 EISENHUT.DG Division ol Licensing ip 
31070 061-31070 061 

-8506150163 "Task Force Action Plan & Procedures for Installation Verilicalion " 

• Louisiana Power & Light Co 83/01/07 7pp 31070338-31070 343 


-0SO61SO164 Rev 4 to QA Instruction OAI 15, “Ouatity Surveillance of Site Conlrac- 
>018 " . „ 

* Ebasco Sarvlces. Inc (subs of Ensorch Corp) 83/06/06 13pp 31072273- 
31072265 


-8506160166 Confidential draft "Louisiana Power & Light • Waterford 3. Const Monjlor 
•"Elanagemonl Analysis Co 70/07/31 lipp 31070062 31070 072 

-B5O61SO10S Discusses technical asslstanco fund needed by Region IV to replace 
funds expended ter Waterford 3 to support higher than expected level ol contractor 
oliort Funds required by 840601 lor FIN A-6701 a1 Woll Crook 1 
OENISE,BP Region 4. Office of Direclor FIN A 6701 04/05/17 CRUTCHFIELD D 
NRC • No Detailed Alliliallon Given Ip 31067 326 31067 326 


•-85D61501S7 Rev 2 to QA Instruction QAI 15, "Quatily Surveillance ot Site Contrac- 
tors " 

' Ebasco Services, Inc (subs ol Ensorch Corp) 82/06/24 16pp 31072286- 


-Q50B1S0159 Rev 3 lo QP 16 3, "Conduct of OA Const Silo Audits " 

• Louisiana Power & Light Co 78/02/08 24pp 31070344 31071 009 


-8506150170 Rev 0 lo OA Instruction QAI 15, "Quality Surveillance of Site Conliac 


• Ebasco Services. Inc. (subs of Ensorch Corp) 82/07/26 16pp 31072302 
31072317 


■B506160171 Responds lo 841005 roqiiost lor all agency records used on Waterford 
lssuos/allogatlons.Clvll'Slructural team records conlainod in util hies In ulil Irerlei 
onsite, arranged by allegation number Exceptions ro A-lOO & 141 listed In end 
SHEWMAKEB.R.E. Region 4. Ollico ol OIroctor. 84/10/16 CRUTCHFIELD, D. IIOBion 
4, Olfice of Director 2pp 31067 327-31067 328 


-8506150173 Rocommonds alleqallon re laisllfod Ebasco Svcs.lnc omployoo rosume be 
closed Resumo did not show alscrepanclos Employoo succoaslully completed Ebasco 
training Portion withhold (ref FOIA Bxomplions 6 & 7) 

FLIPPO.TA Region 4. Ollico of Dlroctor 83/07/27 CROSSMAN, W A Region 4. 
Office of Director Ip 31067 329-31087.320 


“8506160146 Rev 0 to Project Mat Proceduio PMP-313, "Evaluallon of Inslrument Air 
Piping /Tubing /Supports PolonhaT to Damage Safely Related Componenis " 

* Louisiana Power S Light Co 84/03/23 lipp 31670 305 31070 316. 

“8506160147 "QA Manual " 

’ TompHins-Beckwilh, too 81/09/04 63pp 31069 340-31070056. 


"8506150174 Louisiana Power & Light Physical Verification Procedure QP lOIDl 
“Eleclrical." 

BENNEn.n Q. Louisiana Power & Light Co. 03/01/11 22pp 31071,010-31071 031. 

“8506160175 Louisiana Power & Light Documontalion Rovlow Procodiire OP 191 05 
"NDC Testing ’’ 

* Louisiana l%wor & Light Co 83/01/11. I3pp 31071.032 31071 044 


-8506160148 Rev 2 to QA Instruclion QAI 7, "OA Insirucllon for SurvoiHance & Corroo 
livo Action." . 

* Ebasco Services, Ino (subs of Enseich Corp) 64/02/21. 12pp 31072i43- 
31072 154 


•6S061S0149 Board Notification 84-102 forwards G Lea; 040427 memo re struclura) 
adequacy & safety evaluation of basemat Rept released to allow applicant to considar 
monitoring survoilfance & testing programs proposed W/o ends 
EfSENHUT.OG Division of Licensing 84/05/09, PALLAOINO, GILINSKY, ROBERTS 
Commissioners Ip 31067320-31067.320 


“8506150150 Rev 2 to OR 100, "Audils." Requirement Change Notice RCN 1 end 
* Louisiana Power & Light Co 78/10/16 Itpp. 31070316-31070,323 


“8506160151 Forwards throe pages involving Penelrallons 39 & 65 from missing allaga 
tion & addI coast-related info 

CONSTABLE.GL Region 4, Office ol Director, 83/10/16 GROSSMAN, W. A. Region 
4, OHieo of Director. 8pp 31070 049-31070 056 


“6506160176 Roquests util bo contacted for addi info ro Allogalion A 296 concerning 
unvoritlod fnsp ol shop welds In ASME Class 1 & 8 piping ays inataltod by Thomplunt 
A Bookwifh during hydro teste. Porliona withhold (rof FOIA Exemption q. 

SHAO.L Region 4, Office ol Direclor. 84/05/16. CRUTCH FI ELD, D. Region A, Ollico 
of Director lOpp, 31067 330 31087:339. 

“8506150177 Summarizes 840315 mooling w/Ofc of lnvostfaatlons,IE,OgLD. NRR si 
Region IV lo discuss resources for rosolullon of opon Issuos. Extra rosourcos needed 
lor routine fire protection fnaps Portions withhold (rof FOIA Exompllon 7) 
CRUTCHFIELt5,D NRC • No Dolallod Affiliation Given. 84/03/10 EISENHUT.DG 
NRC • No Delallod Affiliation Given. Ip 31070.080 31070 080 

-8S0616017S Rov 1 lo QA Instruction OAI 14, "Training & Qualification Roqulromeiils 
for QA Records Porsonnef " 

* Ebasco Services, Inc. (subs ol Ensorch Corp) 03/08/01 7pp. 31072318 
31072324 

-8506160160 Louisiana Power & Light Vorilication Procedure OP 10 1-D32, "Coatings” 
PIHMAN.RG. Louisiana Power & Light Co 83/01/11 3pp 31071 '046 31071-647. 


..8S08160152 Rev 2 to OA Instruction QAI 9, "Review 8 Handling of Const - testallation “6506160181 Rev 0 to QA Inatruotlon QAIRQS 48-2, "Documentation Stalusing Rovsew 

ndCOfdS , In^lritNinn ** 

Enserch Corp.). 83/04/20 7Spp 31072 155 • Ebasco Services, tnc. (subs of Ensorch Corp.). QAI 9A 82/11/19 7pp. 31072,325 

31072.231. ai07P.nai 


“8SQS1601S4 Rev 0 10 OA Instruction QAI 25, "QA Insliuotlon for Auditing at Waterford 
3." 

* Ebasco Services, Inc. (subs, of Enserch Corp). 63/08/22. lipp 31072232 
31072 242 

“8506150156 "Quality Survalllance Audit Rept of C-B," conducted on 730524.25 
ARMINGTON.T, LALLY.B, HENDERSON, A E Louisiana Power A Light Co. 03- 
A35.02 04 73/09/19. lipp 31070324 31070 334 

“8506,160168 Responds to 831104 request for comments on ubl 830929 Hr & repts re 
621 206 civil penalty A NRC inquiry team 330714 rept Addi insp effort & clarification 
raquir 9 d.Specilic assignment of insp responsibilities pendlngi 
COLLINS.JT. Region 4, Offico o( Director. 84/01/11 DEYOUNG.RC. Director’s 
Office, Olfice of InspeoHon and Enforcement 4pp. 31070 057-31070.060. 


“8606160182 Forwards draft summary ol elforfs on Task A.104, "Louisiana Power 4 
Light/C E QA Contract Dispute " Item 18 of Gambit 030404 roquosl vrill bo frvcludod 
when found Portions withhold (ref FOIA Exompllons 6 & 7) 

BELKE,8. NRC • No Dolailed Affiliation Qfvon. 84/04/06 PERANICH,M NRC - No 
Detailed Affiliation Given 11pp. 31070 081.31070.091 

“8506150183 Louisiana Power & Light Physical Vorilication Procoduro QP 10 1-04, 
"Pools & Llnors/Slnicfural Steel Erection " 

' Louisiana Power & Light Co, 83/01/11. 13pp. 31071 048.31071.080 

“8606160184 Rev 0 lo QA Insirucllon QAIRGS 48-1, "Oocumdnlallon SItilusing Rovww 
Insirucllon." 

• Ebasco Services, Inc. (subs, of Enserch Corp) QAI 9A. 82/11/05. I3cp 
31072332-31072344, 
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“850Bt5O1B5 Louisiana Power & Llghl Physical Verilicalion Procedure QP 191 D2, 
“Mechancial (C-E) ” 

• Louisiana Power & Lighl Co 03/01/11 15pp 31071 0B1-31071 075 

-850S1S0186 Rev 5 lo QAP-303-21, "Qualilication of Insp Porsonnet.” 

• Feglos Power Service Corp 79/0&/12 6pp 31060 266 3106B 271 

*-8506150187 Forwards proiBot identification summary sheets for FIN A 6610, '“Resotu 
lion of Waterford 3 QC Allegations," to transfer funds to FIN A-6B21, "Evaluation of 
Selected Open NRC Aclivtties at Waterford 3 Site Neoding Action ’’ 

EISENHUTb.G Division of Licensing FIN A 6819 84/05/12 PUNCHES, JL Planning 
& Program Analysis Staff 8pp 31067 340-31067 347 

“3506150188 Rev 2 to QA Instruction QAIRGS IIP, " Doc um entail on Slatusing Review 
Instruction " 

^ Ebasco Services, Inc (subs of Enserch Corp) QAI 9 A 83/02/17 39 pp 
31072 345 31073 021 


—3506150215 Rev 6 to OA Instruction QAIRGS 11-H, "Documentation Review Inslruc- 
fion " 

* Ebasco Services, Inc (subs ol Enserch Corp ) QAt 9 84/02/06 26pp 31073 190 


—8506150216 Henuests addi info re procurement ol technical assistance Details re 
consultant s pod aliiies, work areas, end products or intenm deliverables, anticipated 
number of work hours & NRC contacts al sites Response requested within 24 h 
BLAH A, J L Program Support & Analysis Staff 04/05/16 CRUTCHFIELD.O Division 
of Licensing 2pp 31066 017-31068 018 

"8506 1502 19 Forwards FEMA 840216 review of ulil emergency planning zone public 
inlo brochure, per ASLB 830526 partial initial decision AiJ recommended changes/ 
mods incorporated 

CASSfDY.B P Federal Emergency Manage moni Agency 84/03/08 TURK.SE Oflice 
of the Executive Legal Director 4pp 31068 051-31068 054 


--3506 150189 Rev 8 to QC Procedure MCP-2170, "Hydrostatic or Pneumatic Testing 
Procedure" 

' Mercury Co of Norwood, |nc 83/04/10 24pp 31071 076-31071 099 

-3506150190 Rev 0 to QA Instruction QAIRGS 11-P, "Documentation Slatusing Review 
Instruction " 

‘ Ebasco Services, Ino (subs of Enserch Corp) QAI OA 82/10/08, 25pp 
31073 022-31073 046 

-6506150191 Issue 12 to Procedure PR 10 0, "Traveler Sys " 

LAPORTE.WR, HONQUILLO.RM Gulf Engineering Co, Ino, 82/10/27 23pp 
31 068 272-31068 294 

—8508150192 Requests Increase in actual expense tor individuals participating ir> 
insps,lo accomodate increased molel rates duo to New Orleans World’s Fair 
CRUTCHFIELD.D NRC - No Delalled Affillalion Given 84/05/09, LAMASTRA.M, 
NRC - No Detailed Affiliation Given Ip 31067’348 3106? 348 

“8506150193 Rev 1 to QA Instruction QAIRGS 11-P. "Documentation Stalusing Review 
Instructfon " 

* Ebasco Services, Inc (subs of Enserch Corp) QAI 9A 82/11/05 20pp 
31073 047-31073 066 

• 8506150194 Rev 4 to QC Procedure MCP-2170, “Hydrostatic or Pneumatic Testing 
Procedure " 

* Mercury Co of Norwood, Inc 80/08/20, IBOpp 3 1071; 100-31 071 260 

- 850 61 501 95 Rev 14 to QA Plan ProjecI QA Administration 2,4, "Document Conlrol " 

* GEO Construction Testing 82/12/22 14pp, 31068 295-31068 307 

-6506150195 Forwards request for addi Into re QA for design & const, per review of 
FSAR Section 1 8 descriplion of QA program Meeting w/util requested 
IEDESCO,R L Atomic Energy Commission, DIrocTorale of Ucor>s[nfl 73/12/11 
DEYOUNG,R C Atomic Energy Commission • Deputy Director lor Reactor ProSoots 
lOpp 31067,349-31067 358 

• 8506150107 Rev 0 to QA Instruction QAIRGS 11-H, "Documonlatlon Stalusing Review 
Inslructlon " 

* Ebasco Services, Inc (subs of Enserch Corp) QAI 9A 82/09/21 13pp, 

31073 067-31073 079. 

“8506 160198 Rev 4 to N49720-SP664, "Procedure tor Handling of Nonconformances & 
Corroclive Action " 

* McrcuryCo of Norwood, Inc 83/06/21 20pp 01071'270-31071 209 

“0500160199 Rev H lo QA Plan Audit 5 1, "Internal Audits " 

' GEO Construction Testing 83/05/16 lOpp 31060 308-31068:317 

-8506150200 Rev 1 to QA Instruction QAtRQS 11-H, "Documenlalion Stalusing Review 
Inslruclion," 

* Ebasco Services, Inc (subs of Enserch Corp] QAI 9A 83/01/05 I2pp 

31073 080 31073.091 

-8606150201 Forwards request lor addI Info re QA program adequacy, per 731210 & 18 
discussions w/utll 

KNIEL.K Alomic Energy Commission, Dlreclorale of Licensing 73/12/20 
WYATT.JM Louisiana Power & Light Co Ip 31067,359-31067,359, 

“8506150202 Rev 5 to N49720-SP 667, "Procedure for Red Lining Drawings," 

* Mercury Co of Norwood, Inc 83/08/19 30pp 31071'290-31071:319 

“0506150203 Rev A lo QA Plan Pfojecl QA Administraiion 2,1. "Correspondence & 
Filing Sys" 

LAMBEHT.J GEO Construction Testing 81/09/30 6pp 31068 318-31068 322 

-8506150204 Rev J lo QA Plan Prolocl QA Administration 2,3, "Qualification & Certifj 
cation of NDE Personnel " 

* GEO Construction Testing, 83/10/27. 42pp 31068'323 31069.004 

“8506160205 Rev 2 to QA Instruction QAIRGS 11-H, "Documentation Stalusing Review 
Inslructlon " 

* Ebasco Services, Inc. (subs of Enserch Corp) QAI 9A, 83/01/25 12pp 
31073 092-31 073' 103. 

“8506150206 Rev C to QA Plan Organization 1.0, "Organization" 

* Peabody Tesling/X-Ray Engineering Co. 77/08/22. 6pp 31069:005-31069 011 

“8508150207 Rev 3 lo QA Instruction QAIRGS 11-H. “Documenfalion Stalusing Re^ew 
Instruction " 

‘ Ebasco Services, Ino (subs, of Enserch Corp). QAI 9A 83/03/22. 32pp 
31073-104-31073:135 


“8506150220 Conlirfns thal L Shao & J Slrosnder will continue to work full lima until 
licensing issue task completed Work complelion estEmalorf before mid June 1984 
MINOQUE.R B Office of Nuclear Regulatory Research, Director 84/85/16 
DENTON.H R Office of Nuclear Reactor Regulollon, Direclor Ip 31068 019 
31068 019 

“8506150224 Rev 6 to Site Insp & Teal Procedure W-STfP-7. "Insp of Coricrole Placing 
Curing.Fjnlshing & Repair " 

* J A Jones Construction Co 78/02/02 13pp. 3106B 055-31060 067 

“6506150225 Rev C to OA Plan Operations OC Procedure 4 7, "QC Records” Incom- 
plels Rev F to Procedure 4 5 end 

Peabody Tesling/X-Ray Engineering Co 78/04/20 1 1 pp 31068 020 31068 030 

“8506150226 Rev 1 to QA Inslructlon QAIRGS 15, "Documental Ion Stalusing Review 
Inslruclion " 

* Ebasco Services, !nc. (subs of Enserch Corp) QAI 9 83/06/25 34pp 31073 215- 
31073 247 

"8506160220 Rev 3 to Seclcon 18 ol OA assurance manual, "Audits " 

* Fischbach & Moore, Inc (subs of Fischbach Corp) 81/04/01 5pp 31073 246- 


“8506150230 Rev 3 to QC Procedure QCP-0018, "Nonconlormanco & Corrective 
Action " 

SPRtGGS,LC, HARRIS.K.H, SMITHWICK.D B&B Insulation Inc 02/07/01 8pp 
31068 031-31068 038 

-8506160233 Rev 2 to Section 16 of QA assurance manual, "Corrective Action " 

‘ Fischbach & Moore, Inc (suba of Fischbach Corp) 81/04/01 epp 31073 253- 
31073 258 

“8506160234 "Ebasco QA Manual, ASME Section Ill.Watorforcl SES Unit 3." 

‘ Ebasco Services, Inc (subs, of Enserch Corp). 83/06/14 34pp 31073 250- 
31073 292 

“8506150237 Rev 0 lo Plant Operating Manual ME-13-01D, "Malht Procedure Motor 
Bearing Re place nicnf & General Motor Repair 

* Louisiana Powers Lighl Co 82/07/10 47pp 31073-293-31073 338 

“8506150238 Rev 4 lo Site Insp & Test Procedure W-SITP-15. "Repair & Curing ol 
Concrete Repair for Placement 499SO2-10B " 

' J A Jones Construction Co 78/09/28, 35pp, 31068 068-31068,102 

“8506150240 Rev 4 to Special Process Procedure W-SP-4, "Welding Procedure Manual 
Shielded Melal Arc(SMAW) " 

‘ J A Jones ConsIrucliors Co, 70/06/01. flpp 31 060' 103-3 1068:110 

—6506 160243 Forwards std order lor DOE works, "Resoluiion of Waterford Units 3 QA " 
WILLIAMS, M Division Of Licensing. FIN A-6819 84/04/30. WAOE.TE Energy, Dept 
of, Idaho Operations Office. 14pp 3 1073’339-31 073:352 

-8506160245 Rev 0 lo Special Process Procedure W-SP-12. "Core Drilling of Groul 
Holes on Placement 19 ' 

' J A. Jones Consiruclion Co. 76/09/16. 35pp. 31068 111-31068 145 

—6508 150248 Rev 20 to Const Work Procedure W-WP-7, "Concrete Placing, Curing Fin- 
ishing & Repairs," 

* J,A Jones Construction Co. 78/07/18 20pp. 31068:146-31068 165. 

-8506160263 Rev 3 to Nuclear Project Operating Procedure POP-N-300, "Control of 
Engineering Documents " 

*J.A Jones Construction Co 78/03/17 13pp, 31066.166-31068 178 

•-B5061S02S4 Provides special Info re admillance of NRC & contract personnel to 
facility Insp scheduled from 840597 unlil further notice Personnel listed in end require 
unescorted & unrestricted access lo view newly installed ^s. 

COLLINS, JT, Region 4, Olllce ol Director. 84/05/02 LEDOICK.R.S. Louisiana Power 
& Light Co. 3pp. 31073:353-31073:355. 

“6606150256 Rev 1 lo Nuclear Proiect Operating Procedure POP N-300, "Conlrol ol 
Engineering Documents " 

' J A, Jones Conalruction Co, 76/02/02. 15pp. 31068:179-3 1060' 193. 

“85061 S026A Rev 6 to Nuclear Project Operating Procedure POP-N 300, "Control o( 
Engineering Documents.*' 

* J A. Jones Construction Co 80/05/22 16pp 31066.194-31068.209 


-8506150208 Rev 4 to QA Instruction QAIRGS 11-H, "Documentation Stalusing Review 


* Ebasco Services, Ino, (subs of Enserch Corp) QAI 9. 83/07/30 3lpp. 31073.136- 
31073:160 


“8506150210 Rev 6 (0 QA Instrucfion QAIRGS 11-H, "Documentation Review Instruc- 


* Ebasco Services, Inc (subs, of Enserch Corp.). QAI 8. 84/01/10. 23pp. 31073:167- 
31073,189. 


“8506160260 Marked up Draft 1 Of memo forwarding completed evaluation of Ebasco 
Svcs,lnc analysis of underalze wefds In highly stressed T-B piping using finite element 
approach. 

HQU.S, NRC - No Detailed Affiliation Given 04/04/27 PARANICH.M. NRC - No De- 
tailed Affiliation Given Spp. 31073-356 31073:360 

“6506160252 Rev 2 to Nuclear Project Oparaltng Procedure POP-N 301, "Const Engi- 
neering *' 

' J A Jones Construction Co, 76/06/25. 12pp 31068 210-31068:221, 
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•8506150264 Rev 1 to Nuclear Pfoiect Operating Procedure POP N-301, "Const Engi 
fieenna " 

•JA Jones Construction Co 76/02/02 10pp 31066 222-31068 231 


••85061 S0265 Confirms Amend 1 to Task Order 1 ol Contracl NRC 05 64-152, Techni 
cat Assistance lor Support ol Const Appraisal Team Insps," per Para meter, Inc B40330 
proposal,64O405 rev S 8404 1 1 telcon . 

MORTON,KV Technical Assistance Contracts Branch NRC0584-152 64/04/13 
LOFY,RA Parameter. Inc 3pp 31073361-31074 002 

■■8506150269 Rev 1 to Nuctear Project Operating Procedure POP N-505, "Qualification 
& Certification ol Personnel " 

‘JA Jones Construclion Co 76/01/26 27pp 3 1066 232-31068 258 


-8506150273 Marked-up request for svcs ol L Yang 
VOLLMER.D NRC ■ No Detailed Allillalion Given 
Detailed Alfilialion Given Ip 31074 003-31074 003 


& N Cfiokshi for wk of 840423 
84/04/12 KNIGHT,J NRC - No 


-8506150274 Rev 0 to Nuclear Project Operating Procedure POP-N-707, "Site Insp 


Test Procedures ” 

• J A Jones Construction Co 75/10/15. 7pp 


31068 259-31068 265 


& 


-8405240380 Forwards list of license conditions that should be included In license to 
ensure timely implementation of Generic Llr 63 28, "Required Actions Based on Ge. 

nerio Implications of Salem ATWS Events 

MIRAGLIA.FJ Assistant Director lor Safety Assessment GL-83-20 64/05/15 
NOVAK, TM Assistant Director lor Licensing 4pp 31068 002-31068 005 


-8405290316 Forwards invoice from Louisiana Power & Light for svcs extended to NRC 

appraisal team during 840401-30 

FLINCHES, JL Planning & Program Analysis Stall 84/05/17 HOGAN.TF Admtnislia 
live Contracts Branch 2pp 31068 006-31060 007 


-8406010396 Advises that completion of end unauthorized procurement form required 
before processing purchase order for equipment provided by utit 
FLINCHES, J L Planning & Program Analysis Staff 84/05/24 Oiv ol Rosource Man 
annmnni A Administration 3 dd 31067 307-31067 313 


•8406190634 Responds to 640530 memo re Integrated schedules for olght facIlihoslE 
Inpul to integrated schedules will be available by 640608 

DEYOUNG, RC Direclor’s Office, Oflice of Inspection and Enforcement 84/06/08 
DENTON, H.R Office ol Nuclear Reactor Regulation, Director Ip 31067 283 
31067 293 


-6506150277 Forwards project Idenlifiealton summary sheets for FIN A 6819 re /osolu 
lion of OC allegahons by IN EL Funding requested Urgency of woik clted,per EDO 

BSENHuf,D°6 Division of Licensing FIN A-6819 84/03/30 PUNCHES, J L Planning 
& Program Analysis Stalf 6pp 31074.004 31074 015 


•8406230500 Informs of action taken by Div ol Licensing lo provide technical assist 
a nee to comploto timely reviews of NRC open items (or plants Identified in 840525 
memo re near term OL activity 

EISENHUT.D G. Division of Licensing 84/06/18 VOLLMER,R H Division of Engineer 
ing 3pp 31067 296 31067.306 


-8606150200 Requests determination whether listed generic allegations involve Water 
ford or Comanche Peak applications & if any 10CFR21 actions applj/ 

STARK, fl Division of Licensing 84/03/19 GRACE,J.N Director's Office, Office of in- 
spection and Enforcement Ip 31074 016 31074 018 

■■8506 160282 Forwards std order for DOE work* "Resolution of Walerlord Unit 3 QA," 

iyiENHuf,DQ^Dw?slon ol Licensing FIN A-6B19 84/05/03 WADE,TE Energy, 
Dept, of, Idaho Operations Office 7pp 31074'017'31074 023. 

-6405240380 Forwards list ol license conditions that should be included In license lo 
ensure timely implementation of Generic Hr 83 26, "Required Actions Based on Ge- 
neric Implicallons of Salem ATWS Events ’’ , no/in 

MIRAGL!A,FJ Assistant Director for Safety Assessment GL 83-26 84/05/15 
NOVAK.TM. Assistant Director lor Licensing 4pp 31068 001-31068 005. 


"6506160078 Discusses telcon to Ebasco Svc,lnc QA engineer from individual claiming 
to be NRC investigator from Washington, OC Portions withheld (ref FOIA Exemptions 6 

mIiSTABLE.G L Region 4. Office of Director 86/03/01. HERR,R. Oflioo of Invesli 
gaDon. 2pp 31067 260-31 067 ’270 

“7610300213 FSAR has been reviewed & chapters 14(lnitlal Plant Tost Progs)& 
ces Prog) are accaplable lor docketing Questions far appileani ro 
of opori^S 14 are end 

of Project Management 78/10/19, BAER,R L Light Water Re- 
31067;360-31067'360. 


17(QuartorN Assuran 
chapters ISIconduct 
HAASS.W.P. Divislan 
actors Branch 2 3pp 


"8407300059 Forwards current status of Issues needing resolution prior to ticonsing do 
clslons covering FSAR review, basemal & insps 

DENTON,HR Office of Nuclear Reaclor Rogulation, Director 64/07/23 HAYES,BD 
Office of investigation 6pp 31067 314-3106/319 

-8406060362 Summary of 840710 meeting w/uliI.Ebasco & consulfanl at silo ro utl 

^ sod program (or NDE ol cracks in common (oundallon concrete basemal 

|,L Licensing Branch 3 84/07/26 Licensing Branch 3 3pp 31087 321 - 
31067.322 

-8508150057 Request for Procurement Action OIE 62 249,Mod I.Task Order GB.provId 
Ing addi effort for two QA consultants to define & resolve issues, to "General Insp Fro 
cadures Manual Chapter 2614 Review ol Waterford 3 QA Programs " 
aURDA.AJ, Program Support & Analysis Staff. NRC 05 62-249 54/05/25. 4Bp 
31067 255 31067.258 

-8606160059 Requests addI time for furlhor doflnltion & rosolullon of concerns oilsing 
from C Haughnw & M Good work on General Insp Procedures Manual Chapter 2514 
re readiness of QA operallonat program. 

CRUTCHFIELD,D Division of Licensing 04/06/26 DEYOUNG, RC Direclor’a QHko, 
Office ol Inspection and Enforoemont ip 31067'250-3t067'269 

-8506150065 Forwards evaluation of const dollclonclos ro undersized sockol wotdsin 
Schedule 80 piping Disposillon acceptable & adequate 
SHAO,LC, NRC - No Detailed Afliiration Given, 04/06/04 PERANIGH.M NRC - 
Detailed Affiliation Given 3pp, 3 1067'260-3 1067:262, 


-6006090659 "RequiremenSs (or Collection ,S1orage,and Mainlenance ol Quality Assur- 
ance Records for Nuctear Power Plants," revision ol ANSI N4S,2 9-1974 
* American Society of Mechanical Engineers 79/05/17 9pp Available at Standards- 
Setting Organizations 31068 010-31008,016 

-9309200143 Fonvards SSER Input re IDVP,in response to 830511 memo Work per- 
formed by Torroy Pines Technology provides addi assurance ol acceptability of design 
& const ol facility. . . . 

HAASS,W.P, QA Branch 83/07/19. NOVAK, T,M. Assistant Director (or Licensing 
4pp 31070 073 31070.076. 

-6403290337 Responds lo util 840218 llr re early Idenllficalion ol allogallons NRC will 
continue to apply resources lo followup issues lo minimize Impact on ulil personnel & 
schdduts 

DIRCKS,W.J. Office of the Executive Director for Operations 84/03/12, CAIN.J M. 
Louisiana Power* Light Co, 1p. 31070 079-31070.079 

-B4O40S00S1 Forwards outline of resources needed lo resolve Issues concerning (Ire 
|}rotecfion lnsp$,allegal(on resulting from const assessment * Inquiry team efforts by 

CffuT^WlELD.D. Operating Reactors Brarsch 6 84/03/21. EISENHUT.D Q Division 
of Lfeensing. 2pp 31070 077-31070.078 


-8405030142 Advises of issues currently under review wilhin NRR to support licensing 
of facility List of lssues,responslble review branch & comments for each Issue under 
review end SSER 8 Input required by 840507. 

NOVAK, T. Assistant Dfreclor for Licensing. 84/04/24. LAINAS.Q NRC - No Detailed 
Affiliation Given 2pp, 3106S049-31068,050. 


-B40S170369 Forwards requisition for costs Incurred from NRC task force effort NRR 
feels costs fustitied because of cost benefit advantage using util equipment & supplies 
has over contracting sve commercially. 

PUNCHES, J.L, Planning S Program Analysis Staff. 84/05/04, REBELLO.J, Adminisfra- 
live (^ntracts Branch 2pp. 31088.008 31068.009. 

-840S180070 Advises that addi editorial support required lor wks of 840514-18 * 21-25 
to complete work on allegations lo be Incorporated In SSER, 

CRUTCHFIELD, D, Division of Licensing, 84/05/08 SESAW.W, Oivtslon of Technical 
Information & Document Control 1 p 31068 039-31 068 039, 


-8405210473 Discusses status of FSAR wrapup.routlna Insp closeout, basemal motion 
before ASLAB & allegation investigation. FsAR Issues & hsps will not delay fuel load 
CRUTCHFIELD.D, NRC • No Deified Afliliallon Given 84/65/14, EISENHUT.D. Divi- 
sion ol Licensing 2pp. 31066.047 31088.046. 


-6405210543 Forwards revised project IdenttllcatlDn summary sheets for FIN A-6B19 re 
resoluUon of OA allegations,to Increase level of eltorl needed from contractor Addi 
funds requested. 

EISENHUT.D.G. Division of Licensing. FIN A-eei9. 84/06/11. PUNCHES,J.L. Planning 
& Program Analysis Staff, 7pp, 31068:040-31 068.048. 


-86061S0070 Summarizes Issues discussed at 840521 & 22 operallonat roadiness 
meetlngs,lncluding reactor trip breakera.Quxlllary toodwator lurblno ovorspeod prol'OC 
lion dovice.toxic gas Isolation ays, plant security & omomoncy shutdown panel 
ROOD,H. Licensmg Branch 3 84/06/05, EISENHUT.D.Q, Division of LIconaIng 4pp 
31067 263-31087.266 

-8506150076 Discusses allegation Involving Ebasco Svcs,lnc QA program. Nonconfor- 
mance ropis not wrllten/dlsposltloned Improperly. Problems w/corllllcallart of Morcuiy 
weldors & NDE personnel cited, Portions wllhhold (rof FOIA Exemptions 6 & 7), 
FLIPPO.T.A. Region 4, Ollice of Diroctor 06/03/01 CROSSMAN.WA. Ronlon 4, 
Office of Director 2pp. 31O07'207-31O67,268. 

-8508160078 Discusses telcon lo Ebasco SvoJno QA onninoor from Individual clolmna 
lo be NRC Investigator from Wo8hington,DC,Pof1lonB withheld (rof FOIA Exemplloris 6 
*7) 

CONSTABLE,Q L Region 4. Oflice of Diroctor, 85/03/01. HERfl.R. Oflico of Invesli 
gallon. 2pp 31067.269-31067.270, 

-8506150082 Rev 4 to Nuclear Project Operating Procoduro POP-N-173, "Use ol Ws 
creparscy Repts," 

* J.A, Jonaa Construction Co, 78/03/27 lOpp, 31060;012-3 10^0.021, 

j 

-8506150085 Rev 2 to Nuclear Project Operating Procoduro p6p-N-713, “Uso of Du 
crepancy Hepts." / 

* J,A. Jones Consiructlon Co 77/12/12, 9pp. 31009,022-31069 030 

/ 

-8506150067 Rev 4 lo Nuclear Projecl Operating Prococlurd POP-N-702, "Porsonnof 
Training, Qualillcallon & Cerllllcatlon," / 

* J A, Jonas Construction Co. 70/02/03, 7pp 3106G 031-31060 037, 

-8606150068 Forwards allegation ro Ebasco Svcs, Inc QA training. Allegation included In 
4-03-A-85 (older lor resoTullon Priotily aasignmont discussoo.Porfions withheld {«! 
FOIA Exempllona 0 & 7), 

CONSTABLE, Q,L Region 4, Office ol Director. 85/03/01 JOHNSON.E.H. Rogwxi 4, 
Olfice of Director. 3pp, 31067:271-31067:273. 

-8506150090 Rev 2 to QAP-103W3, "QA Procedure of Processing & Control of Non- 
conformances." 

* FIschbach & Moore, Inc. (subs, ol Fiscbbach Corp) 00/06/10. 36pp 0 1089 036- 
31069:073, 

-8506160092 Rev 0 to QA Procedure QAP-1O0W3, "Auditing " 

* FIschbach & Moore, Inc, (subs, of FIschbach Corp), 77/06/10. lipp 310690741 
31069.064. 

-5506160093 Rev A lo QC Procedure 17.3, "Relontion of QA Records " 

* Combustion Engineering, Ino, 74/12/04. Bpp, 31069:085-31069.094 
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>•8506150004 Discusses open NRG insp activities needing action before fuel load Status 
of work remaining for completion of General Insp Procedure Manual Chapters 2513 & 
2514 listed 

FUPPOJA NRC • No Detailed Affiliation Given 65/03/01 CONSTABLE.G L NRC - 
No Detailed Affiliation Given 6pp 31070 092-31070 097 

-6506 150095 Rev B to QC Procedure 17 3, "Retenlion of QA Records ” 

• Combustion Engineering, Inc 76/03/03 Opp 31069 095 31069 103 


-8506150127 Rev 11 to Welding Procedure Spec E WPS-E-N49720, "Manual Gas 
Tungsten Arc Welding ASME Section IX Group P-1 to P-1 Mstals,ThicknBss Range t/ 
1 6 Inch -0 072" 

'Mercury Co of Norwood, Inc 02/11/03 14pp 31072 066-31072 081 

-8506150128 Issue C to IP- 17, "Insp ol Insinuation of Fire Protaolion Sya " 

COVEY.M Ebasco Senricos, Inc ftubs ol Ensercb Corp ) 61/06/10 9pp 31072002 
31072 090. 


■6506 150096 Rev 3 to OC Procedure OOP 3050, "Qualification of Insp & Test Person- 
nel " 

• Mercury Co of Norwood, Inc 60/04/28 23pp 31071 320-31071 342 


-8506150129 Draft Issue E to ASP-lll-11, "Procedure for Insp " 

GETZLAFF.T Ebasco Services, Inc (subs ol Enserch Corp) 77/06/28 14pp 
31072 091-31072 108 


-8506150097 Discusses addi Info ro allegation Involving Ebasco Svcs,lnc QA review of 
Fischbach & Moore records for seismic support inslallatlons Interofc memo re Inter- 
pretation ol ANSI N45 2 6 end Portions withhold (rel FOIA Exemption 7) 

RIPPO.TA Region 4, Office of Director 85/03/01 CROSSMAN,WA Region 4. 
Office ol Director 2pp 31067 274-31067 275 

-5506150098 Transcript of 640615 meeting in Washington, DC ro near term OL status 
repi Pp 1-73 Supporting documentation end 
•Commissioners 84/06/15 lOIpp 31070 096-31070199 

-8506160099 Rev 1 to MTP-(71-2426)-13B, "Magnetic Particle Exam Procedure by 
Yoke Method ” 

• CBI Nuclear Co, 77/01/18 5pp 31069 104-31069 106 

-8506150100 Discusses allegation Involving Ebasco Svcs,lnc OA review of Fischback & 
Moore records for seismic support Installations Falsllied/allerod documontallon 
cited Portions withhold (ref FOIA Exemption 7) 

FLIPPO.TA Region 4, Olfico of Director 85/03/01 CROSSMAN, W A Region 4, 
Office ol Director 2pp 31067 276 31067.277 

-8506 1501 Of Rev 0 to Document W3-10, "Surface Preparation " 

SLINE,R Sllne Industrial Painters, !nc 01/03/17 3pp 31070 200-31070 202 

-8506150102 Rev D to Procedure 1, "Receiving, Unloading, Sorting & Storing Structural 
Steel.” 

• United Slates Steel Corp 78/01/24. Opp 31069 109-31069 116 

-8506160104 Rev 4 to QC Procoduro QCP 3050, "Qualilicatlon ol Insp Exam Tost Per- 
sonnel " 

DARBY, B K. Mercury Co ol Norwood, Inc 62/10/17 13pp 31071 343 31071 355. 

-3506160105 Rev C to TBP-36, "Hydrostatic Pneumatic Test Procoduro," 

QORE.JB Tompklns-Bockwilli, Inc 82/08/13 31pp 31069.117-31069,147 

“8506160106 Discusses new Allegations 4-84 A-51 & 4 84-A-52 resulting from inter- 
viaws w/allegers Convorsallon record end Portions withheld Jrol FOIA Exemption 7). 
CONSTABLE.G L Region 4. Office of Director 05/05/31 WESTERMAN.T Region 4, 
Office of Director 2pp. 31067.276-31067 270 

-6606160107 Roy 4 (o Document W3-6, "Insp" 

SLINE.R Sllne Industrial Painters, Inc 03/06/24 15pp 31070 203-31070;217 


”8508 IS0 130 Requests review w/ written assessment of end issues per H Rood & V 
Nerses silo visit prior to licensing decision W/o end 

EISENHUT.DG NRC - No Detailed Affiliation Given 84/06/11 NOVAK.T NRC -No 
Detailed Affiliation Given ip 31067 294-31067 294 

“8506150131 Rev W 6 to Welding Procedure WP 1 4, "Shielded Melal Arc Welding of 
Carbon Steel Malls w/BackIng Mat Is." 

‘ Tompkins-Beckwith, Inc 78/10/09 17pp 31069 233-31060 249 

-8506 150132 Rev 3 to Documenl W3 4. "Purchased Malls, Equipment & Sves " 

• Sllne Industrial Painters, Ino 84/03/08 16pp 31070 255 31070'270 

-8606150133 Responds to 840530 request lor designation of mgt contacts for lislod 
plants w/near-term licensing activity 

COL LINS, J T Region 4. Office of Director 84/06/14, DENTON .H R. Offico of Nuclear 
Reactor Regulation, Director Ip 31067 295 3f067 295 

“8B06160f34 T-B 60A-3 ROO Rev 0 to Test T-B 60A 3, "Hydrostatio/Pnoumaltc Tost 
Insiructlons Safety Injection " 

RILEY.JH Tompkins Beckwith, Inc 83/08/17 23pp 31069 250 31069 272 

—8506160135 Procedure Change Notice 1 to Rev 2 to OP 18 4, "Scheduling ol Site QA 
Audits" 

' Louisiana Power & Light Co. 83/02/08 Bpp 31072 105-31072 108 

-8608150136 Rev F loTBP-e, "Weld & Brazing Procedure Qualilicalion ” 
'Tompkins-Beckwith, Inc. 85/03/01 6pp 31069 273-31069 278. 

”8506150137 Rev 5 to Document W3 3, "Document Control & Records Turnover ” 

' Sllne Industrial Painters, Inc 84/03/14 19pp 31070 271-31070 289 

-B5D61S013B Rev C to T8P-4, "Indodflnalion.Tralnlng & Corlilication ol QA/QC Per- 
sonnel " 

• Tompkins-Beckwith, Inc 61/03/17. lapp. 31069,279 31069 320 

-6506150139 Rev 1 lo Document W3 0, "Qualiftcatlon ol Production Workers " 

• Stine Industrial Painters, Inc 84/03/09 Bpp 31070 200 31070 295 

-8606160141 Rev 1 to QA Insiruclion QAI 9, "Review & Handling of Const - Installation 
Records " 

‘ Ebasco Services, Inc {subs, of Enserch Corp.> 81/10/06 22pp 31072109 
31072 131. 


■8508 150109 Rev 1 lo QC Procedure QCP-3070, "Personnel indoctrlnalion & Training 
Procedure " 

QASHLIN.J. Mercury Co of Norwood, Inc 78/10/27, lOpp 31071,356 31072.003, 


-8506150142 Rev 0 lo Project Mgt Procedure PMP-314, "Nonseismic Over Saloty-Ro 
IbIbcI Arod Wdlkcfown " 

‘ Louisiana Power & Light Co 04/08/30 Gpp 31070.293 31070-304 


■B606160110 Rev L to T8P-35, "Preparation & control ol Process Piping Travelers" 
GORE.JB Tompkins Deckwilh, Inc 02/06/10 37pp 31089 148-31069.104 


•8608160111 Rev 1 lo Documont W3 9, "Housekeeping" 

SLINE.R Sllne Industrial Painters, Inc. 83/09/01, 6pp 31070 218-31070,223. 


>8506150112 Fonvards QA Program Insp flept 99900652/04 01 on 840305 09. Insp 
findings support allegations re Tack ol Hudson Products Corp QA organizational inde- 


pen den CO & Inadequate procurement controls 
toTAPOVS.U Vendor Program Branch 


04/05/26 WESTERMAN.T, F. Region 4, 
OfliCB of Olroolor, 2pp, 31067 280-31007 201. 

-BS06150114 Rev 4 to QC Procedure QCP-3070, "Personnel Indoctrination & Training 
Procedure " 

GASHLINiJ, Mercury Co ol Norwood, Inc. 00/05/09 30pp 31072 004-31 072;033. 


-8506160143 Rev W-9 to Welding Procedure WP 1,8, "Gas Tungsten Arc Welding 
(GTAW) '* 

‘ TompWns-BockwlIh, Inc 83/06/02 25pp, 31069,321>31069 347 

-8506150144 Rev 0 to QA Instruction QAI 9. "Review & HandIJng ol Const • Installation 
Records" 

* Ebasco Services. Inc, (subs. o( Enserch Corp) 79/10/20 0pp. 31072,f32> 
31072-142 


-8608150148 Rev 0 to Pfojoct Mgt Procedure PM P-31 3, "Evaluation ol Inslrument Air 
Piping/Tubing/Supporls PotenliaTlo Damage Safoty-Related Components." 

' Louisiana Power & Light Co 84/08/23. 1 1pp 3I070-303-31070.315 


■8608150147 "QA Manual" 

' Tompkins-Beckwith, Inc. 81/09/04 63pp. 31069 340-31070,002 


-•8506150116 Rev 2 to Document W3>2, "Preparation ol Procedures " 

SLINE.R Sllne Indusirial Painters, Inc 63/08/16. 8pp 31070 231-31070-231 

-8506150116 Rev W>5 to Weld Procedure WP 8 1, "Gas Tungsten Arc Welding 
(QTAW) & Shielded Metal Arc Welding (SMAW) ol Stainless Steel Mall," 

^ Tompkins-Beckwith, ino 78/12/27, 13pp, 31069;ie5-31069 197 

-8606150117 Responds to 840530 request ro mgt contacts lor Hated plants w/integrat- 
ed licensing 80hedules,por E Chrlslenbury 840530 lolcon w/Elsenbut, , . _ 

CUNNINQHAM,G.H. Office of the Executive Legal Director 84/06/07. DENTON, HR. 
Office of Nuclear Reactor Regulation, Director, Ip, 3 1067'292>3 1067.292. 

-8506160118 Rev 2 to Document W3>7, "Audit." „ . 

SLINE.R. Sline Industrial Palmers, Inc. 03/08/16 lipp, 31 070,232.3 1070;242, 

-6606160120 Rev F to TBP>17, "Design Changes & Field Revs." 

QORE,JB Tompklns-Beckwllh, Inc, 83/04/12, 14pp. 31069:190-31069 211 

-5506160121 Rev 8^ to N49720 SP666, "Const Procedure for Drilled-ln Expansion Type 

LUcIaNcIeP? Mercury Co, of Norwood, Inc. 63/02/24, 16pp 31072,034-31072.048. 

-8506150122 Rev 2 to Document W3-1, "QA/QC Personnel Qualifications & Func- 

*°SNrle Indusirial Painters, Ino 63/10/16, 12pp. 31070:243-31070 264. 

-8506150123 Rev B lo SI-66, "QA Records Review InsIrucHon (Piping)," 

* Tompkins-Bockwith.Inc 83/05/05.21pp,31069212-31069,232, 


.-6506160148 Rev 2 to QA InsIrucHon QAI 7, "QA Instruction for Survelliance & Correc- 
tive Action " 

* Ebasco Services, Inc (subs of Enserch Corp.) 84/02/21 f2pp 31072 143- 
31072-154 


“8506150149 Board Nollficallon 84-102 forwards G Lear B40427 memo re structural 
adequacy & safety evaluation ol basemal Rept released to allow applicant to consider 
monitoring surveilfance & lea ting programs proposed. W/o ends 
EISENHUT.OG Division of Licensing. 84/05/09 PALLADINO Commissioners 1p 
31067-320.31067:320, 


-6506160150 Rev 2 to OR 18 0, "Audits" Requirement Change Notice RGN 1 and 
* Louisiana Power & Light Co 76/10/16, 11pp 31070-316-31070 323 


■8506160151 Forwards three pages Involving Penetrations 30 & 65 from missing alfoga- 
Hon & addl const-related Info. 

CONSTABLE, Q.L Region 4, Office of Director, 83/10/19 CROSSMAN, W.A Region 
4, Office of Director. Bpp. 31070:049 31070,058 


-85061501 52 Rev 2 to OA Irrstructlon QAI 6, "Review & Handling of Const ■ Installation 
Records." 

' Ebasco Services, Inc. (subs, ol Enserch Corp). 83/04/20 78pp 31072 165- 
31072-231 


-8506150154 Rev 0 to QA Instruction QAI 2S, "QA Instruction lor Auditirvg at Waterford 
3 " 

‘ Ebasco Services, Ino, (subs ol Enserch Corp). B3/08/22. 11 pp 31072-232- 
31072-242, 


-8B061S0126 Rev 10 lo QCP-3110.4, "PIpe.Tubing & Support Insp Procedure." 
* Mercury Co ol Norwood, Inc 63/02/18, 19pp 31072-049-31072 067. 


-85061501 55 "Quality Surveillance Audit Rept of C-E," conducted on 730524-26 
ARMINQTON.T. Louisiana Power & Light Co, 73/09/19. 11pp. 31070.324-31070334 
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>•8506150156 Responds to 831104 reqjesl lor comments or> olil 830929 Hr A (epls te 
621206 Civil penalty & NflC inquiry team 630714 re pi Add) insp eHort & clanfication 
required Specific assignment ol insp responsibilities pending 

COLLINS, JT Region 4, Office of Dircclor 84/01/11 OEYOUNG.RC Directors 
Office, Office ol Inspection and Enlorcemenl 4pp 31070057-31070 060 


-8506150157 Rov 4 to QA Instruction OA) 23, “Review of Ebasco Const Quality 
Records " 

' Ebasco Services, Inc (subs of Enserch Corp) 84/02/29 30pp 31072 243 
31072 272 


-8500150158 Discusses completion ol outstanding NRC regulatory actions tor Prodipf 
licensing decisions D Eisentrul assigned lead responsibility (or coordinating NRR.IE & 

DH?CKS.W J OKice of the Executive Director for Operations 84/03/12 COLLtNS.JT, 
Region 4, Office of Director 3pp 31067 323-31067 325 

-8506150160 Rev 0 to Procedure QP 19 1, “Task Force Installation Verification “ 
BENNETT, RG Louisiana Power A Light Co 83/01/11 3pp 31070 335 31070 337 

-65D6160161 Summary of 840126 meelmg w/fleglon )V re allegations Recommends 
NRC idonlify addi resources to assist Region IV & 0(c ol I n vest i gallons m addressing 
aHfloatrons 

EDISON, G Division ol Licensing 84/01/25 EISENHliT.DQ Division of Licensing Ip 
31070 061 31070 061 


-8506160163 "Task Force Aclion Plan & Procedures lor Installalion Venlicallon " 
• Louisiana Power & Light Co 63/01/07 7pp 3107033B-31070 343 


-8506150164 Rev 4 to OA Instruction OAI 15, “Quality Surveillance of Site Contrac- 


* Ebasco Services, Inc (subs el Enserch Corp ) 83/05/05 t3pp 31072 273- 
31072 285 


-8506150165 Conlidonlial draft "Louisiana Power & Light • Walefford 3, Const Monilor- 


-8506150183 Louisiana Power a Light Physical Verilicalion Procedure QP 19 1D4, 
“Pools & Line/s/Struolurat Sleet Eiechon " 

• Louisiana Power a Light Co 83/01/11 13pp 31071 048 31071 060 

-8506150184 Rev 0 lo QA Instruction QAIRGS 40 1. “Documentation Sta fusing Review 
Instruction ’’ 

• Ebasco Services, Inc (subs ol Enserch Corp) QAI gA 82/11/05 I3pp 
31072 332-31072 344 


-8506150185 Louisiana Power a Light Physical Verification Procedure OP 19 I -02, 
“Mechancial (C E) " 

'Louisiana Power a Light Co 83/01/11 15pp 31071 061-31071075 


-6506150186 Rev 5 to QAP-303-21, "Qualification ol Insp Personnel " 

• FcglBS Power Service Corp 79/09/12 epp 31068266-31068271 

”8506160187 Forwards project identification summary sheets for FIN A 6819. “Resoilj 
lion of Waterford 3 QC Allegations," to transfer funds to FIN A 6621, “Evalualpon cl 
Selected Open NRC Activitias at Walorlord 3 Site Needing Action " 

EISENKUTO.G Division of Licensing FIN A 6821 04/05/12 PUNCHES, J L Plantiina 
a Program Analysis Staff 8pp 31067 340-31067 347 


-8506150188 Rev 2 to QA Instruction OAIRQS 11-P. "Documentation Slalusing Review 
Instruction " 

■ Ebasco Services, Inc (subs ol Enserch Corp) QAI 9A 03/02/17 35pp 
31072 34 5 31073 021 


”8506150189 Rev 8 to QC Procedure MCP-2170, “Hydrostatic or Pneumatic Tesing 
Procedure " 

■ Mercury Co of Norwood, Inc 03/04/10 24pp 31071 076-31071 099 

-85061S0190 Rev 0 to QA Inslruction QAIRGS 11 P, "Documontallon Slatusing Review 
Instruction " 

’ Ebasco Services, Inc (subs ol Enserch Corp) QAI OA 82/10/08 25pp 
31073022-31073 046 


* Management Analysis Co 70/07/31 1 1pp 31070 062-31070 072 

”8508150168 Discusses technical assistance fund needed by Region IV to replece 
funds expended for Waterford 3 to supporl higher than expected level of contractor 
effort Funds required by 640601 for FIN A 6701 at Wolf Creek 1 
DENISE.R P Region 4, Oflice of Director FIN A 6701 04/05/17, CRUTCH FIE LD,D 
NRC - No DeialiBcf Altiliation Given Ip 31067 326-31067,326 


— asOeiSOIOI issue 12 to Procedure PR 10 0, "Traveler Sys " 

LAPORTE.W R Gulf Engineering Co , Inc 82/10/27 23pp 31 068 272-31060 294 

-8Sas1501S2 Requests increase in actual expense lor Individuals participating in 
(nsps,to accomodate increased motel rales due lo New Orleans World's Fair. 
CRUTCHFIELD.D NRC - No Detailed Affiliation Given 84/05/00 LAMASTRA.M 
NRC • No Detailed Alitliallon Given Ip 31067 346-31067 348 


--8506150167 Rev 2 to QA Instruction QAI IS, "Quality 
tors" 


‘ Ebasco Soivices, Inc (subs ol Ensarch Corp ) 
31072 301 


Surveillance of Site Contrac- 
82/08/24 16pp 31072 266 


>8508160193 Rev 1 to QA Instruction QAIRGS 11-P, "Documentation Stalusing Rovi&rf 
Instruction " 

‘ Ebasco Services, Inc (subs of Enserch Corp) QAt 9A, 82/f1/0S 20po 
31073 047-31073 066 


”6506150169 Rev 3 toQP 183, "Conduct ol OA Const Site Audits " 

• Louisiana Power & Light Co 76/02/00 24pp 31070 344-31071 009 


“8508150170 Rov 0 lo OA Instrudlon QAI 15, "Quality Surveillshca of Site Conlrftc- 


* Ebasco Services, Inc (subs of Enserch Corp), 82/07/26, 16pp 31072302 
31072 317. 


>8506150171 Responds to 841005 request lor alt agency records used on Waterford 
lssuos/allegallon5,Civil5liuctural loam records contained In util hies In util trailer 
onsite, arranged by allegalion number Ex cep I Ions re A-109 & 14t listed In end 
SHEWMAKER.R E, Region 4, Ollice ol Director. 84/10/16 CRUTCHFIELD.D, Region 
4, Olfice of Director 2pp 31067,327-31067.328 


-6606150173 Recommends allogalion re falsified Ebasco Svcs.Inc employee resume be 
closod,ResumB did not show discrepancios Employee successfully completed Ebasco 
training Portion withheld (rel FOIA Exemptions 6 & 7) 

FLIPPO.TA Region 4, Olfice of Director 63/07/27. CRQSSMAN.WA Region 4, 
Olhce of Director Ip. 31067329 31067,320 


-6500160174 Louisiana Power 4 Light Physical Verilicalion Procedure QP 19 1-D1 
"Electrical " 


BENNETT, RG Louisiana Power & Light Co. B3/01/11. 2app 31071:010 31071,031, 


'8508150175 Louisiana Power & Ugtit Documantellon Review Procedure OP 19,1 D5 
“NDETestlrig.” 

* Louisiana Power & Light Co. 63701/11. 13pp 31071,032-31071:044, 


”8506150176 Requests util be contacted lor addI Info re Allegation A-296 concerning 
unverified Insp ol shop welds In ASME Class 1 & 2 piping sys Installed by Thompkins 
& Beckwilh dunng hyoro tests Portions withhold (rol FOtA Exemption 7) 

SHAO.L Region 4, Olfice ol Director. 84/05/15 CRUTCH FIELD, D. Region 4. Qllfca 
of Director lOpp 31 067,33 0-3 1067' 339, 

-8506150177 Summarizes 840316 nieeting w/Olc of Investigallons.lE.OELD, NRR at 
Region IV to discuss resources lor resolution of open Issues Extra resources needed 
lor routine lire protection insps Portions withheld (rel FOIA Exemption 7). 
CRUTCHFIELD, D NRC - No Detailed Afliliation Given 84/03/19 EISENHUT.D.G 
NRC - No Detailed Allillallon Grven Ip 31070 080-31070.080 


”8506160178 Rev 1 to QA Instruction QAI 14, "Training 4 QuallUcallon Requirements 
lor OA Records Personnel " 

‘ Ebasco Services, Inc. (subs ol Enserch Corp). 03708/01. 7pp. 31072 318 
31072.324. 


--06O016O1SO Louisiana Power 4 Light Verification Procedure QP 19 1-D3 2, ’'Coatings.'’ 
PinMAN,fl G Louisiana Power 4 light Co, 83/01/1 1, 3pp 31071,645 31071:047, 

”8506150181 Rev 0 to OA Instruction QAIRGS 40 2, "Oocumenlellon Stalusing Review 
Instruction ” 

* Ebasco Services, Inc. (subs of Ensarch Corp ) QAI 9A 62/11/19. 7pp. 31072325- 
31072:331. 


”8509160162 Forwards draft summary of elforts on Task A-104, "Louisiana Power 4 
Llght/0£ QA Contract Dispute” Hem 18 ol Gambit 630404 request will be included 
whan lound .Portion 5 withheld (rel FOIA Exemptions 6 4 7). 

BELKE.B NRC • No Detailed Allillallon Given 84/04/06, PERANICH.M. NRC - No 
Detailed Ainilatlon Given 11pp. 31 070.061-31 070’091, 


-8506150194 Rov 4 lo QC Procedure MCP-2170, "Hydrostatic or PnoumatJc Testinj 
Procedure ” 

* Mercury Co ol Norwood, Inc 80/08/20 180pp 31071 100 31071 269 

-8500160195 Rev 14 lo QA Plan Project QA Administration 2 4, "Document Control” 

* GEO Construction Testing 62/12/22 14pp 31068 296 31068 307, 

-SSOSISOloe Forwards request lor addi Into re QA lor design 4 consl,por review ol 
FSAR Section 1 8 doscrlpllon of QA program Meelinn w/ulil roquostod 
IEDESCO.RL Atomic Energy Commfeslon, DIrecToralo of Licensing 73/12/11' 
DEYOUNG, R C Atomic Energy Commission - Deputy Director (or Reactor Pfo|cctJ 
lOpp 31967 349 31067 35B 

-6506150197 Rev 0 lo QA Instrudlon QAIRGS 1 1-H, "Documentation Stalusing Review 
Instruction " 

* Ebasco Services, Inc (subs ol Enserch Corp). QAI OA 62/09/21. 13pp 
31073 067-31073 070 

-6500160198 Rev 4 to N4g720-SP6e4, "Procedure lor Handling ol Nonconlormancosi 
Correcliva Action " 

* Marcury Co ol Norwood, Inc 63/06/21 20pp 31071*270 31071 200 

-6506150199 Rev H to QA Plan Audit 6,1, "Inlernal Audits " 

* GEO Conslrecllon Testing. 03/05/16, lOpp 31068 308-3106a'317 

”6506160290 Rev 1 to QA Instruction QAIRGS 11-H, "Documontallon Stalusing Review 
Inslruclloft " 

' Ebasco Services, Inc (subs, of Enserch Corp.). OAI OA. 63/01/05. f2(ip 
31073,080 31073 091 

-6606150291 Forwards request lor addi info re QA program DdQquacy.pGr 731210 4 15 
discussions w/util. 

KNIEL.K, Atoitiio Energy Commission, Dlreoloroto of LIconsIng 73/12/20 
WYATT, J,M, Louisiana Power 4 Light Co 1p, 31087,350-31067.350 

”8506166202 Rev 5 to N49720 SP 667, "Procedure lor Retl-Uning Drawings.” 

* MOfCUiy Co, ol Norwood, Inc 83/06/10 30pp. 31071:200-31 071*319, 

”8606160293 Rev A to QA Plan Project QA Admlnlslrallon 2.1, '"Coriespondaijco S 
Filing Sya " 

LAMbERT,J. geo ConslfUCtlon Testing 61/09/30, 6pp 31 068*31 8.31008.322. 

”8506150204 Rev J to QA Plan Project QA Administration 2 3, "Qualdicalion 4 CoitS- 
cation ol NOE Personnel," 

‘ GEO Conalruclion Testing 83/10/27 42pp 31060 323-31069,004. 

”8506150205 Rev 2 lo QA Instrucllon QAIRGS 11-H, "Documenlallon Slalusing Review 
Inslruction," 

* Ebasco Services, Inc (subs, ol Enserch Corp). QAI 9A 63/01/25. \2po, 
31073 092-31073 103 

”8506150206 Rav C lo QA Plan Organizatlonn 1.0, "Organization," 

* Peabody Tesling/X-Ray Englneenng Co. 77/08/22. epp. 31069 006 31069.011 

-8596150207 Rav 3 to QA Instruction QAIRGS 1 1-H, "Documanlatlon Slalusing Havlew 
In struct Ion.” 

* Ebasco Services, Inc. (subs of Enserch Corp). QAI 9A. 83/03/22. 32pp 
31073:104-31073:135. 
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•-.8506150208 Rev 4 to QA Instruction QAIR6S ll-H, ’'Documentation Stalusing Review 
Instruction ” 

• Ebasco Services, Inc (subs ol Ensorch Corn ) QAI 9 83/07/30 31od 31073 136- 
31073 166 

—6S081 50210 Rev 5 to QA Instruction OAIRGS 11-H, "Documentation Review Instruc- 
tion 

• Ebasco Services, Inc (subs of Enserch Corn ) QAI 9 84/01/10 23 od 31073 167- 
31073109 

—8606150215 Rev 6 to QA Instruction QAIRGS ll-H, "Documentation Review Instruc 
lion “ 

• Ebasco Sen/icas, Inc (subs of Enserch Corn ) QAI 0 64/02/06 25pp 31073190 
31073 214 


-8506150262 Rev 2 to Nuclear Projact Operating Procedure POP-N 301, "Const Engi- 
neering 

•JA Jones Construction Co 76/06/25 12pp 31068 210 310G6 221 

-8506150264 Rev 1 to Nuclear Proieot Oporaltng Procedure POP-N-301. "Const Engi 
n Bering " 

• J A Jones Construction Co 76/02/02 lOpp 31068 222 31060 231 

“8506150265 Confirms Amend 1 to Task Order 1 of Contract NRC 05 84-152, "Teohni 
cal Assistance lor Support ol Const Appraisal Team Insps," per Parameter, Inc 840330 
proposal, 640405 rev & 640411 lefcon 

MORTON,KV. Technical Assistance Contracts Branch NRC OS 84-152 84/04/13 
l-AFTiR A Parameter, Inc 3pp 31073 361-31074 001 


- 8506150216 Requests addl Info re procurement of technical assistance. Details re 
consultant sped allties, work areas,end products or interim dolivorables.anticlpated 
number of work hours & NRC contact at sites Response requested within 24 h 
BLAHA,J L Program Support & Analysis Staff 64/05/10 CRUTCHFIELD.D Division 
of Licensing 2pp 31068 017-31060 016 

—8505150219 Forwards FEMA 840216 review of util emergency planning 2ono public 
Into brochure, per ASLB 630526 partial initial decision All recommended changes/ 
mods Incorporated 

CASSIDY,B P Federal Emergency Management Agency 84/03/08 TURK,S E. Office 
of the Executive Legal Director. 4pp, 31 066 051-31068 054 

—8506150220 Confirms that L Shao & J Strosnlder will continue to work lull time until 
licensing issue task completed Work completion estimated before mid June 1064 
WINOGUE,RB Office ol Nuclear Regulatory Research, Director 84/05/16 
DENTON, MR Office of Nuclear Reactor Regulation, Director 1p 31068 019- 
31068 019 

-8506150224 Rev 6 to Site Insp & Test Procedure W-STIP-7, "Insp o( Concrete Placing 
Curlng,Fin)shing & Repair " 

* JA Jones Construction Co. 78/02/02 13pp 31068 055-31068 067 

• 8506150225 Rev C to QA Plan Operations QC Procedure 4 7, ”QC Records” Incom- 
plBle Rev F lo Procedure 4 5 enci 

‘ Peabody Tos1ing/X-Ray Enginooring Co 70/04/20 lipp 31068 020 31068 030 

-8506160226 Rev 1 lo QA Instruction QAIRGS 15, "Documentation Stalusing Review 
Instruction, " 

Ebasco Services, Inc (subs of Ensorch Corp ) QAI 9 83/06/25 34pp 31073 215 
31073 247. 

-8505150229 Rev 3 to Socllon 18 of QA assurance manual, "Audits ” 

’ Flschbach & Moore, Inc (subs of Fischbach Corp) 81/04/01 5pp 31073 240 
31073,252 

• 8505160230 Rcv 3 to QC Procedure QCP-0018, "Nonconformance & Correclivo 
Action " 

SPRIGGS, LC B&B Insulation Inc 82/07/01 Opp 31060 031.31060,038 

-8506150233 Rev 2 to Section 16 of QA assurance mqnual, "Corrective Action ” 

* Flschbach & Moore, Inc (subs ol Fischbach Corp) 81/04/01. 6pp. 31073 263- 
31073 258 

-8506150234 "Ebasco QA Manual,ASME Section III, Waterford SES Unit 3 " 

* Ebasco Servicos, Inc (subs ol Enserch Corp) 83/06/14 34pp 31073 269- 
31073 202 


-8506150269 Rev 1 to Nuclear Projecl Operating Procedure POP-N 505, "Qualification 
& Certilicatlon of Personnel " 

• JA Jones Construction Co 76/01/28 27pp 31060 232 31068 250 

“8506150273 Marked-up request for sves of L Yang & N Chokahi (or wk of 840423 
VOLLMER.D NRC - No Delallotl Affiliation Given 64/04/12 KNIGHT,J NRC - No 
Detailed Affiliation Given 1 p 31074 003-31074 003 

“8508150274 Rev 0 to Nuclear Project Operating Procedure POP-N 707, "Site (nsp & 
Test Procedures" 

* JA Jones Construction Co 76/10/15 7pp 31068 259-31068 265 

“8506150277 Forwards project idonlification summary sheets for FIN A-6B19 ro resofu 
tion of OC allegations by INEL Funding requested Urgency of work cited, per EDO 
840312 memo 

EISENHUT.D.G Division of Licensing FiNA-6819 84/03/30 PUNCHES, JL Planning 
& Program Analysis Stalf 6pp 31074 004 31074 015 

--8S061 50280 Requests datorminalion whether listed generic allegations involve Water- 
ford or Comanche Peak applloalfons & if any 10CFR21 actions apply 
STARK.R. Division of Licensing 84/03/19 GRACE.J N Director's Office, Office ol In- 
spection and Enlorcemenl Ip 31074 016-31074 016 

-8506150282 Forwards std order for DOE work "Resolution ol Waterford Unit 3 QA," 
approved as modified 

EfSENHUT.DG Division of Licensing FIN A 6019 84/05/03 WADE.TE Energy, 
Dept of, Idaho Operations Office 226pp 31074 017-31074 023. 

-•7010300213 FSAR has been reviewed & chapters 14(1nltial Plant Test ProgsJS 
1 7(Ouarterly Assurances Prog) are acceptable for docketing Questions for applicant re 
chapters 13(conduct ol opers}& 14 are end 

HAASS.WP Division of Projecl WanagomenI 78/10/19 BAER.RL Light Water Re- 
actors Branch 2 3pp, 31067 360 31067.360 

“8006090659 "Requirements for Collection,Storage,and Malnlonanca of Quality Assur- 
ance Records lor Nuclear Power Plants," revision ol ANSI N45,2.9 1974 
‘ American Society of Mechanical Engineers 79/05/17 9pp Available at Standards- 
Setling Organizations 31068010 3106^8:016 

"8309200143 Forwards SSER Input ro IDVP.In response to 830511 memo Work per- 
formed by Torroy Pinos Technology provides acfcll assurance of acceptabilily of design 
& const of facility 

HAASS.WP QA Branch 83/07/19 NOVAK, T.M Aseistant Director for Licensing 
4pp 31070 073-31070 070 


-8506150237 Rev 0 lo Plant Operating Manual ME-13 019, "Maint Proceduro Motor 
Bearing Replacement & General Motor Repair ” 

‘ Louisiana Power & Light Co. 82/07/19 47pp 31073 293-31073:338, 

-86081 50238 Rev 4 lo Silo Insp & Tost Procedure W-SITP-16, "Repair & Curing ol 
Cencrelo Repair for Placement 490S02-10B.’' 

' J A Jones Construction Co 76/08/26, 35pp 31060 068-31068102 

-8506160240 Rev 4 to Special Process Procedure W-SP-4, "Welding Procedure-Manual 
Shielded Melal-Arc(SMAW) " 

*JA Jones Consirucllon Co 79/06/01 Opp 31O0O,1O3-31O6O.11O 


“8403290337 Responds to ulil 840216 Ur ro early Identification oi allegations NRC will 
continue to apply resources to followup Issuos to minimize Impact on util personnel 6 
schedule 

DIRCKS,W.J, Office of the Executive Director for Operations 84/03/12. CAIN.J.M 
Louisiana Power & Light Co Ip 31070 07e-31070’079 

“8404050051 Forwards outline of resources needed to resolve Issues concerning lire 
protection lnsps,allegollcn resulting from const assessment & Inquiry team oltorls by 
late Apr 

CRUTCHFIELD.D Operating Reactors Branch S 84/03/21. EISENHUT.D.G, Division 
of Licensing 2pp 31070.077-31070 078 


■8506160243 Forwards std order tor DOE works, "Resolution ol Waterlord Units 3 QA " 
WILLIAMS, M Division of Licensing, FIN A 6810, 84/04/30 WAOE.T.E. Energy, DepI 
of, Idaho Operations Office 14pp 31073 339-31073 352, 

•8506160245 Rev 0 lo Special Process Procedure W-SP-12, "Core Drilling of Grout 
Holes on Placement 19 " 

•JA Jones Construction Co 78/09/16 36pp. 31060:111-31068 145 


•8506160248 Rev 20 to Const Work Procedure W-WP*?, "Concrete Placing, Coring Fin- 
ishing & Repairs " 

* j A. Jones Consiruotlon Co 78/07/18 20pp. 31 068'1 46 31088:165, 


•8506150253 Rev 3 to Nuclear Project Operating Procedure POP-N-30O, "Control ol 
Engineering Documents " 

• J A Jones Consirucllon Co. 78/03/17 13pp. 3 1060' 166 31068.176, 


-8508150254 Provides special Info re admittance of NRC & contract personnel to 
facifily.lnsp scheduled from B40607 until further nolice.Peraonnel listed In end require 
unescorted 4 unrestricted access lo view newly Installed sya 
COLLINS,J,T Region 4, Office of Director. 84/05/02 LEtJDICK.RS Louisiana Power 
a Light Co 3pp 31073 353-3 1073'366. 

•6506150266 Rev 1 lo Nuclear Project Operating Procedure POP N 300, "Control ol 
Engineering Documents " 

• jTa Jones Construction Co, 76/02/02, 16pp. 31068 179-31068 193 

•8506150258 Rev 6 to Nuclear Project Operating Procedure POP-N 300, "Control of 
Engineering Documents " 

* JA Jones Construction Co. 80/06/22, 16pp, 31068'194-31060'209 


“8405030142 Advises of Issues cuiranlly under review within NRR to support licensing 
of facility List of Issuos, responsible raWew brancli & comments for each Issue under 
review end. SSER 6 Input required by 840507 

NOVAK, T Assistani Director for Licensing, 84/04/24 LAINAS.Q , MIRAQLIA.F., 
NOVAK, T NRC -No Detailed Afllllatlon Given 2pp 31068 049 31068.050, 

“84051 70369 Forwards requisition for cosis irjcurred tram NRC task force effort NRR 
feels costs justified because of cost bertolJI advantage using util equipment & supplies 
has over contracting sve commercially. 

FUNCHES,J,L Planning & Program Analysis Staff, 84/05/04 REBELLO,J, Admlnlstra- 
tive Conlracls Branch. 2pp, 31068.000 31068 009. 

“6406180070 Advises that addl editorial support required (or wks of 840514-18 & 21-25 
to comolele work on allegations lo be Incorporated In SSER 
CRUTCHFIELD.D Division of Licensing, 84/05/08 BESAW.W. Division of Technical 
Informations Document Control. Ip 31068 039-31 060’O30. 

“8405210473 Discusses status of FSAR wr a pup, routine Insp closeout, basemat motion 
before ASLAB & allegation Invest [gallon FsAR Issues & Insps will not delay fuel load. 
CRUTCHFIELD.D. NRC - No Detailed Alfilialion Given, 84/06/14 EISENHUT.D Divi- 
sion of Licensing 2pp 31066 04 7-3 1068'04a 

“8405210543 Forwards revised project Identification summary sheets (or FIN A 6819 re 
resolution of QA allegations, to Increase lavel ol eflort needed from contractor Addl 
funds requested 

EISENHUT.DQ, Division of Licensing FIN A 6819, 04/05/11. FUNCHES.J.L Planning 
4 Program Analysis Slaff 7pp 31068.040-31068'046. 


-8506150260 Marked-up Dralt 1 of memo forwarding completed evaluation of Ebasco 
Svca.lnc analysis of undersize welds In highly stressed T-B piping using Unite element 

NRC - No Oelallod Aimiation Given, 04/04/27 PARANICH.M, NRC • No De- 
tailed Afllllatlon Given 6pp, 31073:356-31073.360 


“8405240380 Forwards Hal of license conditions that should be Included In license lo 
ensure timely implementation ol Generic Ltr 83-28, "Required Actions Based on Ge- 
neric Implications of Salem ATWS Events " 

MIRAQLIA.F J Assistani DIractor for Safety Assessment GL-03-20. 84/05/15. 
NOVAK, T M Assistant Director for Licensing 4pp. 31 068.001 -31 068-005 
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"8405290316 Forwards invoice from Louisiana Power & Li^ght (ov svcs exiended 1o NRC 
appraisal team during 840401-30 

PUNCHES, JL Planninn&ProgfamAnalysisSlafl 84/05/17 HOGAN.TF Adminislra- 
live Contracts Branch 2pp 3106800631068007. 

"6406010396 Advises that completion of one I unauthorized procuromoni form required 
before processing purchase order for equipment provided by util 
PUNCH ES.JL Planning & Progrann Analysis Staff 84/05/24 Div of Resource Man- 
agement & Administration 3pp 31067.307-3I067 313 

"8406190634 Responds to 840530 memo re integrated schedules lor eight facilities IE 
input to Integrated schedules will be available by 640606 

DEYOUNG.RC Director’s Ofhee, Office of Inspection and Enlorcemenl 84/06/08 
DENTON, HR Office of Nuclear Reactor Regulation, Director Ip 31087 803- 
31067 293 

“840623OS0O Informs of action taken by Div of Licensing 1o provide technical assist- 
ance to complete timety reviews of NRC open items for plants identified in 840525 
memo re near-term OL activity 

EISENHUT,DQ Division of Licensing 84/06/16 VOLLWEfl,fl H Division of Engineer- 
ing SP£IS,TP, MULLER, DR Division of Systems Integration (post 81t005j 3pp 
31067 296-31067 306 

"8407300059 Forwards current status of issues needing resolution pnor to licensing de- 
cisions covering FSAR review, basemal & maps 

DENTON, H R Office of Nuclear fleaefor Regulallon, Director 64/07/23 HAYES,B B 
Office of Investigation 6pp 31067'314-31067 319 

"84Q8060362 Summary of 840710 meeting w/utif,Ebasco & consultant at site re util 
proposed program lor NDE of cracks in common foundation concrolo basamat 
LA20,L Ueensing Branch 3 64/07/26. Licensing Branch 3 3pp 31067 321- 
31067 322 

"8506150057 Request for Procurement Action OIE 62-249, Mod I.Task Order 66,provid- 
Ing addi effort for Iwo OA consultants to define A resolve Issues, lo "General Insp Pro- 
cedures Manual Chapter 2514 Review of Waterford 3 QA Programs.” 

BUROA.A J. Program Support & Analysis Stall NRC-OS 62 249 84/05/25 4pp 
31067 255 31067:258 

"8506150059 Requests addI lime for further definition A resolution of concerns arising 
from C Haughn^ & M Good work on General Insp Procedures Manual Ch8pler2514 
re readiness of OA operational program 

CRUTCHFIELD, D Division of Licensing 84/05/25 DEYOUNG, R C. DFrcclor’s Office, 
Office of Inspection and Enforcomenf 1p. 31087 259 31067 259 

-8506150066 Forwards evaluallon of const deficfenclea re underarzed socket wolds In 
Schedule 80 piping Disposition acceptable & adequate 

SHAO.L C, NRC - No Detailed Atfitialion Given 84/08/04 PERANICH,W NRC - No 
Detailed Affiliation Given 3pp 31067,260-31067 262. 

"8506150070 Summarizes Issues discussed at 840521 A 22 operational readiness 
meetings, Including reactor trip breakers.auxilJary feedwater turbine overspeed prolac- 
Hon device,toxlc g^as isolation sys,planl secun^ A emergency shutdown panel. 

ROOO.H , NERSES.V Licensing Branch 3, 64/06/05 EISENHUT.D G Division ol U 
censing. 4pp 31067 263-31067 266 

"8506160078 Discusses allegation Involving Ebasco Svca,(nc OA program Nonconfor- 
mance repis not writlen/dlsposJtioned Improperly Problems w/corillicatlon of Mercury 
weldors A NOE personnel cilcd.Portions withheld (ref FOIA Exemptions 8 A 7) 
FLIPPOJA Region 4, Office of Director. 85/03/01 CROSSMAN, W A Region 4, 
Office ol Director 2pp 31 087,267-3 1&67-266 

"6506150076 Discusses lolcon to Ebasco Svc,lnc QA engineer from Individual claiming 
to be NRC Investigator from Wa8hrngl0i>,DC Portions witnhald (ref FOIA Exemptions § 

Coli8TABLE,G L Region 4, Office ol Director 86/03/01, HERR.R, Office ol Invosif 
gallon 2pp 31067 269 31067 270 

"6506150062 Rev 4 to Nuclear Project Operalirvg Procedure POP-N 173, "Use ol Dis- 
crepancy Repis," 

• J A Jones Construction Co. 76/03/27 10pp. 31089 012 31069 021. 

"85061600BS Rev 2 to Nuclear Profeot Operating Procedure POP N 713, "Use ol Dis- 
crepancy Repis.” 

• J A. Jones Construction Co, 77/12/12, 9pp,31069 022-31069.030, 

"8506160067 Rev 4 1o Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Qualllication A Cerlflicatioh," 

• J,A. Jones Construction Co 78/02/03. 7pp 31089 031-31060 037 


Training, Qualllication A Cerlflicatioh," 

• J,A. Jones Consirucllon Co 78/02/03. 7pp 31089 031-31060 037 

-8S0616008B Forwards allegalicn re Ebasco Svcs, Inc QA training. Allegation Included Jn 
4-83 A-65 folder for resoTuHon Priority assignment dlscu8sea.Portion8 withheld (rel 
FOIA Exemptions 6 A 7). 

CONSTABLE.G L Region 4. Office of Olreclor. 65/03/01 JOHNSON, E.H. Region 4, 
Office ol Director, 3pp 31067:27 1.31067-273. 

"B5061S0090 Rev 2 to QAP-IOSWSj "QA Procedure of Processing A Control of Non- 
conformances " 

• FIscbbach A Moore, Inc (subs, ol FIschbach Corp,), 80/06/10. 36pp. 31069.038- 
31069 073. 

"8506160092 Rev 0 to QA Procedure QAP.106W3, "Auditing." 

• FIschbach A Moore, inc, (subs ol FIschbach Corp), 77/06/10, 11pp. 31069 074- 
31069)084i 

-8B061S0093 Rev A lo QC Procedure 17.3, "Retanllon of OA Records " 

Combuslion Engineering, Inc, 74/12/04. 8pp. 31069.08S-3106B.094. 

-6506160094 Discusses open NRC insp activities neodirtg acliort before fuel toad Status 
of work remaining for completion of General Insp Procedure Manual Chapters 2513 A 
2514 listed , 

Affiliation Given. 85/03/01. CONSTABLE.Q.L NRC • 
No Detailed Affiliation Given, 6pp 31070 092-31070,087. 

-8668160095 Rev B to QC Procedure 17,3, "Retention cl QA Records,'' 

• Combustion Engineering, Inc 76/03/03. flpp. 31069.096-31069:103. '■ 

"8^160096 Rev 3 to (X) Procedure OCP.3060. "Qua1i(lca(ion of Insp A Test Peraon- 

• Mercury Co. of Norwood, Inc. 80/04/28, 23pp. 31071:320 31071:342. ' 


pretatior* of ANSI N45 2 6 end Porlions withheld (ref FOIA Exemplson 7) 

FLiPPO.T A Region 4, Office of Director 85/03/01 CROSSMAN W A Rsni^n i 
Office ol Director. 2pp 31067 274-31067 275 ' “ 

-8508150098 Transcfipl of 840615 meeting in Washington.DC re near term OL 
rept Pp 1-73 Supporting documentation end • ul shius 

'Commissioners 84/06/15 lOtpp 31070098 31070 199 

"8506150099 Rev 1 10 MTP-(71-2426) 13B, "Magnetic Parliolo Exam Procetfuts 
Yoke Method" 

• Cai Nuclear Co 77/01/18 5pp 31069 104-31069 108 

-8506150100 Discusses allegation Involving Ebasco Svcs.Inc OA review of Fischbacli jt 
Moore records for seismic support Installations. FalsHied/altered documentioa 
cited Portions withheld (rel FOIA Exemplion 7) 

FLIPPO,T.A Region 4, Office ol Director 85/03/01 CROSSMAN.W A Reomn a 
Office of Director 2pp 31067 276 31067 277 ® 

"8506160101 Rev 0 to Document W3-10, "Surface Preparation” 

SLINE.R Sllne Induslrlal Painters, Inc SLINE.R Ebasco Services, Inc (subs of Fn. 
serchCorp). 81/03/17 3pp 3107020031070202 uaortn- 

-8506150102 Rev D to Procedure 1, "Receiving .Unloading, Sorting A Storing Stiuclwal 

* United Stales Steel Corp 78/01/24, epp 31069 109-31069 116 

-8506160104 Rev 4 to OC Procedure QCP 3050, "Qualification of Insp Exam Tost Pm 
sonnel," 

OARBY.BK, THACH.LJ, LUCtANO.E P Mercury Co ol Norwood fnc 82/10/17 
13pp 31071.343-31071 355 oc'iun/ 

"8506160105 Rev C to TBP-36, "Hydrostalic-Pnoumalic Tost Procedure ” 

GORE,J B. Tompkins-Beckwith, Inc 82/08/13 31pp. 31069 117-31969 147 

-8506160106 Discusses new Allogallons 4 84-A-51 A 4-64-A-52 resulllno from In'sf, 
views w/sllageia Conversation record end Portions withheld (rof FOIA BomDfmn'n 
CONSTABL^GL Region 4, Olfico of Director 85/05/31 WESTER MAN./Crt 4 
Office of Director 2pp 31067 278 31067 279. negionu, 

-8506160107 Rev 4 to Document W3-5, "Insp." 

SLINE.R. Sline Industrial Painters, Inc. SLINE.R Ebasco Services, Inc (subs of Fn 
sorebCorp) 83/08/24 15pp 31070 203 31070 217 ‘ 

-6506160109 Rev 1 to QC Procedure QCP-3070, "Pcrsonnol Indoctrination A Tralftino 
Procedure ” ^ 

GASHLIN.J , THACH.LJ,, LUCIANO.E P Mercury Co of Norwood. Inc 78/10/27 
lOpp, 31071:356-31072 003 

-8596150110 Rev L to TBP-35, "Preparation A Control of Process Plplno Travalcrs" 
QOREiJ.B. Tompkins-Beckwith, Inc 82/06/18 37pp 31069 140 3106^184 

-8606160111 Rev 1 to Document W3-9, "Housokooplng " 

SHNE.n, Sllne Industrial Painters, Inc 83/09/01 6pp, 31070 210 31070 223 

-8506160112 Forwards OA Program Insp Ropt 99000862/04 01 on 840303 00 Inso 
findings support allogallons re lack of Hudson Products Corp QA organizational Intt 
pondonce A Inadequate procurement controls. 

POTAPOVS.U, Vendor Program Branch 64/05/25, WESTERMAN.T F. Rcofor 4 
Oflice of Director. 2pp, 31 067,280-31 067.201. ** 

-8506150114 Rev 4 to QC Procedure QCP-3070, "Pcrsonnol IndoolrInatlon A Tralfiina 
Procedure " 

GASHLIN.J., THACH.LJ., LUCIANO.E, P Mercury Co of Norwood, (nc 80/05/M 
30pp 31072 004 31072 033. ouu, mi, ourvww 


-6606150116 Rev 2 to Document W3-2, "Preparallon ol Procedures " 

SLINE, R Slino Industrial Painters, Inc SLINE.R Ebasco Sorvlcos, Ino (subs ol En 
soreh Corp) 83/08/16, 8pp. 31070.224-31070 230 ' 


-8806150116 Rev W-6 lo Wold Procedure WP 8.1, "Gas Tungsten Arc Weldim 
(QTAW) A Shielded Malal Arc Welding (SMAWI ol Slalnloss Stool Mat! ” ^ 

Tompkins-Beckwith, Ino, 76/12/27 i3pp 31069,185-31000 197, 

-8806150117 Responds to 840530 request re mol contacts for listed plania w/intoarat- 
ad licensing achedules.per E Chrislonbury 840530 tetcon w/Elsonhul, ^ 

CUNNING HA M.Q.H. Office ol the Executive Legal Director 84/06/07, DENTON If ft 
Ollfce ol Nuclear Reactor Regulallon, Director. Ip 31067.202-31067 292, 

-86061801 18 Rev 2 to Document W3 7. "Audit " 

SLINE.R Sllne Industrial Painters, Inc, SLINE.R Ebasco Services, fno (subs ol Ea- 
serch Corp.). 83/00/16, lipp, 31070 232-31070 242 ' 

-8606160120 Rev F lo T6P-17, "Design Changes A Field Revs." 

GORE.J.B, Tompkins Beckwith, Inc, 83/04/12 14pp, 31009,198 31069 211. 

-8606180121 Rev 8 to N40720-SP666, "Const Procedure for Drilled In Expansion T«e 
Anchors S el smic-r 

leS^SIofi 034^3W'2 048' ^0 of Norwood, Inc 83/02/21 

-B606160U2 Rev 2 to Document W3-1, "QA/QC Personnel Qualifications & Func- 
IwDS 

• Sline Induslrlal Painters, Ino, * Ebasco SorvicoB, Inc (subs, ol Ensorch Ckxnl M/ 

10/18, l:2pp.31070’243-31070,254. w cni.'ucui vorpi 

—860^160123 Rev B to SI-56, "QA Records Review Instruction (Piping) " 

' TompkInB-Beckwilh, Ine, 63/06/06. 21pp, 31069 212-31069;232, 

—8606160125 Rev 10 to QCP-31 10,4, "Pipe.Tublng A Support Insp Procedure," 

Mercury Co. of Norwood, Ino, 83/02/18, 19pp, 31072 040-31072 087. 

-8BO9160127 Rev 11 to Welding Procedure Spec E WPS-E-N4072O, "Manual C« 
Teirosjen Arc Welding ASME Seclion IX Group P-l lo P-l M0tal8,Thickness Fanse P 
16 lr>cn • 0.872. 

^ Mercuiy Co, of Norwood, Ino. 82/1 1/03. 14pp, 31072 066-31072 001 
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•*85(}&150128 Issue C to IP‘17, "Insp of Inslallation of Fire Protection Sys ” 

COVEY.M Ebasco Services, Inc (subs of Enserch Corp ) 01/06/10 9pp 31072 002 
31072 090 

-85061S0129 Draft Issue E to ASP<IIM1, "Procedure for Insp" 

GETZLAFF.T Ebasco Services, Inc (subs of Enserch Corp ) 77/06/28 1 4pp 
31072 091-31072108 

-8508150130 Requests review w/writlen assessment of end issues per H Rood & V 
Nerses site visit prior to licensing decision W/o end 

EilSENHUT.DG NRG - No Detailed Affiliation Given 84/06/11 NOVAK,T NRG - No 
Detailed Affiliation Given Ip 31067 294-31067 294 

-8506150131 Rev W-5 to Welding Procedure WP 1 4. "Shielded Metal Arc Welding ol 
Carbon Steel Mails w/8acKing Malls," 

• Tompkins Beckwith, Inc 78/10/09 17pp 31069 233-31069 249 

-8506 150132 Rev 3 to Document W3 4, "Purchased Mails, Equipment & Sves " 

• Sline Industrial Painters, Inc 84/03/08 16pp 31070 255 31070 270 

-8506150133 Responds to 840530 request for designation ol mgt contacts lor listed 
plants w/near-torm licensing activity 

COLLINS, JT Region 4, Olfleo ol Director 84/06/14 DENTON,H R Oflico of Nuclear 
Reaclof Regulation, Director Ip 31067 205 31067 295 

-8506160134 T-B 60A-3 ROO Rev 0 to Test T-B 60A-3, "Hydrostatic/ Pneumatic Test 
Insiraclions Safety Injedlon,” 

RILEY.JH Tompkins Beckwith, Inc 63/08/17 23pp 31069,250-31069 272 

-8608160135 Procedure Change Notice 1 to Rev 2 to Procedure QP 10,4, "Scheduling 
of Site QA Audils" 

• Louisiana Power a Light Co 63/02/08 8pp 31072 105-31 072’ 108, 

-8506160136 Rev F to TBP-6, "Weld a Brazing Procedure Qualification ” 

' Tompkins Beckwith, Ino 85/03/01 6pp 31069 273-31069 278, 


—8506150156 Responds to 831104 request for comments on util 630929 Itr a repts re 
821206 civil penalty a NRG inquiry team 830714 rept Addl Insp effort a danlrcatlon 
required Specific assignment of insp responsibilities pending 

COLLINS.JT Region 4, Ollice of Director 84/01/11. DEYOUNQ,RC Director's 
Office, Office of Inspection and Enforcement 4pp 31070 057 31070 060 

-8506150167 Rev 4 to OA fnstrucliorj OAI 23, "Review of Ebasco Const Quality 
Records " 

‘ Ebasco Services, Inc (subs of Enserch Corp). 84/02/29 30pp 31072 243 
31072 272 

-65061 501 58 Discusses completion ol outstanding NRC regulatory actions for prompt 
licensing decisions D Eisenhul assigned lead responsibility lor coordinaling NRR,IE a 
Region Tv 

DIRCKSpWJ Office of Ibe Executive Director lor Operations 84/03/12 COLLINS, JT 
Region 4, Oflico ol Director DENTON, H R Office of Nuclear Reactor Regulation, Di 
rector DEYOUNG, R C Director’s Office, Office of Inspection and Enforcement, 3pp 
31067 323-31067 325 

-8506150160 RovO to Pfoccduro QP 19 1, ‘Task Force Installation Verification” 
BENNETT,R G Louisiana Power a Light Co 63/01/11 3pp 31070 335 31070337 

-6506160161 Summary of 840125 meeting w/Reg!on IV re allegations Recommends 
NRC identify addl resources to assist Region IV a Ofc of Investigations in addressing 
allegations 

EDISON, Q Division ol Licensing 84/01/25 EISENHUT.OG Division o I Licensing Ip 
31070 061-31070 081 

"6606160163 "Task Force Action Plan a Procedures for Installation Vorificatign." 

‘ Louisiana Power a Light Co 83/01/07 7pp 31070 338 31070’343 

-8506150164 Rov 4 to QA Instruction OAI 15, "Quality Survelllanco of She Contrac- 
tors." 

• Ebasco Services. Inc (subs of Enserch Corp,) 83/06/05 13pp 31072 273- 
31072 285. 


■8509160137 Rev 6 to Document W3-3, "Document Control a Records Turnover " 

* Slino Industrial Painters, Inc * Ebasco Services, Inc (subs of Enserch Corp) 84/ 
03/14 tepp 31070 271-31070.289, 


'6506150165 Conlidontlal draft "Louisiana Power a Light - Waterford 3, Const Monitor- 
ing " 

•Management Analysis Co 70/07/31 lipp 31070 062-31070 072 


-9506160130 Rov C to T BP-4, "Indoctrination, Training & Cerlilicalion ol QA/QC Per- 
sonnel " 

• Tompkins-Beckwilh, Ino 81/03/17 12pp, 31069 279-31069 320 


-8508150139 Rev 1 to Oocumanf W3 0, "Qua I If leal ion of Production Workers " 

• Sline Industrial Painters, Inc ‘ Ebasco Services, Inc (subs of Enserch Corp.). 84/ 
03/09 6pp 31070 290-31070.295. 


-8508160141 Rev 1 to QA Instruction OAI 9, "Review a Handling of Const • Installalion 
Records " 

' Ebasco Sorvicos, Inc (subs, of Enserch Corp) 61/10/06 22pp 31072.109- 
31072,131 


-8506160142 Rev 0 to Project Mgt Procedure PMP-314, "Nonseismic Over Saloty-Ro- 
latod Area Walkdown *' 

• Louisiana Power a Light Co 84/00/30. 9pp, 31O7O’206 31070’304, 


-6506160143 Rev W-0 lo Welding Procedure WP 1.6, "Gas Tungsten Arc Welding 
(QTAW)." 

^ TompWns Beckwith, Inc. 63/06/02 25pp. 31069 321-31069 347 

-8500160144 Rov 0 lo OA Instruction QAI 9, "Review a Handling ol Const - Installation 
Records." 

* Ebasco Services, Inc (subs, of Enserch Corp) 79/10/29. 9pp 31072'132- 
31072,142 


-6506150166 Discusses technical assistance fund needed by Region IV to replace 
funds expended for Waterford 3 lo support higher than expected level of contractor 
ellort Funds required by 840601 lor FIN A-6701 at Wolf Creek 1 
DENJSE,R P Region 4, Office ol Director FIN A 6701 84/05/17 CRUTCHFIELD, D 
NRC • No Detailed AfliliatJon Given 1p 31067 326-31067,326. 


-8608160167 Rev 2 lo QA Instrucllon QAI 15, "Quality Sun/elllance of Site Contrac- 
tors." 

* Ebasco Services, Inc (subs ol Enserch. Corp). 82/08/24 16pp. 31072,288- 
31072 301 


-6506160169 Rev 3 to QP 18 3, "Conduct of QA Const Site Audits," 

* Louisiana Power a Light Co 70/02/00 24pp 31070,344 31071;009 

-8606150170 Rev 0 to QA Instruction OAI 16, "Quality Surveillance ol Site Contrac- 
tors" 

* Ebasco Services, Inc (subs of Enserch Corp.) 82/07/26 16pp, 31072,302- 
31072317 


-8506150171 Responds lo 841005 request for all agency records used on Waterford 
I ssues/allogallons Civil structural team records contained In ulil files In util trailer 
onsite, arranged by allegation number. Exceptions re A-109 & 141 iJsted In end 
SHEWMAKER,R.E Region 4, Office of Director. 84/10/16 CRUTCHFIELD.D Region 
4, Ollice of Director 2pp 31067 327-3 1067'32a 


-8506150146 Rov 0 to Projecl Mgt Procedure PMP-313, "Evaluallon of Instrument Air 
Piping/TubIng/Supports PotenllaT to Damage Safety-Related Components " 

• Louisiana Power a Light Co 84/08/23. lipp 31070'305 31070-316 


-8606150147 "QA Manual " 

* TompWns Beckwith, Inc 81/09/04, 63pp 31 069’34B-31 070,056. 

-8606160146 Rev 2 to QA Instrucllon QAI 7, "QA Instrucllon lor Surveillance & Correc- 

* Ebasco Services, Inc, (subs, of Enserch Corp,) 84/02/21, 12pp 31072.143- 
310721164, 

-6506160149 Board No|lllcallon ,84-1 02, forwards Q Loar_ 840427 
adec ' ' ' .—I .-j -. 1 — . 

mofvIL . 

EISENHL » 

Commissioners Ip, 31 067-320-31 007,320 

-6506150160 Rev 2 to QR 18,0, "Audits." Requirement Change Notice RCN 1 end. 

* Louisiana Power a Light Co, 78/10/16, lipp, 31070 316-31070.323. 

-8506150161 Forwards three pages Involving Penetralions 38 a 65 from missing atlega- 

CcSNSTABL^Gl.^llegloti^^ Office of Director. 83/10/19. CROSSMAN,W.A, Region 
4, Office of Director. 0pp. 31070,049-31070.056 


'6506150173 Recommends allegatior>ra fafslfled Ebasco Svcs.Inc employee resume be 
closed Resume did not show discroparreias. Employee successfully completed Ebasco 

training Porllon withhold (ref FOIA Exemplions 6 a 7). , , „ , 

FLIPPO.TA Region 4, Office of Director. 83/07/27 CROSSMAN.WA, Region 4, 
Office of Director. Ip 31067.329 31067 320. 


-8606160174 Louisiana Power a Light Physical Verrfication Procedure QP 19 1-D1 
*'EldClHc9l " 

BENNETT, R.G. Louisiana Power a Light Co 83/01/11, 22pp 31071-010-31071 031 


-8506160176 Louisiana Power a Light Documentation Review Procedure QP 19 1 D6 
"NDE Testing " , 

• Louisiana power a Light Co 83/01/11. t3pp 31071,032-31071,044, 


-8506160176 Requests util be contacted lor addl info re Allegation A-206 concerning 
unverified Insp ol shop welds In ASME Class 1 & 2 piping sya Installed by Thompklns 
a Beckwith during hyoro tests Portions withheld (ref FOIA Exemption 7), 

SHAOiL. Region 4, Office ol Director. 64/06/11 CRUTCHFIELD.O, Region 4, Office 
of Director 10pp. 31067.330-31087:339. 


-8606160177 Summarizes 840315 meeting w/Olc ol lnv 0 stigalions,IE,OELD, NRR at 
Region W to discuss resources lor resolution of open Issues. Extra resources needed 
for routine lire protection insps Porlions withheld (ref FOIA Exemption 7). 
CRUTCHFIELD.O. NRC - No Detailed Alfllfatfon Given, 64/03/10, EISENHUT.D.Q 
NRC -No Detailed Alfihalion Given, Ip 31070.060-31 070:080. 


-8606150162 Rev 2 to QA Instmotion QAI 9, "Review a Handling ol Const - Installation 

^^basc'o Services, Inc. (subs, ol Enserch Corp.). 83/04/20, 78pp. 31072-165- 
31072:231. 


-8506160178 Rov 1 to OA fnslructlon QAI 14, "Training a Qualiticallon Requlroments 
for QA Records Personnef," 

• Ebasco Services, Inc (subs, of Enserch Corp,). 83/08/01. 7pp. 31072 316- 
31072:324, 


-8606160164 Rev 0 to QA Instrucllon QAI 26, "QA Instruction for Auditing al Waterford 

• Ebasco Services, Ino, (subs, ol Enserch Corp,). 83/06/22. 11pp. 31072,232- 
31072:242, 


-8606160166 "Quality Surveillance Audit Rept of C-E," conduced on 7305M-26 
A^INGTON.T,, LALLY.R., HENDERSON,A,E, Louisiana Power & Light Co. Q-3- 
A36.O2.04. 73/09/19, 11pp. 31070,324-31070.334, 


-8506150160 Louisiana Power a Light Venficalion Procedure QP 19.1-03,2, "Coatings 
PITTMAN, R Q Louisiana Power a Light Co, 83/01/11. 3pp 31 071:04 6-31 07 1:047. 


-BS06160181 Rev 0 to QA Instrucllon QAIRGS 4B-2, "Documenlalfon Statusing Review 
Instruction." 

• Ebasco Services, Inc. (subs ol Enserch Corp.) OAl 9A 62/11/19 7pp 31072.325- 


31072-331. 



374 NONDOCKETED ITEMS 


“8505150182 Foiwards draH summary of efforis on Task >\-10<l, "Louisiana Powrar & 
Ught/OE OA Conlract Dispute/’ Hem 18 o( Gambit 030404 request will bo inctuttetl 
when found Portions withheld (ref FOIA Exemptions 6 & 7) 

BELKE.B NHC - No Detailed Affiliallon Gwen 04/04/06 PERANICH.M NRC - No 
Dolalled Affiliation Given llpp 31070 0ai'3t070 091 

“8506150183 Louisrana Power & Light Physical Vonficalion Procedure OP 19 1-04. 
"Pools & Llners/Slructurat Sleet Erection '' 

* Louisiana Power & Light Co 83/01/11 13pp 31071 040-31071 060 


“8SQ61IS0207 Hev 3 to QA Instruction OAIRGS 1 t-H, "Documentation Slatusing Renew 
Instruction '' 

* Ebasco Services, Inc (subs ol Ensorch Corp) OAI 9A 83/03/22 32pp 
3t073 104 31073135 

“85061502C8 Rev 4 to QA Instruction OAIRGS 11 H, "Documentation Statuslng Revrew 
fnslruclion 

t, * Ebasco Services, Inc (subs of Enserch Corp ) OAI 9 83/07/30 31pp 31073 136 
31073 166 


“8508150184 Rev 0 to QA Instruction OAIRGS 48-1, ■■Documentation Slatusing Review 


Instruction " 

* Ebasco Services, Inc (subs of Ensorch Corp) 


OAI 9A 82/11/05 13pp 


31072332-31072 344 


“6506150210 Rev 5 to OA Instruction OAIRGS 1 1-H, "Documentation Review Instnic 
tion " 

* Ebasco Services, Inc (subs oi Enserch Corp ) OAI 9 84/01/10 23pp 31073167 
31073 189 


“8506150185 Louisiana Power & Ught Physical Voilficalion Procedure OP 191-D2. 
"Mochancial [C E) " 

* Louisiana Power & Light Co 03/01/1 1 15pp. 31871 061-31071 075 


-8506150186 Rev S to OAP-SOS 21 , "Qualiiljcation of Insp Personnel '' 
* Fegles Power Service Corp 79/09/12 6pp 31068 268-31060271 


■850S1601B7 Forwards project Idenlificalion summary sheets lor FIN A 681 9, "flesolu 
lion ol Waterford 3 QC Allegations," to transfer funds to FIN A 6621. "Evalualien ol 
Selected Open NRC Aclivilies al Waterford 3 Site Needing Action '' 

ElSENHUTO.G Division of Licensing FIN A 6819, 64/05/12. FUNCHES.J L Planning 
S Program Analysis Stall epp. 3 1067 340-31067 347 


“8508150188 Rev 2 to QA Instruction OAIRGS 1 1 P. "Documenlalion Stalusing Review 


* Ebasco Services, Inc (subs of Enserch Corp) QAI 9 A 83/02/17. 39pp 
31072345-31073 021 


“8508150216 Rev 6 to QA Instruction OAIRGS tt-H, "Documenlalion Review frslmc 
tion " 

• Ebasco Services, Inc (subs of Enserch Corp) OAI 9 64/02/06 25pp 31073 190 
31073 214 

“8506150216 Requests addi info re procuremeni of technical assistance Details re 
consultant specialities, work areas, end products or interim deliverable s.anticipatod 
number of work hours & NRC contacts at sites Response requested wilhFn 24 h 
BLAHA,JL Program Supporl & Analysis Statf 84/05/16 CRUTCHFIELD.D Division 
of Licensing 2pp 31068 017-31066 018 

“8506160219 Forwards FEMA 840216 review of util emergency planning zone public 
info brochure,per ASLB 630526 partial initial decision Alt recommenoed changas/ 
mods Incorporated 

CASSIDY.B P Federal Emergency Management Agency 84/03/08 TUHK.S £ Office 
of the Executive Legal Director 4pp 31068 051-31068 054, 


-8506160189 Rev 8 (o QC Procedura MCP2I70, "Hydfoslatic or Pneumatic Testing 

^Mdteu^Co ol Norwood. Inc 83/04/19 24pp. 31071 076 31071 009 

-8506150190 Rev 0 to QA Instruollon QAIRQS ll-P, "Documenlation Stalusing Review 
Insirucllon " 

• Ebasco Services, Inc, (subs of Enserch Corp) OAI 9A 62/10/08 25pp 
31073 022-31073 046. 


-8506150191 Issue 12 to Procedure PR 10 0. "Travofer Sys " 

LAPORTE,Wfl, RONQUILLO.R M. Gull Engineering Co. Inc 02/10/27 23pp 
31068 272-31085 294 

-8505150192 Requests increase in actual expense lor Individuals participating In 
lnsp3,to accomooata Increased motel rales doe to New Orleans World's Fair 
CRUTCHFIELD.D NRC - Ni> DelalJed Alfifiatlon Gtvod 64/05/09 LAMASTRA.M 
NRC - No Detailed Affiliation Given. Ip 31067 348-31067 348. 

-8505150193 Rev 1 to QA Insirucllon OAIRGS 1 1-P, "Documenlalion Stalusing Review 
Insttuotion” 

• Ebasco Services, Inc. (subs ol Enserch Corp) QAI 9A 82/11/05 20pp 
31073047-31073 066 


-8506160194 Rev 4 to QC Procedure MCP-2170, ‘'Hydrostatic or Pireumalic Tosling 
Procedure " 

• Mercury Co ol Norwood. Inc. 80/08/20 leOpp- 31071,100 31071 269 

“8S0615019S Rev 14 to OA Plan Project OA Administration 24, "Document Control” 

• GEO Construction Testing 82/12/22 14pp 31068205-31066307. 

-8506150196 Forwards requesi for eddi Info re OA for design & consLper roview ol 
FSAR Section 1.8 deacripilon of QA program Meeting w/ulit requested 
IEDESCO,R.L. Atomic Energy Commission, DirocTorate of Licensing 73/12/11 
DEYOUNG.RC, Atomic Energy Commission • Deputy Director for Reactor Projects. 
10pp 31067.349-31067.358. 

-8S06150197 Ray 0 to QA Instruction OAIRGS 1 1-H, "Documenlalion Slatusing Review 
Instruction ” 

• Ebasco Services, Inc (subs of Enserch Corp.) QAI 9A. 62/09/21. 13pp. 
31073.067-31073.079 


“8506150220 Confirms that L Shao & J Strosnidor will continue to work full time until 
licensing issue task completed Work cornplolion estimated before mid-June 1 994 
MINOGUE.R B Office of Nuclear Regulatory Research, Oiroclor 84/05/16 
DENTON.H R. Office of Nuclear Reactor Regulation, Director Ip 31068 019 
31068:019 

“8606160224 Rev 6 to Site Insp & Tost Procedure W-STfP-7, "Insp of Concrete Placing 
Cunng, Finishing & Repair " 

• J A Jones Construction Co 78/02/02 13pp 3108B 055-31068 067 

“8506150226 Rev C to OA Plan Operations QC Procedure 4,7, "QC floeords " Inconr 
plele Rev F to Procedure 4 5 encf 

• Peabody Testing/X-Ray Engineering Co 78/04/20. fipp 31060020 31068 030 

“8506160228 Rev 1 to OA Insirucllon QAIRGS 16, "Documentation Stalusing Review 
Instruction.” 

• Ebasco Services, Inc (subs ol Ensorch Corp) QAI 9. 83/00/26 34pp 31073 215 
31073 247. 

,“8506160229 Rev 3 to Section 18 ot QA assurance manual, "Audits " 

• Fischbach & Moore, Inc (sobs of Fischbach Corp) 81/04/01 5pp 31073 248 
31073 252. 

“8506160230 Rev 3 to QC Procedure QCP-OOIfl. "Nonconlormance & Corrociwa 
Ac lion" 

SPflIGGS.L.C.. HARflIS.KR, SMITHWICK.D. BAB Insulation Inc 82/07/01, 8m 
31068.031-31068.038 

“8506160233 Rev 2 to Section 16 ol OA assurance manual, "Corrective Action " 

• Fischbach & Moore. Inc (subs of Fischbach Corp.) 81/04/01 One 31073 253- 
31073.258 

-8506150234 "Ebasco QA Manual,ASME Section HI, Waterford SES Unit 3 " 

• Ebasco Services, Inc (subs of Enserch Corp.). 83/06/14 34pp. 3 1073 '269- 
31073'292. 

“8506150237 Rev 0 to Plant Operating Manual ME-13 019, "Main! Procedure Motor 
Bearing Replacement & General Motor Repair," 

' Louisiana Power S> LIghI Co 82/07/19 4rpp. 31073'203-31073:33B 


-8506160198 Rev 4 to N49720-SP864, "Procedure for Handling ol Nonconformances & 
Cottecffve Action." 

‘ Mercury Co. of Norwood, Inc 83/06/21. 20pp. 31071-270-31071-2a9. 

“8606150199 Rev H to QA Plan Audit 5 1, "Internal Audits " 

• GEO Construction Testing 83/05/18. 10pp. 31068'30a 31068.317. 

-8506180200 Rev 1 toQA Instfuctlon QAIRGS 3 1-H, "Documentation Statualng Review 
Instruction " 

* Ebasco Services, Inc. (subs of Enserch Corp.). OAI 9A, 83/01/05 12pp. 
31073.080-31073.091. 

-41506160201 Forwards raquaat (oraddl Info re QA program adequacy,p6r 731210 A 18 
discussions w/ulil. 

KNIEL.K Atomic Energy Commission, DIrectorale ol Licensing. 73/12/29 
WYATT,J.M Louisiana Power & Light Co Ip 31067359 31067.359. 


-8506160238 Rev 4 to Site Insp & Test Proceduro W-SITP-16, “Repair & Curing of 
Concrete Repair (or Placement 499SO2-10B." 

• J.A Jones Con'Struclion Co. 76/08/26. 36pp. 31060.068-31068.102. 

“8506150240 Rev 4 to Special Process Procedure W-SP-4, "Welding Procedure-Manual 
Shielded Metal -Arc(SMAW." 

• JA. Jones Construction Co. 70/06/01. 8pp. 31060.103-31068.1 10. 

-8505160243 Forwards std order for DOE works: "Resolution ol Waterford Units 3 QA" 
WILLIAMS.M Division ol Licensing. FIN A-6B10. 64/04/30. WADE,T E. Energy, Dopi 
0 (, Idaho Operations Olfice 14pp 31073.330-31073.352. 

-850S1S024S Rev 0 to Special Process Procedure W-SP-12, "Coro Drilling ol Gioul 
Holes on Placement 19.'^ 

• J A Jones CXinsIrUclion Co 76/09/16 35pp. 31068-111.3106e:145 


-8606160202 Rev 5 to N49720 SP 657, "Procedure for Red-Llning Drawings " 

* Mercury Co. ol Norwood, Ino. 83/08/19. 30pp, 31071.290-31071:319. 

-8506160203 Rev A to QA Plan Project QA Administration 2 1, "Correspondence 4 
Filing Sys." 

LAMBERT, J. GEO Construction Tesilirg. 81/09/30. 6pp. 31066-318-31 068:322 

“8508156204 Rev J to QA Plan Project QA Administration 2.3, "Quaiiflcation & Certili* 
cation ol NDE Peraonnal." 

* QEO Construction Tasting. 83/10/27. 42pp. 31068:323-31089004. 

-4I6061S0206 Rev 2 to QA Inatruction QAIRQS H-H, “Documentation Slatusing Review 
Instruollon" 

* Ebasco Services, Inc (subs, ol Enserch Corp.). QAI 9A. 83/01/25. 12pp 
31073 092-31073:103. 

-8606160206 Rev C to QA Plan Organization 1.0, "Organization." 

* Peabody Testing/X Ray Engineering Co 77/08/22. 6pp. 31069:005-31069 011. 


“8608160248 Rov 20 lo Const Work Procadure W-WP-7, "Concrete Placing, Curing Fin 
Ishing & Repairs." 

*J.A Jones Consuuclfon Co 78/07/18 20pp. 31068,146-31086:165 

“8508150253 Rev 3 to Nuclear Project Operating Procedure POP-N300j "Control ol 
Engineering Documents.** 

• JA Jones Conslruclion Co 76/03/17. 13pp 31068:166.31068.170. 

-8606150254 Provides special Info re admittance of NRC & contract personnel to 
laclllty Insp scheduled Irom 849597 until furthar notlce.Per8onnel listed In end require 
unescorted & unrestricted access to view newly Installed sys. 

COLLINS, J.T Region 4, Olfice of Director. 84/06/02. LEDDICK.R.S. Louisiana Power 
4 Light Co. 3pp, 31073.353-31073:355. 

“8506160256 Rev 1 lo Nuclear Project Operating Procedure POP-N-300, "ControT ol 
Errgineering Documents," 

* J.A. Jones Construction Co 76/02/02, 15pp. 31068:179-31068:193, 
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-8508150256 Rev 6 to Nuclear Project Operating Procedure POP-N-300, "Control ol 
Engineering Documents " 

• JA Jones Construction Co OO/oa/22 16pp 31060 194-31080 203 

"8506150260 Markod-up Draft 1 of memo forwarding completed evaluation of Ebasco 
Svcsjnc analysis of undersize welds in highly stressed T-B piping using finite element 
approach. 

HOU.S NRG - No Detailed Affiliation Given 84/04/27 PARANICH.M NRC - No De- 
tailed Affiliation Given 5pp 31073 356 31073 360 

-8506150262 Rev 2 to Nuclear Project Operating Procedure POP-N-301, "Const Engi- 
neering ■’ 

•JA Jones Construction Co 76/06/25 12pp 31060 210-31080 221 

"8508150264 Rev 1 to Nuclear Project Operating Procedure POP-N 301, "Const Engi- 
neering ” 

• JA Jones Construction Co 76/02/02 lOpp 31060 222-31060 231 

"6506 150265 Confirms Amend 1 to Task Order 1 of Contract NRC 05 84-152, "Techni- 
cal Assistance lor Support ol Const Appraisal Team Insps," per Poramoter.lnc 040330 
proposal, 64 0405 rov & 84041 1 telcon 

MORTON, KV Technical Assistance Contracts Branch NRC 05 64-152 84/04/13 
LOFY.RA Parameter, Inc 3pp 31073 361-31074 002 

-65061 S0260 Rev 1 to Nuclear Project Operating Procedure POP-N-505, "Qualification 
a Certification of Personnel '' 

* JA Jones Construction Co 76/01/28 27pp 31068 232-31080 250 

-8506150273 Marked up request for svcs ol L Yang & N ChokshI for wk ol 840423 
VOUMERpD NRC - No Dolallod Affiliation Given 84/04/12, KNIGHT ,J NRC - No 
Detailed Aflillatjon Given Ip 31074 003-31074 003 

-86061 BD274 Rev 0 to Nuclear Project Operating Procedure POP-N-707, "Silo Insp & 
Tost Procedures " 

*JA Jones Construction Co 75/10/16 7pp 31060 259-3 1060'265. 

-8506150277 Forwards projoct identification summary sheets for FIN A-6810 re rosolu 
lion of QC allegations by fNELFundIng requested, Urgency of work cited, per EDO 
8403 1 2 memo 

EISENHUT.DG. Division ol Licensing. FIN A-BOID 64/03/30, PUNCHES, J L Planning 
& Program Analysis Staff. 6pp 31074 004 31074 015 

-65061502SO Requests determination whether listed generic allegations Involve Water- 
lord or Comanche Peak applications & If any 10CFR21 actions apply 
STARK,R Division ol Licensing 04/03/19 GRACE,J N. Director's Olhco, Ollico ol In 
spec lion and Enforcement Ip 31074 016 31074'016 

“8606 1 60282 Forwards aid order (or DOE work' "Resolution ot Waterford Unit 3 QA," 
approved as modified, 

EISENHUT.DG. Division of Licensing FIN A 6819 04/05/03 WADE.TE Energy, 
Dept of, Idaho Operations Office 7pp 31074 017-31074 023 

"7618300213 FSAR has been reviewed & chapters 14(lnlllal Plant Test Progs}& 
l7(Ouarler|y Assurances Prog) are acceptable lor docketing Questions lor applicant re 
chapters 13(condocl of opora)& 14 are end 

HMSS.W.P. Division ol Project Management 70/10/10 BAER.R L Light Water Ro 
actors Branch 2. 3pp, 31067.360 31067'300 

- BQ06D9O6S9 "Requirements for Co I lection, Storage, and Maintonanco ol Quality Assur- 
ance Records for Nuclear Power Plants," revision of ANSI N45,2 0-1974 

* American Society ol Mechanical Engineers 70/05/17 Opp Avallablo at Standards- 
Sotting Organizations, 31060 010 31060:016 


-840S290316 Forwards invoice from Louisiana Power & Light for svcs extended to NRC 
appraisal team during 840401-30 

FUNCHES.J L Planning & Program Analysis Staff 84/05/17 HOGAN,TF AcTministra 
live Contracts Branch 2pp 31066 006 31060.007 

-8406010398 Advises that completion of end unauthorized procurement form required 
before processing purchase order for equipment provided by util 
FUNCHES.J.L Planning & Program Analysis Staff. 84/05/24 Div of Resource Man 
agement & Administration 3pp 31067 307-31067 313 

"B406190634 Responds to 840530 memo re integrated schoduiss for eight facilities IE 
Input to integrated schedules will be available by 840600 

DEYOUNGpRC Director’s Office, Office of Inspection and Enforcement 04/06/03 
DENTON, HR Office of Nuclear Reactor Regulation, Director Ip 31067 293- 
31067 293 

"8406230500 informs of action taken by Div ot Licensing to provide technical assist- 
ance to complete timely reviews ol NRC open items for plants idonlilied in 840525 
memo re near-term OL activity 

EISENHUT,DG Division of Licensing 84/06/18 VOLLMER.R H Division of Engineer- 
ing SPE!S,TP, MULLER, DR Division of Systems Integration (post 811005) 3pp 
31067 296 31067 306 

-8407300059 Forwards current status ol issues needing resolution prior to licensing de- 
cisions covenng FSAR review, base mat & insps 

DENTON, H R Office ol Nuclear Reactor Regulation, Director 64/07/23 HAYES, BB, 
Office of Investigation 6pp 31067.314-31067 319 

-6408060362 Summary ol 640710 meeting w/ulil,Ebasco & consultant at site re util 
proposed program for NDE of cracks In common foundation concroto bass mat 
LAzO.L Licensing Branch 3 84/07/26. Licensing Branch 3 3pp 31067 321- 
31067322 

-8506150057 Request (or Procuremont Action OIE-82-249,Mod 1,Task Order 66, provid- 
ing addi effort (or two QA consultants to dalme & resolve Issues, to "General Insp Pro- 
cedures Manual Chapter 2614 Review of Waterford 3 OA Programs " 

BURDA,AJ Program Support & Analysis Staff NRC-05-82-249 84/05/25, 4pp 
31067 255 31067,258. 

-6606150069 Requests addI time for further definition & resolution ot concerns arising 
from C Haughn^ & M Good work on General Insp Procedures Manual Chapter 2514 
re readiness of QA operational program. 

CRUTCHFIELD.D Division ol Licensing. 84/05/26. DEYOUNG.R C. Director's Qltico, 
Office of Inspection and Enforcement, ip 31067 259-31067 259 

-0506150065 Forwards evaluation of const doficlencles re undersized socket welds in 
Schedule 80 piping Disposition acceptable & adequate 

SHAO.L.C, NRC • No Detailed Alliiration Given, 84/06/04 PERANICH.M NRC - No 
Detailed Affiliation Given. 3pp 31067'260 310e7'262 

-8506150070 Summarizes Issues discussed at 840521 & 22 operalional readiness 
meetings, In eluding reactor Irfp breakers, auxiliary feedwater turbine overspeed prolec- 
llon device, toxic gas Isolation sys, plant security & emergency shutdown panel. 
RQOD.H, NERSES, V Licensing Branch 3, 04/06/05. EISENHUT.DG Division of LI 
censing 4pp 31067'263-31067'2e6. 

-8S061 50076 Discusses allegation Involving Ebesco Svcs, Inc QA program. Nonconfor- 
mance repts not writlen/dlsposlllonod Improperly, Problems w/certificatlon of Mercury 
welders & NDE personnel cited, Portion a withheld (ref FOIA Exemptions 6 & 7) 
FLIPPQ.TA Region 4, Office ol DIraclor 85/03/01 CROSSMAN.WA, Region 4, 
Oflice ol Director. 2pp. 31067.267-31067:260. 


-8309200143 Forwards SSEH inpul ro IDVP.In response to 830511 memo Work per- 
formed by Torrey Pines Technology provldoa addi assurance of accoptobllily of design 
& const ol facilllv. 

HAASS.WP QA Branch 63/07/10, NOVAK.TM, Assiatanf Diroctor (or Licensing 
4pp 31070 07 3-3 1070, 076. 


-B5D6 150078 DIscussQS lolcon to Ebasco Svo,lnc OA engineer from individual claiming 
fo be NRC investigator from WashIngton.DC Portions withheld (ref FOIA Exemptions 8 
& 7 ). 

CONSTA0LE,Q L Region 4, Office ol Director, 85/03/01. HEHR.R Office of Invest! 
gallon. 2pp. 31067-260 31067:270 


-8403290337 Responds to util 640216 Ur ro early Idontlllcatlon of allogatlons NRC will 
continue to apply resourcoa lo lollowup Issues to minimizo Impact on ulll personnel & 
schedule 

D1RCKS,W.J. Oflice ol Iho Execullvo Director for Operations 84/03/12 CAIN,J M. 
Louisiana Power & Light Co Ip 31070.070 31070,079. 

-8404050051 Forwards outline of resources needed to resolve Issues concerning lire 
protection insps, allegation rosutling from const assessment & inquiry team olforis by 
lata Apr 

CRUTCHFIELD, D, Operating Reactors Branch 5. 04/03/21. EISENHUT.DG Division 
of ticonsing, 2pp, 31070 077-31070 078. 


-8606160082 Rev 4 lo Nuclear Project Operating Procedure POP-N-173, "Use of Dis- 
crepancy Repts." 

♦ JA Jones Construction Co 78/03/27 lOpp 31060.012-31069;021, 

-8506160086 Rev 2 to Nuclear Project Operating Procedure POP-N-713, "Use ol Dis- 
crepancy Repts " 

• J.A, Jones Construction Co, 77/12/12, 9pp. 31069.022-31069.030 

“0606160087 Rev 4 lo Nuclear Project Operating Procedure POP N-702, "Personnel 
Tralnirvg, Qualification & Certification." 

‘ J A. Jones Construction Co, 78/02/03 7pp 31009.031-31069,037 


-8405030142 Advises of Issues currently under rovlow within NRR lo support licensing 
ol facility List ol issues, responsible review branch & comments lor each Issue under 
review end, SSER 6 Input required by 040507 

NOVAK, T Assistant Director for Licensing. 84/04/24 LAINAS.G,, MIRAQLIA,F, 
NOVAK.T, NRC • No Detailed Alfillatlon Given 2pp 31 00O,O4O-3 1068.050 


-86061 6008B Forwards allegallon re Ebasco Svcs.Inc QA training Allegation Included In 
4 83-A-65 folder (or resoTullon Priority assignment discussed. Portions withheld (ref 
FOIA Exemptions 6 4 7j 

CONSTABLE.Q L Region 4. Office of Director. 85/03/01. JOHNSON, E.H. Region 4, 
Office of Director, 3pp, 31 067-27 1-31 067:273. 


-8405170369 Forwards requisition (or costs incurred from NRC task force allorLNRR 
feels costs justified because ol cost-benefit advantage using util equipment & supplies 
has over conlracllng sve commercially 

FLINCH ES,J.L Planning & Program Analysis Staff 04/05/04 REGELLO,J. Admlnlstra- 
llvo Contracts Branch 2pp 31068 000-31060:009 


-8606150090 Rev 2 (o QAP-103W3, "OA Procedure of Processing & Control of Non- 
conformances " 

' Fischbaeh & Moore, Inc, (subs of Ffschbach Corp}. 80/06/10 36pp. 31069.038- 
31089:073 


"840S160070 Advises lhal addi editorial support required (or wks ol 840514-16 & 21-26 
to complete work on allegations to be incorporated In SSER. 

CBLITCHFIELO.D, Division of Licensing. 84/05/08. BESAW.W. Division of Techrileal 
Inforryiation & Document Control. 1p 31068 039 31068.039 


-8405210473 Discusses status oi FSAR wrapup.roullne Insp closeout, base mat motfon 
before ASLAB & allegation Investigation. FSAR issues & Insps will not delay fuel load 
CRUTCHFIELD, D. NRC • No Delmled Affiliation Given, 04/05/14. EISENHUT,D, Divi- 
sion of Llcervslng 2pp, 31068:047-31060 048. 


"8405210643 Forwards revised project Idenlification summary shoels for FIN A-SBip re 
resolution of QA allegations, to increase level ol effort needed from eonfraclor Addi 

EISENHSTto G Division of Licensing, FIN A-6810, 84/05/11, FUNCHES.J.L. Planning 
A Program Analysis Slafl. 7pp. 31060 040-3 106B'046 


-85061 50092 Rev 0 1e OA Procedure QAP-1O0W3, "Auditing " 

* Fischbach & Moore, Ino (subs ol FIschbach Corp) 77/06/10 lipp 31069.074- 
31069.084. 

-8506150093 Rev A to QC Procedure 17.3, “Retention of QA Records." 

* Combustion Engineering, Inc, 74/12/04 Spp 31069 085-31089.094, 

"8506150094 Discusses open NRC Insp activities needing action before fuel load Status 
ol work remaining lor completion ol General Insp Procedure Manual Chapters 2613 A 
2514 listed. 

FLIPPQ.TA. NRC - No Detailed Alfillallon Given 65/03/01. CONSTABLE.Q.L. NRC • 
No Detailed Affiliation Given. 6pp. 31070.092-31070,097. 

-8506150096 Rev B lo QC Procedure 17.3, "Retention of QA Records " 

* Combustion Engineering, Ino. 76/03/03 Spp, 31 069. 095-3 1069' 103, 
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-8506160098 Rev 3 to QC Pracedure QCP-3050, ‘ Oualiftoation of Insp & Test Person 
nel ” 

‘ Mercury Co of Norwood, Inc 60/04/28 23pp 31071 320 31071 342 

-8606160097 Discusses addi Info re alleo alien involving Ebasco Svcs.lnc OA review ol 
Fischbach & Moore records for seismic support mstallations Inlerolc memo ra Inter- 
pretation of ANSI N4S 2 6 end Portions withheld (re# FOIA Exemption 7) 

FLIPPO.TA Region 4, Office ol Director 05/03/01 GROSSMAN, W A Region 4. 
Office of Director 2pp 31067 274 31067 275 

”0606150098 Transcript of 840616 meeting in Washinglon.DC ro near-term OL Sfalua 
root Pp 1-73 Supporting clacumentation end 
•Commissioners 84/06/15 101pp 3107009B-31070 199 

-8506160099 Rev 1 lo MTP (71-2426) 13B, "Magnetic Parlicle Exam Procedure by 
Yoke Method " 

• C0I Nuclear Co 77/01/16 5pp 31069 104-31069 108 


-8S08150127 Rov 11 to Welding Procedure Spec E WPS E-N49720, "Manual Gas 
Tungsten Arc Welding ASME Section IX Group P-1 to P-1 Metals, Thlcknoss Range 1/ 
16 Inch '0 872 " 

• Mercury Co ol Norwood, Inc 82/11/03 14pp 31072 06B-31 072 OBI 

-8506150128 Issue C lo IP-17, "Insp of Inslallalion of Fire Prolection Sys ” 

COVEY.M Ebasco Services, Inc (subs of Enserdi Corp ) 81/06/10 9pp 31072082- 
31072 090 

-8506150129 Draft Issue E to ASP-Ill 11, "Procedure for Insp" 

GETZLAFF.T Ebasco Services, Inc (subs ol Enserch Corp) 77/06/28 14pp 
31072 091-31079 108 

-8506160130 Requests review w/wntton assessment of end issues per H Rood 6 V 
Nerses site visit prior lo licensing decision W/o end 

EISENHUT.D G. NRC No Detailed Affiliation Given 84/06/11, NOVAK.T NRG - Mo 
Del a lied Affilialton Given Ip 31067 294 31067 294 


-8506160100 Discusses allegation involving Ebasco Svcs.Inc QA raviewof Fischback & 
Mooro records for seismic support installalfons Falsilied/alfered documontalion 
cited Portions withheld (ref FOIA Exemption 7) 

FLIPPO.TA Region 4, Oflice of Director 85/03/01 CROSSMAN, WA Region 4, 
Office Of Director 2pp. 31067 276-31067.277 


“8506160101 Rev 0 to Document W3 10, “Surface Preparalion " 

SLINE.fl Sline Industrial Painters, Inc SLINE.R Ebasco Services, Inc (subs of En- 
serch Corp) 81/03/17 3pp 31070 200 '31070 202 


-8506 150102 Rev D lo Procedure 1, "Heceiving, Unloading, Sorting & Storing Structural 
Steel ■' 

• United Slates Steel Corp 79/01/24 Bpp 31069 1 09-31069 116 


“8506150104 Rev 4 to QC Procedure QCP 3050, "aualificallon of Insp Exam Test Per- 


DARBY.BK, THACH.LJ. LUCIANO, EP. Mercury Co ol Norwood, Inc 82/10/17 
13pp 31071.343-31071 355 


-8506160105 Rov C to T8P-36, "Hydrostalic Pneumatic Tesl Procedure " 
G0RE,J B, Tompkins-Beoftwilh, Inc, 82/08/13. 31 pp 31069 117-31069.147 


-8506150106 Discusses new Alfegalions 4-84-A-5J & 4-fl4-A-52 resulting from inlar- 
views w/allogers Conversation record end Portions withhold Jrel FOIA Ekomption 7) 
CONSTABL^G.L Region 4, Office of Director 85/05/31. WESTERMAN.T Region 4. 
Oflice ol Director 2pp 31087 276-31067 279. 


-8506150131 Rev W-5 to Welding Procedure WP 1 4, "Shielded Mofel Arc Welding ol 
Carbon Steel Malls w/Backmg Malls " 

* Tompkins Beckwilh, Inc 78/10/09 t7pp 31069'233-31069 249 

-8506150132 Rev 3 lo Document W3 4, "Purchased Malls, Equipment & Sves," 

■ Slino Industrial Painters. Inc 84/03/08 tepp 31070 255-31070 270. 

-8506150133 Responds lo 840530 request for designation of mgt contacts for listed 
plants w/near-term licensing activity 

COLLINS, J T Region 4, Office of Director 84/06/14 DENTON.H R Office of Nuclear 
Reactor Regulation, Director, 1p 31067 295-31067 295 

-8506150134 T B 60A 3 HOO Rev 0 lo Test T-B 60A 3, "Hydro static/ PnoumalJc Tesl 
fnstructions Safely Injection " 

RILEY ,JH Tompliins-Bockwith, Inc 63/00/17, 23pp, 31069,250-31069 272 

-8608150135 Procedure Change Nolice 1 lo Rev 2 10 Procedure OP 18 4, "Sohoduting 
of Site QA Atidjis " 

* Louisiana Power & Light Co 63/02/06 Opp 31072 105-31072 100 

-8606150136 Rev F lo TBP-6. "Wold & Brazing Procedure QuaUficallon " 
•Tompkins-Beckwilh, Inc 85/03/01 6pp 31069,273 31 069'27a 

-8606150137 Rev 6 fo DocumenI W3 3, "Document Control & Records Turnover " 

* Sline Industrial Painters, Inc • Ebasco Services, Inc, (subs ol Enserch Corp) 84/ 
03/14 igpp, 31070 271-31070 289 


-8506150107 Rev 4 to Occumont W3-5, "Insp " 

SLINE, R Sline Industrial Painters, Inc. SLINE.R Ebasco Services, Inc (subs ol En- 
serch Corp) 83/06/24. 15pp 31070 203 31070217 


-8606150138 Rev C to TBP-4, "Indoctrination, Training & CeiKficatlon ol QA/QC Per- 
sonnel." 

■ Tompkfns Beckwith, Inc 81/03/17 12pp 31069,270-31069 320, 


-8506159109 Rev 1 lo QC Procadura QCP-3070, "Personnel Indoctrination A Training 
Procedure “ 

GASHLIN.J, THACH.LJ, LUCIANO, EP Mercuiy Co, Ol Norwood, Inc 78/10/27 
lOpp 31071,356-31072 003 

-8S08160110 Rev L lo T0P35, "Preparalion & Control of Process Piping Travelers " 
QORE.JB. Tompkins Beckwith. Inc 62/08/1 S 37pp 31069.148 31069184 

-8606150111 Rov 1 to Document W3 9, "Housekeeping " 

SLINE,R Sline Industrial Painters, Inc. 83/09/01. 6pp 31970 218 31070,223 

-6508150112 Forwards OA Program Insp Rept 09900852/84-01 on 840305 09. Insp 
findings support allegalions re Tack of Hudson Products Corp QA organizallonal Intfo 
pendence & Inadequate procuremani conirols 

POTAPOVS, U Vendor Program Branch 84/05/25. WESTERMAN.T F. Region 4, 
Oflice ol Director 2pp 31067.260-31067.291 


■8605150139 Rev 1 lo DocumenI W3 8, "Qualification of Production Workers " 

• Stine Industrial Pointers, Inc * Ebasco Services, Inc (subs of Enserch Coip ), 64/ 
03/09 6pp 31070 290 31070 295 

■9506160141 Rev 1 lo QA Inslructlon QAI 9, "Review & Handling of Const - installation 
if^dcorefs ** 

• Ebasco Services, Inc (subs ol Enserch Corp,), 81/10/06 22pp 31072 1D9' 
31072131 


■8506150142 Rev 0 to Project Mgt Procedure PMP-3M, "Nonsolsmlc Over Safely Ro- 
tated Area Walkdown" 

• Louisiana Power* Light Co 84/00/30, 9pp 31070 206^31O7O.3O4 


-8506160143 Rev W 9 to Welding Procedure WP 1.8, "Gas Tungsten Are Woldina 
(GTAW)/' 

^ Tompkins-Beckwilh, Inc 83/06/02 25pp. 31 069,321 -31O0G'347. 


-BS061S0114 Rev 4 to QC Procedure QCP-3070. "Personnel Indoclifnatlon & Training 
Procedure " 

GASHLIN.J, THACH.LJ, LUCIANO.E P. Mercury Co of Norwood, Inc BO/OS/09, 
30pp 31072 004-31072 033. 


"8506160144 Rav 0 lo OA Inslructlon QAI 9, "Review & Handling of Const > Installation 
Records " 

* Ebasco Services, Inc, (subs of Enserch Corp.). 79/10/29 fipp 31072132' 
31072142 


>8506150116 Rev 2 to Document W3-2, '‘Preparalion ol Procedures " 

SLINE, B. Sline Industrial Painters, Inc SLINE.R Ebasco Services, Inc (sube, of En 
serch Corp) 83/08/10, epp.31070r224-31070'230 


-8509160148 Rev 0 to Project Mgt Procedure PMP'313, "Evaluation of Instrumonl Afr 
Plplng/Tublng/Supports PolenllaT to Damage Salety-Raialed Componenls ” 

* Uoulsiana Power & LighI Co. 84/08/23 lipp, 31070305-31070.315 


-8506160116 Rev W-5 to Weld Procedure WP 8.1, "Gas Tungsten Arc Welding 
(GTAW) & Shielded Metal Arc Welding (SMAW) of Stainless Steel Mai) " 

* Tompkins-Beckwilh, Inc. 78/12/27 13pp 31069.185 31069,197 

-6506160117 Responds to 840530 request re mgt contacts for listed plarris w/lnlegrat- 
ed licensing schedules.per E Chnstenbury 840530 telco n w/Efsenhul 
CUNNINGHAM, G.H. office oi the Execulivo Legal Direclor 84/06/07 DENTON.H R. 
Office of Nuclear Reactor Regulation, Director, fp. 31067’2&2-3l067;29a, 

-8504150118 Rev 2 to Document W3-7, "Audif," 

SLINE.R Sline Industrial Palnlers, Inc SLINE.R, Ebasco Services, Inc (subs of En- 
serch Corp,). 83/08/16 lipp 31070, a32.31070'242. 

-8504160120 Rev F to TSP-17, "Design Changes & Field Reva." 

QORE,J,B. Tompkins Beckwith, Inc 63/04/12. 14pp 310e9:19B-31Q6g'2lf, 

-8504150121 Rev 6 lo N49720 SP906, "(3on5t Procedure lor Orlllcd-ln Expansion Type 
Anchors Selsmic-i." 

LUCIANO.E,P„ THACH.LJ, DARBY.BK Mercury Co. of Norwood, Inc 83/02/24 
16pp 31072’034 31072.048 

-8504160122 Rev 2 lo Document W3-1, "QA/QC Personnel Quali lie aliens & FuriC- 
lions.'' 

* Sline Industrial Painters, Inc. * Ebasco Services, Inc (subs, ol Enserch Corp,], 83/ 
10/18. 12pp 31 070'243-31 070.264. 

-8504150123 Rev B to SI-56, "QA Records Review Inslructlon (Piping)." 

‘ Tompklns-Becktt4th, Inc 83/05/05 21pp. 3I069‘212'31069'232. 

-4504150126 Rev 10 to aCP-3110,4, “Pfpe.Tubling & Support Inso Procodura.*’ 

* Mercury Co. of Norwood, Inc. 83/02/18. 19pp. 31072.049-31(172067. 


-8604150147 "OA Manual ” 

' Tompkins-Beckwilh, Inc. 81/09/04. 63pp. 31069.346 31070:066 

-6606150146 Rev 2 lo QA Inslructlon QAI 7, "QA Instruction for Survolllanco & Ckiiroc 
live Action" 

• Ebasco Services, Inc. (subs, of Enserch Corp.). 84/02/21 12pp. 31072.143 
31072-164. 

-6606150149 Board Noll Ilea I Ion 64-1 02. forwards Q Lear 840427 memo re structural 
adeouacy & safety evaluation of basemal Repl released to allow applicant lo consider 
monitoring survelltancs & lesling programs proposed. W/o ends. 

EISENHUT,D,Q Division ol Licensing. 84/05/09. PALUDINO, Gl LIN SKY. ROBERTS 
Commissioners, Ip, 31087;320-3106/,320, 

—8506150160 Rev 2 to OR 18 0, "Airdils." Requiramenl Change Notice RCN 1 onct 
‘ Louisiana Power & Light Co 78/10/16 lipp, 31070 316-31070:323. 

-8606160151 Forwards Ihree pages Involving Penelrations 36 & 65 from missing elloga 
tion & addI const related Info. 

CONSTABLE, G L Region 4. Office of Director. 63/10/19. CROSSMAN,W A Region 
4, Office of Direclor 8pp 31 070, 049-31 070 056 

— 8S06160152 Rev 2 |o QA Instruction QAI 9, "Review A Handling of Const • Installation 
Records." 

• Ebasco Services, (nc, (subs, of Enserch Corp,). 63/04/20, 7app 31072:155 
31072-231, 

-8506160154 Rev 0 to QA Instruclion QAI 26, "QA Inslructlon for Auditing at Waterford 
3." 

• Ebasco Services, Inc. (subs, of Enserch Corp). 63/06/22. lipp 31072 232- 
31072:242. 
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-6506150155 "Quality Surveillance Audit Rept of C-E," conducted on 730524-25 
ARMINGTON.T, LALLY.R, HENDERSON, a E Louisiana Power & Lighl Co Q-3 
A35 0204 73/09/19 lipp 31070.324-31070 334 

-8506150156 Responds to 831104 request for comments on ulil 030929 Ur & repis re 
821206 civil penally & NRC inquiry team 030714 replAddI insp effort & clanficalion 
required Specific assignment of msp responsibilities pending 

COLLINS, JT Region 4, Office of Director 84/01/11 DEYOUNG, RC Director’s 
Office, Office of Inspection and Enforcement 4pp 31070 057-31070 060 

-6506150157 Rev 4 to OA Instruction QAI 23, ’’Review of Ebasco Const Quality 
Records” 

* Ebasco Services, Inc (subs of EnserCh Corp) 84/02/29 30pp. 31072 243 
31072 272 


-8506150182 Forwards draft summary of efforts on Tasfr A- 104, “Louisiana Power & 
Llght/C-E QA Corrlraot Dispute" Hem 18 of Gambit 830404 request will be included 
when found Portions withhold (ref FOIA Exomplions 6 & 7). 

BELKE.B NRC - No Detailed Affiliation Grvon 84/04/06 PERANICH.M NRC - No 
Detailed Affiliation Gjven lipp 31070 061-31070 091 

-8506150183 Louisiana Power & Light Physlcat Verification Procedure QP 191-D4. 
"Pools & Liners /Structural Steel Erection ”■ 

* Louisiana Power & LtgM Co 83/01/1 1 13pp 31071 048-31071 060 

-6506160184 Rev 0 to OA Instruclion QAIRQS 46-1, ’’Documentation Stalusing Review 
Instruction ” 

' Ebasco Services, Inc (subs of Enserch Coip) QAI 9A 82/11/05 13pp 
31072 332*31072 344 


-8506150158 Discusses completion of outstanding NRC regulatory actions for pronvpt 
licensing decisions D Eisenhut assigned lead rosponslbility for coordinating NRR.IE & 

O^C?l<S,W J OKIco of the Executive Director for Operations 84/03/12 COLLINS.J T 
Region 4. Office of Director DENTON.H R Office of Nuclear Reoclor Regulation, Di- 
rector DEYOUNG, R C Director’s Office, Office of Inspeclion and Enforcement 3pp 
31067 323 31067 325 


- 6600150160 Rev 0 to Procedure QP 19 1, "Task Force Installation Veriffcalion” 
BENNETT.R G Louisiana Power & Light Co 83/01/1 1 3pp 31070 335 31070 337, 

-8506160161 Summary of 040126 maofing w/Region IV ro allegatfons Recommends 
NHC Identify addi resources to assist Region IV & Ofc of Investigations in addressing 
allegations 

EDISON.G Division of Licensing 84/01/25. EISENHUT.D.G Divfsion of Licensing. Ip 
31070061-31070 061, 


-6506 150 163 "Task Force Action Plan & Procedures for Inslallalion Verification” 
' Louisiana Power & Light Co 03/01/07 7pp, 31070'33B-31070 343 


-8506150164 Rev 4 to QA Instruction QAI 15, "Quality Surveillance of Site Contrac- 
tors." 

' Ebasco Services, Inc (subs of Enserch Corp) 83/08/05 13pp 31072,973* 
31072285 


-8506150165 Confidential draft "Louisiana Power & Light - Waterford 3. Const Monilor- 

•^Stanagemont Analysis Co 79/07/31 lipp 31070.062-31070 072 

-8506150166 Discusses technical assistance fund needed by Region IV to roplaco 
turds expended tor Waterford 3 to support higher than expected level ot contractor 
oftort Funds required by 840601 lor FIN A 6701 at Wolf Creek 1 
DENISE.RP Region 4, Office of Direclor. FIN A 6701 04/05/17 CRUTCHFIELD, D 
NRC * No Delallod Atlillailon Given, Ip 31067,326 31067 326. 

-8506160167 Rev 2 to QA Instruction QAI 15, "Quality Survelllanco ot Site Contrac- 
tors ’’ 

' Ebasco Services, Inc, (subs of Enserch Corp) 02/08/24, 16pp 31072.2Q6- 
31072,301. 


"8508160169 Rev 3 lo QP 18 3, "Conduct of OA Const Site Audita ’“ 

* Louisiana Power & Light Co. 78/02/08. 24pp, 31070.344-31071.009, 


"8506160170 Rov 0 to QA Instruction QAI 15, "Quality Survelllanco of Site Conirac- 


lUI b,> 

* Ebasco Services, Inc (subs of Enserch Corp) 82/07/26 16pp 31072,302- 
31072:317 


-8506150185 Louisiana Power & Light Physical Veriticalion Procedure OP 19 1 D2. 
'‘Mochancial (C-E) ” 

' Louisiana Power & Light Co, 83/01/11 16pp 31071 061-31071 075 

—86061 501 86 Rov 5 to OAP-303 21, ’’Oualiflcalion of Insp Personnel ’’ 

^ Fogles Power Service Corp 79/09/12 6pp 31068 206-31068 271 

-8506160187 Forwards project I deni Hi cal ion summary aheels for FIN A 6819, "Resolu 
lion of Waterford 3 QCl Alls gallons," to transfer funds to FIN A-682t, "Evalualion of 
Selected Open NRC Activities at Waterford 3 Site Neodlng Action " 

EISENHUTD.G Division ot Licensing FIN A 6619 84/05/12. PUNCH ES.JL Planning 
& Program Analysis Stalf. 6pp 31067 340-31067 347 

-5506160188 Rev 2 lo QA Instruclion QAIRGS 1 1-P, "Documentalron Stalusing Review 
Instruction ’’ 

* Ebasco ServIcQs, Inc {subs at Enserch Corp) OAI 9A 63/02/17 39pp 

31072345-31 073 021 

-8506150189 Rov B to QC Procedure MCP-2170, "Hydrostatic or Pneumatic Testing 
Procedure ’’ 

• Mercury Co of Norwood, Inc 63/04/19 24pp 31071 076-31071 099 

-BS061S0190 Rev 0 lo QA Instruclion QAIRQS 1 1-P, ‘’Documentation Stalusing Review 
Instruction ’’ 

* Ebasco Services, Inc (subs of Enserch Corp) QAI 9A 62/10/08 25pp 

31073 022-31073 046 

-8506150191 tssue 12 lo Procedure PR 10 0, 'Traveler Sys ’’ 

UPORTE,W,R, RONQUILLO.R.M Gulf Engineering Co„ Inc 02/10/27 23pp 

31065 272-3106B'294. 

-6506150192 Requests Increase In actual expense for Individuals participating in 
insps.to accomodate Increased motel rales due to New Orleans World’s Fair 
CRUTCHFIELO.D NRC - No Detailed AfMlalion Given 84/05/00 LAMASTRA,M 
NRC - No Detailed Affiliation Given, Ip. 31067 348-31067 348 

-8506150193 Rev 1 (o OA Inslrirclion QAIRGS 11-P, "Documentalion Slatusfng Review 
Instruction." 

• Ebasco Services, Inc (subs of Enserch Corp) OAI 9A. 02/11/05. 20pp 

31073 047-31073 066 

-85 061 601 9 4 Rev 4 to QC Procedure MCP-2170, " Hydrostatic or Pneumatic Testing 
Procedure " 

‘ Mercury Co of Norwood, Inc 00/08/20 laopp. 31071 100 31071 269 

-SS061S0196 Rev 14 lo QA Plan Proleol QA Administration 2 4, ’’Documonl Control," 
*' GEO Consirucllon Testing 82/12/22. 14pp 3106S'295 31068 307 


'8508150171 Responds to 841005 request tor all agency records used on Waterford 
lasues/allogatlons Civil-structural loam records contained In ulil tiles In util trailer 
onsite.arranged by allogallon number.Excoptions re A-100 & 141 listed in end 
SHEWMAKER.R E Region 4, Office of Direclor 84/10/16, CRUTCHFIELO.D. Region 
4, Office of Direclor. 2pp. 31067’327-31067;326, 

-8509160173 Recommends allegation re falsified Ebasco Svcs.Inc employee resume bo 
closed Resume did not show discrepandBB.Employoo successfully completed Ebasco 
Iralning Portion withheld (rot FOIA Exemptions 6 & 71 j 

FUPPO.T.A Region 4, Cilice of Director, 83/07/27. CROSSMAN ,W, A Region 4, 
Olfioo of Direclor, 1p. 31087:329-31067.329. 


'0508160174 Louisiana Power & Light Physical Verification Procedure QP 191-D1 
BENNE^iRG. Louisiana Power & Light Co. 03/01/11. 22pp, 3 1071:010-31 071 *031. 


-8506150196 Forwards request for addI Info ro QA for design & consl.per review of 
FSAR Section 1.0 description of QA program Meeting w/ulil requested 
lEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/12/11 
DEYOUNQ,R.C. Atomic Energy Commission - Depuly Director lor Reactor Pfo)acts 
10pp. 31O97.340-31O67'358. 


-'8S061 50197 Rev 0 to OA Instruction QAIRGS 1 l-H. "Oocumenlatlon Slatusing Review 
Instruclion.’’ 

* Ebasco Services, Ino (subs of Enserch Corp) QAI OA. 82/09/21 13pp. 
31073.067-31073.079 


'8606150196 Rov 4 to N4972a-SP664, "Procedure for Handling of Nonconformances & 
Corrective Action." 

‘Mercury Co of Norwood, Inc, 83/06/21 20pp. 3107V270-31071-289. 


-8606150176 Louisiana Power & Lighl Documentation Review Procedure QP 101-D5 
"NDE Testing." 

• Louisiana Power & Light Co 83/01/11. 13pp. 31071.032-31071 ;044. 

“8506160176 Requests Util be contacted for addi Info ro Allegation A.29D concerning 
unverified Insp of shop welds in ASME Class 1 & 2 piping sya Inslallod by Thompkins 
A Beckwith during hydro tests.Porllons withheld (ref FOIA Exemption 7), 

SHAO.L Region 4, Ollice of Director, 84/05/16. CRUTCHFIELD, D, Region 4, Ollice 
of Director 10pp. 31O67'33O-31O07'339 

-8508160177 Summarizes 040316 meeting w/Ofo of lnvo8llgallons,IE,OELD, NRR at 
Region IV lo discuss resources lor resolution of open Issues Extra resources needed 
for routine fire protection insps Portions withheld (ref FOIA Ikfmplion „ 

CRUTCHFIELClD. NRC - No Detailed Afflllollon Given. 84/03/19. EISENHUT, D,Q. 
NHC • No Detailed Aflillation Given, Ip. 31070*000-31070 080 

“8606160176 Rev 1 lo QA Insirucllon QAI 14. "Training & Qualillcation Raqulramenta 

•°'^Eba^o°^ewtee^°'lnc* (subs, of Enserch Corp,). 83/08/01, 7pp 31072.310- 
3f072;321 

“8606150180 Louisiana Power & Lighl Verlllcallon PfoceduroQP 1^9.ND32. Xoall^^^ 
PJTTMANiR Q. Louisiana Power & Light Co. 83/01/11, 3pp. 31071 ;045-31071;047, 

-8509150101 Rev 0 to QA Instruction QAIRQS 46-2, "Documentation Stalusing Review 

‘^Ebaaco^Servloes, Inc, (subs of Enserch Corp.). QAI OA. 82/11/19. 7pp 31 072* 326- 
31072:331. 


-8606150198 Rev H lo OA Plan Audit 5.1, "Infernal Audits." 

* GEO Conslfuclion Testing 83/05/10 lOpp 31068,308-3 1068-317. 


-8506150200 Rev 1 to QA Instruction QAfHGS 11-H, ’’Documentalion Slatusing Review 
Insirucllon" _ , . 

‘ Ebasco Services, Inc. (subs of Enserch Corp) QAI 9A. 83/01/05. 12pp, 
3 1073-080-31 073,091. 


-8506160201 Forwards request for addi Info re QA program adequacy.per 731210 & 18 
discussions w/ulil. 

KNIELiK Atomic Energy Commission. OIraclorala ot Licertsing. 73/12/20, 
WYATT,J,M. Louisiana Power & Lighl Co Ip. 31097 359*31067:359. 

-8506150202 Rev 6 lo N49720 SP6e7, "Procedure for Red Lining Drawings.” 

* Mercury Co. of Norwood, Inc 03/06/19. 30pp. 31071.290-31071,319. 

-8506150203 Rev A to QA Plan Project QA Adminlstralion 2 1, "Correspondence & 
Filing Sys." 

LAMBERT.J. GEO Conslruclion Testing 81/09/30. 6pp. 31060:310-31068:322 


-8506150204 Rev J lo OA Plan Project OA Admlnlslratlon 2.3, ’’Qualification & Certlh- 
calion of NDE Personnel," 

* QEO Conetfuolloft Testing. 03/10/27. 42pp, 31 068:323-3 106 9:004. 


“8508150205 Rev 2 to QA Instruction QAIRQS 1 l-H, "Documentation Stalusing Review 


l^^8ttuotionl’' 

* Ebasco Services, Inc (subs, of Enserch Corp.). QAf 9A. 63/01/26. 12pp, 
31073.092-31073:103. 
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•*6506150206- Rev C lo OA Plan Organization 1 0, "Organization " 

• Peabody Testing/X Ray Engineering Co 77/08/22 6pp 31069 005 31069 01 1 

-8506160207 Rev 3 toQA Instruction OAIRGS 1 1 H, ' ‘Doc u mentation Slatusing Review 
Instruction " 

* Ebasco Services, Inc (subs ol Enserch Corp) OAI 9A 63/03/22 32pp 
31073104-31073 135 

-6506160200 Rev 4 toQA tnslrucDon OAIRGS 11 H, "Docu in entail an Slalusrng Review 
Inslruclion ’’ 

• Ebasco Services, Inc (subs oJ Enserch Corp] QAI 9. 83/07/30 31 pp 31073 136 
31073 166. 

-8506160210 Rev 5 toQA Inslruclion QAIHGS 1I-H, "Documentation Review Inslruc- 
tion,” 

' Ebasco Services, Inc (subs ai Enserch Corp] OAI 0 84/01/10 23pp 31073 167- 
31073189 

-8506150215 Rev 6 to OA Instruction QAIRGS 1 l-H, "Documentation Hevtaw Instruc- 
tion," 

* Ebasco Services, Inc (subs of Enserch Corp ) OAI 9 84/02/06 25pp 31073 190 
31073 214. 

-8506150216 Requests addi Inlo re procurement of technical assistance Details re 
consultant specialitie5,worX areas, end products or interim deliver a bles.anticipa ted 
number ol work hours & NRC contacis at sites Response requested wilhin 24 h. 
BLAHA.JL Program Supporl & Analysis Staff 84/05716. CRUTCHFIELD.D Division 
of Licensing 2pp 31063017-31060 018 

-8506150219 Forwards FEMA 840216 review of util emergency planning zone public 
info brochure, per ASLB 830526 partial initial decision All recommended changes/ 
mods Incorporated 

CAS SIDY, B P Federal Emergency Management Agency 84/03708 TURK.S E Office 
of the Executive Legal Director. 4pp 3f06e 05f-3106a 054 

-8506150220 Confirms thal L Shao A J Slrosnider will continue lo work full Ume iinltl 
licensing issue task completed Woik completion estimated before mid-June 1 984 
MINOGCIE.RB Olfice of Wuclear Regulalory Research, Director. 84/05/16 
OENTON.KR Olfics of Nuclear Reactor Regulation, Director. Ip 31068 019- 
31068 019 

“8506160224 Rev 6 to Site Insp A Test Procedure W STIP-?, “Insp of Concrete Placing 
Curin 9 ,Finishiiio A Repair " 

• J A Jones Construcllon Co 78/02/02. 13pp 31068 055-31068067 

”8506160225 Rev C to OA Plan Operations QC Procedure 4,7, "OC Records " Incom- 
plelB RovF to Procedure 4.5 end. 

^ Peabody Testing/X-Ray Engineering Co 78/04/20 lipp, 31068020 31068030, 

-8506160226 Rev 1 to QA lnslruction QAIRGS 15, "Documentation Slatusing Review 
tnsliuoVon " 

* Ebasco Services, Inc (subs of Enserch Corp,) OAI 9. 83/06/25 34pp. 31073,21 5< 
31073 247 


-8506150258 Rev 6 lo Nuclear Project Operating Procedure POP-N-300, "Conifol ol 
Engmeenng Documents " 

^JA Jones Construction Co 80/05/22 16pp 31068 194-31068209 

-8506150260 Marked up Draft 1 of memo forwarding completed evaluation of Ebasco 
Svcs.inc analysis of undersize welds m highly stressed T 8 piping using (mile element 
approach 

HOU,S NRC - No Detailed Alfiliation Given 84/04/27 PARANICH.M NRC - No Cto 
tailed Afliliation Given 5pp 31073 356 31073 360 

-8606150262 Rev 2 lo Nuclear Project Operating Procedure POP N 301, "Consi Eiwi 
neerfng ” 

* JA Jones Construction Co 76/06/25 12pp 31068 210-31068 221 

—8506150284 Rev 1 to Nuclear Proiect Operating Procedure POP-N 301, “CoJist Engi 
neering" 

^ JA Jones Construction Co 76/02/02 lOpp 31068 222-31060 231 

—8506150265 Confirms Amend 1 to Task Order 1 ol Contract NRC 05 84 152, "Techni 
cal Assistance for Supporl ol Const Appraisal Team Insps," per Parameter, Inc 840330 
proposal ,04 04 05 rev A 84041 1 telcon 

MORTON, KV. Technical Assistance Contracts Branch NRG-05 84 1S2 84/04/13 
LOFY,R A, Parameter, Inc Spp 31073 361-31074 002 

-8S06150269 Rev 1 to Nuclear Project Operating Procedure POP N-505, "Qualilicalion 
A Certiffcalion of Personnel " 

• JA Jones Construction Co 76/01/28 27pp 31068 232-31060 258 

-8506150273 Marked up request lor svea ol L Yang A N ChokshI for wk of 040423 
VOLLMER.D NRC - No Detailed Allilialion Given 84/04/12 KNIGHT, J NRC No 
Detailed Affiliation Given. Ip 31074 003 31074 003, 

-8506150274 Rev 0 lo Nuclear Project Operating Procedure POP-N 707, "Silo Insp A 
Test Procedures " 

'JA Jones Construction Co 75/10/15 7pp 31068 259 3106B 265 

-8606150277 Forwards projocl Identification summary sheets for FIN A 6619 re resolu 
lion of QC allegations by INEL Funding requested Urgency of work cHod.por EClo 
840312 memo 

EISENHUT.OG Division of Licensing FINA-6aiO 84/03/30 PUNCHES, J.L Plann™ 
A Program Analysis Stall 6pp 31074 004-31074 015 ^ 

-8506160260 Requests determination whether listed generic altogalions Involve Water 
ford or Comanono Peak applications A II any 10CFR21 actions apply 
STARK, R Division ol Licensing 64/03/19 QRACE.J N. Director's Olfice. Olfico ol Jiv 
speotlon and Enforcemont Ip 31074 016 31074 016 

—8506160282 Forwards sId order for DOE work "Resolution of Walorlord Unit 3 QA," 
approved as modified 

EISENHUT.D.G. Division of Licensing FIN A-6B1G, 04/05/03 WADE.T E Eneiqv 
Dept of, Idaho Operations Ofllce, 7pp, 31074:017-31674 023. 


"6506150229 Rev 3 to Section 19 of O A assurance manual, "Audita" 

• Fischbach A Moore, Inc (subs ol Fischbach Cojrp.) 81/04/01. 5pp 31073 248- 
3107 3 252 

-8506150230 Rev 3 to QC Rrocodure QCP0018, "Nonconformance A Corrective 
Action" 

SPRIGGS,L.C, HARRIS,K.R., SMITHWICK,D, BAB hsulatlon Inc, 02/07/01, 8pp, 
31066031-31066038. 

-8606150233 Rov 2 to Section 16 ol OA assurance manual, "Correclive Action," 

• Fischbach A Moore, Inc (subs of Fischbach Corp) 81/04/01 6pp 31073*253- 
31073,258. 

-8506150234 "Ebasco OA Manual.ASME Secllon I If, Waterford SES Unit 3 " 

‘ Ebasco Services, Inc (subs of Enserch Corp.) 03/06/14 34pp. 31073.259 
31073,292 

-6508150237 Hev 0 to Plant Operating Manual ME-13 019, "Mainl Procedure Motor 
Bearing Replacement A General Motor Repair," 

• Louisiana Power A Light Co 82/07/19. 47pp 31073,293-31073'33e. 

“8506150238 Rov 4 to Site Insp A Test Procedure W-SITP-15, "Repair A Curing ol 
Concrete Repair for Placement 499S02-1 OB " 

• J A Jones Construction Co. 76/08/26. 3 5pp, 31068.0B8'3IOeB.1oa 

-8506150240 Rev 4 lo Special Process Procedure W-SP -4, "Wefdlng Procedure Manual 
SWaWfld Metal-AtC(SMAW> " 

•JA Jones Construction Co 79/06/01, 8pp 31068103 31066 110. 

-8506160243 forwards sid order lor DOE works' "Resolution ol Waterford Units 3 QA '' 
WILLIAMS, M Division ol Licensing FIN A-6B19 84/04/30. WAOE.TE. Enerav, Dept, 
of, Idaho Operations Otiice 1 4pp. 3 1 073,33 9 3 1 073 ,352 

-6506160245 Rev 0 to Special Process Procedure W,SP-12, "Core Drilling of Grout 
Holes on Placement 19" 

• J A. Jones Construcllon Co. 75/09/16. 35pp 31068 1 11-31089 145. 

-8506160248 Rev 20 to Const Woik Procedure W'WP-7, ‘'Concrete Placing, Curing Fin 
Ishing A Repairs" 

• J A. Jones Construction Co 78/07/16. 20 pp. 31088 148 31068:166. 


-8405240380 Forwards list of license conditions that should bo Included in license lo 
ensure llmely Implementation of Generic Ltr 83-28, "Roquired Actions Based on Ge 
neric Implloailons ol Salem ATWS Evonis " 

MIRAGLIA.F.J, Assistant Director lor Safety Assessment GL 63 28 64/05/15 
NOVAK, TM Asslslanl Director for Licensing 4pp 31000 001-31086 006 

8606160209 Further response lo FOIA request for six calogorloa of documents re 
Charleston earthquake of 1886 A seismic design (or Voglle Nuclear Power Plant App 
B documents forwarded A available in PDR Rcwqw continuing. 

FELTON.J M Division ol Rules and Records 05/02/20 QELL.N Nucloar Inlormalioni 
A Resource Service. 3pp 30958 160-30950.071. 

-8297300346 Discusses fault Investigation ro core borlngs.solsmlc 
relleclion, groundwater well monllcring A remote sensing techniques to try To Idontiiy 
fault A age Mealing schoduled on 020720 to discuss possible reporifng procedures 
JACKSON, R.E. Geosciences Branch 82/07/20 KNIGHT,J.P Assistant Director lor 
Comp A Structures Engineering (Pra 830201), 2pp 30959 001-30959 016 

-B50'&isa2l3 Trip repi of 730424-25 site visit to obtain first hand knowledge of site $ 
environs A to discuss possible problem areas Attendance list end. 

CROCKEfl,LP Atomic Energy Commission, Direclorato of Licensing. 73/05/01 
DEYOUNQ,R,C. Atomic Energy Commission • Deputy Diroctor (or Reactor Proiecls 
6pp 30050:1 93-30958; 197. 

-8506160217 Foiwards position paper ra adequacy ol facility site foundallon exploration 
performed by applicant. Paper sets forth rocommendalions for addI 
dritllng,sampllng,testing A analyses to complete site condillons review. 

DENTON,HR Atomic Energy Commission, Directorate ol Licensing 73/05/88 
DEYOUNG, R.C Atomic Energy Commission - Ooputy Diroctor for Roactor Projects 
Ip, 30958 108-3OS5B;198, 

—8506150222 "Adequacy of Voglle SIta Foundation Exploration " 

* Alomic Energy Commission. 73/06/06. 2pp. 30958.199 30968:200 

—8506150228 Discusses ACRS subcommittee meeting on Vogtie application, schoduled 
for 740328 20. 

CROCKER,LP. Atomic Energy Commission, Direcloralo ol Licensing. 74/02/13 
QRIMES|B,, GAWMILLiW. Alomic Energy Commission, Deputy Director lor Technical 
Review (Pre-1076) Ip, 30958.201-30956 201. 


-8506160253 Rev 3 (o Nuclear Projecl Operaling Procedure POP-N-300, "Control of 
Engineering Documents " 

* J,A Jones Construction Co 78/03/17. 13pp 310aB'l6$-3106a'178, 

-8506160254 Provides special Info re edmlKartco of NRC A contract personnel to 
facility Insp scheduled from 84 S 597 unlll lurlher notlce.Peraoniiel listed In end require 
unescorted A unrestricted sccess lo view newly Installed sys, 

COLLINS, J T. Region 4, Olfice of Director. 84^5/02 LEDDICK,R.S. Louisiana Power 
ALighICo 3pp 31073 3 53 -3 1073:366. 

-6S06150256 Rev 1 to Nuclear Project Operabng Procedure POP-N 300, "Control ol 
Engineering Documents" 

* JA, Jones Construction Co. 76/02/02, T6pp. 3108a;179-310e8'193 


-8506150231 Requests assistance In site geologic evaluation ol Vogtio A Catawba 
sites Schedule for Input dates listed Requests AEC 730308 ltr A schedule dates b« 
dlsreaarded. 

QAMMILLiW.P Atomic Energy Commission, Deputy Director for Technical Review 
(Pra- 197^ 73/03/12 HOUSER, RN. Interior, Dept of, Geological Survey 2pp 
309 56: 202-3095 8, 203, 


-8506150236 Advises ol tentative 730426 site visit followed by meeting on 730426 lo 
discuss site related problems Name ol person or persons to be present requasl^ by 
730406, 

CROCKER, L.P Alomio Enemy Commission • Deputy Director lor Reactor Projocts 
73/03/23, DENTON,H, GRTmeS.B. GAMMILL.W. Atomic Energy Commis^n, 
Deputy Dfreotor for Technical Review (Pfa-197S). Ip 30958'204-3066&.204, 
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-I506IS0242 Supplemetila) tosttmony of AEC regulatory staff on site suitability Page 2 
missing 

DENTON.H R Atomic Energy Commission, Deputy Director for Technical Review (Pre- 
1975) 74/05/07 8pp 30950 205-3095B 212 

•<8506150249 Notilicatlon of 771115 meeting w/Soulhern Svcs & Sechte! tn 
Bethesda.MD for presentation of applicant proposed changes m design criteria 
LYNCH, MO Light Water Reactors Branch 4 77/11/10 VARGA, S A Light Water Re- 
actors Branch 4 Ip 30958 213 30950 213 

-•8506160262 Draft "Seismic Hazard Anaiysis for Savannah River Plant, SC " 
•TERACorp 80/08/31 48pp 30958 214 30958 342 

“8506150267 Advises that USGS reviewing position on Charieslon earthquake NRC shit 
^u^^orts position stated in VC Summer SER pending any new position statement by 

VOLLMER.R H Division of Engineering 82/03/03 EiSENHUT.DQ Division of Licens- 
ing 2pp 30958 343-30958 359 


-8506150266 Stall requirements memo re 840516 meeting on continuation of review of 
proposed Shoreham order General agreement reached on proposed order as rnodified 
al meelino 

CHILK.SJ Office of the Secretary oMhe Commission MB40616A 84/05/18 Office of 
the Secrelary o( the Commission Spp 30960 169 30960 197 

-8506150272 Supports Commission 040516 decision to clarify limitations of OL pro 
ceedings & to proceed expeditiously w/study of exemption process Suggestions for 
consideration in future study otiered 

COWAN, B Z Atomic Induslriai Forum 84/08/23 PALLADiNO.N J Commissioners 
Spp 30950198-30960 209 

-8506150279 Outlines position on sys necessary for fuel loading & precritlcal 
testing View expressed In end Jenson alfidavH appears inconsistent w/use of Tech 
Specs written for Modes 3,4,5 & 6 to govern fuel loading & procritical testing 
SCINTO.J NRC - No Detailed Affiliation Given 84/t2/05 EISENHUT.D, 
BEBNERO.R NRC - No Detailed Afliliation Given 8pp 30960 210 30960 217 


-8506150259 Notification ol 820728 meeting w/Southern Co Svcs, Inc & Bechtel in 
Oelhesda.MO to present overview of Millett Fault study findings Preparation of appli- 
cant final rept to NRC will also be discussed 

GRANT,J M Licensing Branch 1 82/07/23 YOUNGBLOOD, B J Licensing Branch 2. 
3pp 30958 360-30958 362 

8S0615D211 Partial response to FOIA request lor documents re possible limitations Co 
consideration of financial matters in NRC actions allowed by Atomic Energy Act App A 
documents in PDR App B info completely withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules anci Records 85/03/14 BELL,N Nuclear information 
& Resource Service 4pp 30944 356-30944 359 

6506150212 FOIA request for documents re possible limitations to NRC authority (o 
consider financial matters in actions & decisions on licensing allowed or contemplated 
by Atomic Energy Act Requests waive ol search charges. 

BELL.N Nuclear Information & Resource Service 84/11/28 F ELTON, J M Division of 
Rules and Records 2pp 30944 30O-3O944.361 

8506160214 Further response fo FOIA request (or records re DQ Eisenhul 040613 Itr to 
JM Cam & all records re lollowup actions by Louisiana Power & Light Co,EBASCO & 
Mercury to 1962 Insp repi Documents avallaole in PDR 

FELTON, J M Division of Rules and Records 85/03/15 BERNABEI.L. Government 
Accountability Project 1 p 30946 022-30945 024 

6506160216 FOIA request (or all documents prepared per 41CFR10M9606 or 
4ICFFI101-19 607 & all documents discussing financial or administrative burden for 
any govt agency to modify bldg lo provide Improved access to handicapped 
FOX,D Public Interest Law Ctr of Philadelphia. 85/02/26, CAHR,J.C, NRG No De- 
failed Affiliation Given 1p. 30945 025 30945’025 

85061502 21 Responds lo FOIA request (or documents discussing financial or ad minis- 
Ireliva burden for any govt agency to modify bldg to provide Improved access to 
handicapped Federal personnel manual discussing employment ol handicapped end 
FELTON. J.M Division ol Rules and Records 05/03/1 9 FOX,D Public Inlorosl Law 
CIr of Philadelphia Ip. 30945 026-30945.028. 

8606150227 FOIA request (or Jul 1001 memo re review of NRR OL action program & 
Ocl 1904 memo re review of OL review process (or power reactors 
GBABER.L NUS Corp CD LIS-85 054. 06/01/21 Division of Rules and Records 1p. 
30945.151 30045.151 


$506160232 Further response to FOIA request lor Jul 1981 memo ro review of NRR OL 
action program & Oct 1084 memo ro review of OL review process for power 
reaefors JJ Cummins 810731 memo placed in PDR & end. 

FELTON, JM Division of Rules and Records 05/03/10 QRABER.L. NUS Corp 2pp 
30945- 152-30945 190, 


-8506160236 Provides Ole ol Inspector & Auditor rept on NRR operating reactor licens- 
ing aclion program Review initiated In response lo Increasing concerns over number 
ol oporating reactor licensing actions which accumulated over yeors, 

CUMMINGS.JJ Office of fnspeclor & Auditor, 81/07/31 PALUDINO, GILINSKY, 
BRADFORD Commissioners, 32pp, 30945'154-30945.185, 


-8506150239 Agrees that Otc ol Inspector & Auditor ropi on NRR operating reactor It 
censing action program faitiy represents operating reactors iicensing sTluation for 
period of May Dec 1980. Significant progress made in correcting identified probioms 
DIRCKS,W.J. Office of the Executive Director for Operations, 61/07/23, 
CUMMINQS,J J, Office of Inspector & Auditor, 5pp 30945' 186-30946 190 

$506160241 FOIA request lor list of all Ofo of Investigations reviews, repts or investiga- 
ttans re facility. 

CLiNN INGHAM, L, Times Picayune, La Place, LA. 85/03/10 FELTON, J, Division ol 
Ruloa arid Records Ip. 30946i136'30945.13B, 


$506150244 Forwards list of all Olo of Investigations reviews.repts or investigations re 
facility Portions deleted.Info partially withheld (ref FOIA Exemption 7) 

F£LTON,J M Division of Rules and Records 85/04/02, CUNNINGHAM, L Times-Pic- 
ayune, LaPlace, LA Ip 30945;139*30945:160, 

-8506150247 List Of Ofo of Investigations open cases.Portions deleted, 

• Office oi Invastigallon 05/04/02, 11pp 30945,140 30945,150, 

6506160246 Appeals NRC Incomplete response as denial of FOIA request lor Info re 
Issues discussed In Commission 840616 Order CLI-e4 8 pertaining to exempllon ra- 
qulromenta In util OL proceeding To dale only two partial responses received 
BELAIR,R.R, Kirkpatrick & Lockhart. CU-84-oe 85/02/05 Office of the Executive DI 
rector for Operations, 2pp, 30960; 163-30960:1 64 

8506150260 FOIA request (or all documentation re D Hatley allegations concerning fa- 
cility & employment discrimination case against Brown & Root, Inc, „ 

KOHN.S. Government Accountability Pro|ect. 84/11/20. Office ol Administration. 2pp. 
30944.351-30944,352. 

85061 50251 Further response lo FOIA request for info re Issues discussed in Cotnmis- 
slon 540516 Order 011-84-8 re exemption requirements in OL proceedlngApp F docu 
ments partially & App G documents completely withheld (ref FO A Exempt on 6), 
FELTOW,J,M. Division of Roles and Records. 011-84-08 85/03/19 BELAIR.R.R Kirk- 
patrick & Lockhart. 8pp, 30960-1 65-90960'229. 


-8506150283 Staff requirements memo ro 840511 continualicn of discussion or oral 
presonlalcons & proposed order re OLprococding Portions deleted 
CHILK.SJ Olfice of the Secretary of the Commission M840511B 84/05/16 Office ol 
the Secretary ol the Commission 1 30960 210-30960218 

-0506160284 Forwards rev lo proposed draft order tn SECY-B4-393A based upon Com 
missions r comments Additions lo draft order underlined.delelions lined oulW/o end 
BLUME.M Office of the General Counsel 84/11/19 REAMER.W. CUTCHIN.M, 
DAVIS.P NRC - No Detailed Allilialion Given Ip 30960 210 30960 219 

-0506150285 Forwards memo providing info based on brief exam of law re removal of 
AS LB members from proceeding Portions deleted 

PLAINE.HH Office oflho General Counsel 64/05/15 PALLADINO. GILINSKY. ROB 
ERTS Commissioners Spp 30960 220 30960,229 

-8508150286 Staff requirements memo re 848516 meeting on continuation of review of 
proposed Shoreham order.General agreement reached on proposed order as modified 
at meeting 

CHILK.SJ Olfico ol the Secretary of Ihe Commission M840516A 84/05/18 Office of 
the Secretary of the Commission Spp 30960 1$9-30960.197 

-8506150272 Supports Commission 840516 decision to clarify limitations of OL pro 
ceedings & to proceed expeditiously w/sludy ol exemption process Suggestions for 
consideration In future study offered 

COWAN ,BZ. Atomic Industrial Forum 04/08/23 PALLADINO.N J Commissionors 
Spp 30960 190-30960 209 

"0506160279 Outlines position on sys necessary for fuel loading & pracritical 
testing View expressed In end Jenson aflidavll appears Inconsistent w/use of Tech 
Specs written lor Modes 3,4,5 & 6 to govern fuel loading S precritlcal testing 
SCINTO,J NRC • No Detailed AfMialion Given 84/12/05 EISENHUT.D. 
BERNERO.R NRC - No Detailed Affiliation Given. Spp 30960 210-30960 217 

-851)6150263 Staff requlromonls memo ro 040511 continuation of discussion or oral 
prasentabons & proposed order ru OL proceeding Portions deleted 
CHILK.SJ Oflico of tho Secrolary ol the Commission MB40511B 04/05/16. Office of 
lha Secretary of the Commission 1 30960'218 30960 210 

"0500160284 Forwards rev to proposed draft order in SECY-84-393A baaed upon Com- 
missioner comments Additions to draft order uncIeiljned,cfoletions lined oulW/o end 
BLUME.M. Cilice of Iho General Counsel. 84/11/19 REAMER.W., CUTCHIN.M, 
DAVIS.P NRC • No Detailed Allilialion Given Ip 30960 219 30060 219 

-0508160285 Forwards memo providing Info based on brief exam of law ro removal of 
ASLB members from proceeding Porfions dotelod, 

PLAINE,H H Office of the General Counsel 04/05/15. PALLADINO. GILINSKY, ROB 
ERTS Commissioners Spp 30980 220-30960'229 

BS0B1 50255 Furfliar response to FOIA request (or documonlatlon re D Halley allega- 
lions conernmg fedlltios & employment discrimination case against Brown & 
Pool, Inc, App B documanls withheld (rot FOIA Exempllons 5,6 & 7) 

FELTON, J.M Division of Rules and Records. 85/04/03 KOHN.S, Government Ac- 
countability Project 3pp 30944 353 30944.355, 

8608150261 FOIA request (or documentation generated by Ofo of Investigations re in 
vostiga lions or reviews concerning facility, 

CUNNINGHAM, L. Timas Pi coy uno. La Place. LA 06/03/IB. FELTON, J. Division of 
Rules and Records, Ip. 30944.349 30944.349 

8608150263 Responds to FOIA request for records generalect from Ofc of Investigation 
re reviews or investigations concerning facillly.Clarilicatlon ol request 
required Responses to previous FOIA requests died Documanls available in PDR, 
F^TON.JM Division of Rules and Records. 68/04/04 CUNNINGHAM, L Tlmea-Pic- 
ayune. La Place, LA Ip 30944 360 30944’35(> 

8506150267 Further response to appeal re partial denial of FOIA request for documents 
ro GE PRA lor GESSAR-II standarlzed plant design App lists documents responsive to 
request 

FELTON,JM Division of Rules and Records 85/04/04 CURRAN.D , JORDAN, W S, 
Harmon, Weiss & Jordan 2pp 30945 06B-3094S 137. 

-8506160271 "Responso to GESSAR Source-Term Issue S.Suppresslon Pool Bypass in 
BWRS." 

” General Electric Co. 85/04/04 67pp. 30945 081-30945t137. 

860616026B FOIA request for NRC Secretary memo to EDO did late Nov 1984 re pro- 
posed rule on addi scram sys requirements for Weslinghouse nuclear power plants fo 
DO placed In PDR. 

SMrTH,E.R NUS Corp CO-LIS-BS-lia, 85/02/11. Division of Rules and Records, Ip. 

30944.346- 30944 346 

8506150270 Responds to FOIA request for SJ Chilk 641203 memo to WJ DIrcks Memo 
end Oocumenl also available in PDA, 

FELTON, JM, Division of Rules and Records. 85/03/04. SMITH, ER. NUS Corp. Ip. 

30944.347- 30944 348. 
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-8508150275 Advises thal Commission decided not lo issue proposed rule o/i ATWS 
requiring diverse scram sys tor Weslinghouse plants Commissioner AssoEsline com- 
ments noted 

CHILK.SJ Odice o I the Secretary of the Commission 84/12/03 DIHCKS.WJ Office 
of Ihe Executive Director for Operations Ip 30944 348 30944 346 

85061SD276 FOIA fequGst for genera) procedures used wdliin regions for screening & 
assessing aflegalions re OL application reviews to be pfaced In PDR 
MEYEfl.OW Newman & Hortzingor 6S/02/01 Office of Administration Ip 
30945029 30546 020 

8506150278 Responds to FOIA request for general procedures used wilhm regional 
ofcs for screening & assessing allegations re OL applicatfon reviews Forwards docu- 
ment listed on app Document also available in PDR 

FELTON, JM Division of Rules and Records 85/03/04. MEYER, D.W Newman & 
Holtzinger. 2pp 30945 030-30945 087 

-8402080296 Draft Commission paper re processing of allegations involving applies- 
lions lor OLsNRR S IE designated full time aiiegalion coordinators Procedyres for 
resolution oi allegations end 

D)RCKS.WJ Office of the Executive Director for Operations 84/01/20 7pp 
30945 061-30945 067 

-8410020575 Forwards proposed NRC Manual Chapler 0517, "Mgf o( Allegations," as 
policy In mgt of allegations. 

&IRCKS,WJ Office of the Executive Director for Operations 64/09/19 Region 1, 
Oftice of Director, 29pp 30945 032-30945 060 

6506160286 Further response to 6408 29 FOIA request for nine categories of docu- 
ments concerning U mill tailings regulations Documents lisled in App K completely 
withheld, ^ 

FELTON, JM Division of Rules and Records 85/03/27. BEHICK.O Environmanlal 
Policy Inshluto 3pp 30944‘331-3O944 336. 

8506150267 FOIA request for three categories of records re incentive package ordered 
by State of AZ Corporation Commissfon for Palo Verda Planl.notilicaUon by NRC of 
plan & possible implicalions of plan on fuo) toad.operation & iicenslng 
BELL,N Nuclear Informallon & Resource Service 65/01/15 FELTC)N,J.M. Division of 
Rules and Records 2pp 30968 203-30966‘204 

8S081E0268 FOIA request for records re 650212 meeting between NRC & Hydrogen 
Control Owners Group, Including a If minutes,noies, tr an senp Is, at tendance lists & 
correspondence, Requests waiver of 76% of search lees per Issue 8 of OL proceed 
Ings, 

HrATT,SL Ohio Citizens for Responsible Energy 65/02/12 ROBINSQN.L.L Division 
ol Rules aiMj Records Ip 30945 264-30945 Z&^, 

8508150286 FOIA request for Attachment 1 to Info Notice 64-33 
PEDRO, J, NUS Corp CD LIS 86-174, 85/03/04 Division of Rules and Records Ip 
30944 340 30944'34D. 

8506150290 FOIA request for documents re DOW Chemical Co Licanae 21 00265- 
08,Epecilically,envlron Impact statements/ assessments authored by or for NRC. 
KOHN.S, CONDIT.R. Government Accounlablllty Project, 95/02/14. NRC - No De- 
tailed Affiliation Given, ip 30958:1 79-30958' 179 

8506150261 FOIA request for all noles,mlnuies,traniScripts,at(endance list, handouts & 
any other documents ra 850220 meeting between NRC & Hydrogen Control Owners 
Group 

HIATT.S L Ohio Citizens for Responsible Energy. 65/02/20 FELTON, J.M Drvislon of 
Rules and Records, 1 p 30045.345-30945:345. 

8508150262 Responds to FOIA request for three categories ol records re incentive 
package ordered by Slate of AZ Corporation Commission (or Arizona Public Sve Palo 
Verde PlanLOocumen Is In app w/asterlcks in PDR,other documents loiwardad 
FELTON, J M Division of Rules and Records. 85/03/07. BELL.N Nuclear In forma tSon 
& Resource Senrlco. 3pp. 30966'205 30970,305 

-8504180281 Forwards Arizona Corp Commission 841126 rate case order Introducing 
Incentive regulation plan re compjotlon & operation of plant Review & analysis of 
safety Implicallone requested. 

RDHTER.W.E Arizona, State of 84/12/14 MARTIN, J. Region 6, Office of Director. 
30pp. 30970'236-3 0 970:270. 

-8506160301 Forwards testimony re Incentive regulation Particular Interest of discussion 
oi incentive plans cited on Pages 35-52 Comments welcomed 
JOHNSON, L.L, Rand Corp 84/10/28. PETERSON, J.C. NRC - No Detailed Affiliation 
Given 11 6pp. 30970: 1 1 7-30970:231 . 

-8506160305 Agrees that development & Implamentatlon of "Incentive p)ar>s'' should 
be (racked by NRC.Appropriale regional administrator & directors of NHR.IE & NMSS 
should be advised when plans become effective. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director 84/10/31, KERn,G,W 
Office ol Stale Programs. Director, 2pp, 30970'232-30970:235. 

-8506160312 Forwards request from Slate ol AZ UUI Commission re "Pfan for Adminis- 
tration of Performance Incentive Adjustment" detelllng administration of operating In- 
centives re Arizona Public Svo share ol Palo Verde Urnf 1 , 

FAULKENBEHRV.B. Region 6, Office of Director. 84/12/19. REHMJ. Office of Ihe 
Executive Director for Operallons 13pp 30970' 271-30970. 305 

8506160293 Responds to FOIA request for documents re Dow Chemclel Co Lfeense 21- 
00265-06 Forwards slated documente, Documents afso available in PDR 
FELTON,J.M OMsfon ol Rules and Records. 85/03/11 KOHN.S, CONDIT.R, Gov- 
ernment Accounlablllty Project Ip. 30956:1 60-30958' 167, 

-8506150265 Forwards Amend 41 to License 21-00265-06. 

MCCANN.Q.M. Region 3, OHice ol Director. 64/11/30 RAMPY.LW. Dow Chemical 
Co. 2pp. 30958:161-30958:162. 

-8506160267 Amend 41 to Llcerrse 21-00265 08 for Dew Chemclal Co, eulhortzlng use 
of listed malls for 10CFR30 R&D,ltuorescence analyzers & Instrument calibr. 

MCCANN, G M, Region 3, Office of Director. 84/1 1 /SO 6pp 30958; 183 30958:1 87, 

-8508160265 Forwards Amend 41 lo License 21 -00265 0«. 

MCCANN, GM. Region 3, Office of Director, 84/11/30. RAMPY.LW. Dow Chamical 
Co 2pp 30958:181-30658:182 


-8506160297 Amend 41 to License 21-00265-06 for Dow Chemcial Co. autho/mng us« 
ol lisled malls lor lOCFflSO RSD, fluoresce nee analyzers & instrument caPbr 
WCCANN.G M Region 3. Office of Director 84/11/30 5pp. 30958 103-30958 187. 

8506160294 Responds to FOIA request lor Attachment 1 to Info Notice 84-33 Docu- 
ment encl & available in PDR 

FELTON.J M Division of Rules and Records 85/03/18 PEDRO.J NUS Corn 2pci 
30944 341 30944 345 

8506150299 Further response to FOIA request for all Info re 031011-14 & S3111418 
insp of Cardma) Industrial Products Corp App C identifies documents already maife 
publicly available at PDR Info partially withheld (ref FOIA Exemplion 4) 

FELTON jM. Division of Rules and Records 85/03/19 CIANCI Snoll & Wilme/ 2po 
30944 337-30944 339 

8508150300 Responds to FOIA request for all records re 850220 meeting between NRC 
& Hydrogen Control Owners Group Documents listed on encl app responsive lo re 
quest 

FELTON, J M Division of Rules and Records, 85/03/25 HIATT, S L Ohio Citizens l« 
Responsible Energy 2pp 30945 346 30945 363. 

-8502270651 Requests 850226 meeting lo discuss scope, content & pumose of evalus 
lions of Hydrogen Control Owners Group IHCOG) program planfransnilssiot) ol 
HTOG program & evaluation targeted for mid-Apr 

HOUSTON.RW Assistant Director for Reactor Safety 85/02/21 QUTtER.W. Cere 
Performance Branch SHERON.B Reactor Systems Branch LEAR.G SIructuisI 4 
Geotechnical Engineering Branch 2pp, 30946 058-30946 149 

8506150302 FOIA request for five caleMrles of documents, Including minutes from 
DOE/NflC coordinating group 830101-0201 meolings 8 SARa for packaging of Shin. 

a Casks GE-100, GE-1600 a BMI-1 

IN,L Afftll alien Not Assigned 85/02/03 Office of Administration Ip 30945191 
30945 191 

8506150303 Responds to POIA request for records ro 850212 meeting botweon NRCi 
Hydrogen Control Owmers Group Forwards first two dooumartfa listed in App 
A Updated draft summary of sobj meeting by C Slahle wilhhald (rol FOIA Exempbw 
51 . 

FELTON.J M, DMsion of Rules and Records. 85/03/27 HIATT, SL Ohio Citizoris t« 
Responsible Energy 3pp, 30945 266-30945 344 

8508160304 Partial response to FOIA request for five calegorlos of 

documents Forwards App A documents a contirms 860215 lolcon re fourth 
category Documents also available In POR App 8 documents available In PDR 
FELTON, J M Division of Rules and Records 85/03/20, AUDIN.L Alfitallon Not As 
signed 4pp 30945.192-00945.263 

— 8508160308 Forwards minutes of 30lh DOE/NRC 830309 Interagency mooting In 
Qarnianlown.MD re mgt Info, NRC a ACRS rovrowa.Nucloai 
Safety, Re search, Development a Demonstration Act of 1980 a shipment of rodloaclruo 
mat! 

BECKWITH, C.A Dlllce of Resource Management, Director. 63/03/25 DJRCKS.W, 
REHM,T. Oilica of the Executive Director lor Operallons, CARTER, J. Office ol Nudes; 
Reactor Regulation, Olredlor 6pp. 30946 106-3O945'2O1 

-8506150311 Forwards minutes of 31 st DOE/NRC 830700 Inleragoncv moeijng In 
Bothesda.MD re mgt lnfo,Nuclear Saloly.Research, Osvolopmenl a Demonstration Act 
of 1680 a shlpmenT of radioactive mall 

BECKWITH.CA. Office Of Resource Management. Director, 83/07/15 DIRCKS.W, 
REHM.T. Onico of the Executive Director for Operations. CAFtTER,J. Office ol Nuclear 
Reactor Regulation, Director. 8pp S0946'202-30945 209. 

-8508150313 Forwards minutes of 32nd DOE/NRC 831025 Interagency moallng la 
Germanilown.UD re mgt info, Nuclear Safety, Research, Development a Demonsirawa 
Act ol 1 900 a shipment of radfoactive matl Related Info encl. 

BECKWITH.CA Office of Resource Management, Director, 83/10/28 DIRCKS,W. 
REKM,T. Office of the Executive Director for Operations. CARTER, J Oilica of Nuclear 
Reactor Regulation, Oiraolor. 10pp. 30845.210-30948:210 

-8606150314 Forwards minutes ol 33rd DOE/NRC Interagency Task Forco 8403N 
meeting In Bethesda,MD re Nuclear Safety Research, Development & OemohsIrBlMa 
Act of 1080, license fee recovery a changes to t0CFR20.Related Info encl. 
BECKW(TH,C,A, Office ol Resource ManagemenI, Director. 84/03/16 DIRCKS,W. 
REHM,T. Office of the Executive Direclor for Operallons. SOLANDER.L. Ollico of Nu 
clear Reactor flegulatlon, Director. 13pp, 30946 220-30946.245. 

—8506160316 Forwards minutes of 34lh DOE/NRC 840906 coordination meeting re 
H^^Level Nuclear Waste Disposal Act of 1682, license fee recovery & changes to 

BECKWITH.C.A. Office of Resource ManagemenI, Director. 04/09/17, OIRCKS,W. 
REHM,T Office of the Exocullva Direclor for Operations. SOLANDER.L OKIco ol Nu- 
clear Reactor Regulation, Director. 6pp 30946;246-30945:263. 

-8508150317 Forwards list of DOE package designs tor which add I info requested 
MACDONALD, C.E. Transporfallon Certification Branch. 83/01/28. PWCHARO.RP 
Energy. Dept. ol. 2pp. 30 945, 254 -3064 5 ‘26 5. 

-8896160320 Responds to 830322 Hr re NRC review ol DOE SARa for packecing 
fSARPLUstlng of SARPs which will no longer be pursued requealed.RolBtedlnfo stKi 
MACDONALD.C.E Transportation Certification Branch, 03/04/11. PRICHARD, RP 
Energy. Dept of. App, 3OS45;266-30946 263. 

8506150306 Further response to FOIA request for Info re mode of failure of reader 
coolant pump seals, probable cause ol lallure & possible remedies App C document In 


PDR,^p D documents completely withheld (ref FOIA Exemption 4). 
FELTON, J.M Division of RuWs and Records. 66/04/04. FLORA,J.W. 
30967'33S 30968.037, 


Flora. J W. 4 r< 


-*8506160^10 Forwards marked-up draft "Leak Rate Analysis of Weslinghouse Reader 


N B.3046, 84ETEC-DPF.39aO. 84/10/ 
Affiliation Given. 69pp 30967.339 


i 
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8506150309 FOIA request Ihal NJ Palladino 050104 memo lo WJ Dircks re Unresolved 
Safety Issues A 47 & A-49 concerning pressurized Ihormal shock 4 control 
sys.re^clively.be placed in PDR 

MEYER.OW Newman & Holtzinger. 85/02/20 Office of Administration. Ip. 
30981 210 30981 210 ^ 

8506150316 FOIA request for documents re five categories of documents, including 
InspReplS 50 4B3/Q4-30,50-4B3/83- 13,50-483/83-09 & 50 483/84 45 
DEvINE.T, VARRICCHIO.M Government Accountability Proiect 85/02/01 Office of 
Administration 2pp 30960 242-30960 243 

6506150318 FOIA request for Info re initial operator written exam results on number of 
post-TMI2 plants Info provided in 841211 llr did pertain lo initial exam results Table 
listing dates of initial licensing end 

HANAUER.SH Technical Analysis Corp 04/12/28 FELTON, JM Division of Rules 
and Records 2pp 30945 001-30945 002 

85061501319 Responds lo FOIA request for five categories of documents Forwards doc- 
uments listed on app Documents also available In PDR 

FELTON,JM Division of Rules and Records 85/03/11. DEVfNE.T,, VARRICCHIO.M 
Government Accountability Project 3pp 30960 244-30960 309 


-8606170233 Conrrms telcon re intorost fn performing evaluation of App J to 10CFH50 
concerning primary reactor containment leakage lasting for water cooled power 
reactors Involvement In previous studios re conlainmants cited 
NAUS.DJ Oak Ridge National Laboratory FIN 0 0489 82/03/03 ASHAR.H Ollico 
ol Standards Oovelopmoni, Director 9pp 30987 061-30997 069. 

-B5OS170235 Requests authorization for ORNL lo execute program described in end 
NRC Order 60 B2-248 

ARLOTTO.G A Dtvision of Engineering Technology FIN 0-O4B9-2 82/04/09. 
HART.RJ Energy, Dept of 7pp 30987 070 30907.076. 

-8506170281 "Containment Leak Rate Testing Investigations,’' monthly progress rept 
for Nov 1902 

DOUG AN, J R Oak Ridge National Laboratory FIN B-0489 82/12/07 ARNDT, G Ms 
chanlcal/SIructural EngTnoarIng Branch 3pp 30987 1 15-309a7r117 

-8508170366 Handwritten Hr forwarding internal comments on ANSI/ANS S6 8 1081 
std Comments from EXTRAN.Inc end More NRR comments expected W/o end. 
ARNDT, G NRC - No Detailed Aflillation Given 82/08/17 DOUG AN. J Oak Ridge Na 
IFonal Laboratory Ip. 30987.122-30987.122 


■-85012400B6 Informs that considerablo Insp resources expended lo pursue matters 
raised in 840928 petition Decision will be issued on petition after insp olforls & evalua- 
lion el resells completed 

KEPPLER.JG Region 3, Office of Director, 05/01/11 GARDE.B Governmenl Ac- 
countability Project 34pp 30960 247-30960 309 

S5O61S0321 Responds to FOIA request re 841211 response to roquost lor info con- 
cerning results of Initial writton operator exams taken by candidates at listed 
plar^ts Records placed in PDR Privacy inlo deleted. 

FELTON ,J.M. Division of Rules and Records 85/03/27 HAAUER.S H Tochnical 
Analysis Corp 19pp 30945 003-30945 021 

6506170039 Responds to FOIA request lor NJ Palladino 850104 memo to WJ Dircks re 
pressurizer thermal shock & safety Implications of control sys (Urrrosolved Safety 
issues A 47 & A-49) Forwards documont.Documont also available in PDR. 
FELTON.JM Division of Rules and Records 85/03/11 MEVER.DW Nowman & 
HolUInger Ip 30981.211 30981,215 

"8606170049 Forwards discussion notes from 850103 meeting w/D Basdeka re Safety 
Issues A-47 & A-49 concerning pressurizer thermal shook 4 control 

sys, respectively Results of ACRS review of Basdeka concerns requested 
PALLADINO, NJ Commissioners 85/01/04 DIRCKS, WJ Ollico of Iho Executive Di 
rooter for Operations 4pp 30981 '21 2-3098T215 

65081701)52 FOIA request for records from Containment Leak Rato Investigations 
Program, from any 4 all contracts between Quadrex Corp 4 Nnc,from contract on 
NUflEQ/cn-3649 & from contract to investigate reduction in testing duration 
REVTeLATT,Z V. Warren Wilson College, Swannanoa, NC, FIN B-04B9 65/02/26 
FELTON,J Division of Rules and Records 3pp 30987 033 30987 036, 

8508170077 Responds to FOIA request lor records re FIN 8-0489, "Contalnmervl Leak 
Rale Testing Program” 4 Quadrex Corp/NRC conlracIs.Forwards documents re FIN 
B-0489.DocumQnts also available In PDR.No documents re Quadrex subi to request 
FELTON, JM Division ol Rules and Records, FIN 6-0489 65/03/25 

REVnrBLATT,Z V, Warron Wilson College, Swannanoa, NC. 7pp. 30987'036- 
30087'3B0, 

"6206210067 Roquosta lists of Type A,B 4 C test repis to assist ORNL in galheting 
data (or containment leak lest Inlo requested by 620811 

ARNDT.Q Mochonlcal/Stfuctural Engineering Branch FIN B-0469-2. 02/08/03. 
SHAPAKER,J Containment Systems Branch 35pp. 30087.077-30987.111 

"8210120209 "Containment Look Rale Testing Investigations,” progress summary for 
Sopl 1 982 

NAUS.D.J Oak Ridge National Laboratory. FIN B 0469. 02/10/05 ARNDT, Q Ma 
chanical Engineering Branch 3pp 309B7'1 12-30907 114 

"6212010006 Forwards list of plants for which look lest ropts wore selected for review 
by ORNL Leak testing criteria will be praparod from revlewW/o end. 

ARNDT,E Q MochanIcat/SIructural Engineering Branch, 82/08/18. SHAPAKER,J. 
Containment Systems Branch 4pp 30987'110-30907;121 

"6212290084 Comments on ORNL contsinmont leak tost sensHIvIly study. Concern 
voiced that ovon though no conclusion drawn as to acceptability ol containment leak- 
age rBle,limllatlons of study will bo forgotten 4 usod for unintended purposes 
kUtCHELLiJ Accident Evaluation Brandi 02/12/14, ARNDT, EG. Mechanlcal/Struc- 
luraf Engineering Branch. Bpp, 30907.242-30907,247. 


-850^70399^"Con1ainmon1 Leak Rale Tesling Invostigations," monthly progress rept 

NAUS.DJ Oak Ridge National Laboratory FIN-BO409 02/10/11 ARNDT, G Mechan- 
ical/Struclural Engineering Bra r^oh 3pp 30987 123-30987,125 

-B506170403 Handwritten llr forwarding GE 820B09 Itr re BWR corrlainmenl availability 
& comments on 620810 organization & mgt status rept 

ARNDT, G NRC - No Dolallod Affiliation Given, 82/08/23 DOUGAN,J Oak Ridge Na- 
tional Laboratory Ip 30987 126-30987.128 

"8506170416 "Contalnmonl Leak Rate Tesling," monthly progress ropi (or Aug 1962 
DOUGAN,J n Oak Ridge National Laboralory FIN B 0489 82/08/28 ARNDT, E.G 
Division ol Engineering Technology. 6pp. 30987 1 27-30967:132 

"0508170496 Requests permission lo observe upcoming Types A,B & C teats at listed 
facililles.per FIN B 0409, "Containment Leak Rate Testing ’’ 

OOUQAN.JR Oak Ridge National Laboralory FIN B04B9 62/10/01 O’REILLY, JP 
Region 2, Office of Director. Ip 30987 133-30987 133 

"8608170553 "Containment Leak Rate Testing Investigations," monthly progress rept 
lor Ooo 1982 

NAUS.DJ Oak Ridge National Laboralory, FIN B 0489 83/01/03 ARNDT, G Me- 
chanlcal/Slructural Engineering Branch 6pp 30987 134-30987,141 

"8506170554 "ContainmenI Leak Rate Testing tnvesligatlons," monthly progress rept 
for Jan 1963 

NAUS,O.J Oak Ridge National Laboratory FIN B 0480 83/02/03 ARNDT, G Mo- 
di anIcal/Structural Engineering Branch, 2pp 30987-142-30987'143 

"8506170558 "Confalnmenl Leak Rate Tesling Invealigatlons," monthly progress rept 
for Feb 1903 Incomplete progress rept for Mar 1083 and 

NAUS.O J Oak RIctao National Laboratory, FIN B 0480 83/02/28. ARNDT, G Mo- 
chanicat/Strudural Engineering Branch 3pp 30087.144-30907' 146 

"8506170562 "Conlftinmerrl Leak Rale Testing Investfgalions," monlhly progress repi 
for Apr 1983 

NAUS.D.J Oak Ri^o National Laboralory. FIN 8 0489. 83/05/04 ARNDT, Q Mo 
chanical/SIrudural Engineering Branch 7pp 30987;147-30fl87 153 

"8606170567 Responds lo NRC comments re Apr 1983 technical highlights contained 
in ORNL 030504 llr.Majorlly of comments 4 questions resolved during 830608 
letcon Clarifications submlltcd 

DOUQAN,J. Oak RIdga National Laboratory 83/06/10 ARNDT.Q Mochanical/Struc- 
tural Engineering Branch 3pp 30987:1 54-30987 '166 

"8608170570 Handwrilton llr forwarding Working Paper B of rag guide endorsing ANS 
56 8 4 rough compilation of editorial commenls Ltr did 030504 under rovIew.Bernero 
830512 memo one! 

ARNDT.Q NRC ■ No Detailed AKIliallon Given 83/05/17. Aflillation Not Assigned. 1. 
3O907'167-3O087'157 

"8608170572 “Containment Leak Rale Testing Investigations,'' monlhly progress rept 
for May 1903 

NAUS.DJ Oak Rldqe National Laboratory, FIN B0409, 83/06/10 ARNDT.Q Me- 
chanIcol/Structurel Engineering Branch 9pp 30987:158-30987,160. 


"6301040169 Lists points made at 821116 meeting on objectives 4 llmitellons ol ORNL 
confalnmenl leak test sensitivity study, 

ARNOT.E.G, Mechanfcal/Strudural Engineering Branch, 02/12/22, MITCHELL ,J. 
Ollice of Nuclear Roador Regulation, Director, 4pp, 3O907'238-3O987:241 

"6402030646 Informs of review ol ORNL repI, "Impact ol Containment Bldg Leakage ol 
LWR Accidant Risk ” RES does not concur w/ conclusion that study Indicates relative 
Insensilivlty of LWR accident risk lo containment bldg leak rata. 

NIYOQI.P.K. Reactor Risk Branch 84/01/16, SOFFER.L Reactor Risk Branch. 3pp 
30987:31 9-30887'321, 


"8403060660 Informs that (Inal rapt re evaluation ol containment leak rate tesling crite- 
ria cannot bo delayed beyond mld-Mar, Protracted publication period rellads negatlva- 
ly on ORNL ability to deliver finished product In timely manner, 

ARNDT.Q Mechanlcal/Structural Enginearlng Branch, 84/02/21. NAUS.D. Oak Ridge 
National Laboratory. 2pp 3O907;2O7-3O987.2O0. 

"8506170208 Forwards Rev 4 to draft user request on reactor containment Integrated 
leak rate testing, reflecting decisions reached during 800613 meeling.for 
liT>plemantation,RFP Issuance planned, Info rp personnel assignment requested 
bSfF.D.D, NRC . No Detailed Affiliation Given. 60/10/10 BUTLER, W. NRC . No Da- 
tailed Affiliation Given. 16pp. 3O987'O43-3O907,O67, 

"8506170224 Draft memo forwarding Rev 4 lo draft user request on reactor contain- 
menl Integrated leak rale te8llng,ref(eoting decisions reached during 800613 mealing 
for imotementallon RFP Issuance plannealnfo re personnel assignment requested. 
HEIFRD. NRC • No Detailed Affiliation Given, 00/10/20. BUTLtR,W NRC • No De- 
lellad Alfiflatlon Given. 3pp. 3O987;O50-3O987'O6O. 


"8606170575 "Contalnmonl Leak Rato Testing.'’ monlhly progress rept for June 1983 
NAUS,O.J Oak Ridge National Laboratory, FIN B 0489 B3/06/3o7 ARNDT.Q. Me- 
chanIcal/Structural Engineering Branch 2pp 30987:167-30887.168 

"8606170579 Forwards draft FY05 budget proposals for Div of Engineering 
Technology Approval will lako about 2 wks 

LOnS,Al. Oak Ridge National Laboralory FIN B-0489. NRC-60-19 01-01, 83/08/08. 
ARLOTTO,Q, Division of Engineering Technology, 16pp, 30087, ia9-30987'ia4, 

"8506170560 "Containment Leak Rale Testing," monthly progress rept (or Jul 1983. 
NAUS.DJ. Oak Ri^e National Laboratory. FIN B0489. 93/08/08 ARNDT.Q Me- 
chanlcal/Structural Engineering Branch. 3pp. 30987' 165-30987: 187. 

"85061705B6 Forwards preliminary outline ol draft final rept for leak rats evaluation 
program,tor revdew & commetrl 

DODQANJ.R. Oak RIdga National Uboralory. FIN 8-0489, 83/00/15. ARNDT.Q, Me- 
chanIcal/Structural Engineering Branch 4pp 30987.168-30987:191. 

-8506170569 "Containment Leak Rate Tesling Investigations," monthly progress rept 
for Aug 1963. 

NAUSIdJ. Oak Rlr^e National Uboralory. FIN B-0488 83/09/07, ARNDT.Q, Me- 
chanical /SIruc tural Engineering Branch. 3pp. 30987:102-30087.194, 

"8506170591 Forwards first draft of "Evalualfon of Containment Leak Rate Testing Crt- 
lerfa," for review 4 comment 

DOUGAN,J,R Oak Ridge National Laboratory. 63/10/04. ARNDT.Q. Mechanical/ 
Structural Engineering Branch. Ip 30067,19S-30907,196. 



382 NONDOCKETED ITEMS 


-8506170595 "Containment Leak Rate Testing tnves ligations," monthly progfcss rept 
lor Sept 1903 

NAUS.DJ Oak Rii^o National Labofatory FIN 8-0469 83/10/04 ARNDT, G Me 
chanIcal/Stfuctura) Engineering Branch 2pp 30907 196-30997 197 


-8506180091 ORNL/TM 8964 DRFT Draft "Impact of Containment Bltfg Leakage on 
Accident Risk ** 

HERMANN.O W , BURNS, T J Oak Ridge National Laboratoiy FIN 8 0489 84/03/31 
ARNDT, EG Division of Engineering Technology 20pp 30987 324 30367343 


-8506170598 "ConlaInmonI Leak Rate Testing (nvesligalions." monthly progress repi 
for Ocl 1983 

NAUS.DJ Oak Ridge NaUonaf Laboratory. FIN B-0409 63/10/31. ARNDT.G Wa- 
chanlcal/Structural Engineenr>g Branch 2pp 30987 198 30987199 


-8S0618O149 "Evalualion of Containment Leak Hate Prediclion Methodology," ill 
rept Forwards Union Carbide Corp "Feasibility of Prodicling Containment Leah Rale" 
flUHNS.T J. Oak Ridge National Laboratory 84/04/13 ARNDT .EG Mechanical/ 
Slmclural Englneenng Branch 2pp 30967 344-30987 345 


-8606170600 Forwards revised Page 12 w/rewnlten Soolion 3 2 of rept lo explain rea 
sonlng in recommending that reducod pressure tes ling be mainlained 
DOLIGAN,JR Oak Ridge National Laboratory 63/11/26 ARNDT,G Mechanfcal/ 
Slruclural Engineering Branch 2pp 309B7 200-309B7 201. 


-8506170605 "Conlaiinmenl Leak Rale Testing Investigations," monthly progress repi 
for Mov 1983 

NAUS,OJ Oak Ridge Nafional Laboratoiy FIN 8 0489 83/12/05 ARNDT,G Me- 
ehan lea I /Structural Engineering Branch 1 p 30987 202-30987 202 

-8606170607 Advises ol organizational change to Div of Enginsenng Technology 
programs DM Elssenbero replaces FJ Homan os program manager 
MaIiNAUSKAS,A Oak Ridge National Laboratory 83/12/07 NRG - No Detailed Af- 
filiation Given Ip 30987 203-30987,203 

-8506170611 "Contalnmenl Leak Rale Testing Invosttgations," monthly program lor 
Dad 983 

NAUS,D.J Oak Ridge National Laboratory FfN B 0489. 03/12/21, ARNDT,G Me- 
chanlcat/Slroctural Engineering Branch, 3pp 30967 204-30987 205 

-8506170612 "Containment Leak Rata Tesling Investigations," morithly program for 
Jan19B4 

NALfS.DJ Oak Ridge NatJona! Laboratory. FIN 8-0469 84/02/03 ARNDT, G Me 
Ohaplcat/Slruclural Engineering Branch Ip 30987 206-30967206, 


-8606170617 "Conlainment Leak Rale Testing Investigations," monthry program for 
Feb 1984 

NAUS,OJ. Oak Ridge National Laboratory, FIN 8-0489 84/03/01 ARNDT ,G Me 
chan leal /Slrticfu rat ^glneenug Branch Ip 30987 209 30967 209 


-8506170637 "Contalnmenl Leak Rale Teslrng Invastigallons," monihly program for 
Mar 1984. . „ , 

NAUS.DJ Oak Ridge National Laboratoiy FfN B 0489, 84/03/29, ARNDT, G. Me 
ohanlcal/Sfnjctural wiglneering Branch, 8pp 30987 210-30987 215. 


-8508180158 "Feasibility of Predicting Containment Leak Rate " 

BAYNE, CK Union Carbide Corp 84/04/13 14pp 30987 346-30987 359 

8606170117 Further response lo FOIA request for nine calegorieg of documents re TNI 
1 & TMI 2 Forwards Apr 1 979 telegram re possible sabotage 
FELTON,J M Division ol Rules and Records 85/03/22 DEEMER,C R Affilialion Noi 
Assigned Ip 30981 232-30981,235 

-7906260485 Advises sabotage nol responsible for TMI Incident per HR Denton 
statement Human factor overrode automatic safely functions 
' Federal Bureau of Investigation 79/04/30 Com mi salon era Ip 30981 233- 
30981 235 

8S06170131 FOIA request (or source term event trees prepared by Sandia for su)^ 
plants 

SHOLLY.S C Union of Concerned Sctenlials 85/01 /26 FELTON.J M Division of 
Rules and Records Ip 30981 161-30981:151 

8506170163 Responds to FOIA request lor source term event trees prepared by Sandia 
lor subj plants Foiwards documents listed on app Documents also available In PDR 
FELTON.J M Division of Rules and Records 85/03/11 SHOLLY.S C Union bf Con 
earned Scientists 2pp 30981 152-30981 209 

—8506170166 Draft "Containment Event Analysts & Esilmallon ol Sourco Term 
Freouencles.App lo NUREG 0956 ” 

BEHR.V.L, BENJAMIN,AS, HASKIN.FE. Sandia National Laboratories 84/07/31 
NRC - No Delaifed Alfitiallon Given 66pp. 30981.154-30901 209 

6506170176 FOIA reouesf for documenis re emergency Instructions or procedures w 
generic BWR Mark III emergency procedure guidelines concerning hydrogen 
control, contalnmenl Integnty or purge or venting 

H i ATT, S L Ohio Citizens for Responsible Energy 86/01/28 FELTON.J M Division ef 
Rules and Records Ip. 30081 216-30981 216, 


-8506180016 ‘'Containment Leak Rale Tasting Investigations," monihly program for Apr 
19B4 

NAUS.DJ Oak Ridge NallOhal Laboralory, FIN B-04B9 84/05/07 ARNDT.G Me 
chanIcal/Stfuotural ^gineering Branch ip 30987 216-30987.216 

-8506180018 Requests authorization for ORNL to execute program described In end 
NRC Order 60 84 204 

ARLOTTO.G A Division of Engineering Technology, FIN 8-0489 84/05/10, 
LAGRONE.J Energy, Dept of 4pp 30967.217-30987 220, 

-8506180022 "Conlainment Leak Rato Tesling Investigations," monthly program for 
June 1984 

NAUS.D.J, Oak Rf^fl National Laboratoiy FIN B-0480. 04/07/06 ARNDT,G Me- 
chanlcal/Structural Engineering Branch. 3pp, 30987 221-30987,223 

“6606180028 Discusses status of ORNL- held funds remalnlra from FIN 8 0489 re con- 
tainment leak rate testing. Balance of funds held by OFINL to provide consulting 
expertise Half of funds may bo applied to effects of diurnal temp 
ARNDT.G Mechanical/S true! ural Engineering Branch FIN B-048D. 85/01/15 
RICHARD50N,J. NRC - No Detailed Affilfatlon Given 0pp. 30987,224 30987.231. 

-8566180030 Requests authorization lor ORNL lo execute program described (n end 
NRC Order 60 83 065, 

ARLOTTO,GA DMsIon ol Engineering Technology FIN B 0489 82/11/18, 
HARTiR J Energy, Dept, o.f. 6pp. 30987.232-30987-237 

-6506180039 Requests authonzation lor ORNL lo execute program described in end 
NRC Order 60-83-143. 

ARLOTTO.G A. Division of Engineering Technology FIN A-9042-3 83/01/25 
HART.RJ Energy, Dept of 4pp 30907:248-30987-251, 


8566170180 Responds lo FOIA request for documents re emergency Inatructfons or 
procedures 0 BWR Mark III emergency procedure guidelines Forwards docuinonis 
fisted on app 

FELTON.J M. Division of Rules and Records 65/03/13. HIATT, S Ohio Cilrzcns for 
Responsible Energy 2pp 30981 -2 17-3098 1,225 

-6213230204 Forwards safely evaluafion of NEOO 24934, "Emoraoncy Procedure 
Quidellnes, Revision 2." Guidelines for Implementallon approved £ commilmont lo 
maintain guidelines as dynamic document requested.W/o safoty evaluation 
THOMPSDN.HL, THOMPSON.H.L Division of Human Factors Safely TAG 42031, 
82/12/09 EISENHUT.D.G. Division of Licensing. 2pp 30081-219 30981:220, 

-8409050617 Forwards request lor addi Info re hydrogen control for Mark fit conlain- 
ment plants during_pos1ulated degraded core accldenls.auostlons should bo transmil- 
ted lo Grand Gull, Perry,Rlver Bend & Clinton appllcanla 

BUTLER, W,R. Containment Sysiema Branch. 84/00/24 YOUNGBLOOD, B J Ucons 
Ing Branch 1 SCHWENCER,A Licensing Branch 2. 3pp 30961 :223-30g81'225. 

—8606170195 Advises ol review of NEDO'24034. "Emergency Procedure 
Guidelines, Rav 2” Guidelines acceplable Steps to Implement guidelines listed, per 
SER 

EISENHUT.DQ Division oi Licensing, 82/11/10 DANTE, T. Northeosl Utifilios 2pp 
30981.221 30981.222 

8 506 1703 16 Final response lo FOIA request for soven cologorfes of documenis to 
waste & storage disposal in State of SO, Forwards Amend 7 To Norlhorn Slalo power 
Co malls llconsa 

FELTON.J M. Division of Rules and Records, 86/03/01 PAY,D Technical Information 
Projecl. Ip 30961-226-30981:231. 


-6506180040 Forwards Initial version of project & budget proposal for NRC work for 
"Containment Leak Rale Sensitivity Study." Official version wending way through 
channels. 

BURNS, T.J Oak Ridge Nallonal Laboralory FIN 8-0489, NRC-60.1901-01. 83/02/ 
17. ARNDT.G. Mechanical /Structural Engineering Branch 13pp 30987 252- 
30987.264. 

-8506180058 Forwards mall of possible interest In leak rate sonslHviiy sludly presented 
by J Meyer to Senior Severe Accident Research Plan Review Group on 831)314. Final 
NRC Form 189 w/info re Task 3 not receivad. 

ARNDT.G NRC - No Detailed Aftilfalloni Gfven. 83/04/05. Afllllafion Not Assigned Ip. 
30ee7'265 30987:265. 

-8606160063 Forwards revised project proposal tor "Contalnmenl Leak Rale SensIlM- 
ty" as second part of FIN B 0489. 

BiBB,Wfl, Energy, DepI of. FIN 0 0489-6. 83/09/28, ARTLOTTO.G.A, Division of 
Engineering Technology. 4pp. 30987,266-30987,269. 

-8506 160066 Draff "Impact of Conlainment Bldg Leakage on LWB Accident Risk," for 
comment.Mon|hly expendilurea listed 

BURNS, TJ Oak Ridge National Laboratory. FIN 8-0489 83/10/31. ARNDT.G Me- 
chanical/Structural Engineering Branch 49pp 30987-270 30987.318. 

-8506160076 Submits containment leak rale study expenditures for first 4 months of 
FY84 Initial rept will be sent under separate cover. 

BURNS, TJ. Oak Ridge National Laboralory. 84/02/24. ARNDT.G. MechanIcal/SIruo- 
lural Engineering Branch. Ip 309a7'322-3O987:322 


-8007150478 Mall/Byproduol License 22-00799 02 for Norihern Slates Powor Co Is 
amended per 800610 appllcallon Amend 7 authorizes BNWL lo conduct radiaffon sur 
veys & obtain lost samples at Pathfinder Atomic Power Plant. 

.JONES, J A. Materials Ucenslng Branch. 60/06/16. 1p. 30081 ;229-309Bt'231. 

8506170341 FOIA request for document authored by G Hill submlHod In connoclion w/ 
NRC proceedings re facility, 

KALER.R J. Gadsby & Hannah. 84/08/01. Office o( Adminis I ration Ip 30981 265 
30981:286. 

8506170243 Responds to FOIA request for document authored by Q Hill submllfod In 
connection w/NRC proceeding re facitity.NRC can neither affirm nor deny lhat agency 
has document. 

FELTON, J.M. Division of Rules and Records, 85/03/26 KALER.R. J. Gadsby 8 
Hannah, Ip. 30981:287-30981-294. 

8606170260 FOfA request for document re proposal from APS to NRC for gran! to sup 
port study of radionuclide release from severe accidents al nuclear power plants 
AFTERGOOD, S. Committee lo Bridge the Gap. 65/02/04 Office of Admlniatratlon 
Ip. 30981:262-30981:262. 

8SO617026S Respo/ids to FOIA request for proposal from APS for gratti (0 support 
study entitled, '’Radionuclide Release From Severe Accidents at Nuclear Power 
Plants" & NRG RFP.Forwards documenis listed on app. 

FELTON, J.M. Division of Rules and Records. 85/03/07, AFTERQOOD.S, Committee 
lo Bridge the Gap. 2pp. 30981:263-30961:264 


-8506180088 Forwards Initial OBNL/TM-8964, 'Tnwact ol Conlainment Bldg Leakage 
on LWR Accident Risk," Expenditures for Ocl 1983 - Feb 1984 llaled.Ltr repi on pro 
posed leak rale prediction methodolo^ will be submitted by end of Mar 1984. 

BURNS, TJ. Oak RIdria National Laboratory. 84/03/20. ARNDT,E.Q. Mechanical/ 
Stmclural Engineering Branch ip. 30987:323-30987:323. 


-8506170268 Forwards proposal entitled, "Radionuclide Release From Severn Acci- 
dents at Nuclear Power Plants," Funding for proposal requested before 830901, so 
slucN group can be assembled & briefings started early In Fall 1 083. 

HAvENS,w.W, American Physical Society. 83/07/20. Division of Contracts. Ip 
30991-265-30981:265, 
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“8506170262 "Study o( Radionuclide Release From Severe Accidents at Nuclear Power 
Plants " 

HAVENS.WW American Physical Society 85/03/07 14pp 30991 266-30981 284. 

8506170266 FOIA request for documents re application by Gulf Nuclear, Inc to acquire 
licensed facilities of Automation Industries, Inc, in Phoenixvills.PA 
CXDNALOSON.O H Graves, Dougherty, Hearon S Moody 65/02/13 Division of Rules 
and Records fp 30981 236-30981 236 

6506170271 Responds to FOIA request (or documents re application by Gull 
Nuclear, Inc to acquire licensed facilities of Automation Industries, Inc in 
Phoeniwille.PA Forwards App A documents 

FELTON.JM Division of Rules and Records 85/03/04. DONALOSON.DH Graves. 
Dougherty, Hearon & Moody 2pp 30381 237-30981 25B 

*-8506170276 Application for transfer of License 37-00611-09 from Automation 
Industries,! nc to Gull Nuclear.Inc, authorizing storage, testing ,calibr,fabricatfon, transfer 
8 distribution of sealed sources to authorized recipients 

OEPAULO.WV Gull Nuclear, Inc DEPAULO.WV Bracawall & Patterson 03/03/01 
NRC - No Detailed Affiliation Given 14pp. 30081 239 30991-252 

-8506170283 Confirms telcons re 830301 request for transfer of License 37-00611-09 
from Automation Industries, Inc to Gulf Nuclear, Inc Submittal of application lor new b 
cense usually required Client not authorized to take control of license 
HICKEY.JW Maierials Licensing Branch 83/03/09 DEPAULO.WV Brace well a Pal 
(arson. Ip 30981 253-30981 258 

8S0617O286 FOIA request lor 12 calegories of records re facility 
LOWERY .JD Riddell, Williams, Bullitt & WalkInshaw 85/01/29 fELTON.JM Divi- 
sion o( Rules and Records 2pp 30981 250-30081 260 

8506170296 Responds to FOIA request (or records re facility Ofc ol General Counsel in 
process of formalizing generic response for various related FOfA requests Records al 
ready available in FDR for insp 

FELTON, J M Division of Rules and Records 85/03/04 LOWERY. J D Riddell, Wil 
flams, Bullitt a WalkInshaw ip 30981 281-30901 261 


8506170434 FOIA request for all documentation re radwaste storage at Weldon Springs 
Chemical Plant in Weldon Springs, MO, specific ally, irtfo re types of isotopes in 
storaga.a mount of radwaste In storage & method of storage 

HAMMITT,H A. FOI Services 4054 85/02/05 FELTON. J M Division of Rules and 
Records Ip 30988 001-30988 001 

8506170435 Responds to FOIA request for all documentation re radwaste storage at 
Weldon Springs Chemical Plant Forwards Apps A & C documents Apps A.B & C docu 
menls available in PDR App C documents partially withheld (ref FOIA Exemption 6) 
FELTON.J M Division el Rules and Records 86/03/20 HAMMITT.H FOI Senrlcos 
8pp 3098B 002-30989 294 

—7908130328 Forwards health physics survey of Weldon Spring Chemical Plant which 
satisfies NRC 790521 request for addl Info to amend SMB-1314 Decontamination plan 
will be fowarded after approval by Dept ol Army & DOE. 

SCHOLZ,JG Army, Dept of. 13323 79/06/26 DIRCKS.WJ. Office of Nuclear Mate- 
rial Safety & Saloguards,Difec tor 179pp 300BB 079-30988 258 

—7909070113 Suggests technical level meeting be hold to discuss conlamlnalion 
criteria.fechnlcal e^cts of survey alternative assessments & decontamination plan 
for Weldon Spring Chemical Plant. 

JONES, FA Army, Dopt of. Toxic & Hazardous Materials Agency. 13653 79/07/30. 
MILLER, V L. Materials Licensing Branch 2pp. 30986 259-30Q8S 292 

—7909070119 Forwards guidance promised at 790524 meeting on permissible levels ol 
contamination In soil Includes staff technical position dealing w/U mill sites & EPA 
proposed radiation protection guidance (or transuranium elements 
miller, V L Materials Licensing Branch 13658 79/06/29 JONES.F A Army. Dept 
o-t. Toxic & Hazardous Materials Agency 6pp 30986 261-30988 292 

-B0011B0344 Discusses IE insp of License SMB 1314 on 791113 & 14 & forwards 
notice of violation 

DAVIS.A B. Region 3, Chicago. Fuel Facility & Materials Safety Branch 79/11/27 
EICHER.W Army. Dept of 2pp 30986 293-30986 298 


6S06170311 Furlhor response to FOIA request for Info re Co 80, radiation 

S rocoss.Precision Mali Corp application (or license & Dovor, NJ plant Forwards App B 
. C documents Portions of App C document partially withheld (rof FOIA Exemption 4). 
FELTON.J M. Division ol Rules and Records 85/03/05. SCIUK.K J Alfilialion Not As- 
sigrred 6pp 31001001-31002.102 

-8606170318 “Standard Review Plan for Applications (or Usa of Panoramic Dry Source 
Storage rrradiators,Solf Contained Wet Source Storage Irradiators & Panoramic Wet 
Source Storage Irradiators” 

* Office of Nuclear Material Safety & Safeguards.Oiroctor. 84/12/31 26pp 
31001 008-31001.035 


—6506170324 "Safe Design and Use of Panoramic, Wot Source Storage Gamma Irradia- 
tors (Categow IV) " 

‘ American National Standards Insllluto 84/07/31 33pp 31001.036-31091.310 

-8506180127 Requests assistance & guidance on how to proceed w/ review of license 
application for Irradiation facility in Mine Hall Township, NJ Application & request for 
hearing encl.W/o ends 

JOYNER.J H Region 1. Office of Director. 84/11/08 MILLER.VL. Mnlorials Licensing 
Branch Ip 31001-311-31001.311 

-8S06180133 Forwards documents for review per 641115 conversation w/ J 
Gutierrez, Including 841024 agreement between appllcar^l & township, township plan- 
ning board 840925 supplemental resolution & 840826 consont judgment. 

CLARK, R I Dolan & Dolan. 84/11/19. GLENN, J Region 1, Oflico of Director, Spp 
31001.312-31001 346. 


■BS06160139 Confirms 041121 (olcon ro next town council meeting en 841206 con- 
coining hearing sought to discuss Precision Malls Corp license application NRC will 
not act upon hearing request until clarification received. 

GUTIERREZ, J.M. Region 1, Office of Director, 84/11/23 CLARK, R I Dolan & Dolan. 
Ip 31001-347-31001.347. 


-8506180142 Advises lhat author ally for Township of Mina htlll.NRC will be contacted 
after 841206 meeting of mayor & township council. 

MICHELSON,J.E. Wley, Malehorn & Sirota. 84/11/28. QUTlEnREZ.J.M Region 1, 
Office of Director, ip. 31001-34B-3100t-340 

-8506180148 Confirms 841213 falcon re Precision Malls Corp license 
application, agreeing lor NRC lo meet w/town council to discuss license review & reg 
ulalory program, In considerallon of withdrawal of hearing request. 

QUTI£HRK,J M. Region 1. Office of Director. 84/12/14. MfCHELSON,J E Wiley, Mb- 
lehorn & Sirota Ip. 31001.349-31001.349 

-8506180153 Forwards Township of Mine Hill hearing request & correBpondence,ln re- 
sponse lo 841207 request. Future correspondence will also be sent & served 
GUTIERREZ, J.M Region 1, Office of Director. 84/12/19. ANDORA.A D Andorra, Pal- 
misano, DeCotiis & Harris ip. 31001-350 31001.350 


-8506180159 Notifies that mayor & council ol Township of Mina Hill available (or meet 
Ing on BSOIIO.Counsel for applicant not available Meeting during Feb suggested 
MrCHELSON,J.E Wiley, Malehorn & Sirota. 84/12/28. GUTIERREZ.J.M. Region 1, 
Olfjce ol Dlreotor Ip. 31001.351-31001.351 


-6S06180162 Confirms plans for meeting w/mayor & town council on 850110 ra Preci 

sfon Matts Corp license application. , . . 

GUTIERREZ.J.M. Region 1, Office of Director 86/01/04. MIC NELSON. J.E. Wiley, Ma- 
lehorn & Sirota. Ip. 31001:362-31002066. 


-8506180167 Forwards proprietary monitor & operations computer programs Programs 
nolyat flnalizeAPrograms withhdd (ref 10CFR2.790) , „ , , 

STSN.R N. Precision Materials Corp 85/01/11. GLENN, J Region 1, Office ol Direc- 
tor. 7pp. 31002.067-31002:073. 


—8506180174 Bequests copy of correspondence from Township ol Mine Hill to NRC re- 
questing hearing re Precision Malls Corp license appllcation.Authoi firm reprosenis 

applloant. Related Info end. . . ^ ^ 

ANDORA,A.D. Andorra, Pafmlsano, OeColiis & Harris. 84/12/07 GUTIERREZ, J.M, 
Region 1, Office of Director. 3pp 31002.074-31002:102 


—8001180347 Notice ol violation from Insp on 791113 & 14 Noncomptiance noted no 
record maintained ol evaluation made la determine if exposures (or two workers who 
lost badges were in compliance w/rogufalions 

‘ Region 3, Chicago, Office ol the Director. 79/11/14 4pp 30988 295-3096B.29S 

-8001300569 Ack receipt of 791218 Itr In forming NRC of steps taken to correct viola- 
tion noted in IE inspo) License SMD-1314 

DAVIS, A 6 Region 3. Chicago, Fuel FBcllily & Materials Safety Branch 60/01/00 
EICHER.W E Army, Dopt of. Headquarters Matenel Development & Readiness Com 
mand Ip 30989.244.30989 244 

-8001300606 Responds lo NRC 791130 ttr re violations noted in IE Insp of License 
SMB-1314 Corrective actions estimated radiation dose received by two workers based 
on tesulla from badges of others Data forwarded lo contractors 
EICHERA.W E Army, Dept of, Headquarters Materiel Development & Readiness 
Command. DRSAR CG 79/12/16 DAVlS.A.B. Region 3. Chicago. Fuel Facility & Ma 
teriats Safety Branch 4pp 30980 245-30988*260. 

-8005160168 Ack receipt of 790620 & 1 1 17 lira re decontamination of facility Requests 
BddI Info re allGVfatfon of Immodlate concerns & timetable lor action elan 
MILLER.V.L Materials Licensing Branch 80/04/23 Army. Dept of Ip. 30988.299 
30968 299. 

"8808170445 Requests Lonergan attendance al 761 1 1 1 moating w/DOD to discuss do 
commissioning of Weldon Springs Chomical Plant 

ALLANiJ M Region 3, Chicago, Fuel Facility 5 Malortala Safety Branch. 76/11/03 
LONERGAN, GT Regions, Chicago. Oftica of the Director Ip. 30986 010-30988.010. 

-8S06170450 Notification of 761111 meeting w/OOD In Bothesda.MD lo discuss de- 
commissioning ol Weldor ^nngs Chemical Plant & program for assessing levels ol 
source mall contamination Related Info end. 

HENRY.J.J. Transportation A Product Standards Branch. 76/10/26 8ARKER,RF 
Transportation & Product Standards Branch. 11pp. 30988.01 1-30988.021. 

-85081704S8 Insp Rept 40-8631/79-01 on 7911 13-14 Noncomplianco noted residual 
thorium contamination found In Bldg t03. 

NICHOLSON.N., GRANT, B., PAPEfllELLO.C.J. Region 3. Chicago, Olllce of the Direc- 
tor 79/11/23 17pp 30988 022-30980.030. 

"8506170482 Summary of 761111 maoling w/DOD In Belhesrfa.MD fo plans lor as- 
sessing conlamlnalion at Weldon Springs Chemical Plant. 

LONERGAN.G.T. Region 3, Chicago. Office el the Director. 76/11/12. ALLAN. JM. 
Region 3, Chicago, Fuel Facility A Materials Safety Branch Spp 30988.039 
30988 041. 

"8806170530 Forwards resumes lor project manager lor chemical 
damihtarizalion, Installation resloratlon health physicist A onsite engineer, par (elcon w/ 
Grucc). 

TARAS.D N Army, Dept ol. DRCSF-P/77-0048. 77/06/13. WRIGHT.E. Radioisotopes 
Licensing Branch (Pro 790501] 6pp 30988,042-30988.047. 

-8506170535 Forwards epptlcalion to amend License SMB-1314,l(em 1, authorizing 
rrame change from Qept of Army,Rock Island Arsenal to Dept of Army, US Army Arma- 
ment Mafia Readiness Comm anti 

TARAS.D.N Army. Dept of. DRCSF-P/ 77-0085, 77/10/26 Radioisotopes Licensing 
Branch (Pre 760501) 6pp 30966 048-30988, 055. 

"8506170541 Requests comments on A concurrence w/etsci “Decontamination Criteria 
(or Radloaclive Malls at Weldon ^dngs Chemical Plant “ Related Info end. 
TARAS.D.N. Army. Dept. of. DRCSF-P/7B.0I24 79/12/04. Radioisotopes Licensing 
Branch (Pre 790601). 18pp. 30988:056-30988 071. 

"8506170556 Forwards 760521 order amending License SMB-1314 (c require licensee 
to determine extent of radioactive contamtoalTon at Weldon Springs Chemical Plenl A 
lo submit decommissioning plan. 

OIRCKS.WJ. Office of Nuclear Malarial Safety A Sat eguards.Oi rector. 79/05/21. 
Army. Dept, of 1p 30988.072-30988.072 
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“8606170583 Order amending Licenso SMB-1314/0qutrmg licensee lo determine extent 
of radioactive mall contamination at Weldon Springs Chemical Plant S to submit de- 
commissioning plan Related into end, ^ 

DIRCKS.WJ Olflce of Nuclear Material Safety & Saleguards.Djactor. 79/05/21. 
Aimy, Dept of 6pp 30986 073-30386 079 

“8606170596 Advises of nonconcurrsnco w/drafl Commission paper for reasons melyi^ 
ing lack of opportunity to review decontaminalFon plan S belief that slalement re NRC 
approval ol fong term deconlammalion plan be included 

SNIEZEK4H Division of Fuel Facility & Materials Salety 30/02/29 
CUNNINGHAM, R E Division of Fuel Cycle & Malenal Salety 9pp 30968 300- 
30980 315 


-6506180050 Safety evaluation supporting Amend 25 to License DPR-75 
* Office o( Nuclear Reactor Regulalion, Director 6<l/08/30 2pp 309B6 293 
309B7 032 

6S081 60066 FOIA request for TMI emergency evacuation plan 
WEISS, M M AT&T Bell Laboratories (formerly Bell Telephone Laboratories, (no) 85/ 
03/05 MURUEY.TE Region 1, Office Of Director Ip 30986 252-30906 252 

8506180058 Responds to FOIA request for TMI emergency evacuation plan Forwards 
App A document Document also available In PDR App B documents available In PDA 
fStON.J M Division of Rules and Records 85/04/12 WEISS, M M AT&T Bell Lab- 
oratories (formerly Bell Telephone Laboratories, Inc ), 3pp 30986 253 30985 267. 


-8506170602 Forwards results of 810306-1 1 water sample analyses at Weldon Springs 
Chemical Plant, lor info 

SMITH,LE Army. Dept of 81/09/26 NICHOLSON,N Independent Measurements & 
Environmental Protection Section App 30986 316 30988 319 

-8506160003 Forwards results of 61 0830 & 090ti water sample analyses at Weldon 
Springs Chemical Plant,for Into , „ 

SMITH,LE Army, Depi of 61/10/21 NICHOLSON, N Indapendenl Measuromems & 
Environmental Prolecllon Section. 4pp 30988 3-20 30988 323, 

-8506180005 Forwards results of 811216 water sample analyses al Weldon Springs 
Chemical Plant, for into _ . 

SMITH, LE Army, Dept ol 82/02/16 NICHOLSON, N Region 3, Otlice ol Dueclor 
App 30988324-30988 327 

“8506180006 Forwards results of 820310 1 1 wale/ sample analyses al Weldon Springs 
Chemical Plant, for info „ „ 

SMITH L E Army, Dept of 02/05/10 NICHOLSOH.N Region 3, Oltice of Oweofor 
4pp, 30088 328 30986 331, 

“8506180008 Forwards results Of 820525 27 water sample analyses at Weldon Springs 
Chemical Plant, for Info ^ 

SM1TH,LE Army, DepI of 82/DB/09, NICHOLSON.N Region 3, Olfice of Director. 
5pp. 30988 332-30988 336 

“8506180009 Trip ropt ol 620809 & 10 visit to SI Louis.MO to discuss Aclivillos associ- 
ated w/lisled conlaminated sites 

MENCZER,W,B, Region 3, Office of Difactof 82/08/13 HIND.J A Region 3, Office of 
Director 4pp 30988 337-30 98 8 ’340 

-8506180010 Advises that, unless response to 620810 request for addi Info re 82050B 
application tor license received wilhin 30 days, application wilf be considered 
abandoned Related Into end 

BAQQETT.SL Oflice of Nuclear Material Safety & Safeguards.Dfreclor 82/09/10 
MOTHEnSBAUQH,L Army, Dept of 3pp 30086341-30989 006, 

“8506180011 Forwards amend to License SMB 131 4, authorizing execution ol slabliza 
lion plan for Weldon Springs Chemical Plant Milestones to complete stabilfzatlon plan 
also end W/o encI.Related info end 

SMITH,LE Army, Dept of 83/09/30 SCHUMACHER Regions, Oltice of Director. 
6pp. 30989.007-30989 015 

-8506160013 Forwards Slate of MO Dept ol Natural Resources noffce of violation 
against sewerage trealmoni facility operated at Walden Springs Prelect Ofc by US 
Army Corps of Engineers, Kansas City PisIrlcLperOSloos lelcon request 
SPALLO,A.V. Army. Depi of, 22992. 83/10/07, COOL, DA. NRC - No Detailed AffiK- 
allon Given 4pp 309aB;01 6-30989 243. 

-8506189051 Application for renewal of LIconso SMQ-131 4, authorizing posesslon of 
confammafed mafl at Walfon Springs Chomtcal Plant 
LO PRESTLV.A Army, Dept, of 82/11/23 30pp 30989 251 -SO-Oag 280, 

-8508 189054 Forwards photodoslmelry repis lor 82091 2-12 12, air & wator sample anal 
ysls resells for 821200 & air sample analysis results for G20916 
SMITH,LE Army. Dept, of 83/62/00 NICHOLSON, N, Region 3, Office of Director, 
14pp. 30989 2B1 -30989 -294. 

-8S06180057 Forwards Whole body counting ropis for lour Soulltweal Nuclear Co am- 
' ' I of Weldon Springs Chemical PfanI Into deleted 

83/11/M NICHOLSON, N Region 3, Office of Director, 


-8598180062 Rev 0 to “Emergency Slatting " 

• General Public Utilities Corp - GPU Service Corp 81/01/31 12pp 30986256 
30966 267. 

85061B006S Responds to 850313 FOIA reouest for records previously disclosed to JB 
Dougherly per FOIA 85 3 Documents available in PDR under Dougherty name Copies 
of Doughaily 850201 FOIA request & NRC 850213 response end W/o ends 
FELTON, JM Division of Rules and Records 05/03/20 CALL.K Hu n ton & Williams 
Ip 30090160-30990180 

3508180067 Further response lo FOIA request for documents since 840101 ra Philatfol 
ptiia Electric Co plan to seek supplomeniat cooling water from Delaware River Basin 
Commission No addI documents Identified Action on request complete 
FELTON, JM Divisfon of Rules and Records 06/04/15 SUGARMAN,R,J Sugarman. 
Donworth & Hellegers fp 30986 240 30986 251 

8508180069 FOIA request for records prevtously released to JB Dougherly per FOIA OS- 
3 Copy of DoueherN request end, Requests noli If cation If search & copying fees 
excessive W/o Oougnerty Ur Related Info end 

CALL.K Hunton & Williams 85/03/13. FELTON, J M Division of Rules and Records 
2pp 30990161-38990.182 

8596160071 FOIA request for NRC response to Aug 1084 Hr re alleged doliciency W/ 
Model 272 grilles furnished lo facility by Titus Products & related documents S Schnel 
dor undated Hr end W/o end 

MCDEVITT,JS Kirkpatrick & Lockhart 85/03/16 Office of Admlnlslralion Ip 
30086 245-30986,246 

S5D6 160074 FOIA request for NRC response to Aug 1904 Hr re alleged deficiency In 
Model 272 grilles furnished to facility by Titus Products & related documents S Schnel 
dor undateJlir end W/o end, 

MCD£VITT,J S KIfkpalriCk & Lockharl 85/03/00 Office of Administration 1p, 
30986,246-30906 24& 

6506180069 FOIA request for records re Insp Ropt 50-445/84-30, Including documents 
about Insp contract personnel & review checkllsis or notes providing basis lor deci- 
sions on llems 2 & 3 

GARDE, BP, Government Accountability Project 05/01/21, Office of Administration 
app 30087 ’360-30987, 301 

SS061 80062 Responds lo FOIA requests for documents re alleged doliciency in Model 
272 gnilas furnished by Tilus Products lo facilities App A documents available In 
PDR, No Tocords ciaateo by NRC 

FELTON.J M Dlvisfon ol Rules and Records 05/04/09. MCDEVITT,J S, Kirkpatrick & 
Lockharl 2pp 3 088 6' 24 7-30986. 240 

6596180037 Responds to 850121 FOIA request for records re Insp Ropt SO 445/84 
30 Forwards 841030 Region IV morning rept Rept also available In PDR, 

FELTON.J M Division ofRuIss and Records, 05/03/15. GAHDE.B.P. Government Ac 
counlabtlity Project. Ip 3OO87'362-3O0O7 363, 

-8596180005 ’’Morning Rept • Region IV" for 041030 Rept Includes description of Re 
actor Coolant Pump 4 overcurrent fault trip at facility Failure cause determination 
progress being lollowod, 

^ Region 4, OTilcs of Director 84/10/30, ip 30907.363 30907 363, 

8506169094 FOIA request for six categories of records re Nucloar Waslo Policy Act. 
EVER V, Hawver & Irigonegaray 05/03/04, BROWNING, R E Division of Salaguards 
2pp 3 0969.30 1-30969'30a 


6506180025 FOIA request for lastesi Insp rept tor ADCO Svcs,Lfcensa 12-11280 01, fn 
eluding all Hems of noncompllance. 

SHERMAN.D American Nuclear Insurers 65/04/01. STASI.L Region 3, Olflce of Di- 
rector Ip 3DgB6'203-309B6'203. 

8606160031 FOIA request for seven specitlad documents & ends 
GRA0ER,L. NUS Corp CD 118-84-801, 84/10/29 Division of Rules and Records, 1p 
30886:268-30986.268 

65061 B003S Responds lo FOIA request tor fastest Insp rept for ADCO Sves, Including all 
items of noncompllancas Forwards documents listed on app,Por1lons of document 
withheld (ref FOIA Exemption 6). 

FELTON.JM Division of Rules and Records 85/04/29. SIHERMAN.D. American Nu- 
clear Insurers 2pp 3098 6’2Q4-3Q986’ 244. 

“6506180046 Repi of radiation exposure lo employee In excess of 19CFR20 1O1 
, Ilmlls.Cause of over exposure due to empfoyae nr^t Insisting rod sources bo lelt on 
lead pigs. Individual removed from duly & lermlnaflon pending. 

BELL,J.P ADCO Bervicas, Ino. 83/06/31. 6pp. 3 0386’ 20^ 9 86, 220, 

“8506160053 Insp Rept 30-074 90/8 5 -01 on 850128-28 & 0204. Noncompllance 
noteditests on sprinkler sys In storage fadiily performed at periods exceeding S-monlh 
Interval & radioactive mall transpojled In untested drums. 

GIBBON, D.R., BURGIN,R.E Region 3, Oflice of OIreclor. 65/02/20, 24pp. 30988:221- 
30986 244 

8506160941 Responds to FOIA request tor seven ^ciffed documents & 
ends, Forwards app documents Documents also availabte In PDR. 

FELTON, J.M, Division of Rules and Records 84/12/04. GRABER,L NUS Corp 2pp 
30986260-30986.362 

“8506180048 Amend 25 lo License DPR-7S, adding new Conditions 2.C(19}(I) & 
2,C{10)(|) re Installation of smoke detectors & wrapping ol diesel control tray w/(ire 
bairier maU 

VARGAS A Operating Reactors Branch 1. 64/08/30, 2pp. 30986.291-30988:202, 


8506169098 Partial response lo FOIA request for six calogorlos of records re Nuclear 
Wasle Policy Acl Forwards App A documents Documents also available In PDR. 
FELTON,J M Division ot Rufes and Records 85/04/23. EYE,H V. Hawver & Jrigono- 
garay, 9pp 30966.303-30090:151, 

“6606160102 Discusses DOE Study on alternaHve approaches to managing consi & op- 
eration of civilian radwasle mgt facilities. Approach presumes Chairman limit con- 
sultation lo consideration ol Impact on NRC licensing role. 

BROWNING,RE DfvJsion of Waste Management 83/06/07 DAVIS,JQ, NRC No 
DelalledAlflllalfan Given. 2pp. 30980 312-30989,313 

—8506160105 Advises that draft Hr re DOE Advisory Group forwarded by EDO lo chair- 
man on 830630. A 8 of 830707, Rehm ofc Informed waste mgt that chairman had not 
signed Hr. 

BROWNING.R, Division of Waste Management, 83/07/08 DAVIS,J G. NRC • No Oo 
tailed AIMIetlen Given. Ip 30983,31 4-30989.31 4. 

“6506160113 Requests status ol DOE Advisory Group OMB will ask Model lo ask group 
to review total resource needs under Nuclear Waste Policy Act 
DAV|S,J.Q, NRC - No Detailed Affiliation Given 83/07/05 BROWNING.R. NRC - No 
Detailed Attitlatlon Given. 2pp 30989:31 5.30989'320 

“0506180116 Advises (hal DOE has chartered & proaontly in process of selecting par- 
ticipants lor pane) on allernallva means oi financing & managing radwaste lacimtles JO 
Bunting nominated to be NRC representative 

DAVIS, J.G Office of Nuclear Material Safety & Safeguard8,Dlrector. 63/08/29 
DIRCKS,W,J Office ol the Exacutiva Director for Operations 6pp 3'0969.326- 
90989:333, 

“8606160119 Informs that 0 Garner agreed sub| to change In second paragraph to 
refer to Chairman Itr lo Hodel rather than discussions w/ChaIrman olc.Recomrnand$ 
atoning. 

BfiOWNINO.R E. NRC ■ No Delailed Affiliation Given, 63/04/26, DAVIS NRC • No 
Detailed Affiliation Given Ip. 30ga9'334-30gB9'33S. 
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-6506180125 Advises that process ol selection nominees lor stud/ group on alterna- 
lives to managing const & operation of civilian waste mgl lacilitles complotad Panel 
composed of state, local govt & Industry representatives & private citizens 
GIARRATANA,J NRC • No Detailed Alflliation Gwen 83/12/31 BROWNING.R E Di- 
vision of Waste Management BUNTING. J O Policy & Program Control Branch (Post 
631001) KEARNEY, M NRC - No Detailed Affiliation Given 2pp 30989 336 
30989337 

-8508180130 Forwards proposed outline for presentation to DOE Blue Ribbon Commit- 
tee 840222 meeting, per 840130 request 

BROWNINQ,Re Division of Waste Management 84/02/10 DAVIS.JQ Office of Nu- 
clear Material Safely & Safoguards,Director 3pp 30980 338 30989 340 

—8506180140 Forwards list ol general subjs to be discussed at 040221-22 presentation 
w/DOE Blue Ribbon Committee Outline should be prepared & discussed by 840206 
DAVIS,JG NRC - No Detailed Affiliation Gwen. 04/01/30 BROWNING.R NRC • No 
Detailed Affiliation Given 3pp 30989 341-30980 343 

-8506180146 Submits background surrounding establishment of Advlsoiy Panel on Al 
tentative Approaches to Financing & Managing Civilian Radwasto Mgt Facilities Listing 
ol panel members & affiliation end W/o end 

BUNTING. J 0. Policy & Program Control Branch (Post 831001) 04/02/16 DAVJS.J G 
Office ol Nuclear Material Safety & Safeguards, Director 6pp 30989 344-30990 006 

-3506180152 Presentation by Div of Waste Mgt,NMSS,NRC before DOE Advisory Panel 
on Alternative Means of Financing & Managing Radwaste Facilities 
DAVIS Division of Waste Management 84/02/22 32pp. 30090 007-30990 038 

-8506180161 Requests all correspondence & meeting minutes on Advisory Panel on 
Allernative Means of Financing & Managing Radwasle Facilities activrlioa be sent dl 
roclly to Chairman Palladino & day-to day Info bo sent to author 
BUNTINQ,JO Policy & Program Conlrol Branch (Post 831001). 83/08/29 PERRY, H, 
Energy, Dept, ol. Ip. 30990;039-30990 039 

-6506160170 Forwards, for signature & transmittal (o Com mission, proposed info paper 
re first meeting of DOE Advmory Panel on Alternative Means ol Financing & Managing 
Radwaste Mgt Facilities JO Bunting NRC representative 

DAVIS, JG Office ol Nuclear Material safety S Safeguards.Oirector 04/03/13 
DIRCKS.W.J Office of the Executive Director (or Operations 16pp. 30990 040 
30990 055 


-8506180560 Discusses progress ol Advisory Panel on Alternafivo Means of Financing 
& Managing Radwaste Facilities re public corporation as preferred alternative to exe- 
cute high level waste proof am, per 941022-23 meetings 

BUNTING, J Policy & Program Conlrol Branch (Post 831001) 84/10/25 DAVIS.J 
NRC - No Delai lea Affiliation Gwen 2pp 30990 094-30090 095 

-8S06180S63 Requests to be informed ol actions taken ra 841025 note concerning 
progress of alternative means financing & managing panel NotllEcatlon re actions 
taken rectuested by 841106 

DAVIS.J Q NRC . No Detailed Afliliaflon Given 84/10/30 BROWNING.R E NRC • 
No Detailed Affiliation Given 5pp 30990 098-30990 102, 

-8506180586 Forwards review ol draft rept by DOE Advisory Panel on Alternative 
Moans ol Financing & Managing Radwasle Fadlllies lor info & review 
BROWNING.R E. Division of Waste Management 84/12/07. GARNER, D, DROGQI- 
TIS, STOLOFF.L NRG - No Detailed Alliliation Given 14pp 30990 103-30990 116. 

8506180100 Responds to appeal re 650110 partial denial of FOIA request for records 
concerning const of facility & Brown & Root, Inc Appeal denied (ref FOIA Exemption 
5) due to predeclsional nature of documents. 

OIRCKS.WJ Office of the Executive Director for Operations 85/03/20 HUGE.H Ro- 
govin, Huge & Lenznor Ip. 30990,152 30990.152. 

8506180103 Partial response to FOIA request (or documents re util plan to seek supple- 
mental cooling water from Delaware River Basin Commission Forwards App B 
documents Documents also available in PDR 

FELTON,J M Division of Rules and Records 85/04/01 SUGARMAN.R J Sugarman, 
Oenworth & Hellegers 2pp 30984 171-30984 230 

-8409040021 Discusses R Sugarman complaint re NRC 640417 tolcon w/util re const 
slalus of supplemenlary cooling water sys Util talcon notes contradict NRC tolcon 
notes R Sugarman argument distorted & Inaccurale.Drafl NRC response end 
SCHWENCEfl.A Ucerrslng Branch 2. 84/08/27 EISENHUT.D.G. Division of Licens- 
ing 6pp 30664 173-30g84<160 

-8S0110039S Provides dally highlights Bucks County Court of Common Pleas ordered 
Immediate resumption of const activities on Point Pleasant Diversion Project Pro|ect 
intended to supply supplemental cooling water to facility, 

MARTIN.R E Licensing Branch 2 85/01/03 DENTON.H R , CASE.EG Office of Nu 
clear Reactor Regulation, Director, EDISON, G Technical Support Branch. Ip 
309a4'189-3 0984:189 


-6506180178 Trip rept of DOE Advisory Panel on Altomative Moans of Financing & 
Managing Radwasle Mgt Facllilles sixth meeting on 840729-31 in 

Portland.OR Discussions focused on evaluating sullabitity of govt entitles for waste 
mgt, 

NUMARK.N.J. Policy & Program Conlrol Branch (Post 831001) 84/08/06, 

BUNTING,J O Policy & Program Control Branch (Post 831001) 14pp 30990.056 
30090 070, 


■8S04030421 Submits dally highlight On 65031 8, licensee Informed NRC ol preparation 
to make application to Delaware River Basin Commission tor Interim ailocatton of 
cooling water to suppi Schuylkill River for remainder of 1985, 

MARTIN.R. Liconsing Branch 2 85/03/19. DENTON.H , EISENHUT.D Office of Nu 
clear Reaclor Rogutation, Director. EOlSON.G Technical Support Branch. Ip 
30984,195-30984^230 


-8506160184 Forwards info paper (or Commissioners summarizing progress of DOE 
Advisory Panel on Alternative Means of Financing & Managing Radwasle Facilities & 
Indicates DOE schedule for submitting draff rept (or review, W/o end AddI Info end 
DAVIS,J,G Office of Nuclear Material Safety & Safeguards.Oirector 84/08/21 
DIRCKS.WJ Office of the Executive Director for Operalions 6pp, 30990 071- 
30090,076. 


-8506180190 Discusses 840924 telcon w/A Wight re NRC authority over any subsllluto 
organization of DOE for nail high level waste program. 

DAVfS.J Q, NRC • No Detailed Affiliation Given 04/09/25 BROWNING.R E, NRC • 
No Detailed Affiliation Given. 2pp. 30990 077-30090 078. 


-6506180198 Trip rept of DOE Advisory Panel on Alternative Means of Financing & 
Managing Radwaste Facilities seventh mooting on 650005 06 in San 
AntonTO|TX.Supporling documentation end 

BUNTINQ.JO Policy & Program Control Branch (Post 831001) 04/10/10. Policy & 
Program Control Branch (Post 831001) 15pp. 30990,079 30990,093 


-6506180206 Forwards Info paper summarizing status of edviaory panel activities & 
schedule Info relevant to Commission consulallon on draft DOE rept.W/o end. Memo 


forwarding Info paper to EDO end for signature, 

BROWNING, n.E. Division of Waste Management 04/11/09 DAVIS.J G Office of Nu 
clear Material Safety & Safeguards.Oirector 2pp 30900,096-30990.097. 


-8606180216 Forwards final draft rept ol DOE advisory panel, Rept currently being re- 
viewed w/assistanoa ol OELO,RES,NRR & Ofc of Policy Evaluation to Idanfify Impacts 
on NRC regulatory role, W/o end, 

BUNTING,! NRC - No Detailed Alliliation Given, 04/12/14 WILLEH.H,, ROUSE, L 
NRC - No Detailed Affiliation Given, Ip 30990,117-30990:117. 


-8506180112 Forwards OL review mgt rept for Sept 1984 re util Intentions to use water 
from Delaware Rtver to suppi condenser cooling evaporative loss when Schuylkill 
River unavailable, 

EISENHUT.D G. Division of Licensing 84/11/01. Region 1, Office of Director 2pp, 
30984'181 '30984:186 

-8506180115 Forwards OL review mgt rept re ulH Intentions to use water from Dola- 
ware River to suppi condenser cooling evaporalivo loss when SchuykIII River unavail 
able. 

EISENHUT.D.G. Division of Licensing 84/12/06. Region 1, Office of Director. 2pp. 
30984' 187-3 0984:1 88 

-8506160121 Forwards OL review mgl re issuance of low power ifeansa on 841026 & 
impact of plant operation by const of Point Pleasant diversion projocl,lo bo used when 
SchuykIII River unavailable 

EISENHUT.D Q Division of Licensing, 85/02/04 Region 1, Office of Dirodor 3pp 
30984,190-30984:194, 

8506160108 Appeals denial of FOIA request (or fnfo re const of facility & Brown & 
Root,lno Requests that NRC review wilnheld documents, release aegredabla portions 
per Section 652 of FOIA Exemption 5 & describe in detail those with held, 

HUGE.H. R^ovfn, Huge & Lenzner. 85/02/13. DIRCKS.W.J, Office of lha Executive 
Director for Operations 2pp 30960:153-30990.168 

8508180126 FOIA request lor documents re DOE/NRO Coordinating Group meetings 
from 03O1OI-85O2Oi,mBelirw minutes & items from NRC 850110 meeling w/DOE re 
MH-1A spent fuel cask & CE MacDonald 830128-0411 Itrs to DOE re SARs for pack- 
aging. 

AUDIN.L. Aftiliallon Not Assigned. 65/02/03. Office of Administration Ip 30984:169- 
30984.169. 


-8506180266 Requests assistance in reviewing DOE Advisory Panel on Allernatfves to 
Managing & Financing High Level Waste Program final draft rapt Comments requested 
by 84 1228. 

DAVISJ.Q, Office of Nuclear Material Safety & Safeguards-DIrector. 84/12/12 
CUNNINGHAM.Q. Office of the Executive Legal Oiredor. DENTON.H. Office of Nucle- 
ar Reactor Regulation, Director. MINOQUE.R Office ol Nuclear Regulatory Research, 
Director. 1p, 30990,1 18.30990'1 16 

—8506160270 Requests assistance In reviewing DOE Advisory Panel on Allernative 
Means of Financing & Managing Radwaste Fadtities rept, prepared In response to 
Section 303 of Nuclear Waste PoUcy AcLCommenIs requested by 8^501 03, 
BUNTING,J, NRC - No Detailed Affiliation Given. 84/12/18, ERfCKSON.B. NRC - No 
Detailed Affiliation Given Ip. 30990:1 19-30990,1 19, 

—0506180260 Submits agenda items scheduled for 850102-0207 meetings. Supporting 

MAUSSHAROT^.0! NRC - No Detailed Affiliation Given. 84712/18. BURNETT, R.F, 
BROWNING, R,E„ CUNNINGHAM NRC • No Detailed Affiliation Given. Spp 
30990:120-30990:124. 

-8606180291 Informs that DOE Advisory Panel on Alternative Means of Flnandng & 
Managing Radwaste Facilities rept & Aerospace Corp rept both reviewed, Lists areas 
of possible concern. Supporting documentation enci ^ , 

BURNETT, B. Division olsafeguards. 85/01/03. BROWNING.B. Division of Waste 
Management. 27pp. 30990.126-30990:151, 


8506180137 Responds to FOIA request tor five categories of documents. Two docu- 
ments re Category 4 SARs for Packaging Models QE-100,QE-1600 & BMI-1 available 
In PDR, Response complete. 

FELTON, J.M. Division of Rules and Records. 85/04/15. AUDIN.L. Affiliation Not As- 
signed. 1p, 30984-170-30984.170. 

8506180147 FOIA request for documents re restart prior to 100% completion ol seismic 
upordd&s 

B^L,N. Nuclear Information & Resource Service, 84/11/28. FELTON. J M. Divialon of 
Rules and Records. 2pp. 30066.073 30986:074. 

BSO61S0155 Further response to FOIA request for documents re restart. Forwards App 
C documents, Documents also available In PDR ^p B documents available In 
PDR App D documents withheld (rel FOIA Exemption 

FELTON, J.M. Division of Rules and Records. 65/03/26 BELL,N. Nuclear Information 
& Resource Service. 9pp. 30988.075-30988:202. 

-8410230410 Summary of 641005 meeting w/ulll re restart before completion of seis- 
mic upgrade. 

ASSEL^INE,J.K. Commissioners. 64/10/12. Commlsaloners. 2pp 30096:122- 
30986- 137, 

-8410230414 Summary o( B41010 meeting w/uUI re legal Issues associated w/restart 
ASSELSTINE,J.K. Commissioners, 84/10/12. Commlssfonera, 12pp. 30986,124- 
30986.137. 
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-8411200212 Forwards SEP Branch draft SER of return-losvc planfleviBW for oom- 
ments or concurrence requested by 84 1 1 1 3 

CASEiE G Office of Nucfear Reactor Reflulalion, Direct O'r 64/11/09 EISENHUT.DG 
Division of Licensing 2pp 30966 154'30986-155 

-8506180166 Forwards summary table identifying status o1 pipe supports for one stress 
problem (FW-04} Simifer tables initiated tor other stress problems Related info end 
RAINSBEflBY,J NRC - No Detailed Affiliation Given 64/06/19 GRIMES, C NRC 
No Detailed Affiliation Giverv 14pp, 30986 0a4-309a6 097 

-8506160173 Discusses procedure) requirements for restart Licensee request for restart 
should be processed as license amend Forwards notalion paper W/o paper Related 
info end 

DENTON, HR Oltica Of Nuclear Reactor Regulation, Director. 84/08/28 DIRCKS.WJ 
Office of ihe Executive Director for Operations Ip 30985008-30986 OBB 

-8508160179 Memorandum discussing NRC authority to permit Immediate restart Order 
Issued in Aug 1982 directing unit snuldown pending Improvement of selsmfo safely 
protections cfoes not constitute license amend Order wilhin NRC jurisdiction 
‘ Miller & Chevalier. 84/10/03 21pp 30986099 30986119. 

-8606160183 Requests info re DBE Incorporated Into license & license amend concern* 
Ino restart when 0 5g requirement not met for safety sys 

A5SELSTINE,J K Commissioners 84/10/11 PLAINE.H. Office of the General Coun- 
sel Ip 30986.120 30986 120 

-8506180169 Forwards JK AsselsHne 841012 memo lo bo placed in facility related 
file.per JK AssalstIne request 

DAVIS.P. Commissioners 64/10/12 SCATTOLINI.L Public Document Branch Ip 
30986:121*30986’121. 

-8506180210 Forwards J Austin 841022 memo (o be placed in facility- related 
files Original memo sent lo document control sys 

AUSTINIj Commissioners. 84/10/22 SCATTOLfNf.L Public DocumenI Branch Ip. 
3098611 38*30986‘1 38 

-8506180216 Summary of 641010 meeting w/util re seismic design capability Related 
Info end 

AUSTIN, J Commissioners 84/10/22 Commissioners 15pp 30966’ 139-30986 163 

-6606180241 Draft SER supporting return to svc 
‘ NRC - No Detailed Affiliation Given 84/11/30 sgpp 30986.166 30986.194 

-65061 S0250 Lists responses to questions re re start .Including options paper S 
rscommendslions Related Info end 

ASSELSTINE.J K Commissioners 84/11/07 PALLADINO Commissioners, 7pp 
30986 195 309B6201. 

-6506180257 Requests amend lo 841121 staff requirements memo on &ECY-84 434 re 
options Commissioner Asselstine does not support return to svc, 

AUSTIN.JH, Commissioners. 84/11/28 CI-I|LK,SJ Office of the Secretary of the 
Commission Ip 30986 202-30986202 

8506180164 FO)A request for documents re 1982 order requiring 067g seismic design 
sld & 1984 order allowing restart, Including applications for amends to const 
permit.OL.PSAR & FSAR & facility seismic design deficiency repts. 

2AELKE,D Sierra Club 65/02/21 BRIGGS, W.H. Olfice ol the General Counsel 3pp 
30964 238 30964 240. 

8506180171 Partial response lo FOIA request lor 12 categories of documents re 
facility Forwards Apps A & B documents App C documents already in PDR,App D doc- 
umants complelely & partially withheld (ref FOIA Exempifon 6). 

FELTON, JM Division ol Roles and Records. 86/04/01. ZAELKE,D, Sierra Club Opp 
30gB4'24 1-30985,144. 

-6205110189 Recommends prompt formal NRC aclion to require continued shutdown 
of facility pending resolullon of seismic design deflclendes Requests formal fnsp re 
delays In nollHcatlon of significant seismic design deficiencies. 

RUSSELL, W T Systematic Evaluation Program Branch fEB 79-0'2, 82/05/06. 
LAINAS.GC. Assistant Director for Saloly Assessmonl. 42pp. 300B4 247-30984:290, 

-6206080479 Discusses safety concerns re seisn>lc design per 620520 meeting & 26- 
20 falcons Recent reanalysls Indicates seismic stresses higher than expected. 
LAINAS.G.C. Assistant Director for Safely Assessment 82/06/02. EISENHUT,DG Di 
vision or Licensing. 2pp 30964'291 >30984.292. 

-8208040202 Informs that facility will be shutdown until seismic capability upgraded lo 
0.67g Housner Spectra ground motion. Schedule for reslarl proceeding w/assemplton 
that concerns re steam line break will be considered in SEP, 

CRUTGHFIELD.D Operating Reactors Branch 5 82/07/26. SHERON.B. Reactor Sys 
lems Branch. Ip. 309S4;293-30984'293. 

-8306050434 Responds to 630428 note forwarding 830406 memo from Investigator re 
discussion of seismic Issues on 63031 7. Statements made at meeting 
clarJfied.CIrcuIalion of response requested. 

CASE.E.G. Office of Nuclear Reaclor Regcjialfon, Director 83/05/02 MAYES,B.6. 
Office of Investigation. 2pp. 30684;294-30985 111, 

-8506160194 Discusses enforcemenl of commitments made by util lo NRC ra 
facility Licensee reported no signlllcani structural deficiencies on 800426 but notfffed 
NRC of large number of same on 620430 Info deleled-Relaled Info end. 
FITZGERAlDJA. Office of Ihe General Counsel. 83/10/19. HA YES, B B. Office of In- 
vesllgallon lOpp. 30985:1 12-30985:121 , 

-6606160204 Discussion of aulhorlly ol NRC (o peimll immediate restart ol facility, shut 
down for 2 yre while Implementing program to strengthen seismic safety 
protections Commission should determine that Aug 1962 order not license amend. 

^ Miller & Chevalier, 84/10/03. 18pp 30985.122-30985:144 

8508180168 Further response lo FOIA raquasl for nine calegortea of documents re Inll 
Nulron[cs,lnc,Forwards addi documents listed on App A.Document$ also available In 
PDR, 

FELTON, J M. Division of Rules and Records. 65/04/26. TERPILAK,M.S Nucleon Lec- 
tern Associates, Ino. 6pp, 31002:103 31 002‘297. 

—6506 180196 "Monthly Health Physics Survey Rept lor Apr 1 982 '' 

‘ International Nutronlcs, Ino. 82/04/30 Ip. 31002:1 1 1-31002,1 1 1. 


-6506180201 "Monlhfy Health Physics Survey Rept for May 1982 " 

* International Nulronics, Inc 82/05/31 1p 31002 112.31002 112 

-8506180212 "Monlhly Health Physics Survey Rept lor June 1982 ” 

■ Internalonal Nulronics, Inc 82/06/30 Ip 31002 113 31002 113 

-85M180213 "Monthly Health Physics Survey Rept for Apr 1983 '' 

*■ Inlernalionai Nutronics, Inc 83/04/30 Ip 31002 114 31002 114 

-8506180218 "Monthly Healih Physics Survey Rept for May 1983 " 

* International Nutronics, Inc 83/05/31 4pp 31002 115 31002 118 

-8506 1802 24 "Monthly Health Physics Survey Rept for Juno 1983 " 

* Internelional Nutronics, Inc 83/06/30 2pp 31002 119-31002 120 

-6606160227 "Monthly Health Physics Survey Rept lor Jul 1983 '* 

* International Nulronics, Inc 83/07/31 3pp 31002,121-31002 123 

— 8506160231 "Monthly Health Physics Survey Rept for Aug 1983" Supporting docu- 
mentation end 

* Inlernalionai Nutronics, Inc 83/08/31 iepp 31002124 31002,139 

—8506180237 Procedure 17, "Procedure tor Monitoring Source Storage Pool Sys 8 
Main! ol Filtration Sys " 

' International Nutronics, Ino 85/04/26 4pp 31002.140-31002 143 

-8506180239 Forwards Procedures 19,20 & 21 Approval required for Procedure 21 lo 
ship approx five drums DSM-LSA mail during iirst wk of Fob Shipment to be handled 
by Teledyne Isolopos 

THOMAS,BJ. Intemalional Nulronics, Inc 04/01/28 FRIEDMAN, L Director's Office, 
Office of Inspection and Enforcement 2pp, 31002 144-31002 145 

-8506180243 Procedure 19 "Decon Cleaning Vent Motor, to be Used for Old Cell Venti- 
lalfon Sys," 

* International Nutronics, Inc 84/01/26 2pp 31002 146 31002 147, 

-8506160248 Procedure SO, "Procedure to Seal Seems Inside Plestic End of Old Cell 
Area " 

* International Nulronics, Inc, 64/01/25 2pp 31002 148 31002,149 

-8586180253 Procedure 21, "Procedure for Shipment of Low Level Waste " 

‘ Intern alional Nutronics, Inc 84/01/27 4pp 31002.150-31002,153 

-8606190268 Procedure 22, "Procedure to Attach Duct Work lor Ventilation Sys to 
Enel " 

^ International Nulronics, Inc 84/02/27 2pp 31002 164-31002‘155 

-8506 1 80269 Procedure 23, "Entry & Exit ol End Area by Personnel " 

* Inlernalionai Nutronics, Inc 84/03/05 4pp 31002,160 31002 159, 

-8606180263 Procedure 24, "Removal of Original Plestic Curtain Enclosing Old Cell 
Area." 

‘ International Nulronics, Inc, 84/03/02. 2pp 31002:160-31002 161 

-8506180287 Procedure 25, "Survey of Old Cell Aren Alter Removal of Old Cotl.’’ 

‘ Inlernalionai Nulronics, Inc 84/03/02, 2pp, 3 1002' 162-31 002 163, 

—6506180289 Procedure 26, "Vacuuming of External Block of Old Cell " 

* International Nutronics. Inc 64/03/02 2pp, 31002,164-31002 165. 

—8506180275 Procedure 27, "Release of Carls & Semi Live Skids " 

* International Nutronics, Inc 84/03/05, 2pp 3 1002’1 66 31002.167 

—8506180284 Procedure 28, "Release of Block From Now Cell " 

^ Intemalional Nulronics, tnc 84/03/05 4pp 31002:160 31002-171 

-8506180289 Procedure 20, "Vent Sys Characteristics & Monitoring.” 

* International Nutronics. Inc 84/03/10. 16pp, 31002 172-31002.187 

-8606180295 Procedure 30, "Waste Consolidation In Labyrinth Area ” Supporting docu- 
mentalfon end, Record ol 840410 telcons end. 

‘ Inlernalionar Nulronics, Inc 84/03/16 SOpp 3 1002' 168-3 1002:226 

-5506180299 Summadzes 840330 lalcon w/Q Parker, Inll Nutronics re 840222 hearing 
request. 

CUOCO.L. NRC - No Detailed AflllJatlon Given 84/04/06, NRC - No Dotaifed Alfili 
atbn GNan. 2pp 31002.227-31002 239, 

-5506160305 Fonvards procedure for testing airborne activity In irradiator facility bldg 
resuming from advating one Iodine heater. 

WELSH, J.A Inlemationar Nulronics, Inc 83/11/30. GLENN, J Region 1, Ollico of Di- 
rector. 2pp. 31002'240-31002,241. 

-8606 1 60308 Forwards procedure for old cell end fabrication Review, comment & radi- 
ation work permit requested. 

WELSH, J.A International Nutronics, Inc. 63/11/16. GLENN, J. Region t, Olfice ol Or- 
rector. 7pp. 31002,242-31002,248, 

-6506150310 "Preparallon Procedure for Installation of Ventilation/ Filtration Sys ” 

‘ Intemalional Nulronics, Inc. 83/12/07. Ip. 31002.249 31002:249. 

—6506180314 "Procedure for Entering Irradiation Area via Change Area.” 

* fnlernetlonal Nutronics, Inc. 83/12/08 2pp 31002'250-31002 261, 

-8606180320 "Procedure for DeCon of Ozone Vent Area " 

* Inlernalionai Nulronics, Ino 63/12/00, Ip 31 002:262-3 1002:262, 

—6506160323 Procedure 15, "Procedure for Release ol Scrap Metal & Equipment From 
Front Bldg.” 

* International Nutronics, Inc 03/12/16 1p 31 002,263-31 002'263 

-8506180328 Procedure 16, "Procedure lor Replacing Root Sections on Old Coll Area 
End.” 

* International Nutronics, Inc 83/12/20. 1p 31002:264-31002.264. 

-5506180332 Amended Procedure 9, "Respirator Fit Check " 

* International Nutronics, Inc. 83/12/22. ip. 31002'265-31002'2SS. 
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><8506160339 Procedure 10, ’'Prooedure for Entry Into New Coll & Labyrinth Area *’ 

• Inlernational Nutronlcs, Inc 04/12/17 ip 31002 256-31002 256 

-8506160345 Discusses amends lo Procedures 25, "Survey of Old Cell Area Alter Fte 
rooval of Old End," 26, "Vacuumlny of External BlocK of Old Cell" & 26, "Release of 
Block From New Cell " 

THOMAS,BJ International Nutronlcs, Inc 64/03/28 GLENN.J Region 1. Office of 
Director Ip 31002 257-31002 267 

-8506160350 Procedure 31, “Preparation lor Cask Use in Old Cell Source Storage 
Pool " 

• International Nutronlcs, Inc 64/03/19 2pp 31002 258 31002 265 

-BS06160362 Procedure 32, “Transfer of Waste Drums to & From End Area ’’ 

• International Nutronlcs, Inc 84/04/16 2pp 31002 268 31 002 '267 

—8506180370 Procedure 33, "Source Storage Pool Water Sampling" Handwritten un 
dated Procedure 34, "Roof Shield Adaptation on Roof Area," end 

• International Nutronios, Inc 84/04/17 7pp 31002 268-31002 274 

“8506160376 Procedure 35, "Mod of Labyrinth Shielding " 

• Inlornalional Nutronlcs, Inc 84/04/23 3pp 31002 275-31002 277 

-8506160361 Procedure 34, "Rool Shield Adaptation on Cell Area” 

• International Nutronlcs, Inc 84/04/19 Ip 31002 270-31002 278 

-8506180394 Procedure 36, "Proflltor Changeoul for Vent Sys " 

‘ Inlornalional Nutronlcs, Inc. 84/04/30 2pp 31002 279-31002 280 

—8506160399 Fonvards Procedures 37,38 & 39 & amended Procedure 28 Expeditious 
approval requested 

THOMAS,BJ International Nutronlcs, Inc 84/05/10 GLENN.J. Region 1, Office of 
Oiractor Ip 31002 281-31002 281. 

—8506160407 Amended Procoduro 28, "Releaso of Shielding Block From New Cell " 

• International Nutronios, Inc. 84/05/02 3pp 31002 282-31002 284 

—8506160411 Procedure 37, "Cell & Pool Area Decontamlnalion." 

• International Nutronlcs, Inc 84/05/08 2pp 31002 285-31002 286 

—8606180417 Procedure 38, "Const of Sampling Vault in End ” 

• International Nutronlcs, Ino 84/05/09 Ip 31002 207-31002 287 


-8506160265 Advises that IE will issue manual chapter f« allegations on 840531 after 
consultation w/Ofc of Investigations.other program ofes & regions, per end schedule 
DEYOUNQ,RC Director’s Office, Office of Inspection and Enforcement 83/12/01 
D1RCKS,WJ Office of the Executive Director for Operations 2pp 30985179- 
30985 180 

-8506160268 Provides clarification ro protection of requested confidonliality NRC 
Manual Chapter 2101 XVI. "Proprietary Info" end 

FOX,E F Program Support & Analysis Staff 83/12/16 NRC - No Detailed Alfiliallon 
Given 12pp 30985181-30965192 

-8506160277 Forwaids draft Commissfon paper on staff processing of allegations for 
concurrence Requests concurrence by phone Comments should be received by 
840106. 

REHM.T.A Office of the Executive Oiroctor for Operations 83/12/20 DEYOUNG, R 
Director's Ollico, Office of Inspection and Enforcement DAVIS, J Office of Nuclear 
Material Safety & Safeguards, Director. CUNNINGHAM.G Office of the Executive 
Legal Director 7pp 30985 193 30985 199, 

-8506160283 Forwards rough draft cf new NRC Martual Chapter 0517, "Mgl of Allega 
lions," lor review Proposes working group mealing on 840221 to discuss 
chang^Bs,niod3 or issues Final draft largot date is 640229 

FOX,t F, Program Support & Analysis Staff. 84/02/08 NRC - No Detailed Affiliation 
Given. 26pp 30985 200-30985 225 

-8506160292 Forwards final draft of NRC Manual Chapter 0517, “Mgt of Allegations" 
tor review Comments requested by 840608 so EDO can be provided w/ final version 
by 840702. 

DEYOUNG, RC Director’s Oifice, Ollico of Inspection and Enforcemeni 84/05/18 
NRC -No Detailed Affi nation Given 26pp 30985 226-30985 251 

6506180303 FOIA request lor coirespondenco re EAD MetatlurgicaUno from 841031 lo 
present 

WELDON.D Alfilialion Not Assigned 85/03/27 FELTON, J.M. Division of Rules and 
Records Ip 31002298 31002'298 

8506180306 Partial response lo FOIA request for correspondence re EAD 
Metal lurgIcaUnc from 84 1 031 to present App A documenis being placed In POR App 
B documents already in POR 

FELTON, J M Division of Rules end Records 05/04/17. WELDON, 0. Doc- Search As- 
sociates. 4pp 31002 299-31003 111 


"8506160423 Procedure 39, "Waste Drum Preparation for Exclusive Use Shipment " 

* International Nutronlcs, Inc. 84/05/10 2pp 31002 200-31002,289 

-8506180426 Submits conditions to be observed lor Procedures 37 & 39 & amended 
Procedure 28 

THOMAS.BJ Inlernational Nulronica, Inc 84/05/11 GLENN.J. Region 1, Office of 
Director Ip 31002 290-31002 290 

“8506180431 Procedure 40, "Installation of Water Supply lor Source Storage Pool." 

* International Nutronlcs, Inc 84/06/26 2pp 31002'291-31002'292 

-8506 180434 Amend 2 lo Procedure 28, "Releaso of Block From New Cell " 

‘ International Nutronlcs, Inc 04/06/20 Ip' 31002 293-31002 293. 

-8506160440 Procedure 42, "Releaso ol Mali & Equipmonl lor Unrestricted Use.” 

‘ Inlornatlonat Nutronlcs, Inc 84/06/20. 2pp. 31002^:294-31002.295, 

“8505160446 Proceduro 43, "Temporary Release of Equlpmonl From Facility Bldg." 

* Inlornational Nutronios, Inc 04/06/28. Ip. 31002 296-31002 297 

6509160214 Further response lo FOIA request that SECY 84-249 & documents re op- 
tions for handling allegations be made available at PDR Forwards App A 
documents Documents available in POR Processing ol other documenis continuing. 
FELTON, J M Division of Rules and Records 85/04/19 AOATO.M Union ol Con- 
corned Sciontlsts, 2pp 30086.1 46-30985'251 

“8606180225 Forwards draft form IE proposes lo uso as Input base for NRC allegation 
tracking sys Each ofo would be responsible for completing form & providing 
updates IE will manage sys & provide monthly status repts.Cemments requested by 
821029. 

OIRCKS.WJ. Office ol tho Executive Director (or Operations 82/10/19 
MICHELSON.C AEOD, Director's Ollico, KERR.W B Ofo ol Small & Disadvantaged 
Bus Utilization & Civil Rights NORRY.PQ. Office of Administration 5pp 309B5'147- 
30D85 151 

“8505180230 Advises (hat allegation tracking sys will go Into effect 621206 Internal otc 
procedures should be In place by 621206 Adol NRC Form 307 encIW/o end 
8LAHA,J.L Program Support & Analysis Staff 82/12/01. FOX|E. Diroctor's Office, 
Office ol Inspecllon and Enforcement, BECKER, R, AEOD, Direclor’s Office, 
O'CONNELL, B, Office ol Nuclear Material Safety & Safeguards, Director. 2pp 
309(35:1 62-30985:1 64 


-8608180238 Advises that allegation tracking sys will go Into ellect on 821206 Partici- 
pation by Commission ofes soliciled via memo Internal procedures should be devel- 
opod by 82120e.Firsl 90-120 days will bo used lo tost a evaluate procedures 
DlflCKS.WJ, Office ol the Executive Director for Operations. 82/11/24 Director’s 
Office, Olffco of Inspecllon and Enforcement, 21pp. 30986:1 55-30985i 76, 


>8606180245 Staff requirements memo re 830912 discussion on status ol 
investigations, flepl on how regions screen allegations a criteria used In assessment a 
expected complelion dates be Included in repTs ol pending Investigallons requested 
CHILS<,S,J Office of Ihe Secretary of the Commission M8309123, 83/09/16 
DIRCKS,W.J, Ollico of Ihe Executive Director for Operations, HAYES, BB Office of 
Invosiigallon. Ip. 30985.176-30906:176, 


-8506180311 Forwards list of info needod lo evaluate Impact of Am 241 contamination 
at Tonawanda Land(lll,Kerr>McGoe West Chicago FES,Amax EIA a radiological survey 
of West Lake. Landfill in St Louis, MO also end w/o end 

LOHAUS.PH Region 1, Office ol Director. 84/11/01 RIMAWI.K Now York, Stale ol 
Ip 31002 303-31002 303. 

-8506180318 Forwards list of Info needed lo evaluate Impact of Am-241 contamination 
at Tonawanda Landfill.per 840919 memo re technical aasietanco lo Slate of NY List 
should be transmitted lo Slate ol NY. 

* Uranium Fuel Licensing Branch 84/10/22 LOHAUS.P Region 1, Oifice of Director, 
2pp 31002.304-31002.305 

“8506180324 Informs that EAD Metallurgical, Inc liquid discharges mot applicable Slate 
ol NY criteria (cr discharges lo sanitary sewer sys. Forwards Internal NRC correspond- 
ence that provide details & reasons for conclusion 

LOHAUS.P, H Region 1. Office of Director, 84/11 /Ol BRADLEY, F J Now York, State 
0(. Ip 31002 306-31002,321 

-6506 180333 Expresses appreciation (or technical assistance provided for analysis of 
cancer risk resulting Irom Inhalallon ol Am-24 1 .Analysis will assist State of NY In ef- 
forts lo bring Am-241 contamlnatlO'n problem to resol ulion 

MURLEY.TE Region 1, Olllcaof Director, 84/11/02. MINOQUE.R.8 Olliceof Nucta> 
ar Regulatory Research, Director Ip d1002*322-31002’322, 

-8506180343 Submits list of several documenis which provide info re stabilization of 
low level waste & U mill tailings disposal facilities Documetils may assist In efforts lo 
evaluate stabilization of Tonawanda Landfill. 

LOHAUS.PH Region 1, Office ol Direclor. 04/11/07 RIMAWI.K New York, Stale of. 
5pp. 31002.323-3^02:327 

-85061 BOSS 1 Forwards ENSA.Inc unsollcilecf proposal entitled, "Study Survey ol Ra- 
dioisotopes Re Concentration Within NY Slate Sanitary Sewage Sys & Landlllls Tech- 
nical Proposal," for review S con8ldoralion.W/o end, 

THOMPSON, R.D, Division ol Contracts. 84/11/26. MINOQUE.R B Office ol Nuclear 
Regulatory Research, Director. 2pp. 31002.328-31002 329. 

>•6606180359 Advises that neither NRC nor any stale nuclear regulatory agency has li- 
censed operator of disposal site to receive Am-241 or any Iransuranic bearing matl In 
concentrated amounts lor disposal Recommends selling mall within Mexico, 
DIRCKS,W.J, Office ol the Execullva Director lor Operations 64/12/10. SEGOVIA- 
KANE.D. DASEKA Melalurglca da Mexico, S.A. da C.V, Spp 31 002.330-31 002,331. 

-8506180367 Summarizes 841115 telco n w/ Segovia -Kane of Monlerrey.MexIco ra dis- 
position ol Am-241 contaminated matl & equipment originally owned by EAD 
MetalIurglcal,lnc,Tonawanda,NY. 

DODA.R.J. Region 3, Oflioo of Director, 84/11/20. MARTIN, R.D, Region 4, Office ol 
Direclor Ip 3fO02'332-31O02 332. 

-8506180377 Advises of problems trying to set up plant previously owned by EAD 
Metallurgical, Inc L Walker failed on delivering asslstanae ol technology, Equipment to 
bo soni D9ck 

SEGOVIA KANE, D DASEKA Melafurgica de Mexico, SA do CV. 84/10/18 
PALLADINO,N.J. Commissioners. 6pp. 31002:333-31002:341. 


-8506180251 Forwards staff requirements memo requesting Commission beprotrtded 
w/repl on how regions screen allegations & what criteria used to assess Requests 
taking lead In preparing response Proposed response requested by 031O19.W/O en^d, 
DEYOUNGiR.C. Director's Office, Office of Inspection and Enforcement 63/09/30. 
O'REiLLY.J.P Region 2, Office of Director Ip. 30985-177-30985,177, 


-8506180385 Requests NRC lo reexamine discharge limits In Part 20 & lo develop cri- 
teria (or addressing sewer lines, sewage treatment plants & landfills that have been 
contaminated w/matl discharged to sanitary sewer sys per current limits. 

AXELROD,D New York, Stale of 84/12/11 PALLADINO Commissioners. 4pp. 
31002:342-31002’346. 


-8506180268 Requests meeting on 831208 to discuss general outline, plan & schedule 
for development of NRC manual chapter on allegations, per EDO 831201 memo List of 
issues or items to be Included or not included requested by 831207 
FOXiEF Director's Cilice, Office of Inspection end Enforcement, 83/12/02, NRC - 
No Detailed Affiliation Given, Ip 30985,178-30985:178 


-8506180393 Forwards plan lor reevaluation ol sanitary sewer discharge limita,EPA rept 
W Coot mentioned at Agreement States meeting & recent temporary Instruction on 
reconcenlratlon of radionuclides in sanitary sewage sys Wo ends 
LOHAUS.P.H. Region 1, Otilce of Director. 84/12/28. RIMAWI.K, New York. State of. 
1p, 31002:347-31002347. 
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-6506100403 Fonvafds oulline o( scopiag study for evaluating potential hazards of ra- 
leasos of radwaste to sanitary sewer sya in response lo 641211 Hr to Chairman Palla 

MINOGUE.RB OHico of Nuclear Reoulatory Research, Director 85/01/15 
AXELROD, 0 New Yorli. Slalo of 3pp 31002 348-31002 350 


“05OS1SO419 Comments on study o1 possible exposure pathways lo man for radioiio- 
clides discharged lo sanitary sewer sys Concurs w/outline tn general Study should In 
elude source term 

MURLEYJE Region 1, Ottico of Drroclor. 85/01/15 MINOGUE.R B OHIceof Nude- 
ar Regulatory Research, Director. Ip 31002 351-31002351 

-8506180427 Forwards oulline ol scoping study tor evaluating potential hazarrfs ol re- 
leases oi radwasles to sanitary sower sys for comments 

MINOGUE.RB Ollice of Nuclear Rogulatorv Research. Director 84/12/18 
MDRLEY.TE Region 1, OKico of Director. 4pp. 31002 352 31002355, 


-B5O610O435 Temporary Instruction 2800/5. ’‘fleconcentrationol Radionuclides in San- 
llary Sewerage Sys " _ 

• NRC - No Oelailod Affiliallon Given 84/11/27 2pp 31002356 31002 362 


-8506160447 Foiwards memo & oncis from RJ Slarmer that provide geochemical info 

on how Am might potentially behave m landfill. w 

LOHAUSPH NRG • No Detailed Affiliation Given 85/02/04 RIWAWI.K New York. 
State ol. Ip 31003 001 31003 001 

-8606160452 Submits comments on behavior ol Am in environ & how Am might be ok- 
poctod to behave as component of sewage sludge incinerator ash disposed ol m lypl- 

ST/IRMEfl.fl J Geotechnical Branch (Post 33 toot) 85/01/25 lOHAUS.PH Region 
1. Offfee ol Director 4pp 31003 002 31003 005 


'8606180458 Submits commenls on ENSA.Inc repl. "Am Decontamjnalion Proposal lor 
Town ol Tonawanda Sewage Treatment Plant & Related Fadlillos ” 

CROW.W-T Uranium Fuel Ltconslnd Branch 85/02/19 LOHAUS,P.H Region 1. 
Olfice of Director 2pp 31003006-31003 007 


-8506100463 Advises of receipt of end request tor technical assistance from K RImawi 
lo review 4 comment on Am decontamination plan for Town of Tonawonda sewage 

treatment plant 4 related facilities 

LOHAUS/.H. Region 1. Office ol Director 85/01/31 CROW.WT Uranium Foef Li- 
censing Branch 2pp 31003 008 3 1 003 009 


-8506180487 Forwards "Am Dacontamlnallon Proposal tor Town of Tonawanda 
Sewage Troalmoni Plant & Related Facilities " Commenls requested 
flIMAWI.K New York. Slate of 85/01/25 LOHAUS.P Region 1. Office ol Director. 
3pp 31003 010-31003 012 


-8508180484 "App G.Consensus Summary on Direct Healing " 

GINSSERG.T Brookhaven National Laboratory 84/06/30 13pp. 30999112. 

3099S 124 

-8606180513 SAND84-0807C "HECTR Results lor Ice Condenser Containment SU 
Problem “ 

HASKIN.FE, 8EHR,V.L, CAMP.AL Sandia National Laboratories 84/06/29 
30999 125-30999 136 

-8506180517 Foiwards "Summary of BNL Results tor Std Problem 4 (BWR Mark 1)“ 
Detailed repl describing BNL contributions to Containment Loads Working Group will 
bo published tale in fiscal yr. 

PERKINS. KP. Brookhaven National Laboratory PERKINS, KP Associated Unt^arsh 
lias Inc 84/07/02 TELFOflO.J Containment Systems Research Branch in 
30999 137-30999 137 

-8506180518 "Summaiy of BNL Results for Std Problem 4 (BWR Mark I) " 

PERKINS, KR Brookhaven National Laboratoiy 84/07/02 8pp 30999134 
30999 145 

-8508180521 Forwards "Summary of BNL Results (or Std Problem 5 (BWR Mark II)" 
Detailed lept describing BNL contributions to Containment Loads Working Group wii 
be published lata in fiscal yr 

YANG,J. Brookhaven National Laboratory YANG.J Assoclatod Urhrarsitles, Inc 64/ 
07/13 TELEFORD.J Containment Systems Rosoarch Branch 1p 30993 146 - 
30999 146. 


-8606180523 "Summa^ of BNL Results for Std Problem 5 (BWR Mark 1 1) " 
YANG.J Brookhaven National Laboratory 84/07/13 4pp 30999,147-30999 160 


•8506180525 LA-UR-84-1305 "SWR Std Problem - Mark III Hydrogen Burn Oaso Caa 
B,C4 3" 


TflAVIS.J R Los Alamos Sclonlilio Laboratory 05/04/25 54pp 30999 151 

onnnn 


-8506180S28 Draft E - Std Problem 5 (BWR Mark II).'* 

YANG.J W, PRATt.Wt Brookhaven Notional Laboratory 85/04/25 25 m 
30999 205 30999 229. 

-aSOSISOSSO "App D - Std Problem 4(BWR Mark I) " 

PEHKINS,K.R. QREEN.GA, PRATT, W.T Brookhaven National Laboratory 85/M/ 
25. 6tpp 30999 230-30999,280 

-8606180634 "Summary o( BNL Rosulla lor Std Problem 2 (PWR Subalmosphoric) " 
KHAT1B-HAHBAR BtooKhovon National Laboratoiy 85/04/25 6pj> 3t>a0929i 
30990.288 


-8506180490 64-032 Rev 1 to "Am Decontamination Proposal lor Town ol Tonawanda 
Sewage Troalmenl Plant 4 Related FaciJitles " 

•ENSA. Inc 85/01/16 98pp 31003 013-31003.108 

--6506150493 Advises that technical evaluators hava evaluated ENSA proposal & share 
concerns addressed re potential tor reconceniratlon of radionuclides In sanitary 
sewage trealment facliitles & landfills ENSA Infomned 

DIRCKS.WJ Office of the Executive Director for Operations 85/03/01. KEMPJ 
House ol Hep Ip. 31003 109 31003.1 11 

-8505160496 Advises that Region 1 knows of no evenls to propose as AO for OcbDec 
1864 to Include on Fourth Quarter CY04 rept to Congress 
MURLEY.TE Region 1, Offfee ol Director. IEIN64-S4 65/01/20 HELTEMES.C.J. 
AEOD, Director's Ollice. Ip 31002 363-31002'363 

8508180462 Further rasponse lo FOIA request for documents re Conlali>ment Loads & 
Containment Performance Working Groups Forwards App B documon»8.Documenl8 
also available In PDR. App C documents withheld (rat FOlA Exemption 5). 

FELTON.J.M Division of Rules and Records 85/04/26 SHOLLY.S.C Union ol Con- 
cerned Scientists. 4pp. 30999.001*31000 362 

-8506180467 Handwritten "Local Failure Mode of BWR Mark I Drywell Liner Due lo 
Core-Concrete InforaclJon." 

QHEENE.GA Brookhaven National Laboratoiy 84/03/13 11pp. 30999 005- 

30999:016 

-8506180471 "NRC Containment Loads Working Group, Factory Mutual Research Corp 
Results lor BWR-MARK III Std Problem " 

ZALOSH.n.G. Faclory Mutual Research Co/p. 84/04/23 18pp. 30999.016-30099.033 

-8506100472 Forwards "PWR Sid Problem 1." 

CYSULSKIS.P. Battelle Memorial Institute, Columbus Laboratories. 84/08/07 
SILBERBERG.M Accident Source Term Program Office 2pp 30B99 034-30999 035. 


-8606180538 "Calculations for PWR Std Problem 1 & 2 W/DIrect Hoating." Add! docu 
mentation encl. 

WILLIAMS.DC, BERQEflSON.KD Sandia National Laboratorioa 85/04/25 437w> 
30999.287-31000363. 

8506180498 FOIA request for license appllcatlons.omond request & supporting door 
monts for Washlnglon Hosp Ctr License 08 03604 03. 

BOWMAN. P.O. Syncor Internattonal. 85/03/26. FELTON, J M Division ol Rules and 
Records Ip 31003.112-310Q3.112 

6606180500 Further response to FOIA requoat for all liconao appllcallon8,amend re 
quests & Eupporlinq documents for Washlnglon Hosp Clr License 00'03604 03Na 
addi records tocateo. 

FELTON, J.M. Division of Rules and flocorda 85/04/24. BOWMAN, P.D Syncor fnlti 
national. Ip. 31003.113-31003-113. 

8606180503 FOIA request for purchase orders & Invoices for alt floor llle instellalJM! 
since Sept 1964. 

ESTRADA.J.A. Prolesslonal Carpel Service. 86/03/20. FELTON.J.M Oflico ol Admn- 
fslratfon. Ip 30003 316-30893.316. 

8508180606 Responds to FOIA request for purchase orders & invoices for all floor ll« 
inslallatlons since Sept 1984.Fonvards lialod purchaso orders & rolalad Invoices rs- 
wonshre to request 

FELTON. J.M. Division of Rules and Records. 05/04/23. ESTRADA ,J A Pratosslcntl 
Carpel Service. Ip 30993 3 16-30993.336 

8506180511 FOIA request for "Safely Technology Program for Instructional Sys Dovef 
opment” granted lo Unlv Research Corp 

HARRIS, R C Meridian House Inlernational. 85/04/08. FELTON.J. Division ol Ruin 
and Records. Ip 30983;362*30g93 362. 


-8506180474 "PWR Std Problem 1." 

CYBULSKIS.P. Baltelia Memorial InsWule, Columbus Laboratories. 84/06/07. 21pp. 
30999.036-30999.056. 

-8506180477 Drall "Summary ol Resufis tor Sid Problem 2 " Supporting documaniation 
encl 

WILLIAMS.D.C, BERGERON,K.O. Sandia National Laboratories. 64/06/12. 24pp. 
30999.057*30999 080. 

“8606160479 Forwards "PWR Std Problem 2." tor Into, Pressure toads from hydrogen 
burning could be comparable or greater than loads due to steam spikes under some 
conditions specified In aid problem 

CYBULSKIS.P Baltelle Memorial Inslitule, Columbus Laboratories 84/06/13 
SILB£RBEflG,M. Accident Source Term Program Office Ip, 30990,081*30999.081. 

-8S06180480 "PWR Std Frobfsm 2." 

CYBULSKIS,P. Battelle Memodat Instilula. Columbus Laboratories. 84/08/12 20pp 
30999.082*30999 110. 

-8506180482 Forwards "Consensus Summary on Direct Heating.” Commenls received 
from members of Subcommittee on Direct Haaling on May Initial draft summary Incoi' 
poratad Into final version ol App G 

GINSBERG, T Brookhaven National Laboratory. GINSBERG, T. Associated Universl- 
lies, Inc. 84/08/21. TELFORD, J. Containment Systems Research Branch. Ip. 
30999.111-30899.111. 


6506160S1S Responds lo FOIA request lor “Safety Technology Program tor Instruction- 
al Sys Development" granted to Unlv Research Corp (undou sinco 640223.Baslc Or 
derirw Agreement NRC-03*84*076 03 In PDR 

FELTON .J-M. Division of Rules and Records NRC-03-e4 076 03. 85/04/24 
HARRIS.R C. Meridian House International Ip, 30093-363*30903 3&3. 

8506180510 Responds to appeal re denial of FOIA request tor GESSARII 
PflA.Forward8 Pages 2-7 - 2-l6 ol Document 5 on App A. Porllons wilhhold (rel FOW 
Exemption 4), 

D|RCK8,W.J Office of the Executive Director tor Operations. 85/04/10. CURRAN.0 
JORDAN, W.S Harmon, Weiss & Jordan. 4pp. 30893 337*30093-361. 

-8506180531 Pages 2-7 • 2-16 of QESSAfl-ll Inlornal Event PRA Uncorlaxilj 
AnalysIs.Porlions deleted. 

* General Electric Co. 03/11/17. lOpp, 30903:34 1*30083.361. 

8606180006 FOIA request for JG Davis 700110 Hr lo JM Cubie. 

MUflPHY.SA. California, Unlv. ol, Santa Cruz, CA. 04/02/14. DIvleion of Rules arx 
Records. 3pp. 31014:162-31014:164. 

8506160009 Responds to FOIA request for JQ Davis 760119 Itr fo JM CubloNflC n 
longer In possession of requeslod document. 

FeLTON.J.M, Division of Rules and Records. 85/03/05, MURPHY,SA CalifonM 
UnN, ol, Santa Cruz, CA. Ip. 31014;166*31014;166. 
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350619'0014 FOIA request (or documents re Harvard Univ radwaste storage & Incrnar- 
elion facility in Southboro.MA uitder License 20 00297*53 

BUFIKe,L Harle-Hanks Communications, Inc 85/01/18 ROBINSON, LL Office o( Ad 
mlnfstration Ip 31014 194*31014,194 

8506190016 Responds to FOIA request for documents re Harvard Univ radwaste stor- 
age facility in Soulhboro.MA Forwards Apps A & B documenig Documents also avail 
able in FOR Portions of App B documents withheld (ref FOIA Exemption 6) 

FELTON, J M Division of Rules and Records 85/03/27 BURKE, L Harte Hanks Com- 
munications, Inc 4pp 31014 195*31015016 

-8S08190022 Insp Findings & Licensee Ack on 681106 07 of License 20 00297-53, Insp 
findings no noncompliance noted Related Info end 
* Atomic Energy Commission 68/11/06 40pp 31014 199-31014 240 

-6506190025 Discusses Insp of License 20*00297*53 on 740611*12 & forwards descnp- 
tlon of vfolallon 

NELSON, P R Region 1, Philadelphia, Office of the Director 74/06/24, HALL.S Har- 
vard Univ, Cambridge, MA 2pp 31014 241*31014’242 

-6598190030 Description of violation from Insp of License 20 00297-53 Violations 
noted authorized investigators failed to maintain required records & container of 1-125 
contaminated waste not sealed to prevent release of airborne activity 
' Atomic Energy Commission 74/08/24 3pp, 31014'243-31014'245 

-6506190034 Discusses insp of License 20-00297-53 on 740611-12 Adequacy of scope 
& depth of safety group surveys questionable Next Insp should review 1-125 oper- 
ations 

ALLEN.W.D NRC • No Detailed Affiliation Gtven 85/03/27, NRC - No Detailed AHIIi- 
atlon Given Ip 31014‘24e-31014:2ei 

-8S06190041 Insp Repts 30*00753/78 02 & 70 0083/78-02 on 781114*16 No violations 
noted Major areas inspected action on previous Insp flndln 9 s,organizatlon, Internal 
audits, training & instruction & radiation protection procedures 
FRIEDMAN, L F. Atomic Energy Commission 78/11/27 lipp 31014 262 31014'356. 

-8506190046 Amend 35 to License 20 00297*53 for Harvard Univ, authorizing use of U- 
235 for storage & assembly on calorimeter lor testing 

JOHANSEN, J.M Region 1, Office of Director 84/04/04, 2pp 31014 357*31 01 4’358 


-6506190079 Responds to 840903 generic request for waiver of fees re 840709 & 0814 
FOIA reauests re Kerr McGee Corp Fee waivor request denied.Genulne public interest 
in Kerr-McGoe records 8 special ability to deal w/inlo not shown 
FELTON.JM Division of Rules and Records 84/10/18 BARNES.C University Daily 
Kansan, Lawrence, KS lOpp 31014 166*31014 175 

-8506190083 Submits formal generic request for waivor of fees for 040709 & 0814 
FOIA requests 8 future requests re Kerr-McGee C^rp FOIA Request 04*402 with- 
drawn, 

BARNES.C University Daily Kansan, Lawrence, KS 84/09/03 FELTON.JM Division 
of Rules and Records 9pp 31014 17531014 186 

-8506190091 FOIA request for seven categories of documents re Licenses SUA 618 & 
SUA-617.Notlfication of status of request within 10 days of receipt of Hr requested. 
BARNES.C University Daily Kansan, Lawrence, KS 84/10/24 FELTON, J M Dfvislon 
of Rules and Records 3pp 310U’187*31014 193. 

-8508190107 FOIA request for two catagones of documents re Licenses SUA 616 8 
SUB-1010 Notification of status of request within, 10 days of receipt of Hr requested 
BARNES.C University Daily Kansan, Lawrence, KS 84/10/29 FELtoN,J M Division 
ol Ruias and Records 2pp 31014.192*31014 196 

8505190061 Further response to FOIA request for documents & info re NUREG/CR* 
3597.SANO 84 093e,NUHEG/CR 3410, SAND 83-1617, 8 Board Notification 84- 
32 App B & App C documents available in PDR Review ol addi documents continuing 
FELtON.JM, Division ol Rules and Records. 85/03/27 CURRAN, D Harmon. Weiss 
8 Jordan. 8pp. 31010 158 31013 043 

-8506190121 Conllrms agreements reached dudng NRC/Wylo Labs mgl meeting on 
821005 re scheduled QA Program Insp 99900002/82 08 on 821025 29 
POTAPOVS.U. Region 4, Office ol Director 82/10/15 SMITH.E.W Wyle Laborato 
rfes Ip 31010,164 31010,164 

-8506190126 Responds to Itr from RC Lewis, Reg Ion II, requesting current equipment 
qualilicaUon test schedules for TVA plants Schedules lor Browns Ferry 8 Sequoyah 
plants end Schedules for Watts Bar & Bollofonte plants awaiting SER completion 
MILLS, L M. Tennessee Valley Authority. 82/10/13 POTAPOVS.U, Region 4, Office of 
Director 6pp 31010.165 31010170 


-6506190049 Amend 36 to License 20*00297*53 for Harvard Univ, changing Conditions 
10 8 19 re location of facility 8 possession 8 use ol matt, respectively 
GLENN, J E Region 1, Office ol OIreclor 94/05/16 Ip 31014-359 31016 002 

-6506190053 Responds to 041026 request for add! info re renewal ol Llcensa 20* 
00297-53 Appropriate posting 8 restricted access to disposal areas will be maintained 
SHAPIRO.J Harvard Univ, Cambridge, MA, 98882 84/^11/27 GLENN.JE Region 1, 
Office of OIreclor. 2pp. 31016:003*3101 5,011 

-6506190067 Discusses Allegation R1-84-A0173 re Harvard Univ employee atlegod Im- 
proper disposal of radioactive mall.No violation occurred Radwaste disposal program 
will bo revlQwad during next Insp. 

KINNEMAN.JD, Region 1, OlfIco o( Director, 85/01/16, SHROPSHIRE, A Region 1, 
Office ol Director. 6pp 31018 012*31015 016 

8606190061 Appeals denial of FOIA request lor waivor ol fees re pending & future FOIA 
requests rotated to Korr-McQoe Corp. 

BARNES.C. University Dally Kansan, Lawrence, KS 84/10/31, Office of the Exocutiva 
Director for Operations, 8pp, 31014,156*31014.163 


8506190066 Responds to appeal re denial ol FOIA request for waiver of lees concern- 
ing pending 8 future FOIA requests related to Korr-McQee Corp Appeal denied 
DIRCKS,w;j Office of the Executive Direclor lor Operations, 86/01/28, BARNES.C 
University Dally Kansan, Lawrence, KS 2pp, 31014 164 31014.193, 

-8506190079 Responds to 840003 generic request lor waiver of foes re 840709 & 0814 
FOIA requests re Kerr-McQee Corp Fee waiver request denied Genuine public interest 
in Kerr-McGeo records 8 fecial amllly to deaf w/Info not shown 
FELTON, J.M, Division ol Rules and Records 04/10/18, BARNES.C University Daily 
Kansan, Lawrence, KS. 10pp. 31014,166*31014,175. 


-8S06t90083 Submits formal generic request for waiver of fees tor 640709 8 0814 
FOIA requests & future requests re Kerr-McGoe Corp. FOIA Request 64*402 with- 
drawn. 

BARNES,C. University Daily Kansan, Lawrence, KS. 84/09/03. FELTON,J,M. Division 
ol Rules and Records. 9pp 31014:176*31014-186 

-6506190001 FOIA request lor seven categories of documents re Licenses SUA 619 8 
SUA-51 7, Notification of status of request within 10 days of receipt of Hr requested 
BARNES.C. University Dally Kansan, Lawrence, KS. 84/10/24. FELTON, J.M. Division 
of Rules and Records, 3pp, 31 01 4-187-3101 4-193, 

-6506 f 90107 FOIA request for two categories of documents re Licenses SUA-616 8 
SUB- 1010 Notification of status of request within 10 days ol receipt ol Hr requested 
BARNES, C. University Dally Kansan, Lawrence, KS 84/10/29, FELTON, J.M, Division 
of Rules and Records, 2pp, 3101 4-1 92-31014:196, 


-6506190079 Responds to 840903 generic request lor waiver ol fees re 840709 & 0814 
FOIA requests re Kerr-McQee Corp.Fea waiver request denlsd.Qenulne public inleresi 
In Kerr-McQee records & special aDlllly to deal w/Info not shown. 

FELTON, J.M. Division of Rules and Records. 84/10/18. BARNES.C University Dally 
Kansan, Lawrence, KS, 10pp. 31 01 4:1 66-3 101 4:1 76, 


-S506190083 Submits formal generic request for waiver of lees lor 840709 8 0814 
FOIA requests & future requests re Kerr- McGee Corp. FOIA Request 64-402 with- 

BARNES, C University Daily Kansan, Lawrence, KS, 84/09/03, FELTON, J.M, DNlsion 
ol Rules and Records 0pp. 31 01 4:1 76-31 01 4; 186, 


-5508190091 FOIA request for seven calegorles of documents re Licenses SUA-618 & 
SUA-617.Notllica1lon of slalus of request within 10 days of receipt of Hr requested. 
BARNES, 0, University Daily Kansan, Lawrence, KS. 84/10/24. FtLTON,J.M. Division 
ol Rules and Records. 3pp. 31014:187*31014:193. 


-5508190107 FOIA request for two categories of documents re Licenses SUA-ei6 & 
SUB.1010 NotiHcatlon of status ol request within 10 days ?! '■ecelpl ol Hr rermsted 
BARNES, C. University Daily Kansan, Lawrence, KS. 84/10/29. FELTON. J.M. DMsfon 
ol Rules and Records. 2pp. 31 01 4:1 92*31 01 4:1 96. 


-8506190133 Forwards draft OA Manual for hot cel! operations & conllrms 821213 
meeling.Relaled into end. 

RUSSELL, J L Georgia Institute of Technology, Atlanta, GA. 82/12/01 HUBBARD, G 
Region 4, Ollice ol Diracto r 1 3pp. 31 0 1 0, 1 71 *3 1 01 0' 1 83 

-8596190138 Confirms 82 1 201 tolcon arrangements re QA Program Insp 9S900903/B2* 
02 of Nuclear Research Ctr on 821213 17lnsp will locus on QA program tor Class Et 
equipmant quallficallon tesling. 

POTAPOVS.U. Region 4, Office of Director 82/12/06. KIRKLAND.R.S Georgia Insti- 
tute of Technology, Atlanta, GA, Ip, 31010:184-31010-184 

-6596190142 Ack receipt ol 930207 response lo NRC 821208 Mr re QA Program Insp 
Rapt 99900903/92-01 Corredlva actions 8 preventative measures will be reviewed 
during future insp 

POTAPOVS.U Region 4, Ollice of Director. 83/04/14. RUSS ELL, J L. Georgia Institute 
ol Toohnology, Allanta, GA, Ip. 31010:185-31010.185 

-BS06190147 Revised ''Health Physics Procoduresjor Frank H Nooly Nuclear Research 
Clr." 

‘ Georgia Insliluto of Technology, Atlanta, QA 80/08/31, 27pp. 31010,180- 
31010-212 

-8506190161 "Radiological Safety Short Course.” 

* Georgia Institute of Technofogy, Atlanta, QA 85/03/27. 18pp. 31010,213- 
31010-228. 

-0506190187 Confirms 821112 lolcon arrangements lor upcoming QA Program Insp 
99900903/83-01 at Forest Hills Test Lab on 630124-28 

POTAPOVS.U Ragion 4, Office of Director. 82/12/06, SLEMBER.R J Westinghouso 
Electric Corp Ip. 31010 220-31010.226. 

-8506190194 Forwards listed revised OA documents supporting corrective actions 
taken re nonconformances noted In QA Program Insp 9990(>&21/83 01 Requests 
review 8 comments 

SAQQIOMO,A.J. Franklin Institute/Franklln Research Centar, 63/00/10 HUBBARD.Q 
Region 4, Office of Director. 2pp, 31010-230 31010:231 

-8506190209 Rev 1 to QA Ad minis fra tiv a Inslrucllon QAAM-1, "Document Control Sys 
for QA Sys Document & QA Procedure Procedures " 

SAQQIOMQ,A J., HERMANN, TS Franklin Institute /Fran Win Research Center, 83/09/ 
01. epp. 31010.232*31010:239. 

-8506190219 Rev 4 to OA Manual Section 2, "Statement ol Policy.” 

SAQGIOMO,AJ, HERMANN.T.S Frankifn tnstitule/FranWin Research Center. 79/05/ 
04. Ip 31010,240*31010-240. 

-8606190225 Rev 3 to QA Manual Section 4, "Oulllne of Franklin QA Program," 
SAQQIOMO,AJ, HEHMANN.TS Franklin Instltul a /Franklin Research Center 79/05/ 
04. 2pp, 31010:241*31010.242. 

-8506190220 Rev 3 lo QA Manual Section 0, "Document Control " 

SAQGIOMO,A.J., HERMANN.T.S, Franklin Institula/Franklin Research Center, 79/05/ 
04.2pp 31010:243*31010-244. 

-8506100233 Rev 3 to QA Manual Section 14, "Test Control." 

SAQGIOMO,A J., HERMANN.T.S. Franklin Institula/Franklin Research Center 79/05/ 
04. 2pp. 31010:245*31010:246. 

-0506190236 Rev 3 to QA Manual Section 17, "Control ol Nonconformances " 
SAQQIOMO,A.J , HERMANN,T.S. Franklin Institula/Franklin Research Center 78/05/ 
04. 2pp. 31010 247-31010.248. 

-8506190240 Rev 4 lo QA Manual Section 1S, "Corrective Action ” 

SAGQI0M0,A J., HEHMANN.T.S Franklin Instllulo/Franklin Research Center. 79/06/ 
04. Ip. 31010:249-31010:249. 
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-6506190243 Rev 0 lo QA Procedure QAP4-1, "Dual ifica lion of QA Audit Peraonoef" 
SAGGIOMO.A J . HERMANN,! S Franklin Institute/ Franklin Research Center 63/09/ 
01 Spp 31010 250 31010 254 

-8 506 190248 Rev 0 to OA Procedure OAP-4 2, "aualilicalion of Nuclear Engineering 
Dept Personnel Peilorming Activities Aflecting Quality 

PAIILSON.OV, SAGGIOMO,AJ Franklin Institute /Fran Win Research Center 03/09/ 
01 app 31010255-31010262 

-0506190253 Rev 0 lo QA Procedure GAP 9 1, "Review oJ Contract Deliverable Docu- 
ments " 

PAULSON.DV, SAGGIOMO.A J Franklin Instiluto/Franklin Research Center 83/09/ 
Ot lepp 31010 263 31010 280 

-0506190259 Rev 0 lo OA Procedure QAP 9 2, "Revs to Test Procedures " 
PAIILSON.OV, SAGGIOMO.A J Franklin Institute /Fran kirn Research Center 83/09/ 
10 Spp 31010261-31010265 

-8506190261 Rev 0 to QA Procedure QAP-16 1, "Storage Handling & Shipping ol Teat 
Specimens " 

PAULSON.DV, SAGGIOMO.A J Franklin Institute/Franklin Research Center. 03/06/ 
24 Spp 3101028631010290 

-8506190264 Rev 0 to QA Sys Document 0AS0 4-1, "Indoc In nation, Training & Qualifi- 
cation ol Personnel 

SAGGIOMO.A J, HERMANN,! S Franklin Inslitule/Franklin Research Center. 83/09/ 
01 8pp 31010 291-31010 293 

-8506190269 Rev 0 to QA Sys Oocumenl OASD-14-1, ‘’'Control ol Equipment Qualifica- 
tion Testing Programs " 

SAGGIOMO.A J, HERMANN,! S Franklin Institule/Franklln Research Center 63/09/ 
01 4pp 31010 299 31010302 


-8508190345 "Equipment Qualification Insp Program (EOIP)," monthly sfafua ropt for 
Sept 1983 

BADER.BE Sandia National Laboratories FIN A 1650, 83/10/19 PHILLIPa.H S 
Region 4, Office ol Director HEISHMAN.R F Director's OHice, Olfico ol Inspoctien 
and Enforcement Zpp 31010 335 31010 336 

—8506190354 Advises that review ol revised Georgia Insl of Technology QA manujl 
performed on 02O216,incorpora1ing changes listed In Benson 8212)0 Hr to Q 
Hubbard Expects approval by quality manager & assignment ol Issue Itr or number 8 
date 

BENSON, J Sandia National Laboratories 83/02/21. HUBBARD.Q Ron Ion 4, Offica 
of Director Ip 31010,337-31010 337. 

-6S06190359 Discusses 821213-16 review of rough draft ol Georgia Insl ol Tocimotogy 
QA manual for hoi cell operations during program audit Manual will bo rovlsod lo con 
form lo listed sections of 10CFR50,App B.Roratod info oncl.W/o ends 
BENSON, J.J Sandia National Laboratories 02/12/16 HUBBARD.G NRG - tVo Do 
tailed Allillalion Given 3pp 31010.338 31010 340. 

-8506190364 Pro)ecl & budget proposal lor NRC work, "Equipment Qualilicallori Insp 
Program ” Related irtfo encT, 

SNYSER,A.W„ DAHLGREEN,D.A , BADER.B.E. Sandia National Lnboralotioa 03 / 01 / 
06 PHILLIPS, H S Region 4, Ollice of Director HEISHMAN.R F Diroctor'a Ollico, 
Office of Inspedlon and Enlorcomenl CLARK.RL Energy, Dept ol, 703po 
31010341-31013 043 

8506190090 FOIA request for all documonis re Licenses SMA-026 IDoc 1004 • (Rrc 
1974),SUA-1330 (Jan 1977 - Jan 1006] 8 SUC-793 (Jan 1964 - Doc 1905) 

SHAFER, S Affillallon Not Assigned. 05/02/16 OKIco of Admlnialrnllan flpo 
31009009 31009,016 


-8506190273 Rev 3 lo QA Sys Document OASD 17-1, "Sys for Control ol Nonconlor 
mances " 

SAGGIOMO.A J, HERMANN,! S Franklin Institute/ Franklin Research Center 82/04/ 
05 6pp 311110303 31010308 

-8506190277 Marked up response to NRC 630601 nolice of nonconformance from QA 
Program Insp 99900921 /83 01 Lists proposed corrective actions & preventalive meas- 
ures to be implemented by 630901 

SAGGIOMO,AJ Franklin Inslltute/Franklln Research Center 63/06/27 
POTAPOVS, U Vendor Program Branch 2pp 31010 309 31010 310 

-8506190282 Ack receipt ol 840113 Itr Informing NRC of steps taken (o correct non- 
conlormances noted In QA Program Insp 99900283/83-02 Actions re insufficfenl data 
supporting BIW Oualificabon Repis 6913 & B915A requested 
POTAPOVS, U Region 4, Ofdco of Director 84/03/02 MANCHESTER, E BIW Cable 
Systems, Inc 2pp 31010311-31010312 

-8506190292 Responds to NRC 831216 Hr re nonconformance noted in QA Program 
Insp 99900283/83-02 on 830829 0902 Corrociive aclion taken qualification 
rile.inciuding lest plan, procedure & supporting dala.eslahfished for all cables Details 
end 

MANCHESTER, E 81 W Cable Systems, Inc 84/01/13 POTAPOVS, U Region 4, 
Office of Director 2pp 31010 313-31010 314 

-8506190298 Forwards SWRI tesi plan, "Nuclear Qualification Test Plan for Generic 
Equipment Qualification for Grand Gulf I & Clinton 1 Nuclear Power SlaUons " (or 
0^21015 Missing sections Incomplete & forthcoming W/o end. 
TOTAPOVS.U Vendor Program Branch 82/10/01 JEPPESEN.DM. Sandia National 
Laboratories Ip 31010315 31010315 

-B506«03D3 Forwards Revs 2 & 1. respectively, to "Design Qualification Test Procedure 
'V Pressure & 764 Differemial 4 "Design Qualification Teat 

Plan lor ITT Barton Models , for review by 821001. W/o encL 
POTAPOVS, U Region 4, Ollice of Director 82/10/01 JEPPESEN.D M Sandia Na- 
tional Laboratories Ip 31010316-31010316 

’’*”‘l®PO'wlent Venficallon Reactor Safely (IVRS)," monthly status rept for 

BUSTARD^ Sandia National Laboratories FINE 3101 B 2 / 11/12 HEISHMANRF 
Director s Onfee, Office ol Inspection and Enforcement 2 pp 31010.317-31010318 

-®5W1M308 "Independent Venficabon Reactor Safety (IVRS}," monthly status repl for 

BUSTARDl D Sandia National Laboralorios FIN B 3101 82 / 12 / 13 , HEISHMAN R F 
Dtreclof s Ollice, OHice of Inspection and Enforcemanl, 2pp 31 010 31 9 31 010:320 

~*I^1mP^ "Equipment Qualilication Insp Program (EQIP)," monthly status rept for 

Laboratories FIN B 3101. 93/01/17 HEISHMAN.R, F 
Directors Ollice, Office of Inspection and Enforcement 2pp. 31010,321-31010*322 

"^J^IWa’^ "Equipment QualiDcalton Insp Program (EQIP)," monlhly status rept for 

Laboratories FIN B-3101, 83/02/1S HEISHMAN,R F, 
Dlrectods Office, OKica ol Inspection and Enforcement 3pp. 31010 323-31010:325. 

"®F(* IMs!® Qualilication Insp Program (EQIP)," monthly status rept (or 

BUSTARD^ D Sandia National Laboratories. FIN B-3101. 83/03/18 HEISHMAN RF 
Director s Office, Office of Inspection and Enforcemanl Zpp 31010,326-31010:327, 

“mw lS^ "Equipment Qualification Insp Program (EQIP)," monthly status rept for 

BUSTARD, Sandia National Laboratories, FIN B-3101 03/04/25 PHILLIPS H <5 

”*^1083?^ "Equipment Qualification Insp Program (EQIP)," monlhly status rept for 
BUSTARD.L D, Sandia National Laboratories, FIN B3101 an/na/sR phiiiidquq 

M AS, 

-8^W340 "EquipmenI Qualification Insp Program (EQIP)," status rept lor May-Aug 


8SO6190116 Responds lo FOIA request tor all documonis ro Licenses SMA 020 tlTur 
1064 - Dec 1974),SUA-1330 (Jan 1977 - Jan 1005) & 300-703 (Jan 1004 • «)ec 
108^ Forwards documents re Licenses SMA 826 & SlJA-1330. 

FELTON,J,M Division of Rules and Records 85/03/20 SHAFER, S Afliliolfoii No! Ai 
signed Ip 31000 017-31010*152, 

-6506190101 No1lfios,pef License Condition 2, that ofloclivo 700201, rosplrntory (ifoloc 
tion program initiated Allowance for use o( reaplrafory proloclive oqulpmont doluimlnnj 
employee exposures shall comply w/AEC specs 

WLlLLER,Q E Kerf-McQos Corp, 70/03/02, GRIER, B H Atomic Enorny Commission 
1p 31009,106 31009 106 

-8506190116 Informs that DE Heagerly resigned oKoclivo 721001 4 QC Wultoi m 
signed effective 721030 Tormlnallona will result In nonconformance w/staflinn ronuw 
meats of License SNM-1 t74,Page fl.I.App A Vendor seeking qualified poroonnol 
SHELLEY,WJ. Kerr McGee Corp. 72/10/30 GRIER, BH. Momic Energy CornnrrisikM'in 
- Directorate of Regulatory Standards. 1 p, 3 1 009: 1 07-3 1 000 107, 


-8S061M119 Nolilies lhat License SMA 026 expires on 730400. Application lor rqnowal 
should bo filed at leas! 30 days before oxplralioo of existing llconso Roquoala comifilfl 
lion of end cerlHicallon ol status If renewal not desired. ’ 

Atomic Energy Commission, DIroctoralo of Licensing 73/02/11 
WHLLER.G E Kerr-McQeo Corp 1p. 3 1009,1 08-31 000' 100 

— 8S06190123 Forwards application (or renewal of Llconso SMA-020 
SHELLEY,W.J. Kerr-McQee Corp 1091. 73/03/14. MALARO.JC, Alotnic 1 non;* 
Commission, Directorate ol Licensing Ip, 31009:100 31000:100. * ' 

-8506190127 Appllcallon for renewal of Llconso SMA-020, 

SHELLEY.WJ. Kerr-McGoeCorp, 1091.73/03/14 3pp 31009:110 31000.112 

C26 <or Koff-McGoe Corp.amontJIng llconso In onllKMy 
commission, Dlrocloralo of Licensing 73/00/04, 2pp 

-8606190140 Forwards License SMA-02e.ronowod In onllroly Aulliorl/atlona conlain*.! 
" \ (690917) & Amend 2 (691027) to License SMA-029 not Includ^ In )4 

B conditions Idenllcal to Ihoae In License 8NM-1 174, 

QuiTiilvSli U Dlrocloralo ol Llconslng 73/00/04 

SHELLEY, W.l. Kerr-McQee Corp 1 p, 31 009.1 1 6-3 1 009; 116 

^'‘i®55® SUB-1010, SNM 1174,8NM.920 & SUA 616 

a««U,SSnUI?S;aS!Sl“ «' n«w Miportlton ml, 

'p^aowfaio^ NUSSBAUHEn.O A Alt»« 

MSS^K^aioogoM-laoSr"’'®’''®'’* umbertus.r k«i 

llcenBe,Drawlng^PD4226°8ub^?t^ Qoa)riteal!^ft*!nnn!?NH'^^f* i**i 
^SmSS®6pp,MS3fM^;044®"^^®' ^‘JSSBAUMER.D.A. Alomlo En^pr 


-6506190182 I InanAn noa f> 


Incorporation of contamination 
95/04/12. UMBERTUS.H K4«. 
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*•3506100184 license SMA 826 for Kerr-McGee Corp.authorizing use of unliinited quan 
tiles of natural U, natural thorium & depleted LI 

NUSSBAUMER.DA Atomic Energy Commission 65/09/04 ip 31009 040 
31009 049 

-95Q6190167 Insp Findings & Ucerisee Ack on 651215 of License SMA>826 Insp 
rndings no noncompliance found 

* Atomic Energy Commission 65/12/15 Ip 31009 050-31009 050 

“8606190172 "Solution Mining Test Double Eagle Claims, Shirley Basin, Wyoming ” W/ 
SIX oversize drawings Aperture cards available In POR 

• Kerr-McGee Nuclear Corp 76/11/30 97pp 31009 341-31010 077. 

—8506190173 Notifies that per 651209 request, Item I of Licenses SNM-695, SNM- 
926.SMB 664 & SMA 826 amended to reflect name change to Kerr-McGee Corp 
WUSSBAUMER,D A Atomic Energy Commission 66/01/20 LAM0ERTUS,H Kerr- 
McGee Corp 1p 31009 051-31009 051 

-6505190176 R-W308 76 6 "Analysis of Constant Yield Test of Well DEW- 1. Double 
Eagle Proporty.Shlrloy Basln,Cafbon County, Wyoming *' 

JflADO,T H a rs h ba rger & Associates 76/10/06 28pp 31010078-31010 105 


-8506190238 Requests info on nature & scope of reorganization of vendor as it related 
to organizational structure outlined In application for source & special nuclear matls 
licenses Requests resume cl RM Frvar re experience w/ nuclear malls 
NUSSBAUMER,DA Atomic Energy Commission 66/09/12 FRYAR.RM Kerr-McGee 
Corp Ip 31009 057-31009057 

-8 5061 90246 Withdraws request lor withholding of info contained in 770824 (tr from 
public disclosure 

SHELLEY,WJ Korr-McQee Nuclear Corp 07755 77/09/30 ROUSE, LC Fuel Proc- 
ess a Fab Branch (Pre 790727) 2pp 31010 129-31010.130 

-8506190247 Informs that formation of Keir-McGea Nuclear Corp became effective 
740101 

SHELLY.W.J Kerr-McGee Nuclear Corp 0181 74/01/24 ROUSE, LC Atomic Energy 
Commission, Directorate of Licensing ip 31009 157-31009:157 

-8506190249 Responds to NRC 660912 Itr re vendor organizational changes Structur- 
ing within nucloar products dept unaffected by reorganization Brief resume of RM 
Fryar provided 

FRYAR,R M Kerr-McGee Corp 66/09/21. NUSSaAUMER,D A Atomic Energy Com- 
mission. 2pp 31009 05B 31009 059 


•8506190176 Notifies that foe required lor 761115 application lor license for In sllu U 
solution mining Application will be processed upon receipt of fee 
CABELL, A S License Foe Management Brench 76/12/01 SHELLEY, W J Kerr- 
McGee Nuclear Corp Ip 31010 106-31010 106 


•85Q6190163 Forwards payment lor application for license for in silu U solution 
miriilng.per 761201 request 

SHELl.EY,WJ Korr-McGeo Nuclear Corp 76/12/07 CABELL, AS License Fee Man 
age me nt Branch Ip 31010.107-31010 107 


-8596190188 Requests that transfer of licenses lo Kerr McGee Nuclear Corp bo made 
effective 740101 instead of 731101 

SHELLEY,WJ Korr-McGoe Corp, 8189. 73/10/16 NUSSaAU'MER,D,A Atomic 
Energy Commission, Directorate of Licensing Ip. 31009 124-31009 124 


>•8596190192 Requests withholding of drawings NPD-222,NPD-222 (Rov 1-8), NPO- 
182,NPD-1-504,NPD 1-511, NPD-1-513,NPD 2-301 (Rev 1). NPD-2-801 & NPD-2- 
802,per 10CFR2.700 

MCBRIDE, J A Atomic Energy Commission 66/03/21 LAMBERTUS,H Kerr-McGee 
Corp Ip 31009,052-31009 052 

-6506190195 Ack receipt of license application to conduct in-situ U leaching 
project Requests addi Info re potential environ lmpact,lncludmg subsurfeco geological 
maps,vortlcal sequence of aquiliera & water quality analyses 

COOPERSTEIN,R Fuel Process & Fab Branch (Pre 760727) 77/04/00. 

SHELLEY, WJ Kerr-McGee Nuclear Corp 5pp 31010,100 31010'112. 


-6506 190203 Application lor emend lo License SMA-826 to provide addI authorization 
for possession of up lo 2,000 lb of source matt lor display purposes 
W1JLLER,GE Kerr-McGoo Corp 66/03/23 NUSSBALiMER,D A. Atomic Energy Com- 
mlssfon 2pp 31009 053-31009 053. 

-6506460294 Responds lo AEG 730626 Itr.BillIng addresses for license foos end 
SHELLEY.WJ Kerr-McGee Corp 73/11/09 Atomic Energy Comrrrisslon. 2pp. 
31009 125 31000 126 


-8506190207 Responds to NRC 770118 Itr Environ ropt adequate lo supporl proposed 
losISuggesllons include localing & plugging existing boreholos.dlscusslng water qual- 
ity analyses In detail & listing nearby supply walls 

WARNER.DL Don L Warner, Inc 77/02/23 ROUSE,LC. Fuel Process & Fab. 
Branch (Pre 790727), 3pp 31010.1 13-31010’1 16 

-8 508 190209 Advises of issuanco of Amend 2 to License SMA 026, authorizing posses- 
sion of up to 2,000 lb of source mall lor display purposes 

HARMONiDF Atomic Energy Commission. 66/04/04 WULLER,Q E Kotr-McGoo 
Corp, Ip 31009 054-31009 054 

-8S06 190216 Requests exemption to License SMA-026 In order to divert & transfer 
max of 5 kg depleted U contained In smalt U02 pellet spoclmene Distribution not to 
inefuda general public Urgent approval desired. , . 

WULLEfi.GE Kerr-McQoe Corp 1635 66/05/26 NUSSBAUMER.DA Atomic 
Energy Commission Ip 31 009.055-3 1009 055, 

-8699190217 ConOrms Cooporsleln/Warnor 770112 tolcon re Cleveland Ciifls Iron Co 
& Kerr-McGee Nuclear Corp applications to conduct In situ leaching studios to exiraci 
U Info submittals end lor reviow.Requests suggestions r, i 

ROUSE, L.C, Fuel Process & Fab, Branch (Pre 790727), 77/01/18 WARNER.DL, 
Don L. Warner, Inc, Ip 31010,116-31010 116. 

—8506190220 Notifies that Licenses SUB-1 010, SMA 826, SUA-616,SNM 628 & SNM 
1174 fransferred to Korr-McGoo Nuclear Corp Specific amends to licenses 
(Isted.Raquesls Commission ba notified when subsidiary formaHzod, 

ROUSE, L.C, Atomic Energy Commission, Directorate of Licensing. 74/01/02. 
SHELLEY,W.J Kerr-McGee Corp 2pp 31000,127-31009,120 

-8506190228 Responds to NRC 770408 Itr re license application for U solution 

SHhIeyIw^.? Kerr-McGee Nuclear Corn. 07494, 77/08/24 ROUSE.L C. Fuel Proc- 
ess. & Fab. Branch (Pre 700727). 10pp. 31010,117-31010.126, 

—8596190230 Informs that communications re managerial matters should be addressed 
to RM Fryar.GE Wuller will continue lo administer routine matters re 

L/uIlBEpiTlfslH'^en-^cQee Co 66/08/12, MCBRIDE.JA Atomic Energy Commis- 
sion. Ip. 31009 056-31009 056 

—8596190234 Describes organizational changes involved In changing name of licensee 
fo Kerr-McGee Nuclear Corp, Also discusses changes, due to larmlnatloii of several 
oersonne pin revised sections of License SNM-1174.Provldon for Keno II added. 
BHELLEY WJ, Kerr-McGee Corp. 0023, 73/12/31- ROUSE.LC. Atomic Energy Com- 
mfsalon, Directorate of Licensing, 26pp 31 009:1 29-31 009' 156, 

-8506190235 Informs that items submitted per license application fp cover U solution 
inimna will bo olaced in PDR Request for withholding Info failed to comply w/ 

R^USE.'l C, V ue] Process, & Fab, Branch (Pre 790727) 77/09/22, SHELLEY.WJ 
Karr-McGee Nuclear Corp. 2pp, 31O1O;127-3iO1O'120. 


-8506190254 Confirms Cooperste in/ Warner 771017 telcon re license appllcafion lo 
conduct tn situ U leaching Requests review of addi submittal & comment on adequacy 
ol data In appllcallon Also requests suggestions re environ Impact 
ROUSE.LC Fuel Process A Fab Branch (Pro 790727) 77/10/20 WARNER.DL 
OonLWarner, Inc tp 31010131-31010 131. 


-8506 190 266 Forwards Insp Repls 40-7300/74-01,70-1193/74-01 & 70 0925/74 01 on 
749211-15 Violations noted corrected before conclusion ol Insp, 

KEPPLERpJQ Region 3, Chicago, Office of the Director 74/94/08 SHELLEY.WJ 
Kerr-McGee Nuclear Corp 2pp 31009 158-31009 159 

-8506190276 Responds to NRC 771029 Itr re review of info per license request to con- 
duct U leaching Vendor should obtain more baseline groundwater quality data & keep 
inlectlon heads below heads in unconlined aquHler 

WARNER.DL Don L. Wa/ner, Inc 08058 77/11/04. ROUSE.LC Fuel Process & 
Fab Branch (Pre 790727), 4pp 31010 132-31010 135 

-B5061902B0 Insp Repls 40-7308/74 01,70-1193/74 91 & 70-0925/74 01 on 740211- 
15 Violations noted employees exposed to airborne con contra lions of Pu 1 2 fo 1 6 
times specilied limits from 731026 to 740216 CSNM-1074) 

RIDGWAY.K R , FINN.J A , FIORELLI.G. Region 3. Chicago, Office of the Director 70- 
1193/74-01.74/04/08. 22pp 31009169 31009,181. 


-8506199285 Ack receipt of 660921 tir ra reorganization of vendor 
NUSSBAUMER.DA Atomic Energy Commission 66/09/29. FRYAR.R M. Kerr-McGea 
Corp Ip 31009 060-31009 060. 

-8506190286 Forwards License SUA-1330.aulhorizing possession & use of source mail 
re U solution mining lest program License limits program to use of sodium bicarbon- 
alQ-carbonale feachant sys Nolilies that some license conditions changed In final 
form. 

ROUSE,!. C Fuel Process & Fab, Branch (Pre 790727), 70/04/18 SHELLEY.WJ. 
Kerr-McG o a Nucloar Corp. 2pp 3 1 0 tO, 1 3 6-3 1 01 O' 1 37 


•0506190291 Forwards Insp Repls 40 7300/74 02,70-1 1 93/74 05 & 70 0925/74-03 on 

740520 24 Violations noted ^ , 

KEPPLER,J G Region 3, Chicago, Office of the Director. 74/06/20 SHELLEY.WJ 
Kerr McQea Nuclear Corp. 2pp, 31009,182-31009.183 

>•8506190283 Advises of issuanco of Amends 3 A 12 to Licenses SMA 826 & SNM- 
928, respectively .changing Item 11 ra posting of signs on all plant entrances warning 
that any area or room may contain radioaollvo mall 

HARMON.DF. Atomic E^nergy Commission 66/11/02. WULLER, QE Kerr-McGee 
Corp 1p. 31OO0'O61-31OO9O61 

-88 061 90301 Insp Repts 40-7308/74 02,70.1193/74-05 & 7 9 0 925/74-03 on 740520- 
24 Violations nolod'Rltor Bank 33 not tasted annually.KENO used In safety anaiysla 
for vault storage & nuclosr safety analyses before 1973 unverified (SNM 1174) 
RIDGEWAY, K R., FIORELLI.G, Region 3, Chicago, Office ol the Director 70-1103/74- 
05. 74/06/10 1 2pp. 31009'ie4-31009,195. 


-8596190387 Ack receipt of 740702 & 15 Ur s,fn forming of steps taken to correct viola- 
tions cited in AEC 740620 Itr. Corrections will be exaimned during aubsequenl Insp 
KEPPLER.JG, Region 3. Chicago, Odice of the Director. 74/06/12 SHELLEY.WJ. 
Korr-McGee Nuclear Corp Ip, 3i 009.1 90-3 1009:1 96 


-8506190313 Requests that end response lo 740620 Insp repl replace vendor 740702 

SHELLEY, W.J Kerr-McGee Nucloar Corp, 74/07/15 KEPPLER.J.Q, Region 3, Chica- 
go, Office ol the Director, 3pp. 31009:197-31009:109. 


-8506 190 31 7 Forwards response to specitfo deficiencies noted In insp of Licenses 
SNM-928 & 1 1 74 on 740520-24. 

SHELLEY.WJ. Korr-McQee Nuclear Corp 74/97/02. KEPPLER.J.Q Region 3, Chica- 
go, Office of the Director. 3pp. 31009.200-31009:202 


-8506199325 Forwards Investigation Repls 40-7 308/74-03.70*1 193/74-05, 70-0925/74- 
10 & 70-1103/74 09 All repls complele except App P of 74-09, If no negative com- 
menis received by 760103, repts will he discussed w/vendor & union on 750106 W/o 
end. 

KNUTH.O.F. Atomic Energy Commission, Directoralo ol Regulatory Operations, 74/ 
12/31, RAY, ANDERS, KRIEGSMAN Atomic Energy Commission. 1p 31000.203- 
31009 203, 


-8506190327 License SUA-1330 for Kerr-McGee Nuclear Corp.authorizing use ol up to 
10,000 lb natural U in aqueous soluDon or up lo 50% slurry In U solution mining & 
recovery operations ^ 

BOUSE, L.C. Division of Fuel Cycle & Material Safety. 78/04/14, 5pp. 31010.138- 
31010.142 


-8606190329 Informs that 660526 application for exemption from licensing for transfer 
ol small U02 pellet specimens denied, Patlat specimens could ba transferred under 
general license issued by 10CFR40 22Amend to regulations may be sought 
&CBfllDE,J.A. Atomic Energy Commission, 66/11/07, WULLER, Q.E, Kerr-McGee 
Corp 1p, 31009,062-31009 062. 



392 NONDOCKETED ITEMS 


-6506190331 Fotwards Invostigation Repts 40-7308/74 03.70 1193/74-10. 70 0923/74- 

05 & 70-1103/74 09 RepI 74-09 to be discussed w/ unio/i & licensee on 
750106 Other repts to bo discussed w/ onion & vendor on 750107.Rep1s to be made 
p^ublic 750106 07 

DAVIS, J,G Atomic Energy Commission. Directorate of Regulatory Operatrons 75/01/ 

06 MUflPHY.G Congress. Joint Commjliee on Alomic Energy Ip 31009 204 
31009 204. 

-8509190332 Insp Findings & Licensee Ack on 679201-02 of License SMA-826 Insp 
findings no noncompliance found. 

HYDEn.JE Atomic Energy Commission 67/02/01 Ip 31009 063-31009 063 


-9506190391 Documents 670626 lelcon w/G Wullor of Korr-McQee Corp re Ifmo exten- 
sion to submil 30-day rept of 670524 incident re explosion in ion exchange column 
conlaining depleted U Delay for submission granted 

HANOLEfi.R. Atomic Energy Commission 67/06/20 Alomic Energy Commission Ip 
31009 0B3-31 009 0B3 

-8506190394 Nonroutine 30 day rept on 670S24 re rapid chomfeal reaction In Ion ex 
change column during resin regeneration Caused by malfunction of nitric acid water 
equipment Batch makeim of nilnc acld.pressure relief sys & temp chocks planned 
WLILIEH.G E Korr-McGae Corp 67/06/29 LOW.L D Atomic Energy Commission 
2pp 31003 064-31009085 


-8506190334 Confirms lhal no Items of noncompliance or health & safety problems 
noted during insp on 870201-02 Reinsp due in Feb 1968 

HYDER.J E Atomic Energy Commission 67/04/07 Alomic Energy Commission Ip 
31009,064-31009 064 

-8S0619033B Discusses Special Investigation of allegations made by oil, Chemicaf & 
Alomic Workers Inll Lfnion re unsafe working conditions & maoling wf vendor 
750107 Violations noted 

KEPPLEB.JG. Region 3, Chicago. Ollice of the Director 75/01/10 MCGEE.OA 
Kerr-McGeo Corp 2pp 31009 205-31009 206 


-65C6190402 Confirms that AEC does not plan to correspond w/vendor re Fnvoslfgatkin 
of chemical explosion involving small quantity of depleted U No enforcement aciioft 
appears ^proprlate.No items of noncompliance found 

HANDLER.R Atomic Energy Commission. 67/07/12. Atomic Energy Commission- Ip 
31009 036 31009086 

-658S190404 Ack receipt of 670629 fir, informing of rupture of ion oxchango column 
containing depleted U. 

LOW.L D. Atomic Energy Commission 67/07/14 WULLER.G E. Kerr McGee Corp 
Ip 31009 087-31009.087. 


-8S06190344 Discusses 670524 chemicol explosion at vendor facility No apparent radi- 
ological hazard Field Investigation planned. Stale of OK Health OepI noliflQCf & inviled 
to participate In investigation 

WAlKER, 0 I Atomic Energy Commission 67/05/25 DUBINSKI.L. Atomic Energy 
Commissvon 1p 31009085 31909.065 

-8506160346 Notifies that Recovery Flofd Ole officially opened on 821004 Provides 
field ofc addresses for future correspondence & bulk snipmanis re vendor U recovery 
facility 

SMITH.R D. Uranium Hecoveiv Field Office 83/05/23 SHELLEY.W J Kerr-McGee 
Nuclear Corp 3pp. 31010:143 31010 145 

-S5061903SO Nolilres that AEC Informed on 670524 by licensee radiation safely officer 
of chemical explosion in ion exchange column Explosion mall was depleted U.No 
iniuries.healih physics problems or criticBlity conslderalions resulted 
LOW.L D Atomic Energy Commisston 67/05/25 PRICE,HL Kerr McGee Corp Ip 
31006 066 31009.066 

-8506190351 Notifies that administrative amend Fee required for extension of Amend 1 
to Licertse SUA-1330 

WEISS, JD. License Fee Management Branch B3/07/11. SHELLEY.W J Kerr-McQoe 
Nuclear Corp 2pp 31010.146-31010.147 

-8508190383 Investigallon Repts 40-7308/74 03,70-1193/74-10 & 70-0925/74 05 on 
740521-22 Noncompliance noted Incident Involving licensed mall not reported within 
24 h,sale operating Until of glove box sya exceeded & Pu metal used 
WARD.JJ. RIDGWAY.KR., PAAS.H.J. Region 3. Chicago. Office of lha Director. 70- 
1193/74-10 74/12/13. 21pp 31009;207-310&9’227. 

-8506190360 Summarizes two phone calls re 670524 chemical explosion In ton ex- 
change coIumaExploslon mall Involved depfeled U only. No Injuries Damage estimal- 
ed nol to exceed $18,000 Pari of operation closed 7 days AEC to Investigate. 
ROEOER.J.R Alomic Energy Commission 67/05/25. Atomic Energy Commission. Ip 
31 009,087-31 009.067. 

-8506190361 Notitles of Issuance of Amend 2 to License SUA-1330. CondllionS 4 & 28 
revised, effectively extending expiration date to 631231 to enable licensee to completo 
decommissioning activilies 

SMITH.R D Uranium Recovery Field Office 83/06/30 SHELLEY.W.J. Kerr-McGee 
Nuclear Corp Ip. 31010.148 31010:148 

-6506190388 Tabulates contract costs incurred & manhours used In revlewirrg 830602 
application 

QFtACIA.P. PETTENQILUH Uranium Recovery Field Office. 83/09/23. MILLER.WO 
License Fee Management Branch. 4pp. 31010:149 3I0I0.1S2. 

-85136190369 Forwards compliance invesligatlon rept oi cfiemlcal explosion No definite 
cause determinedTwo possibilities exist metal acid reaction & breakdown of resin In 
reaction w/nltrlc acid No items of noncompliance Invorved. 

WARD.J.J. Atomic Energy Commission. 71752. 87/06/27. HANDLER.R. Atomic 
Energy Commission 2pp. 31009 066-31009.089. 

-8506196377 Requests verification that former vendor employee received 740910 
notice ol record ol exposure upon terrolnalloaSpeclal radiation survey rept on K Silk- 
wood & TLO reader callbr end. 

WAnD.JJ Region 4, Dallas, Office of the Director 74/11/26 AttlliatioA Nol Assigned. 
3pp. 31008 228-31009 230. 

-8500190378 Compliance Invosifaallon rept on 670526 No noncompfianca noted. Major 
areas lnspected.low enrichment area ol plant where 670524 chemical explosion oc- 
curred In ion exchange column. Employee & mat interviews corrducied. 

WARO,JJ, BROWN,O.D. Atomic Energy Commission 67/06/27. 7pp. 31009.070- 
31009.078 

-8506190382 Confirms 870525 telcon w/DI Walker Nolilies ol possible RO Involving da 
plated U.RapId chemical reaction occurred 670524 In ion exchange column during 
resin regeneration No Inlurles reported. Insianificenl release of radioactive mail, 
WULLER,Q.E. Kerr-McGee Corp. 67/05/26. WALKER, D.L Atomic Energy Commis- 
sion. Ip 31009.077-31009077. 

-8508190384 Ack receipt o( 760121 Itr Informing of steps taken to correct items ol non- 
compliance noted In 760110 Hr. Corrections will be examined during subsequent insp. 
HIND,J.A Region 3. Chicago. Office of the Director. 76/01/30 SRELLEYW-J- Kerr- 
McGee Nuclear Corp. Ip. 31009:231-31009.231, 

-8606190388 Forwards Hems re 670524 rupture ol Ion exchange column requested in 
AEC 670631 Ilf Itsms marked "Kerr-McGea ConfidonllsL'' W/o end 
WULLER.QE. Kerr-McQee Co-rp. 87/06/16. WALKER,D.I. Atomlo Energy Commis- 
sion. Ip. 31009.078-31009:070, ' 


-8508190407 NoHfies that License SMA-826 expires 680430 Appllcalion for renewal of 
license should be filed 30 days hefore expiration of existing license Requests lhal end 
conificate of status be completed if renewal not desired 

NUSS8AUMER.DA Atomic Energy Commission 68/02/28. FRYAH.R M KerrMcQM 
Corp ip. 31009.088-31009 008 

-8506190409 Foftvards application lor renewal ol License SMA-026 
WULLER.QE. Kerr-McGee Corp. 1694. 68/03/25 NUSSBAUMER.D A Atomic 
Energy Commissiot> Ip 31009089 31009 089. 

-8506190413 Application for renewal of License SMA 026 as amended by Amend 3 
(661102) 

WULLER.QE Kerr-McGee Corp 1694-68/03/25 3pp. 31009 090 31009092 

-8606190415 Forwards renewed License SMA-026. 

NUSSBAUMER.D A Atomic Energy Commission. 68/04/29 WULLER.QE Kerr 
McGee Corp Ip 31009093-31009 093. 

-6608190418 Renewed License SMA-026 for Kerr-McQeo Corp.authorizlng possession 
of up to 2.900 lbs of natural U, natural Ihorlum & depfofod U for display purposes. 
NUSSBAUMER.D. A Atomic Energy Commission. 60/04/29 2pp 31009 084- 
31009.095 


-8606190421 Appllcalior) for amend to License SMA-820 to include possession of up lo 
150 fb source mall as deptated U dioxide pellels for use In work w/pellot unpachaging 
equipment Amend shoula be effective (or 6 months 

WULLER.QE Kerr-McGee Com. 2913. 69/09/16. NUSSBAUMER.D. A Atomic 
Energy Commission. Ip 31009,096 31009,090 

“8506190423 Furnishes addi Info per 690916 telcon Irr support ol 690916 TWX lor 
amend of License SMA-826 Documents plans (or control & physical custody of ii 
censed mall while at Dwyer Mfg of Ohio Radiation surveys to bo conducicd afisr 
tests. 

WULLER.G E Kerr-McGee Corp. 69/09/16. NUSSBAUMER.D.A Atomic Energy Com 
mission Ip 31009,097-31009.097 

-6S061904S6 Nollfies of Issuance of Amend 1 to License SMA-626, authorizing uso ol 
^ to 150 lb of U as depleted U dioxide pellets In lesling program at Dwyer Mfg ol 

NUSSBAUMER,D.A. Atomic Energy Commission 60/09/17. WULLER.QE. Ken- 
McGee Corp. Ip, 31008:090-31009:008 

-8606100428 Appllcalion for amend to License SMA-e26 to Include Cimarron Pu Plant 
as authorized place of use of depleted U malls.Matls needed for shakedown A fostlin 
of Pu plant equipment Requests approval by 691104 

WULLER.G.E Kerr-McGee Corp. 3328. 69/10/22 NUSSBAUMER.D A Atomic 
Energy Commisston. Ip. 31009.009-31009.099. 

-8508190430 NolHles of Issuance of Amend 2 to License SMA-026, rovising Horn 8 to 
Include date of 691022 i Item 9 amended re authorized place of use. 
NUSSBAUMER.D. A Atemio Energy Commisston. 69/10/27. WULLERGE. Korr- 
McGeeCorp Ip. 31009:100-31009:100. 

-8608190432 Advises ol Issuance ol Amends 16 & 3 to License SNM028 & SMA 
62&respecllvefy,authorlzlng use of respirators to determine employee exposures 
NUSSBAUMEFl.D A. Atomic Energy Commission. 69/12/16. WULLER.QE. Kerr- 
McQes Corp Spp. 31009:101-31009:105 

-8506190442 Forwards rospensa lo NRC 760110 Hr citing InvoBtigalion Repis 40-7308/ 
74 03,70 0926/74-05 A 70-1 193/74-10 fe allegallons of unsafe working conditions 
MCGEE, DA. Karf-McGee Corp. 76/01/21. KePPLER.J.Q Region 3, Chicago. OHice 
of the Director. Spp. 31 009 232-3 1009.234. 


-6608190446 Requests that communlcallon re licensed acllvily ol vendor be dfreclod to 
WJ Shelley. 

MOORE, P.M. Kerr-McQee Nuclear Corp. 07073. 77/00/28. SMITH.C.V. Office ol Nu 
clear Material Safely A S8faguard8.Dlfecl0f. 2pp, 31009.235-31009.236. 




-voveivusev i-orwaros posp nepw '»u-/aoo/rr-oi,/0-l 193/77-02 
770B07-10,Noncompliance noted. 

ALLAN, J.M Region 3. Chicago, Office of the Dirootor. 77/07/21. BROWN.B.E Korr 
McQee Nuclear Corp, 2pp 31 009:237-31000 ;238, 


-8504160462 Noltee of vtolaUon from Insp on 770607-10. 

* Region 3, Chtoaao, Office of (he Director, 70-0926/77 03, 77/07/21 Ip. 31009 239- 
31009239. 


IMr- — r.‘ -nj. ,..1.1 ..... 

>• I I I ■ 


In recovery of daptet- 
• I nitrous oxidos. Vapor 


4pp, <3 iwvMiv 0 iuuv,(}B2. 


• Energy Commission 


-8606190454 Insp Repts 40-7308/77-01,70-1193/77-02 A 70-0926/77-03 on 770607' 
lO.NonCompllance notadrlnventory of enricbed U conlaining more than 1 ko of U 235 

( License 3NM-920). " 

Rsflton 3, Chicago, Office ol the Director. 70-1 183/77-02. 
77/07/07, 10pp 31000:240-31009:240. 
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-8506190457 Ack receipt of 770725 Ilf informing of steps taken to correct noncompli- 
ance identified m NRC 770721 Itr Corrective action will be examined during future 
insp 

ALLAN, JM Fuel Facilities & Materials Branch 77/08/03 BROWN.B E Kerr McGee 
NudearCorp Ip 31009 250-31009 250 

-8506190461 Responds to insp findings of 770607-10 SNM 926 possession limit in- 
creased to 2 kg U-235,ef(ectivo 7707 1 2 

SHELLEY .WJ Kerr-McGee Nuclear Corp 77/07/25 ALLAN, J M Fuel Facilities & 
Materials Branch Ip 31009 251-31009 251 

-BS0619D463 Application for amend to License SNM-92Q to include possession & use 
of source mat! as natural U or depleted Lf In quantity not exceeding 2,000 kg 
U Termination cl License SMA-B26,whlch expires 700430,requested 
SHELLEY,WJ Kerr-McQee Nuclear Corp 08570 78/01/23 ROUSE,LC Fuel Proc- 
ess &Fab Branch (Pre 790727) Ip 31009 252-31009 252 

-8506190467 Certificate of disposition of mails thorium mails transferred to Kerr McGee 
Chemical Corp,natural U blended w/ enriched U to produce LI02 fuet at Kerr McGee 
Cimarron & remaining U transferred to Kerr McGee Sequoyah 
SHELLEY.WJ Kerr-McGeo Nuclear Corp 09499 78/05/31 Ip 31009 253- 
31009 253 

-8S0S1 90469 Fonvards application for license (o cover activities for proposed in silu U 
solution mining tost prolecl In Carbon County.WY Environ rept, "Solution Mining Test 
Oouble Eagle Claims,Shirlay Basin,Wyomlng, also end 

SHELLEY,WJ Kerr-McGeo Nuctoar Corp. 1898 76/11/15 ROLJSE.LC, 

COOPEHSTEIN.R Fuel Process & Fab Branch (Pre 790727) 4pp 31009 254- 
31009 257. 

-8506190471 Application for license lo receive .possess, use or transfer up to 10,000 lb 
ammontum diuranate as wet slurry containing 60% water & 35% U Foe paid 
SHELLEY.WJ Kerr- McGee Nuclear Corp 76/11/15 4pp 31009 258-31009340 

8506190117 Further response to FOIA request that all Internal memos lo DIv ol Licens- 
ing from Moy-Nov 1984 which provided draft SER, SER sections & questions or re- 
quests lor aodi info be placed In PDR App C documents placed In POR 
FELTON.J M Division of Rules and Records 85/03/06 QRABER.L NUS Corp 3pp 
31013 238-31013 246 

-840B130S12 Informs that canceled mol audit meeting re FSAR could be rescheduled 
for lale Sept.bsfore Unit 1 outage ^EH Input to SRP Sections 13 1,13 4 & 13 5,1 
should be provided by 64 101 9, based on late Sept meeting 

RUSSELL, WT Division of Human Factors Safely 84/08/06 NOVAK ,T M Assistant 
Director for Licensing Ip 31013 247-31013 247 

-8406220120 Forwards request for addi Info re draft SER Expedited response request- 
ed re internally generated missile protection & quality of instrumentation indicating 
LOCA lo reactor coolant pumps 

PARR.O D Auxiliary Systems Branch 04/08/07 KNIGHTON, G. Licensing Branch 3 
2pp 31013 240-31013 249 


-8407120291 Transcript ol 840608 meeting In Bethesda.MD Pp 1-52 
‘ NRC - No Detailed Affiliation Given 64708/08 S4pp 31041 091 31041 144 

-8506200008 Forwards request for fnfo torulil to provide reasonable solution for Allega- 
tion A-296 re lack ol proof ol insp of all shop welds in ASME Cfass 1 S 2 piping sys 
Installed l» T/B during hydro tests Related Info end. 

SHAO.L Division ol Engineering Technology 85/05/15 CRUTCHFIELD. D NRC - No 
Detailed Afliliation Given 16pp 31041 049 31041 090 

-8407120291 Transcript of 840608 meeting in Bethesda.MD Pp 1-52 
• NRC - No Detailed AfhlialionGven 84706/00 S4pp 31041 091-31041 144 

-8506200088 Forwards request for info lor ulil to provide reasonable solution lor Allega 
lion A-2Q6 re lack ol proof of Insp of all shop welds m ASME Class 1 & 2 piping sys 
installed by T/B during hydro tests Related Info end 

SHAO.L Division of Engineering Technology 86/05/15. CRUTCHFIELD, D NRC - No 
Detailed Alfiliafion Given 18pp 31041 049-31041.090 

8506200110 FOIA request for earliest did document suggesting or describing peaceful 
uses of nuclear energy.descuption of Eisenhower Atoms for Peace Program.recent 
rept on health effects of roactof accrdonl TMt & root on fusion power 
BEST.J R AfiiliafEOn Not Assigned 05/03/06 NRC - No Dolailed Afliliation Given Ip 
31039 361-31039 361 

8506200117 Responds to FOIA request for documents describing peaceful use of nu- 
clear energy,doscrip11on of Eisenhower Atoms for Peace Program & recent rept on 
hoahh ellecls of reactor accident at TMI Documents available in library or PDR 
FELTON,J M Division of Rules and Records 85/03/27 BEST.J R Aflitiaflon Not As- 
signed 2pp. 31039 362-31039 363 

8506200123 FOIA request for licenses & amends to Licenses SNM-t174 & SNM 928 
for Kerr McGee Nuclear Corp Cimarron Facility 

JOHNSON.MC Affiliation Not Assigned 85/03/14 Division of Contracla. Ip 
31041 040 31041,040 

8508200129 Responds to FOIA request lor amends lo Licenses SNM-1174 & SNM- 
928 Notes that request for licenses made in early Feb {FOIA-8S-77) Self-explanatory 
response to earlier request end W/o end 

FELTON.J.M Division ol Rules and Records 85/03/27 JOHNSON, M C. Affiliation 
Not Assigned Ip 31041 041-31041 041 

8506200136 FOIA request lor complete final fochnical rept ol IDCOR program on 
severe accident consequences tor ongoing review ol research on source terms 
AFTER GOOD.S, CommlUea to Bridge the Gap 85/02/14 Office ol Administration 
Ip 31040,001-31040001 

6506200140 Responds lo FOIA request lor technical rept ol IDCOR program on severe 
accident consequences "Nuclear Power Plant Response to Severe Accidents," end. 
FELTON.J M Division of Rules and Records. 85/03/13. AFTERGOOD.S Commilleo 
to Bridge the Gap Ip 31040 002-31040 228 


•8410180221 Forwards roquesl lor addI Info ro post-fire safe shutdown 
capabifily.Quldanco re fire protection associated w/drcull review & allowable repairs 
to achieve cold shutdown also end W/o end. 

PARH.OD Auxiliary Systems Branch 84/10/12 KNIGHTON, GW Licensing Branch 
3 Ip 31013 260-31013.274 


-8410260219 Forwards request lor addi Info re closure of Outstanding Issue 162 & clar- 
ification of prossurizer pressure relief sys. 

SHERON.B W Reactor Systems Branch 84/10/23 KNIGHTON.G Licensing Branch 
3, 3pp. 31013 275-31013 277 


-8411120125 Forwards request for addi Info re feliabillly of RHR aya to close SER 
Open Horn 161. . _ „ 

SHERON.B W Reactor Systems Branch 84/11/01 KNIGHTON.G, Licensing Branch 
3 2pp 31013'278 31013:279 


-8411130251 Requests end request for addi Info ro SPDS be transmitted lo applicant 
(of response Reply requested within 60 days ^ 

MOORE.VA Human Factors Engineering Branch 84/10/31. KNIGHTON.G, LIconaIng 
Branchs 4pp 31013 250 31013 259, 

-841116 0290 Advises that responses to B41005 questions ro Indepondonl analysis ot 
local fS coding Issue resulting from PMP not received from applicant Requests lime 
when responses can be expected „ , ...... . 

JOHNSTON, WV Assistant Director (or Malls, Chem & Environ Technology IPost 
030201) 84/11/06 NOVAK,T,M, Assistant Director lor Licensing Ip 31 01 3' 260- 
3t013’280. 


<6411200132 Forwards operability qualification of purge & vent valves & guidelines for 
demonstration of operability of purge & vent valves.Info sought should be provided as 
soon as possible, 


NOdNAt^.V.S.' Equipment Qualification Branch. _84/1 1/09 „YOyN|C^LOOD,B_J _ Li- 
censing Branch i. SCHW ” ' * 


IIUIIIBIIl Vi4U cull IS/ ail VI I WIWPIVIS. w-T» I I — - — - 

^CHWENCER.A Licensing Branch 2. KNIGHTON.G Licensing 

Branch s 7pp 31013 281-31013 287. 


-86C6190130 Requests that similar Ur to end draft be sent to applicant re Issue 7 of 
emergency preparedness plan Several Items require resolution before emergency plan 

MAT?!h EWS.O 0. Emergency Preparedness Branch. 04/05/11. KNIGHTON.G Licens- 
ing Branch 3 3pp. 31013 244-31013,246 

8506200053 FOIA request (or NRC records on 840608 public meeting In Bethesda,MO 
rd fscllJIV 

GARDE,8 Pi HENDERSON,! Government Accounlabitity Projecl 84/06/15, Olilceol 
Adminlatralion 4pp. 31041 '042-31041 ’045, 

8506200060 Appeals denial of FOIA request for documents re 840800 public meefing In 

GA^RD^EiB*^., bVrNA^EM. Government Accountability Projecl 84/07/20 Division of 
Rules and Records, Ip 31041:046-31041,046, 

denial of FOIA request (or documents concerning 
lesda.MD, specifically all drafts of handout at 
1 PDR 

d Records. 86/02/22. QAROE.B P., BERN ABE I.L 
2pp. 31041 047-31041:090. 


8506200075 Responds to appeal re 
B40606 public meeting in Bell 
meeling App documents available li 
FELTON, Xm Division ol Rules an 
Government Accountability Project. 


-8506200146 Errata to "Nuclear Power Plaril Response to Severe Accidents," technical 
summary rept ^ 

* Industry Degraded Core Rulemaking Program. 84/1 1/30 Ip 31040 003 31040 003 

"8506200148 "Nuclear Power Plant Response to Severe Accidents " 

* Technology for Energy Corp. 64/11/30 225pp. 31040 004-31040,220. 

8606200168 Partial response to FOIA request (Of two specific documenls Forwards 
document listed In App A Second document undergoing review tor disclosure delorml- 
natiort 

FELTON.J M Division of Rules and Records 86/03/0B GRABER.L. NUS Corp 2pp 
01039 214 31Q30'292. 


-8506200224 "Ofc of Inspoclor & Auditor Review of OL Review Process for Powor Ro- 


CONNELLY, SR Oflico of Inspector & Auditor. 84/10/31 70pp 31039,217- 
31030 292. 


8506200241 Further response lo FOIA request for nine calogoriea of documents ro U 
mill tailings regulations Portions ol Apps D & E documenls available In PDR Portion of 
App F document & all App Q documents withhold (ref FOIA Exemption 5) 

FELTON.J M, Division of Rules and Records, 85/03/00 BERICK.D. Environmental 
Policy Institute 6pp, 31040 229-31041,029 


-8606200269 Forwards minutes ol NRC/EPA 840413 meeting ro rogulalion of raefwasta 
disposal Rotated info end 

DIRCKS.W.J. Office of the Executive Director for Operations 84/07/17 CANNON.J. 
Environmental Prelection Agency. 72pp 31040 238-a1040‘30B 


-8506200279 Discusses status ol technical assistance effort for Ofc of General Counsel 
re mill tailings litigation. , ^ . 

SCAR A NO .R A, Uranium Recovery Licensing Branch 81/09/29 MARTIN,J,B. Division 
of Waste Management Ip. 31040 309-31040 309 

-8506200292 Forwards analysis of spocllio points revised in AMC & Kerr- McGee briefs 
In mill fallings case ' 

MILLER, HJ. NRC - No Detailed Affllialion Given. 81/00/24, EILPER1N,S., 
TRUBATCH.S. NRC - No Detailed Afliliallon Given. 37pp, 31040'310-SI 040:346 


-6506200298 Forwards commanis on Kerr- McGee brief re mill failings case Marked up 
brief will be forwarded shortly . .... « 

MILLER,HJ NRC - No Detailed Affiliation Given 81/08/31, EILPERIN,S, 
TRUBATCH.S NRC - No Delailad Affiliation Given 12pp 3 1 04 0'34 7-3 1040:358 


-8506200305 Discusses status ol technical assistance effort for Ofc of General Counsel 
ro mill tailings regulations Reply briefs filed & oral arguments haard.NRC awaiting 
court ruling 

SCARANO.R A. Uranium Recovery Licensing Branch. 82/01/27 MARTIN.J.B Dfvialon 
of Waste Management, Ip. 31040'369-31040,369 

-850820031 S Provides status rept on technical assistance to Ofc of General 
Counsel Dedsion rendered supporting NRC authority lo set mill taitings 
regulations Appeaf underway. 

SCARANO.R A. Uranium Recovery Licensing Branch, 82/05/28, MARTIN, J.B, Division 
ol Waste Management 2pp. 31040,360-31040:361. 
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'•05O02OO32Q Summary o( 040207 meeting w/J Cannon o( EPA.in preparation for Chair* 
marr Palladino mealing w/fluckelshaus re Clean Air Ac I, low tevel waste & U mill tail 

D^CKS.WJ Office of the Ewcutive Director (or Operations 84/02/15 PALLADINO 
Commissioners Ip 31040 362 31040 363 

-8506200347 Forwards final proposed policy slatament ro amencfs to U mill tailings reg- 
ulations (SECY 63 523 & SECY-83-523AJ tor Commission approval 
REHM.TA Office of (he Executive Director lor Oparalions 84/07/25 CHILK.SJ 
Office of the Secretary of the Commissiorr 13pp. 31041 001*31041 013 

-8506200351 Forwards Commission paper fo obtain final approval of wording ol policy 
statement on proposed amends to U mill tailings regulalons 
DAVIS JG Office of Nuclear MaleriaJ Safely * Safeguards, Director 84/07/23 
DIHCKS.WJ Office of the Exeoutrvs Diroclor for Operations. 3pp 3 104 f 014- 
31041 016 

-8506200381 Informs lhat proposed amends to 10CFR40 & advance notice ol rulemaX 
fng withdrawn poor to FR publication NRC will nolify when (urther action teSren 
)^MMEREB,C Office of Congressional Affairs. 04/06/06 SIMPSON, A Senate, Env)- 
fonmeni & Public Works Ip, 31041 017-31041 017 

-8506200385 Informs lhal proposed amerjdB 1o IOCFFI40 & advance notice ol mlemak- 
Ing withdrawn prior to FR pub lica lion NRC will notify when further action taken 
KAMMERER.C OIKce ot Congrasslona) Aftairs 84/0B/06. UDALL.M House ot Hep, 
interior & Insular Ajtairs Ip 31041 '01 6 31041 018 

-8506200308 Informs that proposed amends 1o 10CFR40 & advance noirca ol rulemak- 
ing vvithdrawn prior to FR publfcation NflC will notify when further action tahon 
fWWMERER.C. Office of Congressional Affairs, 84/08/06 OTTINGER,R L, Housa of 
Rop , Energy & Commerce 1p, 31041 019 31041 019 

-8506200394 Informs that proposed amends to 10CFR40 & advance notice of rufemak* 
Ino withdrawn prior to FR puofication NRC will nolify whan further action taken, 
KAMMERER.C OHicb of Cwigrossional Affairs 64/08/06 STRATTON, SS, House ol 
Rop , Armed Services Ip 31041:020 31041:029 

8506206353 Response to FOIA request for ends lo NRC 841016 Itr to PASNV re re- 
dundant DHR capability Tech Specs Forwards sub| Itr A one Is .Occam ant also avail- 
abla in POR „ ^ „ 

FELTON, JM Division Of Rules and Records. 85/03/12 GRABER.L NUS Corp 2pp 
31041 030-3104 V031, 

6506200361 FOIA request for ends to NRC 041015 Mr to PASNY re redundant DHR 
capabiliN Tech Specs. 

GRABER.L NUS Corp CD LIS 85-152 85/02/22, Division of Rules and Records Ip 
31041.032*31041.039 

B506200370 Further response to FOIA request re Part 21 repts concerning failure ot 
dampers furnished by fluskin Mfg Co Forwards documenls listed In App C.Documenls 
also available in PDR 

FELTON, J M. Division of Rules and Records 85/03/11, GARDE, B P, Government Ac* 
countabllily Project. 2pp. 31039.337-31039 360 

-8506200389 Forwards Pari 21 repls from TVA re Ruskin dampers.Probfem appears 
generic 

MURPHY.C E. Region 2. Atlanta, Reactor Construction & Engineering Support Branch 
80/02/28. Region 4, Dallas, Vendor Inspection Branch 7pp 31039'339-3i039.345 

-6508200395 Forwards const deficiency repi, 

CARLSON.fl T, Region 1, Philadelphia, Reactor Construclfon A Engineering Support 
Branch 80/04/07 POTAPOVS.U, Region 4, Daltas, Vendor Inepection Branch Ip, 
31039,346-31039.346. 

-8506200398 Forwards Part 21 rept from TVA re Ruskin damper failures 
MURPHY.CE, Region 2, Atlanta, Reactor Conslrudion & Enginaaring Support Branch 
80/05/05. Region 4, Dallas, Vendor Inspection Branch Ip 31039.347-31039351, 

-85D5200409 Forwards part 21 rept from TVA re RusMn damper ia^lure, 

MURPHY,C E Region 2, Atlanta, Reactor Con slrvc lion A Engineenng Support Branch 
80/05/05. Region 4, Dallas, Vendor Inspection Branch. Ip, 31039 3 5^2-3 103 9,352. 

-8508200412 Forwards Pari 21 rept from TVA re Ruskin damper failures 
MURPHY.C E Region 2, Atlanta, Reaclor Construciton A Engineering Swoon Branch. 
80/05/05 Region 4, Dallas, Vendor Inspection Branch. 8pp. 31 039.353-31 03 9.3 60. 

8506200406 Further response to FOIA request re 840820 director's decision concerning 
2,206 palilions filed on behalf ot San Luis Obispo Molhers tor Peace, Forwards docu- 
menls listed In app.Document3 also available In PDR. 

FELTON,JM. Divtelon ot Rules and Records. 85/03/11. DEVINE.T, DIXON.C Gov- 
ernment A(»;oun lability Pro|ect 2pp 31039.283 3 1030 '336, 

8506210188 Responds to FOIA request for technical rept on steel containment series at 
Sandia A documents evaluating results ol steel containment test series, App docu- 
ments available in PDR. 

FELTON,JM. Division ol Rules and Records. 85/03/05 SHOLLY,S,C. Union of Con- 
cerned Scientists 3pp. 31 049.259-3 1049'363 

-8410020202 Provides list ot most frequently found vielaltons ot tiuefear madictne A (el- 
elherapy licensees resulting from 400 insps conducted from Jan June 1984. 

COflB,L.I. Safeguards A Materials Program Branch. 84/09/20, JOYNBR,J,H Region 
1, Office ol Director. BARR.KP. Region 2, Office of Olreclor, AXELSON,W.L Region 
3, Office ol Director. 2pp. 31050:162-31050:177, 

-8501210299 Submits observations found most effective during conduct of medical Insp 
as results of Inspector accompaniment Listing of escalated enforcement actions of 
medical licensees A pharmacies lor 1984 and. 

METZGER, J.R Safeguards A MaleriaJa Program Branch 04/11/28 COBa,L,l. Safe- 
guards A Materials Program Branch. 3pp. 31050:176-31050,180. 

-8509250147 Responds lo 850116 requast for commenis on rev lo IE 2800 malls Insp 
program.Changes In pnorfly assignment In end Table 3 program codes A alternate 
Insp methods recommended. 

CHAPELL.DR. Division of Fuel Cycle A Materfal Safety, 85/02/07 COBB.L Safe- 
guards A Materials Program Branch. 9pp. 31060.161-31050,200. 


-8506210164 Forwards “Steel Reactor Containment Model Criteria tor 
Design, Fabrication A Erection," for review Comments requested by 820601 
OENNI^AW SantSa National Laboralones 82/05/03 COSTELLO, JC Mechanicaf 
Engineenng Branch AHL.T J Chicago Bridge A iron Co BAKER, W E- Southwest Re- 
search Institute 46pp 31049 262 31049 307 

-8506210169 Forwards summary of advisory panel 810917-18 meetings re safety mar 
gins of containment program Input requested 

BLEJWAS.TE Sandia National Laboratories 01/10/26 COSTELLO, JF NRC - No 
Detailed Adtliallon Given 6pp 31049 308-31049 313 

—8606210174 "Structural Safety Margins of Conta(nment9,FY82 Program Plan ” 

* Sandia National Laboratories 81/11/23 lOpp 31049 314-31049 323 

-8506210178 Resfxinds to commenis ro largo steel model design that wilt be utilized to 
demonstrate validity of results of small scale steel model experiments Sandia wilt re 
quest fabneator utilize techniques similar to field erections 

DENN1S.AW. Sandia National Laboratories 82/08/17 COSTELLO, JF NRC -No Da- 
tailed Affiliation Given 6pp 31049 324 31049 320 

-8506210198 Forwards highlights from 820609 peer review group meeting in 
lArlington.VA A 620503 Itr re large-scale steel model 

VON RIESEMANN Sandia National Laboratories 82/09/13 COSTELLO, J , BURNS, J, 
ANDERSON.W NRC - No Detailed Affiliation Given 9pp 31049 329 31049 337. 

-8506210204 Forwards responses from peer review group 820609 mooting request for 
Input on rstniGteed coricrele models, 

BLEJWAS.TE Sandia National Laboratories 82/11/30 COSTELLO, JF Mechanical 
Engineering Brarveh 1B4pp 31049 338-31050 161 

-8505210220 Comments on insp programs for medical licensees Insp frequonefes for 
licensees adequate, medical technologists Interviewed A walkthrough procedures lo 
assure medical stall has understanding ol A purpose tor dose calibr procedures 
MONTGOMERY, J L Region 5, Office ot Director 85/92/13, COBB, LI Safeguards A 
Materials Program Branch 2pp 31050 181-31050 162 

-8506210230 Responds to 8501 IS memo requesting comments on live quesirona re 
Improvements In Insp program tor medical licensees, Insp priority should remain same 
A experience shows that util can accomplish large Insp preuram 
AXECsON.W.L Region 3, Office of Director 85/02/07 COBB.L I Safeguards A Malo- 
rials Program Branch 2pp 31050'183-31050'184 

—8506210232 Discusses FY35 operating plan goal of 1,100 insps.Gaal will be reached 
by reducing scope ol each review 

WIEDEMAN,O.G, SRENiAWSKI.D J Offlco of Nuclear Material Safety A 
Safeguards.Oireclor 84/10/09. Office of Nuclear Material Safety S 
Safeguards, Director 2pp 31050,185-31050,186. 

-6506210237 Responds to request tor review of 850115 memo re improvements In insp 
prograin for medical licensees No objections expressed to current Insp fn,lervals for 
medlcar licensees, 

BARR.KP Region 2, Office of Director 85/02/18 COBB.L I. Safeguards A Maforfals 
Program Branch, 2pp 31050 187-31050 188. 

—8506210246 Responds to request for review ofSSOItSmomore Improvamenls in Insp 
rograms for medical licensees Concurs w/2 yr Insp (ntorval for nuclear pharmacies A 
fOfiff FD^dicdl l)c6ns€6S 
EVEBETT,R J Region 6, Offlco of Director 85/02/15, COBB.L I, Safeguards A Mato 
rials Program Branch. 2pp. 31 050' 189-31 050' 190 

8506210463 Responds 10 FOIA request for copies of public commenis on 841003 FR 
notice re availability of NRC documeni, "Program Plan fo Rovlow Effocfvonoss of 
LWR Regulaloiy Forwards four commenis listed fn app W/o commenis. 
FELTON.J.M Olviaton of Rules and Records 85/03/11. AFTERQOOD.S Commlltee 
Id Bridge the (Sap. 2pp 3 104 8,2 16-3 104 8 '2 17, 

8506210469 FOIA request for public comments In response to 641003 FR noflce on 
avaitabllity of plan lo review effecllveness of LWR regulatory requirements fn limiling 
risk 

AFTERGClOD,S. Committee to Bridge the Gap 65/01/18 Office of Adminisfralfon 

Ip aiQ48'219-31Q4a ai8. 

8506210474 FOIA request for documenls re 841204 05 meetings at Sandia concerning 
Nevada Test Site (NTS) hydrogen burn tests A drafts of repts on NTS tests A equip- 
ment survival tests. 

HIATT, S L, Ohio Citizens for Responsible Energy, 85/01 /26 FELTON, J M, Division of 
RulesandRecorda.1p,3t046'219-31046219 

6506210479 Responds lo FOIA request re 841204-05 meetings on Nevada Test Silo 
hydrogen burn lesis A Sandia hydrogen burn reseerch,Forward8 documenls listed in 

F^TON ,J M. Division ol Rules and Records 85/03/07. HIATT, S L Ohio Qlizons for 
Responsible Energy 2pp 31048:220-31049:258, 

-85062 104B3 Informs o( 841204-05 meetings of Senior Advisory Review Group on 
Equipment Survival In Hydrogen Burn Access lo Sandia lacllfly 
discussed Agenda, attendees llst,vlewgraphs from meeting A draft NUREG/CR-413d 

FARMER, W S, Electrical Engineering Instrumentation A Conirol Branch (post 840429). 
B5/05/23. G1LLESP)E.F.R., ARLOTTO.G Otfico ot Nuclear Regulatory Research. Di- 
rector. VOLLMER.B. Office of Nuclear Reactor Regulation, Director. 397pp. 
3104S',222.31049'26e. 

8506220001 Parifaf response 10 FOIA request for documenls re restart of facility App A 
documenls available in PDR.5earch continuing 

FELTON, J.M, Division ol Rules and Records. 85/02/13. BELL.N Nuclear Inlormabon 
A Resource Service. i4pp. 31162.001-31174'321, 

-8206300203 TER-C5267-275 "Auxiliary Feedwater Sys Automalfc Inlllatien A Flow fn 
dicatlon (F-16,F-17), Southern CA Edison Co, San Onotre Unit 1," technical evaluation 
repl. 

VOSBUHYjF. Franklin Instituie/Ffanklin Research Center. NRC 03-79-1 18. 82/08/25 
KENDALL, P. NRC > No Detailed Afflllallon Given. 12pp. 31 169'1 89-3 11 69.200 
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• 4208270468 Forwards trip rept of 82072Q 30 review meeting re seismic 
reevaluatron End 1 summarizes status of opon items Based on Bechtel review 
mettiods, results appear reasonable Questionnaire on structures & field erected tanks 
diso 

LO.TY Lawrence Livermore National Laboratory 82/08/19 CHEN.PY Systematic 
Evaluation Program Branch tOpp 31171 3S0'31171 359 

-82 1 10605 3 5 Summary of 820728 30 meeting w/util.Bechtel.LLL,NCT 

Engineering.Weslinghouse & E<3&G In Los Angeles.CA re seismic reevalualion of 
plant structures, sys & components 

CHEN.P Systematic Evaluation Program Branch 82/10/16 RUSSELL.W T Systemal- 
ic Evaluatiori Program Branch 4pp 31171 3<16-31171 349 


-8508220035 "Operational Radiation Monitoring Sys Upgrade Rept " 

* Catalytic. Inc tsubs of Air Products S Chemicals, Inc ) 83/05/16 21 pp 31167 232 
31167263 

-8506220040 Rev 16 to Work Plan Proceduros/QA Instruction 200, ‘‘Controt of Welding 
Filler Mall • Slorago.lssuanca.l/sage & Initiation of Welding Forms ” 

• Bechtel Corp 77/02/06 30pp 31167'264-31167 293 

"6508220042 Forvvards std order for DOE work "Selected Operaling Reactor Issues," 
issued to LLL 

EISENHUT.DG Division of Licensing FIN A-0450 1. 84/05/08 DUVAL, R A Energy, 
Dept, of 2pp 31162071-31162072 


-0301260548 Forwards evaluation ol feedwater feedring & thermal sleeve damage in 
Steam Generator B Operation during balance of reactor cycle acceptable I nservice 
insp of nozzles & feedring assembly required in event ol water hammer. 
EISENHUT.DG Division of Licensing LS05-83 01-033 83/01/21 CREWS.J L Divi 
Sion of ResIdent.Reactor Project & Engineering Programs 3pp 31165 190 31 16S 197 

-9401200079 Requests assistance in reviewing proposed Tech Spec rev re electrical 
supplios,induding SER Work to be done under TAus 10053 & 53332, due by 640301 
EISENHUT.DG Division of Licensing. TAG 10863 84/01/12 BISHOP.TW Division 
of ResIdent.Reactor Project & Engineering Programs Ip 31168 319-31168 321 


6506220046 Std order for DOE work "Selected Operating Reactor Issues" 
EISENHUT.DG. Division of Licensing FIN A 0450-1 64/05/08 16pp 31162 073 
31162086 


-6506220047 Rev 0 to Instrument & Tost Procedure SOI -11-1 7 9, "Calibr Procedure lor 
Operational Radiation Monitoring Sys Channel 1220 (OK Line Stack Particulate Moni- 
lof) ” 

WllSON.B, KATZ,B Southern California Edison Co 83/06/01 2Spp 31167294- 
31167315 


■0402230100 Comments on steam generator insp program & secondary side foreign 
mails & loose parts maps (TIA 82-19) Reactor should be brought to cold shutdown 1o 
perform insp of steam generators within 6 EFPM from previous insp, 

EISENHOT.D.G Division of Licensing LS05-84 02 024 84/02/14 BISHOP, T Division 
of RssidenI, Reactor Project & Engineering Programs Ip. 31 168 322-31 16D 322 


-860S220052 Rov 0 to Instrument & Test Procedure SOI 11-1 7 5. "Calibr Procedure for 
Operational Radiation Monitoring Sys Channel 1216 (Steam Generator Blowdown 
Monitor) " 

WILSON, B, KATZ.B. Southern California Edison Co 83/06/01 23pp 31167.316. 
31167 336 


■8405170435 Forwards SER re util plans tor disabling RHR sys to perform sya 
mainl Low level ol decay heat in reactor can be adequately removed by iratural con- 
vectivo losses to environ Proposed action approved 

EISENHUT.DG Division of Licensing. 84/05/03, BISHOP.TW Divisfon of 
ResIdent.Reactor Project & Engineering Programs Ip 67323 292-67323 297 


-8406230059 Forwards draft revised Insp Procedure 94300 lor review & 
comment Procedure integrates info required by IE 9400 w/that required by 
SAiP Comments should be submitted by 840706 

GHACE,J N Division ol QA, Safeguards & Insp Programs (830103-850212) 84/06/ 
18 STAROSTECKI.fl Division of Project & Resident Programs 9pp 31 169 1 04- 
31169112 


-8506220054 Rov 2 to '' Alternate Methods of Post-Accident Parameter Sampling." 
MCWEY.8, ROSENBLUM,IR M Southern Calktornia Edison Co 04/05/21 ISpp 
31162089-31162 103 

-8506220057 Rev 0 to Inslrumenl & Test Procedure S01-fl 1,7.7, "Calibr Procedure lor 
Opamtlonal Radiation Monitoring Sys Channel 1218 (Radweste Effluent Monitor) " 
WILSON, 8, KATZ, 8 Southern California Edison Co 83/06/01. 24pp 31167 338 
31167 362 

-8506220060 Rev 1 to "Reinsp Program Plan" 

• Bechtel Corp- 84/07/27 655pp 31162.104 31164 039 


-84062601 80 Requests assistance In review of end 840517 proposed rev to Tech 
Specs for auxiliary feedwater sys Safety evaluation S mini SALP Input should be 
included.Salety evaluations of TMI Action Items II E 1 1 & II E.1.2 also end W/o and 
El SEN HUT, OG Division of Licensing TAG 55026 84/06/18 BfSHOP.TW. Division 
of ResidonI.Reaclor Project & Engineering Programs Ip 31160 113-31169'188 


•6SO6220083 Rav t> to Instrument & Test Procedure SOI -I1 1.76, "Calibr Procedure for 
Operation Radiation Monitoring Sys Channel 1217 (Component Cooling Water Moni- 
tor) " 

WILSON.B, KATZ.B Soulhorn California Edison Co 83/08/01. 2Spp 31160 001- 
31168 026 


-6411000162 Responds to 840921 memo re Initialing Task Initiation Action 04-70 lo 
review intake structure repairs Review completion prior to restart unnecessary 
EISENHUT.DG. Division of Licensing 04/10/30. I<IHSCH.D F Region 5, Oflice of Di- 
rector ip. 31 164'210 31164 210. 

-0506220002 Forwards rept on status ol insp activities w/Div of HesidenLReactor 
Projecla & Engineering Programs for First Quarter FYOS Next rept will be provided by 

CREWS. J.L. Division ol Resident, Reactor Project & Engineering Programs. 03/01/18. 
ENQELKEN.R H Region 5, Office of Director. 43pp 31165 144-31 165. 189 


•8506220003 Rev 0 to Project Procedures 222, "Off-Project Design Review (Design 
Conirol Check List)." 

• aecWel Corp. 83/02/03. 6pp. 31 105'1 98-31 165 202. 

•8606220006 Forwards SER supporting change to Tech Spec re dolelion of existing 
llmllino conditions for operation & related monitoring program from ETS. 

CHEWS. J.L. Region 6, Office of Director TAG 48075 83/02/08 MIRAQLIA.F.J. As* 
slslanl Diraolor for Safety Assessment 14pp 31 165.203-31 165.216. 

-8506220008 Temporary Instruction 2512/09, "Insp ol Applicant Aollon Taken In Re- 
sponsD to IE Oullelin 82*04 " . - „ 

• Director's Office, Office of Inspection and Enforcement lEB 82-04 83/02/28. 3pp 
31 166’2I7-31 166.240 


-6606220011 "Ropl on Environ Qualification Assessment lor Amphenol Low Voliago 
Power Psnotralion Assemblies " ^ 

" Wyle Laboratories. * Bechtel Corp * Southern California Edison Co 81/02/16 
lOpp, 31 165-241-31 1651260. 

-8606220014 Rev 1 to Project Procedure 2.0, "Project Organization " 

• Bechtel Corp. 84/03/30 157pp 31 165:251-31 166:047 

-8606220017 Rev 1 to S01-SPSU-0017/0. "Test Instruotipn 17 Sys Turnover." 

* Southern California Edison Co. 83/12/12. 492pp. 31166.048-31167.179 

••66'0622O019 Forwards request for addi info fa 781020 & 831130 applications lo revise 
facility Tech Specs 3.7 re auxiliary electrioal supply & 4.4 re emergency power sys 

BIShSp.T.W. Region 5, Office of Director. TAG 10853 04/03/02. EISENHUT.D.G Di- 
vision o( Licensing. 5pp. 31 162.017-31 162’026, 

-0606220022 £-255-0ei Rev 2 lo E-266 961, "Calibr Rept RD-72 Wide-Range Gas 

el/0,,0, «pp 3„W:,l,0 3„e7.!J7, 


—0506220026 Requests assumption of lead reeponsibilily for evaluation & resolutton ol 

»47<M/,a, aS3NHUT,OG. DM- 

slon of Licensing. Iji. 31ie2-O20*31162'O2e, 

-8606220032 Advises fbal program & schedule for upgrading operational radiation mon- 

— r o .....(j,- j „| oontfii nravnii-tlv nxnectad 


foXsye wih bTS of 8 To¥i cfevlo^y expected ^ 

K?lTsouKcalifomla Edison Co. 83/06/03. MARTIN, J B. Region 6, Office of 
OnectOf. 4pp. 31167.226.31167:231 

"•8506220033 "Visual Insp Criteria for Structural Steal & Miscellaneous Metal Welding to 

Meet Design Requirements" 

*■ Bechtel Corp. 84/04/18. 20pp. 31162:027*31162.047, 


-6506220088 Notice of appearance in proceeding RelaCect documentation end 
ZAELKE.DJ , MCDONALD, JE. Sierra C(ub 84/12/07 5pp 31 164-039-31 104.043, 


•0606220087 Rav 0 to Inslrumonl & Test Procedure SOM1 1 7 6, "Calibr Procedure for 
Operation Radiation Monitoring Sys Channel 1219 (Off Line Slack Qas Monitor).” 
VWLSOM.B, KATZ,B Southern Calitomla Edison Co. 83/06/01 23pp. 31168 026- 
31168 048 


•8505220069 Rov 3 to Project Procodure 2.15, "Procuremenl 
• Bochlel Corp. 64/04/28 20pp 31168 049 31168,077 


-8605220073 Advises that facility will remain shutdown pending development & NRC 
approval of integrated plant mod upgrade schedule , 

RAY.HB Southern Calilornia Edison Co 0888U 83/06/16 MARTfN,J B Region 5, 
Olfioo of Director. 3pp 31168 076-31165080 


-6506220075 Fonvards evaluation ol plant readiness lor power operations Mods satis 
faclonly completed & regional insp pro^am current Outstanding Items not significant 
enough to preclude full power operation nelatod oorrespondonee end. 

KIRSCH,DF Region S, Olllce ol DIrsolor. 84/11/09. EISENHUT.DG Division of LI 
censing 43pp. 31164.044-31 164'203 

"6506220080 Requests NRR lake lead responsibility in ro spending lo J Mortens 
830822 request ?or Into re upgrading requirements „ „ . „ 

BISHOP.TW. Division ol Resident, Reactor Projeol & Enginaaring Programs. 83/08/ 
13. EISENHUT.DG Division of Licensing Ip 31163.091.51168.001. 


-8505220085 Requests into re upgrading requirements lor Unit 1, including statement 
itemizing remaining seismic upgrading requirements to be coinplated betore alartm 
MERTEN8,J Alfdiatlon Not Assigned 93/08/22. MARTIN, J.B Region 5, Office of Ol- 
rector 24pp 31 188,082-31 168:105 

"8605220095 Summarizes Operational Readiness Review Panai 641105 meeting to 
consider plant status & readiness lor full power opsralion.No significant deliolencies 
identified within scope of resident inspector min fnsp program 
KIRSCH,D.F. Region 6, Office ol Director. 84/11/09. MARTIN,J.B. Region 6. Oflice of 
Director Bpp. 31 164:204-31 164:209 

"0506220100 Rev 17 to Work Plan Procadures/OA Instructions 200, "Control of Weld- 
ing Filler Mall - Storage, Issuance.Usage 4 InltiBlIon of Welding Forms," 

• Bachtel Corp. 83/07/27. 32pp. 31 lfel0a.31 188:137. 

"6606220105 Forwards Input forms detailing findings ol Insp Repis 80-206/84-16 & 50- 
206/84 29 re Items 60,70 & 72 of 841012 memo on readmess.Trainlng ol operators & 
nonllcensed technicians re efilueni monitors completed. 

WENSLAWSKI.F A. Region 5, Office ol Director. 94/10/24. KiRSCH.D.F. Region 6, 
Office ol Director. 29pp 31164:214 31164 245, 


•6506220107 Procedure change notice to Rov 17 lo Procedure 200, "Control of Wald- 
inn Filler Mall." 

KARTZ,J.8, Bechlei Corp. 83/09/02 3pp 31168:136 31168,140, 


-6506220112 Rev 0 to Specification 300 PD-001, "Spec for Safety-Related Pipe Sup 
port Field Fabrication & Inslalialion for Southern Cali! ornla Edison Co," 

^ Bechtal Corp. 82/08/03 177pp 31168:141-31169'317. 
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-8506220116 Requests extension of completion date until Sept 1934 for review of pro- 
posed rev to Tech Specs for Unit 1, based on complexity of action & need tor addi 

BISHOP, TW Region 5, Office of Director 84/02/10 EISENHUT.D G Division of Li- 
censing 1p 3116Q31B3116831S 

-8506220126 Summary of 840920 meeting w/util in Walnut Creek, CA re resolution of 
radiation protection matters descnbed In Insp Repis 50-206/84 16,50-361/04-22 a 
50 362/04 22 Belated correspondence end , „ 

VUHAS,GP Region 5. Ollica of Director 84/10/18 Region 5, Office of Director 
tepp 31164 246-31164 263 


-8506220210 flev 0 to Design Change Package 82-244-3BC, "Seismic Upgrade 
Program Localized Effects of Pipe Support Loads • Containment Structure " 

* Bichlel Corp 84/06/12 23pp 31170109 31170 131 

-8S06220213 Rev 9 to General Procedure 19 1, "Work Plans & Procedures '' W/148 
drawings end Aperture cards available in PDR 
‘BechtelCorp 60/12/18 026pp 31172216-31174321 

-6506220215 Rev 0 to Design Change Package 02 244-180, "Seismic Upgrade 
Program Localized Effects of Pipe Support Loads - Containment Structure," 

• BechtetCorp 84/05/12 9Spp 31170'132-31170 236 


-8SD6220147 Rev 12 lo Work Plan Procedure/QA Inslrucbon 202, "Welding Control for -6S0622021B Rev 2 to General Procedure 19 34. "Instaflation of Concrete Expansion 

ni \ Wetriino" Anchors " 

• Southern California Edison Co 76/12/13 9pp 31168323 31168 331 ‘ BechtelCorp 83/06/23 26pp 31170 237-31170 262 


-8S06220160 Requests Inpul for repl to NRR re results ol Region V evaluation of plant 
readiness for operation Dratl reaoineBS rcpt format listing subj 8 person w/Jaad or 
Input resnonsibilily end 

BISHOP.TW Region 5, Office of Director 84/10/12 KIRSCH.D, JOHNSON.P. 
HAIST.D Regions, Office of Director 12pp 31164 264-31164 275 

-8506220156 Forwards SER A SALP evalualiorr re auxiliary feedwater sys. Draft license 
arnond.revised Tech Specs.page repJacernent insiructloris 8 transrrlltal (Ir also 
6nd SEft 

BISHOP.TW Region 5. Office of Direct or. TAG 55026 84/09/24 EISENHUT.DG Di- 
vision ol Uconsing 2 9pp. 31164 276 3 1 1 64 32 7 


-8506220183 Requests add! Info re 64071 7 application to revise Tech Specs to include 
limits on use of overlime Licensee should respond as soon as possible to complete 
action prior to plant restart Related cerrespondenca enci 

BISHOP.TW Region 5. Office of Director TAG 54127 84/08/24 EISENHUT.D G, Di 
vision of Licensing a6pp 31164 328-31165 0S4 


-8506220221 Rev 0 to Design Change Package 82-281 28C, "Seismic Upgrade 
Program Localized Effects ol Pipe Support Loads • Turbine Bldg ’■ 

'BechtelCorp 84/06/06, 40pp 31171 257-31171 298 

—8506220222 Forwards corrected handout used in 811021 exit Interview 8 documenl 
identifying responses to items discussed during 811027 conference call Related info 
one I 

PAY.HB Southern California Edison Co 81/10/27 WINSLAWSKI.F Region 5, San 
Francisco, Offreo of the Director 75pp 31170 263-31 170,337 

-8506220227 Rev 0 to Work Plan Procoduros/QC Instructions WPP/QCI 107, "Romov 
si ol Welded Attachments 8 Surface Conditioning for Structural Steel " 

’ BechtelCorp 81/06/05 25pp 31170,338 31170 362 

-8506220231 Rev 5 lo General Procedure 19 31, "Turnover ol Coniraclor Work Items 
lo Southern California Edison Co " 

■■ Bechtel Corp 83/06/23 20pp 31171 001-31171 020 


-8506220166 Rev 11 to Work Plan Procedure/OC Instruction 107. "Structural SiseJ & 
Miscellaneous Steel Installation ” 

* Southern Calitornla Edison Co 76/01/08 42pp 31171 299-31171345, 

-8506220169 
CASH.L O 
31165113 


Rev 43 to "Unit 1 Return to Sve Outaga Schedule " 

Soultiern California Edison Co 0307J B4/07/19 62pp 31165 055- 


-6509220173 Requests comments 8 concurrence on draft Itr re disabling of cornponsnl 
cooling water sys for dual mainl tram outaga Current request can be handled w/o 
add! task initiation action 8 safety evaluation 

BISHOP.TW Region 5, Office Of Director, 84/00/10, EtSENHUT.DG Division of U- 
censing 3pp 31165'1 14 31165 116 


-8606220236 Addendum 1 lo Spec BC-J-218-RME-1, "High-Range Radiation Monitor- 
ing Equipment " 

HERNANDEZ, A , SHENDRIKAR.U , WARTIN.D F, Southern California Edison Co 81/ 
01/30, 30pp 31171 021-31171 058 

-8606220242 Spec BC-J-216 RME-1, "Safety Related Seismic Category A High Range 
Radiation Monitoring Equipment " 

RICE.R E, SHENDRIKAR.U , MARTIN, DF. Southern Calllornlo Edison Co 80/00/29 
flOpp 31171.059-31171,:136 

-8506220247 Rev 3 lo Procedure MQS WPS 009-1, "Goneral Welding SW GWS - 
Siructural." 

• BechtelCorp 78/08/04 22pp, 31171 137-31171 160 


-8506220175 Safety evaluation supporting on one-time only basis, proposed action to 
remove both trains of RHR from sve for common train main! Reactor trip breakers 
should be kept in open racked out position dudng mainl. 

• Division of Licensing. 84/05/03 23pp 31162 D48-31 162.070, 

-8506220178 Requests assistance in arranging site visit tor J Dauzel, assistant to nu- 
clear attache at French Embassy, on 84D’9T4, Related correspondence end 
FAULKNER,H,J Office of Infernalional Programs, Director, 84/08/16 MARTIN, JB 
Region 5, Office of Dfrector 25pp 31 1 65 1 1 7-3 1 1 65:1 41 

-8506220179 Forwards SER supporting licensing action TAG 48077 Draf I Hr to 
licensee, draft amend package.draft FR nolfce & rerated Info also end 
CREWS, J L Division of Reside nt.Reac tor Proloot & Englnaering Programs. TAG 
48077 82/00/30, EISENHUT.D, Q Division of Licensing 14lpp 31171360 
31172140, 

-65D6220161 Forwards appropriate pages from "Schedule ot Requested Mods" lorWP 
83 037 8 84 020. W/o end 

SHORT, M P. Southern California Edison Co 84/07/23. SHERMAN.C. Region 5, Office 
of Director. 2pp 31165.142-31165143 

-8506220184 Requests NRR assume lead responsibility for leview of siruclural adequa- 
cy ol Intske structure due to chloride pa netrallon .Review should consider listed 
aroasjhcluding adequacy of repair method. 

BISHOP.T.W. Region 5, Ollice of Direefor, 84/09/21 EISENHUT.DG. Division of Li- 
censing 2pp 31164.211-31164 213. 

-8506220185 Forwards insp plan for 840716 24 plant feam Insp.lnsp wfll address 
design ch8nge8,malnt & performance of shift personnet, Related documentation end 
PATE.nj Region 6,_O1«C0 of Director. 84/07/11, BiSHOP.T.W. Region 5, Office of 


-8696220261 Amend 1 to Rev 0 to Procedure MQS-WPS009 1, "PI F (Structural)' " 
Related info encl. 

*■ Bechtel Corp 77/09/07 65pp 31171,161-31171.225 

-8508220256 Rev 15 to Work Plan Procedure/QC Instruction WPP/QCI 107. "Strucluf- 
at Stael & Miscdlaneo-us Steel Installation " 

* BaoWelGorp B4/05/23 12pp, 31171 226 31171 237, 

—8606220281 Rev 10 to General Procedure 191, "Work Plan Proceduro." 

‘ BachlelCorp 84/03/14, 12pp 31171 238-31171 250 

-8506220264 Submits Insp plan for 8407 16-27, Insp rept oxpocied to bo completed by 
fl46517.R6!)toi> V FYe4 opetaling plan end 

CANTER, Hi Region 5, Office of Director. 04/06/20 PATE.R NBC - No Detailed Affili 
atlon Given. Opp, 31171:251-31171 256 

8506220004 Further roaponse to FOIA request for records gonoraled In connection w/ 
any repl or study of basemat cracking & water leakoga & seepage problems at 
laCTlty.Fowaids App C documenls App O docomonls avalTaWo In PDR. 

FELTON, J M. Division ol Rules and Records, 85/02/22 GARDE.B P,. DERNABEI.L 
Government Accountability Project 44pp. 31181 aoi-31107!357 

-8606220006 Issue A to Pr'Ocedure CP-203, "Clam Shell Filter Blankel Test Fill” 
TEMCHIN.U. Ebasco Services, Ino, (subs, of Enserch Corp.) 75/09/22 27pp 
3118e:323-31166.349, 

-8506220007 "Clam Shell Filler Blankel Tost Rept." 

* Ebasco Services, Ino. (subs of Enserch Corp), 76/11/30 244pp 31192 004- 
311 02 327 

—8506220009 "Mat 10B Placement Rept." Related Info encl 

* Ebasco Services, Inc. (subs of Enserch Corp.) 76/05/31. 214pp 31192,328 
S1 193 181 


-8506220010 "Louisiana Power & Light Co, Waterford Steam Eloolrlo Slation L/nll 3,AI- 
lowabta Bearing Presaure," Relatedinfo encl. 

PAVONE,M, Ebasco Services, (no. (subs, of Enserch Corp) 77/04/30. 2,01 9pp 
31161:104-31166.322. 

-8506220012 Issue B lo Procedure Cp.e99, "Handling.Storlng.lnslalllng, Cadwfilding A 
Mod of Reinforcing Steel " 

MCBRIDE, C Ebasco Services, Inc. (subs of Enserch Corp) 82/03/30. 5pp. 
31186.350-31186.354. 

-8506220013 "QA Program for Phase I Concrete Const, Waterford Steam Electric Sla- 
lion Unit 3 " Related jfifo end 

SHOEWACKE.PL, JA, Jones Conatructfon Co. 76/06/18, 62pp. 31196305 
31196:367. 

-OS062200'15 Discusses Insp of dewatering A excavation aclivltiea & const ol common 
foundation mat for facility Site preparation & placement of mat performed In accord 
ance w/ approved specs, procedures & regulations 

COLLINS,J.T, Region 3. Office of Director 83/11/16, EISENHUT.D, G, Division of LI 
censing. 2pp. 31193:182-31194:134 

-8508220016 Issue A to Procedure Cp.699, '‘Handllng,Sloring,lnsialllng, Cadwelding 4 
Mod of Reinforcing Steel," 

♦ Ebasco Servicaa, fnc. (subs of Enserch Corp). 86/02/22. 2pp. 31186 355- 
31186:356. 
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-6506220018 Issue C to Procedure QCIP-7, "Insp o( Concrete Placement, Curing S Fin 
(shing " 

GRIeGSiWC Ebasco Services, Inc (subs of Enserch Core) 75/12/19 7pp 
31187 260-31187 287 

-8506220080 Issue B to Procedure CP-703, "Batch Plant Activities & Operalions ” 
AQQARWAl.V Ebasco Services, Inc (subs o( Enserch Corp) 83/02/2*1. 22pp 

31186 357-31187 015 

-8S0622OD21 Amend 1 to Issue C to Procedure QCIP-8, "Receiving.lnsp, Storage 8 
Testina of Concrete Reinforcing Steel " 

MCPHERSON, VQ Ebasco Services, Inc (subs of Enserch Corp ) 0<t/03/16 11pp 

31187 266 31167 298 

-9506220023 Discusses control & distribution ol lacility tracking sys document. 
CRUTCHFIELD.O , GAG LIAR DO, J E Woll Creek Task Force 8-1/05/17 WoH Creek 
Task Force 3pp 31194 135-3119*1 137 


-8606220053 Issue A to Procedure QC 4 0 4, "Concrete Preplace meni Insp ” 
GHEGORY,JF Ebasco Services, Inc (subs ol Enserch Corp) 74/01/25 I2pp 
31187 347-31187 358 

"8506220056 Rev 0 to Special Process Procedure W-SP-7, "Repair & Curing ol Con 
Crete Repair lor Placement 499S02-10B" 

*JA Jones Construction Co 76/05/12 lipp 31197 024-31197 034. 

-6506220056 Issue 0 to Procedure QCIP-2, "Soils Control '* 

HOWARD,F Ebasco Services, Inc (subs ol Enserch Corp) 76/08/20 14pp 
31187 096 31187 109 

-8506220058 Responds to end City Council Resolution 84-193 adopted on 
840517 NRC recently established coordinating team to gather necessary info to make 
romainmg licensing oecisions on lacility Press release did B40404 end 
COLLINS, JT Region 3, Oflice of Oiroctof 84/05/31 GIARRUSSO,J I New Orleans, 
LA 5pp 31194 165 31194 242 


-9506220024 Rev 2 to Special Process Procedure W-SP-3, "Disposal of Unused Cad 
wold Powder " 

' J A Jones Construction Co 76/03/20 2pp 31196358-31196359 

—9506220025 Issue C to Procedure QCIP-9, "Insp ol Concrete Reinforcing Sled Mo- 
chanjcal Splices (Cadwolds) " 

BOYD,EL Ebasco Services, Inc (subs of Enserch Corp ) 75/09/05 0pp. 31187 299- 
31187 307 

—8506220027 Amend 1 to Issue A to Procedure CP-603, "Excavation & Backfill " 
STANLEY,E Ebasco Services, Inc (subs of Enserch Corp). 84/04/01. 8pp. 
31187016-31187.023 


-6506220059 Rev 1 to Special Process Procedure W SP-7. "Repair & Curing ol Con 
Crete Repair lor Placement 499S02 10S" 

*JA Jones Construction Co 76/05/31 11pp 31197 035-31197 045 

-8506220061 Rov 2 to Special Process Procedure W-SP-7, "Repair & Curing ol Con- 
crete Repair lor Placement 499SO2-1O0," 

• JA Jones Constfucllon Co 76/07/26 24pp 31197.046-31197 069 

-8506220064 Issue F to Procedure QCIP 2, "Soils Control *' 

KALAT.S. Ebasco Services, Inc (subs of Enserch Corp) 76/10/15 16pp. 

31187 11031187 125 


-8506220028 Rev 0 to Special Process Procedure W-SP 3, "Disposal ol Unused Cad 
weld Powder " 

J A Jones Construction Co 75/11/06 3pp 31196 360 31106 362 


-8506220085 Rov 3 to Special Process Procedure W-SP-7, "Repair & Curing of Con- 
crole Repair for Placement 499S02-10B " 

* JA Jones Construction Co 76/08/09 24pp 31197.070 31197 093 


-9506220029 Discusses Interpretations of Reg Guide 1 10, Rev 1, Including sampling fra 
quency & evaluation criteria 

ARNDT, EG Mechanlcal/Slructural Engineering Branch, 84/05/18 TAPIA, J Region 
4. Office of Diraclor WONG.H Director's OKlco, OKica ol Inspection and Enlorce- 
menl 2pp. 31194 138-31194 141 


-8606220030 Rev 0 to Special Process Procedure W-SP-e, "Bending & Slralohleniiifl of 
Reinforcing Bars Partially Embedded in Concrete & Placing ol Bars In Hardened Con- 

» JA Jones Consiruolion Co 76/04/26 3pp 31197 001-31197 003 


-6506220066 Issue G to Procedure QCIP-2, "Soils Control " 

DICKSON, 0 Ebasco Senrscos, Inc (subs ol Enserch Corp) 77/01/03 16pp 
31187 12631187,141. 

-6506220070 Rev 4 1o Site Insp & Tost Procedure W SITP 8, "Walerslop Insp " 

' J A. Jones Construction Co 78/10/24 6pp 31194 243-31104 240 

-8S06220071 Rov 5 to Special Process Procedure W-SP-7, "Repair & Curing of Con- 
crete Repair for Placement 469S02-10B ” 

* JA Jones Construction Co, 76/00/26 26pp 31197 094 31197*119 


■BSQ6220031 Issuo Q to Procedure QCIP-9, "Insp ol Concrete Reinforcing Steel Me- 
chanical Splices (Cadwolds) " 

ROFFE.R Ebasco Services, Ino (subs, ol Enserch Corp) 78/12/08 lOpp 
31187 3 08-31187 317 

■8508220034 Issue A to Procedure QCIP-1, "Density Control of Shell ” 

TEMCHIN.M. Ebasco Services, Ino (subs ol Enserch Corp) 75/09/17 7pp 
31187*024-31187 030, 


—8506220036 Rev 1 to Special Process Procedure W-SP-6, "Bonding & Straightening of 
Reinforcing Bars Partially Embedded in Concrele & Placing ol Bars in Hardened Con- 


crete ' 

' JA Jones Construction Co. 76/05/13 4pp 31107004-31197007 


-8506 220037 Amend 1 to Issuo Q to Procedure QCIP-9. "Insp ol Concrete Reinforcing 
SloakMechanIcal Splices (Cadwolds) ” Amend deletes procedure in entirely 
HOHTON.S Ebasco Services, Inc (subs, of Enserch Corp.), 84/03/16, Opp 
31107 318-31187:326, 


-8608220038 Rev 2 to Special Process Procedure W-SP-6, "Bending & Slraiahlenlrig ol 
Reinforcing Bars Partially Embedded In Concrete & Placing of Bara in Hardened Gon- 
crole." 

* JA Jones Consiruction Co 76/10/13. 4pp 31197*008-31197 011. 


-8506220072 Rov 5 to Silo Insp & Tost Procedure W SITP 4. "Reinforcing Steel - 
Handling,Slorag e, Installing, Cedwelding & Mod Insp" 

• JA Jones Construclion Co 76/12/03 lOpp 31196*129 31196 138 

-8506220074 Issue H to Procedure QCIP 2, "Soils Control." 

KALAT.SA. Ebasco Services, Inc. (subs, of Enserch Corp). 77/12/06 14pp 
31187,142-31187:165 


-8506220076 Rev 6 to Special Process Procedure W-SP-7, "Ropair & Curing of Con- 
crole Repair for PJacement 499SO2-1O0 " 

‘ J A. Jones Construction Co 76/09/16 27pp 31197 12031197.146. 


-8506220077 Rov 0 to Site Insp & Tesi Procoduro W-SITP-12, "Backhll & Compaction 
Insp " 

•JA Jones Consiruction Co 76/12/15 7pp 31194 249 31194 255, 


-8506220076 Rev 6 to Site Insp & Tost Procedure W-SITP-4, "Reinforcing Steal 
Handling.Storage.tnslaliling.Cadwoldlng & Mod Insp." 

• JA Jones Construction Co 76/12/22 lipp 31196 139-31106 140 


-8506220079 Rev 7 to Special Process Procedure W-SP-7, “Repair & Curing of Con- 
crete Repair lor Placement 499S02-10B " 

* J.A. Jones Construction Co 77/07/01. 27pp. 31 197:147-31 197:1 73. 


—8606220039 Issue A to Procedure QCIP-2, "Soils Control," 

TEMGHIN.M Ebasco Services, Inc. (subs, ol Enserch Corp) 
31187:031-31107 055, 


75/09/17, 2Spp. 


-BS062 20081 Issue D to Procedure QCIP-4, "Conlrol ol Concfolo Malls & Mixes ” 
GRIGGS, W.C Ebasco Sorvicos, Inc (subs, ol Ensorch Corp) 76/11/29 t2pp, 
31187:156 31187.167. 


-8S062 20041 Issue D to Procedure QC!P-9, "Insp ol Concrete Reinforcing Steal Me- 
chanical Splices (Cadwelds) ” u V r, .in 

ROFFE.R A. Ebasco Services, Ino (subs, ol Enserch Corp) 76/02/19. lOpp 
31187’327-31 187:336, 

—8506220043 Rev 3 to Special Process Procedure W-SP 6, "Bending & Straightening ol 
Reinforcing Bars Partially Embedded in Concrete & Placing of Bars In Hardened Con- 

• J A. Jones Construction Co, 77/06/07 4pp, 31 197:012-31197 016 

-8606220044 Issue B to Procedure QCIP-2, "Soils Control." 

TEMCHIN,M, Ebasco Services, Inc. (subs ol Enserch Corp). 76/10/14 26pp. 
31187:056 31187.081 


-8506220082 Rev 0 to Special Process Procedure W-SP-B, "Backlill Teal Fill 
• J A, Jones Consiruction Co 76/05/27. 7pp. 31197*174-31197:180. 


-8506220083 Rev 1 to Site Insp & Test Procedure W-SITP-12, "Backfill & Compaction 
Insp " 

* J.A Jones Consiruction Co 76/03/18, 6pp. 31194 266 31194.281. 


-8506220084 Rev 8 to Site Insp & Test Procedure W-SITP-4, "Reinforcing Steel - 
Handling, Storage, Inslalling.Cadwelding & Mod Insp." 

• J A Jones Construction, Co 70/02/28 14pp, 31196*160 31196.163. 

-8506220086 Rov 1 to Special Process Procedure W-SP-8. "Backlill Test Fill " 

* J.A. Jones Construcllo n Co 76/06/09, 6pp. 31 1 97. 1 81 • 3 1 1 97* 1 86. 


—8506220046 Rev 4 to Special Process Procedure W-SP-6, "Bending & Straightening ol 
Relnlorclrvg Bars Partially Embedded In Concrete & Placing ol Bars in Hardened Con- 

a' Jones Construclion Co, 77/10/11. 4pp, 31197 016-31197 019. 

-8506220048 Issue F lo Procedure QCIP-9, "Insp of Concrete Reinforcing Steel Me- 

KA^^*sf*^Ebasco*'*Seivice^ Inc, (subs, of Enserch Corp) 76/09/03, lOpp 
31187:937-31187:346, 

-8606220049 Rev 6 to Special Process Procedure W-SP-e, "Bending a Stralgh|enl»T| of 
Rolnlorcing Bars Partially Embedded in Concrele & Placing of Bars In Haroenad Con- 

**J a! Jonss Construction Co, 79/05/23. 4pp. 31197,020-31197.023, 

-8606220060 "Evaluation of Concrele Const AdMuacy ill Base Mat.Walerfort Unit S," 
PHltLEO.R.E Affiliation Not Assigned 84/06/18. 13pp. 31194:142-31194 164. 

-8606220061 Issue C to QCIP-2, "Soils Control " \ 

HOWARD F,, TEMCHIN.M Ebasco Services, Inc, (subs, of Enserch Corp.), 76/06/29. 
14pp. 31187:082-31187 095, 


-8606220087 Rev 3 to Site Insp & Test Procedure W-SITP-12, "Backfill & Compaction 
Insp " 

*J A. Jones Consiruction Co 76/04/19 7pp 31194,202-31194*268. 


-8506220088 Issuo E to Procedure OCIP-4, "Conlrol of Concrete Matls & Mixes." 
HOWARD, FR. Ebasco Services, Inc. (subs, of Enserch Corp.) 76/01/14. lipp 
31187.168-31187:176. 


-8506220089 Rev 1 lo Special Process Procedure W-SP-9, "TeslIng Reinforcing Steel 
Sublecled to Cold Rebending." 

• J.A. Jones Constfucllon Co. 76/06/18 6pp 31197*187-31197:192. 


-8506220090 Rev 4 to Site Insp & Test Procedure W-SITP-12, "Backfill & Compacllon 
Insp." 

* J, A. Jones Construction Co 76/06/25 7pp. 31 194:209-31 194'276. 

-8S06220091 Addendum 1 to Rev 1 lo ^jeclal Process Procedure W-SP-13, 
"Repalr.lnsp, Documentation & Verification ol Basemat Foundation Beneath Columns 
H10A & H11A Lying Oh Placement 19" 

•JA Jonas Construction Co 76/10/07. lipp 31197*193-31197*203 
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-•85O6*2'O092 Rev 5 to Site Insp & Test PfocedufC W SITP 12. "BackfiU & Compaction 


tnsp' 


* JA Jones Consiruclion Co 76/07/09 7pp 31194 276-31194 282 


•8506220093 Issue F lo Pfocedufe OCIP 4. •■Control o( Concrete Malls & Mwes " 
GRIGGS, WC Ebasco Services, Inc (subs oJ Enserch Corp) 76/03/19- lipp 
31187 178 31187 169 


-8506220094 Rev 2 lo Special Process Procedure W-SP-13, "Repair, Insp. Documenla- 
llon & Verificalion of Sosemat Foundation Bonaalh Columns H10A & N11A Lying on 

• J A Jones Construction Co 76/09/30 14pp 31 197 204 31 197,21 7 


-8506220096 Rev 6 lo Site Insp & Test Procedure W-SITP-12. “Back fill & Compaction 
Insp " 

'JA Jones Construclron Co 76/0S/O3 7pp 31194 283 31194 289 


-6506220097 Addendum 3 to Rev 0 lo Special Process procedure W-SP-13. 
“Repair.lnsp & Documentation ol Basemal Foundation Benealh Columns H10A & 
HI 1A Lying on Placement 19 " 

• J A Jones Consiruclion Co 76/10/25 Spp, 31 197 218 31 197 226. 


•8606220098 Issue C to Procedure QCIP-5, "Conirol of Concrete Mixing S Transport 

hSwaRO.FR Ebasco Services. Inc (subs ol Enserch Corp) 76/02/27- 11pp 
31 1871 BO 31187 200 


-8506220125 Rev 1 to Special Process Procedure WSP-20, "Concrete Core Otilling'’ 

• J A Jones Consiruclion Co 78/08/28 Spp 31 197 291-31 197 295 

“8605220127 Rev 1 to Site Insp & Test Procedure W-SITP-16, ■‘Insp of Concrete Mud 
Slab Placing, Curing. Finishing & Repair " 

* J A Jones Construction Cto 75/10/20 4pp 31194 320 31 194 323 


-8506220128 Rev 0 to Site Insp & Test Procedure W SITP-2, “Clam Shall Filler Slankel 


Insp " 

■ J A Jones Construction Co 75/10/13 Spp 


31197 206-31197 300 


-8606220129 Rev 1 lo Site Insp 8 Test Procedure WSITP-7, "Insp ol Concrete 
Placing.Cufing, Finishing & Repair” 

* JA Jones Con slruction Co. 75/ 12/05 9pp 31196226 31196 234 

-8506220130 fssuo G to Procedure QCIP 6, "Concrete PreplacomenI Insp " 

KAUAT.SA Ebasco Services, Inc (subs of Ensorch Corp) 77/04/11 9pp 
31187 243-31167251 


-8506220131 Rev 1 to Siie Insp & Teat Procedure W-SITP-2, ‘‘Clam Shell Filler Blankni 
Insp" 

• J A Jonea Construction Co 75/10/15, 5pp 31 1 97 301 -31 1 97 305 


-8508220132 Rev 2 to Site Insp & Test Procedure WSITP-7, "Insp ol Concrolo 
PI a cing,Cunng, Finishing & Repair" 

*JA Jones Const ruction Co 76/05/07 8pp 31196 235 31196 242 


-8506220099 Rev 7 to Site Insp & Test Procedure W.SITP-12. "Backlilf & Compaction 
Insp " 

•JA Jones Consiruclion Co 77/01/25 6pp 31194 290-31194 295 


-8606220133 Rev 0 to Site Insp & Test Procedure W-SITP-4. "Reinforcing Steel • 
Handling.Slofa gs, Installing, Cadwelding & Mod Insp," 

* JA Jones Consiruclion Co 75/10/13 lOpp 31197306 31197 315 


•8506220101 Rev 0 lo Special Process Procedure W*SP'16, ' ‘Repair.lnsp. Documenla- 
lion & Verificalion ol Placement 499S03-1 9 ” 

• J A Jones Constroolion Co 76/1 2/31 lOpp 31197 227-3 1 1 97 236 


-8506220134 Rev 1 to Site Insp 8 Test Procedure W SITP-4, "Reinforcing Steel 
Handling, Storage.lnatallmg.Cadwelding & Mod Insp " 

• J A Jones Consiruclion Co, 75/10/21 lOpp 31 197 316 31 197 325 


-8606220102 Rev 8 lo Site Insp & Test Procedure W-SITP-12. "Backfill & Compaction 
Insp" 

• J A Jones Construction Co 78/03/13 Spp 3 1 1 94.266-3 1 194-301 


>8606220103 Addendum 1 to Rev 1 to Special Process Procedure W-SP-16, 
"Repair.lnspiDocumenlation & Verification ol Placemsnl 499S03 10" 

• JA Jones Construction Co 77/03/16 4pp 31197 237-31107.240 


— 85D622D104 Issue C )o Procedure OOP 6, “Concrete PreplacomenI Insp" 

HOWARD, F Ebasco Services, Inc (subs ol Enserch Corp) 75/11/29. 12pp 
31107 201-31 ia7'21 2 


■•8606220106 Rev 9 |o Silo Insp & Test Procedure W SITP-4. "RaFntorcing' Steal - 
Handling, Storage, Installing, Cadwelding & Mod Insp." 

* JA Jonea Construction Co 76/10/04. 15pp 31IS6 164-31196 178 

-8508220188 Addendum 1 to Rov 2 to Special Process Proeodura W-SP-16, 
"Repair, lnsp.Oocumentalion A Verification ol Piacemont 499S03-19” 

•JA Jones Construction Co. 77/04/13 4pp 31197 241 31197244 

-8506220109 flev 10 to Site Insp & Test Precodure W SlTP-4, "Relnlofcing Stool - 
Handling, Storage, Instel ling, Cadwalding 8 Mod Insp." 

* J A, Jones Consiruclion Co 78/12/1 1 15pp 31 196 179 31 196 193 

-8506220110 Addendum 1 to Rev 3 to Special Process Procedure W-SP-16, 
"RepaIr,lnsp,DocumantalFon & Venllcation of PlacemonI 499S03 19 " 

• J A. Jones Construction Co 77/04/13 Spp 31197 245-31197 24B 

-8606220111 Rev 4 to Site Insp & Test Procedure W StTP-14. "Welding Insp " 

•JA Jones Construction Co 00/02/20 14pp 31194 302-31104 316 

-8506220113 Rev 4 lo Special Process Procedure W-SP-16, ''Repair.lnsp, Documenla 
lion & Verjficaiton ol placement 499S03-19." 

• J A Jonea Construction Co. 77/07/01. 10pp. 31 197 250-31 197' 259 

”8506220114 Issue S to Procedure QCIP-6, "Concrete Preptacainenl Insp *' 
SATTERFIELD.C Ebasco Services, Inc (subs, ol Enserch Corp) 76/09/12. 9pp, 
311&7'213-31187221 


-8508220135 Rev 2 10 Site Insp & Test Procedure W'SITP-4, "Reinforcing Steel 
HandlJng,Sterage,lnslalllng,Cadwelding & Mod Insp " 

• J.A Jones Conslrtfclion Co 75/10/24. lOpp 31 197 326-3 1197'335 

-8506220136 Rev 3 lo Site Insp & Test Procedure W-SITP'4, "Reinforcing Steal 
Ha ndling,S torega, Installing, Cadweidlng 8 Mod Insp ” 

• J A Jones Construclion Co 75/11/06 11pp 31197 336 31 197’346 

-8606220137 Rev 4 lo Site Insp & Test Procedure W SITP-4, "Reinforcing Steof - 
Handli ng, Storage, Installino.Cadwelding & Mod Insp " 

• J A- Jones Construction Co. 75/11/11. 11pp. 31 107-347-31 197.357. 

-8606220130 Rev 4 to Nuclear Project Operating Procedure POP-N-300, "Control of 
Englneenna Documenis” 

WOOLEfly:,E M J A, Jones Consiruclion Co 79/01/10 13pp 31105 138 31105 150 

-8506220130 Rev 5 (o Nuclear Projocl Operaling Procedure POP-N 300. "Conirol of 
Engineering Documents." 

WOOLERY.E.M. J.A Jones Construction Co 80/03/19 17pp 31105.161-31195187 

-0506220148 Rev 3 lo Site Insp & Test Procedure W-SITP-7, "Insp of Concrete 
Ptacing.CurinaFlnfshing & Repair," 

• J A. Jones ConstruolTon Co. 76/03/20. 9pp. 31 198 243-31196 261 

-6506220141 Rov 0 10 Nuclear Project Operaling Procedure POP-N 301, "Consi Engl 
neorino" 

SCHV^IKERT.DH. JA Jones Construction Co. 76/10/15. 21pp 31105 16a> 
31185.199. 

-8606220142 Rev 4 lo Site Insp & Test Procedure W-SITP-7, "Insp o( Concrete 
Placlng.Cufins,FinlshFna & Repair " 

• J,A.JonBSCanslrucironCo 77/01/13. lOpp 31196 262-31196 261 

-8506220143 Rev 4 lo Nuclear Project Operating Proooduro POP-N-301, "Consi Engl 
neering " 

SCHV#IKERT.O,H. JA. Jones Consiruclion Co. 78/05/17. 22pp 31105'2OO- 
31185 221. 


-8606220115 Rev It to Site insp & Test Procedure W-SITP-4, "Relnforclno Steel > 
Handirno,Slorage,lnstalling,Cadweldlng & Mod Insp " 

‘ J A Jones Consiruclion Co. 7B/01/M 17pp. 31196-184 31 196 210 

-8506220117 flev 0 to Special Process Procedure W-SP-17, "AddI Grouting ol 498S02- 
108." 

• J A. Jonas Conetruotion Co, 77/03/21 . 8pp, 3 1 197-260-31 197-267 

-8506220118 Issue D to Procedure QCIP-8, "Concrete Preplacemant Insp*' 

HOWARD.F, Ebasco Services, Inc. (aubs of Enserch Corp). 76/01/21. lOpp 
3I1B7 222 31187-231 


-8606220119 Rev 3 to Site Insp & Test Procedure W*SITP-E, "Embeddsd Items • 
Handling, Storage & Instalfatlon Insp.” 

•JA Jones Consiruclion Co 76/10/10 6pp 31186.211-31196 216 


-8506220120 Rev 1 lo Special Process Procedure W-SP-17, "AddI Grouting of 409SCI2- 
10B." 

• JA Jonas Cfonsiructton Co. 77/04/19 11 pp. 31187.268-31197.278. 


“8506220121 Rev 0 to Site Insp & Test Procedure W-SITP-16, “(nsp of Coftcrete Mud 
Slab Placing, Curing,FinishIt>g & Repair,” 

• JA Jones ConsCruclIon w. 76/10/14 4pp. 31194.31631194 319, 


-8506220122 Rev 2 lo Spsoial Process Procedure W-SP-17, "AddI Grouting ol 49BS02- 
tOB ” 

‘ J.A. Jones Consiruclion Co 77/04/22. 1 8pp. 3 1 1 97:279 3 1 1 97.290 


-8606228144 Issue D to Procedure QCIP-7, “Insp ol Concrolo PlacomenI, Curing A Fin- 
laWiw." 

HOWAHD,FR Ebasco Services, Inc (subs, of Enserch Corp). 76/01/12 12pp 
31187252-31167263. 


-8506228146 Rev 0 to Coftal Work Proceduro W-WP-2, "Clam Shall Filler Blanket 
Placomant," 

* J A. Jones Conatruclfon Co 76/10/13 5pp 31 194 324-31 194 320 

“8688220146 Rev 5 to Nuclear Projocl Operaling Procedure POP-N-301, "Const Engl 
nearing " 

SCHWEfKERT.DH. JA. Jones Construction Co. 76/07/14 21pp. 31195-222. 
31105 242 


-8506228148 Rev 6 to Site Insp & Test Procedure W-SITP-?, "Insp of Concrete 
Ptacing,CurinaFlnishlftg A Repair," 

* J.A, Jones ConslruolTon Co. 77/02/04 10pp. 31 196:262-31196.282. 

-8606220149 Rev 0 lo Nuclear Project Operaling Procedure POP-N-605, "(nlroduellon 
A Training," 

WILSON, L.R. J.A Jones Consiruclion Co 76/10/16. 6pp. 31105-243-31195246 

-8506220151 Issue B to Procedure QCIP-7, "Insp of Concrete P/acemonl, Curing A Ffn- 
fshlng." 

SATTERFIELD.C. Ebasco Services, Inc (subs, of Enserch Corp) 76/09/12 16pp 
31 187.264-31 167-279 


-8506220123 Rev 0 lo Silo Insp A Test Procedure W-SITP-7, "Insp of Concrete 
PfacIng.Corfng, Finishing & Repair " 

• J.A. Jones Construction Co 75/11/24, S-pp, 31196 217-31186:226, 


-8600220152 Rev 1 to Consi Work Procedure W-WP.2, "Clam Shell Filler Blanket 
Placement." 

* J,A. Jones ConstfMCtton Co. 75/10/16. 6pp 31 19 4:320 -31 184.333 


-8606220124 Issue F to Procedure QCIP 6, "Concrota Preplacemenil Insp." 

HOWARD, F Ebasco Services, Inc (subs, ol Enserch Corp). 76/11/05, lipp 
31153.232.31187.242. 


-8608220153 Rev 1 lo Nuclear Projec! Operating Procedure POP-N-702, "Personnel 
Trainlng,Quelification A Certification." 

WILSON,L.R. J.A. Jonas Consiruclion Co. 76/01/16 6pp 31195:249-31 195:264. 
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“8506220154 Rev 0 to Site Insp Procedure W-SITP-8, "Waterstop Insp " 

• JA Jones Construction Co 75/10/13 6pp 31196 203-31 195 258 

“8506220155 Rev 0 to Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Qualification & Certilication " 

WILSON, LR JA Jones Construction Co 75/10/15 6pp 31195 255 31195 260 

“8506220157 Rev 2 to Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Qualification & Certilication " 

WILSON,LR JA Jones Construction Co 76/03/05 7pp 31195 261 31195 267 

“8506220158 Rev 1 to Site Insp & Test Procedure W-SITP-B, "Waterstop Insp " 

• JA Jones Conslructton Co 75/10/27 6pp 31196 289 31196 294 

-8506220159 Rev 3 to Nuclear Project Operating Procedure POP-N-702, "Personnel 
TraminaQualilication & Certilication " 

WILSON,LR JA Jones Construction Co 76/10/05 7pp 31195 260 31195 281 

"6506220160 Rev 0 to Const Work Procedure W-WP-4, "Hand ling, Storage, Inslallalion 
& Mod of Rebar " 

•JA Jones Construclion Co 75/09/30 7pp 31194 334 31194 340 


-8506220220 Rev 2 to Nuclear Project Operating Procedure POP-N 300, "Control of 
Enginoenng Documents" 

PHTNCE,A JA Jones Construction Co 76/12/20 14pp 31105 124-31195137 

-8506220006 Issue A to Procedure CP-203, "Clam Shell Filter Blanket Test Fill " 
TEWCHIN.M Ebasco Services, Inc (subs of Enserch Corp )■ 75/09/22 27pp 
31166323 31186349 

”8506220007 "Clam Shell Filter Blanket Test Repl " 

• Ebasco Services, tnc (subs of Enserch Corp) 75/1 1/30 244pp 31192084- 
31192327 

-8506220009 "Mai 10B Placamenl Repl ” Related info end 

• Ebasco Services, Inc (subs of Enserch Corp) 76/05/31 214pp 31192 328- 
31193 181 

-8506220010 "Louisiana Power & Light Co, Waterford Steam Elecirjc Station Unit 3.Af- 
lowahle Bearing Pressure " Related info end 

PAVONE.M Ebasco Services, Inc (subs of Enserch Corp) 77/04/30 2,019pp 
31181 10431)86322 


•8506220161 Rov 2 to Silo Insp S Test Procedure W-S)TP-8, “Waterstop Insp ’’ 

•JA Jones Construction Co 75/11/13 5pp 31196 295 31106 299. 

■6506220162 Rev 0 to Nuclear Project Operating Procedure POP N-713, "Use ol Insp 
Cfeani^ Repts '* 

GREATHOUSE.G JA Jones Construction Co 75/12/08 17pp 31195 282- 
31195 288 

• 8508220164 Rev 2 to Const Work Procedure WWP4, "Hand ling, Storage, 
lns1a)llng,Cadwolding & Mod of Reinforcing Steel " 

•JA Jonss Constfucdon Co 75/10/24 8pp 31194 341-31194 348 

•8506220166 Rev 1 to Nuclear Project Operating Procedure POP-N-713, "Use of DJs 
crepancy Repis " 

EIFF.W JA Jones Construction Co 76/03/24 9pp 31195 289-31195 297 


■8506220 01 2 Issue B to Procedure CP-699, "Handling, Storing, Installing, Cadwelding & 
Mod of Reinforcing Stoel " 

MCBRfOE.C. Ebasco Services, Inc (subs of Enserch Corp) 82/03/30 5pp 
3118635031186354 

■6506220013 "QA Program lor Phase I Concrete Const, Waterford Steam Eleciric Sta 
tion Unit 3 " Related fnfo end 

SHOEWACKE,PL JA Jones Construction Co 75/06/18 52pp 31196 305 
31196 357 

■6506220015 Discusses Insp ol dewatering & excavallon acUvitles & const ol common 
foundation mat for facility Site preparation A placemerrl of mat performed in accord 
ance w/approved specs, procoduros & regulations 

COLLINS, J.T Region 3, Olfice of Director 83/11/16 EISENHUT.D,G Division of Li 
censing 2pp 31193 102-31194 134 


■8506220167 Rev 3 to Site Insp A Tost Procedure W-S)TP-8, "Waterstop Insp " 

•JA Jones Corrstructlon Co 70/02/02 Spp 31196 300 31196 304 

•8506220168 Rev 3 to Nuclear Project Operating Procedure POP-N 713, "Uso ol DJs 
crepancy Repts ” Related Info enci 

MCALLISTER,T N JA Jonas Construction Co 78/02/03 68pp 31195 298 
31196 112 


•8506220170 Rev 3 to Const Work Procedure W-WP-4, "Handling, Storing, 
Insleliing, Cadwelding & Mod of Reinforcing Steel " 

• JA Jenes Construction Co 75/11/06 4pp 31194 349 31194 352 


•8506220171 Discusses availability of Info on shear that Is applicable to facility 
basemal No excuse found lor departing radically from code provisions.but advantage 
should bo taken of provisions In codo allowing Increase In shear strength 
PJHILLEO,R.E Affiliation Not Assigned 84/05/14 SHAO,LL Division ol Engineering 
Technology 16pp, 31 196 113 31196 128 

■6506220174 Rev 4 to Const Work Procedure WWP-4, "Handling, Storing, 
Installing, Cadwelding & Mod of Reinforcing Stool " 

• JA Jones Construction Co 75/11/14 5pp 31194 353-31194 357 

•8506220177 Rev 0 to Const Work Procedure W-WP 7, "Concrete Placing, 

Curing, Finishing & Repairs " 

• J A, Jones Construction Co 75/11/21 11pp 31194 350 31105 006 

-8506220180 Rov 1 lo Const Work Procedure WWP-7, "Concrete Placing, 

Curing, Finishing & Repairs." 

• JA Jones Construclion Co 75/11/26 10pp 31195 007-31 195’01 6 


“8506220162 Rov 2 to Const Work Procoduro W-WP-7, "Concrete Placing, 

Curing,Finishln 9 & Repairs " 

•J A. Jones Construction Co 75/12/18 lipp 31195'017-31195 027 

-8506220191 Rev 3 lo Const Work Procodure W-WP-7, "Concrete Placing, 

Curing, Finishing & Repairs " 

• J A. Jones Construction Co 76/03/05. 12pp 31 195.028 31195 039. 

“8506220193 Rev 4 lo Const Work Procedure W-WP'7, "Concrete Placing, 

Cunng,Flnishln 9 & Repairs " 

•JA Jones Construclion Co 76/04/30 12pp, 31195,040 31195,051 


“8506220196 Rev 5 to Const Work Procedure W-WP-7, "Concrete Placing, 

Cunng,Finishln 9 & Repairs " 

■• J A. Jones Construction Co, 76/05/07 13pp 31195’052-31196064. 

- 8506220198 Rev 6 to Const Work Procedure W-WP 7, "Concrete Placing, 

Curing, Finishing A Repairs ” 

* J.A Jones Construction Co 76/05/24 14pp, 31105 065-31195 079 


-8506220204 Rev 1 to Const Work Procedure W-WP-8, "Handling & Installation of Wa- 
le istops.'* 

* J.A Jones Construclion Co. 76/10/27 7pp 31195.080 311 95'0a6 


-8506220206 Rev 2 lo Const Work Procoduro W-WP 8, "Handling,ln8tallallon A Field 
Repair of Watorstopa " 

• J A Jones Construction Co 77/05/03 7pp, 31195:067-31195 093. 


-8506220916 Issue A lo Procedure CP-699, "Handling, Storing, Installing, Cadwelding & 
Mod of Reinforcing Steel " 

• Ebasco Services, Inc (subs ol Enserch Corp) 85/02/22 2pp 31186 355 
31186356 

"8506220918 Issue C to Procoduro OCIP-7, "Insp ol Concrete Placamenl, Curing & Fin 
ishing " 

GRKSGS.WC, Ebasco Services, Inc (subs ol Enserch Corp) 75/12/19 7pp 
3118728031187287 

"8506220020 Issue 0 to Procedure CP-703, "Batch Plant Aclivilies & Operations " 
AGGARWAL,V Ebasco Services, Inc (subs ol Enserch Corp). 83/02/24. 22pp 
31186'357.311870t5 

-8506220021 Amend 1 to Issuo C to Procedure QCIP-8, "Receiving,lnsp, Storage & 
Testing ol Concrele Reinforcing Steel " 

MCPHEflSON,VG Ebasco Services, Inc (subs of Enserch Corp), 84/03/16 lipp. 
31187,288-01187 298 

-8506220023 Discusses control & distribution of facility tracking ays document 
GRUTCHFIELD,D, GAQLIARDO.J E Woif Creek Task Force 84/05/17 Woll Creek 
Task Force. Spp, 31 194 136-31 194'137 

-8506220024 Rev 2 to Spoclal Process Procoduro W SP-3, "Disposal of Unused Cad 
weld Powder," 

•JA Jones Construction Co 76/03/29 2pp 31196'368-31108 359 

-8506220025 Issue C lo Procedure DC IP-9, "Insp of Concrele Rain forcing Steel Mo 
chanfeal Splices (Cadwelds) " 

BOYO,EL Ebasco Services, Inc, (subs of Enserch Corp ). 75/09/05 9pp 31187,299 
31187 307, 

“8506220027 Amend 1 to Issue A lo Procedure CP 803, "Excavation & Backfill" 
STANLEY,E Ebasco Services, Inc (subs. o( Enserch Corp.). 84/04/01, 8pp 
31187’016-31187’023 

"8506220028 Rev 0 lo Special Process Procedure W-SP-3, “Disposal of Unused Cad 
wold Powder " 

•JA Jones Construction Co 75/11/06.3pp 31196 360 31109’362 

“8506220029 DIscussos Interpretations of Reg Guide 1,10, Rov 1,lncluding sampling fre- 
quency & evaluation criteria 

ARNDT, EG MechanIcal/SIructural Engineoring Branch 84/05/18. TAPIA,J Region 
4, Oifice ol Director. WONQ.H Director’s Olfice, Office of Inspection and Enforce- 
ment 2pp.31194:136-31194 141. 

-8606220030 Rev 0 to Special Process Procedure W-SP-6, "Bending & Straightening of 
Reinforcing Bars Partially Embedded In Concrete & Placing ol Bara in Hardened Con- 
crete " 

* JA, Jones Construction Co. 76/04/26 3pp. 3l1fi7,001-31197;093 

“8506220031 Issue G lo Procedure QCIP-9, "Insp of Concrete Reinforcing Steel Me- 
chanical Splices (Cadwefds).’* 

ROFFE,R Ebasco Services, Inc (subs of Enserch Corp,}. 76/12/08 lOpp 
31167 308-31187 317. 


“8506 220207 Rev 4 to Const Work Procedure W-WP-B, "Handling, Inslallalion & Field 

Repair of Walerstops," , 

• J.A Jones Construction Co, 78/02/02, 6pp, 31195 094-31 195:099 


■8506220034 Issue A lo Procedure QCIP-1, "Density Conirol of Shell." 

TEMCHIN.M. Ebasco Services, Inc (subs, of Enserch Corp.). 76/09/17. 7pp 
31167 024-31187 030, 


“8506220211 Rev 0 to Const Work Procedure W-WP-12, "Backfilling & Compaction" 
• J.A Jones (jonstruotlon Co, 76/04/07. 7pp, 31195 100-31195 105 


“8506220212 Rev 1 to Const Work Procedure W WP-17, "Housekeeping " 
• J A. Jones Construclion Co, 76/06/08, 5pp. 31195:106-31195:110 


“8506220217 Rev 0 to Nuclear Project Operating Procedure POP-N-300, "Control ol 
Engineering Documents." 

PRTNCE,A. J.A Jones Con si ruction Co 76/10/16. 13pp 31195:111-31195:123. 


-8506220036 Rev 1 to Special Process Procedure W-SP 6, "Bending & Straightening of 
Reinforcing Bars Partially Embedded In Concrete & Placing of Bars In Hardened Con- 

• JA. Jonas Construction Co. 76/05/13 4pp, 31197,004-31197.007 

-8506220037 Amend 1 lo Issue G to Procedure QCIP-9, "Insp of Concrele Reinforcing 
Sleel,Mechan1cal Splices (Cadwelds)," Amend deletes procedure In entirety. 
HORTON.S Ebasco Services, Inc. (subs, of Enserch Corp.). 04/03/16. 9pp. 
31167,318-31187,326 
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“B50622003B Rev 2 to Special Process Procedufe W-SP'S. “Bending & Sl/ainUtcnmg ol 
Reinlorcing Bars Parlially Embedded in ConcreCe 4 Placrng ol Bars in Hardened Cor* 
Crete" 

•JA Jones Conslruclion Co 76/10713 4pp 31197008 31137 011 

~S50622003d Issue A to Procedure QCIP-2, "Soils Conirol " 

TEMCHIN.M Ebasco Services, Inc (subs ol Enserch CorpI 75/09/17 25pp 
31187031-31187 055 

-8506220041 Issue D lo Procedure OCIP 9, ”lnsp ol Concrete Reinforcing Sieel Me- 
chanical Splices (Cadwetds) " 

ROfFE.BA Ebasco- Services, Inc (subs ol Enserch Carp) 76/02/10 lOpp 
31187 327-31187 336 

"8506220043 Rev 3 (o Special Process Procedure W-SP-6, "Bending & SIralahtening of 
Reinforcing Bars Partially Embedded in Concrete & Placing of Bars in Hardened Con- 

*JA Jones Conslruction Co 77/06/07 4pp 31197 012 31197 015 

"8506220044 Issue B lo Procedure QCIP-2, "Soils Control ’’ 

TEMCHIN,M Ebasco Services, Inc (subs of Enserch Corp) 75/10/H 26pp 
31107056 31187 061 


"8506220079 Rev 7 to Special Process Procedure W-SP-7. "Repair & Curing of Con 
Crete Repair tor Placement 499802-108 ’’ 

•JA Jones Conslruclion Co 77/07/01 27pp 31197 147-31197 173 

"8506220081 Issue D lo Procedure QCIP-4, "Conirol of Concrete Malls & Mixes '■ 
GfllGGS,WC Ebasco Services, Inc (subs of Enserch Corn) 75/ii/2fl i-rnn 
31167.156 31187-167 

"8506220082 Rev 0 to Special Process Procedure W-SP-8, "Backfill Test Fill" 

•JA Jones Construction Co 76/05/27 7pp 31197 174-31197180 

"8506220083 Rev 1 to Sila Insp 4 TesI Procedure W-SITP-12, "Backfill & Compaoiion 
Insp ■■ 

• J A Jones Construction Co 76/03/16 6pp 31194 250-31194 261 

"8506220004 Rev 8 to Site Insp & Test Procedure WSITP.4. "Reinforcing Stool - 
Handling.SlorageJn stalling, Cadwetding & Mod Insp ” 

'JA Jonos Construction Co 70/02/28 14pp 31 196 150 31 1S6 163 

"8508220066 Rev 1 to Special Process Procedure W-SP 8, “Backfill Test Fill " 

•JA Jones ConstrucKOn Co 76/06/09 6pp 31197 181-31 197 1C6. 


"8506220045 Rev 4 lo Special Process Procedure W-8P-6, "Bending & Straightening of 
Reinforcing Bars Parlfally Embedded in Concrete & Placing ol Bars in Ha/dened Con 

• JA Jones Constftrction Co 77/10/11 4pp 31197016 31197 019 

"8506220048 Issue F to Procedure OCIP-9, "Insp of Concrete Reinforcing Steel Me 
chanical Splices (Cadwelds) " 

KALAT,S Ebasco Services. Inc (subs of Enserch Corp). 76/09/03, lOpp 
31187 337-31187346. 

"8506220049 Rev 5 to Special Process Procedure W-SP 6, "Bonding 4 Straightening o( 
Reinforcing Bars Partially Embedded in Concrete & Placing of Bars in Hardened Con- 
crete *’ 

•JA Jones Conslruclion Co 79/05/23 4pp 31197.020-31197 023 

"8506220060 "Evaluation of Concrete Const Adequacy in Bass Mat Waterford Unit 3." 
PHILLEO.RE Affiliation Not Assigned 84/05/18 13pp 31 194- 142-31 194164 

"8506220051 Issue C lo QClp 2. "Soils Conlro) " 

HOWARD, F , TEMCHIN.M Ebasco Services. Inc (subs of Enserch Corp.). 76/06/29 
14pp 31167.082 31187.095 


8506220087 Rev 3 to Site Insp & Test Procedure W-SITp-12, "Backtill 4 Compaciton 
Insp " 

‘JA Jones Construction Co 76/04/19 7pp 31194 262-31104 268 


•6506220080 Issue E lo Procedure QCIP 4. "Control of Concrete Malls 4 Mixes " 
HOWARO.E.R Ebasco Services, Inc (subs of Enserch Corp) 76/01/14 lino 
31187 188-31 187.178 ' "PP 


•8506220089 Rev I to Special Process Procedure W-SP-9, “Testing Relnfordno Sicol 
Subiecled to Cold R abending " 

• J.A, Jones Construction Co 76/06/18 8pp 31 197-187 31 197 192 


-8506220090 Rev 4 to Site Insp & Test Procedure W-SITP-12, "Backfill 4 Compacilon 
Insp ' 

' JA Jonos Conslruction Co 76/06/25 7pp 31194 269 31194 275 


"8506220091 Addendum 1 to Rov 1 to Special Process Procedure WSP-ia 
"Ropair.lnsp.Documenlalion 4 Vertlicalion of Basemat Foundation Beneath Columns 
H10A & HI 1A Lying on Placement 19 " 

• J A Jones Conslruclion Co 76/10/07 11pp. 31107 193-31197 203 


-8506220053 Issue A to Procedure QC 4.0-4, "Concrete Preplacement Insp " 
GREQORY.JF Ebasco Services, Inc (subs ol Enserch Corp) 74/01/25 12pp. 
31187347-311S7 358 


■8606220002 Rev 5 lo Sito tnap 4 Test Procedure W-SITP-12, "Backfill 4 Coidpacbon 
Insp " 

• J A. Jonos Conslruclion Co 76/07/00. 7pp 31194 276 31 194 202 


"8506220055 Rev 0 lo Special Process Procedure W-SP-7. "Repair 4 Curing of Con 
Crete Repair for Placeraeni 499S02-10B " 

• J A Jones Consiructfon Co 76/05/12 11pp. 31197 024-31 197034 


•8506220083 Issue F lo Procedure QCIP-4, "Control ol Concrolo Molls 4 Mixes ” 

G RIGGS, W.C Ebasco Services, Inc. (subs, of Enserch Corp) 76/03/19 Ijoo 
31187 170-31187.189 


"8506220058 Issue D lo Procedure QCIP'2, "Soils Control " 

HOWARD.F Ebasco Services, Inc (subs, of Eriserch Corp.) 76/08/20 14pp 
31167096'3)187109. 

"8506220068 Responds to end City Council Resolullon Q4 193 adopted on 
840517 NRC recenlly asfabllshed coordinating leann to gather necessaiy info lo make 
remaining licansing decisions on fadlliy Press release dtd 840404 end. 

COLLINS.JT. Region 3, Office of Director. 64/05/31 GIARRUSSO.JI. Now Orleans, 
LA 5pp. 31 194.155-31 104-242. 


"6608220094 Rev 2 lo Special Process Procedure W-Sp.i3, "Ropalr.lnsp, Oocumorifa- 
tlon & VerllicalFon of Baaomat Foundation Beneath Columns HiOA & H11A Lvlnn on 
Placemaat 10.” " 

•JA Jones Construction Co 76/09/30 14pp 31197 204-31107:217 


-6606220098 Rov 6 to Sile Insp 4 Tost Procedure W-SITp.12, "Backfill 4 Compaction 
Insp," 

* J A Jones Coristruction Co. 76/08/03 7pp. 31 194-283 31 104 209 


"8506220059 Rev 1 to Speefat Process Procedure W-SP-7, "Repair 4 Curing ol Con 
Crete Repair tor Placement 499S02-10B " 

• J A Jones Construction Co. 76/05/31 1 |pp. 31 197.036-31 197:045 

-6506220061 Rev 2 to Special Process Procedure W-SP-7, "Repair 4 Curing of Con- 
crete Repair lor Pfacamont 499S02-10S ” 

•JA Jones Construction Cfo 76/07/28 24pp 31197,040 31197 069 

"8506220084 Issue F lo Procedure QClP-2, "Soils Conirol " 

KALAT.S. Ebasco Services, Inc (subs ol Enserch Corp). 76/10/16 16pp 
31167 110*31167 126 

"6506220085 Rev 3 to Special Process Procedure W-SP.7, "Repair 4 Curing of Con- 
crete Repair for Placomont 489802-100." 

• J A Jonos ConatrUGtIon Co 76/08/09. 24pp. 31197 070 3 1 1 07 093. 

-0608220068 Issue G to Procedure QCIP-2, "Soifs Conirol." 

DICKSON.B Ebasco Services, Inc. (subs ol Enserch Corp). 77/01/03 1 8oP 
3tl6Z1S6-3l 167.141. 

"8806220070 Rev 4 to Site Insp 4 Test Procedure W-SITP 8. "Waterstop Insp." 

J.A. Jonos Construction Co. 78/10/24 6pp. 31 194-243-31 194 346 

"8508220071 Rev 5 lo Special Process Procedure W-SP-7, "Rapalr 4 Curing el Con 
crate Rapalr lor Placement 499S02-t0B.’' 

•JA Jones Conslruclion Co 76/08/26. 26pp. 31 197:094-31 197-1 19. 


"6606220097 Addendum 3 to Rev 0 to Special Process Procedure WSP-ls 
"Repalr.lnsp & Documentation of Basemat Foundation Beneath Columns HIOA A 
HI 1A Lying on PJacomen1 19 " 

• J A. Jones Conslruction Co 76/10/25. 0pp. 31197 218 31197.226 

"8506220098 Issue C to Procedure QCIP-5, "Conirol of Concrete Mixing 4 Transport- 
fnfl. 

HOWARD.F B Ebasco Services, Inc, (subs, ol Enserch Corp). 76/02/27 lion 
31 ia?-190-31 167.200 ■ ipp 

*-6S062ao-09» flev 7 to Site Jnsp & Tost Procedure W-SITP-12, "Backfill & Compaciton 

-• J. A. Jonos Conslruclion Co 77/01/26 6pp 31 194:290-31 194:205 

"8506220101 Rev 0 lo Special Process Procedure W-SP-ie, "Ropalr.lnsp, Documonla- 
lion & VeriJicallor* of Placement 490S03-19,” 

• J.A. Jones Construction Co. 76/12/31. lOpp 31 197.237-31 107 236. 

"8506220102 Rev 6 10 SHo fnsp 4 Teal Procedure W-SlTP-12, “flackldl & Compaciton 
Insp 

• J.A. Jonas Construction Co 76/03/13. 6pp 31194.296 31104:301 

-61^6220103 Addendum 1 lo Rov 1 to Special Process Procedure W-SP. i a 
■Repair, Insp, Documontation & Vorillcalion el Placemenl 499S03-10 " 

'JA Jones Conslruction Co 77/03/18 4pp, 31197:237.31107 240 


“«6082200« Rev 6 to Site Insp 4 Test Procedure W-SITP.4, "Helntorctog Steel 
Handling, Storage.lnstalflne.Cadwelding & Mod Insp." 

JA. Jones Conslruclion Co 76/12/03. lOpp 31106-129.31196 138 


“ Procedure QCIP-6, "Conofole Preplacemonl Insp " 
ClffiSS’-aiK?! Enserch Corp) 7^11/29 I2pp 


■0506220074 Issue H to Procedure QCIP-2, "Soils Control." 

lo°- (subs ol Enserch Corp). 77/12/06. 14pp. 

3 1 iD 1 1 1 42-3 1 1 q7* i55. 


-eowoxxoiuo MOV 0 to sue insp » test Procedure W-SITP-4, "Hoi 
Handling.Storage.lnstelllngjCadweldlng A Mod Insp." 

• J.A. Jones Conslruction Co. 78/10/04 16pp. 3 11 96- 164.31 196 178 


« 4^11 


"6606220076 Rev 6 fo Special Process Procedure W SP.7, "Repair & Curing ol Con- 
crete Repair for Placement 499S02-10B " “ 

* J.A Jones Construcllon Co, 78/09/16. 27pp. 31197:120.31 197:148. 


—66M220108 Addendum 1 lo Rev 2 to Special Process Procedure W-SP 16 
RepaIr,lnsp,Documen1alior» & Verilicatlon o) ptacemenl 499803-10 '* ' 

• J A. Jones CtonstruoHon Co. 77/04/13. 4pp. 31197:241-31187:244 


® Procedure W-SITP-12, "Backfill 4 Compacliorf 

* J.A. Jones Construction Co 76/12/16, 7pp. 31 194,249 31 194:255, 

Procedure W.SITP-4, •‘flelnforclng Steel • 
(od Insp." 

1pp. 31196:139.31198:149. 


-0506220078 Rov 6 fo Site fnsp & Teat 
Handling, Slorage.lnstalling.Cadwelding 4 I 
J.A. Jones Construction Co. 76/12/22, 


"8506220109 Rev 10 to Site Insp 4 Teal Procedure W-SITP 4, "fletotorcioo Steel - 
Handlin0,StefaQe,ln9falllng.Cadw&ding 4 Mod Insp." 

• J A Jones Conslruction Co. 78/12/11, 15pp. 31 196-179-31 196:193 

"8MS22O110 Addendum 1 jo Rev 3 lo Special Process Procedure WSP-18 
Repair, Insp.Documentallon 4 Verification of Placemenl 409SO3 1 9." 

J.A Jonea Conslroolfon Co 77/04/13, 6pp, 31197:245-31197249. 
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~flS06220111 Rev 4 to Site Insp & Test Procedure W-SITP-14, "Welding Insp" 

*■ J A Jones Construction Co 60/02/20 14pp 31194 302-31194 315 

“8506220113 Rev 4 to Special Process Procedure W SP 16, "Re pair, Insp, Documsnia 
tion & Venlication o( Placement 499S03-19 " 

• J A Jones Construction Co 77/07/01 lOpp 31197 250 31197 259 

“6506220114 Issue 8 to Procedure QCIP-e, "Concrete Preplacement Insp’’ 
SATTERFIELD.C Ebasco Services, Inc (subs of Enserch Corp) 75/09/12 9pp 
31187 213-31187 221 

—8506220115 Rev 11 to Site Insp & Test Procedure W SITP-4, "Reinforcing Sleet - 
Handling,Storage, Installing, Cadwelding & Mod Insp ” 

*JA Jones Consiruction Co 79/01/09 17pp 31196194 31196 210 

“8506220117 Rev 0 to Special Process Procedure W-SP-17, "AddI Grouting of 490S02- 
108 '■ 

• JA Jones Construction Co 77/03/21 Opp 31 197 260 31 1B7 267 


-8506220142 Rev 4 to Site Insp & Test Procedure VV-SITP-7, "Insp of Concrete 
Placing, Curinq,Finlshir0 & Repair " 

• JA Jones Construction Co 77/01/13 lOpp 31196 252-31196 261 

“8506220143 Rev 4 to Nuclear Prolect Operating Procedure POP-N-301, "Const Engl 
nee ring " 

SCHWEIKERT,D H JA Jones Construollon Co 78705/17 22pp 31195 200 
31195 221 

-8506220144 Issue D to Procedure QCIP 7, "Insp o( Concrole Placement, Curing & Fin 
ishing " 

HOWARD,FR Ebasco Services, Inc (subs of Enserch Corp) 76/01/12 12pp 
31167252-31187263 

-6506220145 Rev 0 to Const Work Procedure W-WP-2, "Clam Shell Filter Blanket 
Placement " 

*JA Jones Construction Co 75/10/13 5pp 31194 324-31104 320 


“8506220118 Issue D to Procedure QCIP 0, "Concrete Preplacement Insp" 

HOWARD, F Ebasco Services, Inc (subs of Enserch Corp) 76/01/21 lOpp 
31187 222-31107 231 


—3508220119 Rev 3 to Site Insp & Test Procedure W SITP-5, "Embedded Hems - 
Handling, Storage & Installation Insp " 

*JA Jones Consiruction Co 76/10/19 6pp 31196 2i1-31105 216 

-650B220120 Rev 1 to Special Process Procedure W-SP-17, "Addl Grouting of 499S02 
lOB" 

• JA Jones Construction Co 77/04/19 11pp 31197 260 31197 276 

-8505220121 Rev 0 to Site tnsp & Test Procedure W-SITP-16, "Insp of Concrete Mud 
Slab P lacing, (iuring,FlnlBtilng & Repair" 

•JA Jones Construction Co 75/10/14 4pp 31194 316 31194 310 


“6506220122 Rov 2 to Special Process Procedure W-SP-17, "AddJ Grouting of 409S02- 


‘oa " „ „ 

•JA Jones Consiruction Co 77/04/22 12pp 3119/279 31197,290 


“8506220123 Rev 0 lo Site Insp & Tost Procedure W-SITP-7, "Insp of Concrete 
PlacIng.Cuting, Finishing & Repair " 

•JA Jones Construcllon Co 75/11/24 9pp 31196 217-31106 225. 

—8506220124 Issue F to Procedure QCIP-6, "Concrete Preplacemanl Insp " 

HOWARD, F Ebasco Services, Inc (subs of Enserch Corp) 76/11/05 lipp 
31153 232-31107 242 


-8506220125 Rev 1 lo Special Process Procedure W-SP-20, "Concrete Core Drilling " 
•JA Jones Construction Co. 76/06/28 Spp 31 197 291-31 1O7"205. 

-8506220127 Rev 1 lo Silo Insp & Tost Procedure W-SITP-16, "Insp of Concrete Mud 
Slab Placing, Curing, Finishing & Repair " 

•JA Jones Construction Co 75/10/20 4pp 31 194 '320 31 104 323. 


-8S06220128 Rev 0 to Site Insp & Test Procedure W-SITP-2, "Clam Shell Filter Blanket 
Insp " 

•JA Jones Construction Co 75/10/13 Spp 31197 206 31107-300. 


“8566220129 Rev 1 to Site Insp & Tost Procedure W-SITP-7, "Insp of Concreto 
Pfacing.Cuilng, Finishing & Repair " 

•JA Jones Construction Co. 75/12/05 0pp 31190 226 31106 234. 

“85 062 20130 Issue G lo Procedure QCIP-6, "Concrete Preplacomenl Insp." 

KALAT.SA Ebasco Services, Inc. (subs of Enserch Corp) 77/04/11 Opp 
311fl7-243-31107.261. 


“8506220131 Rev 1 lo Site Insp & Tost Procedure W-SITP-2, "Clam Shell Filter Blanket 
Insp.” 

• J> Jones Construcllon Co 75/10/15 Opp 31107 301-31197.305. 

—8506220132 Rev 2 to Site Insp & Test Procedure W-SITP-7, "Insp ol Concrole 
Placing, Curing, Finishing & Repair " 

• JA Jones Construcllon Co 76/05/07, Opp 31196 235 31106 242 

“6606220133 Rev 0 to Site Insp & Tost Procedure W-SITP-4. "Reinforcing Steel • 
Handling, Storage,lnslBlllng,Cadweldlng & Mod Insp" 

■ J A. Jones Construcllon Co 75/10/l3 lOpp 31197’306 31197 315 

—8505220134 Rev 1 to Site tnsp & Tost Procedure W-SITP-4, "Reinforcing Steel 
Handling,Slorago,ln9lalling,Cadwoldlng & Mod Insp " 

■ J A. Jones Consiruction Co 75/10/21 iopp. 31 197.316-31 197-325 

— 8506220136 Rev 2 to Site Insp & Test Procedure W SITP-4, "Reinforcing Steel - 
Handllng,Stora9o,ln8lalling,Cadwolding& Mod Insp." 

• J A. Jones Consiruction Co 7B/10/24 lOpp, 31 197,326-31197:335. 

—6606220136 Rev 3 to Site Insp & Tost Procedure W-SiTP-4, "Reinforcing Slaol • 


“8606220137 Rev 4 to Site Insp & Tost Procedure W-SlTP-4, "Reinforcing Sleel - 
Handling.Slorage.lnstallIng.Cv.dwelding & Mod Insp;" 

•JA Jones Construction Co 76/11/11 lipp 311 97-347-3 1197-357 

—8506220138 Rov 4 lo Nuclear Project Operating Procedure POP N-30O, "Conlrol ol 

wSoLER^E.M, J,A Jones Consiruction Co 79/01/19. 13pp. 31195:138-31195:150 

—8606220139 Rev 6 to Nuclear Project Operating Procedure POP-N-300, "Control of 

wSoLER^^Mk^JA^Jones Construction Co 60/03/19 17pp. 31195.151 31195,167 

-8506 2201 40 Rev 3 to Site Insp^^ & Test Procedure W-SITP-7, "Insp ol Concrete 

Co.'’76%9/20. 9pp. 31106,243 31196 251. 

— B506220141 Rev 0 lo Nuclear Project Operating Procedure POP-N-301, "Const Engl 


reerin- 
SCHW_ 
31105:199, 


^|-?wfelKERT,D.H. J.A, Jones Construcllon Co. 75/10/16. 21pp. 31195-168- 


-8506220146 Rev 5 to Nuclear Project Operating Procedure POP-N 301. "Const Engi- 
neering " 

SCHWEIKERT.DH JA Jones Construction Co 76/07/14 2lpp 31195222- 
31195 242 

“86 08220 148 Rev 5 to Silo Insp S Tost Procedure W SITP-7. "Insp of Concrete 
Placing, Curing, Finishing & Repair " 

* JA Jones Construcllon Co 77/02/04 lOpp 31198 262 31196 282 

“8666220149 Rov 0 to Nuclear Project Operating Procedure POP-N 605, "Introduction 
& Trainpng " 

WILSON, LR JA Jones Construction Co 75/10/15 Opp 31195243 31105 248 

“B5062201S1 Issue B lo Proceduro QCIP-7, "Insp of Concrete Placement, Curing & Fin 
I shin g " 

SATTERFIELD, C Ebasco Services, Inc (subs of Enserch Corp ) 76/89/12 16pp 
31107 264-31187 279. 


■8506220162 Rev 1 to Const Work Proceduro W-WP-2, "Clam Shell Filter Blanket 
Plncemonl " 

* JA Jones Construction Co 76/10/15 5pp 31194 329 31194 333 

■85062 20T63 Rev 1 to Nuclear Project Operaling Procedure POP-N- 702, "Personnel 
Training, Qualificalion & Certihcallon " 

WILSON.LR JA Jones Construcllon Co 76/01/15, 6pp 31105 249 31195 254 


—85062201 S4 Rov 0 lo Sdo Insp Proceduro W-SITP 6, "Watorslop Irrsp " 

*JA Jones Corrslrucllon Co, 75/10/13, 6pp 31196 283-31166 288 

-S5Q6229155 Rev 0 lo Nuclear Project Oporaling Proceduro POP-N 702, "Pereonnol 
Tra Ini ng.Quahll cation S Cortificalion " 

WILSON.LR JA Jones Consiruction Co 75/10/15 6pp 31195 255-31195 260 

-8606220157 Rev 3 lo Nuclear Project Operating Procedure POP-N-702, "Personnel 
Training, Oualillcallon & Codillcatlon " 

WILSON.LR JA Jones Construction Co 76/03/05 7pp 31195-261-31195267 

-8506220153 Rev 1 to Silo Insp & Test Procedure W-SITP-8, "Waleratop Insp” 

* JA Jones Construction Co 75/10/27 6pp 31196 209-31196 294 

-8506226159 Rev 3 to Nuclear Project Oparalpng Procoduro POP-N -702, "Personnel 
Tralnlng.QualillcalionfiCertllloallon" 

WILSON.LR JA Jones Conslrvclfon Co 76/10/05 7pp 31195 260-31195 281 

-8506220 1 50 Rev 0 lo Const Work Proceduro W-WP-4, "Handllng.Slorogo, fnatallatlon 
& Mod ol Rebar," 

* JA Jones Construction Co, 75/09/30 7pp 31194,334-31194 340 

—0506220161 Rav 2 to Site Insp & Test Procaduro W-SfTP-8, "Walerslop Insp" 

* JA Jones Construction Co 76/11/13 5pp. 31 196 295-31196,290. 


— 8SQ6220162 Rev 0 lo Nuclear Project Oporaling Procedure POP-N-713, "Use of Insp 
Cleanup Repls.” 

GREATHOIJSE.Q 
31195-288 


JA. Jones Consiruction Co, 75/12/03, 17pp. 31 195 202- 


-8506220164 Rov 2 lo Conal Work Procedure W-WP-4, "Handling, Storage. 
Insla Hina, Gad welding & Mod ol Reinlorcing Stool " 

' J A, Jones Construction Co 75/10/24 ffpp. 31 194 341-31 194:348. 

-8506220165 Rav 1 lo Nuclear Project Oporaling Procedure POP-N-713, "Use of Dis- 
crepancy Repls," 

EIFF.W JA Jones Consiruolion Co 76/03/24 Opp 31195.289-31195-297 

-8506220167 Rev 3 to Sile Insp & Test Procedure W SITP-8, "Walerslop Insp " 

• J, A, Jones Construcllon Co 78/02/02 5pp 31196 300 31196 304 

-B50622Q166 Rav 3 lo Nuclear Project Operating Procoduro POP N-713, "Use of Dis- 
crepancy Repls " Related Info encl. 

MCALUS7ER.T.N J A. Jones Construction Co, 76/02/03 6Bpp 31195-290- 
31198-112 


-6506220170 Rov 3 to Const Work Procedure W-WP-4, "Handllng.Storing, 

Installing, Cedwelding & Mod of Reinforcing Steel '* 

• J A Jones Consiruction Co. 75/1 1 /06 4pp, 31 194 349 3H 94,352 

-8506220171 Discusses availability of Info on shear that Is applicable to facility 
basemal No excuse found for departing radically from code provisfons.but advantage 
should be taken ol provisions In code allowing Increase In shear strength 
PHILLEO.R E Alflllallon Not Assigned 64/05/14. SHAO.L U Division of Engineering 
Technology. 16pp. 31196 113-31196.128. 

-6506220174 Rev 4 to Const Work Procedure W-WP-4. "Handling, Sloring, 

In stalling, Cad welding & Mod of Reinforcing Steel.”' 

* JA Jonas Construction Co, 76/11/14. Spp. 31104-353 31194:357, 

-6506220177 Rev 0 lo Const Work Procedure W-WP-7, "Concrole Placing, 
CurIng.Rnishfng A Repairs." 

•J.A. Jonas Consiruction Co. 76/11/21, 11pp. 31194:368-31195,006, 
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“B 506220 180 Rev 1 (o Const Work Procedure W-WP-7, "Concretg Placing, 
Cufing, Finishing S Repairs ” 

*JA Jones Conslfuclion Co 75/1 1 /26. lOpp 31 1B5 007-31 195 015 

-8506220182 Rev 2 to Const Work Procedure W-WP-7, "Concrete Placing, 

Curing Finishing S Repairs " 

*JA Jones Construction Co 75/12/18 11pp 31195017-31195027, 

-8506220191 Rev 3 to Const Work Procedure W WP 7, "Concreta Placing, 

Cufing, Finishing & Repairs " 

• JA Jones Construction Co 76/03/05 I2pp 31195 028-31195030 

-8606220193 Rev 4 to Const Work Procedoro W-WP-7, "Concrete Placing, 

Curing Finishing 4 Repairs ” 

•JA Jones Construction Co 76/04/30 12pp 31 1950*10-3119505t 

-8506220195 Rev 5 to Const Work Procedure W-WP-7, "Concrete Placing, 

Curing,Finishing & Repairs " 

' J,A Jones Construction Co 76/05/07 13pp 31195 052-31195 064 

“8506220198 Rev 6 1o Const Work Procedure W-WP-7, "Concrete Placing. 

Curing, Finishing S Repairs " 

• J A Jones Construction Co 76/05/24 14pp 01195 065-31 195 079 

-8508220204 Rev 1 to Const Work Procedure W WP-8, "Handling 8 Installation ol Wa- 
teistops " 

•JA Jones Construction Co 75/10/27 7pp 31195 099 31195 085 


-8506220206 Rev 2 to Const Work Procedure W WP-B, "Handling, Installation 4 Field 
Repair ol Waterstops " , _ 

* JA Jones Construction Co 77/05/03 7pp 31195 087-31105093. 


-8506220207 Rev 4 to Const Work Procedure W-WP-8, "Handling, Installation A Field 
Repair ol Waterstops " 

* JA Jones Construction Co 79/02/02 6pp. 31195094-31195099 


•8606220211 Rev 0 to Const Work Procedure W-WP-i2, "Backlilling 8 Compaction'’ 
* JA Jones Con slruclion Co 76/04/07 7'pp 31195.100-31195105 


-8506220212 Rev 1 1o Const Work Procedure W-WP-17, " Housekeeping " 

* JA Jones Construction Co 76/06/00 5pp 31195 106-31195110, 

-8506220217 Rev 0 to Nuclear ProfecI Operating Procedure POP-N300, "Conirol ol 
Engineenng Documents” 

PRINCE, A JA Jones Construction Co 76/19/15 13pp 31195111-31195123 

“8506220229 Rev 2 to Nuclear Project Operating Procedure POP N-300, "Control ol 
Engineering Documents " 

PRINCE, A JA Jones Construction Co. 76/12/20 14pp 31195,124-31195 137. 

8506120010 Summary of 550125 meeting w/Chem Nuclear on Edgemont.SD proposed 
low level waste disposal facility List of altendees end 

WIDMAYEfl.DA Low Level Waste 8 Uranium Recovery Projects Branch 94/01727 
HIGGINBOTHAM.L Low Level Waste A Uranium Recovery Projects Branch. 3pp 
30888 324-30B8B 326 


6606220172 FOIA request for licensing inlo submitted by both Texas Nuclear Instru- 
meniB Co 4 Ohmert Co 

EDMUNDS, CC, Malacon Systems Co , {formerly Swank Melacon Systems Co,} 85/ 
01/08 Division ot Rules ana Records Ip 31213 225-31213 225, 

8506220176 Response to FOIA request tor applications A related documents aubmilted 
by Texas Nuclear Insirumsnts Co A Ohmart Co for NRC license Nonpropnelary por- 
tions ol documonts listed in Apes A A B end 

FELTON.JM Division of Rules and Records 85/03/05 EDMUNDS.GC Melacon 
Systems Co., Cformerly Swank Matacen Systems Ca} 6pp 31 213 226 31 21 4:361 

-8008130358 Ack receipt of 790409 application for renewal of Mall/ Byproduct License 
SNM'1091 Mall submitted does not conlaFn enough Inlo (or review Recommends 
amend ol License 34 00639 01 to Include Pu 236 licensed under SNM 1091 
BROWN, JM Materials Licensing Branch. 11110 79/05/30. DIRLING.F.N. Ohmart 
Corp. Ip 31214'271-31214 271, 

-8606220163 Responds to request for add! Inlo re application for approval of prololype 
coke drum level gauge.Gauge utilizes backscatlor technique where both source A tie- 
teclor on outside of vessel, 

COOK,H.L. Dhmarl Corp 1362. 62/08/24. WRIGHT.E. Material Certification A Proce- 
dures Branch 4pp 31213 300-31213.307. 

-6506220186 Application for amend to License 34-00630'03G .authorizing use ol Sr-90 
or eombinallon of Sr-60 A Kr-BS in single source In same poogo designs covered by 
Amend 6 Shielding against higher energy beta A Bremsstremung changed. 

KELLY.Q.A. Ohmart Corp 12207. 76/03/29. SHUPE.M Walenals Licensing Branch, 


-8506220197 Forwards application for amend to License 34-00639 02 to cover ASR 3 
A LASR-3 senes ol gauges 

COOK,H L Ohmart Corp 61/06/06 MILLER.WO Atomic Energy Commrssion Ip 
31213242-31213242 

—8506220200 Amend 30 10 License 34-00639 01 for Ohmart Corp.amending Conditrons 
10 A 17 re leak test Intervals 

HICKEY,JW Materials Licensing Branch 83/03/31 6pp 31213 349-31214 003 

-8506220203 Application lor license.aulhonzing beta gauge Models LBG-1, RBG 
2.LBG 3.BG-1,0G2ABG3 

ROWE.S Ohmart Corp 62/04/09 MASON.J R Atomic Energy Commission. 4pQ 
31213 243-31213 246 

-G 506220205 Provides list ol drawings to be withheld from public insp 
ROWE.S Ohmart Corp 62/12/10 MILLER, WO Atomic Energy Commission 2pa 
31213 247-31213 248 

-6506220209 Revised application for license.aulhonzing distribution ot BGO A BGOM 
0-lrame senes gauges Revised drawings.correclmg doficlencles noted in AEC 620719 
Itr end 

ROWE.S Ohmart Corp 3948 62/08/27 MILLER, WO Atomic Energy Commission 
4pp 31213 240-31213 252 

-8506220214 Appltcalion for amend to License 34 00639 01, adding FN DirlJng as con 
lad person, increasing possession limit of 01-252 to 13 5 mCi A adding use of 25 g 
Pu 236 

DIRLING,FN Ohmart Corp 03005 80/05/16 GWINN.PR Division of Fuel Cycio A 
Material Safety 2pp 31214 272-31214'273 

-8506220216 Application (or renewal of License 34-00639 02,permi1ling use of soverat 
manufaclurer sealed sources A permitting leak testing of devices at 3-yr Intervals 
COOK,Hl. Ohmart Corp 66646 65/03/12 MILLEr.WO Atomic Energy Commis 
slon 7pp 31213253-31213 259 

-650S220219 Application for renewal of license, authorizing use of 600 mCp Kr 85.380 
mCi Sr 90,1.000 mCi Sr.90A 1,000 mCl Kr 85 
COOK.HL Ohmart Corp 66/03/28 2pp 31213 260 31213 261 

-8506220223 Submits supplementary Into to 760329 submittal in response to M Shupo 
76042 1 Hr Normal concliffons of handling, storage A use preclude dose In excess of 
10% of lirnils specified m 10CFR20 101 (a). 

KELLY.QA Ohmart Core 1884 76/07/07 BELL.J Radioisotopes Licensing Branch 
(Pre 7905011 lOpp 31214 004-31214:013 

-8606229224 Forwards spec sheets for Ohmart Models PR A B GOG he I a gauges cev 
odng Tenewal A rev of license 

COOK.HL Ohmart Corp 66/03/28 Atomic Energy Commission 6pp 31213 262- 

31213 267 

-8606220225 Corrected Amend 23 to License 34-00639 01 for Ohmart Corp, amending 
license In entirety, 

OUINN.PR Materials Licensing Branch 00/02/11. 3pp 31214 200-31214 211, 

-8506220226 Clarities 750723 application lor amend to License 34 00639- 
03 G Continued use of option for using source holders previously approved In Models 
BG-9G a BGDM 0G desired 

KELLY.GA Ohmart Corp, 3949 75/09/30 SHUPE.M. Radioisotopes LIconsing 
Branch (Pre 790501). Spp. 31214 014-31214.010. 

-8506220229 Application for amend to license, revising model numbers, gauge configu- 
ration A radiation field intensity specs Old gauges should not bp doletod from license 
COOK,HL Ohmart Corp 91310 66/11/10 MILLER.WO, Atomic Energy Commls 
slon 0pp 31213,260-31213275 

-8609220230 Appllcallon for amend to License 34 00630 03G, authorizing use ot Kr 85 
sourcfi capsulb In Ohmart Model 8AL source holder. Drawing A-3605d not end 
COOK.N.L. Ohmart Corp 03678, 80/05/05. Materials LIconsing Branch Ip 
31214-21 2-31214‘223 

-8506220283 Application for amend to License 34-00630 03Q,authorizIng disliibutlon of 
QetaART Series 6000 lab beta gauge profiler Fee paid. 

COOK.H.L. Ohmart Corp 04016 00/07/22 Materials Licensing Branch 6pp 

31214 224 31214-228, 

“8609220234 Application lor amend to llcenao, modifying conliguratlon of Ohmart Model 
BW belt weighing scale used on coal feeder mfg by G&W. 

COOK.HL. Ohmart Corp 08856, 67/04/20 MILLER.WO. Atomic Energy Commfs- 
slon, 2pp 31213-276 31213 277. 

-6609220238 Requests approval of alternallvo design for mounting brackets used in 
Models EO'2 through Eb-14 density gauges. Sup^omenlal drawings showing coast 
changes necessary to establish allernallve design end W/o end 
KELLY.G A, Ohmart Corp 88071 77/00/16 ST MARY.F. Radioisotopes Ucensma 
Branch (Pre 700501) 2pp. 31214.010-31214.020. 

-860S220236 Appllcalion for amend to license, authorizing use up to 2000 mCl Kr-8S in 
new source holder design. 

KELLY.Q.A. Ohmart Corp 69/03/10, MALARO.J.C Atomic Energy Commission Spp 
31213 278-31213.280. 


-8509220239 Application (or renewal ol License 34-00639 03Q.Foo paid 
LIVINGSTON, A. J Ohmart Corp 70/04/13 Radioisotopes Licensing Branch (Pro 
790501) 2pp. 3121 4’021. 31 21 4 022, 

—8506220241 Forwards application for renewal of License 34-00639 01 A revised 
"Ohmart Radiation Safety Manual," W/o manual 

KELLEY, Q.A. Ohmart Corp, 87632 77/05/26. Radioisotopes Licensing Branch (Pre 
700501), fp, 3l214;023-3fai4.023. 

-8506220243 Application for amend to License 34 00639-03Q, adding new line of dansi 
ty gauges A approving 3-yr ^pe test Interval, 

K^LV,Q a. Ohmart Corp. 1047. 72/0S/24, BELL.J M. Atomic Energy Commission 
Spp. 31213-201-31213 205. 

-8506220244 Application tor renewal of License 34-00639-01. 

KELLY, G, A. Ohmart Corp 87632 77/05/26. 63pp. 31214'024-31214;0B8 
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—9593220245 Forwards Drawings A-35950 & A-360S8 re 3M Co sources for which ap- 
proval requested Two American Atomics Kr-85 sources should bo tfelaled from 
600722 request (or approval 

COOK.HL Ohmarl Corp 80-71 00/10/03 AU.M Materials Licensing Branch 8pp 
31214 220-31214 236 

-.8506220246 Requests prompt approval of 720524 application (or amend to general 
license, authorizing use of new line ol gauges 

KELLY, G A Ohmart Corp 72/07/12 MALARO,J Atomic Energy Commission 6pp 
31213 2B6 31213 291 

-B506220250 Application for amends to Licenses 34-00639 03G & 34 00639 01, author- 
izing approval of Model SH-100 source housing (or use w/levol & density gauges & 
belt scafes Fee paid 

COQK,HL. Ohmarl Corp 05467 00/10/03 Materials Licensing Branch 22pp 
31214 237-31214 263 

-3500220262 Responds to 720808 request (or addi Info re 720524 & 0712 applications 
(or amend to I icense.re questing approval of gauge design 

KELLV.G A Ohmart Corp 72/08/11 GIANNELLI.JM Atomic Energy Commission, Di- 
rectorate of Licensing 3pp 31213 292-31213 294 

-8506220254 Notilies of termination ol F Dirllng HL Cook designated as radiation safety 
oHicer & chairman of isotopes committee 

COOK,H L Ohmart Corp 81/05/10 Materials Licensing Branch Ip 31214 264- 
312U'264 

-6506220255 Notifies of proposal to reduce frequency of whole body counts from once 
per yr to every 2 yrs No significant readings made except as result of spill, 
LIVINGSTON.AJ Ohmart Corp 1066 78/05/09 Radioisotopes Licensing Branch 
(Pro 790501) Ip 31214-O07-31214 087. 

-3506220268 Forwards list of devices distributed to specific licenses. Including obsolete 
& currently mfg devices 

C00k,H L Ohmart Corp 81/05/29 GUINN, P. Materials Licensing Branch 6pp 
31214 265-31214 270 

-8506220259 Submits info re renewal of License 34-00839-01 Use ol wrfsl badges 
should be deleted from program noted In Item 14 

LIVINGST0N,A J. Ohmarl Corp 1546 70/04/10 Radioisotopes Licensing Branch 
(Pro 790501). ip 31214 088-31214 088 

-B 506220260 Application for amend to License 34 00639 03Q, adding 5,000 mCi Cs-IS? 
in gauge Model CL-30 

KeLLy.G a Ohmart Corp 31266 72/10/13 MALARO,J Atomic Energy Commission, 
Directorate of Licensing Ip 31213 205-31213 205 

-8508220262 Corrected Amend 27 to License 34-00639 01, amending license In antire- 

t^UINN.P.R Malerlals Licensing Branch 82/04/30 10pp 31214 274-31214 283 

-8506220263 Requests approval ol modified version ol SR-1 & 2 source holders tor 
usQ w/denslly gauge Approval requested to distribute density gauge lo general tic e ns 
oes as wall as specillc licensees W/o stated drawings 

COOK.HL Ohmart Corp 04562. 70/05/11 Materials Licensing Branch. 23pp 
31214 090-31214.111. 

-8506220265 Application for amend of Licenao 34 00639 03G, authorizing mounting ol 
Ohmarl gauges by any person under listed stipulations 

KELLY.G A Ohmart Corp 32776. 72/12/11 BELL.J M, Atomic Energy Commission, 
Directorate ol Licensing. 4pp. 31213‘296-31213 2Q9 

—9506220266 Provides addi info per request Monthly chocks of each survey meler will 
be made & recorded. Personnel will wear ring badgss.body badges & dosimeters 
LIVINGSTON,A,J Ohmart Corp 87032 76/06/28 COMBS.F Radioisotopes Lfcens- 
ing Branch (Pre 790601), 6pp 31214-112-31214.116 

-8506220267 Application to amend License 34 .0063 9-01, authorizing distribution of field 
radiation survey coke drum level Gouge L-132 Fee paid, 

COOK.HL ohmarl Corp. 11736. 82/06/16. Materials Licensing Branch. 3pp 
31214-204-31214.286. 

-8606220268 Provides Info lo ensure all correspondence re changes, mads & clarilfca- 
tlons have been received by proper ofc, 

* Ohmarl Corp. 87632 78/07/06. COMBS.F, Radioisotopes Licensing Branch (Pro 
790501). IBpp 31214-117.31214 134. 

-8506220269 Amend 26 to License 34-00639 01 lor Ohmart Corp.re vising Items 6-9 re 
licensed mat! 

HICKEY. J W. Materials Licensing Branch 82/06/18 2pp 31214*287-31214 286 

-8506220270 Application (or amend to License 34 00639 03 6, authorizing use of source 
holder Model 6AL In beta gauges Fee paid. 

COOK.H.L, Ohmarl Corp. 38021. 78/07/25 Materials Licensing Blanch. 68pp, 
31214.135 31214.193. 

"8506220272 Application for amends to Licenses 34 00639 03G & 3 4-00 63 9- 01, author- 
izing disiributlon of Model SHDP-150/ SHSP-150 w/max activity of 160 mCi Cs-IS? to 
general llcensees.Fee paid, 

COOK,HL, Ohmarl corp 1217. 82/07/28 Materials Licensing Branch 16pp 
31214 269-31214.304 

-6 606 220273 Application lor amend to License 34 -0063 9-03 G, authorizing distribution ol 
Model SHOP & Model SHSP. , „ 

COOK.H.L Ohmarl Corp. 97686 78/12/06. Materials Liconsbg Branch 16pp 
31g14.194.31214;208. 

-6506220275 Informs ol const ol Model CL-30 gauge using 3,000 mCi Ca-137 Distribu- 
tion of gauges begun In anticipation of approval of 721013 application for amend to 
License 34-06630-03 Q. 

KELLY.G.A. Ohmart Corp. 73/02/02 MALABO, J Atomic Energy Commission, Dfrac- 
iorale ol Licensing 2pp. 31214,305-31214 306. 

-8S06220277 Responds to 730226 Hr re proposed amends lo License 34-00639 
03G, Devices not distributed to licensees (or mounting on vessels that would permit 
entry by individual , _ _ , 

KELLY.G A. Ohmarl Corp 1166. 73/03/23. QIANNELLI.J. Atomic Energy Commis- 
sion, Directorate of Licensing. 5pp. 31214.307-31214:311, 


"8506220260 Application for emend to License 34 0D639-03G,aulhonzing use of 1,200 
mCi Kr-85 m source holder Devices aQOU-9G, BGCD 9G & BQTL-9G 
KELLY.G A Ohmarl Corp. 57723 75/07/23 SHUPE.M Division of Fuel Cycle & Ma 
tenal Safety 21pp. 312t4 312-31214 332 

-8606220281 Application for amend lo License 34-00639 DSQ.authonzing distribution of 
modified version of SR-1 & SR-2 source holders for use w/donsity gauge Fee paid 
COOK.HL. Ohmarl Coip 97730 78/12/13 Materials Licensing Branch 29pp 
31214 333-31214 361 

-8596240708 Advises that AJ Livingston new radiation safety officer 
LIVINGSTON, A J Ohmarl Corp 0282 78/01/16 NRG - No Detailed Affilialion Given 
ip 31214089 31214089 

8506220228 POIA request lor licensing applications submitted by Isomedix & Precision 
Malls Corp of New Jersey re radiation processing recently under license m State of 
NJ 

WELT.MA Radiation Technofogy, 85/02/13 Ollice of the General Counsel Ip 
31058044-31058 044 

8506220232 Responds lo FOIA request lor iiconse applications submitted by Isomedix 
a Precision Mats Corp of New Jersey, Forwards Documents 6,9 & 10 listed in App 
A Other documents responsive lo request available In PDR 

FELTON. J M Division ol Rules and Records. 85/03/26 WELT.M A Radiation Tech 
nology 2pp 31058 045 31058 061 

8506220237 FOIA request for info on lisled NRC Com miss loners.lncludlng date form 
bogan.dato term expires & number ol public a closed meetings each attended since 
1901 

CANADLJ Concerned Mothers & Women on TMI 85/03/01 FELTON, J M Division of 
Rules and Records Ip 31058 030 31058.030. 

6506220240 Partial response to 850301 FOIA request for info re NRC Chairman & 
Com miss loners. In eluding date term began, data term expires a number of meetings 
each attended since 1931. Forwards App A documents Search (or addi records con 
tinuing. 

FELTON, J M Division of Rules and Records 85/03/14. CANAOl.J Concerned Moth 
ers a Women on TMI 2pp 31058 031-31058 043. 

—8506220248 Advises ol term expiration date .political aflillation a salary of NRC Chair- 
man NJ Paltadlno & Commissioners LW Zech, F Bornlbal,TM Roberts & JK 
Asselsllne Related biographical info re past a present Commissioners end. 

INGRAM ,F. Ollice of Public Affairs 84/07/09 NRC - No Detailed Affiliatlorr Given 
11pp 3105 8 033-31050 0 4 3 

8506220249 FOIA request for all records re meetings w/Mydrogen Control Owners 
Grow on 350123 or during wk of 859121 

HIATT.S Ohio Citizens for Responsible Energy 85/01/24 FELTON, J M. Division of 
Rules and Records Ip 31058.062-31056 062 

8586220253 Further response to FOIA request for all records re meetings w/Hydrogen 
Control Owners Group on 850123 or during wk of 650121 Forwards documents listed 
on app. 

FELTON, JM Division of Rules and Records. 85/03/12 HIATT.S. Ohio Citizens (or 
Responsible Energy 2pp, 31058 063-31058.064 

—6506220257 "Task 1 - Establish Most Probable Hydrogen Generation Event." 

’ NRC - No Dalai led Aflillation Given. 85/03/12 Opp 3 1050. 065-3 1058'2g6 

8506240092 FOIA request that throe categories of documents re NRC trip lo Japan & 
Japanese plant main! activities be placecTln PDR. 

AtOTTEiB. NUS Corp CD-LIS 85 066 05/01/23. Division ol Rules and Records. Ip 
31205*027-31205 027 

6506240109 Response to FOIA request that three categories of documents be placed In 
PDR Forwards App A documents Documents also available In PDR.Portions of docu- 
ments withhold (ref FOIA Exemption 4}.NUHEQ/CR 3883 Incornplelo 
FELTON ,J M. Division ol Rules and Records. 85/04/01. AYOTTE.B, NUS Corp. 3pp 
31205.028-31205 030. 

-8406270037 Trip repl of 831128 & 1209 visits to Japan re Japanese approach to nu- 
clear power plant malnl & reasons lor excellent operating experience Roprlatary trip 
repl (Enel 4) withheld 

RUSSELL, W.T, Division ol Human Factors Safely. 84/06/12. DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 11pp. 31205*031 -312051041. 

-8503240121 "Second Meeting on Nuclear Regulatory Matters Between US & Japan," 
Japanese presenlatlon (first day). 

* Japan, Govt. of. 84/10/31. 72pp 31205.042-31205.1 13, 

-8506240124 "Second Meeting on Nuclear Regulatory Matters Between US 4 Japan," 
Japanese presentation (second day). 

* Japan, Govt of 64/11/01. 125pp 31205 114-31205:238. 

-8506240129 "Second Meeting on Nuolear Regulatory Mailers Between US & Japt 
Japanese Present alio n (third day), 

•Japan, Govt of. 84/11/02 37pp 31205*239.31205 276 

8506240151 FOIA request for most currant safeguards summary event list (SSELLm 
re which events lo include in SSEL.malls other than SSEL w/compllationa ol a. 
guards Incidents & analyses o( events & trends in current or past SSELs 
MUR PHY, S. A California, Unhr, o(, Santa Cruz, CA 65/03/(31 Division ol Roles 
Records 2pp 31205.276-31205.277. 

8506 2401 S9 Responds to FOIA request (or most current safeguards summary event 
(SSEL),Forward8 app documents Documents 7-10 available from GPO, 

FELTON.JM Division of Rules and Records. 85/04/01. MURFHY,SA. Califor 
Univ. of, Santa Cruz, CA, 2pp 31205:278 31206:093. 

-8506240177 Responds to FOIA request for listing ol threats & acts of violence 1 
censed nuclear tacililles &/or nuclear malls from Jan 1976 to present Because o 
miliar FOIA request, info end covers 760805 to present.Relaledi Into end, 
VOLGENAU,E. Ollice of Inspeclbn & EnlorcamenI, Office of the Director 77/03. 
ROSENTHAL, B. Critical Mass Energy Projeel, lipp 31205:280-31205.290, 
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-B5Q6240184 FOIA request lor listing □! threats or acts of violence to licensed nuclear 
facilities &/or nuclear matls from Jan 1976 to present. 

ROSENTHAL, B Critical Mass Energy Project 77/03703 NRC - No Detailed Affiliation 
Given 2pp 31205 291 31205292 

-8506240224 Forwards policy paper re definition of sabotage & calegoriJation of safe* 
guards events Present definition of “radiotogcal sabotage' maintained. "Nonradiologi- 
cal sabotago" categorized as safeguards event 

BURNETT.R F Division ot Safeguards* 84/02/26 MAUSSHARDT.D B Office of Nu- 
clear Material Safety & Safeguards, Director 44pp 31205 293-31206093 

8506240196 FOIA request lor license application for Mallinckrodt Radiopharmacies in 
Philadelphia, PA.Pittsburgh.PA, St Louis,MO & Cleveland, OH 
DEMEIS,F Syncor International 65/02/22 FELTON.J Division of Rules and Records 
ip 31206 294-31206 294 

“8506240222 Application lor license.authonang RA Nickel S RS Kubic as users of A 
RA Nickel A OW Soldan as radiation safety olricors tor licensed mall 
COue.CN Mallinckrodt, Inc 83/12/05 162pp 3 1 207 166 31207327 

8506240206 Responds to FOIA request tor license application for Mallinckrodt Radio 
pharmacies in Philadelphia.PA, Pittsburgh-, PA.St Louis, MO A Cleveland, OH.Documenls 
available in PDR Documenis 24 A 25 partially withheld (ref FOIA Exemption 6} 
FELTON,JM Division of Rules and Records 65/0372B OEMEIS.F S/ncor Inlerna 
tional 3pp 31206 295*31200 236 

“8506240214 "Radiation Protection Program " 

* Mslllnckrodt, Inc 85/03/29 66pp 31206 350-31207:164 

-6506240217 Forwards application (or license, authorizing nuclear medicine 
SVC, including shipment of radlopharms, limited pickup of radwaste.radration safety pro* 

g ram A technical assistance Fee paid 

;OLE.CN Mallinckrodt, Inc 16485 83712/05 VACCA.P Olfice of Nuclear Material 
Safety A Safeguatds.DIroclor 1p 31207165*31207.165 

"8506240232 Requests addi Info in order to continue review ol B31205 applicalion for 
license Clarification of name A address to be used requested Spec ol frequency w/ 
which exhaust rate of glove box to bo checked also requested 
VACCA.P C Division of Fuel Cycle A Material Safety 16485 94/03/06 COLE.CN. 
Mallinckrodt, Inc 6pp 31207328*31207 333 


6506240325 Response to appeal re denial of FOIA request for documents m selected 
NRC contracts lor court reporter svcs Info completely withheld (ref FOIA Exompboni 
4 A 5) 

DIRCKS.WJ Office of the Executive Director lor Operations 85/03/07 RILEY A 
Tayloe Associates 1 p 3 1 1 57 339*3 1 1 57 339 / , uc r ,a 


9506240350 Further response to FOIA request for eight categories of documenis re nu 
clear spent fuel transportation Fonvards Apps E A F A portions ol Ape R 
documents Portions ol App G documents withheld (ret FOIA Exemption 5) 
FELTON,JM Division of Roles and Records 85/03/01 MILLAR.F Environmeniai 
Policy Institute 6pp 31206 094-31206 152 

-8506240358 Forwards draft followup memo for transmittal to Cunningham re lotleial A 
NRC regulatory requirements for high level waste transportation Questions lor weoa 
ration for meeting w/slates end ^ 

OUNTING.JO Policy A Program Control Branch (Post 8310011 64/10/05 

SROWNING,R E Division ol Waslo Management Ip 31206 102*31206 102. 

-3509240369 Discusses legal questions re federal A NRC regulatory requiromonls con 
corning high fevel waste transportation Mealing requested at earllosl conventenco in 
review questions Questions tor slates A tribes end 

BROWNING.R E Division ol Waslo Management 84/10/10 CUNNINGHAM R E Oiw. 
Sion ol Fuel Cycle A Material Safety 1 1pp 31206 103-31206 113 


-8506240976 Forwards transportation program area progress ropi through 840815Two 
tasks 10 Iransporlalion Integration project added to plan Portion ol Info on tasks oai 
lialty withheld 

CUNNINGKAM.R E Division ol Fuel Cycle A Material Safely 04/08/22 DAVIS JG 
Office ot Nuclear Material Safety A Safeguards, Director 8pp 31206114*31206 'l2l 

“8508240382 Forwards transportation area program as discussed during wk ol 
830926 Plan organized around mam issues Policy control conlralizodSinolo conlati 
point provided W/o end Portion withheld " 

CUNNINGHAM.R E Division ol Fuel Cycle A Material Safety 83/10/12 DAVIS JQ 
Offico of Nuclear Material Safety A Safeguords.Director Ip 31206 122 31206 122 


K'"' commiiftiom I'lati 

organized around main Issues W/o end 

CUNNINGHAM.R E Division of Fuel Cycle A Material Safety B3/12/?fi 
BURNETT.R F. Division of Safeguards BROWNINQ.RE Division of Waste Maraoo 
ment Ip 31206.123*31206 123 Manage 


-8506240239 Responds to 840306 request for addI Info In order to continue review ol 
831205 application for license Name A address to be used clardiod Ooiailed Info on 
RA Nickel training w/conlirmalion of hours received end 

COLE.CN Mallinckrodt. Inc 16485.84/03/19 VACCA.P Malenals Licensing Branch 
18pp 31207 334-31207 351 

-8506240248 Requests Inclusion of end pharmacy permit for Pittsburgh facility in 
831205 application lor license Info completes requests of 840306 Hr A will allow for 
timely issuance of license 

COLE.CN. Mallinckrodt, Inc 16485 84/04/10 VACCA,P. Matorials Licensing Branch 
2pp. 31207 352*31208,236 

8506240252 FOIA request for nine specific documenis .Including BC Slifer Feb 1679 
NEDM-11013 92, "Preliminaiy Investigation of MIC111 Conlalnmonl Hydrogen Capa* 
bih^"_ A GJ Scantena Nov 1971 NEDM-1 1013*79 "Melal Wafer Reaction Following 

BRIERLY.BF Taft. Stellinlus A Hollister. 85/03706. Office ol Administration 2pp 
31157.340 31157.341 

BS0624025S Responds to FOIA request for nine specific documents. Including 8C Slifer 
Feb 1979 NEDM-l 1013*92. "Pfalimlnaiy Invealfgation of MIC111 Containment Hydro 
gen Capability." Search ot fitss revoaled documenis never submitted to NRC. 
f ELTON, J M. Division of flutes and Records. 85/03/29 BfllERL'i',& F. Tall. Slotlinlus 
A Hollister Ip 31157 342*31157.342 

8506240263 FOIA request lor info ro D Elsenhul 840402 Itr to JM Cain. Atl 
correspond8nce.momos A/or work papers wrilton prior lo 840402 ttr.on Hr day A /or 
subsequent lo Itr day extending to present day requested. 

GROESCH.GL Citizens for Safe Energy 84704/17. Office ol Iho General Counsel 
Ip 31 167-361 31157.381. 


“8606240391 Requests aid A participation In ad hoc planning gf°“P development ol 
IransportSlion program area conceptual plan Topics lor 830106.0203 0407 A nww 
meetings presented W/o slated encl . » uwd 

CUNNINGHAM.R E Division ol Fool Cycle A Material Safely 82/11/17 

MINOGUE.RB Offico ol Nuclear Rogulalory Research, Director. DEYOUNG, RC Oi 
rector's Olllco, Office of Inspeclion and Enforcement KERR.G W Office ol Slato Pro 
grams, Director. 2pp. 31206-124*31206 125 

“8506240399 Discusses div activities ro transportation program as Indicated in end 
draft Commission paper J Bridge hired to coordinate program Modal study wall known 
by appropriate staff W/o stated encl. 

CUNNINGHAM.R £. Division of Fuel Cycle A Material Safely 82/07/ ts 

MAUSSHARDT.D.B. Office of Nuclear Material Safoty A Safaguards.Oirector 4db 
31206-126 31206 152 


8506240415 FOIA request (or all documentation requested A produced by Ole ol Inves- 
tigation fn review of OA at facility 

CUNNINGHAM.L G. Times Picayune. La Place. LA 84/04/17 FELTON J Dwlsfonol 
Rules and Records Ip 31205 025-31205 025 

8606240427 Responds lo FOIA request lor all documenlatlon roqoeslod A produced by 
Ofc of Jnvostinalion In review of QA al facility Forwards responses to other FOIA to 
quests re SSER 7 (NUREQ-0787) Records available In PDR.W/o end 
FELTON.J.M. Division of Roles and Records 85/04/04 CUNNINGHAM L Timas Pic- 
ayune, La Place. LA Ip 31205-026-31205 026. 

8506240438 FOIA request for Ends 1 A 2 to SA Varga 820518 Hr to LO DolGcorgo ta 
facility probabilfsllo saloty study 

PEORC>,J. NUS Coip CD-LIS 85*024, 85/01/14. Division ol Rules and Records Ip 
31206.1 53-31206;l63 


6506240269 Responds lo FOIA request (or info re D Else shut 840402 Hr lo JM 
Caln.lnlo comptelely withheld because of ongoing O/c of Invosffaalion 
investigations Related Info released under separate FOIA requests available Fn POR 
FELTUN.J M. Division of Rules and Records. 85704701. GROESCH,Q,t. Citizens for 
Safe Energy ip. 31 157-362*31 157 362. 


8606240460 Responds to FOIA request lor Ends 1 A 2 lo SA Varga 820518 Hr to 10 
OelGeorgo ro facility probabilistic safeW study 

FELTON,JM Division of Rules and Rocortis. 05/03/04. PEDRO. J NUS Coro 2oo 
31206:164 31206-293. 


8506240276 FOIA request (or info re SAW existing facility In Apollo, PA A any applica- 
tions made for license 

FARLEY.S Reich A Tang. Inc. 85/02/25 Office of Admlnislrallon Ip. 31167*331- 

i QO-I ^ 


-8506240470 Foiwards summary of ACHS review quesllons A commenls on faolitv 
probabillslic safety study as result ol 820326 A 26 mootings. Listed repis encl 
QflIESMEYEfl.J M. ACRS • Advisoiy Commiltoo on Reactor Safeguards. 82704/13 
THAMDANI.A NBC * No Detailed Aflllialion Given. 18pp 31206*166^1206*254 


6S06240265 Responds to FOIA request lor info re BAW facility In Aj>ollo,PA & any appfl- 
caffons made for license Computer printouts for Dockets 70 13S A 70*364 listing atl 
records maintained In PDR encl W/o end. 

FELTON.J.M Division oi Rules and Records. 85/04/01. FARLEY.S Reich A Tang, 
Inc. 2pp 3 1 1 57-332*31 f 67-333. 


“8606240493 Responds lo JM Griosmoyor 820310 Hr re review ol probabillslic ealoly 
sludy. Review summaiy Including commonis ol subalanco as well as editorial com 
menta end 

IIPINSKI.W.C Argonno National Laboratory. 62/03/24. OKRENT.D ACRS • Advisoiv 
Committee on Reactor Safeguards. 4pp 31206 256-31206:268 


8508240293 FOIA request for Repts WASH*1620.WASH*740,1964 update of WASH- 
1250 A US-AEC IDO 19-302 plus all records re 810103 accFdenI al SL-f reactor in 
Idaho A 1982 Incident at facility involving tube (eakfng, 

MARKUS.A.C. Affiliation Not Assigned 85/03/15. NRC - No Detailed Affiliation Qlvan 
2pp. 31157:334-31157:336, 

8506240306 Responds to FOIA request lor documenis re 610103 accident al SL*1 re* 
actor in Idaho, 1982 event at facllHy.WASH-1620, WASH-740 A WASH-1250 A US 
AEC-ID0 19 302 repf.Documents available In POR A US-AEC-IDO-19 302 evaliebie at 
ORNL 

FELTON,J.M, Division of Rules and Records, 86/04/01, MAnKUS.A.C AKiifation Not 
Assigned 2pp. 31157.336*31167:337. 


“8506240501 "Review of Zion Probabilistic Saloty Study." 

LIPfNSKI.W.C Argonne National Laboratory. 82/03/24 8pp 31206 269*31206 293 




uouozauaoe rutA request tor iisi oi vaiioatod computer programs used In leak 
culationa A all records re Volumetries software 
REYTBLATT,2,V, Warren Wilson College, Swannanoa, NC 85/03/07 FELTON J Di* 
vision ol Rules and Records 2pp. 31 157.343-31167:344. 


6506240581 Responds to FOIA request for list of validated computer programs used (or 
teak rate calcufations A records re Volumetries software for leak rate testing Region III 
programs Usted In app No records re Volumetries softwaro. 

FELTON, J.M. Division of Rules and Records, 86/04/04 REyT0LATT.Z.V, Warren 
Wilson College, Swannanoa, NG. 2pp. 31167:346*31167.346 


8606240319 Appeals denial of FOIA request for documents re selected NRC conlracts 
for court reporter svcs 

RILEY.A Tayloe Associates, 85/03/07. DIRCK8.W.J Office of the Exaculivs CXreotof 
for Operations, Ip. 31 167;338*31 157:338. 


8606240568 FO'A r«9ue?l for W Stratton A R Seata ol ANS Special Commllleo on 
Source Terms 850327 Itr lo Commissioners. 

®®P- 66/04/06. Office o( Administralkxi 

Id. 31 157-347-31 167*347. 
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8506240570 f^osponds to FOIA requost for W Stratton & R Soale ol ANS Special Coni< 
mittae on Source Terms B50327 Itr to Commissioners Ur end 
FEtTON.JM Division ol Roles and Records 85/04/19 AFTERGOOD, S Committee 
to Sridge the Gap 1p 31157 349-31167 352 


8506260059 FOIA request (or all records & info re Vendor Insp Branch 840229 Rept 
99900C40/B3 Ol at Cardinal Industrial Producls Corp that mention Diablo Canyon 
DEVINE, T Government Accountability Project 85/02/01 OKice of Administration 
2pp 31059325 31059326 


-8506240574 Submits similarities & differences between ANS special committeo & draft 
rept of APS study group on reviews of source terms issue 

STOATTON,W R Stratton & Associates, Inc SEALE, R L Arizona, Univ ol, Tucson, 
A2 85/03/27 PALUDINO.J Commissioners 4pp 31157 349-31157 352 

6506240586 FOIA request for info re uses of nuclear power including statistics on quan- 
tity of nuclear power used throughout nation 

ESOUEDA.B Affiliation Not Assigned 05/04/02 FELTON, J Olfico ol Administration 
Ip 31167 353-31157 353 

6506240592 Responds to FOIA request lor Info re uses of nuclear power & statistics on 
quantity ol nuclear power used throughout nation Forwards NRC 1983 annual rept & 
■'Citizen Guide to NRC Into ” W/o encis 

FELTON,JM Division of Rules and Records 85/04/11 ESQUEDA,B AllLliation Not 
Assigned Ip 31157 354-31157 354 

8506240599 FOIA request for Exhibit 2 of NRC FY85 Info collection budget prepared in 
response to OMB Bulletin 04-13,dtd 840517 

GOULD, R A Affiliation Not Assigned 85/02/00 FELTON,J M Division ol Rules and 
Records Ip 31209 359-31209 359 

8SOB240603 FOIA request for purchase orders & Invoices for all carpet cleaning since 
84 1003, excluding orders to Prof Carpel Sve 

ESTRADA, J A Professional Carpet Service 85/03/25 FELTON,J M Odico of Admin- 
istratiorr Ip 31157 355 31157 355 

8506240509 Responds to FOIA request lor purchase orders & invoices for all carpet 
cleaning since 841003, Purchase Orders DR 85-0198 & DR 85 0199 end 
FELTON, JM Division of Rules and Records 85/04/12 ESTRADA.JA Professional 
Carpel Service 1p 31157 356-31157 360 

8S0624O6S4 FOIA request lor Oct 1981 Insp repts ot telotherapy equipment ol Wausau 
Hosp Ctr 

RtCCIARDJ,CL Ruder, Ware, MIchler & Forester, SC, 85/03/22 Division ol Rules 
and Records 2pp 31205 001-31205 002 


0506250064 Further response to FOIA request for documents in Ihree categories re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available in PDR Processing of documents continuing 

FELTON,J M Division of Rules and Records 65/04/10 HEATH, SJ Washington 
Legal Foundation Itpp 31217 095 31218105 

-8210090337 Comments on EDO Action 1200t re checking NRC employees having 
uncscofled access lo protected areas Issues re NRC personnel Wness remains open 
for more questioning 

ALTWAN.W D Diroctof's Office, Office of Inspection and Enforcement 09/06/25 
REHM,T Office of the Execulcve Director for Operations 2pp 31217 110 31217 111 

-8305170126 Expresses concern re drug use alloaatlons Allegations could cause prob 
ferns including Individual reputations & responsibility of ensuring health & safety of 
plant personnel & public W/o staled end 

C08B,L L Safeguards & Materials Program Branch 82/12/22 DEYOUNG, RC Direc 
tor’s Office, Olfico ol Inspection and Enforcement 2pp 31217 172-31217 173 

-8306290640 Comments on 830513 memo re final rule concerning fitness for duly for 
personnel w/unescoited access to protected area of nuclear power plants Rule would 
esiabllsh basis for licensee to legally deny access to authorized NRC Inspector 
OEYOUNG,RC Director's Office, Office of (nspeclion and Enforcement 03/05/24 
GOLLER,Kn Division of Facility Operations 2pp 31217 170 31217.171 

-BS062B0102 Discussion w/GPU on 820302 In Par6ipanny,NJ re policies for cfoteclion 
& screening of omployces for drug or alcohol abuse 
• NRC - No Detailed AKillallon Given 82/03/02 4pp 31217:106-31217 109 

..8506250119 Forwards draft Temporary Instruction 25DC/1, ‘'Llconsoo Drug & Alcohol 
Programs," for approval Slalemenl re results of meetings nonspecific, Meeting w/util 
la dovolop adequate program suggested 

COBB, LI. Division o( Fuel Faciriiios, Materials &. Safeguards (Pro 830103) 82/09/22 
DEYOUNQ,RG, SNIEZEK,JH, Director's Office, Office ol Inspection and Enforce 
meni 6pp 31217 11231217 117 


8508240566 Response to FOIA request for Oct 1901 Insp repts of telelherapy equip 
menl of Wausau Hosp Ctr Forwards documents In app 

FELTON, J M Division of Rules and Records 85/04/12 Ruder, Ware, MIchler & For- 
ester, SC. 2pp 31205 003 31205 024 

-8506240661 Insp Rept 30 10223/81-01 on 811001 No noncompllance noted Major 
areas Inspecleti mgt & radiation protection organization.tralning, mails facilities & in 
siruments & personnel protection 

REICHHOLD.W. Region 3, Office of Director 81/10/14 lOpp 31205 005 31205 024 


6508250029 Further response to FOIA request for live catog^orles ol documents /o 
severe accident studies, Including NUREQ/CR 3025,NLIREG/CR 3440, issue papers & 
Ur repts Forwards App C documents App B documents In PDR 
FELTON, J M Division of Rules and Records 05/03/14, SHOLLY.S, Union of Con- 
cerned Scientists 7pp 31215171-31217 093 

-8506220278 Forwards vlewgrephs & handout malls for listed presentations to ACRS 
Cfass-9 Subcommittee 040127 meoting re severe accident program & (inal policy 
slalemenl 

SPANGLER, M,B Division of Systems Intogralion (post B11005). 04/01/30 
DENTON, A R , CASE.E , MATTSON,R NRC • No Dotaitod Alllliallon Given 60pp 
31216256-31216315 

-0508260034 Forwards viewgraphs & handout malls of listed prosontalions lo ACRS 
Class 9 Subcommittee 840111 meeting re severe accidonl program & linal policy 
statement Related issue papers end 
SPANGLER, MB. Division of Systems 
OENTON.H R., CASE.E , MATTSON, R N1 
3I215'176-31216 255 


Inlogration (post 011005) 04/01/20 

Z ■ No Detailed Adlllatlon Given 43app 


•0SO825OO4O Forwards Issuo Papers 12 1, "Containment Thermal & Hydraulic Behav 
lot" & 1 2 6, "Likelihood & Magniluda of Ex-Vessel Steam Explosions or Steam 
Spikes," concerning loading of containment bldg W/o ends , . . . 

SPEIS.TP. Division of Safety Technology 05/01/11. ROSS.DF Office of Nuclear 
Regulatory Research, Director 2pp, 31216.316-31216 317. 

•8506250045 '’Technical High lights /Administrative Rept for NRC Reaclor Safety Re- 
search Program," Apr-May 1904 

• Sandla National Laboratories FIN A-1016 84/07/31 NRC • No Detailed Affilialion 
Given. 56pp 31216,318 31217 011, 

•6506250662 "Technical Highlights/ Administrative Rept (or NRC Reactor Safety Re- 
search Program,” Juno-Jul 1984 ^ J . 

• Sandla hfalional Laboratories, FIN A-1016 84/09/30 NRC - No Del ailed Affiliation 
Given 58pp 31217,012-31217069 

-0508260074 Bimonthly rept for Apr-May 1984 ol work managed by Sandla Reactor 

Safely Research Dept under listed FIN numbers 

WALKER, J.V Sandla National Laboratories 84/08/20 MINOQUE.R. Office of Nuclear 
flegulatoiy Research, Director. 5pp 31217.070-31217,074, 

■6506260077 "Behavior of Core Debris Ejected from Pressurized Vessel Info Sealed 

TARBELLW.w!' PILCH, M , BROCKMAN,J.E. Sandla National Laboralorloa 85/03/14 
NRC • No Detailed Affiliation Given 18pp, 31217 076-31217'093. 


8506250056 FOIA request for documents listed on end Apps A A B re License 20- 
00297-63 filed in PDR folder FOIA-B6-79 under L Burke . o -3,-, 

GRICE ,J.C, Affiliation Not Assigned 85/04/09 Public Document Branch 3pp. 
31209346 31209-350. 


8506250058 FOIA request for documents in three categories re drug or alcohol abuse el 

J. Washington Legal Foundation 64/10/23. FELTON.J. Division ol Rules 
and Records, Ip. 3121 7-094-31 21 7:094 


-8506250125 Discusses review of inquiry rent lor Case 1-02-49 Orro allegation of poten- 
tially criminal behavior Involving sale of drugs noted Requests that allogatlon be re 
evaluated & appropriate action taken 

DEVOUNQ.RC Director's Office, Office ol Inspection and Enforcement 82/12/14. 
FIT2GERALD.J Office of Investigation Ip 31217 118 31217.110 

-6506250139 Forwards rev ol Hr lo bo sent to utils & contractors re drug allegations.per 
830131 memo, W/o end 

DEYOUNG, R C Director’s Olfico, Office of Inspection and Enforcement 83/02/06 
HAYNES.R C Region 1, Oflico of Director. O'REILLY ,J P Region 2. Office of Oiroclor 
KEPPLER.JG Regions, Office of Director Ip 31217 119-31217-119 

-85Q62S014S Discusses allegations ol drug use involving 37 individuals believed to be 
employed at various reactor sites Allegations should be brought to attention of appro- 
prialo licensees & contractors List of licensees & sample Hr end W/o list 
DIRCKS.WJ Office of the Executive Director for Operations 83/02/02 PALLAOINO. 
GILINSKY.AHEARNE Commissioners 4pp 31217,120-31217 123 


9506250152 Suppls 830131 & 0208 memos re contacts w/ulits & contractors concern- 
ing drug ellogatlone Brief summary of results ol licensee efforts to establish valldrty of 
allegations requested by 630420 

DEYOUNG.Ru Director’s Office, Olfico ol ffiyDOCtion and Enforcement 83/03/20 
HAYNES.R C. Region 1, Oil ice of Director. O'REILLY. J P Region 2, Office of Director 
KEPPLER.JG Regions, Office ol Director Ip 31217-124-31217.124 


-8506250158 Informs that alcohol & drug abuse survey for 10 uHls complete per Tem- 
porary Instruction 2695/1 Utils have Instituted reasonable prevention 
programs Summary of site visits end 

O'REILLVJP. Region 2, Office ol Director, 63/04/01. DEVOUNQ.RC Director's 
Office, Off ICO ol Inspection and Enforcement 42pp 31217 125-31217 166 


-8606260171 Concurs w/fllness lor duty rule aa given in proposed FR nollce.per 
830321 memo Disagrees w/proposad Commission paper & slatemant of consideration 
in FR notice Rule re fitness for duly should Include NRC employees 
DEYOUNQ.R C Director’s OIKce, Office of trrspectlon and Enforcement 03/04/04. 
QOLLER.K R. Division ol Facility Operations, 2pp 31217,177-3121 7 178 


-8506259180 Forwards ACRS 4 CRQR repts on fitness for duty rule.per 830811 sum- 
mary of points made by ACRS during discussion ol fitness for duty rule W/o ends 
BUSH.LL Diviaiorv of QA, Safeguards & Insp Programs (830103-050212), 83/08/15 
TAYLOR,J M Division of QA, Safeguards & Insp Programs (830103 650212) Ip 
31217,179 31217:170. 


-8506250188 Summary of CRGR Meeting 41 on 830706 re final rulemaking package on 
fitness (or duty for personnel w/unescorled access to protected areas .Drug allega- 
tions chronology & reported incidents lor 1082 encf . 

STELLO.V, Committee lo Review Generic Requirements, 83/07/29 DIRCKS.WJ. 
Office of the Executive Director for Operations. 20pp, 31217-180-31217 199, 


-8506250200 Discusses w/ulH on 630214 In Rosemoad.CA re policies on drug & alco- 
hol abuse by employees. 

* NRC - No Detailed Affilialion Given. 83/02/14 4pp 31 217:200-3121 7 203. 


-8506250216 SubmllB summaries ol utils & contractors responses re drug 

S itlons.per 830328 request Survey of Industry & govt programs to combat drug S 
ol abuse & topics for discussion at util meetings end, 

MARTIN,J,B Region 5, Olfice of Director, 83/05/03, DEYOUNG, RC, Director's 
Office, Office of Inspection and Enforcement 99pp. 31217’204-31217.302 


-8506250223 Responds to 830328 request re resulls of selected util & contractor ef- 
forts lo establish validity ol drug allegations List of actions utils & contractors taken to 
determine if suspect Inaividuela still In employ end, 

O'REILLY, J.P, Region 2, Office of DIredor 83/04/21 DEYOUNG, R,C, Director's 
Office, Office of Inspection and Enlorcemenl, 3pp, 31217.187-31217:169 
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-6606250228 Recorfimonds proposed IE oircular re dfup abuse by licensee employees 
not be issued Inlo repeltlious Suggests tbal Commission endorse ANSI US 17 which 
addresses issue & me I tides preventative measures 

0'nEILLY.JP Region 2. Olfice ol Director 02/01/27 DEYOUNG, RC Director’s 
Olfice, Office of Inspection and Enforce ineni Ip 312173 03 31217 305 

-8506250238 Forwards comments on proposed r-ulernalting ra frtness for duly lor per- 
sonnel w/unoscorted access to protected areas, per 830120 reguest Rule should be 
limited lo Vila I/m all access areas of 1OCFR50 & 70 licensees 
0'eE)LLY,JP Region 2. Ollice of Diroclor. /E(N-82 05 03/02/16 GOLLER.KR Divi 
Sion ot Facility Opera lion 5 ^Ipp 31217 306-3(217 309 

-85062S0282 Comments on final rule re fitness for duty for personnel w/ unescorted 
access lo protected areas Quoted statistics insufficienf justification that regufatlon 
necessary Suggests combining listed NUREGs 

O’REILLY, JP Region 2, Office Of Director 03/O<t/19 STELLO.V Region 2, Office of 
Dtreclof 2pp 31217310 31217311 

-8506250282 Discusses review of proposed final rule re lilrtess for duty, per K Golfer 
830513 memo Stalislics on polential drug S alcohol abuse deleted per 830416 
recommendation Nominal guidelines for procedures suggested 
O'REILLYJP Region 2, Office ol Director 83/06/02 STELLO.V Regional Oper- 
ations & Generic Requirements Ip 31217 312-31217312 

-8506250294 Physical Security Insp Repis 50-280/01-35 A 50-281/81-35 on 811207- 
11 No noncompliance noted Major areas inspected site secunty operations during li- 
censee conducted investigation of alleged misconduct Details wilhhoJd (ref 
10CFR73 21) 

TILLMAN, A, MCGUIRE.DR Region 2, Olfice of Director- 60 281/81-35 31/12/30 
Ip 31217.313 31217315. 

-8506260307 Forwards draft Temporary (ns true lion 2596/1, "Licensee Drug & Alcohol 
Programs" S draft EL Jordan memo forwarding IE Info Nohees 82 04 & 82-05 to ail 
regions Regions tasked to complete meetings w/ulils re drug programs 
COBB.L I Division of Fuel Facilities, Materials & Safeguards ^ro eSOlOK- IE)N-82-04 
82/09/24 MARTIN, T Dmsion ol Engineerlr^g & Technical Programs uLSHINSKLJ. 
Division ol Engineering & Operational Programs NORELIUS.C Division ot emergency 
Preparedness S Operational Support 1 4pp. 3121 7. 31631217331 

-8508250319 Discusses review of enef fir to ACRS responding lo ACRS comments on 
Illness tor duty rule Advises that reaponse reasonable & recommend concurs nce,W/o 

BURNETT, R F Division of Safeguards 83/11/01 DAVIS, J G. Office ol Nuclear Mate- 
rial Safety & Safeguards, Director Ip 31217 332 31217 332. 

-8506260325 Discusses review ot fitness tor duty rule, per B30513 request Etiorls 
should be made during Implementation period to siandaroize criteria for administering 

g rogram w/(dea of Incorporation w/access author?zation rule 
iURNEn.flF Division of Safeguards. 83/05/23 GOLLER.KR Divisfon of Facility 
Opeialiohs, 1p. 31 a 17-333 -3 1217-333, 

-8506250331 Discusses review of 830513 fitness for duty rule package as compared to 
830321 package Commission paper modified to remove ref lo certain NRG guidance 
documents & discussions quantifying problem removed. 

ALLEN.T NRG - No Detailed Affiliation Given 83/05/20 MCCORKLE.G. NRC - No 
Detailed Alflllation Given ip 31217334-312(7,334. 

-8506250339 Expresses concern that final rule re fitness for duty for personnel w/unes- 
sorted access to protected area contains Inadequate supporting guidance lo allow 
successful Implement alion No specific crileria provided 

0URNETT.RF. Division of Safeguards B3/0-4/0S GOLLER.KR Division of Facility 
OperalJons. 1p, 31217.335-3121^335, 

-6506250344 Discusses review of final fitness for duty rule, per 630120 request Rule will 
be diflicult to enforce due to lack of specific regulatory & acceptance criteria 
BURNETT.fl F. Division of Safeguards 83/02/03 GOLLEB,K,B. Division of Facility 
Operations Ip 31217 336 31217.336 

-8506250351 Summary of 821213 meeting re final fitness for duty rulemaking package 
dlslnbuled on 82112g.Lfst ol attendees provided 

ALLEN.T R Office ol Nuclear Material Safoty & Safeguards, Diroctor. 62/12/13, Olfice 
of Nuclear Material Safely & Safeguards, Director. 2pp 31217,337-31217-338 

-6606250355 Discusses review of fitness for duty rute,per 830106 request Allarnallves 
to rulemaking should be fully discussed & included In Commfsslon paper Rule not re- 
sponsive to 821213 meeting comments 

ALLEN.T. Fewer Reactor Safeguards Licensing Branch, 83/01/18. RVANJ.G Human 
Factors & Safeguards Branch Ip 31217-339.31217 341, 

-8506250356 Submits review of EEI efforts re drug abuse programs at ulfis, based on 
remarks during 630326 meeting & booklet of mails Recommends reconslderalfon of 
canceled contract 

8USH,L NRC - No Detailed Affiliation Given. 83/04/01, TAYLOR, J. NRC • No De- 
(ailed Affiliation Given. 2pp, 31217;175-312 17 1 76. 

-8606250365 Forwards marked up draft IE app expressing concerns w/generic ap- 
proach lo alcohol drug problem In areas of urlne/bloorf lestingjmlygraph teals & 
searches Careful analysis of approach by 0 ELD ahould be performed.Vv/o end. 
BURNETT, RF Division of Safeguards 62/06/28. COBB, LI. DIvislori of Fuel Facllitos, 
Materials & Safeguards (Pre 630103), Ip, 31217-342-31217.342. 

—8506250374 Nolilfes that end H Thompson 720417 memo re fitness for duty rule dis- 
cusses NRC goal In reducing admlnlstrallve burden on shift supervisors. A mount of 
burden behavioral observation would pose should be address^. W/o enci 
DAVIS, J,Q, NRC - No Detailed Affiliation Given. 82/04/23, BURNETT, RF, NRC ■ No 
Detailed Affiliation Given. Ip. 31217'343-3I217:343 

-8506250383 Discusses review Of proposed rulemaking, "Requiring Fitness for Duty for 
Pereonnel W/Uneseortad Access to Protected Areas," per 8^409 request.Queatlon 
decision lo Include chemical teals based on meeting w/EOO. 

BUflNETT,RF. Division pf Safeguards, 82/04/14 GOLLER.K. Division of Facility Op- 
erations, 4pp. 31217:344-31217 347 

-6506250390 Comments on filness for duly rulemaking package Rulemaking nol aulft 
clenlly developed lo be Implemented a I present Areas package does not provli^ 
adequate resmnses lo public comments llsled, Related Into end, 

MCCORKLE.G W, Power Reactor Safeguards Licensing Branch 02/12/03. 
NORBERG.J.A, Human Factors SSaleguarcfs Branch. 16pp, 31217:948 31217:362. 


-8506250398 Comments on linal rule re fitness lor duty Proposed access authonzaljon 
program has requirement for continued observation of persons granted unescorted 
access Rule not needed 

KNUTH.DF KMC, irre 83/08/23 PALLADINO.NJ Commissioners 3pp 31218 001- 
31218 106 

"8506250422 Forwards )tr to WF Dircks Author will contact recipient on 830214 
BEHNKE.C D, Edison Electric Institute 03/01/31 TAYLOR. J Director’s Olfice. Office 
ol fnspeclJon and Enforcement Ip, 31217 174-31217 174 

8506250067 Responds to FOIA request for records re Vendor Insp Branch 840223 RepI 
99900846/8301 at Cardinal Industrial Products Corp that mention Orabra 
Canyon Forwards App A documents Apps A & 8 documents available in POR 
f ELTON, J M Division of Rules and Records 85/03/04 DEVINE.T Government Ac- 
countability Project 3pp 31059 327-31059 363 

-8506250076 Confirms 840309 telcon re vendor request (or withholding of NflC 640229 
ftr & insp rept Application lor withholding will be submitted on or about 84032G 
FIELDER.DC Cardinal Industrial Products Corp 64/03/12 POTAPOVS.U Vendor 
Program Branch 2pp 31059 330 31059 331 

-8 SOB 2 500 81 Summary of 040803 meeting w/Cafdinal Industrial Products Corp re cor- 
rectfvo action program developed In response lo Vendor Program Branch Insp Rent 
99900040/83 01 S IE Info Notice 84-52, "Inadequate Mall Procurement Conlrofs " 
MERSCHOFF.E W, Vendor Program Branch lEIN 84 52 84/08/14 Vendor Proqram 
Branch 3pp 31059332-31059363 

8506250071 Responds to FOIA request for documents made publicly available fry ro- 
sponse to FOIA Request FOIA-85 79 Lir assigned FOIA-85-257 & returned la POR for 
response FOIA request not necessary lor documents maintained in PDR 
FELTON, J M Divisfon of Rules and Records 85/04/15 GRICE, J C Affiliation Not As- 
signed 1p 31209 351-31209351 

8506250080 FOIA request for PNO-IV 84-020A 
MCDONALD.D D. Nuclear Pharmacy, Inc DOM 0405 03 85/04/00 FELTON, J M Di 
Vision of Rules and Records Ip 31209 352-31209 352 

8506250083 Further response lo FOIA request lor documents re Aamodi 040621 
motion & Clr for Disease Control review of motion 

FELTON, J M Division of Rules and Records 05/03/27 AAMODT,M M AamodU 
7pp 31209 243-31209300 

-6469190111 Responds (o S Chllk B40B27 slaff requlrernonts memo re radiological 
concerns raised fay Aamodi at 840816 moeling Surveys re offecis on human hoalih A 
plant life following TMi accident not sclontillcally conducted. 
blRCKS,WJ, Office of the Execulivo Director for Operations M84O015 84/09/07 
PALUDINO. ROBERTS, ASSELSTJNE Commlssionors. lOpp 31209.269-31209276 

-8506250087 Forwards program description on "Epidemiologic Surveillance m 
Pennsylvania Case of Nuclear Power Plants " 

TOKUHATA.G.K, Pennsylvania, Commonwealth ot S4/07/05 GRANT ,P TMI Program 
Office Ip 31209 251 31209 251, 

-8506250091 "Epidamlologio Surveillance In Ponnsylvanla.Casg of Nuclear Power 
Plaivla." 

TOKUHATA.G.K Pennsylvania, Commonweallti of 04/08/30 lOpp 31209 252- 
31209-263 

-8506250097 Forwards critique of ’'Aamodi Cancer RapT’ Critique based on limited 
data Conclusions reached by Aamodt group are highly untenable & methodology used 
does nol meet oven most tenienl epidemiologic std 

TOKUHATA,Q.K Pennsylvania, Commonwealth ol. 04/08/20. HINSON, C Radiologi- 
cal Assessment Branch Spp 3 1209-264-3 1 209-260 

-SS0626O105 Responds to 790808 Mr lo Hondria re apparent refusal of NRC lo oxlen- 
shrely review hundreds of repis ^ TMI area rosidents experloncing physlologlcsl reac- 
tions to acoJdonl End )tr from LE Arnold only Hr received. 

DENTON, H n. OHIce of Nuclear Reactor Bogulallon, Director. 79/09/20 REED.S R 
Pannsylvania, Commonwealth of, 2pp 31209,277-31209.284 

-8506250116 Forwards curriculum viloe of J Candler ro M Aamodt request to check 
medical records & vital staltsDcs ol cases ot cancer tdentillod In study ol tow small 
pppulalfens living on rfdges near TMI. 

COBB.J.C, Colorado, Oniv ot 84/09/10 PALLADINO.NJ. Commissioners 16pp 
31209.205-31209300 

6506250085 Responds to FOIA request for PNO IV-04 O20A,PNO-IV-84 028A end 
FELTON.JM Di^sion ot Rules and Records, 85/04/24 MCDONALD.D, D Nuclear 
Pharmacy, Inc. Ip. 31209 353-31209:355. 

85062 S008S FOIA requasl for proprietary documents NEOM 10320, NEOE-21078- 
P.NEDW-13377 & NEDE.13442 P 01 

aniERLY.B F Taft, Siettlnlus & Hoilister 04/12/06 Division of Roles and Records 
Ip, 31216001-31216001, 

8506260394 FOIA request for records & Info, Including but not limited to 
notes,ltrs,ineinos & minutes re NRC 840608 Itr preceding SStR, concerning problems 
at plant. 

GARDE.B P„ HENDERSON, T. Government Accountability Project. 84/06/16 Office el 
Administration. 2pp, 31209 356 31209.357. 

8506260095 Responds to FOIA request for four specified documents Item 1 nol In NRC 
posses sion.l tern 3 of App A end & available in PDR Hems 2 A 4 of App 0 Jn 
PDA Portions of all three documents withheld (ref FOIA Exemption 4). 

FELTON, d M. Division of Rules and Records 85/04/24. SRIERLY.B.F Tall, Slettinlus 
& Holfister. 3pp. 31216002-31215.000, 

8604260100 FOIA request for documents re environ, animal & human effects of rsdioac- 
tive air emissions. 

KOHN,S , CONDI T,R, Government Accoonlablllty Project 86/04/09, Division of Rules 
and Records Ip. 31206 337-31209.337 

8S062S0141 Responds to FOIA request lor NRC 840608 Itr Issued previous lo SSER.re 
problems at planl.NRC 840613 Itr.wntten alter 840608 me 0 tlng,Bvallab[e In P0R,per 
QAF^rior FOIA request, Response lo request complete. 

FELTON.J.M Division of Rules and Records, 86/03/15, GARDE, B.P. Government Ac- 
countability Profeol. 1p 31209-358-31209-358 
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8506250103 Responds to FOIA request for documents re environ, animal & human ef- 
fects of radioactive air emissions Request limitod to studies in Midland, Ml area No 
records subj to request 

FELTON, J M Division of Rules and Records 85/04/25 KOHN,S , CONDIT,R Gov- 
eirvment Accounitability Project Ip it1209 338-31209 338 


-8506250279 Documents 820317 teloons w/B Slamans S BB Kent re allegations of 
welding deficiencies at plant Region III insps described, indicating welds 
acceptable Kent disagreed ASME Codo ro socket weld ongagement discussed 
FOSTER,J E Office of Investigation 85/03/22 Oflice of Investigation 2pp 
31215 126 312!5127 


8506250106 FOIA request for documents ro law enforcement investigatiorr at plant con- 
ceintng core cooling sys.includma repis, studies,1est 
re5vll5,cotrQspondence,memos,meoting notes & NRC Allegation Case File Pit 84A- 
0145 

FOWLER, L Campaign for Pro^erous Georgia FOWLER, L Legal Environmental As- 
sistance Foundation 85/03/10 FELTON,J M Division of Rules and Records Ip 
31209361-31209 361 

6506250105 Responds to FOIA request lor all records re NRC Allegation Cass File Rll- 
64 A-0145 Case file was previously denied in response to FOIA-64-76B Denial stands 
FELTON, J M Division of Rules and Records 85/04/24 FOWLER, L Legal Environ- 
menlal Assistance Foundation 1p 31209 362-31209 362 

8506250114 FOIA request for list of all Ofc of Investigations reviews, repis or invesliga- 
tions re facility 

CUNNINGHAM, L Times Picayune, La Place, LA 85/03/18 FELTON,J Division of 
Rufes and Records Ip 31059319-31059319 

6506250120 Responds to FOIA request for list of all Ofc of Investigations reviews, reels 
01 invQSlIgalions re facility Forwards document Info partially withhold (ref FOIA Ex- 
emption 7) 

FELTON.JM Division of Rules and Records 85/04/22 CUNNINQHAM,L Times Pic- 
ayune, La Place, LA Spp 31059 320 31059 324 

-0506250124 List of Ofc of Investigations review,repts & investigations re 
facility Portions not subj to request deleted Into partially wiinheld fref FOfA Exemption 

* NRC No OalBiled Affiliation Given 85/04/22 Spp 31059 322-31059 324 

3506250127 Responds to FOIA request for Exhibit 2 of NRC FY8& info collaclien 
budget prepared In response to OM0 Bulletin 04-13,dtd 86051 7 Requested document 
withheld in entirety (ref FOIA Exemption 5) 

FELTON.JM Division of Rules and Records 85/03/07. GOULD.RA Aflilialfon Not 
Assigned 1p 31209 360-31209 360 

BS06250129 FOIA request for certain records referenced in Insp Rapt 50-277/85-11 
KLEfN.L R Intelligencer Journal, Lancaster, PA 85/03/13 Office of Administration 
ip 31059 297-31069 297 

85062SO149 Responds to FOIA request for certain records rolorenced in Insp Ropt 50- 
277/’85-11 Documents listed on app end Portions of Document 1 deleted (ref FOIA 
Excmpllon 

FELTON,J M Division of Rules and Records 65/04/23 KLEIN, LR Intelligencer Jour- 
nal, Lancaster, PA 2pp 31059 298 31059 318 

-65062 5 01 63 Discusses Investigation of 850210 contamination Incident. 

SARRON.DA Philadelphia Efectric Co. 85/02/18 NELSON, CS Philadelphia Electric 
Co 13pp. 31059 300-31059.318 

650625 0177 FOIA request lor all NRC records & Into re BNL Investigation of EE Kent 
altogatlor^s, Including afl correspondence between BNL & Bechtel, CPC, Southern Cali- 
loinTa Edison & representatives of physical soclotles 

GAflDE,0 P Government Accountability Project. 05/03/25, Oflice of Ad min is trail on 
2pp 31215 09 1-3 121 5.092. 


-8506260288 Documents 820317 contact w/R Vandenboscti ra EE Kent allegations 
concerning weld deficiencies at plant Past problems w/wolding program identifiecT a 
corrected Vandenbosch confident in present program 

FOSTER,J E Ollice ol Invesligalion 82/03/22 Olhco of Investigation Spp 
31215 128-31215 130 

“6506250296 Documents 820922 telcon w/B Garda re EE Kent allegations Inspector 
identified w/new info on welding dollciencios will be contacted B Garde will request 
Independent audit ol welding aclivilies Related info end 

FOSTER, J E Office ol Investigation 82/09/30 KEPPLER.J Q Region 3, Office of Di- 
rector 8pp 31215 131-31215 138 

“6506250303 Forwards documents re possible evaluation of welding -rota ted allegations 
by EE Kent.to aid In preparation lor 831122 meeting to discuss issuo & insp assist- 
ance lor plants No NRC commitment made lor funding sves 
HARRISON, J J Region 3, Oflice ol Director. 83/11/t5 HALL.R E Brookhaven Na 
tional Laboratory 1 1pp 31215 139 31215 149 

“8606250316 Forwards BNL Insp rept re Allegations 19 & 20 of employment cliscrimma 
tion by Bochlal at plant.tor InloCH Well 850327 handwritten note Included W/o ropt 
WEIL.C,H Ollico of Investigalion 85/02/20 PAWUK,e.T Office of Invesligalion Ip 
31215' 150-31 2 15*1 50 

• 8606260321 Foiwards BNL rept re EE Kent allegations at Midland plant Info re San 
Onofre discovered In course ol review 

WEIL,C H Office of Investigation 85/02/20 JOHNSON.A Office of Investigation 
2pp 31215 151-31215 152 

-8606250332 Forwards unexecuted affidavit ol EE Kent ro cuallly of const at plant 
GAR0E,BP AfMlallon Not Assigned. 82/06/29 KEPPL^ NRC - No Detailed Aflili 
ahon Given 14pp 31216 153-31215.170 

6606250221 Sixth response to FOIA request for documents re licensing delays & expe- 
dited hearings Forwards App A documents Documents also in PDR. Portions ol docu- 
ments Withheld (ref FOIA Exemption 7} 

FELTON, J W Division ol Rules and Records 65/04/18, BELL,N Nuclear Information 
& Resource Service 3pp 31059 249 31059 296 

8506250234 Responds to FOIA request for documents & references used to establish 
Industry averages In NUREG11I0 & total manhours for oach TAG item found in 
NUREG-0748 App documents one) & available in PDR 

FELTON.JM Division of Rules and Records 65/04/11 WILLIAMS, OQ JRA Assoct 
alea 2pp 31209 149-31209 242 

-B50S25026S “NRC Manpower Sys.Total Charges Against PA 1111 for All TACs Still 
Open As o( 850319 lor Reporting Period 760101 841027 " 

• NRC - No Detailed Affiliation Given 85/03/19. 93pp 31209 151-31209 242 

8606260248 FOIA request for all documents & roforencos used to establish Industry 
averages in NUREG-1110 & lolal manhours oxpondecl lor each TAC item found in 
NUflEG-0748 

WILLIAWS.O Q JRA Associates OQW-85-024, 85/03/04. FELTON.J M Division of 
Rules and Records Ip 31209148-31200 148 


6506250185 Parllal response lo FOIA request for records re BNL Investigation of EE 
Kent allegations Forwards App A documonts.Documonls also available In 
POB.RemaTnino documents will be forwarded upon comptolion of NRG review. 
FELTON.J M. Division ol Rules and Records 85/04/18 QARDE.BP QovojnmonlAc- 
coun lability Project 3pp 31215'093 31215.152. 

-6505250211 Discusses welding ellegatlons noted unresolved In Insp Rept 82 04 Re- 
quests that staled questions re QA/QC practices be addressed by NRC Bechtel OC 
Insp records end 

STAMIRfS.B Stamifis, B, 82/05/12 FOSTER.J Region 3. Ollico of Director Spp. 
31215.096-31215 100 


— 8S06250220 Forwards Safety Insp Repis 50 329/82-12 & 50 330/82-12 on 820601- 
02 No noncompliance noted 

L1TTLE,W.S Region 3, Office ol Director 82/06/25, COOK.J W Consumers Power 
Co Spp 31215 101-31215 102 


-8606260230 Insp Repis 50-329/82-12 & 50 330/82-12 on 02060 1-02, No noncompli- 
ance or devlalfons noted Major areas Inspected' preservico Insp procaduras.work 
actiyitios.NOE personnel data & certifications & previous Insp lindings. 

WARD.K D, DANIELSON.DH Region 3, Office of Director, 59-330/82-12 82/06/14 
Spp 31215103 31215'107 


-8S0626026O Discusses GAP 020906 comments on Interview w/EE Kent, former weld- 
ing Inspector at plant Errors in Hr noted Handling of allegalions described Transcript 
of 820812 interview being prepared, , ^ 

FOSTER,J E Of Hoe ol Invest^ alien. 82/09/24, KEPPLER.J Q Region 3, Ollice oi Dl- 
recior, 3pp 31215'108-31215 110 


-8596260258 Documents 820302 telcon w/EE Kent re allegalions concerning welding 
deficiencies at planLOelails of allegations stated Region III committed to insp of 
wolds* 

FOSTER, J E, Office of Investigation 82/03/03 Office of Investigation. Spp 
31216-1 1 1-3121 6'113, 


“8506250265 Documents 620302 telcon w/EE Kent lo gather addi Info re allegalions of 
weld dafidendes at ptanLAliegedly unacceptable welds Idonlilied.Disagraemants w/ 
welding specs noted, Info given lo R Cook, resident Inspector 
Foster, J.E. Office of Invosllgallon 82/03/04 Ollice ol Investigation, 2pp. 

31215:114-31215:116, 

-8508250270 Documents Info developed concerning EE Kent aliegatloris re weld defi- 
denefss at planLKenI not qualified lo inspect welds Deficiencies in welds Inspected by 
Nlorjfs discussed Welds described by Kent acceptable 

F 0 STER,J.E. Office ol Investigation. 82/03/05, Oflice of Invesligalion 2pp. 

31215.116-31215,126 


6506250263 FOIA request (or Rancho Seco SALP ropt for 790415 800416, dtd Aug 
1960 & Troian SALP rept for Sept 1979 - Aug t980,dtd Oct 1980 
TAYLOR.C NUS Corp. CD-QMS-B6-111 85/04/09. Division of Rules and Records 
Ip. 31200.324-31209 324 

8606250264 FOIA request (or three categories ol documents ra decision fo grant low 
power license (o facility. 

BERNABEI.L Government Accountobilily Pfoject 85/02/19 Ollice of Administration 
Spp. 31208,237-31208 239. 

8506250260 Responds to FOIA request lor specified SALP repis to be placed In 
POR App A tdanlilies document being made available (or insp & copying App B docu 
manis available in PDR, 

FELTON.JM Division of Rules and Records 86/04/23, TAYLOR.C NUS Corp Spp 
31209'325-31209,336 

6506250261 FOIA request for SECY-es 030 & SECY 85 067 
KUDQINS,C McGraw-Hill Publications Co 86/03/07 FELTON.J M Division d Rules 
and Records Ip 3120930t-31209.30f. 

8506250267 Responds to FOIA request for SECY-as-OSO & SECY-8 5 -067. App A docu 
menfs end & available In PDROocumants icionllflod In App B partially & completely 
withheld (ral FOIA Exemption 6) 

FELTON, J.M, Division ol Rules and Records 85/04/12 HUDGINS.C. McGraw-Hill 
Publications Co. 4pp 31209,302 3 120 9323 

-8506260275 Foiwards recent Supreme Court decision on Sunshine Acl Docuinenl 
partially withheld. . 

FLAINE.H H Office ol the General Counsel 84/05/21. PALLADINO, QILINSKY, ROB- 
ERTS Commissioners, 18pp 31209 306-31200.323. 

8508250260 Partial response lo FOIA request for three categories of documents re Wa- 
terford 3 Forwards App A & B documents Documenis also available in PDR. App C 
documents partially withheld (ref FOfA Exemption 5) 

FELTON, JM Divlslort of Rules and Records, 86/04/11. BERNABEI.L. Government 
Accountability Prejocl. 6pp 31208 240-31208,137, 

-8404268100 Requests extension of fhrae consultant contracts to 84043O,per 840410 
discussion Extension not expected lo require addI funds. 

FLINCH ES,J L. Planning & Program Analysis Staff. 84/04/10 MORTON,K.V. Techni- 
cal Assistance Coniracta Branch Ip 31 209 073 31209 073. 

-8411 140136 Requests SSER 9 Input lor 23 areas of concern by 841 1 13, 
CRUTCHFIELDib. Assistant Director lor Safety Assessment 84/11/06 NRC - No De- 
tailed Alfiflation Given. 1p 31209 008-31 209 OOB. 
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-8412050329 Forwards issue repls re preliconsing issues task force ropt W/one over* 
size drawing Aperture card available in PDR 

JUDD.PV NUSCorp NLISW3A751 84/11/13 CRUTCHPfELD.D Assistant Director 
for Safety Assessmenb 49pp 31203 138 31203 138 


•8412130076 Forwards SSER inpul ro Allegation A 222, A 23l,per 841106 memo SSER 
addresses Concern 17 of 23 & completes allegalions S concerns assigned 
THATCHEfl.DF Generic Issues Branch 84/11/20 CRUTCHFIELD, P Assistant Di- 
rector tor Safety Assessment 4pp 31209 002-31209 007 


■BSD4050296 Replies to 840603 Hr re licensing of planl NRC actions to assure prolec 
lion cl public hoallh & safely listed “Rept of President Commission on Accident at 
TMI" did 731030 end vy/o end , 

DENTON,HR Ollice ot Nuclear Reactor Regulation, Director 84/07/02 
FINCHER,MC Affiliation Not Assigned 2pp 31208 334 31208 348 


-84 11080105 Expresses concern re inadequacy of evacuation provisions of radiotogical 
errrergency response plan Requests that remarks bo entered Into hearing transcnpl as 
obiccticir to issuance of OL 

CARPENTER,J Aftiliafion Not Assigned 84/10/04 DEYOUNG,RC Director’s Ofhce. 
Office el Inspection and Enforcement 6pp 31244 104-31244 109 

-841108019T Expresses disappointment re NRC failure to respond to 040412 Itr re in 
adequacy of radiological emergency response plan Concerns re plan roileraied & cost 
of planl decried 

CAR RENTER. J Affiljalion Not Assigned 84/08/22 PALLADINO Commissioners 6pp 
31244110 31244 115 

-8411080196 Expresses concern re radiologicaf emergency response plan 
CARPENTEn,^ Affiliation Not Assigned 84/04/12 NRC - No Detailed Affiliation 
Given 5pp 31244.116-31244 121 


-BBD6250295 Informs Ibal based on results of insp elfoR.const & preop □ rations I testing 
oi sub) facility completed in agreamenl w/dockoted commitments & regulatory require 
moms HecDminends low power license be issued 

MAHT(N.n D Region 4, Oflice Of Director 84712/04 DENTON, HR Office of Nuclear 
Reactor Regulation. Director 2pp 3120831831208313 

-8508250306 Submits review of drug use prevention program & plans lo complels m- 
vesligalion of allegations of drug aousa Finds program better than industry average & 
offectivelv implemenied No concerns re Illness lor duly of pfanl stall 
MARTIN.RD Region 4. Office of Director 84/12/13, EISENHUf.DG Division of Li- 
censing tp 31208 320-31208 320 

■•8506250320 Conlirms 041213 conversation re Internal investigation oripinially initiated 
during Spring 1983 Investigation will be resumed & will be concluded prior to BChlevirg 

MARTIN.R^D.'^RegiO'n 4, OKIce o( Diraclof CAL. 84/12/13 LEDDiCK.RS Louisiana 
Power a Light Co 2pp 31208 321-31208 325 

-8506250359 Forwards requisition to: costs incurred IfOrn NRC (ash force effort a1 
plant Costs Incurred from use ol util equipment & supplies (ustrlied because of advan 
tage cost benefit approach has over contracting sves commercially 
FUNCHES.JL Planning & Program Analysis Staff 04/05/04. REBELLO.J Atfmimslra- 
iive Contracts Branch 2pp 31208326 31298333 

-8506250375 Trip rep! of 840809 & 10 visits to Taft, LA to review cl verifi cation prograrn 
[orOA/QC personnel quail lica lions, quatifications of reviewers & qualifies ttons ot third 
party performing overview ot NRC tasK force findings , j 

HARmSON,JJ Region 3, Office o( Director 64708/15 CRUTCHFIELD, D Waterford 
3 Task Force 0pp 31200 349-31 20B 356 


-8506250385 Trip rept of 040910 & 13 visits to Taft, LA fo review program being utilijod 
to rosotve Issues statBd in 840613 ttr 

HARRISON JJ Waterford 3 Task Forco 84/09/27. CRUTCHFIELD,D Waterford 3 
Task Force 7pp 3120a 357-31209.001 


-8606250435 Forwards final version of SSER B items m civil slroctural area 
SHEWMAKERR NRC - No Detailed AfliUaton Given 84712/ ta CRUTCHFIELD, D 
NRC - No Detailed Affiliation Given 46pp 3 1 209 009 3 1 209 OS 4 


-8411080536 Responds to 841004 & 0412 Itrs re adequacy of evacuation plans S ca 
pabriity of util offsite organization to tpiplemenf plans FEMA responsible lor offsite 
emoigency planning Copies of Carpenter 840412,0822 & 1004 lirs sent io hearing 
boaref 

DEYOUNG,FIC Director’s Office, Office of Inspection and Enforcement 84/10/30 
CARPENTER,J-AfliIia1ion Not Assigned Ip 31244 102-31244 102 

-8411090107 Forwards J Carpenter 841004.0822 & 0412 Itrs re apparent lack of ade 
quale radrotogical emergency response plan for evacuation of public RC DeYoung 
641026 respons© ctvol 

JORDAN, E L Division of Emergency Preparedness & Engineering Response fPosI 
830103) 84/10/30 LAURENSON.J A Atomic Safety and Licensinig Board Panel. 2pp 
31244 100 31244 101 

-65062S0318 Discusses status of Coll emergency diesel generator In response to 
request Engine 901 nearing completion of remaining Initial calibr & circuit 
checkouts Anticipates initial engine run in on 050208 

PURCELL, RT Long Island Lighting Co 65/01/30 ESELGROTH.P NRC - No De 
tailed Affiliation Given, Ip 31244 043-31244 043 

-85062S0323 Responds to tnsp Rept 50-322/8 4 -36, Sect ion 26 2 re Inadequate morrl- 
lo/ing ol training received by fire brigade members.computor run program developed 
providing listed qualilicallons Sample listing end 

GRUNSEICH.RW Long Island Lighting Co NLR 85 0077 85/02/21 ESELGROTH,o 
NRC - No Dolailed AlfjlJallon Given 9pp 31244 0 44-31244 052 

-6506250336 Forwards 850115 memo Indicaling that Insp Rept 50 322/84 37 Implies 
lhal Ulil plans to reperlorni lube oil consumption tests on TOI omeroency diosel goner 
a tor sets at 3,300 kW Ulil has no such Inlenlion Requirements havo been mol 
GRUN3E(CH,R W. Long Island Lighting Co lEC-OO-OS 85/02/26 ESELGRQTH,p 
NRC ' No Detailed Affiliation Given 3pp 31244'053 31244 055 

-6506250482 Responds to 850212 Itr raising quosllona ro safety ol plant & etiitude ol 
util towards residents of Long Island community Util designated space tor news ctr at 
hole! In. Ronkonkoma NRC published 280 insp repls atneo April 1973 
STflOSN)DER,J Region 1, Office of Director. 05/03/10 RUBANO.DJ Affiliation Not 
Assigned 2pp. 31244.056-31244,057 


-8606260442 Informs of plans/schedule 8 personnel requlraments to complete follow- 
up on Issues Identified dunng Apr & May 1084 Requests concur.rence In 
schedule Draft Hr to EQ&G rer^estino plan to support effort end 
HARRISON, JJ Waterford 3 Task Force 85/04711 CRUTCHFIELD.D Waterford 3 
Task Force 3pp 31200 065-31209 057. 

-8606250451 Requests EQ&G to develop sampling plan tor NRC to followup on QC 
inspector Qualification issues Requests that D Ross chair effort & ensure development 
of sound plan In time for 641001 effort 

HARRIS(5N,JJ Waterford 3 Task Force 84/00713 KOBICHEK.L. EG&G. Inc. 16pp 
31209 050 31209.072. 

-6506250456 Requests that consultant contracts lor plant activiltos be extended to 
840531 Extension should not require addi funds Draft ^SERs did 641218 ro Allega 
Hons A-109 & A-141 end 

FUNCHES.JL Pfanning & Program Analysis Start, 84/04/25, MORTON.K V. AdminFs- 
Irativa Confracia Branch. 12pp 31208.074-31209 137 

6506260272 FOIA request for SECY 65-067 

D£TJEN,J Philadelphia Inquirer, Philadefehfa, PA 85/03/11. FELTON, J M, Division of 
Rules and Records ip 31200-139-31209 139 

8506250273 FOIA request for all written malls did Q4D102 or later or If undated, created 
alter Jan 1964 re radiologFcal emergency plan ni rig & preperodness for plant 
BELAIR.RR Kirkpatrick & Lockhart, BELAIR.RR, Suflolk County, NY. 65/03/19 
Ollice ot Admlnlalratlon Spp 31244,036 31244 033, 

8606250280 Responds lo FOIA request for 5ECY>6S-O07.Foivrards portions ol app 
documents Portions ol documents also available In PDR App documents partially & 
completely withheld (ref FOIA Exemption 5). 

FELTON, j M Drvrsion of Rules and Records 85/04/16 DETJHNJ. PhHad^phla In- 
quirer, Philadelphia, PA. Spp 31209-140-31209 147 


-8506250483 Forwards rapt ol 840414 Incident ro loss of olfsile power Rapt discusses 
concerns raised in NRC Rapt 84-10 Correct broakor number is 103 2 not 100 2 os 
stalGdtn rept 

WYNNE, JG Long Island Lighting Co 65/01/25 ESELGROTH.P NRC • No Dale lied 
Alfillalion Given 9pp 31244060-31244'066 

—6506250484 Temporary Procedure Change 04-371 to Rev 2 (o Procedure 27 304 01, 
■’NSST & Reserve Station Sve Transformer Transfer Checks " 

• Long Island Lighting Co, 84/05/15 6pp 31244 067-31244'071 

-B60626D465 Forwards OS 01 07 repi of 841218 Incident ro blade guide removal w/asso- 
ciated control rod Inssrted.Control Rod 22-43 viewed for orientation of fuel support 
pfecQ Blade gufdQ removed under Improssfen that control rod was withdrawn 
STEIGER, Wt. Long Island Lighting Co 65/01/17 ESELGROTH.P. NRC - No Oe 
laifed Affiliation Given 4pp 31244.072-31244 076 

-860'S260486 Discusses crilorta for AO Irivosllgalions for SALP Requosls that rosicfenl 
inspector ofc be Informed in timely manner of listed info lo laclliialo lair & accurate 
assessment Helalsd info end. 

ESELGROTH,P-W Region 1, Office of Director 86/01/02 STEIGER.WE Long island 
Lighting Co 2pp 31244 076-31244 077 

••8608260469 Requests that insp Hem 62-14 06 bo closed based on fact that desenp 
lions fn controi room not controlled engineering documents. 

WYNNE, JQ, Long Island Lighting Co 04/12/11. ESELGROTH.P NRC - No Oalailod 
ArtillalioriGivOn fp, 31244:078-31 244.078, 

-8S062S0490 Forwards poinl by point response to five recommendations Idonlilied fa IE 
Circular 80 05 Based on response IE circular can be closed 
WYNNE,dG. Long Island Lighting Co )EC 80-06, 84/11/27 ESELGROTH.P NRC - 
No Detailed Alfillalion Given. Ip 31244 076-31244 088 


-8606250267 Foiwards 640430 Supreme Court decision on Sunshine Act Porllon of 
document withheld, 

PLAINE.H.H Olflce ol the General Counsel, 84/05/21. PALLADINO, GIUNSKY, ROB- 
ERTS Commissioners 6pp. 31209,143-31200,147 

8506250201 Partial response to FOIA request lor documenls re radiological emergency 
plana & correspondence between NRC 4 util since Jan 19 64, App A document a avail- 
able In PDR.Search & review ol addI documents continuing, 

FELTON,J,M DMalon of Rules and Records 85/04716, BELAIR.RR Kirkpatrick & 
Lockhart. 4pp, 31244 039 31244.099 

-8404110261 Requests end FEMA rapt re LILCO transition plan be (ransmilted lo ap- 
ptlcant for evaluation & response Draft Iranamlllal Itr also end 
pA 6ANO,FQ. Emergency Preparedness Branch. 84/03/29 SCHWENC£R,A Licens- 
ing Branch 2. tp, 91244.156 31244:162 


-6506260494 Nolflles that C Pefrone selected lor promotion to lead reactor engineer 
posFlion. 

ESELGROTH.PW. Region 1. Office of D/raclor 64/11/26 Long Island Lighting Co 
Ip 31244.oe9-31244 099. 

-6506260152 Forwards updated listing of open Insp items re licensing at plant Four so 
curity Hems & two engineering issues require resolution prior lo Issuance of low power 
OL 

MURLEY.T.E, Region! 1, Office of Director 84/10/01. DENTON.H.R. Olflce of Nuefear 
Reactor Rag Illation, Director. 26pp, 31244 122-3 1244' 165. 

-6606260164 Provides addi Inlo re emergency diesel generator lube oil consumption 
WYNNE, JQ. Long Island Ltghling Co, IEC0OO5. 64/03/06, ESELGROTH.P NRC - 
No Detailed Alfillalion Given. Spp. 31244.163-31244.176, 


-8411080160 FoiWards J Carpenter 841004,0622 & 0412 Itrs lo NRC re radiological 
emerMncy response plan lor consideration. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 84/10/30 KRfWM.RW Federal Emergency Management Agency. Ip 
3 1244: 163 31244,121 


8506260304 Response lo FOIA request for all records re revalfdatlon of Volum sines 
software programs FOIA nol applicable, Request pertalna to records to be created at 
some future dale. 

FELTON, J.M. Divtslon ol Rules and Records, 05/04/12 REYTBLATT.Z. Warren 
Wilson College, Swannanoa, NC. Ip 31206 344-31209 344. 
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Sjl06250401 FOIA request for 10-mile & 50-nnile emergency planning zone maps 
\V1LLIS.JL Carolina Power & Light Co SHNPPS85 112 35/03/21 FELTON, J. Divi- 
sion of Rules and Records 2pp 31209 339-31209 340 

350625040S Responds to FOIA request for 10 mile & 50 mile emergency planning zone 
maps Maps will be mailed under separate cover 

FELTON, JM Division of Roles and Records 85/04/12 GARROU.A Carolina Power 
a Light Co ip 31209 341-31209 341 

8506250417 FOIA request for appllcalion filed by Aerojet, Allied, Honeywell, Kerr McGee 
i Nuclear Metals to mig "green salt " 

FARLEY, S Reich & Tang, Inc 85/03/15 Office of Administration Ip 31209 345- 
31209 3 4 5 


8S062S0428 Responds to FOIA request tor applications fifed by Aerojet, 
Allied, Honeywe!l,Kerr-McGee & Nuclear Metals to mfg 'green sail " Only Kerr McGee 
filed application App documents available in POR 

FELTON, J M Division of flutes and Records 85/04/05 FARLEY, S Reich & Tang, 
Inc 2pp 31209 346 31209 347 


•506250468 Further response to FOIA request lor all correspondence re EAO 
MelallurgicaMnc from 840101 to present Forwards App C documents Documents also 
avaifabfe in PDR 

FELTON, J M Division of Rules and Records 84/12/04 WELDON,D. Doc-Search As- 
sociates ?pp 31222 083-31222-100 

*-8410230249 Forwards proposed Temporary Instruction 2800/5 re reconcen (ration of 
radionuclides In sanitary sewage sys lor review & comment by 841024 
COBB, L I Safeguards & Materials Program Branch 84/10/12 JOYNER, JH Region 
1. Office of Director BARR,K.P. Region 2, Office of Director AXELSON.W L Region 
3, Office of Director 5pp 31222 085-31222 090 


-8506250475 Concurs in issuance of Temporary (nslruclion 2800/5 re insp of licensees 
whore reconcent rat Ion 5 of discharged radionuclides may occur at sewage trealmenl 
plants Application of 10CFR20 203 should be included 

NUSSBAUMER.OA Assistant Director lor State Agreements Programs 84/10/18 
COBB,L I Safeguards & Malorials Program Branch Ip 31222 091-31 222 100 

8506250496 FOIA request for written statement or testimony presoolod by any member 
of Commission or staff at 850307 hearing of Simpson Subcomnnittee on Nuclear Reg- 
ulallon 8i answers to followup questions re source terms 

AFTERGOOD.S Committee to Bridge the Gap 05/04/06 Office of Ad minis trail on 
ip 31222 101 31222 101 

6506250498 Responds to FOIA request for statement or testimony presented by Com- 
mission or slaff at 850307 hearing of Simpson Subcommiltea on Nuefoar Regulation & 
answers to followup questions re source terms Forwards appcfocumonls 
FELTON, J M Division of Rules and Records 85/04/23, AFTERGOOD.S. Committee 
to Bridge the Gap. 2pp. 31222,102-31222 139. 

-8606250501 Testimony of NJ Palladino to SubcommIUes on Nuclear Regulation Com- 
mittee on Environ & Public Works on 850307 re NRG budget request for FY86 & 
Fva? 

PAULA Dl NO, N,J. Commissioners, 85/03/07 36pp 31222 104-31222 139, 

8506260113 Further response to FOIA request for nine categories of documents re U 
milt lallinas regulalions App L documents end & available in PDR.Porlions of App M 
documents & complete App N documenls withheld (ref FOIA Exemplion 5). 
FELTON.JM Division of Rules and Records, 85/04/16 BERICK.D Environmental 
Policy Instil ule 9pp 31222.206-31223.198 

-6306010195 Advises that decision against implementing or onlorclng codified U mill 
licensing regulations based on continuing resolution lor FY83,ln response to 630406 
ilr Prior approval from appropriations committee needed. 

PAULADINO.N J, Commissioners 63/05/05, UDALL,M,K House of Rep., Inlerior a In- 
sular Affairs 2pp 31222-342-31222.343 

-8307250598 SECY-83-290 Requests Commission approval to publish action suspend- 
ing portions of Commission rules lor licensing U mills & disposal of mill tailings a 
wasvB. 

DlflCKS.W.J Oillce of the Executive Director lor Operations 83/07/19 31pp. 
31222 344-31222,351 


■8506260139 Forwards documents on statutory language of & NRC position re EPA/ 
NRC agree men! on div of responsibility for continuing regulation of milt fallings 
STOIBER.C R. Oflice of the General Counsel, 78/08/(39 ASSELSTINE.J K. Senate, 
Environment 4 Public Works. 125pp, 31222,218-31222.339, 


•8506260203 Forwards 830722 Itr to EPA re inaccurate & misleading inlerpretation by 
NRC of amends to Atomic Energy Act concorning stds for U mill tailings control Policy 
should be based on technical analysis 

UDALL.M K House of Rep, Inlerior & Insular Affairs 03/07/22 PALLADINO, N Com- 
missioners 3pp 31223103-31223 105 


-8506260218 Forwards "Responefenl NRC Rapt on Recent Developments" re Kerr- 
McGee Nuclear Corp.et al vs NRC.et al (60 2043) to be filed Requests that end Itr be 
stamped w/liling date at earliest convenience 

TRUBATCH.SL NRC • No Detailed Affiliation Given 83/10/05 PHILLIPS, HK US 
Court of Appeals, lOih Circuit 5pp 31223106 31223 110 


•6506260308 Discusses amends le U Mill Tailings Radiation Control Act contained in 
NRC Authorization Act lor FY82 & 03 Amends allord guidance or> how EPA & NRC 
should discharge responsibilities to ensure public health & safety 
SIMPSON, A K Senate, Environment & Public Works 83/07/25 PALLADINO, NJ 
Commissioners 7pp 31223 I11-3t223 117 


-8S062 60310 Advises that NRC comments on EPA proposed stds for U & thorium tail 
mgs consistent w/& required by U Mill Tailings Radiation Control Acl.as amended 
LUJAN, M House of Rep, Interior & Insular Affairs 83/08/10 PALLADINO, N Com 
missioners 2pp 31223 118-31223 119 

-8506260318 Notifies lhat EPA promulgated linal environ stds for U mill tailings stabili- 
zation & control on 830930 Commission should prepare rulemaking package to con- 
form NRC mill lailings regulations to final EPA stds within 60 days 
ASSELSTiNEJ K Commissioners 83/10/14 PALLADINO, C31LINSKY, ROBERTS 
Commissioners Ip 31223 120-31223.120, 

-8506260330 Agrees that meeUng between NRC S EPA would bo holplul in resolving 
differences re EPA std sotting activities m radiation area.per Bornihal 831205 
memo. Suggested discussion topics lor meoling listed 

ASSELSTINEJ K Commissioners 83/12/13. PALLADINO Commissioners Cpp 
31223 121-31223 126 


-8506260339 Forwards acceptance criteria that will bo used (o judge adequacy of 
groundwalor monitoring program If changes to program necessary, requosl for amend 
to llconso should be si^mitlod prior to 640930 

SMITH, RD Uranium Recovery Field Oflice lEABU 84/07/10 American Nuclear 
Cofp 27pp 31223 127-31223 153 

-6506260367 Documents individual meetings on 840805 w/Commissioners ro proposed 
amends to U mill tellings regulations & advance notice of proposed rulemaking sent to 

FR on 040730 FR nofice end 

PALLADINO, N.J Commissioners 84/08/06 ROBERTS, ASSELSTINE, BERNTHAL 
Commissio nars 26pp. 3 1 223 1 54 3 1 223. 1 78 

-BS06260374 Advises lhat EPA final environ stds for U mill tailings promuTgatod by slat- 
ulory deadline Commission will iniliato rulemaking proceeding to conform NHCU mill 
I icon si no requfremenls w/finat environ stds Related Info end 

TRUBATCH.SL Office of the General Counsel 63/12/05 PHILLIPS, H.K US Court 
of Appeals, lOlh Circuil 19pp 31223 179 3 1223' 197. 

-8506260396 Stall requirements memo re 030429 briefing in Washinglon.OC on U mill 
tailings stds. EPA requests that NRC commonls on rule address whether day or pfasllc 
liner appropriate. Sjoblom will furnish Info on annual dollar figures 
CHILtCsJ Office of the Secrelaty of Iho Commission M030429 D3/04/2B Office of 
the Secretary of Iho Commission Ip 31223. 198-31223 106. 

6606260243 FOIA request lor 50 mile Ingestion pathway map (or plant 
LOCKHART, fl.M Ohio, Stale of 85/04/20 Office ol Admi nisi rail on Ip 31222-200- 
31222 200 

8506260247 Responds to FOIA requoal lor 50-mila Ingestion pathway map lor 
plant-Map will be mailod untfer separate cover. o, . 

FELTOnCj M Division of Rules and Records 85/04/12. LOCKHART.H M Ohio, Slata 
of Ip. 31222 201-31222 201 

6506260255 Further response to FOIA request for all documenls re 840612 Congres- 
sional brioling on Diablo Canyon Forwaros transcript ol meeting Documant also avail- 
abla in PDR, Portions of transcript withheld (ref FOIA Exemption?) 

FELTON, J M, Division of Rules and Records 85/04/16 DEVINE.T Goveromeni Ac- 
countability Projecl Ip, 31222 140 31222.199 


■-8606260144 Forwards EPA 630429 briefing handout on U mill lailings slds 
CHILK,S.J Office ol the Secretary of the Commission 85/05/03. PALLADINO, Gl- 
LINSKY, AHEARNE Commissioners 2pp 31222.340-31222 341 


,8506260263 Transcript of 840612 meeting in Washington, DC re warmup for Chairman 
on Diablo Canyon Pp 1-59 

* Commissioners. 84/06/12. 59pp 31222 141-31222-199 


•8S0626O174 Notifies ol NRC plans to publish proposed action suspending portions of 
Commission rules for licensing U mills & disposal ol mill fallings & waste FR notice S 
public announcement end.W/o FR notice. . 

DAVIS J.Q. Office of Nuclear Material Safety & Saleguarda.Olreotor. 83/05/25, 
OTTINGER.R L House of Rep , Energy & Commerce 5pp. 31222 352-31222 356 

•6506260100 ‘’Radiological Analysis of Mill Tailings Conirol Requirements" Maiked-up 
License SUA-1371 for Plateau Resources Limited did 840930 end. 

• Office of Nuclear Material Safety & Saleguards.Diroclor 83/05/31. 107pp 
31222.3 57-31223 096. 


6506260266 Further response 1o FOIA request for documents re Brown & RooUnc App 
E documents v^thheld (rel FOIA Exemption 6), „ . ,, « 

FELTON.J M Division of Rules and Records 86/04/17 HUGE,L. Rogovln, Huge & 
Lenzner. 2pp 31222-202-31222-205 

8606280146 FOIA request for documenls re 820827 radioaclive incident in Qilmoro 
Township, Greene County, PA or subsequent cleanup operations filed since 860705 tir. 
BAILY.WM Thompson & Bally 85/03/22. FELTON.JM Division of Rules and 
Records. Ip. 31268-329 31268.329 


*6506260186 Forwards 830500 order granting NRC motion lo defer argument on banc 

SLAGQ*elE.11.^ N^C - No Detailed Affiliation Given 83/05/10, PALLADINO, GILINSKY, 
AHEARNE Commissioners. 2pp. 31 223;097-31 223.098 

*8506260195 Forwards 830629 Itr to EPA commenlmg on mill lail^ 

AHEARNE,J. Commissioners. 63/06/30, PALLADINO, GILINSKY, R 
doners. Ip. 31223,099-31223.099. 

*6606260201 Comments on EPA stds for mgt of U & Ihonum rnill 'alarms at licensed 
commercial processing sites, Proposed stds should be modified to prohibit degradation 
of oKsite groundwater below existing poleritial use category qnr, 

akeARNE.J F. Commissioners, 83/06/29 Environmental Protection Agency, 3pp. 
91223:100-31223,102, 


std 

ROBERTS Commls- 


6506280155 Responds to FOIA request for documents created since 840705, re 
820827 radioactive Incldenl irv Gilmore Township, Green Counly.PA.DocumenIs in App 
A placed In PDR 

F ELTON, J.M. Division of Rules and Records, 85/04/22 BAILY.W M. Thompson & 
Bally. 2pp. 31268-330-31269 014 

-8S062e0102 Draft "Radiological Survey of Consolidation Coal Co Field 
Slta.JolIrtown.PA " 

SOERNER.AJ Oak Ridge National Laboratory. FIN A-9076 84/10/31. Region 1, 
Ollica ol Director. 44pp. 31268:332-31269014. 
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8606030390 Partial responsa (o FOIA request for three categories of documents to be 
made available at PPR re NSHCs App A documanls end & placed in PDR Search 
crwUruiino _ 

FELTON, J.M Division of flutes and Records 34/11/08 ADATO,M Union of Con- 
cerned Scientists 4pp 307SO 001-30720.005 


86062103 1 3 Forwards EPRf NSAC 85. "Losses of Offsite Power at US Nuctcar Powei 
Plants (Atl Yrs Through 1984j " Ulit elforts & redundant switchyard designs caused 
decrease in toss of offsite power, per Unresotved Safety (ssue A-44 W/o end 
MONTGOMEflY.BS Baltimore Gas & Etectric Co 85/06/13 DENTON,Hfl Office ot 
Nuclear Reactor Regulation, Director Ip 31035 158-31035 ISA 


-8506040439 Notice of consideration of issuance of amends to Licenses DPR 31 & 
DPR.4t & proposed NSHC determinalioni A opportunity lor heanng re 83061 d request 
concerning program to resolve pressurized thermal shocK issue 
VARGAS A Operating Heactofs Branch 1.83/10/03 9pp 30722 292-30722 314 

8506070664 Informs that end Engineerrng Evaluation Rept AEOD/E608 re opamting 
expononce involving sys disturbancos has potential significance lo resolution of Unre- 
solved Safely issue A 46 on seismic qualification of eqiiipmeni 
S£YFRIT,KV Reactor Opera If ons Analysis Branch AEOO/E608 85/05/24 KNIEL,K 
Generic Issues Branch 2pp 30798 061-30798117 

-8506070674 Forwards AEOD/E50e. "Nuclear Plant Operating Experience Involving 
Safety Sys Disturbances Caused by Bumped Electro- Mechanical Components Rept 
should be considered during resolution ol Unresolved Safety Issue A-46 
RUaiN.S D Reactor Operatfons Analysis Branch AEOD/ES08 85/05/24 
SEYFRIT,K.V Reactor Operations Analysis Branch 2pp 36738063-30798 117 

-8506070679 "Nuclear Plant Operating Expononce Involving Safety Sys Disturbances 
Caused by Bumped Electro Mechanical Components." engineering evafuaiion rept 
RUBIN.S Reactor Operations Analysis Branch AEOD/ESOB 85/05/31 53pp 
3O798-065-3O7S8 117 

6506140345 Forwards safety evaluation for NUREG-0612. "Control of Heavy Loads - 
Phase I." per util response lo 60 1 222 Genetic Ltr 8 1-07 Phase J acceplabJe 
NOVAK.TM AssislanI Director lor Licensing GL 81-07. 85/05/23 DIXON, OW. South 
Carolina Electric & Gas Co 2pp. 30907 252-30907 2S4 

-8606140352 SER re NUREG 0612, "Control ol Heavy Loads at Nuclear Power Plants 
(Phase 0 " Phase I acceptable, ^ . 

* NRC - No Delalled AflSiatior) Given. GL-01-07, 85/05/23 Ip 30907 254 30907 254 


650624011S Forwards safety evaluation re flux reduction using low leakage lircl mgi 
schemes per pressurized thermal shock (PTS) requirements Facility can operate for 
32 EFPVs before reaching PTS screening criteria 

STOL2,J F Operating Reactors Branch 4 85/06/04 TUCKER,H B Ouko Power Co 
2pp 31157 194-31157207 

-8508240122 Salety evaluation re flux reduction using tow leakage fuel mgt schemes 

g et pressurized thermal shock (PTS) requirements Facility can oporato lor 32 EFPYs 
elore reaching PTS screening crilena 

* Office ol Nuclear Reactor Regulation, Director 05/06/04 12pp 3iiS7l96 
31 167 207. 

8506240689 NUHEG/CR-4282 V02 EFFECTS OF CONTROL SYSTEM FAILURES ON 
TRANSIENTS AND ACCIDENTS AT A GENERAL ELECTRIC BOILING WATER RE- 
ACTOR Appendices 

BRUSKE.S J , BAXTER.DE, RANSOM, CB EG AG Idaho, Inc (subs ol EG AG. Inc), 
FIN A 6477 EGG-2394 85/05/31 Division of Safety Technology 341pp 31179 036 
31180016 

8506260217 NUREG 1032 DRFT FC EVALUATION OF STATION BLACKOUT ACCt 
DENTS AT NUCLEAR POWER PUNTS Technical Findings Related To Unresolved 
Salety Issue A-44 Draft Report For Comment, 

8ARANOWSKI.PW Olfice of Nuclear Regulatory Research. Director ' Office of Nu 
clear Reactor Regulation, Director Q5/0S/31 200pp 31212 301-31213138 

8508260229 Forwards for review, "Heavy Load Analysis Rept, Phase I " Rept partially 
fulfills I4RC 841205 request for reovaluation of control ol heavy loads Phase II rept mil 
be submilted on esoBtS 

WAREMBOURG.OW Public Service Co ol Colorado P-85210 85/06/14 
JOHNSON. E.H Region 4, Office of Director 2pp 31218 107-31216 182 


-6505160535 EGG HS6371 flOl Rev 1 to "Control of Heavy Loads at Nuclear Power 
Plants, VC Summer Nuclear Statlon.Unit 1 {Phase I)," technical evaluation rept 
FflIEDERICHS.S Energy Engineering Group. FIN A-6457 03/08/31 NBC • No De- 
tailed Affiliaiion Given 34pp 30907 255-30007 288 


8506 140418 Forwards response to Auxiliary Sys Branch request for addi Info (Question 
41032) re control of heavy toads Loads that may bo moved include concrete 
structures,shlelds & removable floor slab plugs 

OPEKA.JF., SEARS, C F NortJieasf Nuclear Energy Co (subs of Northeast Utilities) 
OPEKA.JF Northeast Ullliliea A04910 85/06/11. YOUNGBLOOD.B J Licensing 
Branch 1 3pp 30898 1 14 - 3089 a 116 

8606140624 NUREG/CR-3977 RELAP5 THERMAL-HYDRAULIC ANALYSES OF PRES 
SURIZED THERMAL SHOCK SEQUENCES FOR H B ROBINSON UNIT 2 PRESSUR- 
IZED WATER REACTOR . ^ 

FLETCHER.CO, BOLANDEfl.M A , WATERMAN.M E EG8G, Inc FIN A.6047 EGG- 
2341 85/04/30 Division of Accident Evaluation. 233pp. 30934 3 52 3093 5 222 


850615000B Further response to FOIA request for two categories ot documents re oper- 
ation ot Grand Gull power reactor A TDI diesel generators Documents listed in App A 
avallabis In POR Computer printout end providing brief description. 

FELTON JM Division of Rules and Records 65/02 /05 BELL,N Nuclear Information 
& Resource Service 7pp. 30961 001-30981 007. 

-8404260461 Rev 11 to Procedure OS- 1.02-1 0, "Station Blackout " 

• Mississippi Powers Light Co. 84/04/14 7pp 303B1' 107-30961 113. 

85061 603O9 FOIA request lha! NJ Palladino 860104 memo (0 WJ Dircks re Unresolved 
Safety Issues A-47 & A 49 concerning pressurized thermal sliock & conlrel 
sys, respectively ,be placed in PDR. 

MEYER, DW. Newman & Hollzinger 86/02/20 Office ot Admlnlslralion Ip. 
30981.21030981 210 


-8506260237 "Heavy Load Analysis RepLPhdse I " 

‘ Public Service Co of Colorado 05/06/30 73pp 31218109-31218 182 

0606260753 Forwards draft "Eflects of Control Sys Failures on Transients, Accidents A 
Core-Me)) Frequencies at SAW PWR." 

JOHNSON, C Division of Risk Analysis & Operallona (post 040429) 65/06/20 
SZUKIEWICZ,A Generic Issues Branch Ip 31227 201 31227 253 

-6505060133 Draft "Eflects of Control Sys Failures on Transients, Accidents & Core 
Moll FroquBneias at B&W PWR " 

aiCKFORO.W E. TABATABAI,A S Batlolle Momorfal Institute, Pacific Northwest Lab- 
oratorios. 85/04/30 NRC - No Detailed Alfilfalion Given 62pp 31227 202 31 227' 253 

8606270674 Forwards Insp Repts 60-250/05-16 & 50 251 /OS- 16 on 850420-0503 No 
violations or devialions loontllied 

BROWNLEE,VL Region 2, Offico of Director 65/05/22 WfLLIAMS.JW Florida 
Power AUghl Co 2pp 31 249'1 86-31249 196 

-8606270686 Insp Repts 60-250/85-16 & 50 261/86 16 on 860429-0603 No viofalion 
or deviation noted.Major areas Inspected snubber suivoillanco program,NLIREG 0612 
re control ot heavy loads, LERs,IE Bulletin 80 1 1 A Into Notice 85-10, 

LENAHAN,JJ. Roglon 2. Office of Dlroolor lEB-BO-ll 85/05/17 9pp 31240 188 
31249,196 


l&E INSPECTION AND ENFORCEMENT 

6SOS130027 SuppI 1 lo IE Info Notice 84 55, "Seal Table Leaks at PWHs ” SvC list end 
JORDAN.E L. bfvlsfon of Emergency preparedness & Enginooring Response IPos! 
830103) 85/05/14, Consolidated Edison Co of Now York, Inc 107pp 3104 4 065- 
31044! 171 


0506170037 Forwards summaiy ol 660430 meofing w/emorgancy diesel gonorator man- 
ufacturers re clarlficallon of (generic LIr 64-16 Diesel generator reliability program con- 
cerning Generic Issue B-56 should focus on listed Items 

THOMPSON.HL Division of Licensing. 61-84-15 85/06/07. DENTON.H Office ol 
Nucteai Reactor Rogutattori, Oireatoi 3pp. 309SV.t27-3CB3V.129, 

8506170039 Responds lo FOIA request lor NJ Palladino 850104 memo lo WJ Dircks re 
pressufizer thermal shock & satoty Implications ol conlrel sys lUnrasolvod Safely 
Issues A 47 & A-49]. Forwards document Document also avallabie in POR 
FELTON, JM Division of Rules and Records, 85/03/11 MEYER,DW. Nowman 8 
Holtzfnge/. Ip. 30981.211-30931.215. 

-6506170049 Forwards discussion notes from 850103 meeting w/0 Bssdeka re Safely 
laauas A-47 & A'49 concerning niessurtier thermal shock & conlrot 
8 y 8 .f 0 sp 0 ctivoly.Re 8 Uils of ACRS review of Basdeka concerns requested, 
PALLADlNO,N.J. Commissioners 85/01/04 DIRCKS, WJ. Oflico of the Executive 01- 
reclor for Operations 4pp 30981-212-30981:215. 

8S0617047S Forwards mar)(ed-up revs to FSAR,per NUREG C6 12 re control of heavy 
loads & SER Outstanding Issire 8 Changes reflect revised load paths lor certain hofsls 
& deletion of others & Includes updalod design info 

MITTL,RL Public Service Electric & Gas Co. of New Jersey, 85/06/13. BUTLEfl.W 
Licensing Brai«tl2 30pp, 30957'27fi-30957!S07. 

8506200128 Forwards Rev 3 to rept on control of heavy loads covering review of ISO P 
calion crane 

PETRICKjN.A. Standardized Nuclear Unit Power Plant System SLNRC 35 19 86/06/ 
12. DENTCN,H.R Office of Nuclear Reactor Rogulalfon, Director. 3pp 31607.221- 
31007.223. 

6506210150 Forwards prioritnatton evaluation of Ganeric Issue B-50, "UN (N-1) Loop 
OperaMon In BWRs & PWfls." Evafuaiion will be Incorporated Into NUREG 0933, 
"Prforilizatlon ot Generic Safety Issues." 

DENTON.hr. Olfice ol Nuclear Reactor Regulaton, Director. 86/08/12. 
BERNERO.RM, Division ot Systems Integration (post 611005). 12pp 31046 002- 
31046.013. 


8506130036 SuppI 1 to IE Info Nollce 85 020, "Motor-Oporalod Valvo Failures Due to 
Hammering Eifest." Svo list end. 

JORDAN.E L. Division ol Bmargancy Preparedness & Engineerina Response (Posi 
630103} 65/05/14 Consolidated Edison Co. ol New Yorit, Inc. lOTpp 3t 044 '172- 
31044.278 

8605200590 IE Info Nollce 85-039, "Audllability of Electrical Equipmeni QualiUcaUon 
Reewris a1 Licanseas FacitHtea." Svo Hal end 

JORDAN.E, L. Division of Emergency Proparednesa & Engineering Response (Post 
B30103) 85/05/22. Consolidated Edison Co of New York, Inc 106pp. 30837 253 
30837.363 

8605200600 IE Info Notice 65-040, "Oeflclencles In Equipment Quallffcatton Testing & 
Ceillficallon Process " Sve list end 

JORDAN.E L. Division ot Emergency Preparedness & Enginoerlng Response (Post 
830103). 85/05/22 Consolidated Edisorj Co. of New York, Inc. lOepp 30B48.166- 
30848 '271. 

6505260181 IE Info Notice 85-042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Efamenls.’* Sve list end. 

JORDAN.E.L. Division ol Emergency Preparedness & Engineering Response (Post 
830103), 86/05/29, Consotldated Edison Cte, oi New York, Inc I20pp 67910339- 
87916 343. 

8SO52601B7 IE Info Notice 86 043, "Radiography Events at Power Reactors" Sve hsl 
end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/30. Consolidated Edison Co of New York, Inc. f20pp. 30564 167 
3Oe64;207. 

850 62601 9S IE info Notice 86-044, "Emergency Communication Sys Monthly Tesf." Sve 
list anct. 

iOflDAN,E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103 . 85/05/30 Consolidated Edison Co. of New York. Inc 121pp 30864 045 
30884:166, 
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3506030526 PNO-IV 85 024 on 850530, util reported that agreement reached on cash 
settlemenl of lawsuit against Halliburton.Co.parent company of Brown & floot.IncCity 
of Austin^one of lour principal owners, still considering agreement 
CROSSMAN,WA Region 5, Office of Director 85/05/30 Ip 30679 034-30670 034 

9506040154 PNO-lll-85 042 on 850527, security personnel discovered water bubbling out 
of ground near condensate storage tank Caused by broken pipe 20 It below 
ground Leak halted when personnel closed valve, Isolating tank 
GREGEB.LR, PAPERIELlO,C J Region 3, OKice o( Director 85/05/28 Ip 
30701 315-30701 315 

8586040166 PNO-V-B5-032 on 850 522, truck carrying toxic waste from TAMCO steel mill 
discovered contaminated Mill surveyed & radiation discovered In bag house Possibly 
caused by radioactive gauge melted w/steel 

HORNOR.J . THOMAS.R, MONTGOMERY.J Region 5, Office of Director. 05/05/29. 
Ip 30702 314-30702 314 

8586040212 PhfO l\/-B5-025 on 850531, unit tripped from 100% power due to unex- 
plained closure ol main turbine intercept valvos Steam pressure from valves caused 
long, narrow crack in expansion [olnt Steam leak isolated when turbine tripped 
JOHNSON,E H Region 4. Office of Director 85/05/31 Ip 30701 317-30701 317 

8586050230 EN 85 044 A on 850603, notice of violation & proposed imposition of civil 
penalty in amount of $500,000,lssued to licensee,w/minor editorial changes in 850529 
notification 

HOLLER, E , AXELRAD,J Director's OKice, Ollice of Inspection and Entorcoment 85/ 
06/03 Ip 30718 197-30718197 

8586050293 EN-85-044 on 850531, notice of violation & proposed Imposition of civil pen- 
alties in amount of S500,000 to be Issued to licensee Action based on training pro- 
gram deficiencies & errors In operator license applications 

HOLLER, E, AXELRAD,J Director's Office, Ollice of Inspection and Enforcement 85/ 
05/29 1p 30719 045-30719 045 

BS06060677 IE Info Notice 85 045, "Potential Seismic Interaction Involving Movable In- 
Core Flux Mapping Sys Used In Westlnghouso Designed Plants " Sve list cno) 
JORDAN.E L Division o( Emergency Preparedness & Engineering Response (Post 
830103 ) 85/06/06 Consolidated Edison Co o( New York, Inc 179pp 30864 228- 
30065 046 


85060606 81 EN 85 042 by 850530, notice ol violation & proposed Imposition of civil pen- 
alties in amount ot $75,000 will be Issued Action based on violalions re hoallti physics 
& security & inadequate mgt control of contractors. 

HOBINSON,P , AXELRAO,J Director's Ollice, Ofllco ol Inspection and Enforcement 
EN 85-042 85/05/24 Ip 30746’307-30746 307 

8806060 707 IE Info Notice 85 046, "Clarification ol Several Aspects ol Removable Ra- 
dioactive Surface Contamination Limits tor Transport Packages " Sve list end 
JOnDAN,EL Division ol Emergency Preparedness & Engineering Responso (Post 
830103) 85/06/10 Consolidated Edison Co of New York, Inc f24pp 31043 301- 
31044 064. 

8506070 1 72 PNC 1-85 041 on 850 601, facility reported damaged by 850531 
lornado Small tire,resulling from damage to transformer, exiingulshod by personnel No 
licensed mall disturbed Media Interest widespread 

COSTELLO. JOYNER Region 1, Otiice of Director. 85/06/03, Ip 30761361- 
3075 t 361 


6508070459 PNO 111 85-043.on 8 50530, control rod F-12 did not drop to bottom of core 
duilng cold lull Now control rod drop tesi On 85053l,rod J-4 stuck w/primary sys at 
370 dTearees Vessel head will be removed (o dotormino why rods stuck 
JACKIW.I, SHAFER,W, Region 3, Offico of Director 05/05/31 tp 30763 335- 
30753 335 

8508070559 PNO 111-85-045 on 8 506 02, reactor trip & main leedwator pump tnp 
occuried Caused by high turbine vibration Cause of main toed water pump trip under 
invosligallon Plant In hoi standby mode, 

JACKIW,!, SHAFER,W, Region 3, OHico ol Olreolor 65/06/03. Ip 30763 350 
30753 358 


8506070567 PNO lll.85-044'on 850531.un)1 manually scrammed dua to decreasing 
vacuum In condenser Caused by rupture ol flexible expansion joint on discharge side 
of circulation pump IB flooding crib nouse & causing loss of all sve water 
CHRISSOTIMOS,N. SHAFER,W Region 3, Office ol Diroclor. 85/06/03. Ip 
30763.1 87-30753'1 87 


8506100582 EN 85 045:on 850606, notice ol violation & proposed imposition of civil pen 
ally in amount of $25,000 will be issued to licensee Action based on failure to Impfo 
mant compensatory measures to control vital area access 

HOLLER, E , AXELRAD.J Director's Ollice, Office of Inspection and Enforcement. 85/ 
06/03. tp 30793,101 •30793'101 


8506110237 PNO-ll-85-057 on 850606,durlng routine patrol,broach ol plant vital area 
discovared Security panel in vent duct adjacent to fire door bent back Security officer 

posted al barrier No abnormal conditions found In vital area 

TOBIN.WJ., DANCE, HC Region 2, Offico of Director 85/08/07 2pp 30807 009 
30807,010. 


8506110272 PNO-V-85-034 on 860603, maint electrician injured while working in ma- 
china shop outside of protected area Caused by piece of mall penetrating electrician 
skull during buffing Worker died ^ ^ 

JOHNSOHP Region 5, Office ol Director 85/06/06 Ip 30807'21 3-30807.213. 


8506110486 Corrected EN-84-035on B40619.order lo show cause issued due lo exten- 
sive con lamina lion .Caused by irradiation of diamonds & other gemstones using un- 
EG&.ldCl /NrR*’24fa 

FLACK, E., AXELRAD.J. Director's Office, Offico of Inspection and Enforcement. 84/ 
06/ie Ip 3 081 6, 196-3081 6' 196, 


8508110848 PNO-V-8 5-033 !on 860606 .Channel C reactor trip breaker tailed to open 
during aurvelllance testing ol undervoltage trip attachment Prelimlivary info Indicates 
that failed breaker refurbished during current outage , . ^ 

MILLER, L. Region 6, Office ol Director 86/06/06 Ip. 30808:359 3OBO0'359 


S59814(K>&‘I PNO-lV-86-027.on 850609,facility achieved Mode 1. Plan I presently al 10% 

power NRC does not plan to Issue press release nn-, 

MARTI N.L.E Region 4, Office of Dfreolor 85/06/10, Ip, 30894,327-3O894;327 


8506149094 PNO 111-85-046 on 850604,while taking sample from vol control tank, valve 
packing failed .resulting in release of approx 700 mCi xenon & krypton gas Workers 
evacualed.gas removed by ventilation sys & valve repaired 

MARABITO.fl , GHEGER.LR Region 3. Office oi Director 65/06/07 Ip 30894 257- 
30894 257 

8506140152 PNO-III 85-047 on 850609, unit tripped at 90% power due to feedwater 
pump problems Both auxiliary & mam feedwater pumps tripped, leaving steam gonera- 
tors w/o leedwator & at low water level Auxiliary pumps manually restored 
BURGESS.B, SHAFER.W Region 3. Office ol Director 85/06/10 Ip 30893 235- 
30893 235 

8506140203 PNO-III D5-043A on 850530,contfol rods F-12 & J-4 found stuck during 
Insp Caused by split pin & broken piece of tube being lodged In guide tube Guide tube 
inserts & internals will be removed & inspected 

BURGESS.B , SHAFER.W Region 3, Oflico ot Director 05/06/10 Ip 30696 106- 
30896 106 

8506149240 IE Info Notice 85 047, "Potential Effoct of Line Induced Operation on Cer- 
tain Target Rock Solenoid -Ope rated Valves " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Responso (Post 
830103) 65/06/18. Consolidated Edison Co ot Now York, fnc 148pp 31268 157- 
31266 304 


8506140359 PNO IV-65 026 On 850607, unil placed In Mode 2 for mote than 2 
days Caused by listed mainl needed after operation at 05%) lull power Unit scheduled 
to return to power on 850612. 

MARTI N.LE Region 4, Ollice ol Director 85/06/10 tp 30893 331-30893 331 

8506140456 PNO-ll-85 050 on 85060 7, licensee reported that individual received radi- 
ation overdose to small area ol skin on underarm Caused by parltcio transfer from 
protective clothing Person dcconlamlnated 

ALBRtGHT.RH, HASEY.C M Region 2, Olfico ol Director. 85/06/07 2pp 
30898 340-30898 341 

8506140534 PNO-lll-85-048 on 850610,290 woiKers & on 850611,2,500 workers walked 
off job Caused by protost In response lo QC Inspector hitting laborer w/roll oi 
blueprints Most workers back at work on 850612 

JAB CONSKI.F, WARWICK, R Region 3, Olfloe ol Director 86/06/12 Ip 30897 204- 
30897 204 

8506140550 PNO-III 85 047A on 6 5 0609, loss oi feedwalor to steam generato.s 
occurred Confirmatory acliion Ur, issued by Region III ort 650610, placed freeze on elec- 
trical & mechanical work Licensee cannot restart or excood 5% power 
BURGESS.B, GREENMAN.E Region 3, Ollice of Director CAL. 85/06/11 2pp 
30900067-30900 058 

8506140636 IE Info Notice 85-040, "Respirator Users Notice Defective Self Contained 
Breathing Apparatus Air Cylinders " Sve llsl onci 

JORDAN.E L Division of Emergency Preparedness & Enginoerlng Response (Post 
830103) 85/06/19 Consolidated Edison Co ol New York, Inc I20pp 31376 064- 
31370 183 

8506170321 PNO 1 65 042 on e50612,durinQ rocovory process following reactor 
Irip.reactor bldg deluge fire protection sys Ini Haled Caused by smoko from hot blister- 
ing paint on scrom discharge vo) piping Reactor currenlly in cold shutdown 
CONNEfl.E Region 1, Olfice of Director 85/06/13 Ip. 30958 136-S0956'135 

8508170361 PNO 11-86 060 on 05Q613,dQvic8 rigged to resomblo homemade bomb 
found In area Inside equipment hatch Licensee oHIcials evacuated area Police bomb 
squad assistance requested DovEce described as llashllghl battery A wires 
PERNY.C, BARR.K, Region 2, Off Ice of □ [rector 85/06/13 Ip 30958 043- 
30958 043 

8506170362 PNO V 65- 033 A Channel C reactor Irfp breaker failed Causod by (ncorrect 
measured armature to rivet clearance 8 trip paddle whoro conlecling armature plate 
squared ofl.Othor reactor trip breakers reexamined 

MILLER.L Region 6. Ofllco of Director. 85/06/10. Ip. 30958-089-30968 089 

85O017OS12 PNO-TMI 85-005 on 850611, small electrical fire occurred on upper level of 
fuel handling btdg.Causod by shorted welding cables used tor mode to submerged do 
mineralizer sys No personnel Injury, equipmont damage or radiological release 
COOK.R, COWGILL.C Region 1, Office ol Director 85/06/12 Ip 30956-216- 
30956 216 

B5061B0141 PNO lt-86 061’on 650613, unplanned release cl radioactive gases 
occurred Causod by relief valves lifting as result of water tillino surge drum that re- 
moves radioactive gas from primary coolant Offsite doses negligfblo 
COLLINS, D, BROWNLEE.V Region 2, Olfico ol Director. 85/06/14. 1p 30976,268- 
30975 208 

fiSOS 180396 EN-85-047'lnfortT)s of issuance of order modifying ficonses based on re- 
sults ol special review conducted to investigate circumstances surrounding prepara- 
tion of nonconform artca repis re containment pressure transmitters. 

BEACH.B , AXELRAD.J, Director' a Ollice, Office ot Inspection and Enforcement 85/ 
06/17 2pp. 30976 343-30976 344, 

8506180410 PNO-V-as-035on 850530, State of WA banned Philadelphia Electric Co 
from use of radwaslo burial site & suspended burial permit effective 850531 Caused 
by receiving shipping drum w/hole.No contamination associated w/shipment 
THOMAS, RD Region 5. Olfice ol Director 65/06/11. tp, 30977:107-30977,107 

8506200919 PNO-II 65-062 on 85061 8, licensee investigated alleged offsite drug use by 
nonsupervlsory members of contract guard force Urinalysis tests on 16 samples 
showed negative resulls In all but three samples Investigation continuing 
PERNY.C., BARR.K. Region 2, Olfice ol Director 86/06/18. Ip, 31007.129- 
31007:129 

8508200022 PNS-l-86-008’on 85061 5,bomb threat received Search ot control room & 
reactor bldg completed w/nagatlve results 

BAILEY.RJ, KEIMIG.RR Region 1, Ollice ol Director 85/06/17. Ip 31007-128- 
31007 128 
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850'620O144 EN 85 046 notice o( viofation & proposed imposition qI civil penalty rn 
amount of 5500 will be issued on or about 850614, based on possession ot tree used 
matt at unlicensed location & failure to secure matis 

FLACK, E , AXELFlADiJ Director’s DUice, Ollrce of Inspection and Enlofcerrent 85/ 
0BM1 Ip 31O031A33t00at43 

8506210118 PNO III 05-0470 sleam leed rupture control acluated in low pressure mode 
duo to Initiation of auxiliary feedwater How following Irip Caused by personnel 
error Ettects o( error on subsequent plant behavior still under evaluation 
BURG ESS, B. SHAFER.W Region 3, Office of Direclor, 05/06/13 Ip 31024 346 
31024 346 


8506240114 PNO 111-35-049 on 850615/adiogfapher received 1,660 mrems from discon- 
nected 60 Cl lr-192 source alter dismantling source guide lube No signs of radiabon 
sickness reported Region III will perform special insp after consultant ropi 
SRENIAWSKIDJ,, AXELSON.WL Region 3. O/llce of Director 05/06/17 Ip 
31061-214-31061 214 


8506240119 PNO ll(-05-O28F on 85061 7, decontamination aclivitiss continued 
uneventfully All contents of glove boxes removed from facility .quantified .packaged & 
transporteo for storage until final disposition To date, 20 Ci Am 241 confiscated 
AXELSON.WL, HlNb,J A Region 3, Office of Direcfor 85/06/17 Ip 31061 170- 
31061 178 


8506250000 FOIA request for PNO IV-a4-D28A . 

MCDONALD, D.D Nuefear Pharmacy, )nc DDM04a51>3 B5/04/0D FELTON. JM Oi 
vision of Rules and Records Ip 31209 352-3f209;352 

8506250085 Responds to FOIA request for PNO-fV-a4 028A PNO IV 84 02eA end 
FELTON, JM Division of Rules and Records 65/04/24 MCDONALD.D D Nuclear 
Pharmacy, Inc. Ip 31209353-31209 365 

8506250126 PNO-V-fl5 036 on 0506 1 0, facility manually shut down from 15% power duo 
to How bli 
broken in 
MILLER, L 
31180.144 

8506260229 EN 85 OITA on 650621 .order Imposing Civil monetary penalty in amount of 
$50,000 issued Action based on faifura of upper rioad Injection accumulator sys fsola- 
tfon valves to close at required water level Mitigation of penalty unwarranted 
BEACH.B, AXELRAD,J, Director’s OHice, OHice of Inspection and Enforcement 85/ 
06/21 Ip 3I180 220 31180'220 

8506260424 EN-65-04B.on 050624, notice of vlolatlor> & proposed Imposition o1 civil pen 
allies In amount of $9,500 will be issued lo Ire enseo Action based on health physics 
violallons re use of licensed malls by unaulhorized user 

ROBINSON, P.. AXELRAD.J Director's Oflica, Office of Inspection and Enicreemeni 
85/06/19. Ip 31219 266 31219 266 

6606260042 PNO III B5 04 9A On 66 0621, special insp parformod to review circuni 
slances ra radiography source disconnect on 850917 Source not retracted lo fully 
shielded position wilhin exposure device Blood sample aubmilted for chromosome 
sturN 

SHENIAWSKI.DJ , AXELSON.W-U Region 3. Oflice el Director 05/06/24. 1p 
31266 027-31250027 


Dckage in mam turbine fubrlcating oil sys lurbine must oo securea, vacuum 
condenser & primary plan-l coofedto 230 F Shutdown will last 4 days 
. ECKHARDTJ Region 5, Olfice of Director 85/06/19 Ip. 31180144- 


6506280064 PNO-V-85 037 on B50629,iii)lsolable 20 gpm reactor coolant leak 
occuried.Caused by cracked weld in 1-Inch diamaler high point vent line from RCS Ne 
personnel contamination or radioactive release from reactor bldg occurred 
ECKHAHOT.JJ, MYERS, C. Region 5, Olfice ol Director 85/06/24 1p 31253 354- 
31253354, 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


0506170417 Forwards completed research results utilization form, which provides official 
comments on value ol research to regulatory process, per Research Info Ltr 141, 
"Bio a ecu mutation ot P-32 in Bluegil) & Catfish " 

ROSZTOCZY,2 fl Research & Standards Coordination Branch 65/06/05 
aURDAAJ Pokey, Planning & Control Staff fposl 840429) 2pp 31157 303 
31157 304 

6506210455 Discusses schedule tor resolving 8 completing Generic Issue 105, “fnter 
facing Sys LOCA at BWRs " Technical resolution assigned "HIGH" priority 
ranking End evaluation assumes no leak testing ot RCS pressure isolation vaKres in 
BWRs 

DENTON.hr Office ol Nuclear Reactor Regulatior), Director 85/06/tt 
BERNERO.RM Division ol Systems Integration (post 611005) 12pp 3TO44 320- 
31044 331 

8506270116 Advises of establishment ol study effort lo reevaluate bases & guidelines 
used to determine equipment & areas to bo protected as vital in plants Availability ol 
RL Fonner roquesled as legal consultant 

MIRAGUA.FJ NflC - No Detailed Afllliatlon Given 85/06/18 CUNNINGHAM.G H 
Offica of the Executive Legal Direclor. Ip 31262 355 31262 360 

—8506270134 Advises ot establishment of study to reevalualo bases & guidelines used 
to detorimine equipment 8 areas protected as vital Action plan end 
OIRCKS.WJ, Olfice of the Executive Director for Operations 85/05/01 STELLO.V 
Regional Operations A Generic Requirements DENTON, H R Office of Nuclear Reac- 
tor Regulation, Director DAVIS, JG OHico ol Nuclear Material Safety 8 
Safe guards, Direclor Spp 31262 356-31262 360 


NUREQ NUHEG REPORTS AND RELATED CORRESPONDENCE 


B5O21S6O70 NUREQ/CR 3430 V02 NUCLEAR POWER PLANT OPERATING EXPEHt 
ENCE - 1982 Annual Report 

SILVER.EG Oak Ridge National Laboratory FIN 8-1637 85/01 /gt Division oJ 
Budget & Anafysls 393pp Available at NRC $8 00 20004 OtO 29005 042 

8504170476 Requests remittance of addi lee for 840424 application for amend to LI 
cansa NPF-1, proposing Tech Spec changes re NUREG 0737 items 
DIGGS, n M Ucenso Fee Managamont Branch 85/04/09 WITHERS, fl D, Poittand 
General ElactrtoCo Ip 29905 009 29905 009 

6605220012 Board Notification 65 056 discusses changes (a rfnn selhnns of safety 
valves, New settings bounded by EPRI test results Conclusions irom SSbR Certilica 
Hon Hem 74 re acceplance unchanged 

THOMPSON, H L. Division ol Licensing, 85/05/20 PALLADINO, ROBERTS, ASSEL- 
STIN 6 Commissioners 2pp 31295 305 31295.312 

8SD603OO61 NUREG 0797 S10 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION.UNJTS 1 AND 
2 Docket Nos, SO 445 And 50-446 (Texas UHlitles Electric Company) 

• Divtsion of Licensing 85/04/30. 326pp 30706 000-30706 333 

ssoeoscoss NUREG 0040 V09 Not LICENSEE CONTRACTOR AND VENDOR 
STATUS REPORT Qtiarieily Rep orliJanuaiv-M arch 1965 (White Book) 

‘ Division of OA, Vendor A Technical Training Center Programs (Post 050212) 85/ 
05/31 210PP 30707'001-30707 219 

6606030101 NUREG/CR-4131 INVESTIGATION OF ALTERNATIVE WEANS TO AC- 
COMPLISH THE GOALS OF BIENNIAL ION CHAMBER CAHBRATION 
CAMERON.J R , DEWERO.L A , GOETSCH.S.J Wisconsin, Univ. ol, Madison. Wf FIN 
B 8906. 85/05/31. Division of Radiation Programs 8 Earth Sciences (post 040429) 
3Bpp 30707-220-30707 259 


6411120921 Forwards "Applicabon el Risk Perspectives Procedures Guide." Procedure 
guide intended to provide AEOO w/simplified method lor assessing safety significance 
ol events under consideration by AEOD, 

SEYFflITiKV, Reactor Operatlorxs Analysis Branch, 84/10/26 IPPOLITO.TA , 
SEYFBIT.K V NRC • No Detailed Affiliation Given 4pp. 30086 342-30867-074. 

-8411120024 "Application of Risk Perspectives Procedures Guide." 

LAM, P. AEOD, Director's Oflica 04/10/16 94pp 30866-344-30067 074 

B 605090499 Forwards "Summary of Nonre actor Event Repl Data Base, Jan-June 
1984." Rept suppls 64061 1 AEOD repl on data base. Comments requested 
HELTEMES,C,L AEOD, Director’s Oltice 05/05/02 DAVIS. JQ OHice ol Nuclear Ma- 
terial Safety A Saleguards.Director, TAYLOR, J M Director's Office, Office ol Inspec- 
tion and Enforcement KERR, GW. Office of Slate Programs, Director. Ip. 30066 324- 
S0B6B.341. 

-8S05080S02 "Summary ol Nome actor Event Repl Data 0858,388-4000 1904 " 

0I.ACK,K AEOD, Oireotor's Office AEOD/NSOI, 84/06/30 17pp. 3O06B-325. 
30866:341. 

6506030021 Responds lo 850403 request for ccmmenls on draft entcrcemenl guidance 
memo le entorcement actions CDnceming tndlvidualB, Policy should Indicale that 
record retention will be Idea II fled In Hr, not Ice of violation or order. 

DENTON, HR, Oflice of Nuclear Reactor Regulation, Director. 85/05/09, 
TAYLOR, J.M Director's Office, Oflfce of InspecHon and Enforcement Ip. 30707 362- 
30707,362. 

65060401 13 Forwards Rev 1 to "Region V FY85 Regional Operalir^ Plan" lo document 
certain resource allocation changes made during mid yr rovlew.Changes coordmaled 
w/program ofes during May 1 985 & eonsisteni w/changes in FYfl6 mle-yr review 
FAULKENBEflRY,B Region S, Office of Director. 65/05/31, STELLO.V. Region 6, 
Office of Director, Ip 30702'284-30702-303, 

-6506040121 Rev 1 to "Region V FY65 Regional Operating Plan." 

’ Region 6, Oflice of Director. 65/05/30 f9pp 30702-285 30702.303, 

6506 130246 Fciwards corrected Pages A-8 & A-9 to Teak 64 under Contract NRC-05- 
82-249 re efose out of |E Bulletin 80-12, per request 

LOFY.R.A, Parameter, Ino, NRDO5-e2-240. IEa-eo-12 86/05/31. SHEWMAKER.R E. 
Engineering & Generic Communications Branch. Ip. 3 0059- 283-308 59.263 


6606030119 Forwards response to 050423 Hr re post-LOCA status of reactor coolant 
pumps.lrtp va no Inp, pet NUREG 0737, (tom 11, K 3.5 

ENOS,J f Arkansas Power & Light Co, 2CAN058507 05/05/23. MILLER, J R Opoial 
ing Reactors Branch 3, Spp 30673,230 30673-234 

8506030192 NUHEG 0748 VOS N03 OPERATING REACTORS LICENSING ACTIONS 
SUMMARY Data As Ol May 31,1985 (Orange Book) 

^ ManegemenI Support Branch. 65/05/31. 342pp, 30666.001-30688 342 

0506030206 Respor>ds to NRC 650502 Hr re withdrawal of nonconformance noted In 
QA Program Insp Rept 99900897/65 01 Withdrawal not noted In Vol 0, Number 1 ot 
published quarterly rept (NUREG-004a) 

TYLER, J H. Weldmuller Terminations, Ino 85/05/28. 2ECH,G.G Vendor Program 
Branch Ip 30674:139-30674:139 

8606030230 Advises that Tech Spec Issues stemming from mods assoclalod w/ 
NUREG 0737, Hems II B,3,ll F 1 2,11 F.1 6 & 11.0 3 4 A Gonaric Ltr 63-36 

concluded Addition of Tech Specs for Items II 8.3 & If F.1. 2 unnecessary 
HARRINGTON.W.O. Boston Edison Co. BECO 86-101, 65/05/20 IMSSALLO.OG 
Operating Reactors Branch 2. 2pp. 30674: 182'30674'1 83 

6506030241 Informs that util terminated all etforls to provida enhancements to control 
room panels re 050204 DCROR for 3-6 months Delay necessary since enhancements 
to parveis wlH have to be removed per Suppl 1 of NUREQ-0737 
PILANT.JM Nebraska Public Power DIsIncI, 65/05/24, VASSALLO.OB. Operatrng 
Reactors Branch 2. 2pp. 30673,304-30673:305. 

8606030309 Discusses extension of response to draft salety evaluation of Suppl 1 lo 
NUREG 0737 emergency operating procedures generation package Mod ol 840612 
order requested Submittal ol response by 650712 planned 

OPEKA.J.F. Connacticul Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilitioa, 
A029S9. 05/05/24. ZWOLINSKI.J A. Operating Reactors Branch 5 2pp 10673 266- 
30673,209 

85060303S7 Rerwests relief from Implementing NUREQ.0737,llGm ILK 3.22, "Aulomalio 
S^tchover of hCIC ^s Suction. " Mod Issued lo reduce reliance on operator action 
during event where RCIC suction switched from primary coolant supply, 
HARfllNQTON,W.P Boston Edison Co, BECO 65-100. 85/05/^. VASSALLO.DB 
Operating Reactors Branch 2. 2pp 30673-306.30673.307. 
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*506030361 Forwards safely evaluation ol TM! Action Item II K 3 30 lor Westinghouse 
j>1artts TMI (tern complete, based on understanding that util member of Westinghouse 
Ovsners CSroup & use of NOTRUMP model 

ZWOLINSKI.JA Operating Reactors Branch 5 GL 83-35, 85/05/30 BASKIN, KP 
Southern California Edison Co 2pp 30673 315 30673 323 

8-508030370 Responds to Generic Ur 84-23, "Reactor Vessel Water Level Inslrumenta 
tjon in BWRs " Ref leg rerouling will provide improvements in accuracy & reliability of 
reactor water level monitoring control sys 

HABRlNGTON,WD Philadelphia Electric Co BECO 85 039 B5/05/28 

VASSALLO.D B Operating Reactors Branch 2 2pp 30873 277-30673 278 

6506030405 Ack receipt ol 650403 Hr informing NRC ol steps taken to correct violations 
noted in Insp Rept 50 333/84-24 Completion dales acceptable except for Homs 84- 
24-02. 84 -24-06A,84-24-06D, 84-24 OBC & 84-24 10A 

MAHTIN.TT Region 1, Office ol Director 85/05/28 GLOVIER,HA New York Power 
Authority {formerly Power Authority of the Slate of New York) 2pp 3071 1 250 
30711261 


6506040384 Forwards responses to open items re exceptions from guidelines ol Rev 2 
to Reg Guide 1 97 (contained in Suppi l to NLIREG-0737) discussed in 850416 
meeting Responses should resolve NRC concerns re open items 
OPEKA,JF , SEARS,CF. Northeast Nuclear Energy Co (subs of Nonhoast Utilities) 
OPEKA,JF Northeast Utilities A04668 65/05/28 YOUNGBLOOD.B Licensing 
Branch 1 I6pp 30639062 30639077 

8506940472 Forwards jusliticalion for not wrapping structural steel which supports pro 
tected cables in auxiliary feedwater pump room area Addition of fire resistive mail to 
cable tray supports unnecessary 

TUCKER.H B Duko Power Co 85/05/31 DENTON.H.R Offico of Nuclear Reactor 
flegulatiorr, Diroclor ADENSAM.EG Licensing Branch 4 5pp 30697 257 30697 261 

8506040557 FOIA request lor documents generated in connection w/SSEH 22 
(NUHEG-0675) re operation of facilities which provided further findings on whistle- 
blowor charges 

DEVINE,!. Government Accountability Project 84/09/13 Office of Administration Ip 
30723 065-30723 065 


8506D30415 Forwards suppi to Info in 840809 Itr re NUREG 0737 Item II B 3, "Post Ac- 
cident Sampling" & rev to 830609 submittal concerning Mem II F 1(6), "Post- Accident 
Hydrogen Monitoring," per NRC telcon request. 

HARRINGTON, W 0 Boston Edison Co BECO 85-102 85/05/30 VASSALLO.D B 
Operating Reactors Branch 2 18pp 30676 287 30677 026 

8506030461 Advises that notification will bo submitted within 30 days of plans for any 
new oil or gas wells or pipelines wilhin 2-mllB radius ol reactor center line.per NUREG- 
0989, Section 2 2 2 

0QOKER,J.E Gulf Stales Utilities Co RBG-21,118 85/05/28 OENTON.HR Office of 
Nuclear Reactor Regulation, Director 1p 30079 143-30679 143, 

8506030482 Advises that util wit) provide insp & maint of man made portiorv of facility 
during operation.per NUREG 0989 Commitment will bo Included in fuluro amend to 
FSAR Section 2 4 35 2 

0OOKeR.JE Gull States Utilities Co RBG-21,132 85/05/28 DEN TON, H R Offico of 
Nuclear Reactor Regulation, Director Ip 30677 176 30677 176 

8506030511 Forwards Insp Rept 50-382/85 05 on 850201-0331 No violation notod 
JOHNSON.EH Region 4. Office of Director, 85/05/28 LEDDICK.R S Louisiana 
Power & Light Co 2pp 30678 070-30678 091 

-8506030510 Insp Rept 50-362/65 05 on 850201 0331 No violation or devialicn 
noted Major areas Inspected startup tost procedure review. significant const 
deliciencies.TMl open items.QA & personnel qualifications 

CONSTABLE.G L , FLIPPO.TA, JONES.W B Region 4, Office of Diroclor 85/05/23 
20pp 30678 072-30678 091 

8506039536 Responds to 850402 request to provide proposed Tech Spec changes to 
implomerm Hem II K 3.12 of NUREG-0737 ro anticipatory reactor trip on lurblno 
trip Results of analysis & proposed Tech Spec change expected by 050830 
OTOOLE.J D Consolidated ttfison Co ol New York, Inc 85/05/30 VARGA, S A Op 
erating Reactors Branch 1 Ip 30679'142 30679,142 

8506030554 Concludes that Slate of Wl & local emorgoncy preparedrross plans 
adequate, subl to veriliealion ol alert & notification sys per App S.Rev 1 to NUREG- 
0654/FEMA-REP-1 

SPEGK.SW Federal Emorgoncy Management Agency 85/05/10 DIRCKS.W.J, 
Ollico of the Executive Director tor Operatrons Ip 30686 226 30666 226 

B606030556 Concludes that Stole of Wl & focal emergency preparedness plans 
adoquato Pubhc alert & notilicallon sys approved on 850425 per App 3, Rev 1 to 
NUHEQ-0654/FEMA REP-1, "Std Guide lor Evaluation of Alert & NolMicatlen Sys " 
SPECK.SW Fedora) Emergency Management Agency 85/05/16 DIRCKS.WJ 
Offico of the Executive Director for Operations Ip 30606 220 30686 220 

8506040078 Forwards response to NRC 8503 11 Mr re justification for exception of six 
jloms from Reg Guide 1 97 requirements re emergency response capability Exception 
of roactof coolant level not Included due to need for aodl analysis. 

PILANT.J.M Nebraska Public power District 85/05/24 VASSALLO.D.B Operating 
Reactors Branch 2 4pp 30701 ■029-30701 032 

65D6040098 Forwards safely evatualion & request lor add) info re Generic LIr 62-28 on 
core cooling insirumenlatlon sys, per NUREG 0737, Item II F 2 Site audit scheduled for 
B5062D to fovtew functional test results 

MILLER, JR Operating Reactors Branch 3 GL-82-28. 85/05/13. MUSOLF.DM 
Northern Stales Power Co. 2pp, 30719 258-30719 283 

—6606040116 Safety evaluation re Generic Ltr 82-28 on Inadequate core cooling Instru 
menfatlon sys, per NUREG 0737,ltem II F 2 Use ol proposed generic Westii^ghouse 
approach to reactor vessel level Instrument sys acceptable. 

* Office of Nuclear Reactor Regulation, Director QL-82-28 65/05/13 4pp 
3071G'260-30719 263 


8506D40179 Forwards Rev VI to status & schedule for implementation of Reg Guide 
i 97 requlramenls {Suppi 1 to NUREQ-0737) Dlllerences between Rev V & Rev VI 

PILANTJM. Nebraska Public Power District, NLSB500116 65/05/29, 

THOMPSON.H L, Division of Licensing 60pp 30700 279-30700 338 


©506040260 NUREG 0976 V03 COMPILATION OF CONTRACT RESEARCH FOR THE 
MATERIALS ENGINEERING BRANCH, DIVISION OF ENGINEERING 

TECHNOLOGY Annual RMorl For FY 1984 

• Division of Engineering Technology 85/04/30 400pp 31407-102-31407 102, 

6508040273 Responds to 860221 requosl for addi Inlo to complete safety evaluation ra 
performance testing ol safety & relief valves, per NUREG 0737,Main II D 1 Feedlino 
b/sa)< analysis performed in 1973 using conservative assumptfons 
KOBER.R.W Rochester Gas & Electric Corp 85/05/24 2WOLINSKP,A Operating 
Reactors Branch 6 20pp 30703:149 30703 168, 

©608049206 ^plication for amends to Licenses DPR-38,OPH-47 & DPR-65, revising 
Tech Spec Table 6 1-1 to reflect correct number ol nuclear equipment operators.per 
NUREG-0737, 1 tern LA, I.S.Fee paid 

TfJCKER.H.B. Duka Power Co 85/05/29. DENTON, H R Office ol Nuclear Reactor 
Regulalion, Director 3pp 30700.001-30700:007, 

—©506040292 Proposed Tech Specs revising Table 61*1 to reflect correct number ol 
nuclear equipment operators, per NUREG-0737,ltem I A 1 3 

* Duke Power Co. 85/05/29 4pp. 30700 004-30700:007. 


8506040560 Partial response la FOIA request for documents generated in connection 
w/SSER 22,NUREG-0675 ro operation ol lacililies App A documents available in 
PDR 

FELTON.JM Division ol RuCes and Records Q4/I1/1B DEViNE.T Government Ac- 
countability Project 4pp 30723 066-30724 160 

8506040562 Forwards SER accepting 841022 response to requlremenls ol NUREG- 
0737, Hem II D 1 re ability ol RCS relist & safety valves to function under expected 
operating conditions for design basis Iransienls* accidents 

BUTLER.WR Licensing Branch 2 85/05/22 FARRAR, DL Commonwealth Edison 
Co iepp 30724 166 30724 183 

9506050453 Forwards safety evaluation ro SPDS design, per NRG 850306 
Nr Implementation does not Involve unreviewed salely question & does not require 
chan^ to Tech Specs Implemanlalion will bo completed by Apr 1986 
WHITTIER.G D Maine Yankee Atomic Power Co MN-a5 108 85/05/31 MILLER.J.R 
Operating Reactors Branch 3 2pp 30719 061 30719 091 

8506050596 Forwards safely evaluation approving continued implement alien ol SPDS 
defined in Suppi 1 to NUREG 0737 conlinnenl on satisfactory confirmatory review re 
parameler selection Response requested within 60 days 

VASSALLO.D 0 Operating Readers Branch 2 85/05/16 UTLEY, E G Carolina Power 
& Light Co 3pp 30737 161-30737 175 

-8506050601 Safely evaluation approving implementation of SPDS defined In Suppi 1 
to NUREG 0737 Continued impiomontaTien of SPOS conditional to satisfactorv con- 
firmatory review on design info requested ro parameter sotecllon 
‘ NRC - No Detailed Aflilialion Given 85/05/16 t2pp 30737,164-30737 175 

3506050624 Forwards NRC safety evaluation & Science Appllcallons Infl Corn SAIC-85/ 
3056, "Technical Evaluation Rept of DCHDR for Pilgrim Nuclear Slalion " Supplemen- 
tal summary rept requested within 30 days of Hr receipt 

VASSALLO.D B Operating Reactors Branch 2 85/05/16 HARRINGTON.W 0 
Boston Edison Co 2pp 30740,185-30740 191 

-3506050628 Safety evaluation rs OCRDR Sup p^^e mental rept addressing concerns 
Idenlilied nacsssary to meet requirements ol NUREG 0737, Suppi 1 
' Office of Nuclear Reactor Regulation, Director 85/05/16 6pp 30740107- 
30740 101 

-8504240193 SAIC 85/3058 "Technical Evaluation Rept of DCROR (or Pilgrim. Nuclear 
Station " 

• Science Applications Intornallonal Corp, {formerly Science Applications Inc) NRC- 
03-82-096 85/04/10 NRC - No DotaiJed Affiliation Given, 43 pp. 30740.192- 
30740 234, 

8506060806 "Technical Assistance in Gecchemistry," monthly progress rept lor Apr 
1985Drn« NUREQ/CR-liae end 

WHATLEYS K. Oak Ridge National Laboratory. FIN B 0287. 2058 85/05/06 
BROOKS.D.J, Geotachnioal Branch (Post 831001). 68pp, 30739 267-30739,323, 

6506060007 Provides guidance on Incorporation of NUREG-0452 (STS) in consideration 
of Tech Spec development milestones In end Tech Spec changes will only bo incor- 
poraled (n conjunction w/fisted reasons, 

KNIQHTON.GW Licensing Branch 3, 85/05/21, UTLEY, EE, Carolina Power* Light 
Co 5pp 30776 341-30775 345 

8508860024 Forwards safely evaluation supporting Westinghouse small break LOCA 
model NOTRUMP for use in satisfying TMI Merrtll K 3,30 Generic Ltr 83-36 provided 
proposed generic resolution of TMI Item II K 3 31. 

VARGA.SA Operating Reactors Branch 1. QL-83-35 65/05/28 OTOOLE.J D Con- 
solidated Edison Co oT Now York, Inc tOpp 30781,306 30781.315 

8506060042 Forwards renewed License SNW-1 107, SER, environ assessmenl {NUREG- 
1118) & finding of no significant impact, Ro quasi (or amend should be submitted In 
form of replacement pages to conditions sections & safety demonstration section 
CROW.WT Uranium Fuel Licensing Branch 85/05/28 NARDl.A.J, Westinghouse 
Electric Corp Ip. 30776.(301-30776 172 

8506060124 Forwards revised FSAR pages re radiation & shielding design review for 
vital area access.par NUREQ-0737, TMI Item 116 2 SER Oulstandfng Issue 8 Changes 
will be incorporated In future FSAR amend 

DEVINCENTIS.J Public Service Co of New Hampshire, SBN-80& 85/06/03, 
KNIQHTON.GW Licensing Branch 3, 4pp 30727.320-30727.323 

BS06060147 NUREG/GR-2331 V04 N3 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH Quarterly Progress 
Report, July 1 • September 30,1984, 

WEISS, A J Brookhaven National Laboratory FIN A-3014 aNL-NUREQ-51454 , 65/ 
05/31 Division of Accident Evaluation 117pp. 30781 ’002-30 761. 11 8, 

8506060163 Forwards salely evaluation supporting Westinghouse small break LOCA 
model NOTRUMP for satislying TMI Action item l(,K 3 30.GenQrtc Ltr 03-35 provided 
proposed resolution of TMI Hern ILK 3,51, 

VARGAS, A Oporattng Reactors Branch 1, TAC 45805 85/05/28. CAREY, JJ. Du- 
quesne Light Co. 10pp. 30702 1 45-30782.154, 
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8SD6D60179 FOIA request (or (ive categories ol (Jocufnenis.including NUREG/CR- 
3597.NUHEG/CR341S a Sandia 1983 annual rept altacned (0 640213 0oard Notili- 
cation 84 032 . „ . ^ 

COnHAN.D Harmon, Weiss a Jordan B4/11/16 FELTON.JM Division of Roles and 
Records 3pp 30766 128 30766130 


■6506060773 "For Comment'' notice ol issuance & availability of proposed NUREG* 
0555, ESRP Section 7 1 1, "Environ Impacts ot Postulated Accidarrls Involving Radio- 
active Malls - Releases to Groundwater " 

DENTON,HR Olftco of Nuclear Reaclor Regutalion, Director 85/05/15 3pp 
30783 355 30783 357 


8506060185 PafltaJ response to FOIA requesl for five calegonos ol documents re 
NUReG/Cfl3597.NUBEG/CR-3416 6 Board NOidJcalion 84 032 Forwards App A 
documents Oocumonis also available m FOR 

FELTON,JM Division of Rules and Records 84/12/11. CURRAN.O Harmon, Weiss 
a Jordan 2pp 30766 131-30766 362 

8506060236 Advises that revs to inadequate core cooling sys (NUREG 0737, Item II F2) 
emergency operating procedures will be implemenlod after successful completion ol 
sys tesling a catibuper ongoing OCRDR.in response lo 650418 fir 
0PEKA,JF Norlhoast Nuclear Energy Co (subs ol Nortfioast UlilKios) OPEKA.JF 
NortheasI Utililies A04040 85/05/30 MILLER, JR Operaifng Reactors Branch 3 
2pp 30727 226-30727.226 


8506060257 Provides clarification ol previous ulil cormrotmenls re NUREG-0737 require- 
ment for environ qualification of contalnmenl high range radiation monitors floom 
(emp vulcanizing sealed connectors ensure environ quafiticalion 
WITHERS,B D Portland General Electric Co 05/05/31 MILLER, JR Operating Roac 
tors Branch 3 2pp 30727 227 30727 228 


8506060321 Forwards addi into on SuppI 1 to NUHEQ-0737 (Generic Llr 82-33) re 
SPOS.per 850221 request Photographs ol spepdic areas ol control room end Mods 
planned to make status of cntical saloty funclions more easily deleclable 
UNOEB,F Dalryland Power Cooperative GL-82-33. 85/05/24 ZWOLINSKI,J. Operat- 
ing Readers Branch 5. 16pp 30729 289 30729 284 


8506060372 NUREG/CR.4079 ANALYTIC STUDIES PERTAINING TO STEAM GENER- 
ATOR TUBE RUPTURE ACCIDENTS 

KASHIWA.BA„MJOLSNESS.RC Los Alamos Sctenlific Laboratory FIN A-7247 LA- 
10307-MS 85/04/30 Division of Acetdeni Evaluation 88pp 30773271 30773 356. 


8506060376 NUflEG/CR-4092 ORNL CHARACTERIZATION OF HEAVY-SECTION 
STEEL TECHNOLOGY PROGRAM PLATES 0 l,02.AND 03 ^ . 

STeLZMAN,W J . BERQGREN,R.G . JONES.TN, Oak Ridge National Laboraloiy FIN 
B0119 OflNL/TM 9491 85/04/30. Division of Engineering Technology. 176pp 
30773-101-30773 270 


8S06060385 NUREG/CR-3657 PRELIMINARY SCREENING OF FUEL CYCLE AND BY- 
PRODUCT MATERIAL LICENSES FOR EMERGENCY PLANNING 
BENNETT.OE, RUNKLE.G.E, ALPEHT.DJ. Sandla National Laboratories FIN A- 
1350 SANOB4-0186 85/04/30 Division of fladlalfon Programs & Earth Sciences 
(post 840429) 137pp. 30775 062-30776-1 97 

8506060392 Responds to open items Identified in Secllon 22, at SSER 5 (NUREG-0798jl 
re leakage reduction program roquiroments ol NUREG 0737,l|em III D 1 1 
JENS.WH Detroit Edison Co. NE 85-9391 65/06/03 YOUNGBLOOD, B J Licensing 
Branch I 4pp. 30729'265-30729.Z68 


BSO 6060796 NURBG/CR-4196 OVERVIEW OF TRAC-BOI (VERSION 12) ASSESS 
MENT STUDIES 

KULLBEHG.CM EG&G Idaho, Inc (subs ol EG&G, Ino). FIN A-6047 EGG -2362 
85/04/30 Division of Accident Evalualion 55pp 30771 279-30771 332 

8506060798 NUREG/CR-3953 THE USE OF MAG-l SPECTACLES WITH POSITIVE- 
AND negative- PRESSURE RESPIRATORS 

REED.KA, MOORE, T.O Los Alamos Scientific Laboratory FIN A 7039 LA- 1 0229 
MS 85/05/31 Division of Radiation Programs & Earth Scionces (post 840429) 4 top 
30775 198 30775 236 

8506060807 NUREG/CR 4190 CALIFORNIA OFFSHORE SURVEY OF LICENSEES 
USING RADfOACTIVE MATERIAL 

WONG.K S . BROWN. J California, Slate of, FIN B-0705. 85/05/31 Division of Irspcc- 
llon Programs (PosI 850212) 22pp 30770 316-30770.336 

8506080610 NUREG/CR-4161 V01 CRITICAL PARAMETERS FOR A HIGH-LEVEL 
WASTE REPOSITORY Volume 1 Basall 

BINNALIL.EP, WOLLENBERQ.H A , SENSORS M Lawrence Berholoy Labors lory 
FIN A-0367. UCID-20092. 85/05/31 Division ol Radiation Programs & Earth Sciences 
(post 840429) 95 PP 30789 292-30770,023 

8506060811 NUREG/CR 4203 A CALCULATIONAL METHOD FOR DETERMINING BI- 
OLOGICAL DOSE RATES FROM IRRADIATED RESEARCH REACTOR FUEL 
SCHNtT2LeB,BG. EG&Q Idaho. Inc (subs, ol EG&G. Inc), FIN A-6398 EGG 2363 
85/04/30 Division ol Radiation Programs & Earth Sciences (post 840429) 65pp 
39775 237-30775 297 

8506960814 NUREG/CR 4291 THERMAL STABILITY TESTING OF LOW-LEVEL 
WASTE FORMS 

PJCfULO,P L . CHAN.S F Brookbaven National Laboraloiy. FIN A-3159 BNL NUREG- 
51669 85/05/31. Division of Waste Maitagemanl 48pp 30769 247-30769 291 

8506050816 NUREG/CR 4106 PRESSURIZED-THEHMAL-SHOCK TEST OF 6 IN 
THICK PRESSURE VESSELS PTSE-1 Invesilgatlon Ol Warm Prosiresslng And Upper- 
Shelf Arrest 

SRYAN.R.H., BASS.BB, BOLT.SE. Oak Ridge National Laboratory FIN BOI19, 
ORNL-6135. 85/04/30 Division of Enginooring Tochnology. 288pp 30770 024- 
30770 316 

5506070065 Forwards salely evaluation supporting Weetinghouse small break LOCA 
modal NOTRUMP for use In satisfying TMI Item It K.3 30 Generic Llr 03 35 provided 
propoaed generic rssolulion ol TMI Hem It K 3 31. 

VARGA,S A Operating Reactors Branch 1 GL-63 35. 05/05/23 DOLAN,J Indiana & 
Michigan ElecVic Co DOLAN, J American Etoctrio Power Service Corp lOpp 
30799035 30790.044. 


8506060463 Forwards addI into re compliance w/Rog Guide 1 87, Rev 3,par NRC 
850124 request Info addresses ulil exceptions to Reg Guide 1 97 & noil lies of two 
addi deviations due to design llnalfzalion (lef NUREG-0?37.llem ILF 1) 
ZIMMERMAN.S.R. Carolina Power & Light Co. NLS-85-109 85/06/03 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 5pp 30732 07 1 -30732.075. 

8506060486 Forwards comments on SSER & (NUREG 0798) Review conducted lo Iden- 
Illy differences between SSER 5 & FSAR.Tech Specs & correspondence S to provide 
update on commitments & actions addressed as (ulure actrvillea In SSER 5 
JENS.W.H Delroil Edison Co. NE-B5 0711 85/06/03. YOUNGBLOOD, BJ Licensing 
Branch 1 55pp. 30730-150-30730 204. 

BS06060567 NUREG/CR 4188 GT2FA COMPUTER CODE FOR ESTIMATING LIGHT 
WATER REACTOR FUEL ROD FAILURES 

WILLIFORD, R E., LANNING.OO. BEYER.C.E Ballelle Memorial Instlluto, Pacffic 
NorlhwesI laboratories FIN B-2452. PNL-6354 85/05/31. Division of Accident Eval- 
uation 277pp 30771.002-30771-278 


8506070033 Clarifies SU 3 0, "Naiural Cfrculallon Test," of Initial lost program, per NRC 
review of 850327 response to questions ro program & 050515 conforence call All h- 
censed operators will be Iralned in natural circulation & testing 
DOMER.JA Tennesses Valfoy Authority 85/05/31. ADENSAW, EG Licensing Brartch 
4, 2pp. 30751-254-30751:255 

8506070088 DIscussss review of NUREG 0845, "Agonov Procoduros for NRC IneWonI 
Response Plan." NRC ireining of util omergency organization members re NRC re- 
sponse lo emergency at facility requested. 

COOK.K.W Louisiana Power & Light Co W3P86-1200. 85/06/29 MARTIN, RO 
Region 4, Olllco ol Director Ip 30749.229 30749-220 

6606070276 Forwards add! Info re Generio Llr 63-10 & NUREQ-0737,ltem II K 35 ro re 
actor coolant pumps,per 850506 request 

MEDFORD, MO, Southern California Edison Co. GL-03-10 85/06/05. 

KNIGHTON, G.W Lfcanslng Branch 3. 5pp 30760124-30760.128 


8506060638 Forwards SSER 4 (NUREG a991].W/o end 
BUTLER, W.R Licensing Branch 2 B5/05/22, BAUER.E Q. Philadelphia Eleclrlc Co 
5pp. 30784-05330784 057. 

8S0806065S NoUfIcatlon of rescheduled 850602 technical appeal meeting w/ullla in 
Belhesda,MD re NUREG 0737, Item II.E 4.2, Position 7 & whether Lines 3 s under can 
be excepted from requiremenls. 

HERMANN, R A. Operating Reactors Branch 2. 85/05/22. VASSALLO,OB. Operating 
Reactors Branch 2. Ip. 30784,075-30784-076 

6S08060688 Foiwards TIM 68-2, "Review ol PNL Rapt, NUREG/CR 3457, ‘Validation of 
Methods tor Evaluairng Radon Flux Atlenualion Through Earthen Covers Rept 
raises questions re valldallon methodology 

THEMELIS,JG. Energy, Oast of 85/05/06. HIGGINBOTHAM.L. Low-Lovel Waste & 
Uranium Recovery Pfo|ecls Branch 2pp 30784:1 03-30784- 123. 

-8606080676 TIM 68-2 "Reviaw of PNL Repl,NUREQ/CR-3467. ’Validation of Methods 
for Evaluating fladon-Ffwx Attenuation Through Earlhen Covera,"’ 

ROGERS, V.C, NIELSON.K.K. Rogers & Associates Engl nearing Corp. 85/02/04 
19pp. 30784:105-30764:123 

8SOe06074« NUREG/CR 3900 V03 LONG TERM PERFORMANCE OF MATERIALS 
USED FOR HIGH LEVEL WASTE PACKAGING.Quarterly Report, Oclober-December 
1984 

STAHL, D, MILLER, NE. Batteile Memorial rnsUtute, Columbus Laboratories. FIN B- 
6704 85/05/31, Division ol Hadlalfon Programs & Earth Sciences (post 840429) 
88pp 30776.173-30776,-265. 


8506070360 NUREG 9970 PROCEDURES FOR MEETING NRC ANTITRUST RESPON- 
SIBILITIES 

TOALSTON,A.L , MESSIEfl.M.E., LAMBE.W.M, Site Analysis Branch. 86/05/31. 29pp 
30798.013-30798:041. 

8606070308 NUREQ/CR-3651 ASSESSMENT OF THE ADEQUACY OF OHNL IN- 
STRUMENTATION IN REFLOOD TEST FACILITIES 

HARDY,J E. HERSKOVITZ.M B. Oak Ridge National Laboratory. FIN B-04f3 OHNL/ 
TM-90e7. 05/04/30. Division of Accident Evalualion. 66pp. 30708.265 30798-310 

6506070372 NUBEG/CP-OOSe V01 PROCEEDINGS OF THE MlTl-NRC SEtSMlC tN- 
FORMATION EXCHANGE MEETING, VOLUME I. 

VifEISS.A J, Brookbaven National Laboratory. FIN A.3267, BNL-NUREG 51821. 85/ 
04/30 Division of Engineering Technology. 423pp. 30796.001-30797.063. 

6506070388 Forwards response to BJ Youngblood 841128 requesl (or addi Into to com- 
plete review ot 640405 SAR demonstrating that SPDS designed to meet provisions ol 
Simpl 1 lo NUHEQ.0-737. 

OTO<A,J F, NorlheaBi Nuclear Energy Co, feubs. ol Northeast Utilities). OPEKA.J.F 
Northeast UWities. A02959. 86/05/24. y0UNQBLOOD,B.J. Licensing Branch 1 
107pp. 30740:1 IS 30749-221 

8506070482 Forwards response to 850211 request for add! info on NUREG 0737, Hem 
l).D 1 reperformance testing of relief & safety valves 

WHITTlERjG.D. Malrta Yankee Atomic Power Co. MN 85-07. 86/05/31, MILLER.JR 
Operating Reactors Branch 3. 17pp, 30756’206-30766-222. 


8506960766 Forwards "For Comment" rrotica of Issuance & availability ol proposed 
NUflEQ-0555,ESRP Section 7 1.1, "Environ Itnpacts of Postulated Accidents Involving 
Radioactive Malls • Releases lo Groundwater." 

DENTON.H R. Olfice of Nuclear Reaclor Regulatioa, Director. 85/05/16 COMBS, T.R. 
Correspondence & Records Branch Up. 30 783.364 -30763 -357. 


8608100095 Partial response (o FOIA request for five categories of documents re 
severe accident studleSiDocuments listed In App A available In FDR.Search continu- 
Ing, 

F£LTON,J.M. Divfsfon ot Roles and Records. 86/01/04, SHOLLY,S.C Union ol Con- 
cerned Sclentisla, 2pp. 30819;233-30B20;085 
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6506100 1 37 Application lor amend to License SNM-1 120, increasing possession limit 
HOm 150 g lo 2,000 g of contained U*235 & aulhonzing oxemplion from reauirino crili* 
cality alarm monitoring sys & requirements of NLIFIEG-0767 Fee paid 
NAHDI.AJ Westinghouso Electric Corp LA 85 35 85/05/20 WURLEY.TE Flegcon 1 
Office of Director 4pp 30791 035-30791 038 


8506110064 Forwards rept to Congress on AOs at licensed nuclear facilities (NUHEG 
0090) for Fourtti Quarter 1984 Two AOs occurred during period, involving four control 
rod failures &. degraded upper head isolation valves W/o end 
PALLADINO.N J Commissioners 65/06/03 BUSH.G H Senate, President ol the 
Senate Ip 30837.156-30837 161 


8506100278 Summarizes 850319 meeting w/ulil & S&W at plant site to discuss control 
foom habitability,per NUREG 0737, Item III D 3 4 Extension to 830314 confirmatory 
order from Cycle 1 1 lo Cycle 12 refueling to implement mods requested 
FtEOLER,P.B General Public Utilities Corp • GPU Service Corp 85/06/04 
ZWOLftsISKI.J A Operating Reactors Branch 5 8pp 30789 271 30789 276 


8508100407 forwards safety evaluation on NUREG 0737,llem II K 3 30 re small break 
LOCA methods Model approved Plant-specilic analysis due within 1 yr ol Hr receipt 
per TMI Action Item II K 3 31 

ADENSAM.E Licensing Branch 4 GL-83-35 05/05/30 FOSTER.DO Geo ral a Power 
Co 9pp 30830 119 30630 127 “ 


•8606110068 Forwards repl to Congress on AOs at licensed nuclear facilities (NUREG 
0090) lor Fourth Quarter 1984 Two AOs occurred during period, in eluding (our control 
rod failures & degraded upper head isolation valves W/o end 
PALLADINO.NJ Commissioners 85/00/03 0’NEILL,TP House ol Rep , Speaker of 
thoHouse Ip 30637 157-30837 157 


* 6606110072 Forwards draft FR notice re Issuance of rept lo Congress on AOs at li- 
censed nuclear facilities (NUREG-0090) 

DIRCKS.WJ Ofiice ol the Executive Director for Operations 85/05/30 CHILK,SJ 
Office of IheSecrala/y ol Hie Commission 4pp 30837 158-30837 161 


3506100496 NUREQ/CR-3514 V02 THE CHEMICAL BEHAVIOR OF IODINE IN AQUE- 
OUS SOLUTIONS UP TO 150 C II Radiation-Redox Conditions 
TOTH,LW, DODSON, K E Oak Ridge National Laboratory FIN B-0463 ORNL/TM- 
8664/V2 65/04/30 Division ol Accident Evaluation 22pp 30030 083-30830 105 


8506100531 Forwards Util plan lo replace reactor recirculation sys & portions of other 
piping susceptible to IGSCC during Fall 1985 outage per 840315 order & Generic Lir 
84 1 1 ALAR A plan, per Generic Ltr 04 07,will be submitted at later date 
RYBAK.B Commonwealth Edison Co 021 OK 85/06/03 OENTON,H R Office of Nu- 
clear Reactor Regulation, Director. 9pp 30793 202-30793 210 


8506100536 Forwards Insp Rept 50 322/85 04 on 850211-15 No violations 
noted Certain activities require improvement per NUREG 0737 
MARTIKTT Region 1, Office o( Director 85/06/05 LEONARD,JD Long Island 
Lighting Co 4pp 30703 160 30793 201, 


•8506100543 Insp Rept 50 322/85-04 on 850211-15 No violations or deviallons 
noted Major areas inspected NUREG 0737 Items II B 3,11 F 1-1.11 F 1-2,11 F I 3 & 

IIID3 3 

NIMITZ,RL, MILLER.MT, CHUENG.L S Region 1, Olfice of Director 85/04/10 
3&PP 30793.164-30793 201 


8506100641 Forwards Insp Repl 50-354/85-11 on 850408-12 No violations noted 
EQNETER,SD Region 1, Olfice of Director 85/06/04 MARTIN,TJ Public Service 
Electric & Gas Co ol New Jersey 2pp 30793 148 30793 159 

-8506100550 Insp Rept 50-354/85-11 on 850406-12 No violations noted One unre- 
solved clem identified preventative mainl action card Instructions vague Major areas 
inspected QA program lor pre ope rational & startup teBling,lncludlng QA/QC overview 
NAPUDA.G , OLIVEIRA, W, ALBA, A Region 1, Ollico of Director 85/05/23 lOpp 
30793 160 30793 159 


8506100576 Forwards "Results o( Leakage Monitoring of Sys Outside Conlainment 
Which Could Contain Radioactive Fluids Following Accident,'' per NUREG 073 7, Hem 
mot. I 

VAN BRUNT, EE Arizona Public Service Co ANPP 32781 EEVB 85/06/06 
KNIGHTON.GW Licensing Branch 3 2pp 30703 264-30793 288 

6506100599 Advises that full operation ol SPDS & training o( operators cutronlly sched- 
uled lor Aug 1985, in response lo 040612 confirmatory order re SuppI 1 lo NUREG- 
0737 AddI hardware needed 

RYBAK, B Commonwealth Edison Co 0205K 85/05/31 DENTON,H.R Office of Nu- 
clear Reactor Regulation, Director Ip, 30793’307-30793 307. 

8586100606 Summary ol 060621 meeting w/utll & Bechtel In Belhesda.MD re recircula- 
tion pipe weld insp plans for next refueling outage scheduled to begin In mid-Oct 
1985 List ol meeting attendees end 

SHEA.J J Operating Reactors Branch 5. LS05 05 06-005 05/06/06 Operating Reac- 
tors Branch 5 4pp 30794.100-30794 191 

8506100633 Informs that NRC 040501 ltr misinterpreted 041004 proposed resolution of 
NUREG-0737,llem II K 3 25 re loss of ac power on reactor coolant pump seals Util 
commitment was lo evaluate change In inlograled safely assessment program 
OPEKA.J F Connocticul Yankee Atomic Power Co A04B72. 85/06/03 
2WOLINSKI,J A Operating Roaefors Branch 5 2pp 30794 211-30794 212 

6606100645 Responds to 850416 Hr lo Commissioners re sale operation of TWI-1 re- 
paired steam generators Concentration cell corrosion would not ccnslitulo significant 
public heallh & safely issue 

OENTON,H Ft Ollico ol Nuclear Reactor Regulation, Director. 05/05/30. LEWIS, M I 
Lewis, M. 3pp 30029 299 30629 301 

8506100887 Board Notification 85 061. notifies of Issuance of Apps 0 & SSER 
1 t,NUREG-0707 App 0 contains evaluation of QA & QC Issues re const practices App 
P prase nts overall assessment ol QA/QC program 

NOONAN, VS Comanche Peak Project (Technical Review Team) 85/06/06 PALLA- 
DINO, ROBERTS, ASSELSTINE Commissioners 2pp 31 157’293 31 157;294 

850610068B Forwards Insp Repts 50-387/85 12 & 50 300/05-12 on 850323-0505 & 
notice of violation W/o notice ol violation 

KISTEn,HB. Region 1, Office ol Director, 05/06/03 KENYON,B,D, Pennsylvania 
Power & Light Co. 2pp, 30794,114-30794.137. 

.•8508100701 Insp Repts 50-387/05-12 & 60 308/06-12 on 850323-0505, Violation 
noted, (Ire dampers In standby gas treatment sys not included In applicable sun/ell- 
lance procedure as required 

JACOB S.R H , STROSNIDER,J, Region 1, Ofiice ol Direolor, 50 388/85 12. 85/05/30 
22pp. 30794 116-30704,137. 

8506100833 Requests plans & schedule for completion ol TMI Action Hems Jl K 3 30 8> 
II, K 3 31. Future plant-specific analysis for plant performed by Westinghouse for reload 
or amends to Tech Specs should be calculated using NOTRlIMP coca, 

VARQA.SA Operating Reactors Branch 1 85/05/24 BRONS,JC. New York Power 
Authority (formerly Power Authority of the Stale of Now York) app 30823 295- 
30623 302. 


85061 1008S Advises of decision not to conduct 651030 off hours annual emergency 
planning exercise commilled lo in 841121 Hr Off-hours exercise will ha conducted in 
1906 lo ensure consistency w/NUREG 0654 guidance 

MCQAUGHY.RW Iowa Eleciric Light & Power Co NG -8 5 1925 85/06/07 
KEPPLER,J G Region 3, Office of Director Ip 30006 028-30006 023 

8506110106 Forwards summary of completed prof uol load activilies, including NUREG- 
0737 Items, equipment qualillcalion,Rev3 lo Reg Guide 1 97 & other commitments 
SHiFFER.JD Pacific Gas a Electric Co DCL85 204 85/06/06 KNIGHTON, GW Li 
censing Branch 3 9pp 30807 019-30807 027 

8506110129 Forwards proposed changes lo emergency plan, In accordance w/ 
10CFR50 54q Proposed changes affect Table E 1 which categorizes possible plant 
conditions Into emergency action levels 

LINDERF Dairyland Power Cooperative LAC 10629 86/03/13 KEPPLER.JG 
Region 3, Ollico of Director 4pp 30606 030-30806 033 

8506110242 Responds lo FOIA requosl lor 1983 annuel plant mod.tests & experiments 
& safety relief valve challengos repls Forwards App B documents App A documents 
available irv PDR Availability of repls listed by facility. 

FELTON, JM Division ol Rules and Records 64/12/20 PEDRO.J NOS Corp Spp 
30839 141-30841,130 

-8606110250 Forwards annual repl of safety & relief valva challenges per NUREG- 
0737.llomllK33 

W ILLf AMS, J W. Florida Power A Lighi Co L-a4-123 84/05/09 0'REILLY,J P Region 
2, Office ol Director 3pp. 30B39 356-30839 358. 

8506110273 Responds lo seven open items identified In EGSG Inlertm rept re Reg 
Guide i 97, per NUREG ()737,Suppt 1, Including RCS cold water tenip,conlaFnmenl ef 
fluent radioactivlty.condenser air removal sys oxhaust,quonch lank tomp & common 
plant vent 

ENOS.JT. Arkansas Power & Light Co 1CAN05a507 85/05/31 STOLZ.JF Operat- 
ing Reactors Branch 4 4pp 30807 209-30007 212 

8506110374 Forwards Safety fnsp Repls 50-373/05-14 & 50-374/85-14 on 850509-10 
& 13 15 A nolle Q of violation 

PAPERIELLO.CJ. Region 3, Offioo of Director 85/06/07 ftEED,C Commonwealth 
Edison Co 2pp 30813 270 30313 291 

-8506110336 Insp Repls SO 373/85-14 & 50 374/85-14 on 050509-10,13-15 A 2&Vlo- 
lalions noled workers wearing personnel film badges on trouser packets A two work- 
ers at Insker slatlons did not survey hands A shoes. 

MILLER.DE, PAUL.RA, GREGER.LR Region 3, Office ol Director 50 3 74/Q5 14 
85/06/06 9pp 30813 203-30013 291. 

8506110437 Conlirms verbal commitment made to NRC re control room habit ability (rof 
NUREG 0737, Hem III 03 4) A rosolulfon ol toxic gas issue at lacility.Precautlonary 
statement will be added to procoduros by 850830 

MCDUFFIE,M.A Carolina Power A Light Co TAG 46470, 85/06/07 VARGA,S A Op 
oratirvg Reactors Branch 1 Ip 30316.308 30816 308 

8506110452 Forwards proposed facility Tech Specs providing cross-ref w/corlain FSAR 
A SER (NUREG 1038) require me nts.per 850423 comm lime nt A 850S21 request. 
2IMMERMAN.SR Carolina Power A Light Co NLS-85-19S BS/08/06. DENTON.HR. 
Office of Nuclear Reactor Regulation, Director Ip. 30616:100 30816 156, 

85061 1051 1 Forwards draft proposed FSAR rev re effects of jel Irnplngemont A juslitica- 
tion lor exceptions lo SRP.per SER Outstanding Issue 6NURtQ/CR-29j3 used for 
certain let analyses 

SPANGENBERG.F. Itifnois Power Co, U-600072 85/06/07. BUTLER.WR. Licensing 
Branch 2, 151pp. 30814'257-00ai6 046 

8506110640 Forwards safety evaluation re TMI Actiort Mem H.K.3 30, outlining Commis- 
sion requiremer)ts for Industry lo domonslraio small break LOCA methods Response 
schedule requested within 60 days 

ZWOLINSKI.JA Operating Reactors Branch 5 ISO6-05-O6-OO8, 85/08/00 

KOBER,R.W, Rochester Gas A Eleclnc Corp. 0pp 30815,247-30815 265 

8508120001 Requests permanent change of annual amergoncy preparedness exercise 
from month of June to month of Ocl Annual exercise for 1985 would be hetd 851017 
if acceptable Proposed change complies w/NUHEQ-0654/FEMA REP l-Rev 1 FEMA 
Hr end 

OALTROFRS L Philadelphia Electric Co 85/06/05, THOMPSON.H Division of Li- 
censing Spp 30651 '263-30651:287. 

8506120007 Partial response to FOIA request (or documents re waste A disposal In 
Slate of SD.Porwards documents listed In App A. Oocumenls respond lo Items 4,5 A 
6o1 request 

FELTON, JM. Division of Rules and Records. 85/02/07, PAY,D Technical Inlormalion 
Project Spp 305a8‘321-30B58323. 


6506100843 Requests plans A schedule for completion ol TMI Action Items H.K,3 30 A 
U,K 3 31, Future plant-sped Ho analysis (or plant performed by Westinghouse for reload 
or amends to Tech Specs should oe calculaled using NOTRLIMP coda, 

VARQA.SA Operafirig Reactors Branch 1, QL-e3-35, 85/06/24. STEWART ,W.L. Vir- 
ginfa Power (Virginia Hectric A Power Co ). 9pp 30824 290-30824'298 


-8506120076 Responds lo 841221 request (or Info re low level radwaslo 
disposal Procedures tor obtaining low level license outlined.Pagas of NUREG/CP- 
0055 A all of NUREG/CR 3774, Vol 1,end W/o ends. 

KERR.QVtf Olfice of Slate Programs, Director 84/12/31, Affiliation Not Assigned. 
2pp 30889017-30869018 
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8506120099 Forwards loprcal rept evaluation of WCAP-10070<P) & WCAP*10054, 
■•NOTRUMP,NQdal Transfer Smal! Break & General Network Code” Pepi acceptable 
(or referencing in license applications 

THOMAS, CO Standardizal ion & Special Projects Branch 85/05/'23 RAHE.E P Wes 
tinghouse Efectric Corp 2pp 30883 3 33 3 0884 037 


•8506130350 Forwards temporary instruction, "Survey of Lioonsee Drug & Alcohol Pro- 
grams” & "Generic Approach to Alcohol/Orug Abuse Problem Ref Program (or Nude- 
ar Indusliy ” Ret program lor assistance in completing survey requested by 820624 
COBB.L f. Division ol Fuel Facilities, Materials & Safeguards (Pre 830103) 82/06718 
HAYNES.RC Region 1 , Office of Director O'REILLY.JP Region 2, Office ol Director 
KEPPLER.JG Region 3, Office ol Director I7pp 30942 025 30942 041 


“6506128105 Topical repl evaluation of WCAP-10079JP) A WCAP 10054, 
"NOTRUMP, Nodal Transfer Small Break & General Network C-ode" Rept acceptable 
for r&farencing m icense appltoaftons \o extent specdied 

• Standardization S Special Projects Branch 85/05/23 65pp 30883 335 30884 037 


-8506130419 Fonwards final Illness for duty rule package, NUREG CR-3196 re drug & 
alcohol abuse & CRGR A ACRS memos on (itness for duty rule W/o ends 
RYAN.T Division ol Facility Operations 83/08/10 DORIAN, T , BUSH.L, ALLEN.T 
NRC - No Detailed Affiliation Given fp 30942 115-30942 118 


8506120109 Discusses accept ability of util 841206 S 050328 responses to Generic Llr 
84-23 Proposed imp lamentation ol dual cold leg mod during refueling outage 
2 

Iranch 2 GL-B4-23 85/05/24 CAPSTICK,H W 
3pp 30841 345-30841 347 


acceptable, per NUREG 073 7, Item It F 
VASSALLO.OB Ope ral mo Reactors t 
Vermont Yankee Nuclear Power Corp. 


-8506 130423 Discusses author roviow of INPO A EEI guidelines lor responding to pro- 
posed final (itness for duty rule INPO guidelines do not respond to pro! 
staffing .record keeping or ongoing evaluations criteria Revised rule A statement end 
RYAN.T Q Human Factors A Safeguards Branch 83/09/07 Human Factors A Safe- 
guards Branch 25pp 30942119 30942 143 


0506120119 Discusses acceptability of ulil 841205 response to Generic Llr 84-23 & 
NUREG 0737, Item II F 2 Mods completed to reduce reactor waler level indication 
errors acceptable No further mods necessary re analog level transmitters 
VASSALLO.OB Operating Reactors Branch 2 GL 84-23. 85/05/24 HDOTEN.B G 
(Niagara Mohawk Power Corp 3pp 3-0841 342 30841 344 


8506130132 NUREG/CB4177 V02 MANAGEMENT OF SEVERE 
ACCIDENTS Extending Plan! Operating Procedures Into T(ie Severe Accident Regime 
WREATHALL,J, LEONARD, M. DISAlVO.R Batlelle Memorial Instilute, Columbus 
Laboratories FIN B-7499 BMI2123 85/05/31 Division of Risk Analysis A Oper- 
ations (post 840429) 75pp 30867 108-30867 182 


6506120134 Discusses ulil 841210 response to Generic Ltr 84-23 & NUREG 073 7, Hem 
II F 2 Replacement of mechanical level indicators w/analog level transmitters accepta- 
ble 

VASSALLO.OB Operating Reactors Branch 2 GL84 23 85/05/23 UTLEY.E E 
Carolina Power A Light Co 3pp 30883 343-30683 245 


6506130175 NUREG/ Cfl 4221 AN EVALUATION OF STRESS CORROSION CRACK 
GROWTH IN aWR PIPING SYSTEMS 

J<ASSIR,M, SHARMA,S, REICH.M Brookhaven National Laboratory FIN A 3739 
BNL-NUREG 51874 85/05/31 Division ol Engineering 80pp 30867 183 30867 261 


6606120139 Forwards, "In Progress Audit of DCRDR (or Duane Arnold Energy Ctr '' 
Audit conducted per NUREG 0737, SuppI 1 by Science Applications (ntj Corp on 
850318-21 

VASSALLO,DB Operating Reactors Branch 2 85/05/23 LIU.L. Iowa Electric Liglif A 
Power Co 2pp 30963 201-30883 242 


8506130356 NUREG/CR 4134 REPOSITORY ENVIRONMENTAL PARANIETERS REL- 
EVANT TO ASSESSING THE PERFORMANCE OF HIGH-LEVEL WASTE PACK- 
AGES 

CLAmBORNE,JIC. CROFF.AG , GRIESS.JC Oak RIdgo National Laboratoiy. FIN B- 
0288 ORNL/TM-9522 86/05/31 Division of Waste Management 130pp O-OSe/OSO- 
30860 115 


8506120272 Partial response to FOIA request (or documents ra transportation of radio 
active malls Forwards documents lisled in App AANUHEGs listed in App B NUREG s 
also in PDR FOIA 64 821 may contain refevanl documents 

FELTOM,J M Division ol Rules and Records 85/02/01. DOUGHERTY, J B Doughor 
fy, J B 4pp 30871 060-30871 132 

-8506120284 Discusses (oinl sfudy (NUREG 0535), "Review A Assaasment of Packag^ 
ing Requirements (Yellowcake) A Emergen-cy Response to Transportation. Accidents " 
DOT should concur w/recommendations in rept 

NUSSBAUMER.D A Assistant Direclor for Material Safely A Lfcensirg 80/02/04 
SANTMAN.L D Transportation. Dept of 3pp, 30871 066-30671 068 

"8508120290 Requests response to comments ra [oint study (NUREG 0535), "Review 
A Assessment of Packaging Requirements (Yellowcake] A Emorgoncy Response to 
tranMorfallon Accidents"'' 

NUSSBAUMER,(3 A Assistant Director (or Malerfal Safely A Licensing 00/03/25 
SANTMAN.L D Transportation, Dept of Ip 30071 069 30871 069 

8506120534 Forwards rep! of 050423 25 facility visit to verify Inslallalion of Insirurrenia 
tlon A control sys Areas of Insp selectecl re resolution of contirmatory Hems In SSHR 6 
(NUREQ-08B7) 

YOUN6BLOOD,BJ Licensing Branch 1 85/05/31 EDELMAN,M.R Cleveland Elec- 
tric lllumi haling Co 44pp 30684 216-30864 261 

8506130045 Partial response to FOIA request lor all documenis re NRC procedures for 
defection A control ol alcohol A illegal drug use by persons engaged In bldg or consi 
of nuclear reactors or laoililies Forwards App A docotnonls 

FELTON.JM Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937:157 


8506130363 NUREG.1134 RADIATION PROTECTION TRAINING FOR PERSONNEL 
EMPLOYED IN MEDICAL FACILITIES, 

MCELR(3Y,N L , aRODSKY,A Division of Radiation Programs A Earth Sciences (post 
640429) 85/05/31 61pp 30B68 1 16-30868 175 

8606130364 NUBEG/CR 2000 V04 N4 LICENSEE EVENT REPORT (LERI 
COMPILATION For Month Ol April 1905 

“ Oak Ridpo National Laboratory FIN A-9135 ORNL/NSIC 200 85/05/31 AEOD. Di- 
rector’s Oiiico 87pp 30867 262-30867 349 

0506130369 NUREQ/CR-4177 V01 MANAGEMENT OF SEVERE 
ACCIDENTSPa/ipoclives On Managing Severe Accidents In Commercial Nuclear 
Power Plants 

DfSALVO.R , LEONA RD,M , MANAHAN.M Batlollo Memorial Instilute, Columbus Lab 
oraloflea FIN B-74S9 BMI2123 05/05/31 Division ol Risk Analysis A (Jporalions 
(post 840429) 105pp 30868.176 30868 275 

8506130417 Forwards (eedback memo re polontially generic problem w/widerango 
gaseous eflluenl monllor concerning detector positioning Roviow A rosolutlon of prob- 
lom requested 

BAER,R L. Engineering A Generic Communications Branch 85/06/04. WINSO.J GA 
TechnologieSpTno /General Atomic Co 3pp 30901 179 3090l'197 

-6S06130416 Discusses gonoric concern described In 830310 ltr re QA Co wideronge 
gas monitor higii-range noble gas channel defector positioning Potential generic issue 
aignifican! duo to use In evaluating otlluent reloaso in event of aocidoni 
SCARANO,RA, Region 5, Office of Director 85/03/10 JORDAN.EL Division of 
Emorjjoncy Preparedness A Engineering Response (Post 830103) 2pp 30901:182- 


-8606130153 Forwards final rulemaking re slalfing at nuclear power plants A draft 
policy siatement on shift crew quallficaliens for concurrence by 821210 Background 
Info re plant slairing submItted.W/o one). 

GOLLE^R.KR Division of Facility Operalfons 02/12/03 OENTON.H Office of Nuclear 
Reactor Regulation, Direclor DEYOUNG, R. Director's Office. Oltice of Inspection and 
Enlorcement. CUNNINGHAM ,G Office of the Executive Legal Dirocler 2pp 

30941 068 3O94fO60. 

-6407200261 Concurs w/draft rocomnnondallons to EDO re proceeding w/rutemakinn 
concerning (Itness lor duty at nuclear power p[anls.NUREQ 0903 should not be used 
as gutdance.QuIde describing acceptable program should be issued. 

GRACE,/ N Division ol QA, Safeguards A Insp Proerams (8381 03 850212), 84/07/ 
09 BERNERO.RM Division of Risk Analysis A Operallons (post 640420) 2pp 
30940 143 30940,144 

-8686130139 Requests NUREG-OB03, "Survey of Industry A Govl Programs lo Combat 
Drug A Alcohol Abuse." 

REICHERT.P.T. Catalytic, Inc {subs, ol Air Products & Chemicals, Inc) 83/01/11, 
MERSCHOFF,E,W Office of Nuclear Regulatory Research, Director. Ip 30942078- 

30942 076 

-0606130146 Forwards NUREG 0903, "Survey of Industry A Govt Programs to Combat 
Drug A Alcohol Abuse,” per 8301 1 1 A 25 requesls, Lists addresses where future re- 

S ' i should be forwarded W/o end 

,T.G NRC - No Detailed Alfilfaflon Given 83/01/31 REICHERT, LASTOWKA 
Calalyfic, (no, (subs, of Air Products A Chemtcals, Inc ). Ip 30942,079 30942 070. 

-8506130196 Forwards operator fitness for duly value/impact analysis A NUREG-0903, 
"Survey of Industry A Govt Programs lo Comoal Drug A Alcohol Abuse," par 620026 
requesi W/o ends, 

RYAN.T.G. Olfice ol Nuclear Regulaloiy Research, Direclor 62/00/10, HOGAN, JP 
QA Technologies, Inc /General Atomic Co. 1p 30941:366 30941‘356 

-6506130300 Advises that alcohol & drug abuse survey complale Drug problem consid- 
ered as Isolaled lncIdenls.Lflll3 expressed opposition lo regulaflons dealing w/ 
drugs, alcohol or filness for duty because of morala Summary of visits end. 
MURLEY.TE Region 1. Ofllce of Director, 84/01/10 DEYOUNG, R,C Director's 
Office, ofllce ol Inspection and Enlorcement. 2pp. 30941,254-30941 ■257 


-8506130420 Discusses conditions having potentially generic Impact Idonlillcd In Insp 
Rept 50 361/83-08 Vendor callbr data for low range delector apparently In error 
JORDAN, E.L Durision ol Engineering A Quality Assurance (Pro 030103) 83/03/10 
BOOK, HE Region 5, Office of Director 3pp 30001 184-30001.186 

-8508130421 Forwards response lo 830505 memo re wide range gas monitor problems 
at plant Update requosled re containment high rango radiation monitor A pasl-acct- 
dent sampling items 

BAER.B L Engineering & Generic Communicalions Branch 83/08/08 
KNIQHTON.GW Licensing Branch 3 2pp 30901 187-30001'107 

0506130467 NUREG/CR-4149 ULTIMATE PRESSURE CAPACITY OF REINFORCED 
AND PRESTRESSED CONCRETE CONTAINMENT. 

SHAflWA.S, WANG,Y,K, REICH.M Brookhaven National Laboratory FIN A 3723 
BNL-NUREG 51B57. B6/05/31, Division of Enginoormg, 95pp, 30901 320 30902 059 

0506130469 NUREG/CR -4206 A SELECT REVIEW OF THE RECENT (1979.1983) BE- 
HAVIORAL RESEARCH LITERATURE ON TRAINING SIMULATORS 
UUQHEflY,KR Oak Ridge National Laboralory FIN B 0821, ORNL/TM 9445 05/ 
05/31, Division of Risk Analysis A Operations (post 840429) 61pp. 30001:249- 
30901 299. 

8506130606 NUHEG/CP-0062 PROCEEDINGS OF THE CONFERENCE ON THE AP- 
PLICATION OF GEOCHEMICAL MODELS TO HIGH-LEVEL NUCLEAR WASTE RE- 
POSITORY ASSESSMENT. 

JACOBS.G K , WHATLEY, S K Oak Ridge National Laboratory FIN 6 0287 ORNL/ 
TM-9586 8S/05/31. 130pp. 308 02, 227- 30 6 92' 3 56, 

6506130519 Forwards plan lor Inslallalion ol dilution sys per NUREG 0737.ltem 
it.F.l. (.Dilution faclor discussed Continuous romofe readout & alarm will remain m 
conlrol room Sys will be installed by fourth reluellng outago, 

LEE.O,fl, Publlo Service Co. of Colorado. P-05179. 86/05/17 JOHNSON.E.H Region 
4. Olfice of Direclor 4pp 30591, 208-3069T211 

8606140047 NUREO/CR-27ie STEAM EXPLOSION EXPERIMENTS WITH SINGLE 
DROPS OF IRON OXIDE MELTED WITH A C02 LASER, Pari II Parametric Studios 
NELSON, LS„ DUDApP.M Sandia National Laboratorlaa. FIN A.fOSO. SAND02-f1O5 
85/04/30. Division of Accident Evaluation. 164pp. 30908.210-30909:003 
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85061<J0052 NUflEG/CR 3863 ASSESSMENT OF CLASS 1E PRESSURE TRANSMIT- 
TER RESPONSE WHEN SUBJECTED TO HARSH ENVIRONMENT SCREENING 
TESTS 

FURGAL.D T , CRAFT, C M , SALAZAR, E A Sandia Naltonal Laboratories FIN A-1327 
SAND8d-'V26‘l 85/04/30 Division of Engineering Technology 194pp 30907 289- 
30908 115 

85061400S9 Forwards monthly operating repts tor May 1985 Change in description of 
Outage 84-038, reported lo NRC in Summer 1984, not made rr» Jan 1905 issue of 
NUREG 0020 Outage scheduled, not forced as reported 

DIETZ.CR Carolina Powor & Light Co BSEP/e5-109B 85/06/05 TAYLOR,JM. Di- 
rector’s Office, Ollico of Inspection and Enforcement Ip 30909 004 30909 017 

650B 140061 Partial response to FOIA request for documents re salely of steam genera- 
tors al facility from f979 to present Forwards App A documents Records available In 
PDR & LPDR NUREG/BR-0052 end 

FELTON.JW Division ol Rules and Records 85/01/25 DETJEN.J Philadelphia In- 
quirer. Philadelphia, PA 13pp 30911 002-30911 014 

•■8407170191 Forwards safety evaluation re increase in once through steam generator 
primafv to secondary leakage rale,per NUREG-1019 & Supp1 1 Rate acceptable 
JOHNSTON,WV Assistant Director lor Malls, Chem & Environ Technology (Post 
830201) 84/07/11 LAINAS,G C Assistant Director lor Operating Reactors Spp 
30915 277-30915 281 

"8506140073 Discusses once-through steam genoralor sulfur corrosion & eddy current 
testing Based on SER (NUREQ-1019),NRC concluded that specific extended posl- 
repair eddy current Inservice insp plan required 

YOUNG,F NRC - No Detailed Allillalion Given 84/03/30 CONTE,R NRC - No De- 
tailed Afliliation Given 2pp 30915 241-30915 242 

-8506140136 Submits daily highllghi Discusses ASLB 841031 initial decision on sleam 
generator repair Decision favorable Authorities Issuance ol requested license amend 
i(ecogni 2 lng kinollc expansion repair techniques subj to NUREG-1019 
SILVER,H Operating Reactors Branch 4 04/11/01 DENTON.H NRC • No Detailed 
Aifiliali on Given Ip 30915 313-30915 313 

8506140072 NUREG 0525 RIO SAFEGUARDS SUMMARY EVENT LIST 
ISSEL), REVISION 10 

' Liconsing Policy & Programs Branch 85/05/31 59pp 30907 130 30907 187 

8506140093 Further response to FOIA request for eight categories ol documents re nu- 
clear spent fuel transportation Forwards App C documents App C & selected App D 
documonts also available In PDR App D Documents 6 & 8-12 lor sate by NRC & GPO 
FELTON, J M Division of Rules and Records 85/01/20 MILLAR, F Environmental 
Policy Institute lOpp 30919003-30919043 


8506140354 Discusses proposal to delolo Tech Spec operability requirement for in core 
del odors Approach accop1able,pef NUREG-0828, Section 5 3 13, provided that oper- 
ability requirements for llux wire sys Included 

ZWOLINSKI.JA Operating Reactors Branch 5 LSOS 85 06-017 85/06/12 
VANDEWALLE,DJ Consumers Power Co 2pp 30893 329-30803 330 

8506140366 Forwards Safety Insp flepi 50 331/85-12 on 850506-10 & notice of viola- 
tion 

PAPEREELLO,C J. Region 3, Office ol Director 85/06/07 L(U,L. Iowa Eloolric Light & 
Power Co 2pp 30698 287-30898 297 

-8506140377 Insp Rept 60 331/85 12 on 850506-10 Viofations noted failure to adhere 
to radiation work permit procedure & failure to make adequate survey of looked high 
radiation area 

GRANT , W B, GREG EH, LR Region 3, Office ol Director I £0-84-03 85/08/07 app 
30896 290 30898 297 

8506140396 NUREQ/Cfl 3747 THE SELECTION AND TESTING OF ROCK FOR AR- 
MORING URANIUM TAILINGS IMPOUNDMENTS 

FOLEY,MG, KIMBALL.CS, MYERS, D A Battelle Memorial Instllulo, Pacllic North- 
west Laboratories FIN B-2370 PNL-5064 85/05/31 Division of Radiatiorr Programs 
a Earth Sciences (post 840429) 119pp 30933 276-30934 030 

8506140405 NUREG/CR 4215 TECHNICAL FACTORS AFFECTING LOW-LEVEL 
WASTE FORM ACCEPTANCE CRITERIA 

MACKENZIE,DR , VASLOW.F,, DOUGHERTY,D R Brookhaven National Laboratory. 
FIN A-3159. BNL-NUREQ 61673 85/05/31 Division ol Waste Management 77pp 
30908 116-30908 187 

8506140416 NUREG/CH30tO V04 REACTOR SAFETY RESEARCH 
PROGRAMS Quarterly Report .Oclobor- December 1984 

EDLER.SK Gat lei Is Mamorial Institute. Pacific Northwest Laboratories FIN [3 2043 
PNL-5106 4 85/05/31, Division 0 1 Accident Evaluation 31pp 30906 166-30908'218 

8506140418 Forwards response to Auxiliary Sys Branch request for addi Info (Question 
410 32) re control ol heavy loads Loads that may bo moved Include concrete 
structure s,shl elds & removablo floor slab plugs 

OPEKA,JF, SEARS, OF NorthoasI Nuclear Energy Co (subs of Northeast Utilities) 
OPEKA,JF Northeast Utilities A049t0 85/06/11 YOUNGBLOOD, BJ Liconsing 
Branch! 3pp 30890 114-30898 116 

8506140422 Advises ol preparations to update & resubmit draft amend supporting leak- 
before break approach lo achieve consistency w/Vol 3 ol NUREG-1061 
SHEflWOOD,G6 General Electric Co MFN 049-05. 85/04/04 THOMPSON,HL Di 
vision of Licensing 2pp 30696 104 30896:105, 


-8506140248 Summary ol 841010 emotgenoy response coordinator ccuntorpart 
lolcon Agenda end, 

KERS.LL. Region 3, Olfico ol Director, 04/10/22 PHILLIPS.M NRC - No Detailed 
AffitiatPOn Given 5pp 30919 150-30919 154 

0506140168 Forwards SSER 6 (NUREG 0881) re operation ol facility W/o end 
YOUNGBLOOD, BJ Licensing Branch 1 85/06/04 KOESTER,Q L Kansas Gas & 
Electric Co Ip 30907 114-30907 114 


0506140170 Forwards list o( solocled operating events to bo used in sys (unction & task 
analy8ls,por 850424 responses to NRC comments on DCROR prograrri plan Plan 
process lullills Supp! 1 to NUREG 0737 requirements. 

SPANGENBERG,F Illinois Power Co U 600029 85/06/12 BUTLER.WR Licensing 
Branch 2. 13pp. 30098 342-30898 353 

8506140174 Forwards Emergency Plan Implementing Procedure EC 13, "Reactor Core 
Damage Estimation " Procedure revised to include third core damago class, re lerrod to 
as fuel overheat per TMI Item II B 3 

SPANQEN0ERG,F Illinois Power Co U 600069 05/06/11 Oflics of Nuclear Roaclor 
Regulation, Director BUTLEn,W R Licensing Branch 2 Ip 30893 026-30893.067, 


8506140187 informs of status of training program for TD Keith, lacility radiation protoo- 
tion manageqln further response to draft SSl (NUREG-1002) unresolved confirmatory 
Issues, Part A, Item 8 All training completed except attendance at refueling 
SMITH, D.H Commonwealth Edison Co 0224K 85/06/07. DENTON, HR Office of 
Nuclear Reactor Regulation, Director 2pp. 30893 206-30093 207 

8506140210 Forwards response to SER (NUREG-1031) Open Item 2.2 re diesel genera 
lor load accoplance lest alter operation, as discussed during 050208 lelcon w/A 

Ungaro-Response fully resolves Item 

OPEKA,J F. Northeast Nuclear Energy Co (subs of Northeast Utilities). OPEKAJ F 
Northeast Utilities, B11560 85/06/07, YOUNQBLOOD.B J, Licensing Branch 1. 3pp 
30803 211-30893-213, 

8506140337 NUREG /CR-3293 V01 TECH NO LOGY, SAFETY AND COSTS OF OECOM 
MISSIONING REFERENCE NUCLEAR FUEL CYCLE AND NON-FUEL CYCLE FACILt 
TIES FOLLOWING POSTULATED ACCIDENTS Main Report 
ELDER, H K Battelle Memorial Institute, Pacific Northwest Laboratories. FIN B-2117. 
05/05/31 Division of Engineering Technology 327 pp 30932-308 30933-274 

8506140338 Advises that TMI Action Item ILF 2, ‘'Inadequate Cora Cooling Insliumenta- 
lion" resolved, per 641204 response to Generic Lir 84 23 _ , ^ „ rM 

VASSALLO.DB Operaling Reactors Branch 2 QL- 84-23 85/06/05 EAHRAR.OL 
Commonwealth Edison Co, 2pp 30907,001-30907,002 

8506140345 Forwards safety evaluation for NUREG-0612, “Control of Heavy Loads • 
Phase I," per ufil response lo 801222 Generic LIr 81-07 Phase j acceplab e* 
NOVAK.T M. Assistant Director for Licensing GL-81 07 05/05/23 DIXON ,0,W Soulh 
Carolina Electric & Gas Co 2pp, 30907 252-3O0O7’264. 

.-8506140362 SER re NUREG-0612, "Control of Heavy Loads at Nuclear Power Plants 
i%1!%TDetlllid Aftt^ Given. QL-81.07, 85/05/23 Ip 30907: 2 64-30907; 254 

-8505160636 EGG-HS 6371 R01 Rev 1 to "Control ol Heasy Loads at Nuciear Power 
Plarvts, VC Summer Nuclear Station, Unit 1 (Phase 1),’’ •®chnlcal evalualion rept. 
FRIEDERICHS,S Energy Engineering Group FIN A-6457 83/08/31. NRC - No Da- 
tailed Allillalion Given 34pp 30907:255-30907:288. 


8506141)462 Advises that 850531 request lor further extension of Implomontation data 
for upgraded emergency operating procedures until restart from upcoming 1985-1986 
outage acceptable oer Suppl 1 lo NUREQ-0737 

THOmPSON,H.L Division of Licensing 85/06/06 CAPSTICK.R.W Vermont Yankee 
Nuclear Power Corp Spp 30906 353 30906 255 

8506140464 Forwards "Atkansas Nuclear One Silo Specific Offsite Radiological Emer- 
gency Preparedness Atert & Nolilication Sys QA Vordicalion ’• Prompt alert & nolifioa 
tion sys meets design roquiremenls ol NUhEQ-0654/FEMA-REP 1,Rov 1 & FEMA43 
SPECk.SW Federal Emergency Management Agency 85/06/07 DIRCKS.WJ 
Office el the Executive Director for Operations Ip 30900 151-30901 095 

8566140500 Forwards SER ro ulil 850118 proposed resolution of Integrated Plant 
Safely Assessment Rept (NUREG 0828) Section 4 10 1 on organic mails Coalings 
adequately quail lied. Proposed insp program acceplablo Issue resolved 
ZWOLINSku A Operaling Reactors Branch S. LSOS 05 06 010 05/06/13 
VANDEWALLE.D J Consumers Powor Co 3pp 30897 127-00897.131. 

-8506140501 SER re tntegratod Plant Safety Assessment Rept (NUREG 0829) Section 
4 19 1 on organic malls Environ qualification of coatings & visual Insp program accopt- 
abte 

* NRC - No Detailed Aflitialion Given 85/06/13 2pp 30897.130-30897 131 

8506140569 NUREG /CR-3445 ERR Errala changing rapt number to NUREG/CR- 
3455,tc "Comparison Of Iodine, Krypton And Xenon Relenlion Efliclencies For Various 
Silver Loaded Adsorption Madia '' 

* Westinghouso Electric Corp. WINCO1024 65/05/14 Division ol Risk Analysis & 
Operations (post 840429) 2pp. 30910 327 30910 327 

6506140576 Forwards addI accident mcnilorinn Instrumental ion, per NUREG 0737, TMI 
Item II F1. Info cornplato & adequate lo provide contir motion mat TMI Horn & SER 
Confirmatory Issue 21 implemented 

SPANGENBERG.F. Illinois Power Co U 600083. 85/06/11 BUTLER.WR. Licensing 
Branch 2. 45pp 30899 305-30899 348 

85061 40SS2 Forwards tovlow & safety evaluation of proposed CESSAR changes & 
Issues identified In SER (NUREG 0852,Suppls 1& 2) 

CRUTCHFIELO.O. Assistant Director for Safety Assessment 85/06/04 
SCHERER,AE Combustion Engineering, Inc 6pp 30910 348-30010 382. 

8506140588 NUREG- 1037 DRFT FC CONTAINMENT PERFORMANCE WORKING 
GROUP REPORT Draft Report For Comment, 

* Division of Engineering 85/05/31 322pp 30935 257-30938 21 8 

8506140593 NUREG/CR.4200 BIODEGRADATION TESTING OF SOLIDIFIED LOW- 
LEVEL WASTE STREAMS 

PICIUIO.P L., SHEAiC.E., BARLETTA.RE Brookhaven National Laboratory. FIN A- 
3159 BNL-NUREG 51868, 85/06/31 Division of Waste Managemenl 46pp. 
30938219 30936.264, 

8506140599 NUREG/CR.4204 LONGTERM EMBRITTLEMENT OF CAST DUPLEX 
STAINLESS STEELS IN LWR SYSTEM S’ Annual Rapotl.Oclober 1983 - September 
1984. 

CHOPnA,O.K , CHUNQ.H M Argonne Nallonal Laboratory, FIN A-2243. 85/04/30, Di- 
vfsion ol Engineering Technology. 33pp, 30935 223-30935:266 
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8506140622 NUREG/Cfl 3551 SAFETV IMPLICATIONS ASSOCIATED WITH IN-PLANT 
PRESSUniZED GAS STORAGE AND DISTRIBUTION SYSTEMS IN NUCLEAR 
POWER PLANTS 

GUYMON.H H , CASTO.W R , COMPERE, E L Oak Ridge Naltonal Laboralory FIN A- 
9132 ORNL/NOAC214 85/05/31 AEOD, QreclOf's Oflice 82pp 30934 031- 
30934 111 

6506140624 NUREG/CR 3977 RELAP5 THERMAL HYDRAULIC ANALYSES OF PRES 
SURIZEO THERMAL SHOCK SEQUENCES FOR H B ROBINSON UNIT 2 PRESSUR- 
IZED WATER REACTOR 

FLETCHER.CD, BOUNDER.MA, WATERMAN.M E. EG&G, Inc FIN A-6047 EGG- 
2341 B5/04/30 Division of Accideni Evali/alian 233pp 30934 352 30935222 

8506140656 AccepIs proposed schedule to complelo mods lo ECCS & reactor protec 
lion sys during Cycle 13, per Generic Llr 64-23 Review of NUREG 0737, Item II F 2 
complete 

VASSALLO.DB Operating Reaclors Branch 2 GL 84-23 85/05/28 MUSOLF.D M 
Northern Stales Power Co 3pp 30910 332-30910 334 

6506150041 Responds lo FOIA requests for records re SSER (NUREG 0787) Forwards 
App B & C documents App A & B documents available In PDR Info in App C docu- 
ments partially wilhheld (ret FOIA Exomphons 5,6 & 7) 

FELTON, J M Division ol Rules and Records 85/03/01 GARDE, B P, Government Ac- 
countabrlity Project 2t0pp 31067005-31067 292 

65D61 70052 FOIA request for records from Conlainmerjt Leak Rale Investigations 
Program.lfom any & all contracts between Quadrex Corp & NRC,from contract on 
NlfRE6/CB-3549 & (fom coniracl to Investigate rcduclion in leslmg duration 
REYT0LATT,ZV Warren Wilson College, Swannanoa, NC FIN B0489, 85/02/26 
FELTON, J Dwislon ol Rules and Records 3pp 30907.033-30967035 

8SOB170077 Responds to FOIA request for records re FIN 3 0469, "Conlainmenl Leak 
Rale Testing Program" & Quadrex Corp/NRC contracts Forwards documents re FIN 
e 0489,Doounion1s also available In PDR Mo documerrls re Quad/ex sub] to request 
FELTORJM Division Of Rules and Records FiN 0 0480 85/03/25 

nEYTBl-ATr,ZV, Warren Wilson Collage, Swannanoa, NC 7pp 30987 036- 
30967 076 

-6506180068 Forwards initial ORNL/TM 6964, "ImpacI ol Containment 0ldg Leakage 
on LWfl Accident Risk " Expenditures for Oct 1683 - Feb 1984 Irsled Ltr rept on pro- 
posed leak rale pradiclton methodology wiH be submltled by end ot War 19B4 
BURNS, TJ Oat Ridge National Laboratory 64/03/20 ARNDT.EG, Mechanical/ 
Structural Engineering Branch, Ip 30987 323-30987 323 

-6606180091 ORNL/TM 8064 DRFT Draft “Impact ol Conlalninenl Bldg Leakage on 
LWfl AcOdanl Risk," 

HERMANN,OW. BURNS, TJ Oak Ridge National Laboratory, FIN B 0489 84/03/31. 
ARNDT, E G Division ol Engineering Technology, 20pp 30987,324-30987343 

-8606170637 "Containment Leak Rate Testing Invesllgaliops," monthly program lor 
Mar 1984 

NAUS.DJ. Oak Ridge Nallorral Laboralory, FIN 6 0489 04/03/29 ARNDT.G Me- 
chanical/SIruclura! Engineering Branch 6pp 30907 210-30987,215, 

8506170153 Responds to FOIA request tor source (orm ovonl trees prepared by Sarrdla 
lor 8ubj plants Forwards documents listed on app Documents also availabfe In PDR) 
FELTON, JM Division of Rules and Records 65/03/11 SHOLLY.SC Union ol Con- 
camad Scientists 2pp, 30981. 152-30981-209. 

-6S06 170166 Draft "Containment Event Analysis & Estlrnatlon of Source Term 
F(Qquendes,App to NUREG 0956," 

BEHfl.VL Sandia National Laboratories 84/07/31. NRC - No Detailed Affiliation 
GIvort 66pp. 30981 164 30981 209 

8506170261 Forwards response to EG Adensam 650311 request for addi Info re per- 
formance testing of relief & safety valves, per NUREG-0737,llQm tl D.1 
TUCXER.H 0 Duke Power Co 85/06/12 DENTON.H fl Office of Nuclear Reader 
Regufation, Director ADENSAM, EG Licensing Branch 4. Z3pp 30956.110- 
30958-132 

6506 170276 NLfREG/CR-3518 V02 ER Errata to "Slim-MaudAn Approach to Assesslrrg 
Homan Error Probabilities Using Slruotured ExporlJudoinent.\/olumo 2- Delalled Anaf- 
ysis of Ihe Technical Issues," correcling Pages xi, 2,9,1 0,13.20,23,89 & D-l 
EMBREY.DE. HUMPHREYS.P,, ROSA, E A, Brookhaven National Laboratory FIN A- 
3219. BNL NUnEG-51716. 05/01/31 Division of Facility Operations, 2pp, 309&2.002- 
30982 003 

6500170349 NUREG 0020 V09 N04 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Ol March 31,1 985, (Gray Book I) 
flOSS,PA„ BEEBE, MR Division of Budget & Analysis 85/05/31, 440pp 30959 072- 
65960 162 

8608170442 Clarifies operability requirements lor aubcooflng margin monitor, per Insp 
Rept 60 255/85 05,NflC 831214 evaluation of utit response to Generic Ltr 62-28 i 
NLrREG-0737,TMIItem(IF2 

VANDEWALLE,D,J Consumers Power Co, GL-82-20. 85/06/10 Office of Nuclear fla- 
aclor Regulation, Director. 2pp, 30958,095-30958:096, 

8506 170478 Fonvards marked up revs to FSAR.per NUREG-0612 re conirol of heavy 
loads & SER Outstanding Issue 8 Changes reflect revised load paths for certain hoists 
& deletion of others & Includes updated design Info 

MJTTLpfl L Public Service Electric & Gas Co of New Jersey. 85/06/13. 8UTLER.W. 
Licensing Branch 2 30pp, 30957:278.30957:307 

9506170456 Responds to NRC 850111 request lor addI (nfo re NLIREQ-0737, TMI Item 
II D,1 concerning performance tesling of relief & safety velvas, selection of transients 
& valve inlet condllions, valve operabilily & thermal-hydraulic analysis. 

OPEKApJ F., SEARS, C F Northeast Nuclear Energy Co (subs, of Northeast Ulilillea). 
OPeKA,J.F Northeast Utilities A04690, 85/06/1 1. BUTCHEfl.E J, Operating Reactors 
Branch 3 17pp 30957.359-30058,016 

6506170626 Application lo amend License OPR-65,changlng Tech Specs re battery sve 
test for onsite power distribution sys, allowing SO-month perloimance discharge (osl lo 
be performed In lieu of 18 month battery sve lest Fee paid 
OPEKApJ F., SEARS, C.F. Northeast Nuclear Energy Co (subs ol Northeast Ullllties). 
OPEKA.J.F. Northeast Utilities B11657, 85/06/11. BUTCHER, EJ. Operating Reaclors 
Branch 3. 3pp. 30956.200-30966:204. 


8506170536 Informs ol acceptability of 850520 plan of action to confirm conirol room 
habitability following single component Isiluro within emergency ventilation 
sys Clanficalren of two listed items discussed w/M Iqbal provided 
STOLZ.J F Operating Reaclors Branch 4 85/06/03 HLIKILUH D General Public Lltil- 
ilies Corp • GPU Service Corp 4pp 30961 303 30981 306 

8506170550 NUREG/CR-3293 V02 TECHNOLOQY.SAFETY AND COSTS OF DECOM- 
MISSIONING REFERENCE FUEL CYCLE AND NON-FUEL CYCLE FACILITIES FOL- 
LOWING POSTULATED ACCIDENTS Appendices 

ELDER.HK BatieNe Memorial Institute, Pacific Northwest Laboratories FIN B-2117. 
05/05/31 Oivrslon ol Engineering Technology 288pp 30979 001-30979 206 

8506170667 NUflEG/CR-4077 REACTOR COOLANT PUMP SHAFT SEAL BEHAVIOR 
DURING STATION BLACKOUT 

KITTMER.CA, WENSEL.R G , RHODES.DS Atomic Energy of Canada. Lid FIN A 
6322, EGG 2365 85/04/30 Division of Engineering Technology 90pp 30979 200 
30900 020 

8506180168 Informs that post accident sampling sys op erabla.fol lowing completion of 
mods & testing & meets NUREG 0737,llem II B 3 provisions May 1 985 SSER C closed 
out 

VAN BRUNT.EE Arizona Public Service Co ANPP 32820-EEVB 05/06/13 
KNIGHTON.G.W Licensing Branch 3 2pp 30976 161-30975162 

8506180176 Forwards SSER 11 (NUREG 0707) re operation ol lacililySSEfl placed In 
PDRW/o end 

NOONAN, VS Comanche Peak Project (Technical Review Team) 85/06/10 
SPENCE, MD Texas Utilities Electric Co (formerly Texas Utilities Generating Co) 
4pp 30990191-30990194 

8506160286 Discusses details of Integrated Implementation schedule of SPOS & ATWS 
rule mod5,per SuppI 1 to NUREG 073 /.Schedule accelerating SPDS implemenlalion 
by one refueling cycle proposed 

BHONS.J C New York Power Authority (formerly Power Authority of tho Stato of New 
York) JPN 85-47 05/06/14 VASSALLO,DB Operating Reactors Branch 2 6pp 
30976 031-30976 035 

8506180306 Partial response to FOIA request for correspondence re EAO 
Metallurgical, Inc from 841031 lo present App A documents being placed In PDB App 
B docurnents already In FOR 

FELTON, JM Division ol Rules and Records 85/04/17 WELDON.D Doc-Seareb As 
SQCiafes App 31002 299-31003111 

-8506189496 Advises lhal Region 1 knows ol no events lo propose as AO (or Oct-Dec 
1904 lo Include on Fourth Quarter cy84 rept to Corjgresa, 

MURLEY.TE, Region 1. Oflice ot Direclor. IElN-84-94 85/01/29 HELTEMES.CJ 
AEOD. Director’s Office Ip 31002 363-31002 363 

8506180402 NUREG 0090 V07 N04 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES Oc lobe i-December 1904 

* AEOD, Director's Office 85/05/31 40pp 30088 013-30986.052 

860-8180405 Forwards response lo unresolved Items 1 & 6 re performance testing of 
relief & safety valves.per NUREG 0737, Item II 0 1 1tems 2 5 will be answers by 
350930 Rov 1 to "BacHgrountl Into tor Vf esiinghouso Owners Group " end. 
O'TOOLE, J,D Consolidated Edison Co of New York, Inc 85/06/14 VARGA, S A Op 
eraling Reaclors Branch 1. 6pp 30978 214-30978’241 

0SO618O4I5 NUHEG/CR-4230 PROBABILITY BASED EVALUATION OF SELECTED 
FIRE PROTECTION FEATURES IN NUCLEAR POWER PUNTS 
AZARM.HA,. BOCCIO,JL Brookhaven National Laboralory, FIN A-3710 BNL- 
NUREG 51878, 05/05/31. Division of Engineering 03pp 30905,281-30986.012 

8506180433 Submils evaluation re recipient 050223 memo concerning Interprelatiertef 
NUREG -07 37, Hem IC.B requirements relative lo Indopandonl vorlllcatlon of lagging 
equipment out of sve & plant verification practices 

THOMPSON, H L Division of Ucenslng 85/06/06 SPESSAflD.R L. Rogron D, Ofrice 
Of Director. 4pp 30985-277-30985 280, 

8506100459 Forwards Insp Rept SO 482/85-20 on 850423-26,30 & 0S01-03.No violation 
or deviation Idenllllad 

DENISE, fl.P. Wolf Creek Task Force, 05/06/13 KOESTER.Q L, Kansas Gas & Elec 
MoCoi 2pp. 309-77‘14a 30977.167, 

-8608180465 Insp Rept 60 462/85-20 on 850423 26,30 & 0501-03 No violation or davi 
elfon noted, Major areas inspected: rad waste prdgram,lncludlrrg gaseous, liquid & solid 
radwasle & air cleaning 

BAER, RE.. MURRAY, B, MARTIN, LE. Region 4. Oflice of Director 85/06/10 9pp 
3O977‘140-3O977-157. 

850818046 1 Forwards draft SER re procedures generation package (POP) for emergon 
cy operation procedures PGP reviewed per NUREG 0899,Genor]c Llr 02-33 S Supp1 1 
lo NUREG 0737. Requests rev ol PGP, 

STOL2,J,F Oporallag Reactors Branch 4 GL-8Z-33. 85/06/05, BECKHAM, JT Geor- 
gia Power Co. lepp 30985:252-30965,267. 

8506180597 Forwards request for addI Info lo continue evaluation of submlllals for TMI 
Item IIDl.Into re seleciron of transients & valve Inlet & downstream conditions re- 
quested within 30 days of receipt of ltr 

BUTCHER.E,J, Operating Reactors Branch 3 85/06/t2 WITHERS,B.D Portland 
General Electric Co. 9pp 30984-1 62-30984:1 60. 

8506180698 Forwards Amend 67 to License DPR-64 & safety evaluation. Amend modi 
fias Commission 630314 order, as revised on 831110, exiondmg completion dale for 
NUREG-07'37,llem III. 0.3.4 actions re control room habitability lo Sept 1986 
MINER.S, Operating Reactors Branch 4. 85/06/30, RODRIGUEZ, R.J. Sacramento 
Municipal Utility Dislrfcl. 3pp. 30964:161-30984:168 

-SSOGIBOBOS Amend 67 lo License DPR-54, modifying Commission 830314 order, as re- 
vlsed on aSIIIO.exlendIng completion date for NUREG-0737,llem III.0.3 4 actions re 
control room habi lability io Sept 1986 refueling outage. 

STOLZ.J. F Opareling Reactors Branch 4. 85/05/30. 2pp. 30984:164-30984:165 

-8508180604 Safety evaluation sup^rtlng Amend 67 to License DPR-64. 

* Olffee of Nuclear Reactor Regulation, Director. 85/05/30, 3pp 30984:166- 
30964.168 
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850S190020 NUREQ/CR.3904 A COMPARISON OF UNCERTAINTY AND SENSITIVITY 
AWALVSIS TECHNIQUES FOR COMPUTER MODELS 

IMAN.R L , HELTON.J C Sandia National Laboralorles FIN A- 1339 SAND84-I461 
85/05/31 Oivisson ol Risk Analysis & Operations (post 840429) 1l8pp 31019 001- 
31019 118 


8506200073 Advises that amends to Licenses DPR-3B,OPR-47 & OPR-55 w/propertus 
tilicatien required for amend to 630318 confirmatory order re implomontation dates lor 
NUREG-0737 items Request Will be held unlil application rcceivod 
STOLZ.J F Operating Reactors Branch 4 65/06/03 TUCKER, H B Duke Power Co 
2pp 31043 104-31043 105 


8506190026 NUREG/CR 3906 URANIUM MILL TAILINGS 

NEUIflALIZATION CONTAMINANT COMPLEXATION AND TAILINGS LEACHING 

CPITZ.B E , DODSON, M E , SERNE.R J Ballolle Memorial Institute, PacKic Northwest 
Laboratories FIN B-2370 PNL-5179 85/05/31 Division ol Radialion Programs & 
Earftl Sciences (post 840429) 77pp 31019 119-31019 193 


654)6190031 NUREG/CR-4192 THE ANALYSIS OF DRAINAGE AND CONSOLIDATION 
AT TVPJCAL URANIUM MILL TAILINGS SITES 

FAYERiMJ, CONBERE.W. Battelle Memorial Institute, Pacific Northwest Labernlo- 
nas PIN B-2370 PNL-5421 05/05/31 Division of Radiation Programs & Earth Sci- 
ences (post 840429) 56pp 31017 324-31018 013 


8S<I6I90Q36 NUREG/CR 4205 TRAP-MELT2 USER'S MANUAL 
JORDAN.H , KUHLMAN,M R Battelle Memorial Institute, Columbus Laboratoiies FIN 
B6747 QMI 2124 85/05/31 Division ol Accident Evaluation 74pp 31017 100- 
31017 172 


3506190042 NUREG/CR-4044 TRAC-PF1 LOCA CALCULATIONS USING FINE-NODE 
AND COARSE-NODE INPUT MODELS 

DOBRANICH.D, BUXTON.L D , WONQ.CN Sandia National Laboratories FJN A- 
1205 SAND84-2305 85/05/31 Division ol Acciclenl Evaluation 86pp 31015116- 
31015 199 


8506190048 NUREG-1127 RADIATION PROTECTION TRAINING AT URANIUM HEXA- 
FLUORIDE AND FUEL FABRICATION PLANTS 

BRODSKY, A , SOONG.A L , BELL.J Division ol Radiation Programs & Earth Sciences 
(iwsi 840429) 85/05/31 33pp 31017 173 31017 204 

8506190054 NUREG-0797 S1 1 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION, UNITS 1 AND 
2 Docket Nos 60 445 And 50 446 (Texas Utilities Generating Company, of al) 

' Division of Licensing 85/05/31. 349pp 3)018 014-31018 362 


6506200079 Requests addi Into re utit 820331,0701,121 7 & 830201 submittals concern- 
ing NUREQ 0737, Item II D 1 on safely valve reliability Response requested by 850719 
STOLZ.J F Operating Reactors Branch 4 85/06/07 CROUSE, R P Toledo Edison 
Co 7pp 3104309731043 103 

0506200126 Forwards Rev 3 to repl on control ol heavy loads covering review of 150 P 
gallon crane 

PETRtCKpNA Standardized Nuclear Unit Power Plant System SLNRG 85-10 85/06/ 
12 DENTON.hr Ollice ol Nuclear Reactor Regulation, Director 3pp 31007 221- 
31007223 

8506200104 Forwards SSER 6 (NUREG 0001) Documentation placed in PDR & 
LPOR W/o end 

YOUNG BLOOD, B,J Licensing Branch 1 65/06/13 KOESTER.G.L Kansas Gas & 
Electric Co 4pp. 31042 340 31042 343 

8506200246 Ack receipt of 850430 Itr re work ol Commitlee on Safely of Nuclear Instal- 
lation special task force on source terms Informs of progress on draft NUREG 0956 
re source torm reassessment 

PALLAOINO.N Commissioners 85/06/03 GIOVANNI, N European Nuclear Energy 
Assoc 2pp 31043 259 31043 263 

8506200266 Folwards addendum to FEMA interim findings on lacility olfsite radiological 
emorgoncy response plans Addendum resolves all NUREG 0654, Rev 1 planning olo 
ments re offsite radiological emergency planning 

JOHN SON, EH Region 4, Olfice of Dlroctor 85/06/12 LEDDICK,RS Louisiana 
Power & Light Co 4pp 31007 226 31007 229 

8506200291 Forwards request lor addI mio & safely evaluation supporting SPOS 
program .condilional to review of requested Into Response requested witnin 45 days ol 
Itr dale 

STOLZ,J F Operating Reactors Brartch 4 86/06/04 TUCKER.H B. Duke Power Co 
3pp 31043.163-31043 201 


85061 9 DO 77 NUREG/CR-4231 EVALUATION OF AVAILABLE DATA FOR PROBABILIS- 
TIC RISK ASSESSMENTS (PRA) OF FIRE EVENTS AT NUCLEAR POV/ER PLANTS 
SAWANTA.P K , BOCCIO.J L Brookhaven National Laboratory KRASNER.L W Faclo- 
ry Mutual Research Coro FIN A-3710 BNL-NUREQ-51879 85/05/31 Division of En- 
ginoortng 71pp 31017 205-31017.276. 

3506190981 Further responso to FOIA request for documents & Info re NUREG/CR- 
3597,SAND a4-0930,NUREG/CR-3418,SAND 83 1617, & Board Notification 84- 
32 App a & App C documents available (n PDR Review of addi documents continuing 
F ELTON, J M Division of Rules and Records 85/03/27 CURRAN.O. Harmon, Weiss 
& Jordan 8pp 31010 156-31013 043 

85Q6I90092 NUREQ-0540 V07 N03ER Errata to “Title List of Documents Mado Publicly 
Avarlabla (March 1985)," replacing Pages Ix-xx 

• Division of Technical Information & Document Control 85/05/31 13pp 31016 091- 
31016 103 


“8506200309 Safety evaluation supporting SPDS program per SuppI 1 to NUREG 
0737, conditional to review of addi info requested 

' Olfice of Nuclear Roaolor Regulation, DJreclor 85/06/04. 16pp 31043'ie6 
31043201 

6596200322 Responds to 850426 request lor addi info re NUREQ-0737. Item IIK3 5, 
“Aulomalic Trip ol Reactor Coolant Pumps” Normal method ol tripping reactor cool 
an I pumps via manual control in control room based on industry data saarch 
JOHNSON.BD Consumers Power Co 85/06/14 Olfice of Nucloar Reactor Rogula 
lion, Dlroctor 6pp 31097 262 31097 267 

6596200325 Forwards rovlsed schedule for post accldonl sampling sys com pie lion, per 
NUREG-0737,TIV1I Item II B 3 Turnover to station personnel will bo completed prior to 
Cycio IX refueling oulaga, 

MEDFORD.M 0. Soulhorn California Edison Co 85/08/18, ZWOLINSKI.J A Opemling 
Roactors Branch 5 3pp 3t007 255 31007 257 


8505190103 NUHEG/CR.4229 EVALUATION OF CURRENT METHODOLOGY EM- 
PLOYED IN PROBABILISTIC RISK ASSESSMENT (PRA) OF FIRE EVENTS AT NU- 
CLEAR POWER PLANTS 

RUGER,C , BOCCIO,J.L, A2ARM,M A Brookhavon National Laboratoiy. FIN A 3710, 
BNL-NUREG 51877 05/05/31. Division ol Engineering 47pp. 31017,277-31017:323 


6506200414 Forwards safety evaluation of NUREG 0737,ltom II K 3 3D ro small break 
LOCA modal NOTRUMP.Modol approved Plant- specific analysis due wilhin 1 yr of re- 
ceipt ol ftr. 

VARGA,SA. Operating Reactors Branch 1 GL-03 35 05/05/28, WILLIAMS, JW Flori- 
da Power & Light Co 9pp 31042253 31042261 


8506190357 Forwards Westinghouso Owners Group comments on draft Rov 5 to 
NJREG-0452, “STS for Westingtiouse PWRs," ro sliort-lerm improvomonts, including 
lemoval of equipment listings Meeting during last wk ol June requesled 
DUTTERFIELO.L. Westinghouso Operating Plants Owners Group BUTTERFEELD.L 
Commonwealth Edison Co, OQ-162, 85/06/14 DENTON, HR, Ollioo of Nuefear fle- 
aclor flegulalton. Director 152pp 30996 062-30996 210, 

8506 190408 Forwards “Seismic Qualilicatlon of LACBWR Overhead Wator Storage 
Tank for SEP,*’ "Seismic & Stress Analysis of HPCS Suction Line Piping Sys lor 
LACQWR” & "Seismic & Stress Analysis ol HPCS Suction Line Piping Sys lor 
UAcawfl.” 

UNDER.F Dairyland Power Cooporativo. LAC 10933 85/06/03 ZWOLINSKI.J Oper- 
atina Reactors Branch 6 2pp 30997 155-30998 055 

8506190509 Requests addi Info to continue review ol 820325 & 1215 & 830608 & 0930 
llfs r© NUREG 0737, Hem II.D,1, “Performance Testing ol Relief & Safely Valves." Re- 
sponse requostad within 60 days of receipt of Itr 

v/ARGA.S a Operating Reactors Branch I. 85/06/06. BRONS.JC Now York Power 
Authority (formerly Power Authority of the State of New York) 14pp. 31013'235- 
3 1C 13 309. 


8SD6190525 Forwards safely evaluation re ravlew ol 630414 Hr describing program for 
propaifng & impfemenling emergency operating procedures, per NUREG-0737, Supp) 
I Program acceplablo „ 

STOLZ.J F. Operating Reactors Branch 4. 65/06/07 TUCKER.H B Duke Power Co 
6pp 31013,323-31013 328 


8506200005 Forwards request for addi info re NUREG 0737, Item HD 1, "Performance 
Testing of Relief & Safely Valves " Response requested within 90 days of Hr dole, 
STOLZ.J F. Operating Reactors Branch 4 85/06/03 TUCKER.H B, Duke Power Co 
14pp 3 1 04 3, 162-31 043-1 75 


aS0620001B Forwards priofitizalion evaluation of Generic Issue 54, "Survey of Valve 
Oporafor Related Events During 1978,1979 S 1980," to be incorporated into NUREQ- 
0933 Principal concerns addressed by Generic Issue II.E 6 1 
DENTON.hr. Office ol Nuclear Reactor Regulation, Director. 65/06/11. KNIGHT, J P. 
Division o( Engineering. 8pp. 31043-126-31043-132 


8506200067 Conlirms parllcipalion in NRC 850619-21 visit to gather Info re Implementa- 
tion & operation of SPDS, per Supp1 1 to NUREG-0737.Agenda & schedule end 
STOLZ.J F, Operating Reactors Branch 4 86/06/07, RODRIGUEZ, R J, Sacramento 
Municipal Utility District. 4pp. 31043 106-31043,109 


6606210128 Forwards Insp Rents 50-206/65 13,50-361/66 12 & 50-362/05 11 on 
850304 08 & 0401 05 & IS 19 & notice of violation 

KIRSCH.D.F. Region 5, Office of Director 85/06/07 BASK IN, K P. Soulhern California 
Edison Co 2pp 31024 170-31024 185 

--8508210134 Insp Repis 60-206/85-t3,50 381/85 1 2 & 50 362/65-11 on 850304-08 & 
0401 05 & 15 19 Violation noted mainl orders Issued lo replace sluds w/o performing 
design analysis, constituting Improper design chango 

NARBUT.PP Region 5, Ollice of Director IEB-79 27 85/06/06 13pp 31024-173- 
31024,185. 

6506210160 Forwards prioritization evaluation ol Generic Issue 8 69, “UN (N-1) Loop 
Opaialion in BWRs & PWRs." Evaluation wilt bo Incorporated into NUREG 0933, 
"Pfioritlralion ol Generic Safety Issues " 

DENTON, H R Office of Nudear Reactor Regulation, Director, 65/06/12 
BERNERO.RM Division of Systems Inlegratron (post 811005) 12pp 31048 002- 
31046 013. 

6508210162 Provides Info on compliance w/requiremonis ol SER (NUREG 0853),dtd 
Feb 1982,re salaty-roliel vetvo surveillance program.lor use by NRC lo close Issue 
Procedures Inslituled to detect vaWe condition listed 

SPANGENBERQ,F. Illinois Power Co U-600065. 85/06/19. BUTLER. W.R. Licensing 
Branch 2. 2pp 31024-186-31024-192. 

6506210190 Forwards responso to Generic Ltr 05-02 ro recommended action stemming 
(rom NRC Integrated program lor resolution ol unresolved safety issues concerning 
sleam generator tube integrity Comments on draft NUREG-0644 expected by due 
dale 

DOMER,JA Tennessee Valley Authority 01 85-02 85/08/17. THOMPSON,HL Otvi- 
slon of Licensing, 9pp 31024 300-31024 309, 

8506210193 Forwards response (o Generic Ltr 85-02 & comments on NUREG 0644 re 
stall recommended actions stemming from NRC Integrated program (or resolution of 
unresolved safely issues concerning steam generator Tube InfegrTty. 

SCHNELL.DF Union Eledrfo Co ULNRC-111B, 85/06/19, TITOMPSON.H.L Division 
ofUcensing I8pp 31024:193-31024:210 

6506210218 Responds to NRC SS0405 Mr re violations noted In Insp Rept 50 416/86 
OOCorracHve acfions-reaclor vessel Instrument control procedures revised & with 
drawal of commilmeni to submit annual ECCS outage data per NUREG 0737 request- 
ed 

OALE,L F Mississippi Power & Light Co AECM-85/0146. 85/05/06. QRACE.J N, 
Region 2, Office of Director, 5pp 31857,061-31057-065 
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8506210228 Forwards summary lo 30 day i/itegrated garrina & beta doses <o coaliol 
room operators (ollowjng design basis LOCA from calculalions performed by S&W per 
TMI Item III 0 3 ^ Summary provides general methodology, assumptions & data 
WILSON, RF General Public Utilities Corp GPU Service Corp 85/06/17 
ZWOLINSKLJ A Operating Reactors Branch. 5 6pp 31024 288 31024 292 


8506240069 NUHEG/CR 3862 DEVELOPMENT OF TRANSIENT INITIATING EVENT 
FREQUENCIES FOR USE IN PROBABILISTIC RISK ASSESSMENTS 
MACKOWIAK.D P , GENTILLON.C 0 . SMITH, K L EG&G Idaho, Ino (subs of EG56 
Inc), FIN A 6393 EGG-2323 85/05/31 Division of Risk Analysis & Operations loos! 
84042S) 278pp 3115000231150279 ipcst 


BS06210344 Responds lo Generic Llr85 02 ro sla I (-recommended actions for resolution 
of unresolved safety issues involving steam generator tubo integnly Response lo draft 
NUREG 0644, Section 2 212 questions end 

HINTZ,DC Wisconsin Public Service Corp NRC 85-109 QS/06/17 THOMPSON,HL 
Division of Licensing 25pp 31032 147-31032 171 

65062 103S4 Forwards “DCRDR Summary Repi for Crystal River Unit 3 Generating Sta- 
tion " NRC consultant audit suggests addi accidoni scenarios to suppi verification por- 
tion of DCRDR AddI evaluations will be completed by 851231 
WESTAFER.G H Florida Power Corp (subs Fforida Progress Corp ) 3F0685-OZ 85/ 
06/17 STOLZ,JF Operating Reactors Branch 4 2pp 31033 051 31034 038 


8506246092 FOIA request that three categories of documenls re NRC trip lo Japan S 
Japanoso plant mainf activities be placed in PDR 

AYOTTE,B NUS Corp CD LIS 85 06b 86/01/23 Division of Rules and Reco-rds lo 
31205 027-31205027 

8506240109 Response lo FOIA request that three categories, of documents be placed m 
PDR Forwards App A documenls Oocumonis also available in PDR Portions of docu 
menfs withheld (ref FOIA Exemption 4) NUREG /CR 3883 incomplete 
FELTON, J M Division of Rules and Records 85/04/01 AYOTTE,B NUS Coro 3no 
31205 028 31205 030 ^ 


8506216383 Responds to NRC 850401 Itr re violalipns noled in Insp Repls 50 321 /65 
07 8 50 366/85 07 Corrective actions Procedure HNP 911 being revised & reformat 
led as Admin istralive Coniro) Procedure 30AC OPS 003 

GUCWA.LT Georgia Power Co 1594N 85/04/29 GRACE.JN Region 2, Of free of 
Director 7pp 31055195 31055 201 


8606240180 NUflEG/CR-4262 V01 EFFECTS OF CONTROL SYSTEM FAILURES ON 
TRANSIENTS AND ACCIDENTS AT A GENERAL ELECTRIC BOtUNG WATFfi 
REACTOR Mam Heporl 

BflUSKE,SJ , BAXTER,DE, RANSOW,CB EG&G Idaho. Inc (subs of EG&G (net 
F(N A-6477 EGG 2394 85/05/31 Division of Safety Technology aigp 31150 280 - 
31150 363 


8506210418 Forwards Interim safety evaluation approving util 630630 proceifures gen- 
eration package (PGP) for emergency operating procedures upon resolution of 
exceptions, PGP submitted per Generic LIr 82 33, "Suppf 1 to NUREG- 0737 " 
VASSALLO.DB Operating Reactors Branch 2 GL82 33 85/06/10 BRONS.JC 
New York Power Authority (lo/merly Power Authority of the State of New York) 2pp 
31048 094 31048 110 


8506240192 Requests scheduler oxtonsion to 040221 confirmatory order for Impfemen- 
lalion of SPDS Ins ta I la lion, testing a training will be complole by end of RelireP V bin 
wilt not meet 850701 deadline 

WESTAFER.G R Florida Power Corp (subs Florida Progress Corp ) 3FO605-H 85/ 
06/19 STOLZJF Operating Reactors Branch 4 2pp 31060 I63'31060'f64 


'8506210423 Interim safety evaluation approving ulil 830630 procc'duros generation 
package (PGP) for emergency operating procedures upon rosolullon of exceptions 
noted in Section 2 PGP submitted per Generic Ltr 82-33 re Suppi 1 lo NUREG- 0737 
• NRC - No Detailed Affiliation Given GL-82-33 85/06/10 I5pp 31046 036 
31048110 


8S06240167 Forwards Amend 73 lo License DPR-63 & safety evaluation Amond adds 
fimilmg conditions for operation & surveillance requirements for absorber fillers of con 
Irol room air treatment & emergency ventilation sys 

HERMANN.RA Operaling Reactors Branch 2 85/06/11 HOOTENBG Niaaam 
Mohawk Power Corp 2pp, 31157 244-31157 269 ' 


6506210420 Forwards safety evelualion approving continued Implementation of SPOS 
required per NUREG 0737,SuppJ 1 Addi info requested re human factors review of 
SPDS & Isolation devices used jo Interface SPDS w/plant 

BUTCHER, EJ. Operatino Reactors Branch 3 05/08/07 ANDREWS.R L Omaha 
Public Power District 2pp 3104B 080 31048 093, 

-8606210435 Safety evaluation approving coniinued impJementallon ot SPDS required 
per NUREG 0737, Suppi 1,Addt (nfo requested re human (actors review of SPDS & iso- 
lation devices used to Interface SPDS w7plant 

• Office of Nuclear Reactor Regulation, Director 85/06/07 12pp 31048 082- 
31048093 


8606210430 FonA^ards sato^ evaloalion supporllng continued Implomentatlon of SPDS 
per 830416 submilta) ro Generic Ltr 82 33, "floquiromenls for Emergency Response 
Capabilities" SPDS must still meet roqulramanls of Suppi t to NUREG 0737 
BUTCHER, EJ Operating Reactors Branch 3 GL-82-33 85/06/13 WfTHEHS.B D 
Portland General Eloclrfc Co 3pp, 3104B 077-31046 079, 

8506210444 Informs that 841128 4 850528 iresponsos Co Generic Ltr 84 23, oullininfl 
importance of reactor vessel water level (nstrumantalfon in BWfls.oonsi stent w7Roc- 
ommendations 1 & 2 No action re Recommendation 3 necessary at curroni time. 
VASSALIO.D.B Operating Reactors Branch 2 QLB4 23 85/06/11 

HARRINGTON, WO Boslon Edison Co 3pp 31048 065-31048 067, 


8508210479 Responds to FOIA request ro 841204 05 meetings on Nevada Test Site 
hydrogen burn tests & Sandia hydrogen burn research Forwards documenls listed in 
app 


FELTON.J.M Division of Rules and Records 85/03/07 HfATT.SL, OihJo Crtirens for 
Responsible Energy 2pp 31048 220-3 104 D 250 


'•8506210483 Informs of 841204-05 meetings of Senior AcNisery Review Group on 
Equipmenl Survival in Hydrogen Burn Access to Sandia facility 
discussed Agenda,a1tandees list, vie wgraphs from meeline & draft NLTREG/CR 4138 
end. 

FARMEH.WS Electrical Engineering In siro mental ion & Conirol Branch (posl 840429) 
65/05/23. QILLESPIE.F R , ARLOTTO.G Office of Nuclear Regulatory Research, Di- 
rector, VOLLMER.R Office of Nuclear Reactor Regulation, Direclor, 397pp, 
31048 222-31049,269. 


•8506240210 Safety ovalualion supporting Amond 73 lo License DPR-63 
■ Office of Nuclear Reactor Regulation, Direclor 85/06/11 Sod 31157 267 
31157 269 ^ 


8506248221 NUREG 1095 EVALUATION OF RESPONSES TO IE BULLETIN 82- 
02 Degradation Of Threaded Fasteners In Reactor Coolant Pressure Beunefarv Of 
Pressurized Water-Reactor Plants 


ANDERSON.W., 
Response (Post 


STERNER, P Division of Emergency 
830103), IEB-82-02 85/05/31 75pp, 31 


Proparednoas 8 Engtnecrinfl' 
177'219-31177 3t1 


8S082403C6 Responds lo FOIA requosl for documents ro 610103 accidoni at SL-I ro 
actor In Idaho, 1982 event at facility, WASH 1520, WASH 740 & WASH-t250 8 US 
AEG IDO 19-302 rept Documents available in PDR & US AEG IDO 19-302 available at 
OR ML 

FELTON, J M Division of Rules and Records 05/04/01 MARKUS.AC Affiliation Noi 
Assigned 2pp. 311 57'3 36-3 11 67 337 


8506240313 NUREG/CR-4147 THE EFFECT OF ENV/HONMENTAL STRESS ON SVL- 
OARD 70 SILICONE ELASTOMER arc 

8UCKAL.EW,W H , WYANT, F,J Sandia National Laborolorlos FIN A-105t SAND85 
0209 85/05/31. Division of Engineering Technology g2pp 31167 001 31 157691 


8606240332 Forwards safely evaluation approving continued implemonlnlion of SPOS 
required per NUREG 073 7, Suppi 1 Addi ff>fo requested ro paramotof selection 
BUTCHER.EJ. Operating Reactors Branch 3 TAG 61285 83/06/11 WILL(AMS.J.W 
Florida Power & Light Co 2pp 31 156 266 31 156 279 


-8506240341 Safety ovalualion approving continued implomonlndon ol SPDS roquireif 
par NUREG-0737, Suppi 1 Addi design Info requested ro addition ol hot leg temp.slock 
& steam line radiation monilor to parameters soloclod (or display 
* Office ol Nuclear Reactor Regulation, Director 66/06/11 12pp. 31166268 
31158 279. 


8508240349 Board Nolllicatioh 85-062'notlllos of proposed Imposition of civil ponalty 
based on violalions Identified in Insps & review of allegallons re QA program 
NOVAK,TM Assistant Director for Licensing 85/06/04, KOHL.C N , JOHNSON.W R , 
WILBER, HA Atomic Safety and Licensing Appeal Panel 2pp 31156,199 31156 231 


8606220001 Partial response to FOIA request for documenls re restart of facility App A 
documenls available In PDR Search continuing. 

FELTON,JM. Division of Rules and Records 65/02/15 BELL,N. Nuctaar Information 
& Resource Service 14pp 31162001-31174321, 

-B506220075 Forwards evaluallon of plant readiness (or power operations Mods salis- 
lactorply completed & regional Insp program current Oulslandlng items not slgntfloanl 
enough (o prsdude ful/ powdr opordllon Rotated corrospondence oncL 
KIRSCHDF, Region 6, Office of Director 84/11/00, E(SENHUT,D.G, Dlv)sior> of Li- 
censing 43pp, 31164;044-31 164.203. 

-850622009S Summarizes Operalional Readiness Review Panel 841165 meellng to 
consider plant status & readiness for full power operation No signlHcani liericiencies 
Identifjed within scope ol resident inspector rnln insp program. 

K RSCH,D F Region 6, Ofllce of Direclor 84711/09, MARTIN,) B. Region 5, Oflice ol 
Direclor 6pp, 31164 204-31 164:209 


Forwards input (orms detailing findings of fnsp Repfa S0-208/e4-16 & 5fl 
206/84-29 re Hems 60,70 & 72 of 841012 memo on readiness.TrainIng of operators I 
nonlicansed technicians re ellluenl monitors complete. 

WpSLAWSKI,F,A Region 5, Office of Direclor 84710/24 KinSCH,D F, Region £ 
OlHca ol Director 29pp 31164.214-31164-245, 


-8508240356 Forwards notice ol violation & proposed imposition of civil nanaltios In 
amounl of $130,000 for weaknesses in OA program A allegatlans noled In insp 
repls, per SER (NUHEQ-0787) & nollce ol deviation, Response requested within 30 
days 

Martin, HD, Region 4, Oflice of Director EA 85-010 85/05/24 LeOOICK.RS Lou- 
isiana Power & Light Co. 3pp. 31156 201 -31 156' 203, 

of violation & proposed imposition of civil penalty in amounl of 
$1 30|000,Violatlon noted failure to take adequate corrootlve action on nonconfor- 
mances noled In OA manual & (allure to ensure oualilicalion of OA porsonnol 
MAHTfN.RO Region 4, Office of Direclor. EA-e5-010. 85/05/24, 27pp. 31156 2'Q4- 
31166'a30 

65O62403E0 Further response lo FOIA request lor eight categories of documenls re nu- 
clear spent fuel transportation Forwards Apps E & F & portions of App G 
documonta Portions of App G documents withheld (ref FOIA Exemption 6). 
FEUTqN,J.M Division ot Rules and Records, 85/03/01 MILLAR.F, Environmonlal 
Policy Inslltule. 6pp. 3 1206 ’094-3 1206 152 

0608240377 Forwards Insp Repls 60 276/85 13 & 60-323/85 13 on 860415-19 Mo Vio- 
la lion noted 

WENSLAWSKI.F.A. Region 5, Office of Direclor. 05/06/04 SHIFFER.J.O Pacific Gas 
aEfecIrIcCo 2pp 31202.134-31202’142, 


LOW-LEVEL NUCLEAR WASTE SHALLOW LAND 
Reporl.Oclobor 1981 - September 1984 

Q AflW^flONG.G, Arizona, Univ. of. Tucson, AZ. FIN 

Pin tHivIsion ot Radlalfon Programs & Forth Sciences (posl 840429), 

219pp 31149012-31149'229 


-8608240402 Insp Repls 60-276/85-13 & 60-323/05-13 on 850415-19 No isolation Ol 
d^alfon noted Maior areas Inspected general employee radiation pfolection Iralnmg 
& Implementation of NUftEG-0737,l(ema It 0,3 & ll.F.1 & plarU tours, 

QARC)A,EM. Region 5, Office of Director 60-323/85-13 85/06/04. 7po. 31202 1 36- 
31202:142 
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6506240427 Responds to FOIA request for al) documentation requested & produced by 
OJc of Investigation in review of QA at facility Forwards responses to other FOIA re 
quesis re SS^ 7 {NUREG 0707) Records available in FOR W/o end 
FELTON.JM Division of Rules and Records 85/04/04 CUNNINGHAM, L Times Pic- 
ayune, La Place, LA Ip 31205 026 31205 026 


8S06250O29 Fuitbor response to FOIA request (or five categories of documents re 
severe accident studies.in eluding NUflEG/CR-3025,NUREG/CH-3440,issu9 papers & 
Itr repls Forwards App C documents App B documents in PDR 
FELTON,J W Division of Rules and Records 85/03/14 SHOLLV.S Union of Con 
corned Sc iontis Is 7pp 31215 171-31217093 


6506240437 Comments on end NUREG/CR-3551, "Safety Implications Associated W/ 
In Plant Pressurized Gas Storage & Distribution Sys in Nuclear Power Plants " Three 
major re-cominendalions for improving use of pressurized gases listed 
HELTEWES,CJ AEOD, Director's Office 85/06/13 DENTON, HR Office of Nuclear 
Reactor Regulation, Director TAYLOR, J M Director's Office, Office of Inspocfion and 
Enloroemeni MINOGUE.R B Office of Nuclear Regulatory Research, Diieclor 2pp 
31213 139 31213224 


6500240476 Informs that 8504 15 itr does not represent backlit as defined by crileria In 
Manual Chapter 0514 Isolation of all containment purge & vent lines under 3 inches In 
diamater consistent w/NUREG 0737, Item II E 4 2 (7) 

DENTON, H R Office of Nuclear Reactor Regulation, Director 85/06/18 BAUER, E G 
Philadelphia Electric Co 3pp 31155 361-31155 363 

6506240466 Forwards Insp Repl 50-344/05 15 on 850513 17 No violation noted 
KIHSCH.DF Region 5, Office of Director 85/05/31 WITHERS, BD Portland General 
Electric Co Ip 31201 340-31201 354 

-■8506240494 Insp Repl 50-344/85-15 on 850513 17 No nonconnplianca or deviation 
moled Major areas Inspected maint program, design changes, mod program & dose out 
of open Items 

PEHEIRA.DB, DODDS, RT Region 5, OKice of Direclor lEB 79 24 65/05/31 6pp 
31201 349-31201 354 


6506240468 Imlorms that 050415 Itr does not represent backlit as defined by criteria In 
Manual Chapter 0514 Isolation of all containment purge & vent lines under 3 inches in 
diameter consistent w/NUREG 0737.ltem II E 4 2 (7) 

DENTON.H R Olfico of Nuclear Reactor Regulation, Director 85/06/10 
HARRINGTON.W D Boston Edison Co 3pp 31155350-31155360 

8506240626 Forwards response to SER Conltrmalory Item 23 re max caloulalod exter- 
nal dilferontial pressure on containment, identified In NUREG 1031 Revised analysis 
perlormed Results acceptable Revs will be included In future FSAR amend 
OPEKA.JF Northeast Nuclear Energy Co (subs of Northeast Ulilitios) B11573 05/ 
06/17 YOUNGBLOOD, BJ Licensing Branch 1 9pp 31 160 290-31 160 296 

8506240635 Application for amend to License DPR-16, consisting of Tech Spec Change 
Request 134 .incorporating post-accident sampling program required by NUREG 0737 
& Generic Ltr 83-36 Cerliticato ol Sve & 650019 ftr end Fee paid 
FfEDLER.P B General Public Utilities Corp - GPU Service Corp GL-e3-36 65/06/19 
Office of Nuclear Reactor Regulation, Director 8pp 31413 106-31413 113 

6506240638 Forwards safely ovaluatlon re post-accident sampling sys 
(PASS).Eva!uatlon shows ihel PASS described In submittals meete 1 1 criteria speci- 
fied in NUREG O737.lt0m 11.8 3 

VASSALLO.D.B. Operating Reactors Branch 2 85/06/11 LIU,L Iowa Electric Light & 
Power Co 2pp 31152 338 31152 348 

-8506240643 Saloly evaluation re NUflEG-0737,llem II B 3 concerning post-accSdont 
sampling sys. 

• Offico of Nuclear Reactor Regulation, Director 85/00711 9pp 31152 340 
31152 346 


8508240646 NUREG-1133 TECHNICAL SPECIFICATIONS FOR PALO VERDE NUCLE- 
AR GENERATING STATION.UNIT 1 Docket No 60 5 20 (Arizona Public Service Com- 
pany) 

• Division of Licensing 05/05/31 615pp, 31151 001-31152 155, 

0506240047 NUREG/CR-4140 DOMINANT ACCIDENT SEQUENCES IN OCONEE- 1 
PRESSURIZED WATER REACTOR 

DEARINGJ.F, HENNINGER.R J , NASSERSHARIF.B. los Alamos Sclontillc Labora- 
tory FIN A-7228. LA- 10351 -MS 85/04/30 Division ol Accident Evaluation, 1 12pp 
31149 230-31149 339 


0506240660 NUREG/CR-3317 TECHNICAL BASES AND USER'S MANUAL FOR THE 
PROTOTYPE OF SPARC - A SUPPRESSION POOL AEROSOL REMOVAL CODE 
OWCZARSKI.PC, POSTMA,AK, SCHRECK.R.I Baltelle Memorial Instifute, Pacific 
Northwest Laboratories FIN B-2444 PNL-4742 05/05/31 Division of Engineering 
Technology 60pp 31152,156 31162,222 


8606240665 NUHEG-1136 SAFETY EVALUATION REPORT RELATED TO THE CON- 
STRUCTION PERMIT AND OPERATING LICENSE FOR THE RESEARCH REACTOR 
AT THE UNIVERSITY OF TEXAS Docket No 60 602 (University of Texas) 

• Division of Licensing. 85/05/31. OBpp 31152 223-31152 310 


8506250064 Further response lo FOIA request for documenls in three calegoriQs re 
drug or alcohol abuse at nuclear facilities Forwards App A documents Documents 
also available In PDR Processing of documents continuing 

FELTON.JM Division of Rules and Records 65/04/10 HEATH.SJ Washington 
Legal Foundation lipp 31217 095 31217 109 

-0506250238 Forwards comments ors proposed rulemaking re fitness for duty (or per- 
sonnel w/unascorted access to protected areas, per 830120 request Rule sboula be 
limited to vilal/mall access areas of tOCFRSO & 70 licensees 
O'REILLY.JP Region a, Olfico of Director lEIN 82-05 83/02/15 GOLLER.KR Divi- 
sion of Facility Operations 4pp 35217 306 31217 309 

-85062 S 9262 Comments on final rulo re fitness for duty for personnel w/ unescorted 
access to protectod areas Quoted statistics insuflicieni (ustilicatlon that regulation 
necessary Suggests combining listed NUREGs 

O'REILLY.JP Region 2, Office ol Director 83704/16 STELLO.V Region 2, Office of 
Director 2pp 31217310-31217311 

-8506250307 Forwards draft Temporary Instruction 2506/1, "Licensee Drug & Alcohol 
Programs” & drat! EL Jordan memo forwarding IE ftifo Notices 82 04 & 82 05 to all 
regions Regions tasked lo complete meetings w/ utils re drug programs 
COBB, LI Division ol Fuel Facilities, Materials & Safeguards (Pro 830103) lEIN 82-04 
82/00/24 MARTIN,? Division ol Engineering & Technical Programs. 01SHINSKI.J 
Divlsiojx of Engineering & Operational Programs NORELIUS.C Division of Emergency 
Preparedness & Operational Support I4pp 312173t6312f7331. 

-8500250262 Comments on final rule re fitness for duly tor personnel w/ unescorted 
access to protected areas Quoted statistics Insufficient Justification that regulation 
necessary Suggests combining listed NUREGs 

O'REILLY.JP Region 2, Office of Direclor 63/04/19 STELLO.V Reglort 2, Office of 
Director 2pp 3121 7 310 31217 31 1, 

950625009S Requests addi info re conformance to Rov 2 lo Rag Guido 1 07 por util 
640402 submittal End Interim repl on "Conformance to Reg Guido 1.97,Nine Mile 
Point Nuclear Sla1ion,Unil 1 identified Items requiring iuslification, 

VASSALLO.DB Operating Reactors Branch 2 65706/13 HOOTEN.BG Niagara 
Mohawk Power Carp 2pp 2131 1 331 2131 1 355 

-8505160428 "Conformance to Reg Guide 1 97, Nino Mile Point Nuclear Stalion,Unit 1." 
UDY,AC EG&G Idaho. Inc (subs of EG&G, Inc). FIN A 6483 TAG 51109 85/02/ 
28 NRG -No Detailed Affiliation Given 23pp 31211,333 31211 355 

85062SQ139 Responds to 850417 & 0509 llrs ro fees for listed applications re Generic 
Lira 02-16 & 83-37 & NUREG 0737 Homs Requests remltlanco of fees currently re- 
quired for 6403 16 & 1214 requests 

MILLER, WO, License Foe Management Branch QL 62-t6, 85/06/19 ENOS,JT Ar- 
kansas Power a Light Co 2pp 31211,320 31211 321 

8506250217 NUREG-1032 DRFT FC EVALUATION OF STATION BLACKOUT ACCI- 
DENTS AT NUCLEAR POWER PLANTS Tochn leal Findings Related To Unresolved 
Safety Issue A 44 Draft Report For CommenI 

BARANOWSKI.P.W Offico of Nuclear Roaulatory Rosoarch, Diroclor * Office of Nu 
clear Reactor Regulation, Diroclor. 85/05/31. 2C0pp 31212 301 31213 138. 

8506250222 Forwards responses to NRC Questions 1-11 & 14 re prossurizer safety & 
rellof valves, per 850219 Hr Responses to Questlona 12 & 13 will bo provided by 
651001 

LEaLOND.P.C Commonwoalth Edison Co 0269K 85/08/18 DENTON.H R Office ol 
Nuclear Reactor Rogulalion, Director 17pp 31180 203-31186 210 

B 503250234 Responds to FOIA request lor documonts & references used lo establish 
Industry averages In NUREG-lliO & total manhours for each TAG Hem found in 
NUREG 0746 App documcnls end & available In PDR. 

FELTON.JM Division of Rules and Records 65/04/11 WILLIAMS, OG JRA Associ- 
ates 2pp. 31209^149-31200 242. 

8566260246 Advises that util 801219 & 826122 lire contain od commttmonl to support C 
E Owners Group afforts to satisfy NUREG 0737, Item II. K. 3. 30, per listed 
documents No plant-specific analysis of small break LOG As required far Hem If K 3 31 
VANDEWAtLE,D J Consumers Power Co, 85/06/20 Office of Nuclear Reactor Ragu 
lation, Director. 2pp 31180,221-31 180,222 


8506240602 Informs that 850415 Hr does not represent backlit as defined by criteria in 
Manual Chapter 0514 Isolalion of all coniainment purge & vent lines under 3 inches in 
diameter consistent w/NUREG 0737, Item II, E, 4 2 (7) 

DENTON.hr. Office of Nuclear Reactor Regutation. Director 85/06/18. 
BECKHAM,J T Georgia Power Co 3pp, 31157.124-31 157 126 


BS062S0248 FOIA request for ell documonts & references used to establish industry 
averages in NUREG-1110 & lota) manhours expended lor each TAG Horn found In 
NURfia 0746. 

WILLI AMS,0 Q JRA Assoclales. OQW.85-024 05/03/04 FELTON. J.M Division of 
Rules and Records ip 31209,146 31209'14& 


8596240689 NUREG/CR-4262 V02 EFFECTS OF CONTROL SYSTEM FAILURES ON 
TRANSIENTS AND ACCIDENTS AT A GENERAL ELECTRIC BOILING WATER RE- 

BRUSKe!^J!’bAXTER,D.E , RANSOM.C.B, EG&G Idaho, Inc (subs ol EG&G, Inc )„ 
FIN A- 6477 EGQ-2394 85/05/31 Division ol Safely Technology. 341 pp 31179 036 
31180.016. 


6506250357 Confirms completion of mods to upgrade Unit 1 core exit thermocouple 
& installation & tosirng of Unit 2 radiation exposure rata monltors.per SSER 
31, NUREG 0737, Item f) F 2 & Rev 3 to Reg Guide 1 ,97 

SHIFFER,JD Pacific Qes & Electric Co. DCL-05-224, 85/06/21. KNIGHTON, G.W, LI 
censing Branch 3 2pp 31ieO‘360-31186'361 


8506240727 Forwards NUREG 0664, "Criteria for Preparation & Evaluation ol Radlolog ; 
cal Emergency Response Plans & Preparedness In Support ol Nuclear Power Plants, 
nar tel con re emergency planning contention.Related correspondence 
CHAN.E.I, Hearing Branch 2 #285 548. OL 85/06/18 ROBEMiB L. Rorem, B Ip 
31161'350-31161.a50 


6506250369 Forwards Safety fnsp Repts SO 272 /BS- 12 & 50 311/85-13 on 850507- 
31, One violallon noted I m pie mentation of commitments in 840607 response to NRC 
640593 Itr verified 

COLLINS, SJ Region 1, Office of Director 85/06/21. MCNEILL, C A, Public Service 
Electric & Gas Go of New Jersey 2pp. 31198090-31196:110. 


8506260009 Forwards draft Vol 2 to NUREQ/CR-4236. "Pfograss in Evaluatfon of Radi- 
onuclide Geochemical Info Developed by DOE High LeverNuclear Waste ReposHory 
Si to Prolacts," quarterly progress rept for Jan-Mar 1965 

WHATLEY.S K.^ Oak Ridge Nafional Laboratory, FIN B0299. 2140. 85/06/07. 
brad BURY, J.W Geotechnical Branch (Post 831001), 61pp. 31212'217-31212 280. 


-8506250379 Insp Repts 60 272/85-12 & 50 311/85-13 on 650507-31. Violation in area 
of SQcunty & two unresolved Items noted. Major areas Inspected operallonal safety 
verilication.malnl observations & licensee event followup review 
LIMROTH.D.F Region 1, Offico of Director. 50-311/65-13. 85/06/18. 16pp, 
31198002-31198.110 
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fi50S350415 Forwards safety evaluation concluding thal design ol containment water 
level monilor.amended by licensee 850403 Hr, satisfies requiromenls of NUflEG 
O737Jt0m II F 1 5 4 acceptable 

ZWOLlNSKUft Opetatwg Reactors Branch 5 US 05-85 Q 6 023. 65/06/19 
F/EDLER.PB Generaf Public Ulrlities Corp • GPU Servrca Carp 7pp 31190 170 
311S8183 

B50626002S NUflEG/CR 3613 ‘'Errata Changing Repl Number NUREQ/CR 3613 V01 
to Evaluation S Acceptanco of Welded & Repair-Welded Stainless Steel lor LWR Svc 
Annual Repl (or 1983" 

ATTERIDGE.DG, BRUEWMER.SM, AGE, RE BalielJe Momonal Institute, Pacific 
Northwest Laboraforias FIN 0-2449 PNL-4941 84/06/30 Division ol Engineenng 
Technology 55pp 31223 355-31223 355 

8506260051 Requests addl Info re ulil 850327 submittal conoernirg asymmatnc steam 
generator tube plugging within 30 days Temp time criteria of NUREG 0562, “Fuel 
Rod Failures as Consequence of DN0 or Dryout," not used In licensing 
VARGA, SA Operating Reactors Branch 1 85/06/12. BOONS, JC New York Power 
Aulhonly (lortrwtiy Power Authority o< the Slate □( New York) 7pp, 31223.356- 
31223 362 

850626D075 Forwards AEOD case study (NUflEG/CR-3551) on saloty implications as 
sociaied w/ln plant pressurized gas storago & distribution sysCase study presents ob- 
servations mads during site visits to observe plant practices W/o end 
DIRCKS,W J Olfice ol the Eveculive Diroctor for Operations 85/06/14 PALLADJNO, 
ROBERTS, ASSELSTIME Comrwisstonars Ip 31224 010 31224010 

8506260229 Forwards (or review, “Heavy Load Analysis Repl, Phase I ’’ Rept partially 
luKills NRC 841205 request tor reevaluabon of control of heavy loads Phase II rept wiN 
be submitted on 850815 

WAREMBCHlRG,OV/ Public Service Co of Colorado P-a5210 85/06/14. 

JOHNSON,E,H Region 4. OHiCB ol Olieotof app 31218,107-31218182 

~850628t>237 "Heavy Load Ajvalys,s Rapt, Phase I “ 

* Public Service Co ol Col era do 85/08/30 73pp 31210.103 31218 162 

8506280264 Submits addl Into ra SER open items on shift technical advisor A hot par- 
ticipation experienco Specific goidolines In Gen she Ltr 84 16 not msl Hoi pafllcipation 
experience remains open item Intent of guidelines met 

OPEKA,JF. Northeast Ulililies 01-84-16 85/06/24 YOUNGBLOOD,B J Mcensing 
Brench 1 6pp, 31218 270-31218 275, 

8506260362 NUREG/CR-4220 REMABILfTY ANALYSIS OF CONTAINMENT ISOLA- 
TION SYSTEMS 

PELTO,PJ, GALLUCCl.R H. AMES.Kfl Baltelle Memorial Institute, Pacific Northwesl 
Laboratories FIN B-2526 PNL-5432 85/06/30 Division of Systems Jntegralion <post 
B11O05) 222pp. 31245 199-31246 056 

8506260368 Requests that proposed SER on GESSAB-tf (N0REG-0979> be reviewed 
tor proprielaiy inlo.Resulls requested by 850625 

THOMAS, CO Slandardrzation A Special Prejecls Branch 85/06/18 

SHERWOOD, GO General Efeclnc Co 3pp 3 1225 ,351 -3 1225-353, 

8508280386 NUREG-IHS V01 U.S NUCLEAR REGUUTORV COMMiSSfON 1904 
ANNUAL REPORT, 

* Olijce ol Resource Managenronl, Director 05/06/30, 234pp 31246057-31246,204 

0506260395 NUREQ/CR-421 8 LOCA SIMULATION IN THE NATIONAL RESEARCH 
UNIVERSAL REACTOR PROGRAM Posilrradl alien Examltjalion Results For The Third 
Materials TesI (MT-3) - Second Campaign, 

HABERMAN.J.H Baltelle Memorial Institute, Pecllic Northwest Laboratorros FIN B- 
2277 RNL-SifOS, 85/06/30 Division of Accident Evaltialton 62pp 31244,326- 
31245 025. 

8506260436 Forwards schedule of corrective actions submitted by State ol IL tor deti- 
clencles noted In ofisfle radiological emergency preparedness exercise on 84DB28 
29.0e|iciency dua to lallure to eclivale emergency broadcast sys prommiy. 

XRIMM.RW Federe) Emergency Management Agency 85/06/21 JOrDAN,EL Divi 
slon^ of Emergency J^reperednesa A Engineenng Response (Post 630103} 13pp 

8506260518 NUREG/CR.3228 VOS STRUCTURAL INTEGRITY OF WATER REACTOR 
PRESSURE BOUNDARY COWPONENTS.Annual Report For tS04 
LOSS.FJ Materials Engineering Associates, Inc. F)N B-8300 MEA-2D76, 85/06/30 
Olvisfonof Engineering Technology 171pp 31246 026 31245:186, 

8506260704 Responds to deficiencies A common concerns raised In Chapter 7 ol Insp 
Rept EO 400/84-48 re integrated desigrt review. IndependenI evaluation team concluo 
ed lhat Identified Items resolved & overall design process adequately controlled 
WATSON, fi,A, Carolina Power & Light Co. HO 853100 (E), 85/06/13 TAYLOR, JM 
Director's Ofllce, Olfice of Inspection and Enforcement 226pp 3 1228; 001 31228:226 

8506260731 NUREG/CR-4283 STUDY OF THE EFFECTS OF EUSTIC UNLOADINGS 
ON THE Jf-R CURVES FROM COMPACT SPECIMENS. 

SUTTON,G,E, VASSIUROS,M G. David W. Taylor Naval Research & Development 
Center FIN B 6280 85/06/30, Division of Engineenng Technology. Eopp 31227*1 18- 
31227r1 66 

8506270137 NUREG-103a S 02 SAFETY EVALUATION REPORT REUTED TO THE 
OPERATION OF SHEARON HARRIS NUCLEAR POWER PLANT.UNIT l.Oocket No. 
50-400. (Carolina Power And Light Company And North Carolina Eastern Municipal 
Power Agency) 

- Division of Licensing, 86/06/30. 65pp 31258 ^77-31^5^;^40 

86063701G7 Advises that slate & local plans for radiological emargorteles adequate, subi 
10 crtlerlB of App 3 of NUREG- 0654 /FEMA-REP-1, Rev 1 & FEMA-43, “Sid Guide for 
Evaluadon ol /Vlart & Nolfftoalton Sys for Nuclear Power Plan Is. 

SPECK.S.W, Federal Emergency Management Agency 85/08/14. DIRCKS.WJ 
Office of the Execuliva Director for Operalrons 2pp 31234:320 31234:330. 

8500270206 Submits addl Into re Itnplemenladon of NUREG-0737.llem 11 F.2 concerning 
Inadequate core coolteg rnaErumenlation,in response to JR Miller 860513 request Drall 
model Tech Specs sncl. 

MUSOLF,D Northern Slates Power Co. 85/06/16. Office of Nuclear Reader Regula- 
tion, Director, 9pp 31234, 354 -3123 4. 362. 


8506270247 NUREQ/CR-2663 V02 INFORMATION NEEDS FOR CHARACTERIZATfOH 
OF HIGH-LEVEL WASTE REPOSITORY SITES IN SIX GEOLOGIC 
media Appendices 

‘ Ertec Western, Inc, FIN 8-1019 85/05/31 Division of Radiation Programs & Earth 
Sciences (post 640429) 700pp 31259 001-31260 335, 

8596270251 NUREG 1136 TECHNICAL SPECIFICATIONS FOR WOLF CREEK GENER 
ATING STATION, UNIT 1 Deckel No 50 482 (Kansas Gas And ElecIric Company) 

‘ Division ol Licensing B5/08/30 498pp 31 257*1 42-3125B 276 

8506270333 NUHEG/CR-3613 V02 EVALUATION OF WELDED AND REPAIR-WELDED 
STAINLESS STEEL FOR LWR SERVICE Annua) Rworl for 1984. 

ATTERIDGE.DG, BRUEMMER.SM, PAGE.R E Baltelle Memorial Institute, Pacific 
Northwest Laboratories FIN B-2449 PNL-4971 85/06/30 Division of Enorneonna 
Technology 63pp 31262 215-31262 275 

6506270392 Foiwafds procedures generation package.Rev 0 to PGP3-2A-27, "Emcj- 
0^0 ncy Operating Procedures Preparation, Approval & Imptemenlalian,’' & Rev t to 
OPOP01-2A-0006. "Emergency Procedures Writers Guide 4 Vorilication " 
DEWEAS£,JG Houston Lighting & Power Co ST-HL-AE-1266 85/06/14 

THOMPSON.H.L Divisron o( Licensing 3pp 31252 349-31253 074 

6506270411 Forwards SER re TMI Item II K 3 30 for C-E plants, per conditional accept 
ancG ol CEN-203(P),Rev 1 , "Response to NRC Action Plan Item ll K 3 30 Justificalron 
of Smalt Break LOCA Methods " 

THOMAS, C O Slandardiralion 4 Special Proiecls Branch 85/06/20, WELLS, R W C- 
E Operating Plants Owners Group. WELLS, R W Northeast Utllilias 16pp, 31262 279- 
31262 294 

8S06270467 NUREG/Cfl 2663 V01 INFORMATION NEEDS FOR CHARACTERtZATlOH 
OF HIGH-LEVEL WASTE REPOSITORY SITES IN SIX GEOLOGIC MEDIA Main 
Report 

^ Ertec Woslorrt, Inc , FIN B-1019 85/05/31 Division ol Radiation Programs A Eanh 
Sciences (post 040429). 674pp 31261 001-31262.214 

BS06270470 Forwards "Procedures Generation Package" & abnormal Iranslant operat 
ing guidelines Part 11,Vol 1, "Fundarnonlals ol Reactor Conirol tor Abnormal Tran- 
sients," per NUREG 0899 & SuppI 1 to NUREG 0737 

D0MER,J a Tennessee Valley Authority 05/08/21 ADENSAM,E Licensing Branch 
4 Ip. 3124B-006 31241 822 

8506270498 Responds to request tor addl Info re automatic bus transfer featuro lor car 
lam auxiliary teodwatex (AFW) sys componenls per TMI Item 11 E 1 2 End study jusli 
fies mainteining existing transfer tor AFw Valve V2-16A 

ZIMMERMAN.SR Carolina Power & Light Co NLSa5 210 85/06/14 VARGA.SA 
Operating Reactors Btanch 1 12pp 31251 140-3125V151 

8S06270S04 Forwards application for Amends 68 & 21 to Licenses NPr-14 & NPF- 
22,ra?peQbvaly/e vising Tech Spec 6 8 4a to arid RHR & poat-accldenl sampling sys 
to Ksl el primary coolant sources.par TMI Item III D.1 1 Fee paid. 

CUBT(S,MW. Pennsylvania Power a LighI Co PU 2494 85/06/24 BUTLER, W R ti 
censing Branch 2 2pp 31237'333-31237 330. 

-8500270509 Appfication tor Amends 68 & 21 to Licenses NPF-14 A NPF 22, 
respecltvely, revising Tech Spec 6 0 4a lo add RHR A post accident sampling sys le 
list of primarv coolant aources outside conlalnmenLpor NUREG 0737, Item III D 1 l 
CURTrs,N W Pennsylvania Power A Light Co, 85/06/24. 2pp 31237:335 31237'336 

—8506270514 Proposed Tech Spec 6 8,4a adding RHR A post-accident sampling sys to 
list ol primary coolant sources oulslde conlalnmenLpor NUREG-0737,l(om III D 1 i. 

* Pennsylvania Power A LIghI Co 85/06/24. 3pp 31237 337 31237'339. 

8506270507 Forwards Insp Rspis 60-324/05-09 A 50-325/65 09 on 850401-30 No vio 
latlon noted. 

VERRELLLD M. Regfon 2, Office of Director, 85/05/23, UTLEY,E,E Carolina Power A 
Light Co Ip 31250.350-31250;360. 

-8600270591 Insp Repts 60 324/85 Og A 60-325/85 09 on 850401-30 No vtolaLon or 
davlalfon noted Major areas Inspected, survelllance.malnl, operational safety 
verincalion.eSF waikdownjti ofc LER review A plant transients. 

GARNER, L,W Regfon 2, Office of Director 60-325/85-09. 85/05/22 lOpp 
31250351-31258,360 

0606270616 Submits Into re which Inetrumenlal/on listed In ulll 841130 submiilal schod 
ulsd for upgrading pnor lo restart from 1905 oulage.per SuppI 1 to NUF1EG-0737, 
'‘Schedule for Reg Guide 1 97 Commiimanis " 

CAPSTICK.RW Vermonf Yankee Nuclear Power Corp FVY 05-56 85/06/21 
VASSALLO.DB, Opera Irng Reactors Branch 2 2pp 31238:359-31238:360. 

8506270643 Forwards Insp Repts 50-336/85-12 A 50-339/86-12 on 850401- 0505 A 
notices of violation A devlahon 

WALKEn.R,L Region 3, Office of Dlreclor, 85/05/22. STEWART.W.L Virginia Power 
(Virginia Electric A Power Co.) 2pp, 31249,348 31249'361 

-8500270658 Insp Repts 50 338/85-12 & 50 339/85-12 on 850401-0505 Violation 
noted failure to properly perform surveillance of bellery electrolyte levels Deviation 
noted.fallure to properly set turbine load limiter 

BRANCH.M W. Region 2, Olfice of Director lEIN 83-84. 85/05/22, lOpp, 31249 352- 
31240'361, 

8506270674 Forwards Insp Repts 60-260/85 16 A 50-251/85-16 on 850429 0503^0 
vfofallons or deviations Ideritlfled 

BROWN LEE.V.L Region 2. Olfice of Director. 85/05/22 WILLIAMS.JW. Florida 
Power A UghtCo 2pp. 3 1249:1 86-31 249.196 

-6500270886 Insp Repts 50-250/85-16 A 50-261/65-16 on 050429-0503 No violation 
or davlalfon noted. Major areas Inspected snubber surveillance program.NljREQ 0612 
re conirol ol heavy toads, LERs.lE Bulletin 80-11 A Info Notice 85-10 
LENAHAN.JJ,, JAPE.P Region 2, Office of Director 60-251/85-16 86/05/17. 9pp 
3(249;1Ba31240;196 

8500270709 Forwards safety evaluation re use of Wesllnghouse small break LOCA 
mode), NOTRUMP, lo aatis^ TMI Item II K, 3 30 Future planl specific analysis per- 
formed for reloads or amend to Tech Specs should be calculated usjng NOTRUMP. 
VARQA,SA Opareting Reeclora Branch 1 85/06/18, FARRAR.DL, Commonwealth 
Edison Co. Spp 31260 343-312S0'351, 
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S$C6270e04 Forwards responses to request tor add) info re TMI Action Item llO.t, 
“Performance Testing of flelisf & Safety Valves " 

aWMERMAN.S R Carolina Power & Light Co NLS-85 217 85/06/14 VARGA, S A 
Operating Reactors Branch 1 22pp 3t249 123-31249 144 

0$06270901 Responds to 840507 request for clanficalion of containment purge & vent 
Tech Specs, per NUREG-0737,ltem ll E 4 2 Limiting condition tor operation of pi/rgo & 
vent valves appears in containment isolation valve Tech Specs 
VARGA,SA Operating Reactors Branch 1 85/06/17 O’TOOLE, JD Consolidated 
Edison Co of New York, Inc tOpp 31258 341-31258 351. 

8S082BOD1O Forwards EG&G Idaho, Inc interim rept, "Conformanco to Reg Guide 
I 97,Paltsados Plant “ Rept indicates that adequate justification not provided lor some 
Items Response to open items requested within 90 days ol Itr receipt 
ZWOLINSKLJA Operating Reactors Branch 5 LS05 85 06-029 65/06/24 

VANDEWALLE.D J Consumers Power Co 3pp 31256 214 31256 240 

•*8506240371 "Conformance to Reg Guide 1 97, Palisades Plant ” 

STOFFEL.JW EG&G Idaho, Inc (subs o( EG&G, Inc), FIN A-6483 QL-82 33 85/ 
05/31 24pp 31256 217-31256 240 

8506280013 Forwards Amends 00 & 83 to Licenses DPR-19 & DPR-2S, respectively & 
safely evaluation Amends add limiting conditions for operation & surveillance require 
menls to Tech Specs for mods required by Generic Llr 83 36 
ZWOLINSKf.JA Operating Reactors Branch 5 GL-63-36 86/06/24. FARBAR,DL 
Commonweallh Edison Co 3pp 31253 075-31253 137 

—8506280034 Safety evaluation supporting Amends 90 & 63 to Licenses DPR 19 & 
DFfl-25, respectively 

* Olfice of Nuclear Reactor Regulation, Director QL 83-36 85/06/24 3pp 
31253135-31253137 

8506280116 Forwards documentation of differing prof opinion submittecl by WQ Rogers 
re NRR interpretation of Tech Specs for onsito power distribution 
JACKIW.IN Region 3, Office of Director 85/03/07 Region 3, Office of Director. Ip 
31274 350 31274 360. 

-8506280 1 63 Responds to 840724 memo ro poworing vital bus from non class IE 
power source Lead responsibility transferred to Div of Sys Integration Schedule for 
completion of issue end 

NORELIUS.CE. Region 3. Office of Director GL-84-19. 84/10/15 ROGERS.WG 
Region 3. Ofifee of Director, 4pp 31274 355 31274360 

8506280173 NUREG 0970 ERR Errata to "Procedures (or Meeting NRG Antitrust Re- 
sponsibilities,” changing manuscript completion date to Apr 1985 
rOALSTON.A.L , MESSIER, M.E . LAMBE.W M Site Analysis Branch 85/05/31 Ip 
31288 320 31268 320 


OHQ CORRESPONDENCE WITH OTHER ORGANIZATIONS 

BS041&0374 Forwards FEMA final rept of 841128 & 29 emergency preparedness exer- 
ciso & related correspondence Encourages cooperation w/ state & local govts lo ro 
solvo improvoment Items & develop scenario for next lull scale exercise 
WALKER.RD Region 2, Office of Direclor 85/03/10 MCDONALD, R.P Alabama 
Power Co. Ip 29621 298-20822.025. 

-8503060410 Forwards RW Krimm 850214 Itr forwarding FEMA rept of 841128-29 joint 
emergency preparedness exercise No deficiencies observed Transmittal of FEMA rept 
to licensee & continued maini of program,focommended,W/o rept 
MATTHEWS.DB Emergency Proparodnoss Branch 85/02/27 STOHR.JP Region 2, 
OKico of Director 2pp 29821 '299-29022 025 

8505130027 Supp) 1 to IE Info Notice 84-55, "Seal Table Leaks at PWRs " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering Response (Post 
030103) 05/05/14 Consotlclatod Edison Co of New York, Inc. I07pp 31044 085- 
3l044'17t, 

85QS13003B SuppI 1 to IE Info Notice 85-020, "Motor-Operated Valve Failures Due to 
Hammering Effect " Sve list end 

JORDAN.EL Division of Emergency Preparedness & Engineering Responsa (Post 
830103) 85/05/14, Consolidated Edison Co of New York, Inc i07pp 31044 172- 
31044,278. 

8505200690 IE Info Notice 85 039, "Auditability of Electrical Equipment Quaiillcatlon 
Records at Licensees Facilities " Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/05/22 Consolidated Edison Co ol New York, Inc. 106pp 30037 258- 
30837.363 


BS06030554 Concludes that Stale of Wl & local emergency preparedness plarts 
adequate.sub] to verification of alert & notification sys per App 3, Rev 1 to NU REG- 
0654 /FEMA-HE P-1 

SPECK, SVrf Federal Emergency Management Agency 85/05/10 DIRCKS.WJ 

Office of the Executive Director (or Operations tp 30586 226 30666 226 

8508 930558 Concludes that Stato ot Wl & local emergency preparedness plans 
adequate Public alert & notilication sys approved on 050425 per App 3, Rev 1 to 
NUREG-0654/FEMA REP-1, "Std Guide for Evaluation cf Alert & Nolitication Sys '' 
SPECK,SW Federal Emergency Management Agency 85/05/16 DIRCKS.WJ 

Olfice of the Executive Director for Opera tfons Ip 30686 220-30606 220. 

8508050076 Advises that State of MN submitted stale & associated local plans for redl- 
ofortical emergencies re facility Plans adequate to protect health & safety of 
public Public alert & notification sys approved by FEMA on 050425 
SPECK, SW Federal Emergency Management Agency 85/05/10 DIRCKS.WJ 

Office of the Executive Director for Operations Ip 30733 265-30733 265 

8508050328 Forwards extracts from offsite omergoncy preparedness plans which pro- 
vide conlirmalion on lists ol medical facifilies & ambulance company resources,iii par- 
tial response to 850528 request 

KRIMM, RW Federal Emergency Management Agency 85/05/31 JORDAN.EL Divi- 
sion of Emergency Preparedness & Engineering Response (Post 839103) 9pp 
30717324-30717332 

8605050387 Updates 650521 memo re plant offsilo planning & 
preparedness-Verificatlon that traffic control & access control points will be estab- 
lished in King of Prussia area to koep evacuating traffic in motion received 
KRIMM, RW Federal Emergency Manageman) Agency 86/05/30 JORDAN.EL Divi- 
sion ol Emergency Preparedness & Engineering Response (Post 630103) Spp. 
30717 316 30717 320 

8605060677 IE Info Notice 85 045, "Potential Seismic Jnlaraction Involving Movable fn- 
Core Flux Mapping Sys Used In Westlng^houso Designed Plants." Sve list end. 
JORDAN ,E L Division of Emergency Preparedness & Engineering Response (Post 
830103) 85/06/06 Consolidated Edison Co of New VorS. Inc 122pp 30065.001- 
30865 046, 

8506060707 IE Info Notice 85 046, "Clarification ol Several Aspects of Removable Ra- 
dioactive Surface Contamination Limits for Transport Packages " Sve list end 
JORDAN, E L Division ol Emergency Preparedness & Engineering Response (Post 
830103) 05/06/10 Consotidated Edison Co. ot New York. Ino 124pp 31043 301- 
31044 064 


8506100S54 Forwards llsl of local or regional medical facilities having capabilities to pro- 
vide treatment for radiation exposure In vicinity of plant, per 650528 request 
KR1MM,RW Federal Emergency Management Agency 85/06/08, JORDAN, E L Divi- 
sion ol Emergency Preparedness & Engineering Response (Post 830103) Spp. 
30793 302-30793 304 

8506100590 Forwards 850227 FEMA post-exercise assessment rept for State ol NY & 
local govts Deficiencies included delay ot formulation & Issuanco of omergoncy broad- 
cast messages from joint news ctr. 

BELLAMY, RR Region 1, Office of Director 85/08/04 JDSIGER.W Now Yoik Power 
Authority (formerly Power /Authority of the Slate of New York) 2pp 30792 176- 
30793 003 

-8506100596 "Post- Exorc iso Asaossman1,B41128 Exercise of Radiological Emorgency 
Preparedness Plans ot NY Stale & Westchester, Rockland, Orange & Putnam Counties 
(or Indian Point Nuefear Power Station " 

PETRONE,FB Federal Emergency Management Agency 05/02/27 189pp 

30792 177-30793.003 

6506100614 Requests coordination w/stale & local planning authorities to assure oflsite 
radiological emergency preparedness delioienclos,notod by FEMA during 840627 ox- 
e/ciso, expeditiously corrected. 

BELLAMY,R R Emergency Preparedness Branch, 65/06/04 CAREY.J.J. Duquesrto 
Light Co 2pp. 30701 ’309-30791 353, 

-6410110357 Discusses end RW Krimm 840830 llr, forwarding offsite radlofogicat emer- 
gency preparedness plan exercise reets.Two Categoiy A oafldencies 
Benlfled Recommends end exercise rejpis be transmitted to licensee W/o repls 
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103) 84/10/02 MARTIN.TT. Division ol Engineering & Technical Programs 2pp, 
30791,324-30791 353 


asoszooeoo IE info Notice 65-040, "Deficiencies In Equipment Qualification Testing & 
Certification Process," Sve list end 

JORDAN.EL Division ol Emergency Preparedness & Engineering Response (Post 
830103) 05/05/22 Consolidated Edison Co of New York, Inc, I06pp 30848:166- 
30840,271 


8506100824 Requests that coordinated planning effort continue w/alate & local emer- 
gency planning aulhorllles lo assure offsite emergency preparedness deficiencies ex- 
peditiously corrected 

BELLAMY.R R Region 1, Oflice of Director 85/06/04. DALTROFF.S L Philadelphia 
Eleclric Co. 2pp 30793 214 30793:233. 


8505200181 IE Info Notice 85 042, "Loose Phosphor in Panasonic 800 Series Badge 
TLD Elements.'’ Sve list end „ ^ m . 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
030103). 85/05/29, Consolidated Edison Co ol New York, Inc f20pp, 30852 245- 
30852,363 


8506100722 Forwards draft FEMA remedial evaluallon repts ol offsite planning & pre- 
paredness exercise Related correspondence 

HASSELL, D.F, Hearing Branch 2. #285 332. 85/05/28 HOYT.H E Alomio Safety and 
Licensing Board Panel. 54pp. 30302’243-30d02'296 


0506280167 IE Into Notice 85 043, "Radiography Events at Power Reactors " Sve list 

JORDAN.E.L Division of Emergency Preparedness & Ehpfneering Response (Post 
030103) 85/05/30, Consolidated Edison Co, of New York, Ino I20pp. 30064' 107- 
30864;287 

8506280195 IE Info Notice 05 044, "Emergency Communication Sys Monthly Test." Sve 

JORDAN, E.L, Division ol Emergency Preparedness & Engineering Response (Post 
030103} 85/05/30. Consolidated Edison Co. of New York, Inc. 12tpp 30864:045- 
30884:168. 

8506030436 Forwards App 10, "Offsite Emergency Medical Response," to "State of AZ 
Fixed Nuclear Facility Offsite Plan " App confirms that medical facllitlos Identified lor 
USB during emergency.Related sves also Idenlided, »i«T-rucwue n 

SANDERS.M.E Federal Emergency Management Agency, 86/05/29 MATTHEWS, D. 
Emergoncy Preparedness Branch, ip, 3067r.194-30677'204, 


6506110009 Response to FOIA request lor eight categories of documents re nuclear 
spent fuel transportation Forwards documents listed in Apps A & B Documents also 
available In PDR.Search continuing 

FELTON, J.W, Division of Rules and Records 64/12/11 MILLAR, F. Environmental 
Policy Inslilute 12pp. 3O846,O2S-3O046,146. 

-8506110537 "Draft American National Standard Guide for Carrier and Shipper Re- 
sponsibilities and Emergency Response Procedures tor Highway Transportation Accl- 
dsnls Involving Truckload Ouantltles of Hadloactiva Materials " 

* American National Standards Instllule. 81/06/30 i7pp 80048,1 25-30848'141. 

8506110646 Requests redesignation ol NRC to Category B agency & continued assist- 
ance lo NRC In making appropriate mods to emergency plans & procedures. 
DIRCKS.WJ Office ol the Executive Director (or Operations. 85/00/04. 
GlUFFRIDA.LO Federal Emergency Management Agency. 12pp 30932;337- 
30032 340. 
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B506f20001 Requests permanent change of annual emergency preparedness exercise 
from monlh of June to monlh of OcL Annual oxerciso lor 1985 would be held 651017 
If acceptable Proposed change complies w/NLinE(3‘0654/FEMA flEP 1 Hev 1 FEMA 
Hr end 

DALTflOFF.S L Philadelphia Electric Co 85/06/05 THOMPSON,H Division of LI 
censing 5pp 30851 2B3-30851 287 

6506120038 Forwards draft "FEMA Region III Exercise Evatualron Repl,” re 6504 10 off- 
site radiological emergency preparedness remedral exercise Exercise contfucted to 
correct two Calegory A deficiencies 

KRIMM.RVV Federaf Emergency Management Agency 85/06/07 JORDAN, E L Divi- 
sion of Emergency Preparedness & Engineering Response (Post SOOioS) Ip 
30852199 30B52 215 

'-8506I20041 "FEMA Region III Exercise Evaluation Rept," of BS04I0 exercise 
' Federal Emergency Management Agency. 85/05/06 16pp 30852 200 30852215 

8S06120140 Forwards Slate of TX request for exemption from fufi particrpalion at 
651030 emergency preparedness exercise Exemption requested based on full parfict- 
pab on in 84 1 1 14 exerciso Exemption supporfod 

kRIMM.nW Federal Emergency Management Agency. 85/06/07 JOBDAN.EL Drvr 
Sion of Emergency Preparedness S Engineering Response (Post 830103) 4pp 
30852 230 30852 233 

8506130045 Partial response to FOIA request for all documonis re NRC procedures for 
detection & control of alcohol & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facitilies Forwards App A documents 

FELTONJM Division of Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937157 

"8506140230 "Medical Carlilication & Monitoring of Personnel Requiring Operator Li- 
censes lor Nuclear Power Plants '' 

• American Nuclear Society 76/1 2/31 I Ipp 30940 003 30940 0 1 3 

"8506 130056 Advises that draft "Corporele Evaluation Cnleria.Fllness for Duly" & "Per- 
formance Objectives & Cntena for Plant Evaluations,” per 830802 Ur, provide reasona- 
ble outline of overall program for conducting INPO ovalvatlens 
MINOQUE.RB OHico of Nuclear flegolalory Research, Director 83/07/12 
WILKINSON.E P Institute of Nuclear Power Oporelions 7pp 30940 282-30940 288 

"8506130160 Summarizes status of INPO actlvilJss In support of util industry in fitness 
for duly issue INPO developed first draft of coiporatd cnleiia covering essential ele- 
ments of effective fitness for duty program 

WILKINSON.E P Insliluto of Nuclear Power Operations 83/02/09 DIRCKS.W.J 
Office of the Executive Director for Operations 2pp, 30942 08f-30'942 082 

-6S0613O243 Provides guidance list lor 831213 meeting w/INPO re fitness for duly 
rule Recommends INPO bo questioned about status of activity w/EEf to ostablisn 
guidelines for utils to respond to fitness for duly rule 

RYAN.T NRC - No Detailed Affifiation Given 83/12/08 NORBERG.J NRC - No De- 
tailed Affiliation Giverr Ip 30941 215-30941 215 


8506140240 IE Info Notice 85 047, "Potential Effect of Line-Induced Operation onCer 
lain Target Rock Solenoid Oporaiad Valves ” Sve list end 
J0RDAN,EL Division of Emergency Preparedness & Engineering Response tftj 
830103) 85/06/18 Consolidated Edison Co of New Yoric, Inc I34pp 31268157 
31268 304 

8506140266 Foiwards final draft of emergency preparedness public info brochure u 
NBC & FEMA review.per 850430 commitment Revs reflect policy change by State of 
NC Div of Emergency Mat re evacuation directly to shelter 
ZIMMERMAN.SR Carolina Power & Light Co NLS 85-T88 85/06/07 DENTON HU 
Office of Nuclear Reactor Regulation. Director 22pp 30893 001-30893 023 

8506140364 Comments on NRC response to Commission requests on options re- 
sponse to Guard vs NRC re offsite medical sves por lOCFRSO 47Cb)(l2) Incruswof 
lime period to implement NRC revised policy on medical arrangements raqucs’iQd 
KRIMM.RW Federal Emergency Managemeni Agency 85/06/12 JORDAN.EI c.’- 
sion of Emergency Preparedness & Engineering Response (Post 630I03> 
30096 110 30696 111 


6506140419 Discusses end FEMA 850513 memo re Grundy County corrective acWii 
lor Category A deficiency idenlilied during 841010 offsite exercise of ladioipiKil 
emergency plan Coun^ has shown ability to timely activate notrlicalion sys 
KRIMM.RW Federal Emergency Management Ageniw 05/06/11 JORDAN, ELbvv 
sion ol Emergency Preparedness & Engineering Response (Post 830103) ton 
30898 1 06-30898 109 ' ^ 


8506 140464 Forwards "Arkansas Nucloar One Site Specific Offsite Radio logical Enw 
Qoncy Preparedness Alert & Notification Sys OA Verification " Prompt alert S notu 
lion sys meets design requirements ol NUREG 0654/FEMA REP f.Rev t & FEMM) 
SPECK.SW Federal Emergency Managomonl Agency 85/06/07, OIRCKSWI 
Ollice of fho Executive Director for Operations Ip 30900 151-30901.095 


■8506140466 "Arkansas Nucloar One Site Specific Offsite Radiological EmeraencvPi^ 
parodness Aler) & Nolitrcalion Sys OA Verification " 

* Federal Emergency Management Agency 85/05/15 304pp 30900 152-30901 0S5 


8SOSI40490 Forwards "Exercise Assessment of Join! Slate & Local Radiological Eitih 
gency Bosponse Exorcise for Haddam Nock Plant," conducted on 840512 No Ca'8*> 
ly A deficiencies cited ^ 

HARPSTEH.TL Region 1. Office of Director 85/06/04. OPEKA.JA ConnKlfl,! 
Yankee Atomic Power Co 2pp 30897 295 30890 021 


"8506140492 "Exerciso Assessment of Joint Slate & Local Radiological EmeraenevRa 
sponse Exorcise lor Haddam Nock Plant, ■' conducted on 040512 
* Federal Emergency Managemeni Agency 86/05/12 80pp 30897 2 9 7-308960)1 

6506140636 IE Into Notice 05 048, "Respirator Users Notice Do foclivo Sell Contairifd 
Brealhlng Apparatus Atr Cytindors " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering Response Ifosl 
830103) 85/06/19 Consolidaled Edison Co ol Navy YorK, Inc >23dp 31376061- 


—8606130352 Ack receipt of 830602 Hr re INPO criteria covering fitness or 
duly Elements for successful programs used in reviewing "Corporate Evaluation 
Crilena, Fitness lor Duly" & INPO Documenl 02-023. "PorformancB Objectives 
listed 

OIRCKSWJ Office of the Executive Director lor Oporatfons. 83/00/16 
WILKINSON.E P Instil uto of Nuclear Power Operations 2pp 30940 279-30940 230 


8S06150041 Responds to FOIA requests for records re SSER (NUREQ 0787) Fomj/rfi 
App B & C documents App A & B documents available In PDA Info In App C dcii. 
men IS partially withhold (ref FOIA Exemptions 5,6 a 7). 

FELTON. J.M Division of Rules and Records. 05/03/01 GARDE.B P Govornnttm At 
countability Project 210pp. 31067 005-31087 292 


B 596140093 Further response la FOIA request for eight colegones of documents re nu 
clear spent fuel transportation Forwards App C documents App C & selected App 0 
documents also available In PDR.App D Documents 6 & 8-12 for sale by NRC & GPO 
FELTON, JM Division of Rules and Records 85/01/29 MILLAR.F Environmonfal 
Policy Institute lOpp 30919 003-30919 043 


•8506150219 Forwards FEMA 840216 review of Util omergancy planning zone pub'e 
Info brocbure.per ASLB 830526 partial initial decision /\(j recommended chem»s/ 
mods Incorporeied 

CASStDY.B P Fedora) Emergency Management Agency 84/03/08 TURK.S E Offca 
of the Executive Legal Director 4pp 31066.051-31068 054 


-8407190029 Advises of NRC 840720 mealing In Balhosda.MD ta discuss plans for 
exercise.scheduled for Apr 1985, involving Ifansporlallon accident Assistance in devef- 
opmenf of scenario & procedures would be appreciated, 

JOROAN.E.L Division of Emergency Preparedness & Enginoerlng Response (Post 
830103) 64/07/12 DEAL.LJ, Energy. Dept of 59pp 3091§.047-30919 106. 

“6407190013 Advises ol NRC 840720 meeting in Belhesda.MD to discuss plans for 
Qxorclso.scheduled for Apr 19&5,lnvolvjng Iransporfalron accident Assistance in devel- 
opment ol scenario & procedures would be appreciated 

JORDAN. EL. Division ol Emergency Preparedness & Englneerina Response (Post 
830103) 84/07/12 NORRIS, JT Transportation, OopI ol. Ip 306i& 046-30919 045. 

-S506l4035t Requests DOT current position ra applicability of DOT hazardous malls 
safety regulations lo physician transporting radioactive rnall In private carilaga lor use 
tn medfeal practice. 

BERNERO.fl.M. Office of Nuclear flegulalorv Reaearch, Director. 81/06/31. 
DRISCOLL,W. Transportation, Dept of 6pp 30920 138-30920 143 

—8407160022 Advises of NRC 840720 meeting In Bslhosda,MD to discuss plana for 
exercise.scheduled for Apr loas.invofvlng transportation accident Asslslanco In devol- 
opmani of scenario & proceduros would be appreciated. 

JOITDAN.E.L Division of Emergency Preparedness & Enginaenng Response (Post 
830103). 84/07/12 CALLEY.H.W, ^vi/onmenlal Protection Agency. Ip 30919.044- 
30919.044. ^ ^ 

“8407190206 Notifies of 840720 meeting In Colhesda.MO 1o discuss plans for exercise 
scheduled for Apr 1985 InvoMng transporfation accident Assistance requested in be 
velopmenl of scenario S procedures for exercise. 

JOROAN.E.L Division of Emergency Preparedness & Engineering Response {Post 
630103) 84/07/12. WINKLE.XD. Federal Emergency Management Agency. Ip. 
30919.046 30919 046. » r r 


-8506160243 Foiwards std order for DOE works. "Resolution of Waterford Umls 30A" 
WILLIAMS, M. Division of Licensing FIN A-6Bf9. 04/04/30 WADB.T E Energy, Deol 
of, Idaho Oporallons Office. 14pp. 31073-330-31073-352. 

-8606160282 Foiwards std order lor DOE work "Resolution ol Watorlord Unit 30A," 
approved as modified 

EiSENHUT.DQ. Division of Licensing FIN A 6819 84/05/03 WAOE.TE Enerm, 
Dept of, Idaho Operalions Office. 226pp 31 074 017-31 074 -023 

8506180193 Fonwards request for 0MB review & supporling StBlemenI for lOCFRISOre 
exampfions & continued rogulaioiy aultjorlty In Agroomenl States 4 ollshoro wales 
NORRY.P.Q, Office of Administration. 85/06/10 Office ol Administration 2» 
30990 198-30990.211 


8508200266 Fonvards addendum lo FEMA Interim findings on lad lily elfsilc radrdecicai 
emergency response plans Addendum resolves all NLlREQ-06S4.Rev 1 plannlrw ele- 
ments re offsite radiological emergency planning. 

JOHNSON, EH Region 4. Office ol Oireclor 85/06/12. LEDOICK.RS Louisiana 
Power & LIghI Co. 4pp 31007 228 31007 229, 


B666200314 Fonvards rev to coordination plan for NRC/INPO Irafnmg-relaied acIwMs 
(App 4 to naemorandum of agreemenO.sobsllluling phraso "NRC designated conVat 
tors” for phrase "naif labs." Concurrence requested 

DIRCKS.W J Office of the Execufive Director for Operations 85/06/11. PATEZT In- 
sillute ol Nuclear Power Operalions 15pp 31041 330-31041'361 


-0606200329 Forwards rev to coordination plan for NRC/INPO training-related acimtict 
(App 4 lo memorandum of agreement), revising Secllon 2.b, deleting Altaohoionis 2 4 J 
4 adding^new Aflachment 2 re Iraining 4 qualillcaflon 

PATE,Z.L Instilule of Nuclear Power Operations 86/04/09 D!RCKS,W.J. Office d 
the Executfvo Director for Operalions 17pp 31041 345-31041:361. 


“8506140235 Discusses NRC perUcfpation In Federal Railroad Admin IFRA) R4D safely 
determination for spent nuclear fuel casks transported by rail FRA thermal prolecUon 
performance stds should be factored info NRC modal study 
C:UNN1NGHAM.R E. Division of Fuel C^cle & Material Safety. 84/07/24 KR)CK,n L. 
Federal Railroad AdminlsIraUon. 6pp. 30022 I6l 30922,155. 


0500250291 Partial response lo FOIA request for documents re radrologlcal emergarKv 
plans 4 correspondence between NRC 4 util since Jan 1984.App A documenis aval! 
able in PDR Search 4 review ol addi documenis continuing 
FELTON.JM Division ol Rules and Records. 65/04/16. BELAifl.RR. KirkpattwkJ 
Lockhart. 4pp, 3 1244-039-31 244:099 


*•0000140367 Responds to RF Sarkar 660907 Nr re proposed ra? lo NBS Handbook 
73 Physicians transporting radioactive mails In owr) vohiciss not sub] to ICC reguPa- 
liofis tor iransportabon ol darigerous malls Stete & Jooaf regulallons may apply 
MEYER, <3, A fntersiale Commerce Commission 66/09/21. SECK.C K Atoipio Energy 
Commission 3pp. 30920 144-30920.158 


-0411000100 Forwards J Carponfsr 841004,0822 4 0412 lira to NRC re radlolosical 
emerooncy response plan for consideration. 

Preparedness 4 Engineering Response (Post 
830103) 84/10/30 KRIMM.R.W Federal Emergency Managemeni Agency, Ip 
31244:103-31244.121. » r r 
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B50S25045d Forwards DOE 850604 "Melhodology (or Generating Q Ltsi (or Georogic 
Raposiloriss,” per 850530 agreemeni Mooting to discuss paper scheduled (or 850619 
STtlt4>R Energy, Dept o( 85/06/06 BROWNING, R E DivisiO’rs of Waste Manage 
menl Ip 31211 009-31211 023 

-8506250460 "(vlethodology (or Generaling Q Lrsl (or Geologic Repositories " 

•Energy, Dept o( 85/06/04 15pp 31211 010 31211 023 

9508260436 Forwards sctiedule o( corrective actions submitted by State ot IL for defi 
cisrcies noted in offsite radiological emorgoncy preparedness exercise on 840828- 
29 Deficiency duo to failure to activate emergency broadcast sys promptly 
KRI(v1M,RW Federal Emergency Management Agency 85/06/21 JORDA(4,6L Divi 
Sion of Emergency Preparedness & Engineering Response (Post 830103) 13pp 
31219 267-31219 279 

3508260467 Forwards "Sequoyah Nuclear Power Plant Exercise Conducted on 
850206," per Offsite radiological emergency preparedness plans Five deficiondes ob 
served requiring sctiedule of corrective action 

KRtl«1N1,RW Federal Emergency Management Agency 85/06/21 JORDAN.EL Divi 
Sion of Emergency Preparedness & Engineering Response (Post 830103) Ip 
31221 067-31221,096 

-6S06260472 "Sequoyati Nuclear Power Plant Exercise Conducted on 850206 " 

* Federal Emergency Management Agency 85/03/05 29pp 31221 068-31221 096 

8508260530 Forwards Draft 3, Rev 2 to Sid ANSI OM-16, "InservIce Testing & Main! o( 
Diesel Drives in Nuclear Power Stations " Listed comments should be considered In 
conjunclion w/ comments provided during 850430 meeting w/diesel gonorator van 
dors 

NECCl.R P American Society of Mechanical Engineers GMQ-85-R-162 85/05/28 
GRENf4EMAN,F N, Operating Reactors Assessment Branch 34pp 31232 030 
31232 063 

8S0626056S Forwards FEMA 850523 Mr & associated final exorcise evaluations on 
950306 otfsite emergency preparedness exorcise for Lake County, IL, Kenosha 
County.WI 8t States of TL & Wl Deliclency found inappropriate traffic control 
PAPERIELLO.C J Region 3, Olfioo of Director 05/06/13 REED.C Commonwealth 
Edison Co 2pp 31232 111.31232188 

8S06270167 Advises that slate & local plans for radiological emergencies adequQto,sub{ 
to criteria o( App 3 of NUREG- 0854 /FEMA- RE P-1, Rev 1 & FEMA.43, "Std Guido (or 
Evaluation! of Alert & Notification Sys for Nuclear Power Plants " 

SPECK, S W Federal Emergency Management Agency 05/06/14 DIRCKS.W J 
Olftco of the Executive Director (or Operations 2pp 31234'329-31234 330 

8S08270532 Advises ot address change 

QOSSLEE.D.G Oak Ridge National Laboratory 85/06/21 NRC - No Oetallod A(f ill- 
ation Given 2pp 31239162-31239 154 


-8505310546 Draft proposed rule 10CFR39, "Licenses & Radiation Safety Require- 
ments for Well Logging Operations" 

DIRCKS,W d Olfico of the Executive Director (or Operations AB35-1, 04/06/08 
52pp 30683 009 30683061 

-5505310549 Preliminary regulatory analysis for 10CFR39. "Licenses & Radiation 
Safety Requirements lor Well Logging Opereltons " 

* NRC- No Detailed Aftiliatiori Given AB35 1 84/04/26 lipp 30683 062-30683 072 

-8505310553 Requests review oJ S/of concurrence on end proposed rulemaking pack- 
age fo 10CFR39, "Licenses & Radiation Safely Requirements for Wall Logging Oper- 
ations" Response duo by 841003 

GILLESPIE.F Division of Risk Analysis & Operations (post 840429) AB35-1 84/09/ 
16 DA VIS, J Oliice of Nuclear Material Safety & Safeg^uards, Director 
CUNNINGHAM, G Office of the Executive Legal Director KERR.W Office of State 
Programs, Director 3pp 30683 073 30663 075 

-8505310557 Forwards,1or signature, notice of proposed rulemaking for IOCFR39 re well 
longing opera lions, Responses to comments from div review (30 pages) end 
MrNOGUE.R B Office of Nuclear Regulatory Research, Director AB35-1 84/09/18 
DIRCKS.W J Office of the Executive Director for Operations 34pp 30683076- 
30683 110 

-8505310564 Comments on proposed rule 10CFR39 re well togging operations, per 
841005 request Revised version will bo fransmitlod during wk of 841015 
MAIARO.J C Regulatory Analysis & Materials Risk Branch (post 840429) AB35-1. 
84/10/12 OLMSTEAD.WJ Regional Operations & Enlorcoment Division Ip 
30683 112-30683112 

-8505310574 Comments on proposed rule 10CPR39 re well legging operations, In re- 
sponse to 640918 request FR publication should not be delayea to rectify minor differ- 
ences 

STOHR.jp Regions Office of Director AB35 1 64/10/03 GILLESPIE.F, Division of 
Risk Analysis & Operations (post 840429) 2pp 30683 1 16-30683 1 17 

-8505310578 Requests review of &/or concurrence on end draft Commission paper on 
well logging rule (10CFR39) Response due by 841 127 

GILLESPiCf Division ot Risk Analysis & Operations (post 640420) AB35 t 84/11/ 
20 DAVIS.J Office of Nuclear Material Safety & Safeguards.Diroctor 
CUNNINGHAM, G Office of the Executive Legal Director KERR.W. Office of State 
Programs, Director 3pp 30683 118 30663.120. 

-8505310581 Draft Commission paper recommending approval of end rulemaking 
package lor 10CFn39, "Licenses & Radiation Safety Requirements (or Well Logging 
Operations " 

DIRCKS.W J O Mice of Iho Exec ulivQ Director (or Operations AB35-1 84/11/20 4pp 
30663' 121-30683 124 
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8S0S31O530 Forwards documents constituting regulatory history (or proposed rule 
10CFR39, "Licenses & Radiation Safety Requirements lor Wall Logging Operations." 
Index one! 

TSE.A. Office of Nuclear Regulatory Research, Director AB35-1. 85/05/30 SMITH.R 
Division of Technical Information & Document Control. 3pp, 30683. 001 -30603.1 10, 

-8605310587 Draft proposed rule 10CFR19,20, 21, 30, 32, 37.39,40,51, 70, 71 & 159, ”LI 
censes & Radiation Safety Requirements for Well Logging Operations " Draft RB Min 
oguo Hr forwarding notice of proposed rulemaking to Senator Simpson oncl. 
CHILK.SJ Office of the Secretary of the Commission AB36-1 84/11/20 60pp 
30883' 125 30603.192 


-8505310596 Preliminary regulatory analysis for 10CFR39, "Licensee & Radiation 
Safety Requirements (or Well Logging Operations " 

• NHC - No Oetallod Affiliation Given, AB35-1. 84/11/20 1 1pp, 30603.1 93-30683'203. 

-8405060228 Forwards proposed rule 10CPR39, "Licenses & Radiation Safety Require- 
monla (or Well Logging Operations" & preliminary regulatory analysis to Agreement 
Slates, 

NUSSBAUMER.D A, Assistant Director for State Agreements Programs AB35-1, 84/ 
05/04, Alf Illation Not Assigned. Ip, 30884, 087-30604;087. 

-8410230SS4 Forwards corrections to proposed rule 10CFR3B on wall logging 
operations Section 10CRF39,101 should be modified as Indicated No comments pro- 
vldi^ on environ assessment, W/o end 

OLMSTEAD,W.J. Regulations Division, A035-1 04/10/05 GILLESPIE.F Division of 
Rl sk An aiysis & Operations (post 840429) Ip, 30683, 1 1 1 -30683 ,111. 

-6411260528 Offers no oblecllon to proposed rule t0CFR39 re wall logging 
ooora1ions.l8SU0 of whether Commission or EDO should issue rule discussed 
CUNNINGHAM, Q H. OKloe of the Executive Legal Director AB3S-1. 84/10/23 
MINOQUE.R.B. Office of Nuclear Regulatory Research, Director. Ip 30663.113- 
306B3:113. 

-6506170346 Comments on draft rog guide, Task OP 212-4 re radiation protection train- 
Ino for personnel employed in medical facilities NRC should provide guidance to deter- 
mma how guidelines should be applied in broad spectrum of lie a rise ' 

TEDFORD.G.F Arizona, State of A B 36-1 84/06/06. NUSSBAUMER.D A Assistant 
OErocLor (or State Agreements Programs 2pp. 3O684;O89-3O604,O9O, 

-6505310538 Recommends NRC continue w/proposed rulemaking (or 10CFR39, "Ll- 
cenaoa a Radiation Safety Requirements for Well Logging Operations" Rule will pro- 
vide greater uniformity & would lead to improved safety. 

MINuQUE.R.B, Office of Nuclear Regulatory Research, Director, A03 5-1. 84/10/22 
DIRCKS.W.J Office of the Executive Director for Operations Ip. 30683 003- 
30883 003 

-6505310539 Forwards draft recommendations & draft ofc review re ongolrig rulemak- 
ira 10CFR39 Ends to bo foiwarded to RES director in 2 wks Aek reguostedW/o encl, 
BERNERO.RM, Division of Risk Analysis & Operations (post 840420). AB36-1 . sy 
06/08. CUNNINQHAM,R. Division of Fuel -Cycle & Material Safely, Ip 30683.004- 
30883.004. 

-6506310642 Ack receipt of proposed rulemaking package re 1OCFR30. Specific com 

CUNNINGffAM.R. Office of Nuclear Material Safety & SafefliJards,Difec!or. AB35-1 
84/06/19. NRC • No Detailed Affiliation Given 4pp 30683,005 30683 008. 


-8505310587 Draft proposed rule 10CFR1 9, 20, 2 1,30,32 ,37 ,39.4 0.5 1,70,71 & 150, "Li- 
censes & Radlalion Safety Requirements for Well Logging Operations.” Draft RB Min- 
ogue Hr forwarding notice of proposed rulemaking to Senator Simpson encl 
CfflLK.SJ Office of the Secretary of the Commission AB35 1 04/11/20 6Bpp 
30603 125 30603.192 


-8506310595 Preliminary regulatory analysis for 10CFR39, "Licenses & Radiation 
Safety Requirements for Well Logging Operations " 

• NRC - No Detailed Aflilialiora Gwen AB35 1 84/11/20 11pp. 30603,193-30683 203 

-8505310590 Environ assossmont for piopesed regulalion on well Jogging operations 

• NRC - No Detailed Aftillatlon Given AB35 1. 84/1 1/20. 6pp 30683,204-30683 20B 

-85053 10602 "Part W - Radial ton Safety Requirements lor Wireline Sve Operations & 
Subsurface Tracer Studies " 

• NRC • No Detailed Affiliation Given AB35 1 84/11/20. ISpp 3 0683-21 0-30683 '236 


-8605310604 Preliminary regulatory analysis for 10CFR39, "Licenses & Radiation 
Safety Requirements for Well Logging Operations " 

‘ NRC - No Detailed Affiliation Given A8^35.1 85/04/00 lipp 30683-237-30683 247. 


-8505310605 Environ assessment for proposod regulation on well logging operations 
' NRC - No Detailed Atfillalion Given AB35-1 85/04/00. 5pp, 3O683-24D-3O0Q3'252 


■8505310608 Forwards Cost Analysis Group review comments on proposed rule 
10CFR30 re- well logging opore.tlons,Mlnor rewording of Section! 3 1 sungesled. 
TRINER.E.G Division of Budget & Analysis ABSS-l 84/07/19 TSE.AN Transporta 
tion & Materials Risk Branch, 1 p, 30683'253-30683 253. 


-860 53 10610 "Cost Analysis Group Review of Proposed Now Rule 10CFR39 on Well 
Logging Operations " 

* Division of Budget & Analysis AB36-1 84/07/19 3pp. 30683-254 30683-256 


-850 6310618 Notice of 0MB review of info collection re proposed rule 10CFR39, "Li- 
censes & Radiation Safety Requirements lor Well Logging Operations " Supporiing & 
summary statements for all parts of proposed rule end 

• NRC - No Detailed Affiliation Given A635.1 85/03/29 77pp 30683 259-30683 335, 


-8SOS310620 Advises that Commission approved proposed rule 10CFR39 end w/ 
SECY-85 Oil re well logging operations sub) to resolution of Ofc of Policy Evaluation 
850130 comm enls, Re vised FR notice should be forwarded. 

CHILK.SJ. Office of the Secretary ot lha Commission AB36-1 85/02/28 

DIRCKS.W.J OKice of Ihe Executivo Director for Operatfons Ip 30683,336- 
30683.336 


-650 5310625 Recommends approval of proposed rulemaking (Encl 1 lo SECY -85 011) 
10CFR36 ra well logging operations 

ZERBE,JE Office of Policy Evaluations AB36-1. 05/01/30 PALLADI NO, ROBERTS, 
ASSELSTINE Commissioners Ip. 30683:337-30663 '337 

-8505310629 Forwards comments on proposod rule 10CFRS9 re well logging, 
ZERBE,J,e, Office o1 Policy Evaluations AB35-1, 85/01/30, CUNNINGHAM,R,E Divi- 
sion o1 Fuel Cycle & Matonal Safaly. 3pp, 30683,338 3068 3 '340 

-B50S310636 SECY-85 011 Recommends approval of notice of proposed rulemaking 
10CFR30 re well logging operations. Draft not ice, Hr to Senator Simpson, public 
announcement, regulatory analysis, environ assessment & 850406 FR notice and 
DIRCKS,WJ. Office of the Executive Director for Operations, AB35-1. 85/01/11 
109pp, 30863'341-306e4086, 
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-850S31064S Comments on proposed rute I0CFR39 re well logging operalio/is Oplioir 

rectof lot State Agreemenis Prograitis Ip 30684 086-30684 088 

-8505310656 Comments ClP^POsed w'e oT 

G0DWIN.AV Alabama. Stale of A035 1 84/05/14 NU^BAUMEH.O a Assisiam 
Director for Stale Agreements Programs 2pp 30684 08i aoban uu.* 

-8505310664 Comments on proposed irula 10CFR39. "Licenses 8 Radiatiorr Safety Re- 

S»™.“d TSE.AN O(/«.0tN.d«»IW«- 

lalory ftesearch. Director Ip 30664093 30664 093 
-8505310688 Comments on proposed role IOCFR39. "Licenses S Radiation Salely Ro- 

SoIuSISaN.C^iSs^^^^ ‘coj^nof ^ 

Ollice at Stale Programs, Director. 4pp 30684 094-30684 097 
-8505310587 Draft prpposad rule 1OCFRl0,2O,2l.30.32,37.38.40.51J0,71 6 150. U- 

o OA4ifiirA>nonfe frtr Wa 9I LCQClflfl OoCf^^IOnS DrSfl Po Mill 


"cw^s'&'RadiatiQn'Safely Reeuireineinis f'pr V^/eil Losing Operations " Dfaft RB Mtn- 
oguo IV loiwardlng notice of proposed rutemaWng to Sonai< 


oguo IV loiwaroing nonce or pioposeu iujoii.aj.i.a 6800 

CHILKSJ Office of the Secretary of the Commission A035 I. 04/li/zo PP. 

30883 125 30683 192 

-8605310595 Preliminary reflulalory analirsis lor ^ I0CFR39. “Licenses S RodraUon 

../20 .W 0<.»2.*>»»>2203. 

^A5O53105S7 Drall DFOPosed ruJs 10CFfl19p?0i2U30, 32, 37*39, 40i5l,70t71 & 
certses 4 Radiation Safety flequiremonla for Walt eTOl*” 

oguB Ilf loiwarding notice ol proposed mlemaWnfl SBoo 

CHILK.SJ Office ot the Secretary of Ihe Commission AB35-1 84/11/zt) oapp 

30683 125 30883 192. 

-8605310595 Preliminary regulatory analysts tor _10CFH39. "licenses 4 Radfatton 

-8605310687 Drall proposed rule 1oCFR19.2a21.3M2.37.3M0,51j7O,71 S 
censes 4 Radiation Safety Requirements tor Well 

ogue llJ lofwarding notice ol proposed rutemaWng rooo 
C lHILK.SJ Office*^ of Ihe Secretary of the Commission A035-1 84/11/20 60pp 
306S3 125 30663.192 

-8505310595 Preliminary regulatory analysis for tOCFR39. "Llcensos & Radiation 

f?5r»sxa‘'a8rA‘g?»i./2o 

-8605310587 Draft proposed rule lW^*^R‘'?'20*21,3O,32.37,39.40,61j7O^71 & 150. "U 
censes 4 Radiatton Safety Requirements for Well Logging OMfatrans Draft RB Mfn- 
oguo llr lorwarding nolfco of proposed ruiemaffing <° sen® Simpson epcl 
CHJLK.SJ OIIico of 11)6 Secretary ol Ihe Commission AB35 1 64/ 11/20 ocpp 
S06B3 125 30963 192 

-8505310595 Preliminary regofatory anafysfs lor 10CFfl39, "Lfcenaas & Radiation 

IlK. MMS l»3.3«e3!03. 

ogue Hr toiwardlna notice of proposed rulamaWng <JJ,fonatoJ Simpson end 
CHILK.SJ Office of Ihe Spcrelaty ol ll >0 Commission AB35-1 84/11/20 B8pp 
30683.125 308B3 192 

-8505310595 Preliminary regolalory analysis for 10CFR39. "Llcensea & Radiation 

llpp 

-8406050220 Forwards proposed rule 10CFB30, "Llcensos & Hadiaijon Safety Ramiro 
merits tor Well Logging Operallons" 4 prerimlnaty rogulalory anaiyslB to Agroemanl 

WSSBAUMER.DA Assistant Director lor Slato Agreomonis Programs, AB35-1. 84/ 
05/04 AfliKallon Not Assigned Ip 30684 087-30684 087 

—8410230554 Forwards corrections to proposed rulo IOCFfl(J9 on wall logging 
opefaHon8.Sectlon i0CRF39.fO1 should be modified as lndfcated.No commonla pro- 

OLt?STEAD!w" ^Regutmic^^^^ AB35 1 84/10/05 GILLESP1E.F. Dlvl^on ol 

Rtsk Analysis 4 Operallons (posi 840426) Ip 30683 1 1 1-30993: 1 1 1 

-8411280628 Offers no objection to proposed ruHo 10CFR39 re well logging 
oporaUons.tssue ol whelhar Commission or EDO should issue rule 
CUNNINGHAM, e.H. Office of the Executive Legal Dfreolor AB3S-^ -W’®/23. 
MINOQLtE.flB Office ol Nuclear Regulatory flosearcti, Director. Ip. 30683.113- 
30683 113 

-0505170345 Commenis on draft reg guldo.Task OP 212 4 re radtalton proiteclion train- 
Infl for personnel employ^ In medfcal facilities NRC should provide guidance to dater- 
mfne how guidelines should be applied in broad spectrum onlceose. ^ ^ ^ 

TEDFORDTCF. Afirona, Slate of. AB35-1. 84/06/06. NUSSBAUMER.D.A. Assistant 
Director tor Stale Agraernenls programs 2pp. 30684.089 30684 090. 

-0506310536 flecommends NRC conllnue w/proposed rulemaking for 1WFH39. "U- 
censes 4 Radiation Safety Requirements lor wall Logging Operallons Rule will pro- 
vide greater uniformity & would lead to linprov^ safety. , . /m/oo 

MINOGUE,fl.B Office ol Nuclear RequIatofV Research. Piroclor >'■035*1. 84/10^2. 
DIRCKS.WJ, Office of the Exeeuiive Director lor Operations, ip. 30683.003- 

30683.003. 

-8605910538 Fonvards draft recommendatiops 4 draft oto review re ongpirifl njiemak- 
fng 10CFH39.Enol8 to be lorwarded to RES df rector In 2 wks Ack request^ W/d ancl. 
BERNeBO.R.M Division of Risk Analysis A Operallons (RO?! 840429] A8M-1 84/ 
08/08, CUNNINQHAM,R. OMsIon ol Fuel Cycle 4 Material Safety. Ip. 30683 004- 

30683.004. 

-0505310542 Ack racefpl of proposed rulemaking package re lOCFfl39. Spaclfid com- 

CUNNINGHAM.R. Office ol Nuclear Material Salely 4 Safogiiards.Director. AB36-1 
V4/oe/19 NRC . No DetaMed Affiliation Giver). 4pp, 3O083;OO5-3O693,OO8. 


-8505310546 Draft proposed rule ipCFR39. "Licenses 4 Radiation Safety Requre 

DIIU3KS4Vy^***oS''ol^^^ Executive Director for Operations A036 f B4/06/08 
S2pp 30803 009 30683 061 

-0505310549 Preliminary regulatory analysis for 10CFR39, "Licenses & Radiatioa 

upp 3»E3MJ.306ej,» 

-8505310653 Requests review ol S/or concurrerica on end proposed rufemaking pS'Ck 
age re IOCFfl39. “Licenses & Hadtalion Safety Requlromenis for Well Logging Oper- 

GILLESI^I.^f^DWteHm o/ Risk Analysis 4 Operations (post 040429) AB35 1 84/99/ 
1ft DAVIS J Office Of Nuclear Material Safety 4 Saieguards.Oirectof 
CUNNINGHAM G Oflico ol Ihe Execulivo Legal Director KERR.W. Office of Siala 
Programs, Director 3pp 30683 073 306S3 075 

-8505310557 Forwards,tor signaluro.notico of proposed rulemaking lor 10CFR39 re well 
foaginD operallons Responses to comments trom div review (30 pagM) encf 
MINOGuEr B. OIIico of Nuclear Regulatory Research, Director A035 1. 84/09/18 
DIRCKS,W J Olfice ol Ihe Executive Director for Operalioris 34pp 30683 076- 
30083 110 

-8505310564 Comments on proposed rule 10CFR39 re well logging oporations per 
841005 requesi R evised version Will be Iranamittod during wk of 64 1015 
MALARO J C. Rogulalory Analysis & Materials Risk Branch (post 840429). AB35 1 
84/10/12 OLMS7EAD,wJ Regional Operations & Entorcemeni Oivrsion Ip 
30603. 112-306fl3' 112 

-8505310574 Commenis on proposod rule lOCFRSO re well logging operalfi>ns,ln re 
spoflse lo 040918 requesl FR publication should not bo dolayod to rectify minor differ- 

STOHRJ.P Renton 2, Office of Director AB35-1 84/10/03 GILLESPIE.F Dndslonel 
Risk Ankysls 4 Operations (post 940429) 2pp 30683 118 30603 117, 

-6505310576 Requests review ol A/or concurrence on and draft Commission paper on 
well loDfling rule (10CFR39) Response due by 041127 

GILLESPI^F- Drvlslon of Risk Analysis 4 Operations (post 640429) AB3S-1 84/11/ 
20 DAVIS,J Office of Nuclear Material Safety & Sale^ard9.OlrD0lef 
CUNNINdiHAM.G. Office of the Executive Legal Director. KERR.W Office Qf Star* 
Programs. Dlreclor 3pp 306a3-1ia-3Q683.l20 

-8506316501 Draft Commission paper recommending approval of end nJlemskinj 
package tor 10CFH39, "Licenses 4 Radiatton Safely Roqulromenis lor Well Logging 

D^CKSW.J Offjco of Ihe Execulivo Director tor Operations AB35-1 84/11/20 4pp 
30683 121-30603.124 

-6505310587 Draft proposed rule 10CFfl19,20.21.30.32,37,39.40.51,70,_71 4 150. "U- 
* censes 4 Radiation Safety Requirements for Well Logging Operations Draft RB Mm- 
oQoe ftr lorwardi ng notice ot proposed rutomaWng to Senator Simpson end 
^ILK.SJ. oitice of the Secretary of Iho Commission AB35-f. 04/11/20 e8pp 
30683;12S-306a3:192 

-85D5310595 Preliminaiy regulatory analysis for 10CFR39, "Llcensos A Radiatton 

gs'A’as&ws x*/S ss 

-0506310662 "Pari W - Radiation Safety Roquiremenis for Wlrotlne Svc Operallons A 
^NflC^.*NO Metalled Affillallon Given A035 1 84/11/20 16pp 3O68321O3O603 236, 
-6605310604 Preliminary regulatory analysis for 10CFR39, "Licenses 4 Radiation 

sr,£n sSaSsWw/oa i w - 

-8S063t080S Environ assessment tor proposed rogulallon on woM 
' NflC • No Dolafisd Allilfallon Given. AB35-1 06/04/08 6pp. 30683.248-30083252 

-4505310600 Fonvards CosI Analysis Group review commonts on propesad rule 
1 0CFR39 fO well log ging operations Minor rewording ol Section 3J soggesloo 
TRINEREG Divlwn 0) Budget 4 Analysis A0351. 84/07/19. TSE, AN Tiansporta 
Bon A Matorials Risk Branch. Ip. 30683.263-30663:253. 

-6505310616 "Cosl Analysis Group Review of Proposod New Rule 10CFH39 on Well 

‘^vIsSn’ol’Budgel 4 Analysis. AB36-1, 84/07/19 3pp. 3O603:254-3O6a3 268 

-0605310610 Notice of OM8 review of Info collecllon re proposed rule IOC FH39. "Li- 
censes & Radlalion Safety Requirements tor Well Logging Operations. Supporting a 

summary statements for flil parts ot proposod rule one). 

* NRC* No Delal/ed Affillallon Given, AB35 1. 05/03/29. 77pp 30683.260-30603.335 

-8505310620 Advises lhat Commission approved proposed rule 10CFR39 end vb 
secy 65-011 re well togging operations subj to resolution of Ofo of Policy Evaiualiqr 
850130 comments Revised FR nottce stiouM bo forwarded 
CHfLK.SJ. Office of Iho Secretary of the Commission AB36-1. OT/02/28 
D(RCKS,W.J Office ol the Execulivo Director for Operallons Ip. 30683330 
30683:336. 

-6505310026 Recommends approval of proposed rulemaking (End 1 to SECY-86-011 

AB3S.1, 86/OI». PALUOINO, BOBmW 
ASSEISTINE Commissioners Ip. 30683.337-30663 337. 

-8505310629 Forwards comments on proposed rule 10CFR39 re .well iMglng. „ . 
ZERBEJ.E Office of Policy Evaluations. AB3S-1 86/01/30. CUNNINGfiAM.R.E. Oiv 
slon of Fuel Cycle 4 Material Safety. 3pp. 30683 338-30683:340. 

-8505310636 SECV-SB-Oll Recommends approval of notice of proposed rulemaWn 
10CFR39 re well foaglrig operations Draft nottee.ltr to Senator Simpson, publi 
announcemenUradulalory aoaly8l8.8nvl(on aasessirianl A 850406 FR notice emf. 
DIRCKS,W.J. Office of (he Executive Director tor Operations, AB35-1, earOi/l 
1C9pp. 3 O 603 ; 341 -GO 6 a 4 ;Oe 6 . 
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~SS0&3 10649 Comments on proposed rule 10CFfl39 re well logging operations Option 
re source recovery should be mainlained 

01CUS.GJ Arkansas, Stale or AB35-1 84/06/28 NUSSBAUMER.D N Assistant Dr- 
rector lor Stale Agreements Programs Ip 30684 06Q-30664 068 

-SSOSSIOSSS Comments on proposed rule 10CFR39 re well logging operations 
GODWIN, A V. Alabama, Stale of A835-1 84/05/14 NUSSSAOMER,0 A Assistant 
Director tor State Agreements Programs 2pp 30684 091-30684 092 

•‘8$05310'664 Comments on proposed rule 10CFFt39, "Licenses & Radiators Safely Re 
quiiemenls for Well Logging Operations " 

HONEY, D D. California. Slate of AB35-1 84/06/20 TSE,A N Olfice of Nuclear Regir 
latory Research, Director Ip 30884 093-30684 093 

•■850S3 10668 Comments on proposed rule 10CFR39. "Licenses a Radiation Safety Re- 
quiiemenls for Well Logging Operations " 

COLEMAN.C Kentucky, Commonwealth of AB35-1 84/06/25 NUSSBAUMER.D A 
Office of State Programs, Director 4pp 30684 094 30684 097 

-8SOS3IOS87 Draft proposed rule 10CFR 19,20,2 1,30,32,37, 39,40,51 ,70,71 a ISO, "Li 
censes a Radiation Safely Requirements for Well Logging Operations " Draft RB Mm 
oguo Ur lorwarding notice of proposed rulemaking to Senator Simpson end 
CHILK,SJ Olllce of the Secretary of the Commission AB35-1 84/11/20 60pp 
30683125 30683192 

•■41505310595 Preliminary regulatory analysts lor 10CFR39, "Licenses 8 Radiation 
Safely Requirements lor Well Logging Operations " 

‘ NRG - No Detailed Affiliation Given AB35-1 84/11/20. Itpp 30603.193 30663 203 

-85053I0S67 Draft proposed rule 10CFR19,20, 21, 30,32,37,39,40,51 ,70,71 & 150, "Li 
censes a Radiation Safety Requirements for Well Logging Operations " Draft RB Min 
ogue Itr forwarding notice of proposed rulemaking to Senator Simpson end 
CHILK,SJ, Office of the Secretary of the Commission Afl35-1 84/11/20 60pp 
30683 125 30663 192, 

-65053 loss 5 Preliminary regulatory analysis lor 10CFR39, "Licenses fi Radiation 
Safety Requirements for Well Logging Operations " 

• NRG • No Detailed Affiliation Given AB35-1, 64/11/20, 11pp 30683 193 306&3'203 

-6505310587 Draft proposed rule 10CFR 19,20,21,30,32,37,30,40,51,70,71 & 160, "Li 
censes & Radiation Safety Requirements (or well Logging Operations " Draft RB Min 
ogua Hr foiwardlng notice of proposed rulemaking to Senator Simpson end 
CHILK,SJ Office of the Secretary of the Commission, AB35-1 64/11/20 6Spp 
30603.125-30683 192 

-6505310595 Preliminary regulatory analysis (or 10CFR39, “Licenses & Radiation 
Safety Requirements for Well Logging Operations " 

• NRG No Detailed Affiliation Given A035-1 84/11/20 lipp 306B3 193-30663 203 

-8605310567 Draft proposed rule 10CFR19,20,21, 30,32, 37, 39, 40,51, 70,71 S 150, "Li 
censes & Radiallon Safety Requirements (or well Logging Operations " Draft RB Min 
ogue Hr forwarding notice of proposed rulemaking to Senator Simpson end. 
CHILK.SJ. Office of the Secretary of the Commission AB35-1 84/11/20 6epp 
30683 125 30683 192, 

—8505310505 Preliminary regulatory analysis (or 10CFR39, "Licenses & Radiallon 
Safely Requirements lor Well Logging Operations," 

• NRG • No Detailed Affiliation Given A835-1, 84/11/20, lipp, 30663,103-30683 203, 

6506050139 Comments on proposed rules 10CFR30,40,50,61,70 & 72 re decommis- 
sioning criteria for nuclear (acllllles Recommends delineation el limit of etd as point 
whore further decontamination unnecessary 

THRON.RW Minnesota, State of SOFRS600 119 05/05/29 Docketing & Services 
Branch. 2pp. 30710,210-30718 211 

6506950181 Comments on proposed rule 10CFR50 re criteria tor granting oxcmptlons 
fiom NHC regulations.Commission chose correct general sld 
C0WAN,8 Z Atomic Industrial Forum 50FR1650e OOQ. 85/05/20. Dockeling & Serv- 
ices Branoh. 2pp, 30718.215-30718216 


85060 50364 Comments on proposed rule I0CFR14O re extraordinary nuclear 
occurrence Rule opposed Present rule much more adequate for protectors of general 
ubiic 

ETTICREW.RE Monroe Courtly, Ml 50FRI3976 003 85/05/21 Dockeling & Serv- 
ices Branch 49pp 3071822530718305 

B5060S037J Comments on proposed rule 10CFR14O re extraordinary nuclear 
occurrence Rule supported.Using fixed dose rale measured one meter from ground 
surface to measure radiation discharge seems logical .simple & easy to determine 
NEMETHV.E Affiliation Not Assigned 50PRt397B 002 85/06/01 Docketing & Seiv 
ices Branch 1p 30717 263-30717 263 

85060 50376 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis 
sioning reactors Rule opposed due to possibility of questionable use of unsegregated 
docommissiorving funds to finance const of now plants 

STANSFIELD.E Ecology Center ol Soulhern Calilorna 50FR5600 120 85/05/16 
Docketing & Services Branch Ip 30717 268-301717 288 

8506050381 Comments on proposed rule 10CFR60 re specific exemptions from NRC 
regulations Supports clarification of staff practices for gratvling exemptions Urges 
Commission to consider comments submitted by AIF 

ZIMMEHMAN.SR Carolina Power 8 Light Co SOFR 16506 008 85/05/29 CHILK.SJ 
Office of the Secretary of the Commission 1 p 3071 7 321-307 1 7 32 1 

0506050401 Comments on proposed rule 10CFR50 12Cnteria In 50 12(a)(1) 
appropriate.Remainlng criteria In 50 12(a){2} require adtJl Info to provide meaningful 
comment Endorses AlF Lawyers Committee 850528 comments 
WITTL,fl L. Public Service Efeclric & Gas Co of New Jersey SOFR 16 508 007 85/05/ 
29. CHILK,SJ Office ol the Secretary of the Commission Ip 30717-272-30717 272 

8506050408 Forwards comments on proposed rule 10CFR140 re proposed criteria (or 
extraordinary nuclear occurrences Adoplion ol Option 3 encouraged Concept applica- 
ble to all radloacllvo mails hendiors, Including DOE 

LOUX.R R. Nevada, Slate ol. 5OFR13970 001 85/05/29 Docketing & Services 
Branch 3pp 30717 269-30717 271. 

6506050429 Comments on proposed rules 10CFR30,40,60,61,70 & 72 re decommis 
sioning criterion Opposes use of Internal segregated funds External segregaiod funds 
from taxes not controlled by utils or util assets preferred 

PECK.H Affiliation Not Assigned. 50FRS600 12^1. 85/05/29 Office ol the Secretary of 
the Commission Ip 30719 157-30719.157 

BS0605043B Comments on proposed amends to proposed rule 10CFR140 re revised 
criteria lor extraordinary nuclear occurrence Commission should either cfelele use of 
chanolng & undefined unit of measure or define unit ol measure uniquely 
EOISON,GE Planning & Program Analysis Slafl. 50Ffl13978 001A 85/04/29 Dock 
etlng & Services Branch Ip 30719 150 30719 150 

8506050514 Comments on proposed rule 10CFRS0 re co mm un leal ions procedures 
amends Supports rule.Requests that reporting requirements In 10CFR73SQS4(I)(1] & 
55 be addressed In proposed rulo 

WESTAFER.G.R, Florida Power Corp (subs Florida Progress Corp) SOFR 1884 006 
65/05/28 Docketing & Services Branch ip. 30719,092-30716 092 

8606110412 Comments on proposed rule 10CFR50 re limiting use of highly enriched U 
at research & lest reactors Ruta supported to avoid possible use of highly enriched U 
luol In nuclear weapons, 

BHILUJ.L AHI lie lion Not Assigned 49FR27769 143, 85/06/02. PALLAOINO.NJ 
Commissioners 1 p, 308 1 7 07 1 -SOB 1 7,07 1 

8506110429 Comments on proposed rule 10CFR60 re spocilic exemptions from NRC 
requirements Provision of specific criteria lor determining if oxomplion feasible en- 
dorsed In general. Inlroducllon ot other matl should be permitted, as needed 
OLSON,flC Baltimore Gas & Electric Co 50FR16506 010. 06/05/28. Docketing & 
Services Branch. 2pp, G081631S-30616316 


8506050195 Commonis on proposed rule 10CFR60 re policy for regulalion ol advanced 
nuclear power plants Supports early Interaction & NRC review ol now designs 
RAHE.EP. Weslinghouse Electric Corp 50FR11882 018. 85/05/30, iHOYLE.J.C. 
Docketing & Services Branch 4pp. 30716.013 30718.016 

8606050220 Requests withdrawal ol NRR 850526 commonis on proposed rule 
10CFR5O re communications procedures amend. 

SMiTH.H Ollica of Nuclear Reactor Regulation, Director, 50FR11884, 65/05/30 
GL£MENTS,W. Dockeling & Services Branch. Ip, 30710.040 30710,040. 

9506050242 Comments on proposed rules 10CFR30,40,S0,S1,7O & 72 re decom mis- 
sioning criteria for nuclear facilllles Opposes rule, Necessity to further ensure safe da 
commissioning from technical perspective unnecessary. 

PRIOHY.RB, Duke Power Co, 60FR6600 118, 85/05/09. CH1LK,SJ OIJico of the 
Secretary of the Commission, 2pp, 3071 8:217-3071 B'218 

9506050252 Package of two comments supporting proposed rule 10CFR50 ro proposed 
policy for regulalion of advanced nuclear power reactors 

GOLAY.M , LANNINQ,D,D„ LIOSKY,L M Massachusetts Institute ol Technology, Cam- 
bridge. MA, 60FR11B82, 85/06/30, PALLAOINO.NJ. Commissioners 11pp. 
30717:337-30717:347 


posed policy for regulalion ol 
Industry & regulator must be 

5/28, Dockeling & Services 


6606050282 Comments on proposed rule 10CPR50 re communications procedures 
Bmiend5,Proposod rule should be modilied to provide rules governing proprlelary sub- 

RAHE.E.P. Weslinghouse Electrio Corp 50FR11884 007. 65/05/28 CHILKS.SJ, 
Dacketlng & Services Branch 2pp, 30717:322-30717,323, 


0506050265 Comments on proposed rule 10CFR50 re pr< 
advanced nuclear power plants Independence between 
established w/o adversarial confrontations 
TUCKER, H.B, Duke Power Co, 50FR11082 016. 85/1 
Branch. 4pp. 30718 219-30718 222. 


0506050318 Comments on proposed rule 10CFR60 re regulations for advanced nuclear 

C rer plants Policy good attempt at getting head start on regulation of new genera- 
ol plants, NRC too prescriptive In regulations 

General Public Utilities Corp - GPU Service Corp. 60FR11B82 019, 86/ 
05/28. CHILK,SJ, Office of the Secretary of Ihe Commission, 2pp. 30719,048 
30719:047 


8506110434 Comments on proposed rule 10CFR5D re communFcation procedure 
amends Rule supported completely, Submittals not clearly addressed in proposed rule 
listed 

KOESTER.G.L. Kansas Gas & Elociric Co, 50FRt1084 009 85/06/05 Docketing & 
Services Branch 2pp 30816'312-30816313 

85D61 10448 Comments on proposed rule 1QCFRS0 re communications procedures 
amends Rule supported w/qualificatlons Further clerificallon necessary in several 
areas Oblects to use of regulations not re to nuefear safely 

CROUSE.RP, Toledo Edison Co. 60FR1ie84 010 85/08/05. Docketing & Services 
Branch 2pp. 30816.168-30816.169, 

8506110459 Comments on proposed rule 10CFR5D re speclllc exemptions from NRC 
requirements Conditions in proposed rule should be broadened to extent permitted by 
court decisions AIF commenla endorsed 

HELFflICH.R E Yankee Atomic Electric Co, 50FR16508 009, 85/06/03. Dockeling A 
Services Branch. Spp, 30815:047-30815.051 

8506110466 Commanls on proposed rule 10CFR50 re conversion ol research reactors 
from high enriched U to low enriched U Supports rule. 

MUNGOVAN,RE Affiliation Not Assigned 49FR277a9 140, 85/05/25 Cemmisslon- 
ers. Ip, 30808 300-30808.880. 

8508110467 Comments on proposed rule tOCFRSO re communications procedures 
amends Rule supported if applied 1o NRC as well as licensee 
HAHRINQT0 N.w:D, Boston Edison Co. 50FR11884 011 85/06/06. Dockeling A 
Services Branch Ip. 30815 052-3081 6'0S2. 

8606110476 Comments on proposed rule lOCFRSO re proposal lo convert US research 
reactors from highly enriched U fuel lo low enriched U fueLSupporls rule. 

BISHIN, W.R Affiliation Not Assigned 49Ffl27769 139. 86/05/30. PALLAOINO.NJ. 
Commissioners, Ip. 30818 269-30816-269. 

8506110476 Comments on proposed rule 10CFR50 re conversfon of US research reac- 
lors from highly ennehed 0 fuel to low enriched U fuel. Rule supported as posltlva step 
In reducing (hreal of lerrorism A risk to inti secunly. 

MISTYSYN.L, Affiliation Not Assigned. 40Ffl27769 142 85/05/29. PALLADINO.N.J. 
Commissioners. Ip. 30816.244 30816 244 
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8506110495 Commonls on proposed ftilo 1PCFR50 re coirimunications 
procedures Requirement should be clarified lo avoid conlusiori re addressing Itrs to 
proper NRC branch 

ENOS,JT Arkansas Power & Ught Co 50FRt18B4 012 65705/28 CHILK.S J Office 
of Ihe Secretary of fho Commission 1p 30816 19B-30SJ6-196 

8506110509 Responds to S50416 comments on proposed rule 10CFR60, "Disposal o I 
High Level Radwasle in Geoloflieal Repositories Amends to Licensing Procedures," 

rejectingrequeslforConimis5ioninsal(n0Pub]icg^ver>oppor1uni1ytocomnienl 

CHILK.S J Oflico of the Secretary o1 the Commission 50FR2579 85/06/04 
LOUX.R L Nevada, Stalo of 2pp 30814 253-30814 256 

8506110513 Forwards UCS comments on proposed rule 10CFB50 re regulatory ©xorrip- 
lions 

CURRAN, D Harmon, Weiss & Jordan 5OFni6506 012 85/06/05 CAMERON.FX 
Office of the Executive Legal Director Ip 30803 321-30808334 

--85061 10516 Comments on behalf of UCS on proposed rule 10CFR50 re rogulalo^ 
exemptions Proposal expands grounds for Issuing regulatory oxemplions to OL appli- 
cants & licensees of operating plants 

CURRAN, D, JORDAN^WS Harmon, Weiss & Jordan 50FR 16506 85/04/26 Com 
missioners 13pp 30608 322-30608334 

S50B110514 Comments on proposed rules 1 OCFR 19,20, 21, 30',32, 39,40, 51, 70, 71 & 150 
re licenses & radiation safely requirements for welf logging operatlor^s Recommends 
expansion of operating & emergency procedures 

WILKE, PH Consolidation CoafCo 50Ffl 13707 004. 85/06/04. Docketing 8 Services 
Branch 16pp 30808 33S-30808'350 

8506110527 Hequesls that comments of legal counsel on proposed rule lOCFflSO ro 
danlicalion of stds used In granting exemptions from regulatory roqulramenls be given 

consideration „ , 

ANDREWS, RL Omaha Public Power Disiricl. 50FR16606 014. 85/05/28 CHILK.S J 
Office of Ihe Sacrefaty of tha Commission Ip. 30B1S 192-30815 t92 

8506110536 Comments on proposed ruJa toCfflSO ro communication 

procedures Supports rule 

HUFHAM.JW Tennessee Valley Authority 60FR1ie84 007 65/06/03 Docketing & 
Services Branch Zpp 30815 227-30815 223 

8506110542 Comments on proposed rule 10CFR50 re communfcafton procedure 
amends Clan lication of reporting requirements needed Rev lo rulas.as proposed.not in 
best Interests of indusliy 

GUCWA.LT Georgia Power Co. 50FRt1B84 006 85/05/31 Docketing & Services 
Branch 4pp 308I5;256-30B15 259 

8506110543 Comments on proposed rule 10CFR50 re communication 

procedures Recommended changes unnecessary & unacceptable for listed reasons, 
OLSON.R.C Baltimore Gas & Electric Co. 50Ffl118a4 008 85/05/31 Docketing A 
Services Branch 2pp, 30815,260-3061 6 261. 

8506110645 Comments on proposed rules 10CFR1 9,20, 21 ,30,32,39,40,51,70, 71 & 150 
re licenses & radiation safety requirements tor well logging operellons Rule opposed 
due lo adverse economic Irroact on minerals industry 

GERDEMAN.FW Plateau Resources. Ltd 60FR 13797 005, 65/06/03 Docketing & 
Services Branch 2pp 30816041-30816,042 

8506110651 Responds lo 850417 comments on proposed rule lOCFfleO, "Disposal of 
High Level Radwasle In Geological Repositories. Amends lo Licensing Procedures,'' 
fejecling request for Commission maeling Public given opportunity (o comtnenl 
CHtLK>SJ. Office of Ihe Secteiaiy of the Commlsaon 6uFR2579 85/06/04 
SAMPSON.MR Yakima Indian Nallon. 2pp 30B16022-30B16 025. 

-8506110653 Comments on proposed rule 1OCFR60 re amends to licensing procedures 
for disposal of high level radwasle In geologic raposilorlea Public meeting requested 
prior lo voting on final rule 

SAMPSON.MR Yakima Indian Nation 60Ffl 2579, 85/04/17, PALLADIND.NJ Com- 
missloners 2pp 30616 024 -308 16 925 

8506110554 Comments on proposed rufes 10CFR49,70 8 ISO re mall balance 
repts Supports rules Rules should revise proposed filing dale of rept 
WESTAFEfl.e R, Florida Power Corp (subs. Florida Progress Corp,), 50FR19695 001. 
66/06/06 Docketing & Services Branch 2pp. 30816928-36316,029 

6506110559 Comments on proposed rules 10CFR30,40.50, 51,70 S 72 Rules need dres' 
tic mod to become adequate framework for decommissioning process No specific erf- 
lerla for decommissioning decisions provided. 

ELDER, JH Concerned Citizens for SNEC Safety. 60FH5600 122 85/05/06. Docket- 
Ing & Services Branch 3pp 30816 033-30816.035. 

8606110560 Responds to 860506 commenie on proposed rule 10CFR69, "DispossI of 
High Level Radwasle In Geological Repositories: Amends lo Licensing Precadu/es," 
relating requesl for Commission meeting Public given opportunity lo comment. 
CHILK,SJ Office of the Secretaiy of the Commission &0FR2579 85/06/04. 
FRISHMAN.S. Texas, State of 2pp. 30630 306 30630.31 D. 

8508110562 Comments on proposed rule 10CFR50 re new criteria for granting 
exemptions Agrees tfial "no undue risk" appropriate statutory std for granting exemp 
tions 

BRADBURY.R B, Stone A Webster Engineering Corp. 50FR 16506 011. 85/06/04. 
Docketing & Services Branch 2pp 30816036-30B16.037. 

5596110664 Commenls supporltng proposed rule 10CFR50 re conversion of US re- 
search reactors from highly enrlcnw U |o low enriched U fuel, 

LEHMAN.D.S, Lehman, D.S„ MD„ 40FHa77SB 141. 85/05/29 PALLADINO.N J Com- 
missioners 1 p, 30616.038-3DB16'938. 

8506110S66 Comments on proposed rule 10CFR50 re specilio oxemplions from NRC 
requirements. Rule supported, but rev adds conditions (a be met instead of clarifyfng 
basis for exemption. 

THORpEJ.R General Public Utilities Corp. - GPU Service Corp 60FRt650e 013. 85/ 
05/31, CHILK.S.J. Office of the Secretary of the Commission. 2pp 30816:926- 
30816:027 

8506140626 Forwards regulatr^y history procedures package for proposad ruts 
10CFR35, "Physicians Use of Radioactive Drugs." 

MCDONALD, C, Materials licensing Branch. AB72-1. BS/06/11. SMITH.R. Record 
Services Branch (Document Control Desk), Ip. 30934:112.30934'912. 


-8506140830 Forwards commonls on proposed rulemaking to authorize approved radio- 
pharms for unapproved uses 

DORIAN.TF Regional Operations A Enforcement Division, AB72-1 84/10/25 
MILLER.VL Materials Licensing Branch 1p 30934 113-30934 113 

-8506140831 Forwards proposed rulemaking to authorize approved radiopharms for un- 
approved uses Commenls due by 841 100 

WILLER.VL. Materials Licensing Branch AB72-1 84/10/18 OLMSTEAD.W Regional 
Operations & Enforcement Division GOLLER.K Division ol Radiation Programs A 
Earth Scierrcas (post 640429) PHILIPS.J Division of Rules and Records 2pp 
30934 114 30934 115 

-8606140634 Concurs in publication of proposed rev to 10CFR35 to authorize approved 
radiopharms for unapproved uses 

GOLLER.K R Division of Radiation Programs & Earth Sciences (post 840426) AB72- 
1 84/11/06 MILLER, VL Materials Licensing Branch Ip 30934 116 30934 116 

—8505140637 Forwards marked up proposed rule authorizing approved radiopharms for 
unapproved uses Memo to EDO requesting approval & Issuance ol new rule neces- 
sary 

FELTON,J M Division of Rules and Records AB72-1 64/10/29 MILLER, V L Materi- 
als Licensing Granch Ip 30934 1 17-30034 117 

-8412200621 Raised no legal objection to publication of proposed rule authonzing add! 
methods for use of approved radiopharms Typos on end wJ Dircks memo corrected 
DORIAN.T F Regufalions Division AB72-1 B4/12/13 CUNNINGHAM, fl E Division of 
Fuel Cycle A Material Safety Ip 30934 119 30934 116 

-6506140639 Concurs fn proposed rulemaking to authorize addi methods ol use for ap- 
proved radrqpharms,pera4i211 request 

GOLLER.K R. Dtvlsfon of Radiation Programs & Earth Sciences (post 840429) Aa72- 
1 34/12/26 CUNNINGHAM.R E Division ol Fuel Cycle & Malerial Safely. Ip 
30934:119-30934 119. 

-8506 140641 Concurs in proposed rule 10CFR35 authorizing addI methods of use of 
proposed radiopharms 

PHILIPS, J Division of Rules and Records AB72-1 04/12/19 CUNNINGHAM.R E D1 
vision of Fuel Cycle & Material Safety 2epp 30934 120 30934 147 

-8506140645 Forwards proposed rulemaking 10CFR35 authorizing addi methods of use 
lor approved radiopharms Comments due by 841220 

CUNNINGHAM.R E Materials Licensing Branch AB72-1 84/12/11 OLMSTEAD.W S 
Regional Operations & Enforcement Division GOLLER.K R Division of Radiation Pro 
grams A Earth Sciences (post 840429) PHILIPS, J.D Division ol Rules and Records 
Ifpp 30934 148-30034 166 

-8506 1408 48 Forwarids proposed rulemaking 10CFR35 to allow use of certain radio- 

K " 8 for procedures not listed on FDA approved labels 

,JQ Ollfce of Nuclear Material Saloiy & Safeguards.Direclor AG72-t 85/03/ 
26 DIRCKS,W,J Office Of the Executive Director for Operations 2pp 30934 169- 
30934 170 

“8506140651 Agrees w/NMSS recommendation that proposed rulemaking 10CFR35 bo 
con tmued, Rule making is minor & Irnplemenls existing policy. 

MINOGUE.R B Office of Nuclear Regulatory Research, Director, A B 72-1 85/02/11 
DIRCKS, WJ Office of Ihe Executive Director lor Oporalicna 3pp. 30934 ITO- 
30934-181 

-8598140954 Summanzlos proposed rulemaking 10CFR35, "Use of Certain Radio- 
pfiarms for Procedures not Listed on FDA Approved Label," for RES independent 
review beard members 

* Renulflloiy Analysis & Materials Risk Branch (post 840429) AB72-1 65/01/06 
NRC - Ne Detailed Affiliation Given 4pp, 30934 162-30934;105 

“8506140657 Recommends NRC proceed w/proposod rulemaking 10CFR3S re meth- 
ods of use oi radlopliarms, 

GOLLER.K R. Division ol Radiation Programs & Earth Sciences (post 840429) AB72- 
1 84/12/26 GILLESPIE.FP, Office oT Nuclear Regulatory Research, Director- Ip 
30934 186 30934:166. 

-8506140659 Forwards addendum lo 841226 review package of proposed rulemaking 
10CFH36 Health A safety considerations for addi uses cause no addi risk 
GOLLER.K R Division oi Radiation Programs & Earth Sciences (post 640429]. A672 
1. 85/01/14, GiLLESPIE.F.P Division ol Radiation Programs A Earth Sciences (post 
640429). 36pp. 30934:167-30934-222 

"8506140660 Forwards requests for exemptions (rom/excoptions to 10CFfl35 
AXELSON.W.L Region 3, Office ol Director. AB72-1 64/04/20 MULLER, VL. Materi- 
als Licensing Brencn 3pp 30934:223 30934:225 

-6506140669 Forwards request that 99mTc-pertochnelale be excepted from 
IOCFRos 14(b)(6) for performance of dacryocystography, per final rule in B30204 FR 
WEIR,Q J American College ol Nuclear Physicians AB72-1, 84/01/27. 0AYIGK,DA 
Office ol Nuclear Regulatory Research, Director 29pp 30934.226 30034-254- 

-65016140672 ^ricalloA for amend to License 13-16550-01 Amend would exempt 
hosp from 10CFfl35.14Cb){8) re use of Tc 99m portcchnetate & Tc-99m sulfur colloid 
for evaluation of veniriculo perflenaal shunts 

CHERMEL.I. Methodist Hosp ol Gary, Inc,, Gary, IN A872-1, 03/11/26 Region 3. 
Office of Director 23pp, 30934:265-30934.277. 

“8606140675 Forwards package Insert from sulfur colloid kit, detailing radiation dosime- 
try for Intravenous lnjectlons,ln response to 840917 request, Dose range for listed 
studies will be 1 5 mcl 

BUDD,J Methodist Hosp ol Gary, Inc,, Gary, IN, AB72-1 84/09/20. MCDONALD,, S 
NRC - No Detailed Aflllialion Given. 4pp. 30934-278-30934-281, 

-6506140677 Provides refs re radiation dosimelry estimates lor vonlrjculoalrlal/vantri- 
culo-perlloneal shunts using Tc-99m pertochnolalo.lnfo submitted for Molhotflsl Hosp 
of Gary.lN re request for exemption from 10CFR35 

BUHR.S Standard Nuclear Consultants, Ltd, AB72-1, 84/11/09. MCDONALD.C Ma- 
terials Licensing Branch, 14pp. 30934-282-30934:295, 

—8606140678 Requesis review of licensee requests to use radiopharms for procedures 
not described on package Insert a. Comment requested by 840827, 

MILLER.V.L, Mafertals Licensing Branch, AB72-1 84/07/17. ALMOND ACRS - Advi- 
sory Committee on Reactor Safeguards. 16pp. 30934:206 30934.31 1. 
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"850S1 40600 Declines to answer all questions re requests to authorize approved radio- 
pharnis for unapproved uses 

ALMOND.PR MO Anderson Hosp, Houston, TX AB72.1 84/09/04 MILLER, VL 
Materials Licensing Branch Ip 30934 312-30934 312 

8SD6I90337 Comments supporting proposed rule 10CFR50 re conversion o( research 
reactois from high enriched U fuel to low enriched U luol 

BYRNE,M AfhliBtion Not Assigned 49FR27769 145 85/06/08 PALLAOINO,NJ 
Commissioners Ip 30996 059-30996 059 

8506190342 Package of three comments opposing proposed rule 10CFR9 re NRC 
secret meetings 

HOULLS ATE-WEST, 8REWER,NE, R0UCH,0 Adilialion Not Assigned 50FR20889 
85/06/18 OHice of the Secretary of the Commission 4pp 30996 055-30996058 

85061903 49 Forwards Working Group on Nuclear Explosives Control Policy 650515 !lr 
expressing deep concern over recent Indications that NRC may not pass research re- 
actor conversion rule as originally proposed 

LEV£NTHAL,P Nuclear Control Institute 49FR27769 137A 85/05/15 

PALLADINO,N Commissioners Ip 30998 284-30998 287 

--8506190358 Comments on proposed rule tOCFRSO re curbing use of highly 
on riched,weapon5 usable U In domestic research & test reactors Ph/s leal security 
measures fnlerlor substitute for conversion to low enriched U to eliminate risks 
LEV£NTHAL,P Nuclear Control Institute AFTERGOOO.S Commiltoe to Bridge the 
Gap ALB RIGHT, D Center for Energy & Environmental Management 40FR27769 85/ 
05/16 PALUOINO.N Commissioners 3pp 30996 285-30098 287 

8506190395 Comments on proposed rule 10CFR50 re regulation of advanced nuclear 
power plants Encourages development ol much less prescnplive regufatrons & more 
reliance on tests & actual demonstration rather than on analysis Comment list end 
SCHMJTZ.RP Bechtel Corp 50FR11882 020 85/06/13 Docketing & Services 
Branch 3pp 30998 066-30998.090 

6506190403 Package of two comments supporting proposed rule lOCFRSO re highly en- 
riched U conversion proposal 

HAFeWEISTER.D., ROSE.M. Alfillallon Not Assigned. 49FR27769 85/06/17 
PALLADINO.N Commissioners Opp 30990 271-30998'276 

6506190411 Comments on proposed rule lOCFRSO re limiting use of highly enriched U 
m domestic research & test reactors Supports rule 

PLOTKIN.SC Southern California Federation of Scionlists 49FR27769 144 85/06/ 
10 PALLADINO, ROBERTS, T, BERNTHAL.F Commissioners, 3pp 30998 261- 
00998 263 

850619 0476 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria (or nuclear facilities Rule opposed as unnecessary & recommendation 
made to withdraw rule 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 50FR6600 123 85/06/ 
10 Docketing & Services Branch. 5pp, 30998 306 3099B’310. 

850619 04B1 Comments on proposed rules lOCFRSO, 40,60, 51, 70 & 72 re nuclear facility 
decommissioning criteria Financial test similar to test used by EPA suggested for Pari 
30 & Part 40 licensees. 

WISSINK.R Q 3M Co , Minnesota Mining & Manufacturing Co. 50FR5600 124 85/06/ 
13 Docketing & Services Branch Ip 30998.288 30998 288 

8506190484 Comments on proposed rule lOCFRSO re specific exemptions from NRC 
requirements Supports rule 

GUCWA.LT Georgia Power Co, 50FR16506 015 85/06/13 Docketing & Services 
Branch 2pp. 30898.304-30998:305 

8506210127 Package of two comments opposing proposed rule 10CFRS re conduct of 
Commission meetings under Govt In Sunshine Act regulations. 

LASHgT R. Illinois, State ol EDDLEMAN.W. Public Interest Research Group, North 
Carolina EDDLEMAN.W Eddleman, W, 50FR20D99 06/06/19, Docketing & Services 
Branch Spp. 31024 341-31024-346 

6506210143 Notice of extension of comment period (or proposed rule 1OCFR0, "Govt in 
Sunshine Act Regulalions,’' until 850705, 

CIIILK.SJ Office of the Secretary ol the Commission. 50FR208B0 05/06/19. 2pp 
31024 a67-31O24'250. 


8508240266 Comments on proposed rule 10CFR9 re closed meetings, one step applica- 
tion & licensing process & prohibition ol intervention Rule opposed Checks & balances 
of democratic govi must be applied New blood needed on Commission 
CATT0IR,AC, CATTOIH.M Affiliation Not Assigned SOFn20a89 008 85/06/16 
Office ol the Secretary of Iho Commission tp 31061 239 31061 239 

6506240664 Comments on proposed rules 10CFR30, 40,50,5 1,70 & 72 re nuclear 
decommissioning Supports min federal stds Objects to preemption of more stringent 
slate laws Applicable portion of Slate of ME law end 

KANY.JC Maine, Slate of 50FR5600 125 85/06/14 PALLADINO, N Commissioners 
14pp 31159 103-31159 116 

6506240613 Comments on proposed rules 10CFR3 0,40,6 1,70 & 72 re licensee trnancial 
responsibility require ments for cleanup ol accidental & unexpected release o! radioac- 
tive malls Bonds required would bo generally unavailable 

WINE.DE Surely Association of America 50FR23960 001 85/08/17 Docketing & 
Services Branch 2pp 31066334 31066 335 

8506250131 Comments on proposed rule 10CFR9 on Govt in Sunshine Act 
regulations Rule endorsed because NRC will be better able to meet Congressional ob- 
jective of dccislon-making via collegial Commission structure Immediate action en- 
dorsed 

HELFRICKR E Yankee Alomic Eleclric Co 60Fn20aB9 012 85/06/20 Dockoting & 
Services Brar>ch 2pp 31180065-31180 066 

8506250135 Package of three comments opposing proposed rule 10CFR9 re change to 
Sunshine Act rules which allows "secret NRC mootings " 

SINCLAfR.M, RICHARDSON,R L , QLENN.C Afliliation Not Assigned S0FR20889 
85/06/21 Ollice ot the Secretary of the Commission Spp 01160 069-31180 071 

8506250172 Comments on proposed rule 10CFR50 re conversion from use of highly en- 
riched U to low enriched U for non power reactors Failure of Commission to send 
clear signal would have serious Inti ramifications 

CRANSTON.A, HATFIELD, MO Senate, Appropriations 49FR27769 149 65/06/18 
PALLADINO.N. Commissioners 2pp 31180 100 31180.101. 

8506250347 Comments on proposed rules 10CFR30,40,50,&1,70 & 72 ro decommis- 
sioning cniena (or nuclear lecilitlosRule should focus on site specific, realistic decom- 
missioning cost estimates & should not foreclose options 

KENNEDY.WJ Atomic Industrial Forum 50FR5600 126 85/06/20 GHILK.SJ Office 
of the Secretary ol the Commission 9pp 31130 254-31160 262 

8506250399 Comments on proposed rules 10CFR1 9. 20, 2 1,30, 32,39,4 0,51, 70, 71 & 160 
ro regulations for well logging operations "Radioactive Iron nails" should be removed 
Irom definition of "radloacliva marker " 

RACSTER,C E Schlumbeiger, Ltd 50FR13797 006, 05/06/17 Ollice ol the Secretary 
of the Commission 6pp 3119S.162-31I98'169 

8506260155 Comments on proposed rule lOCFRSO re conversion of research & lest 
reactors from highly enriched U to low enriched U fuel Rule supported 
HOUSE R,M Alllli alien Not Assigned 40FR 27769 151, 05/06/17. PALLADINO.NJ 
Commissioners 1 p. 3 1 2 18 285 3 1 21 8-205 

8506260161 Comments on proposed rule 10CFR14O re proposed criteria lor extraordi- 
nary nuclear occurrences Supports Option III. 

SHtALY.HQ. South Carolina, Slate ol 50FR13978 004 85/06/20. Docketing & Serv- 
ices Branch. 1p 31210-257-3(219 257. 

6S0626D233 Commonis on proposed rule I0CFR9 ro Interim rule on Sunshine Act Util 
generally supports rule because earlier rule too restrictive Howe vor,rulo should not 
Interfere w/aclivo Induslryjperllc Ip alien in potential issue con side tel Ion. 

BENNETT, J P, Baltimore Gas & Electric Co 50FR20B09 016. 65/06/20 Dockoting & 
Services Branch 2pp. 31210 263 31216 264 

8506260240 Comments on proposed rule 10CFR9 re interim rule change for definition 
of '‘meeting.'’ Rule supported as Improving colleglallty & olfocling fuller exchange ot 
info.lherafore enabling Commission to funoflon more ailicisnily. 

BRADBURY, RB, Stone & Webster Englneonng Corp. 50FR20899 018 06/06/19. 
Docketing 5 Services Branch 1p 312I9302-3121O3O2. 


B5062 19333 Comments on proposed rule 10CFR60 re weapons grade U on collage 
campuses Supports rule. 

GILLIS.K. Calilornia, Univ, ol, Davis, CA 40Fn27769 148. 85/06/17. BERNTHAL 
Commissioners. 2pp. 31034:087-31034 100. 

~8S0'521O334 Comments on proposed rule lOCFRSO re limiting use of highly enriched U 
in domeslic research & test reaclor.Supporls rule 

KOTT.K. Calilornia, UnIv. of, Davis, CA 49FR27769 84/08/23. PALLADINO, ASSEL- 
STINE, ROBERTS Commissioners, 2pp 31034-089-31034,092 

'••8596210336 Comments on proposed rule lOCFRSO ro conversion ol all nuclear re 
search reactors from highly enriched U to low enriched U Supjports rule. 

GILLS.K. California, UnN ol, Davis, CA, 49FR27769. 84/10/29 Dockeling A Services 
Branch, app, 31034:093-31034,100 

8506210338 Proposed rules lOCFR 30,4 0.6 1,70 & 72, "Financial Responsibility Require 
menia Applicable to NRC Licensees for Cleanup ol Accidental & Unexpected Re- 
leases ofRadloactive Mails '' Rule would amend regulations re financial means, 
CHILK.S J. Office ol (he Secretary of the Commls^on 60FR2396O, 86/06/04 21pp. 
31032 175 31032 196, 

8508240161 Comments on proposed rule 10CFR60 re conversion of research reactors 
froir highly enriched U to low enriched U.Threal of terrorists obtaining weapon s-grado 
U at univ reactors requires aollon from NRC, n « 

DAVJDS0N,J. Affiliatfon Nol Assigned, 49FR27769 149 85/06/18 PALIADINO.N.J, 
Commissioners 2pp, 31061:279-31081 280 * 

6506240280 Comments opposing proposed rule 10CFR9 re Govt in ihe Sunshine 
AcLRula will eliminate limely Inlorvention & allow more secretive Commission ses- 
slofta to sell out public health A safely, More scrutiny of NRC needed 
LEWIS M I. Lewis, M, 60FR20989 007 86/06/16, NRC - No Detailed AHIIIation Given 
ip 31061:236-31061:235 


8506260287 Package of five comments opposing proposed amend to 10CFR9 re Govt 
In Sunshine Act, sped llcally redefinition ol "meeting" & Increasing secrecy of NRC 
proceedings 

KIRTLEY.JE, ENGLISH, E.P, Reporters Committee for Freedom of Ihe Press. 
MAGUIRE.WT. American Newspaper Publishers Association, 50FR20889 85/06/24 
Commissioners 20pp 31219.303-31219 322 

8606260543 Comments on proposed rules 10CFR19,20, 21, 30, 32, 39,40,51, 70, 71 & 150 
re well logging operation Recommends that rules for coal logging be made separate 
from oil & gas logging & salely guidelines sot for open hole use of logging tools 
EVENSON.W.A. ANR Coal Co 50FR 13797 007, 85/06/19, Dockeling & Services 
Branch. Ip 31221-133-31221.133. 

8506260550 Comments on proposed rules 19CFR19,20, 2 1,30, 32,39,40, 61,70, 71 & 160 
re regulations for drill hole geophysical logging Regufation does nol consider coal ex- 
ploration logging & consequences & costs to coal Industry 

DEUSEBIO,JL United Coal Co 50FR13797 008 85/06/18. Docketing A Services 
Branch 4pp. 31221-129 31221.132. 

8506260049 Comments on proposed rules 10CFR19,20,21,30,32,39,40,51,70, 71 A 150 
re regulation of well logging operations Rule opposed Regulalions should be applied 
only lo oil A gas logging industry.CommenI period should be extended. 
CLEMMENS.CB. Appafachlan Coal Surveys 60FR10797 009, 86/06/18 

PALLADINO, N, Commissioners 1p 31263 330-31253-336. 

8506260066 Comments on proposed rule 10CFR9 re proposal lo redefine rules govern- 
ing Commission ineellngs.Publlo more sensitive about nuclear energy than any other 
suD] Rule should not be tent or warped 

OTHMAN,MO Affiliation Nol Assigned 69FR20889 920 85/08/16 Office of the Sec- 
relaiy of the Commission 1p 31255947-31265047 
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PRM PETITION FOR RULEMAKING 


B6061 10496 Palilton for rutomaking PRM-50 39 re emergency arrangements for merfical 
fives lor coniaminated iniured tnoivideals 

PIGOTT.DR Soulhern Californta Edison Co PI60TT.DR Orrick, Herrington & Sut 
Clifle 50FR20799 05/03/29 l7pp 30016 172 300 16 18& 

0506110499 Notice of receipt of petition for rulemaking PRM-SO 39. amending emergen 
cy planning regulations lo Claiiiy onsite & ofisile emergency response plans to loTlecl 
need for medical atianooments for conlaminaled & m)uied poisons 
CHILK.S J Offico of the Secretary of the Commission 50FR26799 65/05/14 6pp 
30B16 2O4 30816 209 

8508110501 Notice of 60-day comment period re petition for rulemaking PRW-SO 39 
from Southern California Edison Common! period expires on 650722 
CHILK.S J Olfico of the Secrolary of the Commission 50FR20799 85/06/06 Ip 
30816 17 1 30816 171 

8506190367 Advises of no Comment 6 on petition for rulemaking PBM 71-10 Number 
Inadvertently skipped & will not bo used ^ ^ 

* Oockeling 8 Services Branch 85/06/10 AffiJiBtion Not Assigned ip 30997 154 
30997 154 


PROJ PROJECTS • PREDOCKET LICENSING 

fl6O'0O7O614 Foiwards detailed comments on Topical Repl NUHOOt re review of design 
& operation of dry storage concrete modulo ISFSl 

ROUSE.LC Advanced Fuel 8 Spent Fuel Licensing Branch 85/05/29 MASSEY. J V 
NUTECH Engineers. Inc 27pp 30798 198 3079B 224 

8506140255 Foiwards Vol IV ot West Valley Oamonslration Project SAR prepared by 
Wosi Valley Nucieai Sves Co.tnc (or coinenl soLdiLcatron sys W/ocncl 
HANNUM.WH Energy. Dept of. Idaho Operations Office 25270 86/04/23 
CLARK.A T Advanced Fool 8 Spent Fuel Licensing Branch 2pp 30987089 
30907 090 

8506140262 MRS 6-84 fl02 Rev 2 to "Funclional Design Criteria for Monitored Retrieva- 
ble Storage (MRS) FacMy " , , 

HAlL,n J Baltolle Memorial Instilule. Pacific Northwest Laboralorioa 25191 85/06/ 
20 72pp 30907 016 30907 088 

8506140456 Informs of 850729 0802 8 0 930 1004 tnoniloring visits in accordance w/ 
Section 2(c)l4) of West Valley Demon stration Prolect Act in areas of OA & measure 
men! 8 environ survey programs 

CLARK.A T Advanced Fuel 8 Spent Fuef Licensing Branch 05/05/29 
HANNUM.WH Energy, Dept of. Idaho Operations Office 2pp 30906 262-30906 263 

8506140595 Forwards detailed review of Section 1 1 (QA program) of ’’Topical Rept for 
NUTECH Horizontal Modular Storage Sys for Irradiated Nuclear Fuel ” Requests rev 
to QA program description responsive to end acceptance positions 
ROUSE.LC Advanced Fuel a Spent Fuel Licensing Branch 85/06/07 MASSEY.JV 
NUTECH Engineers. Inc 15pp 30934 315-30934 329 

8508190544 Forwards Mitsubishi Heavy fndusIrios.Ltd 850530 Hr notifying of purchase 
of rights to Ridihalgh,Eggers 8 Assoc, Inc dry slorago cask technofogy. 

ROUSE.LC Advancod Fuel S Spent Fuel Licensing Branch 85/06/07 Advanced 
Fuel 8 Spent Fuel Licensing Branch Ip 31013 34B 31013 34B 

“8606190545 Confirms discussion re purchase Of rights to technology & know-how 
used by nidibatoti.Eggefs 8 Assoc.Inc In devoiopmenl of 2,023 dry storage 
casks Purchase otiective as of 850415 

MISHINLIMA.N Mitsubishi Inlornallonal Curp {subs of Mitsubishi Corp) PNE815 
RHC 85/05/30 ROUSE, L.C Advanced Fuol & Spent Fuel Lrconsing Branch 2pp 
31013.347-31013 348 


PT21 NONCOMPLIAKCE REPORTS AND RELATED CORRESPONDENCE 


8506030314 Part 21 rept re shipment of incorrect Joseph T Ryorson & San.tnc moll 
which could compromise RcS pressure boundary integrity Initially reporlod on 
650524 Body to-bonnet studs removed AddI corrective action nol yol doterminad 
LUNDVALL.AE Balllmore Gas 8 Eloclric Co. 85/05/28 MURLEY.TE Region 1, 
Office of Director. 2pp 30673 302 30673 303. 

8508030420 Pad 21 repl re electro thermal links not Jnstalled in lire dampers per UL 
requlremenls Sample Itr to affected pro[ects end. 

YARGES.RJ fluskin Manufacturing Co 86705/30 PETROSINO.JJ Director’s Oflrce. 
Office ot Inspoclion and Enfotcement 3pp 3087S 029>30d7&031 

8506040035 Pari 21 rept re Colt Industries emergency diesel genaralor sei failure during 
overspoed tests following diesel engine overnaul Inlllally reported on 6505 17 Louis 
Allis representative sent (o site to evaluate failure. 

LEUSINK.HH Louls-Allls Co 65/05/21 MURLEY.TE Region 1, Office of Director 
Ip 30700 347-30700, 347 

0606040431 Part 21 rept re resistance temp detector (RTO) cahbr anomalies m RTOs 
mfg by RdF CoSately margin assessmenia being performed (or operating plants to 
evaluate potential ellecis on plant Tech Specs. 

RAHE,E.P Weslingbo use Electric Corp NS-NRC-85 -3034. 85/05/06 THOMAS, CO 
Division of Licensing 4pp 30709 09040709 093 

8506070024 Pari 21 8 Interim cons! deficiency repl re heat burld-up In emergency diesel 
generator cabinets reported by Louis Allis. Initially reported on 850403 Bechtel invesli 
gallon continuing Next repl will be submitted 850503 

MARTIN.TJ Public SeNice Electric S Gas Co. of Now Jersey 85/05/06 
MURLEY.TE Region 1, Office Ol Director 2pp 30800336 30800336 

8506070070 Responds lo FOIA request lor documenfs re prehled (estimony (Med In CP 
or OL haanngs.speeches 8 published papers re nuclear power & Infernal ineinoranda 
re faciMy.Fatwards documents listed In App A F Search conlinuing, 

FELTON.J.M Division Ol Rules and Records $4mm GLASSREGEL.H Shaw, Pitt- 
man. Polls a Trowbridge. 150pp 30878' 126-30881, 036 


"0506070585 DiscuSses reporting of 10CFRS0 55(e) deficiencies identified by licensee 
during preparation ol response to show cause order Signiheani const dehciencrss 
idenlified in response to order must be reported per Part 21 
SEIDLE.WC Region 4. Dallas. Reactor Construction 8 Engineering Support Brench 
80/07/02 Region 4, Dallas. Reactor Construction 8 Engineering Support Branch Ip 
30879 129-30879 129 

850607t>l)S6 Pari 21 8 final deticioncy repl re fuel oil lino rupture in TDJ 
generators Inibally reported on 831121 Shield between Fuel lino 8 turbocharger ex- 
haust gas inlet will be installed Correclive actions wilt be completed by 861201 
HUFHAM.J W Tonnesseo Valley Authority 85/03/29 GRACE. J N Region 2. Oifice cP 
Direclor 2pp 30800 186 30800 189 

8506070107 Pan 21 8 sixth interim deircioncy repl re uso ol incorrect response spectra 
in Gilbert/Commonwealth piping analysis Initially reported on 620426 Problern issued 
lo incorporate correct spcclia Next icpi expected by 050701 

HUFHAM.J W Tennessee Valley Authority 85/05/13 GRACE.J N Region 2. Office of 
Director 2pp 30801 191 30601 192 

6506070128 Interim deficiency repl re potential for cracking of check valves in on 
engine mounted starting air piping ot TD) diesel genorators Initially reported on 
850401 Cause not determined No corrective actions Related correspondence 
COOK.JW Consumers Power Co j(l285 810 OL 85/04/26 KEPPLER.JG Regions 
Oflico of Direclor 3pp 30798 338-30790 340 

0506070133 Pad 21 8 third interim Deficiency Repl NCR 3511 re Lambda Power 
Supplies Initially reported on 841025 Oelicionclos in process ol evaluation Next rept 
expected by 851108 

HUFHAM.J W Tennessee Valley Authority NCR 3511 05/05/21 GRACE.J N Region 
2. Ofheo ol Director Ip 30800 198-30800 198 

0508 070269 Pad 21 rept to failure of Inner polar connector between damper bar circuit 
on generetor main hold Cause ol failure nol defined Further Investigation necessary 
LElfefNK.HH Louls-Allis Co 85/05/29 MURLEY.TE Region 1. Olfice of Direclor 
Ip 30751 350 30751 350 

0506070451 Part 21 & final Deficiency Ropis NRC-OS-IOS 8 NRC 84-333. Item 157 ro 
GH Bollis operators on Ruskin supplied dampers ImtiaDy roporled on 
831221 Dampers roworked w/rocommendod EP seals 8 Molykolo 44 lubricant 
PARSONS.RM Carolina Power 8 Light Co NRC-343 05/04/05 GflACE.JN Region 
2. Office ol Direclor 4pp 30800 093-30800 096 

0506870865 Final potential reportable event rept re floor response specira chango ef- 
fects In diesel genaralor bldg described In 650402 Hr Roovaluatlon of oqiiipmeni & 
piping indicates no safety hazard Event not reportablo 

sAlLEfl.W F Gilbert /CommonwealH). Inc (formorly Gilbert Associates, Inc ) 85/05/ 
31 TAYLOR, J M Director’s Oflice, Oflico of Inspection and Enforcement Ip 
30795 150-30795 160 

0506100 T76 Part 21 & final deficiency repl.llom 101 re defective governor drive coupling 
Installed In Koppers Co, Inc emcrqoncy diesel engine gonoralor sols shipped by TOL 
Initially roporlodi on 820909 Defective coupling ropTacod 

PARSONS.RM. Carolina Powers Light Co NRC-365 05/05/22 GRACE.J N Region 
2. Oflico ol Director 4pp 30020 045-30020048 

8506110104 Potential dellcloncy rept ro possible component support intorforonco Full 
five degree angular rotation not available when rigid sway struts connected lo /auliy 
beam attachmonfs Cause & olfects under review Noxt rept duo wk of 850624 
HEIN.W.D Power Piping Co (subs of Hatlan Eloclric Co) 05/06/06 Director’s 
Office. Oflico ol Inspoclion and Enforcement ip 30806 020 30806 029 

65061 10330 FoUovrup Part 21 & deflctoncy rept re lallure of General Motors Corp cam 
shaft bearing support bracket on diesel generator 2G003 Components roplacod 8 ro 
lotqued & liont boll hoJos on support bracket enlarood, 

HAYMES.JG Southern CalKomla Edison Co 86/05/16 MARTIN.JB Region 6, Oltice 
of Director 2pp 30806 183 30806 184 

0506110334 Supplemental Part 2f rept re addi circuit breakers, furnished as spares, w/ 
ovorcurrani Inp devices lhal may have short lime delay band lever Items require Insp 
& repfacemeni If link found Incorrect 

KAISER, A F. Brown Bovori Corp (subs of Brown Boverl 8 Co, Ltd). 65/06/06 
OEYOUNG.RC Director’s Office, Office of Inspection and Enforcement 3pp 
30814250-30ai4 252 

8506110385 Discusses planned Insp per 850502 lelcon Company sub] to NRC frsp bo- 
cause mall supplied le nuclear Industry under ASME matt suppliers cerliflcaie of au 
Ihonzation covered per Part 2t 

ZECH.GG. Vendor Program Branch. 86/06/19 GUTHRIE.R. Valley Steel Products 
Co (subs of Valley Indusirios). 3pp 30817 234-30817 236 

8S061 10477 Discusses reevaluation ot Part 21 rept ro Solanb energy absorbing mails 
mfg In 1079-1990 MIg sys satlstactory & etlocUvoTost & audit repis enc) 

GHAPER.H Hoxcel Corp 85/06/08 ZECH.GG Vendor Program Branch 0pp 
30816 245 30816 288 

860S130567 Amends 850523 Part 21 repl to Include Loctile Grade 242 as acceptable 
mat) Info fir & Hr to util end 

CUMMfNS.B R. Henry Pratt Co 05/05/30. KEPPUER.J.G Region 3, Office ol Ditecler. 
3pp. 30891 098-30891' 106, 

-8506130573 Part 21 rept re lack of Loclite on Pratt nuclear model valves w/Limllorque 
operalers.por Bechtel 650507 Hr & Oeticiency Evaluation Rept 84*101 Actuators 
should be ralnstalfed in valves using Loctile Qraaes AV,271 & 277 
CUMMINS. B R Henry Pratt Co 85/05/23 KEPPLER.J G Region 3. Office of Director 
6pp 30861;101-3089|:106. 

6S06140067 Daficfency Rept SDAR*178 re Part 21 notice from Wesifnghouse indicating 
core exit temp moniionng sys Ihermocouple signal may produce errors Initially re(>ort 
ed 850510 Matter not reportable under 10CFRSO 55(e) 

WELLS. J.R Texas UIIHties Eleciric Co (formerly Texas Utilities Generating Co) TXX- 
4485 35/06/03. HUNTER, D.R. Region 4, Office of Director, ip 30909103- 
30909.103. 
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e5061‘)02t5 Part 21 ropt re procurement ol replacement parts from Dresser Industries 
lor eieclromatic relief valves Caused by failure ol supplier to notify ulil that Dash 3 
parts being supplied for Dash 2 model Parts replaced 

FIEDLER, PB General Public Ulililios Corp • GPU Service Corp B5/06/07 
DEYOUNG, RC Director's Office Office ol Inspection and Erlorcemanl Id 
130683 21 d-30893 214 ^ 


85’0'6240602 Pari 21 rcpl re lailure to follow design control procedures resulting in mss 
application of switch CR2940 on standby liquid control sys which may cause failure of 
Class IE equipment Design drawing change in progress 

SHEnWOOD,GG General Eloclnc Co RLG 069 85 05/06/17 TAYLOR, J M Diroc 
tor's Olfice, Oflico ol Inspection and Enforcement 3pp 31159 360-31 159 362 


8506140493 Part 21 repi re generator failure Concurs w/encl Louis Allis 850603 Hr that 
inlerpolar connectors bo removed 

MORIARTYJM Colt Industries, Inc 85/06/05 MURLEY,TE Region 1 Office of Di 
rector 7pp 30890 354-30098 361 


8506250002 Part 21 & interim Deficiency Ropt DER 05-15 re light wall pipe from 
Hub,lnc Initially reported on 650424 Bechtel evaluating probtem Complete evaluation & 
final repl forecast lo be completed by 05071 5 

VAN BRUNT,E 6 Arizona Public Service Co ANPP 32752-TDS/ 85/06/30 

KIRSCH,DF Region 5, Oriice of Director 3pp 31200 227 31200 229 


6606140504 Final deficiency & Part 21 rept re air baffle wold cracks on emergency 
diesel generators supplied by Louis Allis Initially reported on 850505 Cortcal air baf 
fles on four emergency diesot generators repaired 

MARTIN.TJ Public Service Electric & Gas Co ol Now Jersey 85/08/03 
MURLEY,T E Region 1, Olfico of Director 2pp 30897 225 30897 226 


850B250243 Responds to NRC 650509 Hr re nonconlormance noted in QA Program 
Insp Rept 99901002/85-01 Corrective actions Robert- James Snles,lnc QC manual 
amended re application ol 10CFR21 Requests comments prior to adoption 
GORMLEY,J w Damon & Morey 85/06/19 Z£CH,G G Vendor Program Branch 
8pp 31160 134 31180 141 


6503190071 FOIA request for NRC response to Aug 1984 Itr re alleged deficiency w/ 
Mode] 272 grilles furnished to facility by Titus Products & related documents S Schnei 
der undated Itr end W/o end 

MCDEVITT,JS Kirkpatrick & Lockhart 85/03/15 Odice ol Administration to 
30966 245-30986 245 


8606270099 Pari 21 & Potentially Significant Deltciency Ropt SDR 85 03 ro environ 
qua lilica lion of core exit ihermc couple sys & potential errors in safety grade core exit 


thermocouple sys Initially rcporled on 850510 
CAREY, JJ Duquesro Light Co 2NRC 5-086 85/06/10 MURLEY.TE Reqion 1, 
Olfico of Director 4pp 31252 078-31252 001 


£508180074 FOIA request for NRC response to Aug 1984 Ur re alfogod debciency in 
Model 272 grilles furnished to facility by Titus Products & related documents S Schnei 
dor undated Itr end W/o end 

MCDEVnT,JS Kirkpatrick & Lockhart 85/03/08 Office of Administration ip 
30966 246-30986 246 


8506270124 Provides status of five recent )0CFR21 notices issued by TDI Summary of 
util delicion^ ropts end, including DR-28Q. DR-291. DR -298, DR 299 & DR 313 
BOOKER,JE Gull Stales Utilities Co RBG-2t,290 85/06/15 DENTN,H R Office ot 
Nuclear Reactor Regulalion, Diieclor 3pp 31252 053 31252 062 


£506160002 Responds lo FOIA request for documents ro alleged Uoficionoy in Model 
272 gnlles furnished by Titus Products lo facilities App A documents available in 
PDR No records crealod ^ NRC 

FELTON.J M Division of Rules and Records 85/04/09 MCOEVITT.JS Kirkpatrick & 
Lockhart 2pp 30986 247-30986 246 


050627036B Final doiicioncy & Pait 21 repl ro failure of Ruskin Fire dampers to close 
under design air flow conditions Initially reported on 841211 Larger springs &/Of small 
er damper section sizes will bo used 

GOLDBERG, J H Hoiislon Lighting & Power Co ST-HL-AE-1 248 05/06/14 

MARTIN, R D Region 4, Office of Director 5pp 31252 255-31252 259 


8506190323 Forwards request tor addi Info re recent Part 21 repts trom TDI needed lo 
continuo review ol TDI engine reliability issues Response requested within 45 days ol 
cfato of Itr 

ZWOLINSKI.JA Operating Reactors Branch 5 LS05 65 06-021 65/08/17 

GASKIN, K P Southern California Edison Co 4pp 30995 310 30995 321 

B5O6200370 Further response lo FOIA request re Part 21 repts concerning failure ol 
dampers furnished Iw Ruskin MIg Co Forwards documents listed In App C Documents 
also available m PDR 

FELTON.J M Division of Rules and Records 85/03/11 GARDE, BP Government Ac 
countabitily Project 2pp 31039 337-31039 360 

—8506200389 Forwards Pari 21 repts from TVA ro Ruskin dampers Problem appears 
genoric 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
00/02/28 Region 4. Dallas, Vendor Inspection Branch. 7pp 31039 33Q 31039 345 

• •0506200396 Forwards Part 21 ropt from TVA re Ruskin damper failures 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering Support Brands 
00/05/05 Region 4, Dallas, Vendor Inspection Branch Ip 31039 347-31039 351 

—6506200409 Forwards Part 21 ropt from TVA ro Ruskin damper failuro 

MURPiHY.C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
SO/05/05 Region 4, Dallas, Vendor Inspection Branch 1p 31039 352 31039 352 

•-£506 2 0041 2 Forwards Part 21 rept from TVA ro Ruskin damper failures 

MUnPHY,C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
80/05/05 Region 4, Dallas, Vendor Inspection Branch 0pp 31039 353-31030 360 

—0506200369 Fonwards Part 21 ropts from TVA re Ruskin dampers Problem appears 
godonc 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
80/02/20 Region 4, Dallas, Vendor Inspection Branch 7pp 31039 339-31030 345 

-e50e2{>039B Forwards Part 21 repl from TVA re Ruskin damper failures 
MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
00/05/05 Region 4, Dallas, Vendor Inspection Branch 1p 31039 347-31039 351 


OA999 QUALITY ASSURANCE INSPECTIONS 


85061>3(I001 Ack receipt ot 850412 Hr infornning NRC ol steps taken to correct noncon 
formance noted in OA Program Insp Rept 99900909/84 01 Basis for Nonconformance 
1 as stated remains vatid 

ZECH.G G Vendor Program Branch 65/05/30 MA0RITO.B Southwest Research In- 
stitute 2pp 30674 146-30674 147 

0506030205 Responds to NRC 050502 Itr ro withdrawal of nonconformance noted Jn 
QA Program Insp Ropt 90900697/85 01 Withdrawal not noted in Vol 0, Number 1 of 
published quarterly repl (NUREQ-0040) 

TYLER, J H Woidmulior Termm nitons, Inc 05/05/20 ZECH.Q G Vendor Program 
Branch Ip 30674 139-30674 139 

8506040199 Forwards OA Program Insp Rept 99900005/84 01 on 041203 07 & 17 
18 No noncompliance noted 

ZECH.G G Vendor Program Branch 65/05/31 SLEW3ER,R Wostinghouso Electric 
Co/p 2pp 30701 328-30701 336 

-8506040229 QA Program Insp Ropt 99900005/84 01 on 841203-07 & 17- 18 No non 
compliance noted Major areas inspected manufacturing & special process 
control, including fuel pellet fabrication, fuel rorf loading & bundle assembly 
CJL1MDERQ,R L , CnAIG,J, Vendor Program Branch 65/05/21 7pp 39701 330 
30701 336 

8506040282 Responds to NRC 050503 Hr re nonconlormanco noted In QA Program 
Insp Rapt 99900510/84 02Cofroclivo acllons.Secllon QA-15 of Q/K procedures 
manual revised In entirely lo describe nonconformance ropt coiroclivo aclion process 
PALM United Enginaars & Constructors, Inc (subs of Raylhaon Co ) 85/05/30 
ZECH.G, G Vendor Program Branch 5pp 30699 315 30699 319 

0S06O40B99 Ack rec^t of 050502 Itr informing NRC ol slops taken lo correct noncon- 
foimanco noted In QA Program Insp Rept 90900025/05-01 Implement alien of correc- 
tive actions will be reviewed during future Insp 

ZECH.G Q Vendor Program Branch 85/05/20 BORNES.R P Southwest Fabricatfrig 
& Welding Co (subs ol lU International Corp), 1p 30708 24Q-3O7O0 245 


-8606200409 Forwards Part 21 repl from TVA re Ruskin damper failure 
MURPHY,C E Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
80/05/05 Region 4, Dallas, Vendor Inspection Branch 1p 31039 352 31039 352 

-8506200412 Forwards Part 21 rept from TVA re Ruskin damper failures 
MURPHY, CiE Region 2, Atlanta, Reactor Construction & Engineering Support Branch 
80/05/05 Region 4, Dallas, Vendor Inspection Branch Opp 31039 353-31039 360 


B506210401 Requests addI Info re Part 21 repts Issued by TOI since Apr 1094 re prob- 
loms w/ emergency diesel generators Info to be used In preparation ol SER to close 
out TOI engine reliability issues 

GUTLER.WR Licensing Branch 2 85/06/13 CAHILL,W J , BOOKER.J.E Gulf Stales 
UtiJitiesCo 6pp 31048 110-31046 122 


0606240406 Part 21 rept re potential defect of electrical penetrations supplied by Conax 
Corp Penetrations contain teflon insulation 0 sealant malls that are highly susceptible 
lo radiation damage Replacement planned 

MURPHY, W.P \rermont Yankee Nuclear Power Corp, FVY 05-57 85/06/19 
MURLEY.TE Region 1 , Office of Director 4pp 31061'36M1062 003 


8506240446 Part 21 & interim Deficiency Rept (ROC 134(85)) re Hooding due to polen 
list circulating water expansion joint failure Initially reported on 850426 Gilbert Com 
monweallh evaluating seismic Category 1 structures 

EDELMAN,M Cleveland Efeclric Illuminating Co [RDC 134(65)]. 85/05/23. 
KEPPLER,J G, Region 3. Office of Director 2pp, 31202 093-31202 094, 


8 5062405 1 7 Pari 21 repl re potential separation of aluminum nameplate trom Hevi Duty 
Type SBW or SZO transformers In Nelson electric Class 1,035-voll motor control 
ctrs.w/polential short cfrcuil Initially reported on 850610 

tAUGHLIN.J.R. Nelson Electric Co. 85/06/19 Director’s Office, Office ol Inspection 
and Enforcement 3pp, 31062.103-31062 105 


8606060073 Ack receipt ol 850114 & 0520 Itrs informing NRC of steps takon to correct 
nonconformance noted m QA Program Insp Repl 96900081/05-01. 

ZECH.G Q Vendor Program Branch 85/06/06, VOLMER.CJ Exxon Nuoloar Co, Inc 
(subs of Exxon Corp) 1p 30727 314-30727 314 

8506060739 Discusses 660418 telcon w/T Thompson ra notice ol violation Response 
lo notice ol violation requested wilhin 30 days Radioactive mail on hand must be 
placed In secure storage until valid license acquired 

GLENN, J E Region 1, Office of Director 85-08 85/05/24 GREER, A Irvine Fire Pro- 
tection & Safety Equlpmonl, Inc 2pp 30758 296-30758 299 

0506076-184 Forwards list of nuclear plants w/safety related fire dampers w/olectro 
Ihernial links.Palo Verde horizontal fire damper mod & Calculation 1101, “Horizontal 
Spring Analysis," for review 

YARQES.RJ Ruskin Manufacturing Co 85/02/20 PETROSINO.JJ Director's Office, 
Office ol Inspection and Enforcement 5pp 30750 080-30750 111 

8506100266 Responds to NRC 850501 Itr re nonconlormanco noted in QA Program 
Insp Rept 99900906/65-01 Correclivo actions statements included on each purenaso 
order ro noted nonconformances & QA sys 

VALERO.B American Environments Co 85/05/30 zeCH,Q G NRC • No Detailed Af- 
filiation Given 72pp 30791 056 30791' 128, 

8506110477 Discusses reevaluatlon of Pari 21 rept re Solan b enorgy absorbing malls 
mig in 1970-1980 MIg sys satisfactory & effeclive.Test & audit repts end. 

GRAPER.H Hexcet Corp 65/06/06, ZECH.G G Vendor Program Branch app. 
30816 245 30816 266 

-6506110460 TR# 533 "Test Rept, Dynamic Ciush Tesling for llmois Power Co," 
JENKINS.B, ALCORN.RF, AKKINEPALLI.R Kaxcel Corp, 05/04/02 16pp 
30816 253 30816 268 
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8506110S35 flesponrfs to NRC 850409 II/ re nonconlormanc© rnjted in OA Pfogfam 
Insp Repl 99900521/8<1 OSCorreclive aclJons engineering personnel instructed to 
ensure (hat all spec required testing p/ovrded rn supplier tost proccduie 
HINKLEMAN.l G Bechtel Corp 85/05/06 2ECH,G G Vendor Program Branch 3pp 
30815224 30815226 

8506120080 forwards QA Program Insp Repl 99900760/85 01 on 850225*26No in- 
stances of lailuro to meet NRC requirements found 

ZECH.G G Vendor Program Branch 65/06/07 AN DREWS J M Slewarl & Stevenson 
Services 2pp 30852 031-30852 086 

-8506120082 QA Program fnsp Rept 99900760/85 01 on 850225-26 No instances of 
failure to meet requirements found Major areas mspected Part 21 procadures.inc lading 
Informing customers of design mods,mainl Instructions & procedural changes 
MIEGEUNJ. MERSCHOFF^EW. Vendor Program Branch 85/05/14 4pp 
30852083-30852 086 


-8506180418 Notice of nonconformance (rom insp on 850305 08 
* Director’s Office, Odico of Inspection and EnlorcemonI 85/06/14 Id 30977 316- 
30977 316 

-8506180425 OA Program Insp Repl 99900731/85 01 on 850305 08 Noncompriance 
noted failure to assure that purchase order to Machine Specialties conformed to Pur- 
chase Spec Y2721 

NAIDU.K Director's Office, Olfice of Inspection and Enforcement MERSCHOFFE W 
Vendor Program Branch 85/05/16 9pp 30977 317-30977 325 ’ 

85061804S5 Clarifies ASME Code requirements lor documentation, in response to 
850305 request Certified mail test rept not required to include slatoment lhal mall pro- 
duced under program meets NCA-3800 requirements ^ 

ZECH,GG Vendor Program Branch 85/06/14 THORNTON,CE Hub Inc 
30977 145 30977 145 ’ 


8506130161 Responds to NRC 850429 Hr re nonconformance noted in QA Program 
Insp Repl 99900868/84-01 Corrective actions procedure lor reexam & recertification 
fmplemcnted on 850315 & personnel records reviewed 

WINDT,WE Texas Bolt Co 85/06/07 ZECH,GG Vendor Program Branch 2pp 
30861 209 30861 210 


8506180533 Responds to nonconlormance noted in QA Program Insp Rept 99900796/ 
65 01 Correctivo actions QA manager assumed responsibliity to review & anprovo all 
furnace survey & calibr records 

BAXT£R,B Custom Alloy Corp 85/06/10 ZECH,G G Vendor Program Branch 3 do 
30978 203 30978 205 


8506130248 Ack receipt of 850322 Hr informing NRC of steps taken to correct noncon- 
formance noted in QA Program Insp Repl 99900401/84 03 Response to Noncomfor 
mances B,C & D provided new info Identified during insp 

ZECH.G Q Vendor Program Branch 85/06/11 HOFFMAN.CW Combustion Engl 
neoring, Inc Ip 30859 298 30859 298. 

8506140093 Further response (o FOIA request (or eight categories of documents re nu 
clear spent fuel transportation Forwards App C documerits App C & selected App D 
documents also available fn PDR App O Documents 6 & 8 12 For sale by NRC & GPO 
F6LTON,JM Division of Rules and Records 85/01/29 WILLAR.F. Environmental 
Policy fnsli lute lOpp 30919 003-30910 043, 

-8506140392 Submits t2th update In series of penodic repts (o describe ongoing NRC 
oversight of spent fuel shipments from Wesl Valley siieTwo Comm Ed shipmenis 
made oetween 641006 8 1i0& 

WENZINGER.EC NRC - No Detailed Affiliation Given 84/11/28 STAROSTECKI.R 
NRC • No Del ailed Affiliation Given 3pp 30922 156-30922 160 

8506140141 Responds to nonconformance noted In QA Program fnsp Repl 99900898/ 
85 01 Corrective actions procedures Issued to control lube forming .removal & reweld 
ing o1 nonconforming welds & compression tasting 

SOMMER, HR Advanced Products Co 85/06/07 ZECH.G G Vendor Program 
Branch 4pp. 30893 231-30893 234 

6506140208 Lists revised schedule for supplemental qualification Iasi program for fire 
walls. 

LITTLEHALES,G. Rockbeslos Co. 85/06/11. ZECH.G G Vendor Program Branch. Ip 
30893 2i0-30093'210 

8506140379 Forwards QA Program fnsp Rapt 09900716/85 01 err 85021 1-14 
ZECH.G G Vendor Program Branch 85/06/13 HILL,T.O, Ruskln Manulacluring Co 
3pp 30698 258 30898.271. 


8506190081 Further response to FOIA request for documents & Info re NUREG/rn 
3597,SAND e4-0938,NUREG/CR 3410,SANO 03 1617, & Board Notification 84 
32 App B & Am C documents available (n PDR Review of addi documents continuino 
FELTON,J M Division of Rules and Records 05/03/27 CURRAN.D Harmon Wel« 
AJordan epp 31010 15631013043 u4i, 

-BS06190136 Confirms 021201 lolcon arrangomonls re QA Program Insp 99900903/82- 
02 of Nuclear Research Ctr on 821213-17ln8p will focus on QA program (or Class El 
equipment qualification testing. 

POTAPOVS.U Region 4, Office of Director 02/12/06 KIRKLAND, R,S Georoia Insb 
lute of Technology, Atlanta, GA. Ip 31010 104-31010 104 ” 

-BS06190142 Ack recolp) of 830207 response to NRC 821208 Itr ro QA Prooram Inso 
Repl 99990903/02 01 Corrective acitons & provontativo measures will ba reviewed 
during future Insp 

POTAPOVS.U Region 4, Office of Director 03/04/14 RUSSELL.J.L Georoia Insiitutu 
of Technology, Atlanta, GA Ip 31010 105 31010 105 “ 

-8606190282 Ack receipt of 040113 Hr informing NRC of stops taken to corrccl non 
contormancos noted in QA Program Insp 09000203/03 02 Actions ro insuHicionl data 
SMportlng BIW Qualillcatlon Ropis B913 & B915A roquoslod 
POTAPOVS.U Region 4, Oflice of Director 84/03/02 MANCHESTER. E, BIW Cable 
Systems, Inc 2pp 31010 311-31010312 

-8S06T90292 RoMonds to NRC 031216 Itr ro nonconformance notod in QA Prooram 
Insp 00900283/03-02 on 630029 0902 Correctivo action taken qualification 
(ile.inctuding test plan,procodure & supporting data.oslabllshad tor all cablos Details 
end 

MANCHESTER.E BIW Cable Syatoms, Inc 04/01/13 POTAPOVS U Roolan 4 
Office of Director. 2pp 31010 313-31010 314. “ ' 


-8S0S14O39O QA Program Insp Repl 99900716/85-01 on 8602 1 1-14.Major areas 
inspected failure of Interlocking blade fire dampers to close under normal flow condi- 
tions & (allure of electro-thermal links to function as designed 
PCTROSINO.JJ, MEflSCHOFF.E.W, Vendor Program Branch 86/05/22 Ip, 
30898 261-30098 271. 


-8606190187 Confirms 821112 tolcon arrangemonls (or upcoming OA Prooram Inso 
99900903/83-01 at Forest Hills Test Lob on 030124 20 ^ ^ 

POTAPOVS.U Region 4, Oflice of Director 82/12/00 SLEMBER.R J, Wosllnohouse 
Eleolilc Corp ip 31010229-31010229 “ 


8506150041 Responds to FOIA requests for records re SSER (NUREQ 0787), Forwards 
App B A C documents App A & B documenis avallablo in PDR.In(o In App C docu- 
ments partially withheld (ret FOIA Exemptions 5,6 & 7) 

FELTON, J.M. Division of Rules and Records. e6M3/01 GARDE.B P, Government Ac- 
countability Project, aiOpp, 31007,005-31067.292. 


-8506190194 forwards listed revised QA documents supporting correctivo actions 
taken ro nonconformances noted In QA Program Insp 09000021/63 oi Roquosis 
review & comments, 

SAGGIOMO,AJ. Franklin Instllule/Franklin Research Center 63/09/10 HUBBAROQ 
Region 4, Office of Director, 2pp 31010'230-31010 231 


-6606168112 Forwards OA Program Insp flepl 99900852/64-01 on 840306-09 fnsp 
findings support allegations roTack of Hudson Products Corp QA organizational Inde- 
pendence a inadequate procurement controls 

POTAPOVS,U. Vendor Program Branch 84/06/26, WESTERMAN.T F Region 4, 
Olfice of Director, 2pp 31067 280 31067:291, 

8606170567 Confirms QA program insp at Greensboro.NC pFant on 85061 0-1 4.por 
850603 telcon, f « r k -k 

ZECH,Q.Q, Vendor Program Branch, 85/06/10 SUGAR, F, NE8 Manufacturing Ip 
30971:363-30971'363, ^ 

8506170820 Ack receipt o( 850326 & 0523 Itrs Informing NRC of slaps taken lo correct 
violation A noncompliance in QA Program Insp flepl 99900827/84-01 . 

ZECH.Q.G, Vendor Program Branch 86/06/10, BENO.TA. Elma Engineering Co Ip 
30971 '359 30971,359 » » r- 

8606170623 Confirms QA program insp at Skokla.IL plant on 8 5061 0-1 9, per 860605 
telcon, 

ZECH,Q.G Vendor Program Branch. 86/06/10, ROWE.T, Portland Comenl Associa- 
Ifon Construction, Technologies & Laboraforfes. 1p. 30971 358-30971:368. 

6506170626 Confirms QA program fnsp al Park Ridge.lL plant on 850617-1 8, per 060605 
telcon. 

ZECH.G Q Vendor Program Branch, 66/06/10. BROWN.CW, Brand Industrial Seiv- 
Ices, Ino Ip, 30971.357-30971:367. 

8506180356 Forwards QA Program Insp Repl 99901003/85-0! on 850326-29. Weak- 
nesses noted In audits conducled at Varco Heal Treating Co & Downey Heal Treating 
Co. 

ZECH,G.G, Vendor Program Branch. 86/06/14, STUBBS, AH. Western Concrele 
Structures, Inc. 2pp 30977.276-30977:280, 


-8506190277 Marked-up response to NRC 830601 notice of nonconformance from QA 
Program Insp 09900921/03 OI.LIsIs proposed corroclivo actions & provenlative mans- 
ures lo bo Implemented by 830901 

SAQQrOMO.AJ Franklin Institute/ Fran kiln Research Center 83/06/27 

POTAPOVS.U. Vendor Program Branch 2pp. 31010 300'31010 310 

-8606190121 Confirms agroemonts roachod during NRC/Wylo Labs mgl moollno on 
821005 re scheduled QA Program Insp 09000902782 00 on 021025 2D ® 

POTAPOVS,U. Region 4, Olfice of Director. 02/10/15 SMITH, EW Wylo Laborato 
rfes Tp 31010'16431010,ie4, ^ i-uwraw 


0506100260 Responds to NRC 050620 Itr ro nonconformance notod durino OA 
Insp Correcltve actions'lnillaling & dating of data corroctlons & job traveler forme om- 
phaalzed In memo sent to all personnel. 

HARTMAN, W.C National Technical Syalema, 85/06/11 ZECH.G G Vendor Proaiam, 
Branch 3pp. 3099S’2S4-30995 266. 


6506190339 Responds to NRC 050509 Hr re nonconformance noted In QA Proatan 
Insp Rem 99901002/06 01 Correctivo acllons'Part 21 posted on employee buW 
board & QG manual being revised, 

Morey. QORMLEY,J,W Robert Jamos Salos, Inc 85/06/ 
14, ZECH.G Q, Vendor Program Branch 3pp 3OO9O'207-3OD9O'2O9 

8506240285 Forwards OA Program Insp Repl 90901010/85 01 on 850424 Programbn- 
plemsnlation could not tie lully evalualed because contractual agrootnenis w/Gu« 
Stales Util only recently finalized No vendor qualification deficiencies nalod. 


■8506180361 QA Program Insp Rept 99801003/86-01 on 850326-29,No noncompll- 
Ihspeeted: mails & sves for post tenafonlng components sup- 
plied lo Palo Verde Nuclear Power Station 

Vendor Program Branch. 86/06/17 12pp, 

oUa / f .Z/7«30B 7/ iPnn . 


-8SO8240272 CJA Prograrn insp Repl 99901010/86-01 on 850424, Insp lindings vontfor 
has 088 than 1 % Involvement w/foreign vendors, no doficloncies noted in vendor 


.rrvsv.Hli »biiwio,1IV fit VC 

guBlillcalioft process 4 upgrading fo salefy-related commercial grade not required 

vendor Program Branch. 85/06/07 

31O6O:176-31O6O'102. 


8pp 


8506100414 Forwards QA Program Insp Rept 09900731/05-01 on 860305-08 & notice 
of nonconformance 

^FFl^'^'^.Veiidor Program Branch, 85/06/14 WAITKUS,D,W. INRYCO, Ino, (subs 
olInlandSteelCo, .2pp 30977:314-30977:326, 


f® Vendor Insp Branch 840229 Rapt 
** Indusldal Products Corp that mention Diablo Canyon 

06/02/01, Office of AdmlnlsIratKKt 

2pp, 31059:325-31059:326 
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8506250007 Responds lo FOIA request lor records re Vendor Insp Branch 040229 Repl 
99900040/83 01 at Cardinal Industrial Products Corp that mention Ola bio 
Canyon Forwards App A documents Apps A & B documonls available in PDR 
FELTON.J M OiviBion ol Rules and Records 85/03/04 DEVINE.T Govornment Ac- 
counlabildy Project 3pp 31059 327-31059 363 

“8506250076 Confirms B40309 telcon re vendor request for withholding ol NRC 640229 
Hr & Insp rept Application for withholding will be submitted on or about 840326 
fielder, DC Cardinal Industrial Products Corp 84/03/12 POTAPOVS.U Vendor 
Program Blanch 2pp 31059 330 31059 331 

"6506250031 Summary ol 840803 meeting w/Cardinal Industrial Products Corp re cor- 
rective action program developed m response to Vendor Program Branch Insp Ropl 
99900840/83 Ot & IE Info Notice 84-52, ''Inadequate Mall Procurement Controls 
MEHSCH0FF,EW Vendor Program Branch IEIN-84 52 84/08/14 Vendor Program 
Branch 3pp 31059 332-31059 363 

65 06 2501 2B Ack receipt ol 850530 review of correctWo actions & preventive 
ineasures,per OA Program Insp Rept 99000909/84 01 Revised response lo Noncon- 
lormance 2rev lo Procedure XII EE-101 complete 

MABHITO.B Southwest Research Institute 85/06/21 ZECH.G G Vendor Program 
Branch. 2pp 31180 060-31180 061 

8506250236 Ack receipt of 850410 Itr Informing NRC ot steps taken to correct noncon 
lormance noted In QA Program Insp Ropl 99900885/65 01. Implementation ol correc 
live actions will be reviewed during tulure insp 

ZECH.G G Vendor Program Branch 85/06/21 CHAMBERLAIM,A Powell Electrical 
Manulaclurlng Co (subs of Powell Industries, Inc ) Ip 31180 133-31180 133 

3506250243 Responds lo NRC 850509 Itr re nonconformance noted In QA Program 
Insp Rept 09901002/85 01 Corrective actions Robert- James Sales,lnc QC manual 
amended re application ol 10CFR21 Requests comments prior lo adoption. 
GORMLEY,JW Damon & Moroy 05/06/10 ZECH,GG. Vendor Program Branch 
epp 31180-134 31180141 

3506250340 Confirms 850620 telcon request for extension to QA program insp 
rept Response to observations listed in rept will be submitted by 850703 
THOMPSON,SR Isomedix, tnc (subs Of Masefield Enterprises, Inc) 85/06/20 
ZECH.G G Vendor Program Branch tp 31180 263-31180 263 

6506260413 Confirms QA program Insp at Wilmington.NC plant on B50624-28.pQr 
850619 telcon 

ZECH.G G Vendor Program Branch 85/06/21 LEES.E A Gertaral Electric Co. Ip 
31180 344 31180.344. 

6500260423 Conlirms QA program insp al Chatlanooga.TN plant on 8507t5-19,par 
850618 telcon 

ZECH.G G Vendor Program Branch 85/06/21 CHAIG.T Johnston Pump Co Ip. 
31180 295 31160 205 

8506260006 Ack receipt ol 650420 Itr Informing NRC of steps taken to correct noncon 
fornnanca noted In OA Program Insp Repl 09900093/84 01 

ZECH.G Q Vendor Program Branch 06/06/25 LAWLESS. J Hexcel Corp Ip 
31218311-31218 311 
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8506060463 Forwards addi info re compliance w/Reg Guide 1 97.Hev 3, per NRC 
BS0124 request Info addresses util exceptions to Reg Guide 1 97 S notifies of two 
addI deviations due lo design linalrzalion (ref NUREG-0737,llem II 1 1J 
ZIMMEflMAN.se Carolina Power & Light Co NLS-85 109 85/06/03 DENTON.HR 
Oltice of Nuclear Reactor Regulation, Direclor 5pp 30732 071-30732 075 

8506060535 “For Commonr’ issue ol dralt rog guido.Task CE 309-4. "General Quid 
ance for Designing.Testing, Ope rating & Mainlainrng Emission Control Devices at U 
Mills " 

WEINSTEIN.MS Office of Nuclear Regulatory Research, Director 85/05/31 I7pp 
30704 308-30784 330. 

-6506060556 Dralt value/impact statement of dralt reg guide.Task CE 309-4, "General 
Guidance lor Designing.Testing, Operating 8 Maintaining Emission Control Dovicas at 
U Mills" Reg guide should bo prepared 

• NRC - No Detailed Alliltation Given 85/05/31. 5pp 30784 325 30784 330 

8506070342 Forwards proposed rev to 10CFR50,App J & supplernentary reg guide.Task 
MS 021-5 for ACRS rewevr & approval Proposed rev applied to all operating nuclear 
power plants End 9 (copyrighted mail) withhold Supporting documentation end 
ARLOTTO.G A Division olEnginoaring Technology. 85/05/20 FRALEY.R F. ACRS - 
Advisory Commilteo on Reactor Safeguards 32pp 30797 066-30798 0 1 2 

-8506070356 Summary of proposed generic roquiremonts for CHGR review of pro 
posed rev lo 1OCFR50,App J re leak losis lor primary & secondary containments ol 
lighl water cooled nuclear power plants GRGR rovlow mail end 
ARNDT.G Office ol Nuclear Regulatory Research, Director. 85/04/18 23pp 
30797.098-30797 123 

-8210120528 Reviews ANSl/ANS 56 6-1 981, "Containment Sys Leakage Testing Re- 
quire merits" per 020621 roquesi App J rev should bo continued w/awaroness ol valve 
Impact problems & user need to Include NUREG-0737.llem II E 4 3 
HANALTeh.S H Division of Safoly Technology. 82/09/17 SHAO.LC Division of Engi- 
neering Technology 2pp 30797 1 24-30797.125 

-6207300580 Submits results ol value impact analysis for completion & implemenlalion 
ol conlalnment leakage rate requirements as requested In 820829 memo Licensee re 
sources are bolter expended In performance ol periodic or continuous checks 
MINNERS.W Safety Program. Evaluation Branch 82/07/15 KNIGHTON.GW Re 
search & Standards Coorriinalion Branch 2pp 30797 126 30797 127 

-8505070377 "Cost Analysis of Rovs to lOCFRSO.App J.leak Tests for Primary & Sec- 
ondary Conlainmenis of Lighl Water Cooled Nuclear Power Plants." Iinal rept 
SCIACCA.F . NELSON.W. SIMPKINS.B Science & Enginoering Associates. Inc NRC 
33-64-407. 85/04/30 Division ol Budget & Analysis 136pp 30797 128-30797-271 

“8506070391 Forwards comments on revised App J to 10CFR50 All rcl lo secondary 
containment & leakage rate testing ot secondary conlalnment should be deleted 
TURNBULL.K R Tennessee Volley Authority 05/05/20. ARNDT.G NHC - No De- 
tailed Affiliation Given 6pp. 30707 272-30797 281 

-8506070399 Comments on 850308 Draft £3 of proposed rev la lOCFRSO.App J & 
650313 Working Paper 02 of draft reg guido.Task MS 021-5. Drafts technically accu 
rata & consislent w/NRC positions re containmont leakage tesllnn 
EBNETEFI.S D. Region 1 . Olfreo of Oiroclor 85/03/26. ARLOTTO.G A Division of En- 
gineering Technology Ip 30797 202-30797 282. 


8808040063 Forwards now & moditiod time current curves re thermal capabllilv tor con- 
tainment electrical penetration assemblies.as discussed In util 840131 submillal.Mods 
baaed on roovalualbn of util design against Reg Guide 1 63 

PETRICK.NA Standardized NucFear Unit Power Plant System SLNRCa5 0017 85/ 
05/29 DENTON, H R Oltice of Nuclear Reactor Regulation. Director 3pp. 30703 339- 
30793:341 

8506040078 Forwards response lo NRC 850311 Ur re justllicalion for exception ol six 
Items from Reg Guide 1.97 requirements re emergency response capability. Exception 
of reactor coolant level not included due to need lor addi analysis 
PILANT.JM Nebraska Public Power District 86/05/24 VASSALLO.DB Operating 
Reactors Branch 2 4pp 30701 029-30701 032. 

8506040179 Fonvards Rev VI to status & schedule for Implementation ol Reg Guido 
1 ,97 requirements (Suppi 1 to NUREG-0737). Differences between Rev V & Rev VI 
dtso Olid 

PILANTJ M Nebraska Public Power District NLS85001 15 85/05/20. 

THOMPSON.H L Division ol Licensing 60pp. 30700.279.30700-338 

8506040301 Provides addi info re draft SER Open Item 101 on revised position on Rag 
Guide 1 94 Additions will be incorporated In Amend 17 scheduled lor Jul 1985. 
0AILEY.J.A Georgia Power Co. GN-630 85/05/30 ADENSAM.E Q Licensing Branch 
4. 2pp. 30703 346-30703 347. 

8506040384 Forwards responses to open Items re excMtIons from guidelines of Rev 2 
to Reg Guide 1 97 (contained In suppi 1 to NUREQ-0737) discussed in 850416 
meeling.Responses should resolve NRc concerns re open Items, 

OPEKA.J.F., SEARS, C.F Northeast Nuclear Energy Co. (subs of Northeast Ulllitlos) 
OPEKA.JF Northeast Utilities. A04668, 65/06/28. YOUNGBLOOO.B Licensing 
Branch 1. 16pp 30689.062-30699.077. 


••8506070403 Recommends completion of rev to lOCFRSO.App J.per listed bases Draft 
recommendation coordinated w/IE & NRR 

MINOGUE.RB Office ol Nuclear Regulatory Research, Director 85/04/11 
DIRCKS.WJ Oflico ol the Executive Director tor Operations Ip. 30797 283 
30797 263 

-8606070406 Concurs w/rov lo lOCFRSO.App J 
JORDAN, E L Division ol Emergency Proparodnoss & Engineering Response (Post 
839103) 85/04/18 MINOGUE.RB Oflica ol Nuclear Rogulatoiy Research. Director. 
2pp. 30797 284-30797 286. 

-8408150670 Responds to 840718 request lo concur in & forward lo EDO proposed 
rulemaking on rev to 10CFR50,App J Endorsement contingent on continuing applica- 
bility of current app until rev In ellecl 

JOB DAN, E L Division of Emergency Preparodness & Engineoring Response (Post 
030103). 64/08/06. ARLOTTO.G A Division of Engineering Technology. Ip 
87473 051 87473 052 

-8412100474 Revises 840810 comments on 040731 memo re App J rulemaking, by 
supporting RES effort to revise App J Support baaed on info developed at 041003 05 
meetings at Region III ofc 

SPEIS.TP Division of Safety Tochnology 84/12/04 ARLOTTO.G A Division of Engi- 
neering Technology. 3pp 30707-207-30797 289 

-8506070612 Documents concurrence w/rev to 10GFR50,App J re leak tests for pri- 
mary & secondary conlainmonts of light water cooled nuclear power plants & reg 
guioo.Task MS 021-5 & associated proposed lirs of submittal lo GRGR & ACRS, per 
850420 telcon. 

EBNETER.S.D. Region 1, Office ol Director. 85/04/30 ARLOTTO.G A Division of En- 
gineering Technology. Ip 30797-290.3Q797-290 


8506060337 Clarifies Implementation of Intllal lost program guidelines contained In Reg 
Guide 1.68, Rev 2.Capabllity ol neutron flux instrumentatton to detect control rod mis- 
altanmant at 50% power demonstrated Teat not performed al 100% power 
AINQER.KA Commonwealth Edison Co. 0176K 85/05/29, DENTON.HR OHIce of 
Nuclear Reactor Regulation, Director. 2pp. 307 1 8:223-307 18'224. 


•8606070816 Responds lo request lor comments on rev to App J & reg guide.Task MS 
021-SCQncerns re one-sldeo vs two sided confidence level & acceptance criteria for 
ending mass-point fVpe A test in 6 h 24 hvs 24 h must be resolved 
JAPEf Regton 2. Olfice ol Oiroclor 85/04/29 BEMIS,P.R. Region 2, Office of Direc- 
lor, tp, 30797:291-30707.291. 


8508050424 Summary of 850105 meeting w/ulll In Bothesda.MD re status ol NRC 
review of applicant Reg Guido 1.97 Implementation rapt List of meeting attendees 

LAzb.L, Licensing Branch 3. 86/05/21. Licensing Branch 3. 6pp. 30742 012- 
30742,018. 


-6606070618 Discusses listed concerns re 050417 Dralt E4 ol proposed rev lo 
10CFR.App J a 650418 Working Paper D3 Of draft reg guide. Task MS 021-5.Weak- 
ness exists in present & proposed regulation re "as round" containment conditions 
SPESSARD.R L. Region 3, Office of Director. 85/05/01 ARLOTTO.G A. Region 3, 
Office of Director, 3pp, 3O707-292-3O787.294. 


e£06a€ai88 Lists discrepancies In FSAR Amend 16, Section 7.3, re control diMrarns of 
LPCS.flHR & nuclear boiler ays, Expeditious resolution roquesled.Stalf a EQ&G.Inc 
review ol Amend 16 re Reg Guido 1.97 ,Rbv 2, ongoing. , ^ t. 

YOUNGBLOOD, B J. Licensing Branch 1 85/05/29. EDELMAN.M R. Clevefand Elec- 
tee Illuminating Co. 4pp. 30761:359-30781.362 


-8596070622 Forwards paragraph identifying Tech Spec Improvemonl Project activities 
in futemaking package ol revised App J rule being forwarded to ACRS & CBGR.per 
850424 meeting, 

BRYAN, S Technical Specification Impfovemerrt Project Advisory Group. 85/04/25 
SPEIS.T.P. Division ol Safety Technology 2pp. 30797:286-307971207. 
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“8506070023 Discusses review ot proposed rule revising lOCFflSO.App J, per 650426 
telcon Preamble portion of rule revised to comply w/publicalion requirements ot 
FR text of App J should be included on Page 8 as pari of FR notice W/o end 
PHILIPS, J Division of Rules and Records 85705/01 ARNDT, G Office of Nuclear 
Regulatory Research, Director 1 p 30707 296-30797 299 

“8506070827 Advises ol new info collection requiiemont in proposed rev to App J of 
1QCFR50 Section VII B requires licensees to submit plan lor implementing provisions 
of App J 0MB approval required & should bo requested before publication 
SHELTON, BJ Document Management Branch 85/05/13 HENRY.J Office of Nucle- 
ar Regulatory Research, Director 6pp SOTO? 299 30797 303 

“8506070630 Working Paper D3 ol draft reg guide.Task MS 021 5, "Containment Sys 
Leakage testing " 

• NRCf No Detailed Aflitialiorr Given 85/04/18 14pp 30797 304 30798012 


8506190381 Forwards "Contormance to Reg Guide 1 97, Peach Bottom Atomic Power 
Station, Units 2 & 3," based on review of 640116 submittal Justification for exceptions 
to reg guido acceptable AddI info re olher items requested in 60 days 
STOL^J F Operating Reactors Branch 4 85/06/03 BAUER, E G Philadefnhia Elec 
Inc Co 2pp 31014 132 31014 151 

-8S0619042S ‘‘Conformance lo Reg Guide 1 97, Poach Bottom Atomic Power 
Station, Units2 S 3 " 

UDY,AC EG&G, Inc FIN A 6483 TAG 51117 85/03/31 NflC • No Detailed Affili- 
ation Given tepp 31014134-31014 151 

8506200172 Informs of withdrawal of Reg Guides 5 6,5 16,5 10,5 40 & 5 47 rs account 
abiliN ol Pu in nuclear fuel cycle Guides obsolete 

MIN6QUE,fl B Office of Nuclear Regulalory Research, Director 85/05/30 Office of 
Nuclear Regulatory Research, Director 2pp 31268 156 31268 156 


8606070370 Forwards “Test Rapt on Electrical Separalion Verification Test for Du- 
quesna Light Co Beaver Valley Power Station, Unit 2 " & FSAR changes based on lest 
(0 close outstanding Issues re Reg Guide 1 75 concerning electrical separation 
CAREY, JJ Duquesne Light Co 2NRC-5 061 65/06/04 KNIGHTON,GW Licensing 
Branch 3 834pp 30747 001-30749 114 


8506220064 Furlhor response to FOIA request tor records generated in connoctlon w/ 
any rent or study of basemat cracking & water leakage & seepage pro'dlams at 
facility Forwards App C documents App D docufnonts available In PDR 
FELTON,J M Division ol Rules and Records 85/02/22 GARDE,B P Government Ac. 
countability Pfoiect 44pp 31147 001 31158 083 


“8606070374 "Test Rept on Electrical Separation Verification Test for Duquesne Light 
Co Beaver Valley Power Station, Unit 2 " 

* Stone & Webster Engineering Corp 65/06/04 740pp 30747 095 30749 1 14. 

8506070467 Forwards responses & repls to four items required for closure of Confirma- 
tory Issue 15 re proservlce/inservice insp program, Idontilied In Section 5 25 2 of 
SSER 5 Two oversize drawings end Aperture cards available In PDR 
EDELMAN.MR Cleveland Ereotne Illuminating Co 85/06/03 YOUNG0LOOO,B J Li- 
censing Branch 1 76pp 30753 044 30753 172 

“8608070404 8SA267 ROD Rev 0 to "Nuclear Energy Sves Implementation Rept for 
NRC Reg Guide 1.150." 

DARGATYZD, MARTINS.GO, TUNKLEIN.KW Nuefear Energy Services. Inc 86/ 
04/16 6pp 30753121-30753126 

8506100S94 Suppts tnlo provided in 830414 Hr re status ol omorgoncy response 
capabilities Discusses development ol procedures for transients & accidents,control 
room design review,SPDS, support facilities & response to fleg Guido 1 97, Rev 2 
MANGAN,CV Niagara Mohawk Power Corp (NMPSL 0418) 85/05/29 

THOMPSON,H Division Of Licensing 2pp 3079330530793306 

8506110106 Forwards summary of completodprefue) load activities. Including NUREQ 
0737 itom8,equlpmenl quail (icalion. Rev 3 to Reg Guide 1 97 & olher commitmsnls 
SHIFFER.JO Pacific Gas & Electric Co DCL-85 204 85/06/06 KNIQHTON,GW li 
censing Branch 3 9pp. 30807 019 30807 027 

8606110273 Responds to seven open iloms Identified In EG&G Interim rept re Reg 
Guido 1 97, per NUREQ-0737,Suppl 1 .Including RCS cold water lemp.contalnmant of- 
fluenl radioactivity .condenser air romoval sys oxtiaust.quencb tank temp & common 
plant vent 

ENOS,JT. Arkansas Power & Light Co 1CAN058507 85/05/31 STOLZ.JF Operat- 
ing Reactors Branch 4 4pp 30807 209-30007 212 


••8506220029 Discusses interpretations ol Reg Guido 1 10, Rev 1, including sampitng fro 
quency & evaluation criteria 

ARNDT.EG Mechanical /Structural Engineering Branch 64/05/18 TAPIA.J Reqion 
4, Office of Director WONG.H Diroclor's Of lice, Office of Inspection and Enfnrro 
ment 2pp 3t 194 138 31194 141 


8508240455 Forwards t7 oversize drawings of revised mam steam & feedwater sys in 
response to 850517 commitment por Rog Guide 1 70 Aperture cards available in PDR 
WISENBURG.M R Houston Lighting & Power Co ST-HL-AE-1876 85/06/17 
KNIGHTON, GW Licensing Branch 3 3pp 31160 328 31160 330 


8506240553 Provides addi Info re mods planned to conform to Rev 2 to Rog Guide 
1 97, ''Inatrumenlation for Lighl-Water-Coolod Nuclear Power Plants to Assess Pfant & 
Environs Conditions During & Following Accident " 

MUSOLF.D. Northern States Power Co 05/06/06 Oflico of Nuclear Reactor Reaula 
lion, Difoctof 3pp 31065311-31065313 


8506250096 Roquosts addi info re contormance to Rev 2 to Reg Guide t 97 por uiii 
840402 submittal End interim rept on "Conformance to Rog Guide 1.97, Nino Milo 
Point Nuclear Slation.UnIt 1," Identified items requiring lustificaTlon 
VASSALLO.DB. Operating Reactors Branch 2 05/06/13 HOOTENBG NIaoara 
Mohawk Power Corp 2pp 2131 1 331 2 1 31 1 355 


-■8505160428 "Conformance to Reg Guide 1 97, Nino Milo Point Nuefear SlallonUnil 1 " 
UDY.AC EQ&Q Idaho, Inc Isubs of EG&G, Inc), FIN A-e483 TAG 51109'05/Q2/ 
28 NRC - No Detailed Affiliation Given 23pp 31211 333-31211 355 


8506250191 Forwards Info re implementation ol Reg Guidos 1.62,1 140 & I 143 por 
850520 roquost Silicone sealant not used on Ifftors, housings, mounting frames or to 
repair welds & malls used In psoous radwasle sys ASME Section II malls 
EDELMAN.M.R, Cleveland Electric lllumlnaling Co, PY CEI/NRR 0267 85/00/18 
YOUNQBLOOD.B J Licensing Branch 1 Qpp 31180 103 31100 108 


8506 11 0293 Noliliss & requests approval of use & Implementation ol ASME Code Case 
N 393, por Reg Guide 1.84 & 10CFR50 S5[a)(3).Cooe case applied lo repair welds on 
carbon sleet w/gas tungsten arc process 

EDELMAN.MR, Cfevoiand Eleclrlc Illuminating Co. PY-CEI/NRR 0266. 85/06/04. 
YOUNGBLOOD, BJ Licensing Branch 1 Ip 30807 097.30807 097 


8508260357 Conlirma complollon of mods to upgrade Unit 1 core i 
& Installation & toslmg of Unit 2 radiation exposure rate 
31,NUflEG-0737,ltom II F 2 & Rev 3 lo Reg Guido 1 07 
SHIFFER.JO Pacific Gas & Elaolric Co DCL-OS 224 85/06/21 KNIGHTON G.W LI 
censing Branch 3 2pp 31180360.31160.301 


<it Ihormocoupto sys 
monitors, por SSER 


8506120162 Summary ol 831220 meeting w/util & S&W In Bethosda.MD re ulil 
schedules, plans & progress In resolving eTecIrical separation Issues Invofvad In com- 
plylnn w/criteria ol Reg Guide 1 ,76, Rev 2 

LAZO.L Licensing Branch 3 85/06/24 Licensing Branch 3 6pp. 30841 31 1> 
30841 316 


SS06260148 Submits schedule for Implementation of core exit thermocouple moniicring 
sysjjar NRC 850608 verbal request Clarification/ con firm a I ion ol olher Rag Guido 
1.97 work Homs also provided 

LUNDVALL,A E. Ballimoro Gas & Electric Co 86/06/19, BUTCHER, EJ Oporalino 
Roaclors Branch 3 4pp 3121 9 253-31210, 256 k “ ir 


8508130499 Forwards PF Collins 850506 Hr ro renewal of senior reactor operator 
licenses Question raised re "actively engaged" requirement Seeks lo Join Nuclear Uhls 
Mgt & Human Resources Committee Drug testing at facility discussed 
RAY.H B Southern California Edison Co 85/05/20 MARTIN, J B Region 6, Oflico of 
Director 2pp 30891‘1 33-30891:1 37 

“8506130607 States concerns re NRC Imposing reeulremejils & guidance contained in 
draft proposed changes to 10CFR55 & Reg Guide 1 6 prior lo analysis of public 
comments Example described Requests that currently effective regulallons be used 
COLLINS, P.F, KMC, Inc. 85/06/06 DIRCKS.WJ Office of the Executive Dlreclor lor 
Operations 3pp 30691.135 30391 137, 

8B06140093 Further response to FOIA request lor eighi catogorfos ol documents re nu- 
clear speni fuel Iransporlatlon Forwards App C documents App C & selaclod App D 
documents also available In PDR .App D Documonls 6 & 8-12 (or sale by NRC & GPO 
FELTON, JM Division ot Rules and Records 88/01/29 MILIAR.F, Environmental 
Policy Inslltule. 10pp. 39919003-30919 043. 


8506260413 “For Common!” issue ol draft rog juide.Task FC 412 4, "Guido for Prona 
ration of Applications (or Licenses lor Uso oi Radioaclive Malls in Loak-Toating Sves ” 
BROWN.J. Olllco of Nuclear Regulatory Roaoarch, Dlroctor. 85/00/30 24m 
31 239:339-3 123 9 362 

“8608260432 Draft valuo/impacl stalement ol draft rog guido.Taak FC 412 4, "Guido 
for Preparation of Applications for Licenses for Use of Radioactive Mails In Loak-Tosl- 
Ing Sves ’’ 

• NRC -No Detailed Allillatfon Given 86/06/30 4pp 31240 001-31240 005 

8606260530 Forwards Draft S.Rov 2 to Std ANSI OM-16, "Inservlce Testing & Malnl ol 
Diesel DfSvos In Nuclear Power Stations." Listed comments should bo considered in 
conjunction w/commonls provided during 850430 mooting w/dlosel gonorator von- 
dors 

NECCI,RP. American Sooioly ol Mechanical Engineers GMB-BS R-162 05/05/28 
BRENNEMAN.F.N. Operating Roaotora Assesamont Branch 34pp. 31232 030- 


“8506140138 "Discussion of Reg Guide 7.10 Emphasizing Graded Approach lor Estab- 
lishing QA Programs." 

GORDON.L, LAKE.WH NRC • No Detailed AHIIialion Given, 85/01/29. 7pp 
30921 ‘287-30921 '293. 

8606170633 Forwards safety evaluation of 840814 ulll sibmlltal re potentlat effects of 
turbine missiles, GE reassessment of Insp Intervals & provision ol long lerni schedulo 
alter evaluation ol 1962 Insp results acceplable. 

VASSALLO.DB Operating Reactors Branch 2 86/05/29, HOOTEN.BQ Niagara 
Mohawk Power Corp 2pp 30980039.30960.045 

“6508170639 Safety evaluallon supporting ulll evaluation ol etfecta ot polenllal lurblne 
missile generation per fleg Guide 1.116, "Proleolion Against Low-Tiageo lory Turbine 
Missiles," & SAP Sections 10.2,10 2,3 & 3, 6.1, 3. 

* Office of Nuclear Reactor Regulation, Dlreclor. 86/05/29. 6pp. 30980.041- 
30980:045, 

850619009S Summary of 850608 meeling w/ulil & Southern Co Svea re retasilng of 
simulator response Ulll proposed program does not meet Intent of Reg Guide 
1 1 49.LISI of participants & presentation outline end. 

MILLER, M.A. Licensing Branch 4, 85/06/10. Licensing Branch 4, 11pp. 31016:060- 
31015090 


8506270668 Offers no comments on & roeommonds Issuance ol 850301 proposed Rev 
3 to Rog Guide 1 ,63,Dralt 1, "Elootrical Penetration Assomblios In Containment Struc- 
tures (or Nuclear Power Plants," per 050408 request 

GRIMES, B,K Division of QA, vendor & Tecltnical Training Conlor Programs (Post 
850212), 85/06/26 ARLOTTO.Q A Division of Engineering Technology Ip 
31 239:1 63-3 1239-1 63 u a ux r* 


8508270618 Submils info ro which Inslrumonlalion lislod In ulll 841130 submitlal sched- 
uled for upgrading prior lo restart from 1086 outago,pQr SuppI 1 lo NUREQ 0737, 
"Schedule lor Reg Guide 1 .97 Commitments." 

CAPSTICK,R W. Vermont Yankee Nuclear Power Corp. FVY 85-58. 85/06/21 
VASSAL10,D.B Op orating Reactors Branch 2 2pp, 31230 360-31230 360 


8506280810 Forwards EG&G ldaho,lno interim rept, "Conformance to Reg Guide 
1,97, Palisades Plant.” Rept Indicates that adequate justillcatlon not provld^ for some 
Hems Response to open itams requested within 90 days of Hr receipt 
ZWOLINSKLJA Operating Reactors Branch 6 LS05 86-06 029, 65/06/2' 
VANDEWALLE,D J Consumers Power Co 3pp. 3 1256‘21 4-31 256,240 


“8506240371 "Conformance (o Reg Guide 1.97,Pali8ade8 Plant," 

STOFFEL,J.W. EQ&G Idaho, Ino (subs, ol EG&Q, Inc,),. FIN A-64S3 GL 82-33 6: 
96/31. 24pp 31256 217-31266 240 
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05O&2eoO71 Responds to 850515 request lor addi tnlo re draft SER Open Item 62 con- 
cerning plant conformance to Rev 2 to Reg Guide 1 97 Containment isolation valve 
Status conforms to reg guide Category I instrumentation criteria 
BAILEY.JA Georgia Power Co 85/06/20 ADENSAM.EG Licensing Branch 4 22pp 
31256 276-31266 297 

addI info on draff SER Item 105 re conformanco to Rog Guides 
1 3/ & 1 30 Info concerning fuel fiandiing equipment also end 
BAILEYiJA Georgia Power Co BAILEV,JA Southern Co Services, Inc GN615 65/ 
05/17, ADENSAM.EG Licensing Branch 4 5pp 31256 300-31256 304 

8&0S2SO224 Requests clardication of lacilily conformance w/Ren Guide 1 68 re inilrat 
lest program by 850705 

YOUnGBLOOD.B J Licensing Branch 1 85/00/24 EDELMAN.M R Cleveland Elec- 
tric Illuminating Co 2pp 31268 313 31268314 


REVIEW QRP MRC RESEARCH REVIEW GROUPS 


■8506 190326 "Molten Fuel-Coo lanl Interactions Recent Analysis of Experiments " 

CO RR ADiNI.M L. EVANS, N A, MITCH ELL. DE Wisconsin, Univ of. Madison, W I 83/ 
02/28 lepp 31013 109-31013 124 

■8508190330 "Analysis S Modeling ol Large-Scale Steam Exolosion Expsrimsnis ’’ 
COHBADlNI.M L Sandia National Laboralories CORRADINt.M L Wisconsin, Univ ol, 
Madison. Wl 81/04/27 t9pp 31013125 31013143 

■8506190336 "Analysis of Conlalnment Failure by Steam Explosion Following Poslulat 
ed Core Meltdown in LWR " 

CORRADINt.M L , SWENSON .D V . WOODFIN.R L Sandia National Laboratones 81/ 
03/25 NRC - No Detailed Affiliation Given 12pp 31013^144-31013 155 

■6506190341 ‘Vapor Explosion Polenlials Under LWR Hypotholical Accident Condi- 
tions ” 

HENHY.R E . MCUMBER.L M Argonno National Laboratory 64/09/ 11 NRC • No De- 
tailed Alliltalion Given 1?pp 31013 156 31013 167 


8506030231 Noldication of CRGR Meeting 77 on 050603 in Belhesda.MD to discuss 
proposed rev to 10CFR50.App J re primary reactor containment leaKage testing for 
water cooted power reactors 

STELLO.V Committee to Review Generic Reouiremenls 85/05/24 BEHNERO.H 
Office ol Nuclear Reactor Regulation, Director JORDAN.E L Director's Office, Office 
of Inspection and Enforcement CUNNINGHAM.R E Office of Nuclear Material Safely 
& SatBguards.Oirector Ip 30680 357-30666 357 

8506040601 Forwards summary ol CRGR activities for Apr 1985 Summary will be In 
eluded in EDO weekly rept lor wk ending 850524 

SNIEZEK.J. Regional Operations & Generic Requirements 85/05/24 Regional Oper- 
ations & Generic Requirements 3pp 30700 283-30708 285 

8506040685 Notifies of CRGR Meeting 76 on 650529 In Belhesda.MD to discuss pro- 
posed reg guide.Task 1C 609-5, ''Criteria for Power Instrumentation & Control Portions 
of Safety Sys" & proposed rev to App J 

STELLO.V Committee to Review Generic Requirements 85/05/16 BERNERO.R 
Office of Nuclear Reactor Regulation, Director JORDAN.E L Director's Office, Office 
of Inspection and Enforcement CUNNINGHAM.R E Office of Nuclear Material Safely 
& Saleguards.Oirector. 3pp 30708 245-30708 247 

6506070141 Summary ol CRGR Meeting 75 on 050514 List of allandees end 
STELLO.V Commlllee to Review Generic Requirements 85/05/23 DIRCKS.WJ 
Office ol the Executive Director for Oporalions 2pp 30798 335-30798 336 

6506110052 Nolilication ol 850613 & 14 meetings w/ulit in Arllngton,TX lo discuss pro- 
gram plan re design review & OA/QC mgt overview ol program plan 
VIETT(.A L Licensing Branch 1 05/06/03 NOONAN.V S. Comanche Peak Project 
(Technical Review Team) 5pp 30837 162-30837.166. 

8606120108 Discusses foviow ol proposed revs to malnl program Indicators Industry 
success in Improving plant main! performance & NRC ability to verily success Impor- 
lanl to demonstrate effectiveness oi efforts 

RUSSELL.WT Division of Human Factors Saloty 85/05/29 WOODY.C.O Nuclear 
Utility Managemonl & Human Resources CommiHee (NUMARC) Ip 30941 348- 
30941 348 

9506140451 Discusses advanced notice ol proposed rulemaking (ANPB) re 10CFRB0, 
■'Disposal of High Level Wastes In Geologic Repositories." doflning high lovol 
waste, per CRGR Maeling 75 CRGR review of ANPR unnecossaiy 
STELLO.V Regional Operations & Gonorlc Roqulremonfs, 85/06/04 DAVIS.JG. 
Office of Nuclear Material Safety & Saloguards.Diroctor Ip 30900 259 30906 259 

950S170077 Responds to FOIA request for records re FIN 0 0409, "Containmonl Leak 
Bata Testing Program'' & Quadrox Corp/NRC contracts Forwards tiocumonis re FIN 
B 0489 Documents also available in PDR No documents ro Quadrax subj lo request 
FEL.TON.JM Division of Rules and Records FIN 8-04B9 85/03/25 

REYTBLATT.ZV Warron Wilson College, Swannnnoa, NC 7pp 30067 036- 
30907 076 

—8506180059 Forwards mall ol possible interest in leak ralo sensitivity study presented 
by J Mayor to Senior Severe Accident Research Plan Review Group on 830314 Final 
NRC Form 189 w/inlo re Task 3 not received 

ARNOT.G NRC - No Detailed Affiliation Given, 83/04/05 Allilfallon Not Assigned Ip 
30987 265-30987 265. 

8506180176 Forwards SSER 11 (NUREG-0707) ro oporalion ol lactlity.SSER placed In 
PDH.W/0 end. 

NOONAN ,V.S. Comanche Peak Project (Technical Review Team) 65/06/10 
SPENCE.M.D, Texas Utlllllos Electric Co (formerly Texas Ulilllias Generating Co) 
4pp 30990:191-30990.194 

8S0B19O309 Forwards fist of meolings & documents analyzing 8/or utilizing Sandl 
steam explosion research work ro alpha-mode fallure.lnadvertently omiltod documents 
should be distributed to steam explosion experts group 

CORRADINI,M Steam Explosion Review Group COHR ADINI.M. Wisconsin. Univ of, 
Madison, WL 84/09/11. Steam Explosion Revlow Group 5pp 31013 044-3101 3’237 


-8506190343 "Core Molt Progression & Atlainmoni o( Permanently Coolablo Stats" 
HENRY.RE, FAUSKE.H K Fauske & Associates, Inc 84/09/11 15pp 31013 168 
31013 >62 

-8505190347 "Required Inilial Conditions lor Enorgelic Steam Explosions" 

HENRY.RE. FAUSKE.H K Fauske & Associates, Inc 04/09/11 9pp 31013 183- 
31013 192 

-8506190352 "Intorprelafion ol Large Scalo Vapor Explesio i Exporimonts W/Applica 
tion lo LWR Accidents " 

FAUSKE.H K, HENRY.RE Fauske & Associates, Inc 84/09/11 5pp 31013.193 
31013 197 

-8506190356 "Steam Explosion In Perspeclive ” 

SQUAREfl.D Electric Power Research Institute 84/09/11 9pp 31013 198- 
31013 206 

-8506190362 "Assossmertt of Class 9 (Core Melt) Accidents lor PWR Dry Containment 
Sys " 

THEOFANOUS.T G . SAITO.M Purduo Univ . West Lafayette. IN NRC 03 BO 102 81/ 
07/27 NRC - No Dolailed Alfilialion Given 31pp 31013 207-31013 237 

B506210182 Provides info on compliance w/requiromenls ol SER (NUREG 0853).dld 
Fob 1902,ro safety relief valve suivoillanco prog ram. for use by NRC to close issue 
Procedures inslitulod to dotoct valvo condition listed 

SPANGENBERG.F. Illinois Power Co U 600065 85/06/19 BUTLEH.W.R Licensing 
Branch 2 2pp 31024 186-31024 192 

-8506210176 Forwards Licensing Review Group II rept ro review status ol 56 
issues Forty issues resolved. It unresolved & 5 determined nongenoric Revised 
lisLidentifying where SER issue addressed also end 

NOVAK.T M Assistant Director lor Licensing 82/08/17. BOOKER, J E Gulf Slates 
Utilities Co Spp 31024 18831024 192 

6506260427 Notiflos of CRGR Meeting 78 on 850708 in Belhesda.MD to discuss pro 
posod SRP sQclions re spent fuel storage, development of Insorvice Insp requiromonts 
& rev of lOCFRSO, App J ro teak losling W/o ends 

STELLO.V Regional Operations & Generic Requirements 85/06/19. BERNERO.R 
Ollico ol Nucloar Reactor Regulation, Director JORDAN.E L Director's Office, Office 
■of Inspection and Enlorcemenl CUNNINGHAM.R E Office ol Nuclear Material Safely 
& Sateguards.DIrector. 2pp 31 199 233-31 109 234 


SECY POaiTtOM PAPERS BEFORE THE COMMISSION 


8408220402 SECY 84-320 Informs ol comments on EPA Science Advisory Board ropl 
on proposed EPA std lor mgt i disposal of sponl nuclear fuel, high level A transuranlo 
radwasto {40CFR191) 

DIRCKS.WJ Office ol the Executive Director for Oporatlons 84/08/09 103pp. 
31169 001-31159102 

0505300353 SECY-85 147 ERR Corrected pages lo Enc! 10 Part III ol SECy-05-147, 
"Proposed rev lo lOCFflao, "'Slds lor Protection Agolnsl fladialion '" 

* Oltice ol the Secretary of Iho Commission 85/05/20 e4pp. 30707'260-30707 323. 

8505300675 SECY-05 153 Recommends that Commission dotermlne whether to releaso 
nonpublic info lo Advisory Panel on TMI-2 Cleanup.on case by case basis 
DIRCKS.WJ OftiCQ ol Uio Execuliva Director tor Operallons. 85/05/01 13pp 
30783.204-30783 306 

S50S3 10092 SECY-&5 158 Recommends that Commission approvo proposed amends & 
authorize publication ol JOCFRO final rule re omployeo conduct 
FIT2GERALD.J A Offpco ol the General Counsel 85/05/03 12pp 31156*187- 
31156 198, 


•8S 061 90312 Marked-up "Vapor Exploslons.Crilical Review " 

BANKOFF.SG Northwestern Univ, Evanston, IL 84/09/11 6pp 31013 049 
3 1 01 S. 054 

■6506190316 "Steam Explosions-Retatlonship to LWR Safety Assoesmenls " 
BANKOFF.S G Northwestern Univ, Evanston. IL. CHO.DH Argonne National Labora 
lory, CRONENBERG.A.W Engineering Science A Analysis 84/09/11. lipp 
31013,055-31013.065 

-8508 19031 '9 Draft "Experimental Study of Scaling in Core Moll/Waler Interactions " 
QIRD.MJ. United Kingdom Atomic Energy Aufhortly 84/03/31 27pp. 31013.066- 
31013.092 


85053 10530 Forwards documents con sti luting regulatory history for proposed rule 
10CFR39, "Licenses & Radiation Safety Requlromente lor Well Logging Oporatlons" 
Indox end 

TSE,A Oftice of Nuclear Regulatory Research. Director AB35-1 86/05/30 SMITH, R 
Division of Technical Information & Documenl Control 3pp. 30683 001 -30683 1 10 

-8505310636 SECY-86 011 Recommends approval of notice ot proposed rulemaking 
10CFR30 re well logging operations Drait notice, Hr to Senator Slmp&on.public 
announce men tjegulBtory analysis, environ assessment & 850400 FR netico end. 
DIRCKS.WJ Office of the Executive Director tor Operations Aa35-1 85/01/11 
109pp 30603.341-30864 086 


— 8506199320 SAND83 0779C "Hydrogen Generation During Core Melt-Coolant Inlerac- 


CORRAOINI.ML Wisconsin, Univ. of, Madison, Wl. MITCHELL.DE, EVANS, N A, 
Sandia National Laboratories. 84/09/11. NRC - No Detailed Affiliation Given Spp. 
31013:093-31013*100 


860S3 10640 SECY-85-173 Recommends approval of proposed final rule ra detegation 
of FOIA appeal funcllon lo Socrolary of Commission, for FR publication A NRC Manual 
Chwter 0211 

FITZGERALD. J.A, OIllco of the General Counsel, 66/05/20. 11pp 31156176- 
31156*186 


-8508190322 "Dynamic Model lor Fuel-Coolant Mixing." 

CORRADINI.M.L,, MOSES, G.A. Wisconsin, Univ of, Madison, Wl 84/09/11 
31013.101-31013*108, 


8pp. 


8606030224 SECY-65-147 ERR Corrected Pages 90 A 201 of End 1 to SECY-85 147, 
"Proposed Rev to 10CFR20, 'Stds lor Protection Against Radiation '" 

' Ollice of the Secrelsiy of the Commission- 85/05/08. 3pp- 30706336 30706,339, 



436 NONDOCKETED JTEMS 


fl5Q6040S91 Parlial response to FOIA request tor documents re Ole of Inspector & 
Auditor rept by R Smith on allogations ol siaW misconduct ol facility App A documents 
end A m TOR Document t of App 8 withheld (tel FOIA Exemption 5) 

FELTON,JM Division of Rules and Records 84/12/11 DEVINE.T GovornmenJ Ac- 
countability Project tOpp 30737 200 3Q739 21 S 

-8402210404 SECy-84 061 Provides Commission w/in to on status of stall resolution of 
allegations & concerns re design, const A operation of facility as applicable to Com- 
mlssJon deliberation on licensing plant for criticality & low powor testing 
DIRCKS.WJ Office of the Executive Oiroctor for Operations 84/02/06 12pp 
30737 210 30737 311 


8509130045 Partial response to FOIA request lor all documents re NRC procedures for 
dotection & control ol alcohol & illegal drug use by persons engaged in bldg or const 
of nuclear reactors or facilities Forwards App A documents 

FELTON,JM Division ol Rules and Records 85/01/28 HEATH, SJ Washington 
Legal Foundation 55pp 30937 047-30937,157 


■84091700 25 SECy'84 348 Submits results ol recent staff meetings w/NUMARC Steer- 
ing Commitles & requests direction re fitness lor doty rule Rule should be promutgat 
cd & detailed guidelines & acceptance criteria developed 

DIRCKS.WJ Office ol Ihe Executive Director for Operations 84/09/04 4pp 
30941 265 30941 268 


8506150278 Responds to FOIA request for general procedures used within regional 
olcs lor screening & assessing allegations re OL application reviews Forwards docu- 
ment listed on app Document also available In PD H 

FELTON.JM. Division of Rules and Records 05/03/04 MEYER.DW Newman & 
Hollzlnger 2pp 30945 030-30845.087 

•-8402080298 Draft Corrmisslon paper re processing ol allegations involving applica- 
tions tor OLsNRR 8 IE designated full tuns allegation coordinators Procedures for 
resolution ol allegations end _ 

DIRCKS.WJ office of the Executive Oirsclor for Operations 84/01/20 7pp 
30945 061 30945.067 


6506220001 Partial response lo FOIA request for documents re restart ol facility App A 
documents available in PDR.Search continuing 

FELTON, JM Division oi Rules and Records 85/02/13. 8ELL.N Nuclear Information 
& Resource Service 14pp 31162.001-31174 321 


8506260113 Further response lo FOIA request lor nine categories ol documents re U 
mill tailings regulations App L documents and A available in FDR Portions of App M 
documents & complete App N documents withheld (ret FOIA Exemption S) 

FELTON, JM Division ol Rotes and Records 85/04/16 BERICK.D Enviionmenlal 
Policy institute 9pp 31222-208 31222341 


■6307250598 SECY-63 290 Requests Commission approval to publish action suspend- 
ing portions ol Commission rules for Ircensing U mills & disposal of mill tailings A 
wi^sio 

DIRCKS.WJ Olllco ol the Executive Director for Operations 83/07/19. 31pp. 
31222344 31222351. 


-8505310664 Comments on proposed rule 10CFR39, “Licenses & Radiation Safoty Re 
quirements lor Well Logging Operations ” 

HONEY, D D. Calilornia. Slate of A835 1 84/06/20 TSE.A N Office of Nuclear Regu- 
latory Research. Director Ip 30684 093-30684 093 

-8505310660 Comments on proposed rule 10CFR39. "Licenses A Radiation. Safety Re- 
quirements lor Well Logging Operations " 

GOLEMAN.C Kentucky, Commonwealth ol AB35-1 84/06/25 NUSSBAUMER.O A 
Office ol Slate Programs. Director 4pp 306B4 094 30684 097 

8506030168 Advises that proposed Tech Spec amend re reactor feedwater Inboard 
check valves Typo C lest will cause no adverse effect 

PARKER.MC Illinois, State of. Dept of Nuclear Safely DOE-65 08 1 85/05/23 
DENTON.hr. Office ol Nuclear Roaclor Regulation. Director Ip 30673 266 
30673 266 

8506030436 Forwards App 10, "Olfsite Emergency Medical Response," lo ' 'State of A2 
Fixed Nuclear Facility Olfsite Plan." App confirms that medical facilities identified tor 
use during emergency Related sves also Idenllhed 

SANDERS.M E Federal Emergency Management Agency 85/05/29 MATTHEWS.0 
Emergency Preparedness Branch ip 30677 194-30677 204 

-8606030446 Extract of Annex D.App 10, "Offsite Emergency Medical Rosponsa," (o 
"Fixed Nuclear Facility Ollsite Plan.Slalo of AZ," Change l.did Jan 1985 
* Arizona, Slata of 85/01/31 lOpp 30677 195-30677 204 

8506030554 Concludes that State ol Wl A local emergency preparedness plans 
adequale.subj to varificalion of alert & notification sys per App 3,Rev 1 to NUREG 
0654/FEMA REP-1 

SPECK.SW Federal Emergency Management Agency 85/05/10 DIRCKS.WJ 
Ollice ol the Executive Director for Operations Ip 30686 226-30606 226 

8606030558 Concludes that Slate of Wl & local emergency preparedness plans 
adequate Public alert A notilicalion sys approved on 65042S per App a.Flev I lo 
NUREQ 0654/FeMA-HEP-1. "Std Guide for Evaluation of Alert A Notification Sys " 
SPECK.SW Federal Emergency Management Agency 85/05/16 DIRCKS.WJ 
Office of the Executive Director lor Operations Ip 30688 220 30686 220 

8506040222 Corrected notification ol contract executlon.Mod 6 indicating accurate 
amount obligaied.lo "Structural Geologic Study of Southeastern Missouri" 
Contraclw Stala oi Ml Dept ol Natural Besomcos 

STEWART.S Technical Assistance Contracts Branch FIN B-6294. NRC 04-78-206 
85/04/19 FOREHAND, B Office of Nuclear Regulatory Research, Director 
0'OONNELL.E NRC ■ No Detailed Affiliation Given Ip 30719 243 30719.243 

8506040504 Ack receipt of FEMA approval of State ol Wl emergency response plan A 
associated iocaf plans Approval contains condition that adequacy ol public alerting A 
notification sys must be venfied 

PAPERIELLO.C J. Region 3, Oflice of Director. 05/05/31 LINOER.F.W Dairyland 
Power Cooperativo. 2pp. 30696 230-30698 232 


STATE PROS STATE PROGRAMS 

8503010201 Partial response to FOIA request for nine categories of documents f& Inti 
NiJlronfc8,rnc top a oocuments end 

FELTON, J.M Division of Rules and Records. 85/01/14. TEflPILAK.M S. Nucleon Lee 
tern Associates, Inc. 19pp 30902 064'30g06-262 

-8508120547 Ack receipt of 830923 Ur ra daconlamlnallon guidelines lor soil contami- 
nated w/Co-60.Recommends llsled gamma dose rete Mta as target criteria fd de- 
contamination of specific site in New York 

NUSSSAUMER.DA Assisfant Director lor Slate Aoreemenls Programs 33/10/21. 
RIMAWI.K. New York, State ol. Ip 30S04-09S-30S04‘|02. 

8505280483 Responds lo 850312 Hr forwarding P Bower allegations re design A const 
flaws Summary of Investigallon end. 

MURLEY.TE. Region 1, Office of Director. 85/06/13. KESSEL,H.H New York. Stale 
of app. 30888 343 30688 356 

“880e03014{) Foiwards P Bower 850205 Hr re alleged lochnloal defods In plant control 
sys,fndlcelions of failure fo delect problems A attlludo of pressing forward towards 
commercial operation regardless oi defects 

K£SSEL,R M New York, State of, 85/03/12 CKILK.S J Office ol the Secrelarv of the 
Commission Spp 30688-351-30688.356 

8SOS290320 Board Notification 85-058.forwarcf3 financial review of GPU operellcn ol 
TMI-1 Uhl has reasonable assurance ol obtaining funds necessary (o cover estimated 
TMI-1 oporaling costs for period of licensing & decommissioning 
THOMPSON, HL Division of Licensing 8^/05/28 PALLADINO, ROBERTS, ASS EL- 
STINE Commissioners 2pp 31048.194-3 1tJ4e;264. 

-8508216076 Foiwards financial review of GPU operation of TM1 1. 

KEflfl.G W, Office of State Programs. Director 86/06/24. DENTON, H R Office of Nu- 
clear fleaetpr RegulaHon, Direclor dpp. 31048.196 31046.204 

8505310530 Forwards documents constitullng regulatory hlatory for proposed rule 
10CFR39, "Licenses A Radiation Safety Requirements lor Well Logging Operations" 
fndax end. 

TSE.A. Ollice ol Nuclear Regulatory Research, Direclor. ABSS-1. 85/06/30. SMITH, R. 
Division oi Technical Information S Documertl Control. Spp 30683.001-30683.1 10, 

-8600310658 Comments on proposed rule 10CFR39 re well logging operations 
GODWJN,A.V Alabama, State of AB3S-1. 64/05/14. NUSSBAUI^H.D A. Assiatani 
Director for Slate Agreements Programs 2pp. 30684:081-30664 092. 

-8605310849 Commenia on proposed rule 10CFR39 re well logging opsrations.OplIon 
re source recovery should be maintained, 

OICUS,QJ. Arkansas, State of. AB35-1. 84/06/28 NUSSBAUMER,D.N. Assistant Ol- 
rector for State Agreements Programs. 1p. 30684:088 3a6e4;0&a 

-8505170346 Comments on draft rag guide, Task OP 212 4 re radiation pfolecKon train- 
ing for pereonnel employed In medical faeilili 0 s,iNRC should provide guidance to deter- 
mine how guidelines should be applied fn broad epectrum of IJcenas, 

TEDFOfiD,C.F. Arizona, State of. AB3S-1. 84/06/06. NUSSBAUMER.0 A, Assistant 
Director for Stale Agreements Programs 2pp. 30884,98 9 -30684 090, 


8506049673 Forwards "Radiological Emergency Response Plan 2," per 850'524 
request W/o end Related correspondence. 

orro.TG Pennsylvania. Commonwealth of. #286 268 85/05/30 HOYT.HF Atomic 
Safoty and Licensing Board Panel Ip 30708'004-30708 094 

3S0ED50041 Informs that Region III will not conduct public meetings concerning 850410 
events re rupture of OA bode acid evaporator rupture disk & reactor lilp caused by 
drop ol four control rods Events will be documented In future rept. 

KEPPLER.JG Region 3. Office ol Director. 85/05/17. SAMELSON.A, 
MCCAFFREY,J Illinois, State of 9pp 30724.311-30726-020 

8606050068 Advises that proposed Tech Spec amend re RHR vault equipment 8 floor 
drain sys reviowed.No adverse findings determined, 

PARKER,MC niinols. Stale of. DOE-eS 072 85/05/20. DENTON.H Office of Nucloar 
Reactor Regulation, Director Ip 30717312-30717312 

8 506060076 Advises that State of MN submitted stale & associated local plans lor redi 
Ological am erg ancles re facility Plans adequate lo protect health A safety ol 
publioPubllc aleri A notification sys approved by FEMA on 850426. 

SPECK, SW Federal Emergency Management Agency 85/06/10 OIRCKS,WJ 
Office of the Executive Director for Operations, Ip. 30733.265-30733-285 

8508050139 Comments on proposed rules 10CFR30,40,SO,51,70 & 72 re decommis 
stoning criteria for nuclear facilities Recommends delineation ol limit of std as point 
where further cfecontaminalfon unnecessary. 

THRON.RW. Minnesota, State of S0FR6800 it 9, 05/05/29, Docketing & Services 
Bianch. 2pp. 307 lB.aio-3071B,21 1 . 

8506060159 Fonvards 850509 response from State of SC & 860510 response Iron 
Slate of WA lo draft ttolcal review comments re Hillman topical rept on comenl sohdi- 
flcBlfon process A NUPAC Enviralloy femliy.respeclivsiy. 

NUSSBAUMER.DA Assistant Director for State Agroomonts Programs 85/05/17 
GREeVES.J Engineering Branch (Post 831001) Ip, 30742.333 30742 335, 

-8506050173 Responds to D NuBsbaumsf 850107 Hr roquesllna comments lo NUPAC 
EnvJratIcw family of high Integrity containers. Comments submltTed on 850220 re vents 
& on 840831 concerning FL-SO container No further comments necessary. 
KIRNERjN.P Washington, Slate of, Dept, of Social & Health Servlcos. 85/05/10 
SC HN EIDER, K. Office of State Programs, Director. Ip. 30742:334-30742:334 

-8606050103 Responds lo 650429 Itr w/commanls on Hitiman topical rapt on cement 
salidllicalionprocess.No further comments offered.Conlinuad review of rept upon re- 
caipt of salisfaclofy reply to questions recommended 

AUTRY.V.R South Carolina. Stale of. 86/05/09. NUSSBAUMEfl.D.A. Assistant Oirec- 
tor for Stale Agroemenis Programs Ip. 30742.335-30742.335 

8506050271 Confirms 850411 discussion re review ol State ol NM radiation conlioi 
program. Review disclosed problems In three Category I indicators Improvomonls in 
progrem areas should be made promptty.Commenia A recommendatfons end 
MARtlN,fl.D, Region 4, Office of Director. 85/05/20, FOflTD.D New Mexico, Slate 
of app 30725.340-30725347. 
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B506050399 Notifies of 850516 meeting between DOE & Slate of MS to corjimont on 
Richloa Dome draft environ assessment Expresses appreciation to staff for consulta- 
tion & cooperation 

GREEN, JW Mississippi, Stale of 1051 85/05/06 BROWNING.R Division of Waste 
Management Ip 30742 023-30742 023 

0506050408 Forwards comments on proposed rule 10CFRt40 re proposed Criteria for 
exlraordinaiy nuclear occurrences Adoption of Option 3 encouraged Concept applica- 
ble 1o all radioactive mails handlers, including DOE 

LOUX.R R Nevada, State of 50FR 13978 001 85/05/29 Dockoling & Services 
Branch 3pp 30717 269-30717 271 

8S06050436 Requests add! info on comment in Table 3 in Irigaray Mine Quarterly Repl 
for Jan-Uar 1985 did 850402 re water over portion of underTiner insp tube for Pond C 
MOONEY,G Wyoming, State o( 00529 05/04/05 FAUBER.J R. Westinghouse Elec- 
tric Corp tp 30741 339-30741 330 

8506058443 Forwards Land Quality Div Receipt 2310 ack Custody Receipt 1270 UT 5 
for US Treasury Sill CUSIP 9127944S6 as replacement bonding instrument to Permit 
358 

BRYAN,VJ Wyoming. State Of 00620 85/05/16 FERGUSON.JC American Nuclear 
Corp 3pp 30740 360 30740 362 

6506050485 Forwards three State of WY Dept of Environ Quality (WOEO) memos eval- 
uallng Uranarz.USA.Inc.Rulh In Situ Leach site NRC & WDEQ should agroa on base- 
line & quality of use classification for groundwater 

OGLE,K,M Wyoming, Stale of 00019. 85/05/16 SMITH.O Uranium Recovery Field 
Olllce 9pp 30741 218-30741.226 

8506050470 Minutes of Nuclear Waste Advisory Council 0504 IB meeting In Lacey, WA 
re public involvement aclivillos 

• Washington, State of 1375 05/04/19 Washington. Stale of t7pp 30741 198- 
30741.212 

8506C50478 Comments on points presented at 850111 mooting w/Western 
Nuclear.Malapai Resources & Westinghouse In Cheyenne, WY ra Irigaray Mine issues 
MOONEY.G Wyoming, Stale of 00525 05/04/04 0OQDEN.G Waalorn Nuclear. Inc 
(subs of Phelps Dodge Corp) BECK.MK. Malapai Resources Co RUTLEOQE.C. 
Westinghouse Electric Corp tOpp 30740 343-30740 352 

8506B5O4&2 Responds to 050405 Itr re wafer reported In Pond C Insp tube in Westing- 
house Irigaray Mine quarterly rept, Table 3, lor Jan-Mar 1905 No reason to belEavo 
pond feaking No holes found in pond liner since Third Quarter 1984 
RUTLEDGE.C. Westinghouse Electric Corp 00570 85/04/24 MOONEY.G Wyoming, 
State of 3pp 30740 353-30740 355 

0S080S0582 Requests general technical assistance under Task 4 of FIN A-3167, 
“Reviow of Waste Package Verification Tests." Recommendations for resolution o1 
comments requested by 850815 

WICK.E A Engineering Branch (Post 63 toot). FIN A 3167 2078 85/05/16 SOO.P. 
Brook haven National Laboratory Ip 30737 182-30737 105 

-S506050591 Comments on draft generic technical position re waste package 
rellBbllity .Computer modeling parameters re license application (or high level waste ro 
pository not adequately addressed 

LACKeR.DK Texas. State of. 85/01/25 MILLER. HJ. Roposilorv Projects Branch 
(Post 031001) 6pp. 30737 200 30737.200 

8506050849 Nolifies of upcoming meetings on 660514-16 per DOE 030719 20 meetings 
commitmertt Weekly update wiH be sent for info when avallQbfe 
NEFf.J O. Energy, Dept of 1056 85/05/09 LINEMAN. J. NRC - No Detailed Atfili- 
alion Given FRfSHMAN.S Texas. State of. FORSYTHE.R Mississippi, Stale of Ip 
30740 181-30740 181 

S50S0506B2 Provides position & assistance in reviewing listed projoclB. Comments of 
fered to promote continuing cooperative efforts In eddressing L) sitos 
GARLAND.W L Wyoming. Stale of. 00601 85/05/08 KONWINSKI.Q.R U/anlum Ra- 
ccvary Field Olllce 3pp 30740 138-30740 140. 

8506050600 Agenda (or State of WA,Nuc|oar Waste Advisory Council 850517 meeting 
Irt Lac^.WA to discuss review of public involvement activities by working group & cur- 
rant DOE acfivilias 

‘ Washington, State of. 1357 85/05/17. Washington, Slate of. Ip. 30740.135- 
30740.135 

8506050692 Noliflos of upcoming DOE meetings on 850504-16 per 830719 20 
moeflngs. Weekly update will be sent for Info when avaffabfe. 

NEFF.J.D. Energy, Depl. ol 1050 86/05/03 LINEMAN. J NRC - No Detailed Affiti- 
atlon Given SPURGrN.P Utah. State of FRfSHMAN.S Texas, State of Ip. 
30740:134-30740.134 

8508050726 Notifies that 860521,1905 BWIP/NRC hydrology workshop rescheduled to 
850522 

OLSEN.OL Energy. Dept, ol 1369. 05/05/10. PROVOST.D. POWER.M.S Washing- 
ton, Slate of JIM.R R. Yakima Indian Nation. 2pp 30740.078 30740.07S. 


“8506050783 Forwards corrosaondenco between Westinghouse Hitt man Nuclear. Inc & 
Stale of WA re possibility of Interim approval ol Hillman RADLOK 
containers Accelerated NRC review of high integrity container topical repls would be 
beneficial 

KIRNER.N P Washington. Slate ol. Dept ol Social & Health Services 85705/01 
NUSSB/^UMER.D A Assislant Director lor Slate Agreements Programs 3pp 
30733 357-30733 359 

8506050809 Egresses concern w/level of communication re Enleractions between 
DOE.NRC & EPA Slates should be afforded opportunity to be involved in exchanges 
between DOE & other parties m geologic repository siting process 
LOUX,H R Nevada, Stale of 649 85/05^6 RUSCHE.B C Energy, Dept Of 2pp 
30733 263-30733 264 

8506060036 Discusses DOE high level waste site In Hanford.WA SLAR data acquisition 
surveys needed to fill serious gaps In knowledge ot geological structure A tectonic 
history of site Map w/areas for SLAR coverage tiigh lighted end 
LASMANIS.R Washlngtorr, Slate of 1374.85704710 PECK.DL Interior. Dept of. Ge- 
otogical Survey 2pp 30782 1 13 30782 1 14 

8508060045 Notifies that discharge plan required (or proposed U mill tailings remedial 
action project in McKinley County.NM Plan must be submitted to State of NM.EnvIron 
Improvemonl Div.or temporary permission requested tor 120 days 
FORT.D New Mexico. Slate of 85/05/20 BOSILJEVEC.F Energy. Depl. ol 2pp 
30782 111-30782 112 

8506060046 Advisos ol NRC approval ol Stale ol Wl emergency response plan & asso 
ciated local plans, based on review ot FEMA findings SERs 50 282/62-21 & 50-306/ 
62-21, Issued on 621227, concluded licensee emergency plan acceptable 
PAPEflIELLO.C J Region 3, Olhco of Director 85/05/31 LARSON.CE Northern 
States Power Co 2pp 30728 234-30728 236 

8508060071 Advises of NRC approval ol Slate of MN emergency response plan A as- 
sociated local plans, based on review ot FEMA findings SER 50 263/82-1 7,lssuod on 
830120.conctuded ticensoa emergancy plan acceplable 

PAPERIELLO.DJ Region 3. Ofhee of Diraclor. 85/05/31 LARSON.CE Nonhorn 
States Power Co 2pp 30727 217-30727 210 

8506060119 Requests comments on end Div ol Waste Mgt request tor addi info re 
United Slates Gypsum Co rept on Enviroslone gypsum cemenl.wilhin 45 days of Ur 
receipt W7o end 

NUSSBAUMER.D A Assistant Director lor Stato Agreements Programs 05/03714 
KIRNER.N P Washington, Slate of, Depl ot Social & Health Services ip 30773 363 
30773.363. 

8506060127 "Nuctoar Waste Board Comments on Draft Environ Assessment to DOE" 
’ Washington. Stale 0 1 1365 65/03/19 450pp 30772001 30773 100 

8506080183 Expresses appreciation fer 8604 16 Itr ra lack of timely notification of NRC/ 
DOE meetings Problent result of internal procedure Inconsistencies that will bo cor 
rocled 

BUNTING.JO Policy A Program Control Branch (Post 831001) 1058 B5/05/0D 
CAMERON.M Mississippi, Stale ol Ip. 30781 363-30781 363. 

8506060273 Comments ro Western Nuclear.Inc request for reduction in Split Rock Mill 
groundwater monitoring program Static water lovol prior to sampling should not be re- 
ported w/each water quality analysis for each well 

OGLE,K.M. Wyoming, Stalo of 00595 65/05/06. SMITH.D Uranium Recovery Field 
Office 2pp 30783 177-30783.178 

6506060265 Further response to FOIA request for three categories o( documents re at 
leged 1067 accident at Radiation Effects Lab or "hot cell" at Goorgla Nuclear 
L^.Dawsonville,QAFoiwards App A documenIs.Oocumonts also available In PDR 
PELTON.JM Division ol Rules and Records 84/12/07 BREMAN.VA Legal Environ 
mental Assistance Foundation 3pp 30795 076 30705.140 

-0506060354 Confirms 781016 lelcon re 781020 mooting In Atlanta.GA to review ro- 
eulla of Dawsonvllto overlUght conducted by EQAG, Inc 

HUFHAM.JW, Region 2, Atlanta, Fuel Facility A Materials Safety Brand* 78/10/18 
SETSER.JL Georgia, Slate of Ip. 30795 110-30795 110. 

-0506060362 Confirms 7810IB telcen re 781020 meeting in Atlanta.GA to review re 
suits ol Dawsonvillo overnight conducted by EQAG, Inc 

HUFHAM.J.W Region 2, Atlanta. Fuel Facility A Materials Safety Branch 78/10/16. 
ASHLEY, EC. Assistant Dtroctor for State Agreements Programs Ip 30795.111- 
30795.111. 

-8506060381 Confirms 781018 telcon re 781020 meeting In Atlanta,GA to review Daw- 
sonville ovorfllghi conducted by EG AG, Inc 

HUFHAM.J.W. Region 2. Atlanta, Fuel Facility A Malertala Safety Branch 70/10718 
TEDFORO.CF Georgia, State ol 5pp 30795 1 13-30795' 1 17. 

-8506060387 Summary Of 701020 mooting w7EGAG,Lockheed A State ol GA re prelim- 
inary lindines of June 1976 aerial radiation survey of Dawson Forest Witdllie Mgt 
Area.formerly Lockheed Radiallon Effects Facilily. 

ALLEN, J.R Region 2. Allan ta. Fuel Facility A Materials Safely Branch 78/11/27 
Region 2, Atlanta, Fuel Facility A Materials Safely Branch 2pp 30705.1 16 30795.119. 


6506050731 Agenda for Slate of WA.Nuclear Waste Board 650517 meeting in 
Lacey.WA to discuss status of low level compact process, public Involvamonl A litiga- 
tion repls A committee repts on monitoring, tran8portallon.defGnse wastes A economic 
fi&l^ 

• Washington, State ol. 1358 85/05/17. Washington. Stato ol Ip. 30740 072- 
30740 072 


6506050745 Urges side looking airborne radar survey of Hanford.WA repository site In 
conlunclion w/Nevada survey.Estimates of costs being explored, 

BHEWER,W.A Washington, State of 1326. 85/04/09. OLSEN, L. Energy, Dept, ol 
2pp 30740:235 30740-236. 


8S06 050773 Forwards correspondence between Westinghouse MIttman Nuclear.Inc A 
Slate of WA re possibility ol interim approval of Hittman RADLOK contaInef8.Request 
denied per slatus of NRC review of RADLOK topical repf. _ , 

NUSSBAUMER.D.A. Asslslanl Director lor State Agreemanls Programs 86/05/14. 
HIQGINBOTHAM.L Low Level Waste Licensing Branch GREEVES,J T Engineering 
Branch (Posl 831001). 1p. 30733:356-30733.358, 


“8506060397 Fonivards ’'Summary Repl Aerial Radiological Survoy, Dawson Forest Wild 
life Mgt Area, Dawson County . GA,Date ol Survey. June 1978 " 

SUTHHRLAND,J T Region 2, Atlanta. Fuel Facility A Materials Safety Branch 79/03/ 
22 SETSER.J L Georgia. State of Ip. 30795:120-30705-123. 

8506080465 "Environ TLD Results Monthly," tor Apr 1965 W/050517 Ur 
MARTINEZ.ED U.S Ecology, Inc (formerly hluciecr Engineering, Ino), 85704/30 
QRONEMYER.L. Washington, State of- 2pp 30785:145-30705.146. 

8506060473 Minutes ol Nuclear Waste Board 050419 meeting ir» Lacey.WA re progress 
on low level waste prog ram, public involvement rept, litigation rent, environ assessment 
review comments A defense wastes Related documentation end, 

* Washington, State of 1372. 65/04719. Washington, State ol 40pp, 30704.171- 
307B4.2IB. 

-0S96OBO483 Testimony of LL Brothers belore Committee on Interior & Insular 
Affairs, US House of Representatives re mgt ot low level radwaale, 

BROTHERS,L L. Washington. Slate of. 86/03/97 6pp, 30784 211-30784.215 
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•8506060506 Testimony of Governor B Gardner. deli voretl by C Eschels, before US 
senate Cojnmitteo on Judtcrarv re raiificaOon of compacts concerning Low Level Ra- 
dioactive Policy Act of 1980 

®ARDNER.B. ESCHELS.C Washington. Slate of 85/03/08 4pp 30784 216 


0506060502 Ack roceipl of 85Q50I response to comments 5 rcconimendatians follow 
Texas radialion control program 

MAftJJN.H D Region 4, Olfioo of Director 85/05/28 BERNSTEIN R Texas. State of 
2pp 30767 343-30767344 

6506060736 Responds to 850418 & 0503 Hrs re timing of identification of potentiafly 
acceptable sites a region-to area screening melhodology Responses to five concerns 
/O'sed by Rad waste Review Board submitlecf 

KAvfy*®'' Energy, DopI of 85/05/17 STROHL.J Wisconsin, Slate of Spp 
307&3,307.30783 315 

8606070410 Conimenis on periodic tasting of diesel generator units In response lo util 
050624 Hr lo NRG Util should clearly inafcale wholher deviation from parrorming 24 h 
test roquosled 

PARKER.MC Illinois, State of. Dept of NueJoar Safely DOE-a5 0a4 85/06/03 
BUTLER.W R Licensing Branch 2 2pp 30749 360 30749 361 

8606070513 Forwards RW Knmin 859530 memo re access control points at King of 
Prussia, PA Involving oils it e planning & preparcdnoss.RP Giordano 850517 Hr & JL 
Patten 850516 Hr lor info Related correspondence 

HASSELL, 0 F Hearing Branch Z #285 312 86/06/05 HOYT.H F Atomic Safety and 
Ltoonsing Board Panol 7pp 30763 324 30753 330 

6SQ6070524 Advises of no adverse findings, based on review of proposed Tech Specs 
amend ro conlainmeni monitors. per Generic LIr 83-36 

PARKER.MC Illinois, Stale of, Dept of Nuclear Safety GL 83-36 85/06/03 
DENTON, HR Office of Nuclear Reactor Regulftlfon, Director, fp 30755 349 
30756'349 

8506100423 Forwards Slate of SC Dept of Health A Environ Control 850501 Itr re 
Cham Nuclear cement topical repi 

NUSSBAUMER.D A Assistant Director for Slate Agreemonis Programs 85/05/14 
GREeVES,J Englneenng Branch (Post 831001). Ip 30830 117-30830 117 

-8505100430 Commenls on Chom Nuclear response lo NRC Question 10 Two soeci- 
men tests for each form of waste will not provido adequate consistency cheefts Al 
least throe specimen tests required 

AUTRY.V R. South Carolma, State of 05/05/01 NUSSBAUMER.DA. AssislanI Direc- 
tor lor Slate Agreements Programs Ip 30830.1 16-30830 113 . 

8506100465 Forwards Apps A to J & bibllography.as submilted to OOE.to draft "Environ 
Assessment Comments on Davis & Lavender Canyon Sites.San' Juan 
County,UT,1985," 

NACCARATO.RM Utah, Stale ol 1809 85/05728 MATTSON, DR NRC • No Do 
tailed Alliliatian Given 34lpp 30818 001-30018 341. 

OSOBIOOSSO Forwards 050227 FEMA post-exercise assessment repI for Stale of NY & 
local govts Deficiencies included delay of formulation & issuance of emergency broad 
cast messages from joint news cir 

BELUMY.R R floglon 1, Oflice of Director 85/06/04. JOSIGER.W New York power 
Authority /formerly Power Aulhorily of the State of New York) 2pp 30792 175- 
30793.003 

-6606100656 "Post-Exercise As503snien1.e41 126 Exercise ol Radiolooical Emergency 
Pfoparednoss Plana ol NY State & Westchester, Rockland.Orango & Pulnam Counlios 
for Indian Point Nuclear Power Slallon." 

PETRONE.FS Federal Emorgeocy Managemeni Agency 85/02/27. 189pp 
30702 177-30793.003, 

0508100655 Forwards commonls re annotalecl outline lor site characlenzalion plan 
GREEN, JW. Mississippi, State of 85/05/31 NEFF.JO Energy. Dept of 16pp 
30626 080-30026:094 


—6506110261 Discusses arrangements for State of Wl parlicipalion In advance notilica 
lion program 

DREYFUS.LS Wisconsin, State of 82/05/17 KERR.GW Office of Slate Programs, 
Director Zpp 30846362-30847 001 

8506110026 Provides notice of upcoming meetings.per 830719 30 meetings No meet 
mgs scheduled Notice will bo updated weekly 

NEFF. JO Energy. DepI ol 1071 85/05/23 LINEMAN. J NRC - No Dotasled Affili 
alion Give/} SPURGIN.S Utah, Slate ol FRISHMAN.S Texas, State of Ip 
30837 184-30637.164 

S50S1 10426 Forwards Slate ol WA Nuclear Waste Board revised comments re draff en- 
viron assessment Draft comments submitted on 850319 AddI public comments also 
end 

BISHOP.W A Washington. Stale of 1390 85/05/20 RUSCHE.B Energy. Dept ol 
285p 30833 001 30833 285 

-8506110442 "Review of US DOE Draft Environ Assessment for Ref Repository 
Location.Hanford Sile.WA," prepared lor State ol WA Nuclear Waste Board & DepI of 
Ecology 

* Envirosphere Co * Shannon & Wilson, Inc * Coopor Consultants 7061 A 05/05/ 
20 175pp 30833 111-30833 265 

8506110509 Responds to 850416 comments on proposed rule lOCFReo. "Disposal ol 
High Level Radwaste in Geological Reposilones Amonds lo Licensing Procedures," 
reieclmg request for Commission meeting Public given opportunity to comment 
CHILK.SJ Office of the Secretary of the Commission 50FR2579 65/06/04 
LOUX.R L Nevada. Stale of 2pp 30814 253 30814 256 

85061 10S60 Responds lo 850506 commonls on proposed role 10CFH60, "Oisposat ol 
High Level Raciwaslo in Geological Repositories Amends to Licensing Procedures," 
rejecting request for Commission meeting Public given opportunity lo comment 
CHILK,SJ Offico of the Secretory of the Commission 50FR2579 65/00/04 
FRISHMAN.S Texas. Slate of 2pp 30830 308 30830310 

6506110702 Forwards State of SC 850515 Itr re Chem Nuclear topical rept, "Fiberglass 
Reinforced Pie site High Inlegnly Containers " 

NUSSBAUMER.D A Assistant Director for Stale Agreements Programs. SA/KNS 65/ 
05/31' GREEVES.J Engineering Brarrch (Post 831001) Ip 30832 268 30832269 

— 850611070S Advises of no further comments re Chem Nuclear Sys,lnc topical repi, 
"Fiberglass Reinforced Plastic High Integrity Conlatoers ” Continued review suggosted 
until receipt of salisfactoiy replies to commenls 

AUTRY, V.R South Carolina, State ol 85/05/15 NUSSBAUMER.D A Assistant Diiec 
lor for Stale Agreements Programs ip 30832 269-30632 269 

6500120007 Partial response to FOIA request for documents re waste & disposal in 
State of SP Forwards documents fisted In App A. Documents respond (o Items 4,5 & 
6 ol request 

FELTON,J M Division ol Rules and Records. 85/02/07 PAY.O Technical Information 
Project 3pp. 30088 321-30889 032 

-8506120016 Forwards Info re low love) waste siting work being done for Edgomanl,SO 
In response to 840816 conversation on liability Issues lor low level radwaste disposal 
(acllilies Speech by OF Brown also end 

SEEMAN.MJ. PoflcyS Program Control Branch (Post 831001) 04/08/21 NELSON.T 
Affiliation Noi Assigned Opp 30688 327 30888 335 

-8506120043 Summary of 641120 meeting re proposed low level waste disposal facility 
inSlataolSD 

WIDMAYER.D A. Low-Level Waste & Uranium Rocovory Projects Branch 84/11/26 
HIGQ(NBOTHAM.L. Low Level Waste & Uranium Recovery Projects Branch Opp 
30583 367-30ea8 359 


8508100754 Forwards J Vaden 050515 Hr lo S Wrighi re meeting w/NRC, Stale of NV 
& licensee to discuss US Ecology closure plan Lease from State ol NV oxocuted w/ 
Bureau of Land Mat over buffer zona end. 

NUSSBAUMER.D A Assistant Director lor Slate Agreements Priogrems SA/KNS 85/ 
05/31. HIGGINBOTHAM, L. Low Level Waste & Uranium Recovery Projects Branch. 
6pp 30BZ3-t 16-30823 121 

8606100761 Foiwards T Strong, State of WA.a50306 raquest lor NRC technical assist- 
ance on "Submerged Oemlneralizer Sys Liner Quail llcallon as High Inlegnly Container 
• Handford Burial” by Nuclear Packaging Inc 

NUSS0AUMER.D.A Asslatant Dfroctorfor Stale Agreements Programs SA/KNS. 85/ 
06/31. GflEEVES.J. Enolnaerlng Branch (Post 031001) HIGGINBOTHAM. L Low- 
Levdl Waste 8 Uranium Recoveiy Projects Branch. Ip. 30824:299 3O024’2S9 

-8608100666 Requasla NRC technical assistance in reviewing Nuclear Packaging, Inc 
ovaltiallon repi, ''Submerged Demineralizar Sys Liner Qualification as High Integrity 
Container - Hanford Burial " 

STRONQ.TR Washington, Slate of 85/03/06 NUSSBAUMER.D. Olllce of State Pro- 
grama, Dlieotor. Ip 30824;300*30824 300. 

8506110009 Response lo FOIA requost tor eight categories of documents re nuclear 
spent fuel trar)dporia1ton.Forwards documents listed In Apps A & B Documents also 
available in PDA Search conlinulng, 

FELTON, JM, Division ol flutes and Records, 84/12/11 MILLAfl.F Environmonlal 
Policy Instllule. 12pp. 3084 6. 025-30846.1 46 

-8506110284 Noliflos of address lor advance notlircatlon ol nuclear waste shipments 
HAMMOND, J.S, Afaaka, Stale of. 82/05/13, DinCKS,WJ. Office of the Executive Di- 
rector (of Oporallons. Ip, 30847:002 30847-002 

-8506110270 Oosignales responsible official to receive advance nofification of nuclear 
waste sWpmentewouQh alftte. 

BUS8EE.Q Georgia, Slate of. 82/06/12. DIRCKS.WJ. Office of the Executiva Direc- 
tor tor Operations ip 30847.003-30847.003 

-8508110276 Responds to 8Z0111 discussion re Midwest Compact Committee meeting 
on spent fuel shipments Rofevant portions of lOCFR73.2f encLAdequate protection of 
sateguarda Into encouraged.Vif/o end, 

MENCZER.W.i. Region 3, Office Of Director. 82/01/20. GUSTAFSON,PF. Illinois, 
State of. 2pp, 30847:004-30847 005. 


0600120121 Forwards trip repi summarizing NRC visit to low level waste disposal lacilily 
In Barnwell, SC to collect groundwater samples Results of analyses portormod on sam 
pToa wilt be sent by ORKL W/o end 

WIDMAYER.D A Low-Level Waste & Uranium Recoveiy Projects Branch 85/06/03 
SHEALY,H Soufh Carolina, Slate of Ip 30841 341-30841.341 

8606130494 "Operatfonal Ecological Monitoring Program lor Nuclear Plant 2,100-f 
Annual Rept." W/850516 Hr. 

SORENSEN, GC Washington Public Power Supply System 84/12/31 FITCH.WL 
Washington, State of 292pp 30890-105 30881-036 

8506140093 Farihe/ response to FOIA requost tor eight categories ol documents re nu- 
clear spent fuel transportatlon.Forwards App C documenIs.App C & selected App D 
dooumante also available In POR.App D Documents 6 & 8-12 for sale by NRC A 6P0 
FELTON,JM Division of Ruies and Records 85/01/29. MILUR.F Environmonlal 
Policy Inatiluta. lOpp, 30919003-30919043 

-8506140311 Requests stale comments on NRC draft policy ro responso lo accidents 
occurilng during iransportation ol radioactive matt to assess radiation sately 
NUSSBAUMER.D A. Assistant Diroclor for Stale Agreements Programs 83/04/29 Af- 
filiation Not Assigned lOpp, 30919:193-30019 202 

-8506140200 Trip rept ro 841012 visit to Keystone, CO re high level waste liensporta- 
lion 

SALOMAN,S,N Assistant Director for Slate & Licensee Relations 84/10/30 
YOUNG, F. Assistant Director for State & Licensee Relations 33pp 30S2I 350 
30922020. 

—8506140228 Forwards compilation of changes to list of individuals officially designated 
lo receive advance notification of waste shipments, per 10CFR71 & 73 
SANBORN.Q, Region 4, Office of Director 84/01/26. YOUNG, F. Office of State Pro 
grams, OlrooWf. 2pp 30922:1 10-30922-150 

-8506140254 Submits summary of sys elfecliveness comments made by stale officials 
designated to receive advance notilieation of waste shipments per 10CFR 71 & 
73.Changea to list of designated individuals end 

SANBORN.Q. Region 4. Office of Director 83/02/24 KERR.G.W Oflice oi Slate Pro- 
grams, Director. Zpp, 30622-1 66-30922:1 57 
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“SSOBUOa?? Fomarcis agenda lor 840806 meeting & tabletop drill to discuss rofos in 
liansportatiOA accident involving radioactive mails & to develop sclieduls o1 future 
drills for transportation accident exercise scheduled for Spring 1985 
HINDJ A Region 3, Office of Director 84/07/25 ETCHISON.D Illinois, State ol 2pp 
30919 t71 30919 172 


•6&D5180403 Foivrards outline of scoping studv lor evaluating potential hazards of re- 
leases ol rad waste lo santaiy sewer sys in response to 84121 1 Hr to Chairman Palla- 
dino 

MINOGUE.R B Office of Nuclear Regclalory Research, Director 85/01/15 
AXELROD.D Now York, Stale of 3pp 31002 348-31002 350 


-8107170293 Submits questions on transport ol radiographic devices & well logging 
sources re licensing requirements (ref Matt/ Byproduct Licenses 35 00389-01 & 35- 
00502-04Q) 

BAILEY, E D Texas, State of 80/11/25 LUBENAU.J Oltice ot State Programs, Direc- 
tor lipp 65465 150 65465 151 


■8506180447 Forwards momo & ends from RJ Slarmor ihat provide goochemical info 
on how Am might potentially behave in landfill 

LOHAUS.PH NRC - No Detail sd AHiiiatiort Given 85/02/04 HiMAWI,K New York, 
Slate of tp 31003 001 31003 001 


6506140160 Confirms J McGrath/DA Nussbaumor 850405 discussion w/NY State Dept 
of Health staff re review ol radiation control program Dept program lor regulating 
agreement malls adequate Updating ol regulations discussed Comments end 
MuRLEY.TE. Region 1. Otfice o( Direclor 85/06/03 AXELROD,D New York. Slate 
of 6pp 30693 200 30893 205 

8506140259 Forwards “Guidelines for NRC Review ol Agreement State Radiation Con- 
trol Prograira” & comments & recommendations re evaluation ol New York City Dept 
of Ho all n on 650492-23 Response to comments requested 
MUHLeY,J E Region 1, Office o I Director 05/06/03 SENCER,D New York. NY 6pp 
30893 167-30893 172 


8506140266 Forwards final draft of emergency preparedness public info brochure for 
NRC & FEMA review,per 850430 commitment Revs retted policy change by Slate ol 
NC Div ol Emergency Mgt re evacuation directly to shelter 

Z)WMERMAN,S R Carolina Power & Light Co NLS 05-188 85/06/07 DENTON,H R 
OflicoQf Nuclear Reactor Regulation, Director 22pp 30093 001-30893 023 


6506140490 Forwards “Exercise Assessment ol Joint State & Local Radiolomcal Emer- 
gency Response Exercise for Haddam Nock Plant," conducted on 84051 2 No Cat ego 
ry A deficiencies cited 

HARPSTER.TL Region 1, Ollice ol Director 85/06/04 OPEKA.J A Connecticut 
Vankeo Atomic Power Co 2pp 30897 295 30898 021 

-6506 14 04 92 "Exercise Assessment of Joint State & Local Radiological Emergency Re- 
sponse Exercise for Haddam Neck Plant," conducted on 840512 
* Federal Emergency Management Agency 85/05/12 90pp 30897 297-30898 021 

&50617'OQSO Notification of contract execution, Mod 4, to "Louisiana Olfshore Radlologi- 
caf Licensee Survey " Contractor State of LA 

tfOPPER.A Administrative Contracts Branch FIN 6 8703 NRC 05 82-252 85/05/15 
BLj\HA,J L Program Support & Analysis Stall KARAGIANNIS,H NRC - No Dolailod 
AlliliaUon Given Ip 30960 360 30960 361 


-6506170056 Mod 4, deobli gating unliquidated balance of funds, to "Louisiana Olfshoro 
Radiolagical Licensee Survey 

• Louisiana, Slate ol NEWTON,J H Division ol Contracts FIN B 8703 NRC-05.02. 
252 05/03/13 Ip 30960 361-30960 361 

3506170119 "OH Plan for Response lo Radiation Emergencies at Licensed Nuclear Fa- 
cihlics " W/B50612 Itr 

LOCKHART, RM Ohio, Stale ol AGOH DS 85/06/12 YOUNGBLOOD.B J Licensing 
Branch 1 357pp 30952 276 30953 272 

6506 170 4 39 Responds to FOIA request for all documentation re radwasto storage at 
Woldon Springs Chemical Plant Forwards Apps A & C documents Apps A.B & C docu- 
ments available In PDR App C documents partially withheld (ref FOIA Exemption 6) 
FELTON, J M Division ol Rules and Records 85/03/20 HAMMITT,H FOl Services 
8pp 30909 902-30989.294. 


>8506160013 Forwards Stale ol MO Dept of Natural Resources notice ot vlofalion 
against sewerage treatment facility operated at Woldon Springs Project Ole by US 
Army Corps of Engineers, Kansas City Disirict.per 031005 lolcon request 
SPALLO.AV Army, Dept, of 22992 83/10/07 COOL.OA NRC • No Detailed Afiiti- 
ation Given 4pp 30989 016-30980.243. 


6506160306 Partial response to FOIA request lor correspond sneo re EAD 
Molaflurgioal.lnc from 841031 to present App A documents being placed in PDR App 
B documenls already In PDR 

FELTON.J M. Division ol flutes and Records 85/04/17 WELDON.D Doc Search As- 
sociates 4pp 31002 209-31003'1 11 


•950616031 1 Forwards list of info needed lo evaluate impact ol Am 241 contamination 
at Torvawanda Landfill, Korr-McQee West Chicago FES.Amax EIA & radiological survey 
ol West Lake Landfill in St Louls.MO also end W/o end 

LOHAUS.P H Region 1, Ollice ol Director 64/11/01 RIMAWI.K New York, Stale of 
Ip 31002 303-31 002'303 


>8506160318 Forwards list of info needed to evatualo impact ol Am-241 contamination 
at Tonawanria Landfill, per 840919 memo re technical assistance to Slate ol NY List 
shoutrd be transmitted lo State ol NY ^ , 

• Uranium Fuel Licensing Branch 84/10/22 LOHAUS.P, Region 1, Office o I Director 
2pp 31 00 2 304-31 002’305 


•8506180324 Informs that EAD Melallurglcal.lnc liquid discharges met ^plicable Slate 
ol NY criteria for discharges to sanitary sewer sys, Forwards Internal NRC correspond- 
onca that provide details & reasons (or conclusion 

LOHAUS.P H Region 1, Office of Director 84/11/01, BRADLEY, F J New York, Stale 
oL Ip 31002 306 31002 321. 


"860S180487 Forwards "Am Oeconlaminalion Proposal for Town of Tonawanda 
Sewage Treatment Plant & Related Facilities " Co-mmenls requested 
RIMAWI.K New York, Stale of 85/01/25 LOHAUS.P Region 1, OKico of Director 
3pp 3100301031003 012 

8506189410 PNOVQ5 035on D50530,Stale ol WA banned Philadelphia Eloctric Co 
from use ol rad waste burial site & suspended burial permit effective 850531 Caused 
by receiving shipping drum w/holo No coni a mma lion associated w/shipment 
THOMAS, RD Region 5, Ollice ol Director 86/06/11 Ip 30977 107-30977107 

B506190116 Responds to FOIA request for all documents ro Licenses SMA 826 (Dec 
1964 - Dec 1974),SUA-1330 (Jan 1977 - Jan 1985) & SUC 793 (Jan 1964 Dec 
1985) Forwards documents re Licenses SMA-626 & SOA 1330 
FELTON, JM Division ol Rules and Records 65/03/20 SHAFER, S Affiliation Not As 
signed Ip 31009 017-31009 051 

"6506190344 Discusses 670524 chemical explosion a1 vendor lacility No apparent racli 
otogicat hazard Field investigation pfanned State of OK Hoallh Dept notified & invited 
to parlicipaloJn investigation 

wAlkER.D I Alomic Energy Commission 07/05/25 DUBINSKI.L Atomic Energy 
Commission Ip 31000 065-31009 065 

-8506190350 Notifies that AEG informed on 670524 by licensee radiation safety officer 
of chemical explosion in ion exchange column Explosion mail was depleted U No 
Inlu nos, hoallh physics problems or crthcality consider a bans resulted 
LuW.L D Atomic Energy Commission 67/05/25 PRICE, H L Korr-McGee Corp Ip 
31009 066 31009066 


■9506190380 Summarizes two phono calls re 670524 chemical explosion in Ion ex 
change column Explosion mat! involved depleted U only No in|uiies Damage os ti mat- 
ed not to exceed 518.000 Part of operation closed 7 days AEG to Investigate 
ROEDER.J R Alomic Energy Commission 67/05/25 Atomic Energy Commission Ip 
31009 067-31009 067 


8506200090 Notification of contract execution, Mod 7, to "Radiation Monitoring Program 
Requirements “ Contraclor Slate ol Wl 

STEWART.SO Technical Assistance Contracts Branch FIN B-8453 NRC-30 83 647 
85/06/06 HIND.J A Region 3, Odlco ol Director. CESTMANN.M J NRC - No De- 
tailed Affiliation Given Ip 31043 089 31043 090, 


-8506200098 Mod 7,providlng funds for CYOS.to "Radiation Monitoring Program Re- 


' Wisconsin, Stale of EDGEWDRTH.PJ Division of Contracts FIN B-8453 NHC-30- 
63 647 05/06/06 Ip 31043090 31043 090 


8506200113 Forwards listing of hosps w/capability lo treat radioactively contaminated 
individuals Listing contained in "Ml Emergency Preparedness Plan.Div of Radiological 
Hoallh Procedure 8,” Tab MS.Pago TM5-2 

JENS.W.H Oatroil Edison Co VP-05 0144 85/06/18 YOUNGBLDOD.B J Licensing 
Branch 1 2pp 31007 224-31007,225 


8606200119 Forwards annual environ radioactivity ropts tor 1084 Ropts divided Into two 
sections Soollon I includes sampling techniques, analytical procedures & 
conclusions Section II Includes comparison ol stale & lacilily data 
MCDONNELL,LJ Wisconsin. Slate of NRC 30 83 647 85/05/31 KEPPLER.JG 
Region 3, Olfice of Direcloi. Ip 31023 037-31023 1G0 


-9606200127 "Slate of Wl 1984 Point Beach Environ Radioactivity Survey " 

• Wisconsin, Slate of NRC-30 63 647 04/12/31. 37pp 31023 030-31023 074. 


■8666200134 "State of Wl 1904 Kewaunee Environ Radioactivity Survey" 

• Wisconsin, Stale of NRC-30-83 647 84/12/31 37pp. 31023.075-31023 111 


■8606200143 "Slate ol Wl 1904 LACBWR Environ Radioactivity Survey" 

* Wisconsin, State of NRC-30-83-64 7 84/12/3 1 49pp. 31023 112-31023 160. 


8506200346 Confirms 850322 discussion w/RL WoodruIf.C Heinandoz, EE Moore & DR 
Hughes re Commonwealth ol KV radiation control program Review indicates program 
adequate to protect public tiealth & safely. 

QRACE,J N Region 2, Office of Dir odor 85/04/25. AUSTIN, 6 Kentucky, Common- 
wealth of 6pp. 31020 211-31020 215 


8506200403 "Ifigaray Mine Quarterly Rept,Jul-Sept 1984 " W/841023 Hr. 

FAUBER.J R Wostinghouse Electric Corp 01623 84/09/30. CHANG ELLOR.R. Wyo- 
ming. Stale of. 146pp 31041,145 31041.290. 


•8506160333 Expresses apprecialion for technical assistance provided for analysis of 
cancer rtsK resulting from Inhalalion of Am-241 Analysis will assist State of NY in ef- 
forts to bring Am 241 contamination problem lo resolution, 

MURLEY.T t, Region 1, Olfice of Direclor 84/11/02. MINOGUE.R B Ollice ol Nude 
ar Rogulalory Research, Director. Ip 31002 322-31 002'322 

-8606180343 Submits list of several documents which provide info re stabilizajlon of 
low level waste & U mill tailings disposal facilities, Oecumenls may assist in efforts lo 

evoluala alabilizatlon o( Tonawanda Landfill, v. , e. . , 

LOHAUS.P.H Region 1, Office of Direclor, 84/11/07. RIMAWI.K New Yoik, Slate ol. 
6pp 31002 323-31002 327 

-8506190393 Forwards plan for reevalualion ol sanitary sewer discharge limits, EPA rapl 
W Coo) mentioned at Agreemenl Slates meeting & recent temporary instruction on 
leconcejitration ol radionuclides In sanilaiy sewage sya W/o ends 
LOHAUS.P.H Region 1, Office of Direclor, 84/12/28 RIMAWI.K. New York, Slate of. 
IP 31 002.347-3 1002’347 


9606210064 "Trigaray Mine Quarterly flept.Od-Deo 1984," per Hconse Condition 
160W/a50122rir. 

FAUBER,J.H Westinohouse Electric Coip 00119 84/12/31, SMITH.R D Uranium 
Recovery Field Ollice CHANCE LLOR.R, New York, Slate of 235pp 31047.012- 
31047 246 

9506210127 Package of two comments opposing proposed rule 10CFR9 re conduct of 
Commission meetings under Govl In Sunshine Act r^olallons 
LASH.TR Illinois, Slate ol EDDLEMAN.W. Public Interest Research Group, North 
Carolina. EDDLEMAN.W. Eddleman, W, 50FR20899. 85/08/19 Docketing & Sorvicaa 
Branch 5pp. 31024-341-31024 345. 

9S06210247 Forwards NRC responses to Stale of IL questions re util proposed changes 
to overlnsp program & procedures & ulil responses lo State of IL questions. 
KEPPLER.J.G Region 3, Office o) Direclor, 85/06/14. SAMELSON.A. Illinois, Stale 
of 21pp. 31026 257-31026'29e 
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flSOM-JOJOl Fonvarcfs response to NRC review of State of NM radiation control 
program.per B 50520 Hr Stale will attempt to estabtish specific job classifications for 
health physicists w/ higher salaries IQ iruUgatQ staff I ii mover 
FOHT.DO Now Mexico. State of 85/06/03 MARTIN, RD Region 4. Office of Direc- 
tor 8pp 31203222-31203 229 

8506240213 Forwards synopsis of 860509 rneeling w/Slate of IL re util ovorinsp pro 
gram 

NORELIUS.CE Region 3. Office of Director 85/06/17 SAMELSON.A IJImois. State 
of 7pp 31061 286-31061 292 

8506240564 Comments on proposed rules J0CFfl30,40, 50.51.70 A 72 re nuclear 
decommissioning Supports mrn federal stds Objects (o preemption of more stringent 
sfalo laws Applicable portion of Stale of ME Paw end 

KANY.JC Maine, Sla to of 60FR5600 125 85/06/14 PALLADINO.N Commissioners 
14pp 31159 103 31159 116 

8506240718 Forwards State of SC 850524 Itr re fopicaf repi "High tnloorily Container 
for Disposal of tow Level Radwastes.” submitted by Chichibu Cement Co. 
NUSSBAUMER.DA Assistant Director for Slate Agreomenls Programs 85/06/04 
GREEVES.J Engineering Branch (Post 831001) Ip 31157 317-31157 319 

-6506240726 Comments on topical repi “High IntegrilY Container for Disposal of Low 
Level Radwasies." submit tea by Chichibu Cemenl Co Data should be provided lor 
each & every lest perloirned w/compleie descripliort of how (osl performed 
AUTRY.VR South Carolina. State of 85/05/24 NUSSBAUMER.DA Assistant Diroc 
lor for State Agreements Programs 2pp 3 1 1 57 3 1 6 31 1 57 3 19 

8508250005 Forwards addi info provided to CJOE re environ assessments, per NRC 
telcon w/K Haggard W/o ends 

GREEN.J.W Mississippi, Sialo of f086 85/06/04 MATTSON.D R Division of Waste 
Management 2pp 31212 296 31212 297 

8506250072 Forwards "Final Stale Review of Draff Environ Assessment for Vachene 
Dome Site, LA,” concluding State of LA response to 841220 draft DOE experts to 
Issue final environ assosament w/approprialo comment document 
FRILOUX.JJ Louisiana Slate Univ, Baton Rouge. LA 1085 85/05/26 MATTSON.D 
Division of Waste Management Ip 31059 001-31059 248 

-8506260078 "Final Sialo Review of Draft Environ Assessment tor Vachene Dome 
Sile.LA " 

Louisiana, Slate ot 85/05/09 247pp 3105900231059248 

8506250213 Forwards correclive action plan w/ projected completion dates for radiation 
control program.per 850502 findings Comments le hlghtightod items from 850426 111 
listed Regufattons to bring Slate of CA Into conformlly will oe available 850830 
KI2ER.KW California. Stale ol 85/0B/14 MAflllN.JB Region 5, Oltice o) Director. 
16pp 31180112 31180 127 

8506250241 NoWIcation of conlract oxeculion.Mod 6, to "Radiation Monitoring Program 
nequlrements " Conlteclor State of OH 

STEWART.S Technical Assislance Coniracis Branch FfN B 8460 NRC-30-83-646 
85/06/18 HIND.JA Regioir 3. Office of Dfreclor OESTMANN.MJ NRC - No Da- 
laiJed Affiliation Gtven Ip ai211.1S9-3l2l1.16T 

-8506250251 Mod ftproviding CY65 funds A changing BSR A APPN numbors.to "Radi- 
alien Monitoring Program Requirements " 

QUILUN.flM Ohio, Slafe Of EOGEWOHTH.PJ Division ol Confracts FIN B 6450 
NflC-30 83 646 85/06/18 2pp 31211 ieo-3121V16t. 

8606250468 Further responsa to FOIA request for all correspondanca to HAD 
Metallurglcal.lnc from 840101 to prosant Forwards App C ilocumenis Documents also 
available In POR 

FELTON. JM Division of Rules and Records 84/12/04 WELDON, D Ooc-Search As- 
sociates 2pp. 31222 083-31222 100 

-6506260475 Concurs In issuance of Temporary Inslrucllon 2800/5 re map of flcensoes 
where reconcenirallons of discharged radionuclides may occur at sewage treatment 
plants Application of 10CFR20.203 should bo Included 

NUSSBAUMER.DA Assistant Director for Stale Agraamonts Programs. 84/10/18 
COBB,L.I. Safeguards & Materials Program Branch. Ip. 31222.091-31222 too. 

8506260042 Reply briet on pelltion lor review under original iurisdiclion of US Court ol 
Appeals In 84-7846.Sla1o of NV vs J Herrlnglon.Secrelery ol US DOE Supporting doc- 
umantalron end 

SWAINSTON.H.W Nevada, Slate of MURPHY.M R , DAVENPORT. J.H. Washington, 
State of 669 85/05/21. U.S Cowl of Appeafs, Bth Circuit 150pp 31244't77- 
31244-325 

8506280066 Requests that Slate ol WA review of amends to NPF-21 be formally noted 
in project records & ack that ulil complied w/nollllcation requirements ol fOCFRSO 91 
In providing amend applications to State of WA 

ESCHELS.C. Washington. Slate of. 85/06/20. SCHWENCER.A. Licensing Branch 2 
Ip. 3121B.304-3121B.304 

8506280181 Comments on proposed rule 10CFR140 re proposed criteria for exlraordi 
nary nuclear occurrences Supports Option III. 

SHtALY.H.G South Caroflna. Slate of 60FR13978 004. 85/06/20. Docketing & Serv- 
ices Branch. Ip 31219 267-31219'257 

8506260438 Forwards schedule of corrective aciions aubmIUed by Slate of IL lor dejr- 
derides noted in oWsIle radiological emergency preparedness exercise art 840826- 
29, Deficiency due to failure tc activate emergency broadcast sys promplly. 

KHIMM,R.W. Faderaf Emergency Management Agency. 85/08/21. JORt)AN.E.L Oivi- 
slon^ o^^Emergenc^^Pfeparadness & Engineering Response (Post 830103) f3pp 

8506260460 Advises ol edoptrori of senes of molfons indicating concurrence w/lisled 
amends fo License MPF-21 re HPCS pump discharoe pressure,isolatlon actuation In- 
stru mentation & RCS pressure fsolalfon vaivas. 

ESCHELS.C Washington, Slats ol 85/03/21 SCHWENCER.A Licensing Branch 2, 
Ip. 31220.075 31220 075 

8506260786 Responds to 860501 Itr re specimens required for tOCFRei waste or 
(esirng Under most lest conditions, solldifwatton products far exceed min SO psi lesi 
crilerlon for compressive strength of solidified forms. 

NUSSBAUMER.O.A. Assistant Director for Stale Agreements Programs, 85/06/13. 
AUTflY.V.R South Carolina, State of. Ip 31227 296-31 227-298, 


3506270455 Requests placement on mailing list to receive notifications of meetings Also 
requests to be contacted on license amends per Sholly amend 
GRE£N.fl Mew Jersey. Slate of 85/06/13 FISCHBR.D NRC - No Detailed AlfilialJori 
Grven Ip 31251 34331251 343 

850-6270625 Advises that dept of nuclear safety reviewed proposed Tech Spec amend 
re deletion of recirculation equalizer valves & associated piping No adverse findings 
exist 

PARKER.MC, Illinois, State ol DOE-85 092 05/06/17 DENTOM.HH Office of Nu 
clear Reactor Regulation, Director Ip, 31250 235-31250 235 

850627062S Requests placement of name on mailing list Notification of meetinga re 
revievr of startup & eventual operation of facility roquesled 

GREEN.R Now Jorsoy, State ol 85/06/11 WAGNER.O NRC - No Detailed Affitra lion 
Givan, Ip 31250 236 31250 236 

6 508280001 Informs that proposed FSAR Amend 34.involv)ng Independent design 
review.accoptable 

PARKERJtit C IHinols, Stale of DOE 85 097 85/06/24 MILHOAN.J L Quality Assur- 
ance Branch. fp 31256 213-31256 213 

8608280069 Revised emergency procedure5.incorporating Temporary Mods T-9287 to 
Procedure El 1300 02. “unusual Event," T-92B8 to El 1300 03, "Alort," T-9289 1o Et 
1300 04. "Site Area Emergency" & T-9200 to El 130005. "General Emergency” 

• Toledo Edison Co 65/06/24. 6pp 31253,355-31253 360 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8407300157 Forwards reactor vessel mall surveillance program repis Ipr 
facililres Resuliing flconse amends will be submitted in Nov 1984. 

ALEXICH.MP mdrana & Michigan Electric Co AEPNRC0804A 84/07/20 
DENTON.HR OHree of Nuclear Reactor Regulation, Director 2pp 30997012- 
30997.145 

“8407300165 SWRI-7244-O01/1 "Reactor Vessel Mall Surveillance Program lor DC 
Cook, Unit 1, Analysis ol Capsule Y" 

NORRIS.E 8. Soulhwost Research Institute 84/01/31 67pp 30997 014-30997 081 

-8506190193 SWRI'7244 002/1 "Reactor Vessel Mall Suivolllanco Program ter DC 
Cook,IUnil 2,AnaJy5i6 ol Capsule Y " 

NORRIS.E B Seulhwesi Research Institute 84/02/29 67pp 30997 002 30997.145 

8502220010 BAW-1799 "B&W 177-Fuel Assembly Reactor Vessel Boltline Weld Chem 
tslry Study ” 

MOORE.KE. HELLER. AS Babcock 4 Wilcox Co. 03/07/31, 120pp 29038 211- 
2903B 329 

8504120314 Forwards PNL 5200-12, "Review of Engine Base & Bearing Caps lor TOI 
DSRV-12.DSRV-16 & DSHV-20 Diesel Engines." 

LArrY.VtfW Dattetia Memorlai insKluto, Pacific Northwest Laboratories FIN 6-2963 
65/04/04 BERLINGER.C Division of Licensing 1p 29707 001-29707017 

“8504120317 PNL*5200-12 "Review of Engine Baso & Bearing Caps for TDI DSRV 12, 
DSRV-ie & OSRV-20 Diesel Engines.” 

LAITY.W.W. Battolle Memorial inslilute, Pacific Northwest Laboratories FIN B-2963 
85/03/26. Division of Licensing 14pp 29787.002-20787 017. 

8505240241 Forwards appflcalion for amends to Licenses DPR 42 & DPR-60, request 
ing Tech Spec change to authorrze use ol steam generator sleeves for repair of do 
fecllve steam generator lubes.Fee paid 

MUSOLF.D Northern Slates Power Co 05/05/17. Office of Nuclear Reader Regula- 
llon, Director 2pp. 306QO.001-30681.101. 

“8606030187 WCAP-H)767 "Prairie Island Units 1 A 2 Steam Genoralor Sleeving Repi 
(Mechanical Sleeves)." 

* Wesilnghousa Eleciric Corp SG-65 02 029. 65/01/31 13Bpp. 30600-106- 

30680.243 

“8536030195 WCAP-10S20 "Steam Generator Sleeving Ropt (Brazed Sleeves) " 

‘ Westlnghouse Elecirlo Corp SG-85-03-056. 85/63/31 154pp. 30680 244- 

30681-037. 

••8506030219 CEN-294'NP "Prairie Island Steam Generator Tube Repair Using Leak- 
Tight Sfeaves,” final repi. 

* Combustion Enginesnng, Inc. 85/05/15 50pp 30681-038-30681 101 

8S0SO3O13S NolificaCton of 850610 meeting w/WestInghouso Owners Group In 
Bethesda.MD re 10CRFS0,82 le ATWS lute. 

KARSCH.R. Operating Reactors Assessment Branch 85/06/23. HOLAHAN.G.M Op 
erating Reactors Assessment Branch. 2pp 30706.334-30706.335. 

S5O603O16E Suggests that obligation to pay min unreturnable tee for topical repi review 
bo recognized In Hr submitting rept w/guaranloe to pay fee w/addi review costs al 
next 6-month biiling interval tor loploa) repts.ProcessIng costs cited. 

TAYLOR. JH Babcock & Wilcox Co 85/05/29. MILLER, WO License Foe Manage- 
ment Branch Ip 30673.179-30673:179. 

8506030545 Forwards proprietary response to follow on question re Rev 1 to XN NF-62 
06(P), "Quatiiicallon ot Exxon Nuclear Fuel lor Extended Qurnup.'' Response withhold 
teef 1OCFR2.760) 

CHANDLER, JC. Exxon Nuefear Co., Inc. (sobs, of Exxon Corp). JC. 102.85 85/05/ 
24. THOMAS.C.O. Standardization A Special Projects Branch Ip 30674.184- 
30874;ie4. 

6506040122 Requests status on listed issues Involving regulatoiy activities during past 2 
yrs, including Inadequate core cooling Instrumentatlon.Brief update on issues requested 
In lime for mealing of steerfng committee In Juno 

TAYLOR, J, Babcock & Wilcox Ofieraling Plants Owners Group. 65/05/30 
VfSSING.Q S Operating Reactors Branch 4, 2pp. 30702-280-30702:281 

8506040129 Forwards revised VEP-NFE-I-A, "NOMAD Code & Model," in response to 
650304 Hr accepting rept for ref In licensing actions. 

STEWART,W.L. Virginia Power (Virginia tlectno & Power Cot. 06-171. 65/05/28, 
THOMPSON.H.L. Dfvislon of Licensing. Ip. 30700.168-30700,278. 
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-0506040140 VEP NFE-I-A Revised "NOMAD Code & Modef " 

OZWDOSZ.O Virginia Power (Virginia Electric & Power Co) 85/05/31 lOOop 
30700 1 69 3 0700 278 


8506040359 Reauosls attendance at B&W Owners Group Sleoring Committee 850628 
ineeling In Bethesda.MD to provide into & opportunity lor questions & answers on 
source term issue 


TAYLOR^J H Babcock S Wilcox Operating Plants Owners Group 85/05/31 
VISSING.G S Operating Reactors Branch 4 2pp 30703 1 69-30703 1 70 


8506050031 Further re^onse to FOIA request lor documents re NRC 841218 meetlr^g 
w/Hytfrogen Control Owners Group & Sandia experiments on small/large scale steel 
conlafriment models Forwards drawings responsive to request 
FELTON, J M Division ol Rules and Records 85/03/0B HIATT, S L Ohio Olaens for 
Responsible Energy Ip 30745 013-30745 014 


— 8S050S0037 NoIlHcalion ol 841218 meeting w/Hydrogen Control Ov/ners Group In 
Norwood,WA,to review 8 Inspect Installation ol tost equipment in 1/4 scale lost lacili 

^TAHLE.CR Licensing Branch 4 04/12/11 ADENSAM.EG Licensing Branch 4 Ip 
30745 014-30745014, ^ 


-8506060164 Topical lept evaluation ol Amend 10 to NEDE-24011.P.A-6. "GE Std Ap 
plication lor Reactor Fuel " Use ol GE SxBE 8 GE 8xBEB luel designs acceptable for 
all BWRs 

' Standardization & Special Projecis Branch 85/05/26 30pp 30702 036-30702 065 

8506060300 Proposed findings ol fact 8 conclusions of law on Issues 1 8 15 re emer- 
gency plans & TOl diesel generators, respectively Certilicato of Svc end 
WOODHEAO,CP Heanng Branch 4 #285 274 OL 85/06/03 66pn. 30729 181- 


8506066513 Noli (ica lion ol 650S31 meeting w/util In Bethesda.MD to discuss status 8 
scheduled completion ol iirplamonitalion of recommendations m 841128 TD) diesel 
generator design review 8 qualjty revalidalion repl 

KtNTNER,l L Licensing Branch 4 85/05/29 ADENSAM,E G Licensing Branch 4 
2pp 30784 264 30764 265 

8506080695 Summarrtos progress on work requirements, Schedule 189, Section 3a of 
"Slu^ of Beyond DBA in Spenl Fuel Pools (Generic Issue 82J " 

SAILOR, V L , PERKINS.K R Brookhaven Naliona! Laboralory. 85/05/08. PRATT.WT 
Biookhavon National LaboraloiY- 26pp 30764 136-30784’161. 


6506050054 Inlonm Deficiency Rept DR 298 re chock valves in on-engina mounted 
slarling air piping for standby diesel generators supplied by TDI Next ropt will be pro- 
vided ^ 850528 

BOOKER,J E Gull Stales Utilities Co RBG 20963 85/05/13 MARTIN,R D Region 4, 
Office of Director Ip 30733 266 30733 266 

S608050100 Response to FOIA requesl for documents re C 50 130-31 meetings between 
NRC & Hydrogen Control Owners Group Forwards documents listed in app 
FELTON, J M. Division o( Rules and Records, 85/03/12 HIATT.S L Ohio Citizens for 
Responsible Energy 2pp 30744 136 30744 253 

—0506050130 "Slatus of ORNL Models for Hydrogen Generation In BWR Cores,” lalk- 
ing papar.lnfo ro 850130-31 meetings between NRC & Hydrogen Control Owners 
Group end 

HODGE, S A Oak Ridge National Laboratory 85/01/28 81 pp 30744' 138-30744 253 

8'5060'501S2 Approves 841016 & 830926 requests for withholding WCAP 10690 & 
WCAP-10691, ■"Technical Bases for Eliminating Large Primary Loop Pipe Rupture 
from pubfic disclosure per 10CFR2 790 

YOUNGBLOOD, BJ Licensing Branch 1 05/05/20 WIESEMANN,R.A Waslinghouso 
eioclrlc Corp. 6pp 30742.336-30742 341 

650S0S0253 Ack receipt of 050410 submittal ol Topical Rept CE-1 -A,Rgv 34 Review will 
require more than 60 days to complete 

SPESSAHO,R L. Region 3, Olirce of Director 05/05/23 REED.C Commonwealth 
Edison Co. 2pp 30725 330-30726 339 

0500050350 Forwards nonpropriatary Supp1 1 to WCAP-10760 & prop/felary SuppI 1 to 
WCAP 10698, "Evaluation of Offsila Radlalion Doses for Sloam Generator Tube Rup 
lure Accident " Requesl for withholding proprietary info (rof 10CFR2 700) end 
LAD]EU,A WestinghousG Operating Plants Owners Group, WOG-SGTR-85 005, 05/ 
06/24 THOMPSON, H.L Divrslon Of Licensing. 5pp 30717 046 30717,102 

0509050411 Forwards NEOO-30041, "La Salle Unit 1 Fine Motion CRD Demonsiration 
Tesi Doscilplion," (or review & approval Repl will serve as basis tor planned Tech 
Spec change request Fee paid. 

MARSHALL, JQ, Commonwealth Edison Co, 01S6K. 65/05/23 DENTON,HR. Ollice 
ol Nuclear Reader Regulation, Director 2pp 30718-306 80710,333. 

—6508050418 NEOO-30041 "La Salle Unit 1 Fine Molion CRD Demorist ration Tost De- 
scription " 

VILLA, H., LOWTON.R.B. General Elocirio Co, 85/03/31. 26pp, 307 10'308 30718333, 


05O6D6O7O5 Submits preliminary rept on Tasks 3-6 ol FIN A-3766, "Study of Beyond 
DBA In Spent Fuel Pools," addressing uncertainties in oxidation propagation & SFUE- 
LIW computer code validation 

TEUTONICO.LJ Brookhaven National Laboratoiy FIN A-3786 85/03/27 

PERKINS,K Brookhaven National Laboralory 19pp 30771 333 30771351 

3506066712 Presents data compHod In partial fulfillment ol Task 1 b. Schedule 18g,SQC- 
lion 3 a of "Study of Beyond DBA in Spent Fuel Pool {Generic fssua 82) " 

PERKINS.K R , SAILOR.VL Brookhaven National Laboratory, 85/05/07 PRATT.WT 
Brookhaven National Laboratory 10pp 30771 352 30771‘361 

6S06070Q86 Part 21 & final dedcioncy rept re fuel oil line rupture In TDI 
generators Inilially reported on 831121 Shield between fuel line & turbocharger ex- 
haust gas Inlet will be installed Corroctive actions will bo completod by 881201, 
HUFHAM.JW Tenros SCO Valley Authority 65/03/29. GRACE, J N Region 2, Office ol 
Director 2pp 3D6C0 188-30806 189 

8506070128 Intorim deficiency repl re polontial tor cracking ol check valves In on- 
englne mounted slarling air piping of TDI diesel generators InitlaUy reported on 
050401 Cause not determined No corrective actions Related corresponoence, 
COOK,JW. Consumers Power Co #265 810, 85 03 #1. 85/04/26 KEPPLER.J.G 
Region 3, Ollice ol Direclor 3pp. 30798,330-30798 340 

6506100D02 Informs ol plans to submil NEDE-30096-P, "Saler Model lor Evaluation of 
LOCA lor Jot Pump & Non|at Pump Plartts," lor revlow & acceptance ol improved ge- 
neric LOG A model Viawgraphs re NRC 850327 mealing w/GPU end Fee paid. 
PFEFFERLEN.HC General Electric Co MFN-OOO-SS 85/05/31. THOMAS,C,0, 
Slandardizallon & Specfal Projects Branch 16pp 30701,281-30791 295 

850610001ft Partial response to FOIA request for two categories of records re TDI 
diesel generators at plant Forwards documents In App A Documents 1-14 available in 
PDR Search for addi documenis conllmjing, 

FELTON,JM. Division of Rules and Records 85/01/17, BELL.N Nuclear Inlormalron 
& Resource Service 3pp 30822 149 30822.233. 

-6506100022 Forwards const deficiency /Pari 21 repl re Insulllclent lubrication of thrust 
bearings on turbochargers for TDI diesel generators Requests followup on generic as- 
pects of problem w/AE/vondor 

LEWIS.RC Division of Project & Resident Programs 04/04/10 POTAPOVS.U. Divl 
Sion of Vender & Tochnioa) Programs 2pp. 30022:152-30022.153 


0506050502 Forwards proprielaw XN-NF-84-105(P),Vol 1, "XCOBRA-P Computer Code 
for aWR Transient Thermal-Hydraulic Core Analysis" for review & approval Foe 
paid Affidavit end Ropt withheld (ref 10CFR2,790). 

CHANDLER, J C, Exxon Nuclear Co , Ino (aubs ol Exxon Corp.), JCC.IIOSS. 85/06/ 
31 THOMAS,CO, Slandardizallon 4 Special Projects Branch 5pp. 30719.048 
30710 052 

0506050505 Inlorim Dolicloncy Repl DR-299 re fuel oil back pressure valve mlg by 
Target Rock Corp for standby diesel generators supplied by TDLNoxt repl will bo sub 
milled by 650630 

BOOKER.JE Gulf States Utilities Co DR-2g9 05/05/16 MART IN, RD. Region 4, 
Oinca of Director, Ip. 30725,281-30725.281 

0£O9O565@4 Forwards evaluation ol BAW-10121P, "Reactor Protection Sya Limits & 
Setpoints." Rept acceptable for referencing within specified limits Acceptable pjoprfe- 
farv & nonproprlelaiy versions should be published within 3 months 
TMoMAS.C.O Slandardizatlon & Special Projects Branch 86/05/24, TAYLOR, J.H. 
Babcock & Wilcox Co 2pp. 30740;158.30740;159, 

-0506050866 Topical rept evaluation of BAW-10121P, "Heaclor Pressure Vessel Limits 
A Selpolnls." Rept acceptable for referencing within specified llmlls 
• Standard izalion & Special Projecis Branch, 85/06/24 14pp, 3O74O'10O-3O74O.173 

0506050773 Forwards correspondence between Westinghouse Hlltman Nuclear, Inc & 
Stale ol WA re possibility of Interim approval of Hillman RADLOK cental ners.Reqoe si 
denied per status of NRC review ol RADLOK topical repl 

NUSSBAUMER.D.A. Assistant Director lor Slate Agreements Programs. 86/05/14, 
HlQQINBOTHAM,L, Low Level Waste Licensing Branch. GREEVES,J.T Engineering 
Branch (Post 831001) Ip 30733.356-30733,356. 

—0506050703 Forwards correspondence between Westing house Hlltman Nuclear, Inc & 
Stale of WA re possiDlllty of Interim approval of HItIman RADLOK 
contaInefs.Accelerated NRC review ol high Integrity conlalner lopfeal repts would be 

K?HN1^*N,P. Washington, Slate of, Dept, ol Social & Health Services, 66/05/01, 
NUSSBAUMERiD.A. Assistant Direclor for State Agreamenls Programs 3pp 
30733 357-30733 369 


-8508100028 Deficiency repl re possible delect w/standby diesel generator 
lurbochargors Item determined not reportable per 10CFR60.6S(e) or Part 21 Record ol 
830818 lelcon & other related dccumonts end. 

CHIANQLNJ. Carolina Power & Light Co MOAH 84-200, 84/05/04 O' REILLY, J P, 
Region 2, Office of Director epp 30622 154-30822,159 

8508100147 Documents C-E Owners Group commitment to perform validation ol C-E 
smalt break LOCA evaluation model against Semlscale Test S UT-8 for obtaining final 
resolution of TMI Action Plan Item II K 3 30 

WELLS.R,W C E Operating Plants Owners Group. WELLS.R.W Northeast Ulilitlos, 
RWW-85-16 85/03^11, THOMAS, C.O Standardization & Special Proects Branch. 
3pp, 30064 025 30804 043 

8506100176 Part 21 & final deficiency rept, Hem 101 re defective governor drive coupling 
Installed In Koppera Co, Inc emergency diesel engine generator sets shipped by TDI 
Inillaily reported on 820909.Defecrrva coupling replaced 

PARSONS, RM Carolina Power & Light Co, 101. 05/05/22 GRACE, JN Region 2, 
Ollice ol Dirocler. 4pp. 30828,045-30028 048 

8506 100242 Responds to request lor GE posit lor) re exemption of advanced control rod 
assemblies from requirements of IE Bullelln 79 2e.Bulle1in addresses operation w/ 
boron-deliclent rods.GE rods do not undergo boron loss. 

KLAPPROTH,J.F General Electrfo Co MFN 981-85. 05/05/24 LOBEL.R Core Per- 
formance Branch, 4pp, 30791:100-30791' 195, 

5508100340 Forwards topical repl evaluation ol Rev 0 to PS-53 0378, "NUS Process 
Sves Corp Topical Rept on Rarfwaste Solidification Sye." Rept acceptable for refer- 
encing In license applications to extent specified. 

THOMAS, CO. Slandardizatlon & Special Projecis Branch. 85/05/30. POWELL, RH 
NUS Corp. 2pp, 30330:138-30830.13^9. 

-8506100352 Topical rapt evaluation ol Rev 0 to PS-S3-0378, "NUS Process Sves Corp 
Topical Repl on Radwasle Solidification Sys" Repl acceptable lor referencing In 
future license applications lor LWRs. 

• Meteorology & EfIluenI Treatmenl Branch 85/05/30. 12pp. 30830,140-30830:151, 


8S06060176 Forwards topical rept evaluation of Amend 10 to NEDE-2401 1 -P-A-S, "GE 
Sid Application for Reactor Fuel," submitled on 841130 Rept accapleble for relerenc- 
ino In licanse applicatione to extent specified, « 

THOMAS, C.O, ^andardizatlon & Special Projects Branch. 86/05/28. CHARNLEY.JS 
Oenerai Elootrlo Co. 2pp, 30782:034-30782.065, 


8506100373 Notilicatlon of lime change for 850606 meeling w/WeslInghouse Owners 
Group In Bethesda.MD to discuss WCAP 10698(P) 1D7SINP), "STGR Analysis Meth- 
odology to Determine Margin lo Steam Generator Overfill.'* 

MOflAN.D H, Standardization & Special Pro|acls Branch 85/05/24. THOMAS, C O. 
SlendardFzallort & Special Projects Branch, Ip. 30830' 137-30830:137. 
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6508100401 Forwards Rev 0 to Westtoghousa repl. '•Man Machine Interface Design 
Basis Documenlinfo Coding tor Corepjter Display Sys,” in response to 850521 re 
quest for a<fdl mfo re SPDS 

AlEXICH.MP Indiana & Michigan Electric Co AEPNRC 06311 65/05/31 

OENTON.HH OHice of Nuclear Reaclor Regulation, Dirocior Ip 30791 149 
30791 175 


..8506100410 Rev 0 to "Man Machine Interface Design Basis Document Inlo Coding lor 


Computer Display Sys " 

WOODS.D D , ECKERT.S Westinghouse Electric Carp 80/10/31 25pp 30791 150 
30791 175 


8506130035 Discusses ulil 840809 & 1 129 requests lor withholding WCAP 10567 & Haw 
moasurernenl uncertainty into (ref 10CFR2 790) Requests granted & into will be wiUi- 
held from public disclosure 

KNIGHTON.GW Licensing Branch 3 85/05/24 WIESEMANN.RA Westinaliouse 
Eloclrrc Corp 4pp 30867 095 30867 098 

8606 130215 Approves withholding WCAP-10699, "Technical Bases lor Eliininaling 
Largs Primary Loop Pipe Rupture as Structural Design Basis for Shearon Harris Uni 
f." (ret 10CFR2 790) 

KNIGHTON.GW Licensing Branch 3 85/05/24 WEISEMANN.RA Wes Irnq house 
Electee Corp 4 pp 30866 319-30866 322 


6506100419 Forwards nonpropriolary & propiielary CEN-302{s), "Core Proteclion Calcu 
later Improvement Program OetaJled Presenialion 1o NRC" Proprietary rept withheld 
(ref 10CFR2 790) , „ ^ . 

MEDFORD MO Southern California Edison Co 86/06/07 KffIGHTON.GW Liceas 
Ing Branch 3 6pp 30789015-30789 072 


BS06130233 SuppI 1 to application for amends (o Licenses DPR-42 & DPR 60, revising 
Tech Specs lo authorize use of steam generator sleeves for repair of detective steam 
generator tubas proprietary repis withheld (rot 10CFR2 790) 

MUSOLF.D Norlhofn Slates Power Co 85/06/03 Office of Nuclear Reactor Rcoola 
lion, Director 2pp 30859 001-30859 012 


•8506100428 CEN-302(S) NP Nonprop ilelary "Core Protection Calculator Improvemeni 
Program Detailed Presenialion lo NR.C " 

• Combustion Engineo ring. Inc 85/04/30 51 pp 30789 021-30789 072 


0506100492 Forwards proprielaty NEDC-30851P. "Toch Spec Improvomenl Analyses 
lor SWfl Reactor Protection Sys " Completion of drall SER by 851031 requested to 
facilitate util submittals Aflidavil end Ropl withheld 

FULTON.JM BWR Owners Group BWROG0524 85/05/31 THOMAS.CO NRC - 
No Detailed Aftiliation Given 5pp 30794 265 30794 269 

0506110074 Inlorms that fee tor review of CEN203. "Response lo NRC Aclion Plan 
Item II K 3 30 transmitlod by KP Baskin 620331 Itr.incorrectly addressed to C E In- 
stead of C-E Owners Group, in response to 850510 llr 

SCHERER, A E Combustion Engineering, Inc LO-85-027 85/06/03 MILLEB.WO Li 
cense Fee Management Branch Ip 30506027 30806027 


8506110253 FOIA request lor Ihreo listed documents ro TDI diosoP generators, ignlllon 
elfeclivanoss of Glow Plug GM AC 7G in rich hydrogen air steam mixtures & 1/20 
scale test program , „ , 

HIATT.SL Afiilralion Nol Assigned 84/11/28 FELTON,J M Division of Holes and 
Records Ip 3083 8 001-30838 001. 


8506110259 Responds to FOIA request for three documents re TOl dioael 
generators,! gnilion effectiveness ol Glow Plug CM AC 7Q In rich hydrogen air steam 
mixtures & 1/20 scale lest program Documents listed In app onci 
FELTON.J M Division ol Rules and Records 85/01 /04 HfATT.S L Aflilralron Not As 
Signed 2pp 30836 002-30838 056 

8506110311 Forwards proprietary infe ra XN NF-82 06(P), "Qualification ol Exxon Nu- 
clear Fuel tor Extended Burnup " Info withhold (rot I0CFR2 790) 

CHANDLER,JC Exxon Nuclear Co , Inc (subs ot Exxon Corp) JCC113G5 85/06/ 
05 THOMAS.CO Standardization & Special Projects Branch Ip 30806 026 
30806 026 


8506110443 Foiwards paymoni ol application fee lor review of 0AW-1O1O4.Rev 5, 
"BiW ECCS Evaluation Mode." submitted on 850301 

TAYLOR. J H Babcock & Wilcox Co 85/06/05. DIGGS, R M License Fee Manage- 
ment Branch Ip 30816 306 30816 306 

8506110481 Lists Info Idonlified by GE as propriolaiy.pGr GNL "Review of BWR/6 Std 
Plant PR A." in interna! events rept.ln response to 850508 request 
VILLA, R General Electric Ce MFN-OaS-as. 05/06/04 THOMAS.CO Stenda'dizalren 
& Special Projects Branch 4pp 36816 210 30816213 

8S0S11O502 Foiwards propnetaiy documents in response to Mechanical Enginoerliig 
Branch 850517 request during audit of plan! Rov 1 to HPT-MED-PCE-577 & WCAP- 
10197 do not apply lo plant & not included Ends withhold (rot 10CFR2 798) 

RAHE.EP Wostlnghouso Electric Corp. NSNRC-a5 3038. 05/05/30 DENTON.H R 
Office ot Nuclear Reactor Regulation, Director. 4pp 30816 043 30816 046 

850S120013 Partial response lo FOIA request lor documonte re mode ot feifuro of reac- 
tor coolant pump seats, probable cause of lalluro & possible remedies for failures of 
seals Foiwards App A documents App B documents avaitablo in PDR 
FELTON.J M. Division ol Rules and Hocords 85/02/20 FLORA.J W Flora. J.W 6pp 
30B87 068 3080B320 


-SSOSISOiST Requests that proprletaiy WCAP 10756, ■‘Prairie Island Units 1 & 2 Steam 
Generator Sleeving Ropt (Mechanical Sleeves)," be withheld from public disclosure 
(ret IOGFn2 790) Allidavit end 

WIESEMANN.RA Woslinghouso Electric Corp CAW-85 022 66/03/07 

DENTON.H R Ollico of Nuclear Reactor Hogulalion, Director lOpp, 30859003 
30859 012 

8506140169 Forwards proprietary slides entitled, "Cyclo 6 Safely Analysis Status 
Review," presenled at 850530 meoting w/NRC & utilRB Stout atfidavil also 
enci Slides withheld (ret 10CFR2 790) 

COPELAND.R A Exxon Nuclear Co, Inc (subs of Exxon Corp ) RAC 043 85 05/06/ 
10 WtGGINTON.D Operating Reactors Branch 1 4pp 30893 024-30893027 

8506140231 Reply to proposed findings of tact & conclusions of law tiled by other par 
ties ro emergency planning & TDI dioscJ gonerators Corlilicale ot Sve end 
SILBEHG.J E Commonwealth Edison Co SILBERG.JE Shaw, Pittman, Potts & Trow 
bridge #285 413 OL 65/06/10 64pp 30893 063 30893 140 

8506140241 Proposed corrections to transcript ot 850409 10 evitlontiary hearings con 
corning Issue 16 re TDI diesol generalors Certificate ot Sve oncI 
SILBERG.JE Commonwealth Edison Co SILBERG,JE Shaw, Ptllman, Potts & Trow 
bridge 7/285 412 OL 85/06/10 Atomic Saioty and Licensing Board Panel ace 
30894 055-30894 058 


8508140317 Approves request that WCAP-10553, "Technical Bases lor Elimmalmg 
Largo Primary Loop Plpo Rupluro as Structural Design Basis for Byron Units 1 & 2 I 
Braid wood Units 1 & 2." bo withheld (ret 10CFR2 790) 

YOUNQBLOOD.BJ licensing Branch 1 85/06/10 WIESEMANN.RA Wos1inahou«.a 
Electric Corp 4pp 30907 004-30907 007 

8508140404 Forwards Failure Analysis Assoc Rept FaAA 85 4-1, "Torslogreph Tests ol 
Emergonoy Diosol Generators, Oivs 1 & 2 at Perry Nucloar Power Plant Unit 1," dis- 
cussed duiirig evidentiary hearings on Issue 16. Rotated correspondence 
BiLBERS.Jfc Shaw. Pittman, Potts & Trowbridgo #205 411 OL 85/08/i0 
GLEASON.jp Atomic Safety and Licensing Board Panel 30pp 30898148 
30890 177 

3506140422 Advises ol proparallons to update & resubmit draft amend supporting leak 
before break approach to achlevo consistency w/Vol 3 ot NUREG-I06t 
SHERWOOD.G G General Electric Co MFN 049 05 05/04/04 THOMPSON, H I Oi 
vision ot Licensing 2pp 30896 104 30a90'105 

8506140452 Responds to NRC 050507 Itr ro violations noted fn Insp Ropt 50 322/65 
12Carrcclivo actions porformanco ol proventallvo mainl activities tor Diosol Gonoratoi 
101 swilchgocr foJays schoduled consistent w/ovoroll oporabllliy schedule 
LEONARD.JD Long Island Lighling Co SNRC-1 102. 05/06/06 MURLEY.TE Roemn 
1 , OWice ol Director 4pp. 30090 332.30008 335 

8606140585 Forwards detailed roviow of Section 11 (OA program) ol "Topical Ropj (or 
NUTECH Horizontal Modular Storago Sys tor Irradiolod Nucloar Fuot" Requests rev 
10 OA program description responsive to onci acceptance posillonB 
ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch 05/06/07 MASSEYJV 
NUTECH Engineers, Inc 15pp. 30934 31 6 30034 320 


•84070S00B9 Reouesls assistance in reviewing WCAP 10541, “Westinghouse Reader 
Coolant Pump Seal Performance Following loss of All AC Power" Comments ro- 
quested by 840731 

NOONAN, Vs Equipment Qualification Branch 34/06/26 RICHARDSON, J NRC- No 
Detailed Aftiliation Given 2pp 30887 082-30887.033 


8506150005 Furl her response to FOIA requosi for two categories of documents ro opor- 
atlon ol Grand Gull power reactor & TDI diosol generators. Documonis listed In App A 
avollabto Jn FOR Computer printout end providing briol description 
FELTON.J M Division ol Roles and Records 65/02/05 BELL.N Nucloar Inloimation 
a Resource Service 7pp 30961.001-30001 007 


-3501160236 Summaiy at 630407 meeting w/Woslinghouse Owners Group ro reactor 
coolant pump secondary seal survival leakage (esc program Agorala S viewgraphs 
end 

JACKSON, JE. Equipment Qualification Branch. 83/04/16 NOONAN.VS. Equipment 
Qualification Branch. 2Bpp 30838 079-30808 109. 


-3403140087 Advises that facility Tech Spocs In compliance W/10CFR50, Secllon 
50 36, except that pressure temp limits do not comply w/dosure (lango pressure temp 
safety margins In lOCFRSO.App Gmor 831215 Hr, In response lo 040227 Hr 
LPAW.BD. Materials Engineering Branch 04/03/06 VOLLMER,R.H Division ol Enai 
neering 4pp 30983'070-30963 073 


3606120099 Forwards topical rept evaluation of WCAP-10079(P), & WCAP-10054, 
"NOTRUMP, Nodal Translor Small Break A General Network Code," Ropl accoplablo 
for referencing fn Ircense applications 

THOMAS.CO Standardization & Special Projects Branch, 86/05/23 RAHE.E.P. Wos- 
tlnghouse Electric Corp. 2pp 30883333-30364 037- 


•8404270314 Forwards listing of unresolved issues re TOl diosols.lo be discussed ai 
840413 moellng Issues Include cylindor heads, engine block.wrisi pin 
bushlnG[S,connoclfng rods & rod bear(ngs.turbocharg8r & tosling/maint plans 
ADENSAM.E G. Licensing Branch 4. 84/04/1 1 MCQAUGHY.JP Mississippi Power A 
Light Co 6pp 30961 080-30081 085 


-3508120106 Topical repl evaluation ot WCAP-lOO/StP) & WCAP-10064. 
“NOTRUMP, Nodal Transfer Small Break & General Network Code " Repl accoplablo 
tor referencing in license applicalions to extent spocilled 

* Standardization & Special Projects Branch. 65/05/23 65pp. 30883.335-30864 037. 


-8407240367 Commonls on May 1 004 dralt TOl Olesol Generator Owners Group pro- 
gram plan Full Insp of one ongine lo Owners Group spec recommended 
LAITY, WW BalteJIe Memorial Instlluto, Pacitic Norlhwost Laboratories 84/05/21 
SERLINGER.C Division of Licensing 3pp 30962 221 30962 223 


8506120250 Documents responses to NRC positions re TDI diosel 
generators Crankshaft & engine block insp crileria developed, job task analysis re pro- 
cedures deslqnedjraining & Instrumenlelfon & mainl program complotod. 

LEONARD. JD Long Island Lighting Co. SNRC-1 176 85/05/20 DENTON, H.fl Olheo 
of Niioiaar Reactor Regulation, DIreetor, 27pp 30850 274.30850'300, 


-8407240692 Forwards request tor addi Info re TDI engine insp results discussed at 
840713 meeting, Response requested by 040720 for Items A.B & C & 840727 lor Hem 
D 

ADENSAM,E 6. Licensing Branch 4, 84/07/17 DALE.LF, Missiaslppi Power & liQhl 
Co 5pp. 30661 131-30061 •136. 


8S06120512 Interim Deficiency Rept DR-298 re air start check valves in slandhy diesol 
generators supplied by TDI Next ropt will be submitted by 850614 
BOOKeR.J E Guff Slates Ulllilies Co DR-283 85/06/89. MARTIN, R O. Region 4, 
Ofllcs of Director. Ip 30658-11 1-30B5S;1 1 1 


-$406080370 Forwards PNL-5201, "Review & Evaluation of TOl Ofosol Engine fleliabil 
Ity & Operability - Grand Gull Nuclear Station, Unit 1." 

OINGEEiDA BBttalle Memorial Institute, Pacific Northwest Laboratories FIN S 2963 
64/07/20 BERLINQER.C Division of Licensing. Ip. 30961 136-30961,193 
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—84.03090373 PNL-520'l “Review & Evaluation ol TDI Diesel Engine Reliability & Oper- 
ability • Grand Gulf Nuclear Station, Unit 1 " 

LAITV.W W , RICHWOND.W D Batlelle Memorial Institute, Pacific Northwest Laboralo 
nes FIN B-2963 84/07/31 BERLINGER.C NRC • No Detailed Affiliation Given 
53pp 30S61 141-30961 193 


-8506180154 Requests that proprietary add! info on WCAP-t0366 be withhold (ref 
10CFn2 790) 

WIESEMANN,RA Westingtiouse Electric Corp NSNnC-3032 85/05/13 
DENTON, H R Office of Nuclear Reactor Regulation, Director Ip 30974 234- 
30974 234 


—8403240075 Forwards SSER re reliability of TD) diesel generators SSER ad-cfrcsses 
submissi-ons subsequent to issuance of SER Conclusions unchanged 
CRUTCHFIELO,D Assistant Director for Safety Assessment 84/08/16 NOVAK, TM 
Assistant Director for Licensing 7pp 30961 194-30961 200 

—8506150008 Transcript of 840524 public meeting in Washington, DC re diesel genera 
lor insp order Pp 1-58 Supporting aocumentation enci 
•Commissioners 84/05/24 175pp 30962 043 30962 220 

—8506160061 "Assessment of Diesol Engine Reliability/Operability," monthly progress 
repi for June 1984 

LAITY.WW Battelle Memorial fnstilulo. Pacific Northwest Laboratories FIN 8-2952 
84/07/24 £ISENHUT.D,G Division of Licensing 8pp 30961 201-30961 206 

-B506150063 "Assessment of Diesel Engine Reliability/Oporability," monthly progress 
rept for Jul & Aug 1984 Related Info encI 

LAtTY,WW Battelte Memorial Institute, Pacific Ncrthwesl Laboratories FIN B 2952 
84/09/19 EISENHUT.DG Division ol Licensing 112pp 30061 209-30961 320 

8SQ51S0286 FOIA request lor records re 050212 meeting between NRC & Hydrogen 
Control Owners Group.including all minutes,notos, I ran scripts, a Honda nee lists S 
correspondence Requests waiver of 75‘!g of search tees per Issue 8 of OL proceed 
mgs 

HIATT.S L Ohio Citizens for Responsible Energy 85/02/12 ROBINSON, LL Division 
of Rules and Records 1p 30945 264-30945 264 

8506150291 FOIA request for all notes, minutes, transcnpts,attendanco list, handouts & 
ary other documents re 050220 meeting between NRC & Hydrogen Control Owners 
Gfoup 

HfATT.S L Ohio Cittzens (or Responsible Energy 85/02/20 FELTON, JM Division ol 
Rules and Records Ip 30945 345-30945 345 

6506150300 Responds to FOIA request lor all records re 860220 meeting between NRC 
& Hydrogen Control Owners Group Documents listed on end app responsive to re- 
quest 

FELTON.J M. Division of Rules and Records 85/03/25 HIATT,SL Ohio Citizens lor 
Responsible Energy 2pp 30945 346-30945 363 

”6502270351 Requests 850225 meeting to discuss scopo,Gonlonl & purpose ol ovalua 
lions of Hydrogen Control Owners Group (HCOG) program plan transmission of 
HCOQ program & evaluation targeted lor mid Apr 

HOUSTON, R W Assistant Director lor Reactor Safety 85/02/21 BUTLER,W Coro 
Performance Branch SHERON.B Reactor Systems Branch LEAR.G Sliuclural A 
Gcoleohnlcal Engineering Branch 2pp 30946058-30946 149 

650-6170072 Forwards request for addi Info ro BAW-10156, "LYNXT • Core Transient 
Thermat-Hyclraulic Program '' Response requested by 050624 
THOMAS, CO Standardization & Special Projects Branch 85/06/06 TAYLOR,JH. 
Babcock &. Wilcox Co 2pp. 30960 358 30960 359 


6506180307 Forwards Rev 1 to CPL-91-103, “Design Ropl (or Recirculation & Reactor 
Water Cleanup Sys Weld Overlay Repairs A Flaw Analysis at Brunswick Steam Elec- 
tric Plant, Unit 1" & Table 1 cross-referencing weld numbers Ir-om 841204 submitlel 
ZIMMERMAN.SR Carolina Power 4 Light Co NLS 85-162 85/06/14 

VASSALLO.OB Opera tirrg Reacto-rs Branch 2 2pp 30977 19B-30977 247 

-850B180316 CPt.-21-103 ROl Rev t to “Design Rept for Recirculation & Reactor 
Water Cleanup Sys Wofd Overlay Repairs & Flaw Analysis at Brunswick Steam Elec- 
tric Pian1,Unil 1 " 

KLEINSMITH.M E , WENNER.T J . QUSTIN.H L NUTECH Engineers, Inc 
CPL021 0103 85/03/31 49pp 30977 200 30977 247 

8506180360 Informs ol current effort by BWR Owners Group for IGSCC research to fa- 
cilitate generic guidance for implementation ol permanent hydrogen wafer chemistry 
sys lor BWRs Support assuring availability of resources requested 
NEILS.GH Northern Stales Power Co 65/06/11 DENTON, H Office of Nuclear Re 
actor Regulation, Director Ip 30976 312 30976 312 

6506190405 Foiwards response to unresolved Items 1 & 6 re performance tasting of 
relief & safety valves, per NUREG 0737, Item tl,D 1 Items 2-5 will be answereo by 
650930 Rev 1 to “Background Into for Waslmghouse Ownora Group ” end 
O'TOOLE.J D Consolidated Edison Co ol Now York. Inc. 85/06/14 VARGA ,S A Op 
erating Reactors Branch 1 8pp 30978 214 30978 241 

••8506180528 Rev 1 to "Background Into for Westinghouso Owners Group Emergoncy 
Response Guidolino E-2, 'Faulted Steam Generator Isolation’ 

• Consolidated Edison Co of New Yoik, Inc 83/09/01. 22pp 30978 220-30978 241 

8508180462 Furthar response to FOIA request for documents re Containmonl Loads & 
Containment Performance Working Groups Forwards App B cfocumeAls Documents 
also available in PDR App C documents withhold (rof FOIA Exemption 5} 

FELTON, J M Division of Rules and Records 95/04/25 SHOLLY,S,C Union of Con 
cc I ned Scientists 4pp 30090 001-31000 362 

-0506180467 Handwnllen “Local Failure Mode ol BWR Mark I Drywell Liner Due to 
Coro Concrelo Interaction “ 

GREENE.GA Brookhaveri National Laboratory, 64/03/13 lipp 30999 005- 
30999 015 

-8506180471 “NRC Containment Loads Working Group, Factory Mutual Research Corp 
Results for BWR-MARK III Std Problem '' 

ZALOSH.R G Factory Mutual Research Corp 84/04/23 18pp 30999 016-30999 033 

”8506180517 Forwards "Summary of BNL Rosulls (or S1d Problem 4 (BWR Mark I)" 
Detailed rept describing BNL contributions to Containment Loads Working Group will 
bo published fate in fiscal yr. 

PERKINS.K P Biookhavon National Laboialory PERKINS, KP Associaled Universl- 
lies, Inc 84/07/02 TELFORD, J Containment Systems Research Branch. Ip 
30999 137 30999 137 


8508170101 Forwards exemption from GDC 4 & toplcahrept evaluation of WCAP 10456, 
•‘Ellocls of Thermal Aging on Slruotural Integrity of Cast Stainless Stool Piping ” Ex- 
entpllon will become effective upon issuance of CP 

YOUNGBLOOD, BJ Licensing Branch 1 66/06/05 OPEKA.JF Northoasl Nucloar 
Energy Co (subs of Northeast Ulililles) 3pp 30980 310 30980 312 

-8805170120 Topical rept evalualion of WCAP 10456, “Effects ol Thermal Aging on 
Structural Integrity of Cast Stainless Stool Piping (or Westinghouso Nucloar Steam 
Supply Sys" Ropl acceptable Weld metal considered less fracture resistant 
* NRC - No Detailed Affiliation Given 65/08/05 tlpp 30980.328 30980 338 

8506170180 Responds to FOIA request for documents re emergency Instructions or 

S idures & BWR Mark III omorgency procedure guidelines Forwards documonls 
on app 

FELTON.J M Division of Rules and Records 05/03/13. HIATT.S Ohio Citizens for 
Rospor^siblQ Energy 2pp. 30981 217-30981 218, 

-8212230204 Forwards safely evalualion of NEDO-24934, “Emergency Procedure 
GuJdoIines.Rovislon 2” Guidelines for Implomontation approved A commitment to 
mai-ntain guidelines as dynamic document requested W/o safety evaluation 
THOMPSON.HL, THOMPSON, H L Division ol Human Factors Safety TAC 42031 
02/12/09 EfSENHUT,DQ Division of Licensing 2pp 30981 219 30981 220 


“850618D518 “Summary of BNL Results (or Std Problem 4 (BWR Mark I) " 

PERKINS.K R Sfookhaven National Laboratory 04/07/02 8pp 30990138- 
3Q999 145 

-8S061BI>521 Forwards “Summary ol BNL Results (or Std Problem 5 (BWfl Mark II) " 
Dolniled rept describing BNL conlribulions to Conlalnmont Loads Working Group wilt 
be published lato In fiscal yr 

YANG.J Brookhaven National Laboratoiy. YANG.J Associated Universities, Inc 84/ 
07/13 TELEFORD.J Containment Systems Research Branch 1p 30099 146 
30999 146 

"BS061 80523 “Summary of BNL Results (or Std Problem 5 (BWR Mark II) '* 

YANG.J Brookhaven National Laboratory 84/07/13 4pp 30099 147-30909 150 

-9506180525 LA UR 84-1306 “BWH Std Problom ■ Mark III Hydrogen Burn Base Case 

TRAVIS, JR Los Alamos Scientific Laboratory 85/04/26. 54pp 30999 151- 
30999 204 

-8506188523 Drafl "/^p E Std Problem 5 (BWR Mark II) " 

YANG,JW. PHATt.WT Brookhaven National Laboratory 85/04/25 25pp 
3OQQ0 205 30 099 229 


••8506170105 Advises ol review ol NEOO 24934, “Emergency Procedure 
Guldelin&s.Rov 2" Guidelines acceptable Steps to implement guidelines listed, per 
SER 

EISENHUT.D.Q Division of Licensing 82/11/10 DANTE.T Northoasl Utilities 2pp 
30981 221-30981 222. 


8506170348 Partial Initial decision on TDI emergency diesel generators NRR authorized 
to issue license (or low power testing (up to 5% rated power) upon findings on appli- 
cable 1OCFR50 57(a) matters Served on 850614 , , „ ^ 

BRENNER, L. FERGUSON.GA. MORRIS.PA Atomio Safety and Licensing Board 
Panel. #285 435 OL. 85/06/14. 170pp 30957 018-30957 192 

8 506170532 Notification ol 850709 meeting w/EPRI.LLL & USGS iri Bathes da, MD 1o 
discuss EPRl melhodology.LLL & EPRI comparison studies & USGS studies re East- 
ern US seismic hazard program Draft agenda end .... „ 

SOBEL.P. Geosciences Branch 86/06/13 BROCOUM.SJ Gaosoiances Branch. 3pp, 
30981 319-30981 321 

6506180116 Fonrvards proprietary addI Info on WCAP-10266 previously submittad on 
8505 13, per verbal request via D Moran 

RAHE.E P Westinohouse Electric Corp. NS NRC-3039 85/06/06. THOMAS.CO 
Standardization & Special Projects Branch 2pp 30974 230-30074 234 


-8506180530 “App 0 • Std Problem 4 (BWR Mark I) " 

PERKINS.K R, QREEN.GA, PRATT.WT Brookhaven Nallonal Laboratory. 85/04/ 
25 51pp 30999 230-30909 280 

8506180552 Discusses NRC revised foe structure re topical & other roots tiled after 
780323 & advises of completion of cost data collection for CEN-203 on jusUfIcatlon of 
small break LOCA mothoos Bill lor review forthcoming 

MILLEfl.WO. License Fee Management Branch 85/06/07. WELLS.R W C-E Operat- 
ing Plants Owners Group 2pp 30984 097-30984.096, 

8506190323 Forwards request (or addi Info ro recent Part 21 repls from TDI needed to 
continue review of TDI engine reliability Issues, Re span so requosted within 45 days of 
dale of Itr. 

ZWOLINSKLJA Operating Reactors Branch 5 LS 05-8 5 -06-021 85/06/17. 

BASKIN, KP Southern California Edison Co 4pp. 30995 318 30995*321. 

8506190357 Fortvaids Weslinghouse Owners Group commenls on draft Rev 5 to 
NUREG 0452, “STS for Westinghouse PWRs," re short term I m pro vemenla, Including 
removal of equipment listings Meeting during last wk of June requested. 
BUTTERFIELD.L Westingtiouse Oporatina Plants Owners Group BUTTE RFIELD.L 
Commonwealth Edison Co OQ-152. 85/06/14 DENTON, H R. Office of Nuclear Re 
actor Regulation, Director 152pp 30996 062 30996 210 


-8506180144 Forwards proprietary addi Info re WCAP- 10266 , including revised BASH 
WCAP table ol contBnts,(oop equations & models description A updated coda vemica- 
lion description Request (or withholding proprietary Info enci 
FtAKE.E P Westinghouse Electric Corp NS-NRC-3032, 65/06/13 THOMAS.CO 
Standardization & Special Projects Branch. 2pp 30974'232-30974 233 


8506200042 Forwards commenls on BAW 1843P, "B&W Owners Group Evaluation of 
Internal Bolling Concerns In 177FA Plants," Rept consistent w/bases agreed 
upon Action on Issue complete Corrected rept requested 

LAINAS,QC Assistant Director lor Operating Reactors. 66/06/11. TUCKER.H B. Bab- 
cock A Wilcox Operating Plants Owners G roup 1 2pp. 3 1 043* 1 1 1 -31 043:1 22 
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8506200200 Submils 850520 oiganijallonal changes per Toprcal Rept BSflOE-COM 1- 
NP■3^JW OeLoopw, corporate OA matvagei.tepts diracUy to KK 

Roe, president Position of QA director eliminaied „ „ . 

ROE,KK. Burns & Roe Co 85/06/10 2ECH.GG Vendor Program Branch Ip 
31008.10031008 100 


8506240818 Final Deficiency Rept OR 299 re backpressure regulating valves in fuel oil 
return fine for standby diesel generators supplied by TDl.Inltlally reported on 
BS060S Subi valves replaced w/non-ASME valves 

BOOKER.J E, Gull Stales Utilities Co DR 299 85/06/06 MARTIN.RO Region 4, 
Olliceof Direclof 3pp 31 158 301 -St 158 303 


85O6200-286 Forwards request for addi mio to complete review of design review/qualiiy 
tevalidfalion root re TDI diesel generators Response requested by 850828 
BUTLER, WR Licensing flrancn 2 85/08/10, LEONABD.J D Long Island Lighting Co 
Spp 3104320231043 206 

B506200330 Forwards •Tofsiograph Test of Emergency Diesef Generators, Div I 8 2 at 
p 0 ffy Nuclear Power PJant Unit t" 5 addendum 10 “Torsfograph Tosts o1 cmorg'Qncy 
Diesel Generators par SER Confirmatory Issue 63 no i n 

EOELMAN.MR Cleveland Eloctnc IHuiniraling Co, 85/08/14 YOUNGSLOOD.BJ Li- 
censing Branch 1 Ip 31006320-31008354 

-.6506200333 FAAA 85 4 1 'Torsioaraph Tests of Emergency Diesel Generators, Divs 1 
& 2.at Perry Nuclear Power Planl-Unil 1 " 

* Failure Analysis Associates 85/05/31 29pp 31006 321-31006 349. 


-8508200338 FAAA-PA R 85 06-1 1 Addendum to “Torsiograph Tests of EmeroOTCT 
Diesel Qeneratofs.Oivs 1 & 2.8t Perry Nuclear Power Plant Unit 1 On Cyfindoj Imibai 

* Failure Analysis Associates 85/05/31 Spp 31006 350-31006 354 

6S062C8424 Foiwaitfs trio re lee assessnveni for review at NE 0 E 222M, SuppI 1, 
"Safety Evalualton of GE Hybrid I Control Rod Assembly for BWfl4/5C Latbce, per 

ThWMAs!3o*'stanclardizalion & Special Projects Branch JAp 56929 85/06/12. 
SOLANDER.L. Planning S Resource Analysis Branch 3pp 31042 238-31042 240 


8S06200426 Summary of 850423 mealing w/C-E Owners Group in Belhesda.MD re 
draft Set 1 of Rev 3 to generic emergency guidelines, review process * schedule & 
PRA In App a to Set 1 of CEN-lsa Concerns listed re emergency procedure guide- 

GREENE,! A Procedures 8 Systems Review Branch 65/05/22 ZIEMANN.O L. Pro- 
cedures 8 Systems Review Branch. 4pp 31042 232-31042.235 

6506200507 Reviews Weelinghouae 1.000 MWe NSSS design if properly 
develop ed.proposed design could saltsfy current regulatory guidance a be 
iicensBblB Add! analyses required to satisfy requiremenls ol severe accident policy 

DENTON.HR Office of Nuclear Reactor Regulation, Direclof 85/06/12 RAHE,EP 
Westinghouse Elecirio Corp, 27pp. 3 1023 300-3 1023.326 


6506210094 Forwards topical repl evafuallon of NEDE-22290,Suppl 1, "Safety Evalua 
tion of QE Hybrfd 1 Control Rod Assembly for BWR4/5 C UlUco," accepling rept for 
use 83 ref in license applications ^ ^ 

THOMAS.CE Slancfardaatlon S Special Projects Branch. 85/06/12. 
KLAPPROTH.J F. General Eleclr/o Co. 2pp 31046 026-31 048 030 


^85062 10 102 Topicat repl evaluation of NEDE-22290.Suppl 1, "Saloty Evaluation ol GE 
Hybrid 1 Control Rod Assembly lor BWn4/5 C Lattice Rept acceplabla lor refereno- 

^ltanSrXn^l*Spl^al Projects Branch TAG 56929. 85/06/12. 4pp 3104fl,027- 
31048:030. 


8506210146 Advises that bill will be eeni for review of XN NF-734, "Confirmation ol XN- 
3 Cfiticel Power Correlation lor 9X9 Fuel Assemblies, " submiltod in Nov 1983 Review 
completed on 850201, ^ _ 

MILLER, W.O License Fee Managemenl Branch 85/06/11. CHANDLER.JC. Exxon 
Nuclear Co , Ino. (subs, of Exxon Corp J 1 p. 3 1 048 0 1 4-3 1 048.0 1 4 


6606210299 Forwards proprietary Rev l.SuppI 3 to XN NF.82-20(P), "Exxon Nuclear Co 
Evaluation Model EXEM/PWfl ECCS Model Updates.Responses to NRC Request for 
AddI Info " Rept withheld (raf 10CFR2,790). 

CHANDLER, J.C Exxon Nuclear Co, Inc, (subs, of Exxon CorpJ, 05/06/11. 
TH0MAS.C.0 Slandardizalion a Special Projeots Branch »P 31034039 31034 039 


8606210361 Forwards draft Rev 7 to OA program topical repl tor review & 

approval Reason 8 basis for changes also end 

0 PEKA,J.F Northeast Ulllilies Service Co. (subs of Northeast Ulililfos). SEARS, C.F. 
Northeast Ulllilies F0S74A 85/06/05 MURLEY.TE Region I, Olfice of Director 
Spp. 31055 217-31055 357 


-8506210388 Draft Rev 7 to OA program topical repl 
• Northeast UlIKtias 85/06/05. isipp 310fi5-222-31056 3S7. 


8506210401 Requests add! Info re Part 21 repts (asued by TOI since Apr 1934 re prob- 
lems w/emergenoy diesel generators.lnfo to be used In p/eparallon of SER to efoao 
out TDI engine reliability issues 

BUTLER, VYB. Licensing Branch 2 85/06/13 CAHILL.WJ., BOOKER, J.E. Gulf Slates 
Utilities Co. spp. 31048:1 16-31048;122. 

to "Torelograph Tests of Emergancy Diesel 
clear Power Planl-UflII 1 On Cylinder Imbalanca," 
Refaled correapondance 

a Trowbridge SJLBER 6 ,J.£. Cleveland Electric II- 
'06/20. GLEASON, J.P.. KLINE, J.R., BBiGHT,Q,0. 
Panel. 7pp. 3 1054 si 74-3 1054:1 80. 

8609240093 Forwards topical repl evaluation of CNS) DW-11118 01. P, "Cham Nuctear 
Sys.lno Dewalering Gonlainors.’' Repl acceptable for relorenclng in license applica- 
Bons 

THOMAS, C.0 Standardization & Special Projects Brancih 86/06/11. POPPE,LK 
Chem-Nuclear Systems, Inc. Ip. 31157.222-31167.229 


8506210487 Forwards addendum 
GeneraforSiDrvs 1 & 2 at Parry Nu 
prepared by Failure Analysis Assoc 
8 ILBEflG.J.E Shaw, Pittman, Potts 
lumlnatlng Co. ffZBB 537. OL 85i 
Atomic Safety and Licensing Board 


-8606240096 Topical rept evaluation of CNSI-DW-111ie 01 -P, "ChamNuefoar Sys,lnc 
Dewatering Containers." Repl acceptable for referencing license applicaWona for 
LWRs 

• Meloofology & Effluent Trealment Branch. 65/06/1 1. 7pp 31 167-223-31 157:229. 

8S09240261 Requests Invaatlgallon Into vfofaUona of nuclear regufolory law or Wealing- 
house QA raquifem 8 nts.fncidflnt 8 ,calegorlzed as Items 1 - 8 , 8001 . 

SEGLETES,J.A. AtWIallofi Not Assigned. 85/06/17. Director's Olffoe, Office of Inapec- 
lion and Entoresmant. 12 pp. 31060 , 183 . 31060 : 194 . 


8506250095 Responds to FOIA request for four specified documents Item 1 not in NRC 
possession Item 3 ol App A end & available in PDR Items 2 & 4 ol App B In 
POR Portions of all three documents withheld (ret FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 85/04/24 BRIERLY.B F Taft, Steltinius 
AHOlhsier 3pp 31215002-31215090 


8506250246 Advjses lhal ulil 801219 & 820122 Itrs contained commitment to support C- 
E Owners Group efforts to satisfy NUREG 0737, Itom IIK330.per listed 
documents No plant specific analysis of small break LOCAs required for Item II K 331 
VANOiWALLE.D J Consumers Power Co 85/06/20 Ollice of Nuclear Reactor Regu 
laMon. Director. 2pp 31160 221-31 180 222 


8506260291 Partial response to FOIA request for documents re radiological emergency 
pfons &. correspondence between NRC & util since Jan 1984 App A documenls avail 
able in POR Search & review of addi documents continuing 
FELTON^ M. Division of Rules and Records. 85/04/15 BELAIfl.R R. Kirkpatrick ft 
Lockhart 4pp 31244039-31244 099 


■8505250336 Forwards 8501 IS memo indicating that Insp Rept 50 322/84 37 Implies 
that util plans to reporform lube oil consumption tests on TOI emergency dJesei gener- 
ator sets at 3,300 kW Util has no such intention Requirements have been met 
6RUNSE1CH.B.W Long Island Lighting Co IEC-80 06 85/02/26 ESELGROTH.P 
NRC • No Detailed Alfilialion Given Spp 31244 053 31244 055 


8506250367 RsquesIS suppi of 850214 Tech Spec Change Request 126 by nolinq that 
dolelod capsule schedule will bo controlled by NRC approval of B&W Owners Group 
submittals in rosponsa to lOCFRSO.App G Rev 2 to BAW-1S43 approved on 8 50506 
WESTAFER.Q R. Florida Power Corp, (subs Florida Progress Corp) 3F0685-a0 85/ 
06/19 SILVER, H. Operating Reactors Branch 4 Ip 31 180 264-31 180 264 

8506250377 Informs that App 3, Pages 93 & 94 to EA Lees 850529 submittal ro micro 
wave radiation should be replaced w/enci pages which further clarify use of passlvo & 
active microwave monitoring devices 

LEES.EA. General Electric Co 86/06/ 1 9 TAYLOR, JM Director's Ollico. Ollfcool In- 
spection and Enforcement 3pp 31196 001-31190 003 

85062S0468 Requests that WCAP-STSS, "MULTIPLEX 30 - Fortran IV Computer Pro 
gram tor Anetyzing Thermal-Hydraullc-Siruotural Sys Dynamics (III) Advanced Beam 
Model,” bo expeditiously reviewed & approved. 

RAH^EP Wesllnghouse Elociric Corp NSNRC-05 3041 85/06/19 

KNIGHTON.G.W. Licensing Branch 3 2pp 31 180 304-31 160'305. 

8606260021 Forwards Vote 1-4 of Rev 1 to "TDI Diesel Generator Design Review 4 
Qualify Ravafldallon Rept" Areas of TDI Owners Group recommendations sull being 
evaluated Quality revalldallon Items to be closed out prior to tfo-ln. 

RODRIGUEZ, R,J. Sacramento Municipal Utility Ofslrlcl. RJR 85-260 85/08/12 
THOMPSON,H L Division ol Licensing lOpp 31241 023 31 244 036 


-8506260028 Vols 1-4 Of Rev 1 to "TDI Diesel Generator Design Review & Quality Re- 
vaMatlon Repl." „ . 

DEE5E,RJ, RAY,C.L TDI (Transamerica Oolaval, Inc) Owners Group 65/02/28 
I.DBSpp 31241:033-31244.035. 


8506260116 FolwardB.for review, rev to ulil 860422 submittal providing Info on proven 
live mafni program for TDI diesel generators In use at facility.EncI provides onllre TDI 
preventive mainl program 

6ooKER,J.E. Gulf Slates Utllllios Co RBG 21167. 85/05/29. DENTON,HR Oflico ol 
Nuclear Reactor Regulallon, Director 231 pp 31232 206-31233:130, 


8506260221 Forwards Rev 0 to TP-04, "Portable SoHdllicalion Sys " Fee paid 
SHINGLE TON,R L Pacific Nuclear Sysfoms & Services, Inc CB04601. 85/04/11 
JOHNSON J. Low Level Waste Licensing Branch. Ip 31216.183-31218 239 


-8596260227 TP-04 BOO Rev 0 to "Poftabto SolWlflcalton Sys." 

• Pacific Nuclear Syslems 4 Services. Inc. 05/04/30 67pp 31216.184 31218 239, 

6S06269526 Responds to NRC 650401 Itr re short-clrculfod failure of output transistor In 
undervollags oulpul circuit ol solid-state proiectfon syaManual reactor trip avnkhos 
downstream ol undervollago driver. 

RAHE,E.P Westingheuse Electric Corp. NS NRC 06-1332 85/06/28 JORDAN.Gl 
Division ol Emergancy Preparedness & Engineorino Response (Post 830103), 2pp 
31232.21031232 211 


85062605S3 Requests Info re potential Impact of 10CFn21 notifications partairring to 
TOI emergency diesel generators to complete review & issue final SER Info needed 
by 85079f 

YbUNGBLOOD.B J. licensing Branch 1 95/06/17. EDEUMAN,M.R Cleveland Eloc- 
Irfc Illuminating Co 4pp. 31 224:034-3 1224'037 

8S0526Q602 Forwards safety evaluation re TMI Action Item II.K.3.30 for Westinghouse 
pf8f»(s,pef NRC 860621 approval of Westinghouse small break LOCA 
modol.NOTRUMP.tfocumenled In WCAP-10079 & WCAP-lOOS4.Actiort on itom com 
pfote 

KNIGHTON.G.W Licensing Branch 3 GL-83 36, 85/06/11. HARHISON.RJ. Pubte 
Service Co. of New Hampshire. lOpp 31239329 31239:338 


8606270066 Advises lhal Revs 33,34 & 35 to OA Topical Rept CE-1-A satisfy require- 
merita ol App B to lOCFRSO.Changes to Section 7 resolve questions re procutemoni 
aclivHles. 

SPESSARD.R.L Region 3, Oflico ol Director 85/06/21. HEED,C Commonweal Iti 
Edison Cto. 2pp. 31 23&a87.31 236:288. 


8600270194 Provides hydrogen control sys acluallon criteria, representing second ii 
tfoal submittal of preliminary analysis for hydrogen control.Ulil participating In develop- 
menl of generic hydrogen fanllor emergancy guideline. 

BOOKER, J.E. Guff Slades Olillllos Co, RBG-21274. 86/06/1 1, DENTORH R Olfice o( 
Nuclear Reactor Regulation, i^rector. Ip. 3 1234:353-3 1234*353. 
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8506270232 Advises that 850611 Mr & 650613 Bill D0320 re fee for review o1 Topical 
Repl XW NF-734 orr confirmation of XN-3 crilical power correlation for 9x9 fuel assom 
blies should be disregarded, per 850617 lolcon 

MILLER.WO License Fee Management Branch 85/06/19 CHANDLER, JC Exxon 
Nuclear Co , Inc (subs of Exxon Corp) 2pp 31260362-31260363 


8506040344 Forwards listed documonf reviews re Nevada Nuclear Waste Storage In- 
vestigations repository conc©pta,BWIP seal development plan & other listed subls,pef 
Task Order 10 ol Contracl NRG 02-82-030 

RAJARAM.V Engineers International, Inc FIN B-7326 2054 85/05/08 

TIKTINSKYpO Division ol Was le Managemo nit 21 pp 30718 197-30719 217 


8506270271 Forwards DPC-NF-2010A, “Nuclear Physics Methodology for Reload 
Design " Enel approved rept incorporates Standardization & Special Projects Branch 
850313 SER 

TUCKEH.H8 Duke Power Co 85/06/14 DENTON.HR Oltice o( Nuefear Reactor 
Regulation. Director 2pp. 31233 141-31234 116 

-8596270279 DPC NF-2010A "Nuclear Physics Methodology for Reload Design" 
FLORES.LH, BORTZ.DE, CLARK, R H Duke Power Co 85/06/30 175pp 

31233.143-31234 116 

6506270411 Forwards SER re TMI Item II K 3 30 for C E planls,por conditional accept- 
ance of CEN-203(P),Rev 1, "Response to NRC Action Plan Item II K 3 30 Justificalion 
ot Small Break LOCA Methods " 

THOMAS.CO Standardization & Special Projects Branch 85/06/20 WELLS,HW. C- 
E Operating Plants Owners Group WELLS,RW Northeast Utilities 16pp. 31262273 
31262 294 

6506270439 Expresses dismay over Issuance of Generic LIr 85 00 due 1o understanding 
that Wostinghouse Owners Group programs would provide basis for rovs to STS re 
guirements on reactor trip breakers Reconsideration of approach to Issue requested 
BUTTERFIELD, L Westinghouse Operating Plants Owners Group BUTTERFIELD, L 
Commonwealth Edison Co OG-153 85/06/19 DENTON.HR Olfice ol Nuclear Re- 
actor Regulation, Director 2pp 31236 200-31236 212 

G506270600 Fonvards "Operational Safely ol TDI DSR-48 Emergency Diesel Generator 
Crankshafts at River Bond Station, Gulf Stales Utils" & addi Info requested by NRC to 
conlitm qualification of TDI standby diesel generators. 

BOOKER.JE Gulf States Utilities Co RBG 21276 05/06/12 DENTON.HR OHics ol 
Nuclear Reactor Regulation, Director 31pp 31237.271-31237 332 

-6506270505 “Operational Safety of TDI DSR-48 Emergency Diesel Gerrerator Crank- 
shafts at River Benct Station, Gull Stales Utils " 

PISCHINGER.F. Forschungsgesellschaft fur Energiotechnlk und Verbrennungsmotoren 
MBH 85/06/01 31pp. 31237 302-31237.332 

8506270539 Forwards "Evaluation ol DSR-46 Emergency Diesel Generator Crankshalts 
at River Band Station" Rept documents & justiires fatigue margin ol crankshaft Icr 
Intended use 

BOOKER, JE Gulf States Utilities Co RBG 21,025. 85/05/16 DENTON.HR Olfice of 
Nuclear Reactor Regulation, Director, Ip 31236 292-31236 348 

— 0SD627O543 FAAA85 5-10 "Evaluation ol OSR 48 Emergency Diesel Generator 
Crankshafts at River Bend Station " 

^ Failure Analysis Associates. 05/05/10 66pp 31236.283-31236 340, 


8506060129 Forwards questions A comments from review ol environ assessment & re- 
medial action plan (or Lake view site re surface water hydrology & design ol erosion 
protection Design does rot meet EPA long term stability requirement 
KNAPP.M R Qootochnlcal Branch IPosl 031001) 65/05/06 SMITH.R 0 Uranium Re- 
covery Field Office HIGGINBOTHAM, L Low-Levef Waste & Uranium Recovery 
Pro)ec1s Branch 4pp 30742 343 30742 346 

6606050149 Forwards final Lakovicw UMTRAP environ assessment DOE intends to ad- 
dress any NRC comments on dralt environ assessment by issuing supplemental docu- 
ment if necessary Remedial aclicni case will be discussed on 850520 
GNUQNOLI.Q Low Level Waste A Uranium Recovery Projects Branch 85/05/08. 
HILDENBRAND.D Uranium Recovery Field Olfice tp 30742 342-30742 342 

6SD60S9169 Forwards 850509 response from State of SC A 650510 response from 
Slate of WA to dralt topical review comments re Hillman topical rept on cement solldi- 
llcalon process A NUPAC Enviralioy lamily.rospeclivoly 

NUSSBAUMER.D A Assistant Director lor State Agreements Programs 65/05/17. 
GREEVES,J Engineering Branch (Post 831001) Ip 30742 333 30742 335 

-8606050173 Responds to D Niissbaumer 850107 Itr requesting comments re NUPAC 
Enviralioy family of high integrity containers Comments submitted on 850228 re vents 
A on 840831 concerning FL-50 container No further comments necessary 
KIRNER.N P, Washington, Stale ol, Dept of Social A Health Services 85/05/10 
SCHNEIDER, K Olfice ot Slate Programs, Director. 1p 38742 334 30742 334 

-8506050183 Responds to 850429 lit w/commenls on Hittman topical rept on cement 
sol idilicatlon process No further comments olfored Continued review of rept uport re- 
ceipt of salisiaclotY reply to questions recommended 

AUTRY, V.R South Carolina, State ol, 05/05/09 NUSSBAUMER.D A Asaistonl Direc- 
tor for Slato Agreements Programs 1p 30742 335-30742 335 

8506050174 Advises of audit ot QA program aciwllles by DOE A Bat telle on 850611- 
12 Audit plan describing audit scope, aclmtiss to be audited A requirements onci 
REESE.TJ Energy, Dept, ol 1061 85/05/09 MALLONEE.T.O Fluor Corp 3pp 
30742 330 30742 332 

6506960276 "Geochemical Sensitivity Analysis," monthly Itr rept for Apr 1065 
CRANWELURM, Sandia Nalional Laboratories RN A-1756. 2076 85/05/15. 
KELLY .W NRC - No Detailed AKillatlon Given lApp 30742 139 30742 154. 

6506060324 Forwards water A soil sampling plan for May 1985 
BRINKMAN, J Affiliation Not Assigned 85/05/22 FORD.fi NRC - No Detailed Alfill 
ationGivon 3pp 30742 068 30742070, 


a 50627059 4 Forwards BAW-10152-A, "NOODLE Mulli Dimensional Two Group Reactor 
Slmulalor," to serve as accepted version of BAW 10152 Safety evaluation A CO 
Thomas 050424 approval of rept Included 

TAYLOR, J.H Babcock A Wilcox Co, 85/06/05. THOMAS.CO StandardizalfonA Spe- 
clal Profecis Branch, ip. 31 238'1 71-31 230'366 


-(1506270597 BAW-10152-A "NOODLE-Multi-Dimenslonal Two Group Reactor Slmula- 


MAVS.C.W., DEVENEY.RC, SMITH, N Babcock A Wilcox Co. 85/06/30 ia4pp 
31230 172 31230,365, 


8506270620 Documents adequacy of facility after final shakedown last performed on 
850506 No substantial mods will be madoSobtask 013, "Identity Any Facility 
Changes to NRC," considered closed 

HOBbS,S H. Hydrogen Control C^ners Group HQN030 05/06/17 BERNERO.R. 
Office ol Nuclear Reactor Regulation, Director 2pp, 31260'232-31250 233, 


8506280092 Forwards NRC B50617 request to ulll for addI Info re potential impact of 
Part 21 repls pertaining to TDI diesel generators used at Unit 1 .Related correspond- 
©ncG. 

HIATT.SL, Ohio Citizens for Responsible Energy #205 558. OL 85/06/20. 
QLEASON.J.P , KLINE.J.R,, BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 
4pp 31256308 d1266’311 


WASH REGULATORY PUBLICATIONS - PRE-NUHEQ SERIES 


6506050344 "Malnl of Computer Programs," monthly rept for Apr 1905. 

CRANWELL.RM Sandia National Labotatonos FIN A-1I66 2068 65/05/15 
COLEMAN.NM Geotechnical Branch (PosI 831001) 2pp 30742 047-30742 048 


8506050374 Forwards memo ol Olv ol Waste Met 850320 lolcon w/U Recovery Field 
Ole on groundwater reviews at UMTRAP sites aiall will be requested to proparo tech- 
nical posilFon paper on reliability ol geochemical A transport models W/o end 
KNAPP.M.R Geotechnical Branch (Post 631001), 85/05/07 BROWNING.R E Divi- 
sion ol Waste Management 1p 30742.039-30742' 039 


6506050384 ‘‘Technical Assistance In Solsmo-Teclonlo Impacts in Repositories,'" 
Monthly Mgl LIr Root 25 lor Apr 1905. 

CHUNG.OH , CUMMINGS.Q t. Lawrence Livoimoro Nalional Laboratory FIN A 0204 
L-196 65/05/10 BLACKFORD.M E Goolochnical Branch (PosI 031001) 4pp 
30742 035-30742 038. 


as 06050392 "Coupled Thermal Hydrological Mechanical Assessments A Site Character- 
ization Aclivilies lor Geologic Repositories, ” monthly rept lor Apr 1965. 
CRANWELLR.M. Sandia National Laboratories. FIN A-1765 2066 06/05/15. 
NATARAJA,W S. Enginooring Branch (Post 631001) 14pp. 30741.314 30741r328 

8506050309 Notifies of 850516 meeting botweort DOE A State ol MS to comment on 
Richton Dome draft environ assossmervLExpressos appreciation to staff for consulta- 
tion A cooperation . , 

GREEN, JW Mississippi, State ol 1051 85/05/06 BROWNING.R, Division ol Waste 
Management Ip 30742023 30742 023. 


8606240293 FOIA request for Repls WASH-1 520,WASH-740,1 984 update of WASH- 
1250 A US-AEC-IDO-1 9-302 plus all records re 610103 accident at SL-1 reactor in 
Idaho A 1902 incident at lacllily Involving tube leaking 

MARKUS, AC Alltllatlon Not Assigned. 85/03/16 NRC • No Detailed Alllliatloh Giver* 
2#)p 31 157,334-31 167-335. 

8506240306 Responds to FOIA request for documents re 610103 epddent at SL-1 re- 
actor In ldaho,1982 event at ladItty.W ASH-1 520, WASH 740 A WASH-1 26() A US- 
AEC-IOO 19-302 repl. Documents available In PDR A US-AEC-IDO 19-302 available at 
ORNL 

FELTON, J M. Division of Rules and Records 05/04/01, MARKUS, AC Alfiliatlon N0I 
Assigned, 2pp. 31 167:336-3 11 67-337. 


6506050412 Submits listed problems w/environ assessment (EA) review 
process,SugQested addi approaches for team partidpanls to consider in deliberation 
of EA process end. , , 

BLAND, W.M, Management A Technical Consulting. FIN 0-1014 2070 85/05/12. 
DELLIQATTI,M S. Policy A Program Control Branch (Post 831001), Spp 30741-361- 
'inv/ii nni 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

8603190103 Concurs w/planned remedial actions for vicinity properties identified in 
oncI, based on review of radiological A engineering assessments. vicinity property con- 


h/qGINBOTHAM.L. Low-Level Waste A Uranium Recovery Projects Branch. 85/01/ 
0rTHEMELIS,J,6. Energy, Dept, of, 2pp. 29442-177-29442-178, 


BS04180186 Advises of completion of review of 850220 radiological A englnoer(r>g as- 
**^^88rrianl of Salt Lake City.UT Property SL-035, Concurrence granted, based on listed 

HfGG'lNSiOTHAM.L, Low-Level Waste A Uranium Recovery Projects Branch. 65/03/ 
05 THEMELiCj.Q. Energy. Dept. of. Ip. 29921:142-29921:142, 
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8506050432 “Repository Site Oefinilions, Short Term Technical Assistance,'* monthly 
ropl for 1985 

CRANWELL.RM Santfia National Laboratories FIN A‘1158 2069 95/05/15 
COLEMAN, N M Geotechnical Branch (Post 83100fJ 3pp 30/41 329 30741 331 


■8506050569 Paper entilled, "Generalized Groundwater Radiolysis Model," presented 
at 850325-29 Waste Mgl 86 Conference in Tucson AZ 

NICOLOSI.S Battello Memoriat Institute, Pacific Northwest Laboratories FIN A-41R5 
85/03/25 7pp 30741 116-30741 124 


8506050 468 Summary of 650320 letcon w/U Recovery Field Oto re groundwater re- 
views at OMTRAP Sites Agenda end 

W£0ER,MF Geotechnical Branch (Post B310O1) 85/05/02 KNAPP.MR Geotechni- 
cal Branch (Post 831001) FLIEGEL,M H Division of Waste Managemenl 5pp 
30741 213 30741 217 

8S06050470 Minutes of Nuclear Waste Advisory Council 8SD419 meeting in Lacey, WA 
re public involvement activities 

• Washington, State of 1375 65/04/19 Washinglon, State of 17pp 30741 196- 
30741 212 

8506050483 Requests that documents nol be removed from of added to LPDR (n Rich 
land Library Employee removed early issues of BWIP accessions list in past 
COOK,FR NRC- No Detailed Affiliation Given 1362 65/05/10 OLSON, OL Energy, 
Dept of 2pp 30740 358 30740359 

8506050509 Comments on Mar progress repi for FIN A 4165 Resolution of comments In 
NflC 850402 Itf expected in final malhodology repl re waste package performance 
assessment m el hod Reviews of congressional si aft ropl encl,for info 
CHANG, KC Engineering Branch (Post 831001), FIN A-4165 2087 85/05/01 
STEPHENS, KW Aerospace Corp 3pp 30741 136-30741 175 

-8506050512 Submits concerns le planned response 1o co^ressional subcommittee 
repl, “Achieving Performance Objectives for Engineered Barrier Sys '' J Surmeier 
memo does not accept conclusion drawn in repl, contrary (o statement in briefing, 
NUMAflK.N J Policy & Program Control Branch (Pest 831001) FIN A 4185 86/03/ 
11 BUNTING, JO Policy & Program Control Branch (Post 631001). Bpp 30741 140 
30741 150 

"8506050516 Responds 10 850104 request lor review of congressional subcommittee 
repJ, "Achieving Performance Objectives for Engineered Barrier Sys '* Areas where 
followup actions needed & specific comments oullined 

SUMEIER,JJ Policy & Program Control Branch (Post 831001) 85/01/25 

MILLER, HJ Repositoiy Projects Branch (Post 831001) 3pp 30741-148-30741 'ISO. 

--6506050519 Comments on review of congressional subcommittee repl, "Achieving 
Performance Objectives lor Engineered Berner Sys" Repl questions criteria for suit- 
abllitv of multiple barrier sys & boroslllcate glass as waste form of choice 
HUNT,J Engineering Branch (Posl 631001) B5/02/13 WILLER,HJ, Reposito/y 
ProJeclB Branch (Posl 831001). 9pp 30741-161 30741,159. 

"8506050524 Discusses flaws iitentifled during review of analysis in App C of Nov 1 984 
congressional subcommlltee repl, ''Achieving Performance Objectives for Engineered 
Barrier Sys " Flaws cause fnlluonce of barrier to be overemphasized 
COSTANZI,F.A Waste Managamenl Branch [post 840429) 85/02/06 MILLER, HJ 
Repository Projects Branch (Posl 831001) 3pp, 30741^160-30741.166 

"8508060531 Responds to H Miller & J Greeves requests to review congressional sub 
commitlee repl, Achieving Performance Objectives for Engineered Barrier Sya,” Rapt 
Ignores geological aspects of nuctoar waste storage 

WGLEWEDEJ. NRC - No Detailed Affiliation Ghren 85/01/15 HUNTJ NRC - No 
Detaifed Affiliation Given 5pp 30741 167-30741 175 

"8506050545 84-911 "Boro Silicate Glass Ranks W/Great Revelations of Our Time" 
PENBERTHY.L AfliUalion Nol Assigned. 84/09/11, 4pp. 30741 172-30741,175 

8506050548 Forwards eight papers from Waste Mgl 85 Conference, per 850501 ltr,Addl 

B , "Generalized Model for Analysis of Groundwaler Radiotysis," presented by S 
isl at Nov 1984 Matts Research Sec meeting included. 

STEPHENS, KW Aerospace Corp FIN A-4165. 2057, 85/OS/OB. CHANG.K NRC - No 
Detailed Affiliation Given, Ip 30741 ’042-30741 135 

•"8506060549 Paper entitled, "Numerical Analyses to Evaluate Backfitling Repository 
Drifts in Unsaturaled Tuff," presented at 860325-29 Waste Mgl 85 Conference In 
Tucson, AZ 

FRESHLEY.M D , DOVE.F.H Baltelfe Momorlal Inslilute, Pocllic Northwest Laborato 
ries FERNANDEZ.J.A. Sandia National LaboralorJss. FIN A-4105 85/03/26. Bpp 
30741.043-30741,050 

—8506050551 SAND84-1072C Paper entilled, "Mothodolcmy for Mrgh Level Waste Sys 
Safely Analysis in Preclosure Phase," presented at 850325-29 Waste Mat 85 Confer- 
ence In Tucson, AZ 

HARRIS, PA, llGON.DM., STAMATEUTOS.M, GA Technologies, Inc/General 
Atomic Co, FIN A 4165 85/03/25 lOpp, 30741 051-30741 060. 

-8506050552 Paper entitled, "Used Fuel Dissolution Studies In Canada," presented at 
850325 29 Waste Mat 85 Conference In Tucson.AZ 

JOHNSON, L H„ GAfllSTO,N C, STROES-QASCOYNE Canada Atomic Energy Control 
Board FIN A-4166. 85/03/26, 6pp 30741-061-30741.065 


-8506050573 Paper entilled, "Generalized Model for Analysis of Groundwater Radioty 
SIS," presented a1 Malls Research Soc meeting In Boston, MA 
NICOLOSI.S L Battello Memorial Institute, Pacific Northwest Laboratories FIN A- 
4165 84/11/30 lipp 30741 125 30741 135 

8506050576 Dratt “Development of Integrated Licensing Assessment Methodology " 
HUNTER.R L, CHU,MS Sandia National Laboratories FIN A-116S 2053 85/05/08 
NRC No Detailed Afliliation Given 36pp 30740 307 30740 342 

8506050582 Requests general technical assistance under Task 4 of FIN A-3167 
"Review of Waste Package Verification Tests '' Recommendations for resolulion oi 
comm onto requested by 85061 5 

WICK.EA Engineering Branch (Post 831001) FIN A-3167 2070 85/05/16 SOOP 
Brookhaven National Laboratory Ip 30737182-30737 195 


••8506050587 Forwards oommsnis re draft gonoric leclinical position on waste packane 
reliability Draft well written & provides helpful guidance re methods acceptabJo for 
demo rrs trail no waste package conformance to 10CFR60 

KEARNEY,JJ Edison Electric Institute 85/01/15 MILLER, HJ Repository Prolecls 
Branch (Post 831001) 3pp 30737 183 30737 185, 


-8506050591 Comments on draft genoric loch ni cal position re waste packaqo 
reliability Computer modeling parameters re license application for high level waste lo- 
posilo^ not adequately addressed 

LACKER, DK Texas. Stale of 85/01/25 MILLER, HJ Repository Projects Branch 
(Posl 831001) 6pp. 30737 186 30737 191 


-8506050507 Forwards comments on draft generic technical position re waste package 
re I lability, did 841031 Position recognizes that other approaches may be acceplablo if 
option fully addresses waste package performance assossmont elements 
SlEIN.R Enemy, Dept of 85/02/26 BROWNING, RW Division of Waste Manano- 
mont 4pp 30737 192 30737 195 “ 


8506050605 Forwards R Codell comments on proposed changes to hydrological models 
in LADTAP II computer code Advisability of BNWL completion of task quostroned 
KNAPP, M Gaolechnicat Branch (Posl 831001) 85/05/09 CONGEL.F Radioloaical 
ABSessmenl Branch 6pp 30737,165-30737160 


a506050'606 Responds to May 1985 Technical Assistance Request TAR 85032 to 
reviow B60410 Rev 0 to Shiprock Remedial Action Insp Plans 1 6.Mod to Insp plans 
b)z DOE reco mm ended 

GREEVES, JT. Englnoering Branch (Posl 831001) 05/05/17 HIGGINBOTHAM, L 
Low-Level Waste &. Uranium Recovery Projects Branch 5pp 30737 150-30737 154 

^850605061 1 Forwards documonl reviews under Task Order 10 

RAJARAM.V Engmeors Iniernallonal, Inc FIN 8 7328 2077 05/(J5/t6 

TIKTINSKY.P Division of Waste Managamenl 49pp 30737100-30737 149 

6506050613 Requosfa attendance at 85O509 meeting w/mgt 4 QA conlractors in Silver 
Spring, MD to oiscuss specifics of environ assossmont review process 
BROWNING, R E Division of Wesle ManagomenI 1359, 05/05/03. BELL.M J. Division 
of Wasle Management BUNTING, JO. Policy & Program Conlrol Branch (Posl 
S310D1) QFEEVES.J Engineering Branch (Posl 031001) ip. 30737,099 30737099 

8SO6050633 Submits list of upcoming NRC/DOE high level waste prollconsing meolings 
& data reviews List will be updated & distributed weekly 

MILLER, HJ Repository Projecls Branch (Post 031001} 1361 65/04/25 

SROWNING.R E Division of Wasle Management 2pp. 30737 097-30737090. 


6606050634 Forwards updated slelus repis for listed vicinity properties Ropts reflect 
Info updated in Apr 

KRISHNAN.R Jacobs Englnoering Group, Inc 06/05/09 THEMELIS.JG Enoifiv 
Dept, of 97pp 30737.001-30737:096 

8606060641 Advises that data from UMTRAP site to support EPA case study of alter 
nata concenlrallon limits will be provided, Recommonus Riverton site be used since 
data totally compiled & chocked. 

THEMELIS.J.G. Energy, Dept of, 85/05/00 QUIMOND.R J Environmental Protection 
Agency. Ip 30740 184-30740.184 


8506050646 "Cur/ently Scheduled OCRWM Shorl-Term Program Milestones " 

* Energy, Dept of. 85/05/17 2pp 30740;ie2.30740'183, 

6506050649 Nolllfes of Upcoming meetings on 850514-16 par DOE 030710 20 mootings 
commitment Weekly update will be sent for Info when available 
NEFF, JO Energy, Dept of 1066. 85/05/09 LINEHAN.J, NRC - No Detailed Affilt- 
allon Given, FniSHMAN.S Texas, Stale of. FORSYTHE,R Mississippi, Stale o Ip 
30740.181 30740 181 


-8506050555 Paper onlitled, "Spent Fuel as Was lelorm, Swedish Program for SCudles & 
Evaluallon of Ment Fuei for Direct Dlsposai,'' presenied a1 850325-29 Waste Mgl 86 
Conference In Tucson, AZ. 

WERME.LO, FORSYTHE, RS Sweden, Govt of. FIN A 4165. 85/03/26 7pp 
30741:066 30741 ’072 


8606060655 Requests review of "Nuclear Waste Simulation Experiments, Asso Salt 
Mlne,Fcde/al Republic of Gofmany,Annual Repl, 1083 " Review should bo submitted 
^ 86O53O.DU0 dale corrected in 660426 memo, 

TlKTINSK'Y.D. Engineering Branch (Posl 831001) FIN B 6034, 2085 85/05/08 
MUNDELLjL, (nlerJor, Dept of, Bureau of Mines 1p. 30740 180 30740 100, 


-6606050557 Paper enlitled, "Solubillly of Ifninadialed Fuel in Granitic Qroundwalor," 
presenied at 850325-29 Waste Mel 85 Conference fn Tucson.AZ 
NYKYRI.M.. 0LLILA,K. Finland, Govt of, FfN A 4165, 65/03/26 7pp 30741.073- 
30741.079 


8606860664 "Effect of Repository Environ on Porformnneo of Waste Packaao/Engl 
neered Sys Components.'^ montniy progresB rapt for Apr 1985, 

WHATLEY, S K Oak Ridge National Laboratory. FIN B 0288 2059, 85/05/08 
CHANQ,K.C Engineering Branch (Post 831001), 2pp. 30740; 13e-30740'137 


-8606050561 HEDL-SA-32aeFP Paper onlllled, ''Radionuclide Release from PWR Fuels 
In Ref Tull Repository Groundwater," presented at 850326-29 Wasle Mgl 85 Confer- 
ence tn Tucson, AZ.Viewgraphs end 

WILSON, CN Hanford Engineering Development Laboratory. OVERSaV.V.M Law- 
rence Livermore National Laboratory FIN A-4165. 65/03/31 34pp 30741.080- 


-8506050566 Paper entilled, "Waste Migration Under Unsaturated Flow Conditions 
presenied al 850325-29 Wasle Mgl 85 Conference in Tuc8en.AZ. 

EICHHOLZ.GQ, DE SOUSAF.N., WHANG.J Georgia Institute of Technology, Allai 
la, QA, FIN A-4165 86/03/26. 4pp, 30741.1 14-30741-1 17, 


8606050890 Agenda for Stale of WA, Nuclear Waste Advisory Council 850517 moating 
in Lac^.WAlo discuss review of pubKo Involvement activlllea by working group & coi- 
renl DOE acllvilles s a k 

* Washlrtolon, State of 1367, 85/06/17. Washington, Slate of. ip, 30740-135- 
30740:135 


8 S 060 B 0692 _ Noljfiss of upcoming DOE moelings on 850504-16 per 830719-20 
"■ " ■ * hen available 

■■ ,■ LINEHAN,J NRC - No Detailed Affili- 

_ ■ _* FRISHWAN.S Texas, State of Ip 
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85060506^3 Forwards agenda for meeUng on impact of retrieval plannii^g on repository 
design (or review S comment 

• Engineers International, Inc FIN 0-7328 2091 85/05/OQ TIKTtNSKY.D NflC - No 
Detailed Affiliation Given 2pp 30740 132-30740133 

8506050709 "Fteviewing Hydrogeologic Investigations of Nevada Test Site Project C," 
monthly progress rept (or Apr 1985 

WILLIAMS.RE Williams & Associates FIN 9-7377 2 2081 85/05/13 POHLE.J. Divi 
Sion of Waste Management 2pp 30740 116 30740 117 

8506050723 Seventeenth monthly progress rept (or Apr 1985 
WINTER.G Williams & Associates FIN 8-7389-3 2060 85/05/06 ROSS,F Division 
of Waste Management 7pp 30740 106 30740 112 

8506050726 Nolilies that 850521,1985 BWIP/NRC hydrology workshop rescheduled to 
650522 

OLSEN.OL Energy, Dept of 1369 85/05/10 PROVOST, D , POWER, M S Washmg 
ton. State of JIM,R,R Yakima Indian Nation 2pp 30740076 30740 079 


85060BD04S Notifies that discharge plan required for proposed U mill tailings remedial 
action proleci fn McKinfoy County ,NM Plan must be submitted to State ol NM, Environ 
Improvement Div.or temporary permission requested for 120 days 
FOHT,D New Mewco, Slate of 85/05/20 BOSIUIEVEC.F Energy, Dept of 2pp 
30762 111-30782 112 

8506060856 Discusses technical evalualioaol oil solidification sys per topical rept. “Re- 
sults ol Test Program for Solidification of Contaminated Waste Lubricating Oils” 
Schedulo will be submitted by 850626 re topical rept completion 
WARD.RC Nuclear Technology Cofp (NUTEK) 65/05/07 JOHNSON.! Engineering 
Branch (Post 031001) Ip 30782 110.30782 110 

85060 6 01 OS Summarizes 641001 meeting re scope of Aqueous Solutions Data Base as 
nail resource ol critically evaluated recommended Ihermodynamic data for waste dis- 
posal & geochemical sonsitvily analysis project Ropt end 

PHILLIPS, SL Lawrence Berkeley Laboratory FIN A-1756 2072 85/04/23 
KELLY.W NRC - No Detailed Alfilialion Gwon CHOPPIN.G Florida State Univ, Talla- 
hassee, FL JACOBS, G Oak Ridge Nalional Laboratory 7pp 30774 001-30775 061 


6506050731 Agenda for Stato of WA, Nuclear Waste Board BS0517 meeting in 
Lacey, WA to discuss status of low level compact process, public involvement & litiga 
tbon rep Is & committee repts on monitoring,transportation,def6n8e wastes & economic 
risk 

• Washington, State ol 1358 85/05/17 Washington, Slate of Ip 30740072 
30740 072 

8506050739 Submits agenda for Site Repository Projecl/NRC mol meoting In 
Columbus, OH to discuss topics & schodules.determino availability ot WIPP Info & ef- 
fecltveness ot info exchange mechanisms 

CASEY.L Energy, Dept of 1060 85/05/17 JOHNSON, R NRC - No Detailed Alfili 
alion Given 2pp 30740 070-30740 071 

8506050745 Urges side-looking airborne radar survey of Hanford, WA repository site in 
conjunction w/ Nevada survey Estimates of costs being explored 
BREWER, W A Washington, Stale ol 1326 65/04/09 OLSEN, L Energy, Dept ol 
2pp 30740 235-30740 236 

8506050757 Forwards speech entitled, "How Reliable Does Waste Package Contain- 
ment Have To Bo," presented at 841113-15 workshop on source term foi radionuclide 
migration in Albuquerque, NM 

WICK, E A Engineering Branch (Post 831001) 05/05/07. HUNTER.TO Sandia Na- 
Itonal Laboratories Ip 30740 262-30740 267 

8506050773 Forwards correspond once between Westinghouse Hillman Nuclear, Inc & 
Stale of WA re possibility ot Interim approval ol Hillman RAOLOK coni a mors Request 
domed per status of NRC review of RADLOK topical ropl 

NUSSBAUMER.D A Assistant Director for Stale Agroomonts Programs 65/05/14 
HIGGINBOTHAM, L Low Level Waste Licensing Branch GREEVES.J T Engineering 
Branch (Post 031001) Ip 30733 356 30733 356 

-BSO 6050783 Forwards correspondence between Westinghouse Hillman Nuclear, Inc & 
State of WA re poasibilily ol Interim approval ol Hittman RADLOK 
containers Accelerated NRC review of high Inlegnly container topical repts would be 
benofi'ClaL 

KIRNER.NP Washington, Slate of, Dopt ol Social & Health Services 85/05/01 
NUSSBAUMER.D A Assistant Director lor Stale Agroemenis Programs 3pp 
30733 357 30733 359 


-B 5060601 17 LBL'14996 “Hydrolysis, Formation & Ionization Constants at 25 C & al 
High Temp High Ionic Sliengih ” 

PHILLIPS.SL, PHILLIPS.CA, SKEEN.J Lawrence Berkeley Laboratory FIN A-1756 
65/02/28 Division ol Waste Management 4l4pp 30774 008-30775 061 

8506060110 Forwards Apps B & C from Yakima Indian Nation comments on draft BWIP 
environ assessment, describing factor analysts ot groundwater How paths in Central 
Columbia Plateau based on hydrochemislry dala W/o ends 

GORDON, M Geotechnical Branch (Post 831001) FIN B-7372 2062 &5/04/30 
WILLIAMS, RE Williams & Associates Ip 30773 362 30773 362 

8596060119 Requests comments on end Div of Waste Mgt request for addi info re 
United Slates Gypsum Co rept on Envirostone gypsum cement, within 45 days of Ur 
receipt W/e end 

NUSSBAUMERpO A Assistant Director (or Slate Agreements Programs 05/03/14 
KtRNER.N P. Washington, Stato of, Dept of Social & Health Services 1p 30773 363 
30773363 


6506060127 “Nuclear Waste Board Comments on Draft Environ Assessment to DOE" 

• Washington, Stale of 1365 85/03/19 450pp 30772 001-30773100 

6506060142 Forwards draft “Generic Technical Position on Design Info Needs al Time 
Site Charactcrizalion Plan Submitted,'' (or review (or completenoss.accuracy & 
use fulness Comments requested by 841214. 

NATARAJA.M Engineering Branch (Post 631001) FIN A-1765 2052 84/11/16 
WAHI.K Sandia National Laboratories Ip 30762 163 30782 176 

-8506060149 Dralt “Generic Technical Posillon on Design Into Needs al Tims Site 
Charactcrizalion Plan Submilled " 

* Engineering Branch (Post 631001) FIN A 1755 64/00/30 13pp 30762164 
30782 176 


6506060169 Forwards "UMTRAP Monthly Rept - Vicinity Properties, Apr 19B5.” Rept 
provides brief summary ol status of vicinity properly remedial action at each site & 
progress ol engineering & mgt activities for month & fY85 

KRfeHNAN.R Jacobs Engineering Group, Inc 65/05/13 THEMELIS.J Q., SENA.R 
Energy, Do pi ol Ip 39782 115-30782 136 


6506050785 "Preparation ol Engineering Analysis (or High-Level Waste Packages in 
Qeofogic Repositories," monthly progress rept lor Apr 1005. 

STEPHENS, RW Aerospace Corp FIN A-4 165-5. 2074 85/05/15 CHANG, K C. NRC 
- No Delailod Affiliation Given. I6pp 30740 242-30740 256, 

0506050766 "Technical Assistance for Design Reviews," monthly technical rept loir Apr 
1965 

RAJAHAM.V Engineers International, Inc, FIN B-7328. 2079, 85/05/16 

riKTINSKY.D Enornooflng Branch (Post 031001) 5pp 30733 344 30733348 

8508050794 "Technical Assistance lor In Situ Testing," progress Hr rept for 840930- 
850430. 

CUMMINGS, R A Engineers International, Inc. FIN 0-7326 2076, 85/05/17 

BUCKLEY, J. Engmeerrng Branch (Post 831001) 6pp 30733 339-30733 343 

8506050605 Forwards radiological & engineering assessments lor Locations QJ-90010- 
CS,GJ-13102-RS,GJ-03073-RS,QJ 05040-RS, GJ 10966 HS & GJ-00631-RS in Grand 

Junction.CO Concurrence requested, W/O ends „ 

TUCKER, MK Energy, Dept, of, 85/05/21, HIGGINBOTHAM, L Low Level Waste & 
Uranium Recovery Projects Branch 1 p. 30733'320 30733'320 

8506 0 50606 "Technical Asaislance in Geochemistry," monthly progress rapt (or Apr 

1965 Draft NUREG/CR 4106 end, 

WHATLEY, S.K Oak Ridge Nalional Laboratory FIN B02Q7. 2058 85/05/06 
BROOKS, D.J, Geotechnical Branch (Post 831001) 66pp, 30730.267-30739 323 

8506050609 Expresses concern w/levol ol communication re interacllons between 
DOE, NRC & EPA States should be afforded opportunity to bo Involved in exchanges 
faelwaen DOE & other parlies in geologic repository sitirig pro^cass, „ , , „ 

LOUX.R.R Nevada, State of. 649 05/05/16, RUSCHE.BC Energy, Dept of. 2pp 
30733 263-30733 264 

8596050811 "Thirty-Fourth Monthly Progress Rept," lor month of Apr 1985,per Coniraol 

W?i 5.IAMS^R, Williams & Associates. FIN B-7372-3. 2056. 85/05/06 GOROON,M Di 
vision of Waste Management 6pp. 30733 304 30733 306 

3506060016 Informs that applicant discontinuing production of Barrlef-^55 & withdrawing 
topical repl.Comments on root to Improve future submittals requested , , _ . 

MCCOY, S.B, NUS Corp PS-a3-2066 85/05/13. GREEVES.J. Engineering Branch 
(Post 631001). ip 30775-326-30775-326 

9606060026 Forwards final DOE & NRC 841213-14 meellngs summary notes on 
Nevada Nuclear Waste Investigation List of changes & justification end 
KENNEDY,J,E. Repository Projects Branch (Post 831001) 646 85/01/12 VIETH.D L 
Energy, Dept of. 187pp 30781:1 19-30781 ,305. 

B5Q6060036 Discusses DOE high level waste site (n Hanford, WA.SLAR data acquisition 
surveys needed to fill serious gaps in knowledge of geological structure & leefonlo 
hisloiy of site Map w/araas for SLAR coverage highlighted enef 
LASMANIS,R Washington, Stale of 1374. 85/04/10. PECK, D.L Interior, Dept of, Ge 
ologlcal Survey 2pp 30782 113-30702 114 


-8506060174 "UMTRAP Monthly Rept - Vicinity Propeitios.Apr 1985.” 

* Jacobs Engineering Group, Inc 05/04/30 2lpp 30762 1 16-30782.136 

8S0B060173 Requests consideration of listed comments re proposed development of 
methodofogy (or evaluating oKockvo porosdy of basalts at BWIP site.including relation- 
ship between measured barometric olficloncy &. measured specific storage. 

GORDON, M Geotechnical Branch (Post 831001) FIN B-7372 2084 65/05/06 
WILLfAMS.R.E Williams & Associates 4pp 30762 066 30782 069 

8506060183 Expresses opproclation lor 850416 Hr ro tack of llmaly nolificallon at NRC/ 
DOE meellngs Problem result ol internal procedure Inconsistencies that will bo cor- 
rected 

BUNTING, JO Policy & Program Control Branch (Post 831001) 1050 05/05/09, 
CAMERON, M Mississippi. Stale of Ip 30761 363 30781 363 

8506060199 Requests hard copy of 25 documents taken from draft environ assessment 
rel Ifsl Previously foceSved microllcho copies ol documents Inconvenionl lor every day 
use List of 26 documents and 

WRIGHT ,RJ Repository Projects Branch (Post 631001) 1363 05/05/10 

OLSON, OL Energy, Dept ol 4pp. 30782,100 30782 183 

8606060214 Forwards N Coleman & D Brooks reviews of draft "Statistical Evaluation of 
AddI Hydrochomical Dala (rom Saddle Mountains, Wanapum &. Grande Ronde Ba- 
salts Requests presentation al upcoming hydrology workshop & preparation ol 
final draft 

GORDON,M Geotechnical Branch (Post 631001) FIN B-7372 NRC-02B2 044 85/ 
05/16 WILLIAMS,R E Williams & Associates 2pp, 30776,352-30776 359 

-8506060221 Review ol draft "Slallsllcal Evaluation of Addi Hydrochemical Data from 
Saddle Mount0lns,Wanapum & Grande Rondo Basalt8,BWlP,Hanlord Site " D Brooks 
geochemlslry review comments end, 

COLEMAN, NM Geotechnical Branch (Post 831001) 85/05/16, 6pp 30776354- 
30776 359. 

8506060235 Commenls on accuracy of 8S0404 newspaper article ro NRC comments on 
Hanford draft environ assassmonl Some portions of articte contain mat! that goes 
beyond NRC comments, 

WRIGHT,fl J Repository Projects Branch (Post 831001). 1364. 85/05/03. KINQ,JB 
Seattle Times. 2pp 30783*189-30763 193 

-8506060242 Requests commenls on accuracy ol end 860404 newspaper article re 
Hanford dralt environ assessment, 

SMITH.L, KINQ.J 8, Seattle Times 05/04/04 NRC No Datailed Alfiliatlon Given 
Gpp 30783.191-30783 193 

8506060278 Requests meetings to expedite resolution ot Issues & concurrence for re- 
medial action plans/slte conceptual designs after NRC review of documents & before 
submittal of formal comments to DOE Reply requested by 860526 
THEM ELI S,J. Energy, Dept ol, &5/05/0B. HIGQINBOTHAM.L, Low Level Waste Li- 
censing Branch 2pp. 30775.346-30775349 
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8506060283 Forwards MOU batween NRC & DOF re UMTRAP Concurrence requested 
BAUBLITZpJE Energy, Dept ol 65/05/21 BROWNING, Ft E Division o( Waste Man 
agament 23pp 30783 154 30783 176 

8506060304 "Tecbnical Assistance in Numerical Modeling Assessment of High Level 
Waste Repositories," rronlhly rept for Apt 1965 

CRANWELL.RM Sandia National Laboratories FIN A 1757 2071 85/05/15 

COLEMAN.N Geotechnical Branch (Post 831001) 2pp 30783 093-30783 094 

8506060313 Forwards "Radiological & Engineering Assessment for GJ 00936-MR," for 
review & concurrence on recommended re me diaf action 

TUCKER, MK Energy, Dept o( 85/05/06 HIGQINBOTHAM.L Low Level Waste & 
Uranium Recovery Projects Branch Ip 00783 055 30783 092 

-8606060316 "Radiologic & Engineering Assessment for GJ 00SS6 MR ’’ 

'BendixCorp 85/05/31 36pp 30783 056-30783 092 

85060S0439 Forwards Apr 1985 monthly Hr rcpls for FIN A 3164, "Review ol DOE 
Waste Package Program" & FIN A-3167. “Waste Verification Tests ” 

KATO.WY Brookhaven National Laboratory FIN A-3r64 2061 85/05/17 W(CK,EA 
High Level Waste L/censrng Managament Branch Ip 30784 331 30785 006 


6506060668 Forwards TIM 68 2, "Review ol PNL Rept,NUREG/CR-3457, 'Validation of 
Methods for Evaluating Radon Flux Attenuation Through Earthen Covers’” Rept 
raises questions re validation methodology 

THEM ELIS, J G Energy. Dept ol 85/05/06 HIGQINBOTHAM.L Low-Level Waste & 
Uranum Recovery Projects Branch 2pp 30784 103-30784 123 

-8506060678 TIM 68-2 "Review ot PNL Repl,NUREG/CR-3457, 'Validalion ol Methods 
tor Evaluating Radon Flux Attenuation Through Earthen Covers 
ROGERS.VC, NIELSON, KK Rogers & Associates Engineering Corp 05/02/04 
19pp 30704105 30764 123 

8506060687 Forwards monthly “Schedule lor Near-Term BWIP Site Characlerizatron Ac 
livities,” lor Engineered Barriers Dept activities in ore characterization phase 
OLSON ,OL Energy, Depl of 1373 85/03/26 STEVENS.D W , POWER.M S Wash 
ington, State ol. JtM.Rfl Yakima Indian Nation 4pp 30784 125-30784 128 

8506060691 Responds to request for contact points on staff of techncal assistance 
contractor for UMTftAP Site managers listed 

OUBOfS,OP Jacobs Engineering Group, Inc 05/05/17 GILLAN.D NRC - No De- 
tailed Affilialion Given 2pp 30704 129-30704 130 


-8506060447 "Review ol DOE Waste Package Program," monthly Ur rapt for Apr 1985 
SOO.P Brookhaven Natrona) Laboraloty FIN A 3164 85/05/31 NRC No Del ailed 
Affiliation Gwen 29pp 30784 332-30784 358 

-8506060456 "Review of Waste Package Verification Tests," monthly fir rept for Apr 
1985 

SOO,P Brookhaven National Laboratory FIN A-3167 85/05/31 NRC - No Detailed 
Affiliation Gwen lipp 30784 359 30785 006 

8506060473 Minutes of Nuclear Waste Board 850419 meeting In Lacey,WA re progress 
on low level waste prog ram, pub lie invofvament fopt.lilrgaljon rept, environ assessmenl 
review comments & defense wastes Related documentation end 
* Washington, Slate of 1372 85/04/19 Washtnglon, Slate of 40pp 30704 171- 
30784 2t9 

“8506080483 Testimony Of LL Brothers before Commitlea on Iniertor & Insular 
Affairs.US House of Representatives re mgl of low level rad waste 
BROTHERS, LL Washington, Stale of 85/03/07 5pp 30784 211 30704 215 

-8506060506 Testimony of Govern er B Gardner, delivered by C Eschels, be to re US 
Senate Committee on Judiciary re ratilicalion of compacts concerning Low Level Ra- 
dioactive Policy Act ol i960 

GARDNEfl.B, ESCHELS, C Washington, State of 05/03/08 4pp 30784 216- 
30784'219, 

8506060477 Forwards list of ref mall supplied by NRC w/nolatlon ro whether item pos- 
sessed by NBS List Includes pertinent malls not included fn former list 
0’C0NN0R,SA. Commerce, Depl ol. National Bureau ol Standards FIN A-4171. 
1978. 85/05/21 WICK.E NRC - No Dalailerf Afliliatio-n Given lIpp 30784 220- 
30704 230 

8506060511 Ponvards agenda for 650510 aemlannual review mealing In Silver 
Spring ,MD to discuss FIN A-1165, "Technical Assistance lor Performance Assess- 
ment Attendance requested 

ELZEFTAWy.A Repository Projools Branch (Post 63I0D1). FIN A-1165 2083 85/05/ 
OB BROWNINQ.R, BELL.M, MILLEH.H NRC No Delalled Aflillatipn Given 3pp, 
30784.261-30784 263 

0506060518 Advises that Imprecise use ol term "solubility” In Subtask 1 1 of FIN A- 
3167 re colloid formation & solubility ol radionuclides renders expenmonlal results 
useless Solubility llmit.sorptlon & co-precipllallon eflecls cited 
BIRCH ARD,G Waste Management Branch (post 040429). FIN A-3164. 2064 05/05/ 
13. WICK.E Engineering Branch (Post 63 1001 ) 1p, 30784 268-30784 268 

8506060621 Forwards monthly UMTRAP aotivitles repl for Mar 1965 Project tilghlighls 
Include issuance of Shiprock final plans & specs. Navajo Nation agreed to accmeraled 
schedule re Tuba City, Monument Valley & Mexican Hat 

THEMELIS.J.G Energy, Depl ol 85/05/07, HIGQINBOTHAM.L Low-Love) Waste a 
Uranium Recovery Projecls Branch 5pp, 30784 27t-307e4'275 

6506060523 “Short-Term Technical Assistance," "LlconsIng-WeJhodology Asstslanco," 
"Monitor/Revfew Aspects of DOE a Other Natl & Inti Waste Mgl Proorams" a ‘'Prob- 
ability Techniques," monlWy lepls lor Api 19B6. 

CRANWELL.RM. Sandia Nalional Laboratories FIN A 1165, 2067. 85/05/16. 
ELZEFTAWY,A Repository Projects Branch {Post 631001). 6pp. 30784:276- 


8506060721 Fenvards summary ol NRC/DOE 8WIP 850410 mgl moelina In Silver 
Spriiia,MD,per 850416 request 

WRIGHT, RJ Repository Projecls Branch (Post 831001), 1057 85/65/OD 

NACCARATO.RM Utah, State of Ip 30775 353-30775 359 

-8506060727 Summary of NRC/DOE 850410 mgt mooting In SlJver Spring, MD ro 
BWJP Attendance iist.meeling agenda a proposed NRC/BWP (nleraclions end 
WRIGHT.RJ NRC - No Detailed Atfiliatlon Given MECCA.J E Energy, Detrt Of 85/ 
04/11 NRC No Detailed Atlillation Given 6pp 30775 354-30775 359 

6506060738 Responds to 850418 a 0503 Itrs re tfmirig of Identification ol polonllalty 
acceptable sites a reglon-lo area screening methodology Rea ponses to five concerrts 
raised ^ Radwasle Review Board submitted 

MANN.SA Energy, Depl of 85/05/17 STROHL.J Wisconsin. Stale ol. 9pp 
30783 307-307B3 315 


8506060773 Notifies ol NRC/DOE High Level Waste 050520-21 symposium in 
Albuquerque, NM on groundwater flow a transport modeling a 850522-23 hydrolopy 
workshop In Bothesda.MD fo discuss BWIP hydraulic boaellne evaluation 
MILLER, HJ Repository Projects Branch (Post 831001) 650 85/05/16 

BROWNING, R E Division of Waste Management, 2pp 30770339-30770340 

6S06D60786 Notifies of NRC/DOE 050408‘00 meetings In Washington, DC to discuss 
NRC comments on DOE environ assessment to assure DOE fully underslands com 
menls 

MILLER, HJ Repository Projects Branch (Post 831001) 1311 05/04/01 

BROWNING,R,E Division of Waste Managomont 2pp, 30775 360-30775 361, 

8506070054 Comments on "Review ol DOE Waste Package Program” 4 "Revlow ol 
Waste Package Vonflcallon Teats" progress Itr Additions to distribution listed 
WICK, E. A Engmaaring Branch (Post 031001) FIN A'3164, 2000. 05/05/09 SOO P 
Brookhaven National Laboratory 3pp 30768 361-30708.363 


8506070073 "Lab Evaluation of DOE Radionuclide Solubility Data & Salectod Rotarda- 
tlon Parameters, Experimental Strategies, Lab Techniques & Procoduros," monthly real 
(or Apr 1685, 

WHATLEY,SK Oak Ridge National Laboratory FIN B0290. 2065. 85/05/00, 
BRADBLfRV.J.W Geotechnical Branch (Post 031001), flpp 30799.001-30700 008 

8606100423 Forwards Stale of SC Depl of Health & Environ Control 650501 Ifr re 
Chem-Nuclear cemenl topical rept 

NUSSBAUMEfl.O A Assistant Director for State Agroomonts Programs 66/05/14 
GREEVES.J Engineering Branch (Post 831001). Ip 30Q30 1(7-30030 117 

“8506100430 Comments on Chem-Nucloar response to NRC Question lO.Two spocl- 
men teats lor each form of waste will not provide adequate consistency chocKsAt 
least three speefmen tests required 

AUTRY, V.R South Carolina, State of 85/06/01. NUSSBAUMER.D.A Assistant Direc- 
tor for Stale Agreements Programs Ip 30830 1 10-30030.1 18 


SS06100439 Forwards technical & cost proposal, Task Order 011, re NRC preparallon for 
& parlfelpatlon in Nevada Nuclear Waste Storage Investigation & BWIP meetings. 
RAJARAM,V Engineers International, Inc FIN B-7328. 1005-01 1-01 0S/O5/24 
CO LEMAN, R. Divfelon ot Contracts 6pp. 30830' 1OO-3O03O'1 13 


6506080527 Forwards "Vol 2 (Pfoprietary).NUPAC FL- 5 O/EA-50. Responses to NRC 
Questions, May 1 985 " With held. 

T£MUS,C,J, Nuclear Packaging, Inc 600-16, 85/05/16 TOKAR.M Enoineerfng 
Branch (Post 031001) Ip 307fl4'201.30784 281 

6506060597 Discusses procedures for Issuing "Vicinily Properlios Mgt & fmpfamonlaKorv 
Manual" as conlrolleo document Control document request form and, 

THEMELIS.J,G Energy, Depl. ot 65/05/17. SOLLENBERGER.D, NRC - No Detailed 
Affiliation Given, 2pp. 3O705;127-3O785.128 


6506060604 Forwards document review of BMI/ONMI-S45, "Performanca Assessmenl 
Plans & Mejboda lor Salt Repositoiy Project " 

RAJARAM.V Engineers Inlemallonal. Inc FIN B 7320 2092. 65/05/22 

TIKTINSKY.D M, Engineering Branch (Posf 831001), 14pp. 30705,129 30766.142. 

6506060645 “Hydrogeology ol Nevada Test Site, Project D," monthly progress fir rept 
tor Apr 1965. 

BASS, DR QeoTrans, lno, FIN 0-7370 4 . 2073 , 85/05/15. POHLE.J.A Division ol 
Waste Managemenl Ip. 30784.073 30784.073 

8506060649 Requests review of listed porffons of "Performance Assessment Plans & 
Methods for Salt ReMSlIory Project," under Task Order 10 of NRC-02-82-030, "Tech 
nical Assistance lor Design Reviews ” Final comments dua by 850522, 

TIKTINSKY.D, Englneoring Branch (Post 8310011 FIN B-7328 2006. 65/05/14. 
RAJARAM.V, Engineers International, Inc Ip. 30784 074 30784:074 

8506060656 Requests info re two wildcat wells drilled in Deal Smith County,TX.Regan & 
Murphy 850501 “Rept on Structure of Northern Palo Duro Basin” & S&W Apr 1985 
documenlalfon of field test activities at B)ack-1 Well requested 
LINEMAN, JJ, Repository Projecls Branch (Post 831001), 1059 85/05/16. NEFF,J.O. 
Energy, Dept ol. 2pp. 30784,077-30704 078, 


6506100453 Responds to Technical Assistance Request 05017 re caJculatlohS ol 
settle menLsIopfi stability & liquefaction for Riverton UMTRAP site, Clarification ol llquo 
facllon analysis requested. 

SMYKOWSKI.S Enpineering Branch (Post 631001) 65/05/31 QNUGNOLIG Low- 
Levol Waste & Uranium Recovery Projects Branch. Ip 30830 100-30830 100.' 

8506100465 Forwards Apps A to J & bibliography, as submitted to DOE.to draft "Environ 
Assessment Comments on Davis & Lavender Canyon Silos, San Joan 
County,UT,t9B5," 

NACCARATO.R M, Utah, State of 1080, 85/05/28 MATTSON.D.R NRC - No De- 
tailed Affilialion Given, 341pp 3081 8'001. 3081 8'341 


8606100461 Agenda for 850608 meeting w/NRC in Columbus.OH lo discuss olfoctivo- 
ness ol info oxchanne mechanisms 

‘ Energy, Dept of. f072 85/06/20. Energy, Dept of. 2pp 30830:1 06-30830, (07 


8506100562 Forwards comments on draft environ assessmenl & remedial action olan 
(or Lakaview.OR UMTRAP sitoDOE will Incorporate commonit Into environ assess 
men! addendum. 

HAWKINS, E,F Uranium Recovery Field Odlco, 85/05/31 HIGGINBOTHAM L Low- 
Leval Wasfa & Uranium Recovery Projecls Branch. 9pp 30830.074-30830 082 

6606100M4 Forwards "Spring Creek Mesa Geochemical Program. ,” "Geomorohic 
Evafua lion, Riverton U Mill Tailings Sfle, UMTRAP," as agreed upon durfna 85050 1 
meeting re Riverton tailings sile 

MATTIHEWS,M.L. Energy, Depl ol 85/06/23. HIGQENBOTHAM.L Low-Level Waste 
& Uranium Recovery Projecls Branch 5pp. 3O029:34O-3O829;344, 


-0606100671 '‘Spring Creek Mesa Geochemical Pfogfam,UniQn Carbide Corp, 
Urftvan.CO.Supplementary Rept 

• Roman 2. Pynh & Aa&oclatos, lno. 03/02/08 29pp, 30029 345-30830.0(1. 
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-8506100674 "Geomorphic Evaluation, Riverton U Mill Tailings Site. UMTRAP" 

* SergonI, Hauskins & Beckwith 65/02/19 55pp 30830 012-30630 073 

6506100586 Agenda (or 850530 meeting w/NRC in Washington, DC to review planned 
interaclions on repository program 

* Energy. Dept of 1073 85/05/29 Energy, Dept of 4pp 30829 336 30829 339 

6506 100591 Forwards outline (or info mgt paper, per 650516 discuss ion .reestablishment 
of info mgt sys for high level waste repository documents & development of operation- 
al program for discovery Review requested by 650530 

JORDAN, JS John S Jordan & Associates, Ino FIN D-1036 2095 85/05/24 
ALTOMARE.P , BENDER, A NflC - No Detailed Alfiliollon Given 9pp 30826 327- 
30829 335 

8606 100609 Forwards notes from 850501 mealing w/DOE re revised hydrology app for 
Riverton UMTRAP site Mealing closes Technical Assistance Request 85031. 
KNAPP.MR Geotechnical Branch (Post 831001) 85/05/20 HIGGINBOTHAM, L 
Low-Lovel Waste & Uranium Recovery Projects Branch 6pp 30829 321*30629 326 

8608100651 Forwards comments on ONWI-539, "Nuclear Waste Repository Simulation 
Expenmenls,Asso Sail Mine, Federal Republic of Germany Annual Rept 1683” 
MUNOELL.RL Interior, Dept of. Bureau of Minas FIN Q 6934 2105 85/05/21 
TIKTfNSKY,0 Engineering Branch (Post 831001) 6pp 3082 9 293 3062 9 298 

8506100655 Forwards comments re annotated outline for site characlorization plan 
GREEN.JW Mississippi, State of 85/05/31 NEFF, JO Energy, Dept of 15pp 
30626 OBO 30826 094 

6506100661 Summarizes 850521 meeting w/ Williams & AssDC,Sandia & NRC re poten* 
liomelric baselino for Hanford site 

WILLIAMS, R e Williams & Associates, FIN B 7372-3 2122 8B/05/31 GORDON,M 
Division o) Waste Management. 1 2pp 30826 068-30826 070 

6506100665 Advises of completion of review of Shiprock const documenls. Including 
B50211 & 0326 Morrison Knudsen design changes & const specs Adequate erosion 
protection not provided for onsite drainage ditches 

HIGGINBOTHAM.L Low-Levol Waste & Uranium Recovery Projects Branch 85/05/ 
17 THEMELIS.JQ Energy, Dept of. tOpp 30824 344-30824 353 

6508100663 Forwards Rockwell response to request lor add I into ro reprocessing sols* 
mlc reflection data Recent conversations w/lbrahim indicate misinlorpretalion ro sub* 
contractor use of selamogrems in data processing 

OLSON, OL Energy, Dept of 1380 85/05/20 WniQHT,RJ Repository Projecis 
Branch (Post 831001) 3pp 30824 336 30824 338 

8508100711 Forwards notice of upcoming meetings ro NRC high level wasto mgt pro* 
gram as result of 840827 FR notice.Notlce will be updated weekly 
BUNTINQ,JO Policy & Program Control Branch (Post 831001) 1307 8 5/05/21 Al* 
fillalion Not Assigned. t2pp 30824 317-30824 328 

8606100743 Forwards notice of upcoming meetings re NRC high level waste mgl pro- 
gram as result of 840627 FR notice Nollco will be updated weekly 
BUNTINQ.JO Policy & Program Control Branch (Post 031001) 653 85/05/06 Affill* 
allon Not Assigned 13pp 30824-303 30824-314 


8506100797 Forwards comments on review of environ assessment lor Vacherio Dome 
Site, Webster & Bionvillo Parishes, LA 

BLANCHARD.B Interior, Depl of 1075 85/04/08 Energy, Dept of. 15pp 

30824 146 30824162 

8506100602 Forwards cornments on environ assessment reviews lor nuclear waste re- 
po silonas al Deaf Smith & Swisher County Silos,TX 

BLANCHARD,B Interior, Dept of 1077 05/04/08 Energy, Dept, of 12pp 

30824 001-30824 002 

8 506 100817 Forwards comments on draft environ assessmonl for tocation of nuclear 
waste repository al Yucca Mountain Site, Nevada RSD area 

BLANCH ARD,B Interior, Dopi of 658 85/03/27 Energy, Dept of ISpp 3 0823 327- 
30623 342 

6508100824 Forwards nonproprielary suppi to Nuclear Packaglng,tnc Prototype Test 
EA-142, "Enviralloy High Integrity Containers " Comments renuested by 850701 
GREEVES.JT Enmnooring Branch (Post 631001) 65/05/30 GAMMILL.WP Meteor- 
ology & Effluent Treatment Bianch COSTANZf.FA Waste Management Branch 
COSB.L I Director’s Office, Otfico of Inspoclion and Enforcement Ip 30823 312* 
30623 326 

8506100831 Forwards revised agenda lor site visits to Hanford & Beatty Beatty visit 
chariged from 850626-28 to85O0!9-21 Itinerary for Hanford visit unchanged 
HIGQINBOTHAM,L. Low-Level Waste & Uranium Flecovew Protects Branch 85/05/ 
22 KNAPP.M R Gootachnlcal Branch (Post 831001) uREEvES.JT Engineering 
Branch {Post 831001) BUNTINQ,JO Policy & Program Conirol Branch (Post 
831001) 3pp 30823307-30823 309 

8506100832 Forwards minutes of 850510 semiannual review of Sandia Contract FIN A- 
1165, "Technical Assistance for Performance Assessment " 

ELZERAWV.A. Repository Projocts Branch (Post 831001) FIN A 1165 2111 85/05/ 
20, COPLAN, SM Repository Projects Branch (Post 831001) Ip 30823303- 
30823306 

-8606100835 Summary of 850610 semiannual review of Conlraet FIN A-116S in Silver 
SprinaMO Agenda end 

ELZEFTAWY.A NRC - No Detailed Affiliation Given HUNTER.R L Sandia National 
Laboratoiies FIN A-1165 85/05/16 NRC • No Dolallod Aftilrallon Given 3pp 
30823 304 30823 306 

8508110022 Forwards list of site evaluation geochemistry repis.per W Kelly 8S0429 
request Repts constitute only subset of all geochemistry documents prepared by DOE 
contractors 

NEFF, JO Energy, Dopt of. 1074 65/05/28 LINEHAN.J. Repository Projects Branch 
(Post 831001) 9pp 30837 193-30837 201 

8608110026 Provides notice of upcoming meetings, per 0307t9‘-30 meetings No meet 
ings scheduled Notice will be updated weakly 

NEFF,J.O Energy, Dept, of 1071 65/05/23 LINEHAN.J NRC - No Detailed Aflili- 
alion Given SPURGIN.S. Utah, State of. FRISHMAN.S. Texas, Slate of Ip 
30637,184-30837184 


8606100754 Forwards J Vaden 850516 Hr to S Wright re mooling w/NRC, Slate o1 NY 
& licensee to discuss US Ecology closure plan. Lease from State of NY executed w/ 
Bureau of Land Mgl over buffer zone end 

NUSSBAUMER.D.A. Assistant Director for Slate Agreomonts Programs SA/KNS, 85/ 
05/31 HIGGINBOTHAM.L. Low-Levol Wasto & Uranium Recovery Projecis Branch 
6pp 30823.116-30023-121 

8 5 06 100755 Ack receipt of rept summarizing activities during Apr 1985 for FIN A- 
1 1 58 Accounting problems prevent current reconciliation o1 contract expenditures & 
available funds Amount of polenllal overrun not readily determinable. 

COLEMAN, NM, Geotechnical Branch (Post 031001) FIN A-115e 2110. 85/05/31 
CRANWELL,R,M Sandia National Laboratories 2pp 30824 301-30024 302. 


8508100761 Fonvards T Slrong,Stato of WA, 850306 reouesl for NRC technical assist- 
ance on "Submerged Demlnerallzer Sys Liner Qualiticallon as High Inlegnty Container 
- Handford Burial" by Nuclear Packaging Ino. 

NUSSBAUMER.D A. Assistant Director tor State Agroamants Progrema SA/KNS 06/ 
05/31 QREEVES,J, Engineering Branch (Post 631001) HIGGINBOTHAM.L Low- 
Level Waste & Uranium Recovery Projects Branch Ip, 30824,290-30824,298 


-85016100686 Requests NRC technical assistance In reviawing Nuclear PaGkaging,tnc 
evaluation repl,^Submorged Oemineralizor Sys Liner Qualification as High Integrity 
Container • Hanford Burial.’' 

STRONG.T.R, Washington, Stale of, 86/03/06 NUSSBAUMER,D, Office of State Pro- 
grams, Director Ip, 3O824;3OO-3O024:3OO 


8508100783 Ack receipt of rept summarizing aollvitlos during Apr 1985 for FIN A- 
1 7B7 .Completion of summary of hydrologic conceptual models for Hanford Sita ro- 

SoLB4AN,N,M Geotechnical Branch (Post 831001) FIN A-1757. 2119 86/03731 
CRANWELL.R M. Sandia National Laboratories. 4pp, 30023:132-30823 136. 


••8606100766 Advises of revised procedures for review & approval of foreign travel by 
NRC contractors al NRC expense Foreign travel requests should bo submitted 30 
days prior to departure date 

DIHCKS,WJ, Office of the Executive Director lor Oporalions 85/03/13 NRC - No 
Detailed Aflilialion Given, Ip. 30823:136 30823:138 


8508110038 Trip rept of 850506-10 visH to five Nave jo UMTRAP slles, fncluding Ambro- 
sia Lako.Tuba City, Monument Yelley.Mexican Hat & Shiprock 
LARSON, M. Geotechnical Branch (Post 831001) 85/05/20 FLIEGEL.M.H, Geotech- 
nical Branch (Post 631001) 2pp. 30037-180-30037:181 

8508110043 Forwards notice of upcoming meetings ro NRC high level waste mgt 
program Notice will be updated weekly 

BUNTtNG,J.O Policy & Program Conirol Branch (Post 031001) 1304 85/05/14 Af- 
(idallon Not Assigned 13pp. 30837:187-30837 179 

8508110094 Supports DOE proposal not to nominate Lavender Canyon as preferred site 
(or characterization Site not advantageous to successful devefopment of nuclear 
waste repository & should bo disqualified from considoratiort Comments end 
BLANChlARD.B, Interior, Dept. of. ER 85/130 85/03/28 Energy, Depl of eipp 
30837.075 30837-165 

8506 110 112 Notifies of 850530 mealing w/NRC to discuss end draft listing of future 
meetings InpuMo listing requested by 850524. 

STEIN, R Energy, Depl of RW 23, 85/05/22 VIETH.D, NEFF.J . OLSON.L Energy, 
Dopt. of 4pp, 30832 251 -30032 254 

8506110169 Notifies of Lakevlew advisory committee 850605 meeting to discuss con- 
tinuing & future role of commltles Agencla end 

MARKLEY.D. Energy, Depl o1. 05/06/28. Energy, Dept of 2pp 30836 246 
30836-247 

8508110194 Trip rapt o1 attendance at DOE Ofc of Civilian Radwasto Mgl Program 
850514-16 meetings In Kansas Cily.MOAgende.handouts & presentations and 
STILL, N Policy a Program Control Branch (Post 831001), 95/05/31 MATTSON, DR 
Policy & Program Control Branch {Post 631001), 116pp. 30836.130-30636:244. 

8506110202 Forwards radiological & engineering assessments for listed properlles In 
Grand Junction, CO lor NRC review ol & concurrance w/remadlal action 
TUCKER M K Energy, Oept of 85/05/28. HIGGINBOTHAM.L Low-Lavet Waste & 
Uranium Recovery Projects Branch. 1p 30835 287-30836,127. 


8508100778 Monthly fir repl for 850416-0515 for Contract NRC 02-84 007 
BLAND, W.M. QeeB's, Iric. FIN D-1014, 2009 85/06/17. DELLIQATTI.M.S Poticy A 
Program Control Branch (Post 031001) 5pp 30823:127-30823.131, 

8506100787 Rev 0 to MK-MP-0187, "UMTRAP Remedial Action Contractor Health 
Physics Procedures." 

* Chem Nuclear Systems, Inc, 86/05/08. 147pp 30823.137-30023,283, 

8SOG100791 Forwards agenda for 860604 NRC/Sandia mgt maeling in Silver 

CpfASwELL,RM Sandia Nallonal Laboratories. FIN A-t 76 S, 2116, 85/05/31. 
QREEVES,J,T. Engineering Branch (Post 831001), 2pp. 30023,349-30023 350, 

8606100792 Forwards comments on environ assessment reviews for Riahlon & Cypress 
Creek Dome8,Perry County, MS. . ^ ^ ^ , , , , 

BLANCHARD.B. Interior, Dept, of. 1076, 05/03/27. Energy. Depl of. lipp 
30823.284-30823.294, 


-6508110216 "Radiological & Engineering AssosamonLGJ 01 191.RS,May 1985" 
TUCKER.M.K. BendixCoip 85/05/23 63pp. 30835- 288- 30836.341 

-8506110227 "Radiological & Engineering A8ses8ment,GJ-10342-RS,May 1985" 
TUCKER, M K Bendix Corp. 85/05/23, 49pp. 30835 342-30836.029. 

-8506110233 "Radiological & Engineering Asse8SmBnl,GJ-07866-RS,May 1985." 
TUCKEfl.MK, Bendix Corp 65^5/23 49pp. 30836,030-30636.078. 

"8508110243 "Radiological & Engineering Assessment ,QJ 05859 ns,May 1985 " 
TUCKER, MK Bendix Corp. 85/05/23 49pp, 30836 070-30036:127. 

8506110206 Forwards comments on geotechnical engineering aspects ol project sur- 
veillance & main! plan for UMTRAP.^gnilicanl comments listed 
QREEVES,J,T. Engineering Branch (Post 831001), 85/05/17 HIGGINBOTHAM.L. 
Low-Level Waste & Uranium Recovery Projects Branch. 7pp 30835,260-30635-286. 
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6506110211 Forwards copper aliov test pFan for FYOS SS.reflecling divot responsibililres 
between BWIP & Nevada Nuclear Waste Site Investigation to avoid duplication of eJ 
forts & costs Level I, Milestone M 202 oomptelcd 

WITHEBILL,VF Energy. Dept of 13B3 85/01/22 FREI.MW Energy. Dept ol 80pp 
30835 188 30635 279 

8506110236 Forwards 850320.0419 8 23 memos re computer Code WAPPA require- 
ments for licensing WAPPA for use in repository assessment & comparison of ver- 
sions of WAPPA released to BNl S NHC Requosis comments on info 
SULIIVAN.T Brookhavon National Laboratory FIN A-3164 2097 85/05/21 WICK.E 
High Level Waste Technical Developnnenl Branch 25pp 30835 163 30835 187 

6506110246 Forwards comments supporting draft environ assessment of Davis Canyon 
Site Site should not be noimnaled as preferred site for cfiaracierizahon 
BLANCHAflD.B Interior. Dept of EH 85/129 86/03/26 Energy, Dept of 85pp 
30835 078-30835 162 

8506110426 Forwards State of WA Nuclear Waste Board revised comrnenis re draft en- 
viron assessment Draft comments suomitted on 850319 Artdt public comments also 
end 

BISHOP.WA Washington, State of 1390 85/05/20 RUSCHE.B Energy. Dept ol 
28Sp 30633 001-30833 285 

“8508110442 "Review ol VS DOE Draft Environ Assessment for Ref Repository 
LocalioaHanford Siie.WA.” prepared for Slate of WA Nuclear Waste Board 8 Dept of 
Ecology 

• Envirosphere Co * Shannon & Wilson, fnc ’ Cooper ConsuUanls 7061A 85/05/ 
20 17Spp 30833111-30833 285 

65061 104S8 Summary of 350524 meeting w/Div of Waste Mgl tn Washing(Qn,OC re 
waste package corrosion data 

PARRY.SJ ACRS - Advisory Commiltee on Reactor Safeguards 8S/05/31 
MCCRELESS.TG ACRS - Advisory Commiltee on Reactor Safeguards 2pp 
30833 360 30833 362 

0506110462 Defines terms “rail ability" & "conirdonce" to assure NRG & DOE use terms 
consislenlly 

COOELL.R Geolochnlcaf Branch (Post 831001) 86/05/13 KNAPP.MR Geotechni- 
cal Branch (Post 831001) 2pp 30833 358 30833 359 

650S110471 Forwards review of PNL 5237, “Verdicalion & Benchmarking of MAGNUM- 
2D Finite Elemeni Computer Code for Flow & Heat Transfer in Fractured Porous 
Media." 

GORDAN.M Geotechnical Branch (Post 831001) 85/05/15. FLIEGEL.M Geotechni- 
cal Branch {Post 831001) 5pp 30833 353 30833 357 

8506110539 Forwards review commenls on LASL roots "Nevada Nuclear Waste Site 
Investigations Exploratory Shaft Title II Aug IQBB.drafl.Vols 1 & 2, & "Conceptual 
Design Repl Exploratory June 1982 

MUNDELL.R L Interior. Dept of. Bureau of Mines FIN B 6934 2096 65/05/15 
TIKTINSKY.D Engineering Branch (Post 831001) 3pp 30833 350-30833 352 

8506110549 Forwards summary of 850513-14 mootings In Silver Spring, MD re agenda 
for DOE/NRC meeting on Nevada Nuclear Waste Silo Invosllgallons exploratory shaft 
design/const issues 

RAJARAM,V Engineers International, Inc. FIN B 7328 1085-1016 85/05/30 
TIKTINSKY.D High Level Waste Technical Oovofopmenl Branch 3pp 30632359 
30832 361 


8506110804 Requests assistance in reviewing siructural analysis for Enviralloy family of 
high inirarily containers Requosis that D Huang review burial load siress/strain analy- 
ses lor Enviralloy family repl by 850701 

GHEEVES.JT Engineering Branch (Post 831001) 85/05/30, MACDONALD.CE 
Transportation Certification Branch Ip 30832 362-30832362 

85061 1060B Summary of 850523 moeting w/OOE In Silver Spring re planned DOE seis- 
mic reflocflon survey In vicinity ol ref repository local Ion Agonda end 
JUSTUS.P NRC - No Detailed Affiliation Given DAHLEM.O Energy, Dopl of. 1393 
85/05/23 NRC - No Dotaifed Affiliation Given 5pp 30833345 30833 348 

6S06110611 "Identilicallon of Design Info Needs Requiring Silo Characlerizallon for Sail 
Repository," status rapt on Task Order 1 1 .Task 3 

RAJARAM.V Engineers Infornatlonal, Inc FIN B-732a 1085-11-02 85/05/30 
TIKTINSKY.D. High Level Waste Technical Dovelopmanf Branch 3pp 30032 356- 
30832 358. 


6506110621 Resolulion 85-33 opposing proposed nuclear waste repository at 
Hanford, WA 

MABHEY,J, The Dalles, OR 1381.85/05/06 2pp 30832 354-30832.355 

8506110824 Assesses change In large scale stress lasts proposed by DOE at 850522 
meeting In Washtnglon.DCTesling program described by S Baker inconslstonl w/hy- 
draulic properly testing slated in STP 1.1 

WILLIAMS,R,E Williams * Associates FIN B-7372-3. 2121, 85/05/31 GORDON.M 
Division of Waste Managemenl 3pp 30832 351-30832353 


8506110651 Forwards commenis on "Porlormanco Assessment Natl Roview Group.Feb 
1985,Finat Repl” re technical aspects of waste package & engineered barrier 
sys Agrees w/repi recommondallons. 

GHEEVES.JT. Engineering Branch (Post 831001) 85/05/23. MILLER, HJ Repository 
Prolecls Branch (Post 831001) 2pp 30832,335-30832:336 


6506110666 Forwards "OA Audi! Repl 8202-85, Design & Document Contfot Activities," 
conducted on 8S0507-08 Requests response slating aclions eompfeted or 
intanded.cause ol deviation A Bcifon taken to preclude recurrence by 650620 
MALLONEe.T.O Fluor Corp 1065 85/05/16 MCKIE,P.W Morfison-Knudsen Co.. 
Inc 2pp 30832 325 30832.330, 


6608110871 Trip repl ol aflendance at Natl Congress of American Indians, Natl Indian 
Nuclear Waste Review Commiltee meetings on 950424-25 in Mlnneapoiis.MN re 
(nbes affected by Nuclear Waste Policy Acl 

RUSSELL, C.F Policy A Program Control Branch (Post 831001). 85/06/23 
BUNTING^J.O Policy A Program Control Branch (Post 831001) 2Cpp, 30632.306- 


8506110699 Forwards dolailed comments or) draft environ assessment lor nuclear 
waste repository at Handlord Site in Benton & Franklin Counties.WA 
BLANCHARD, B Interior, Dept of 1391 85/05/27 Energy. DepI ol 20do 
30832 276 30832 295 

8506110700 Forwards commenls on 850425 Shiprock remedial action insp & health 
physics moniloring plans Insp plans do not address provision for stop work order 
HIGGFNBOTHAMX Low-Lovet Waste & Uranium Recovery Projecls Branch 85/05/ 
20 THEMELIS.J 6 Energy, Dept ol 6pp 30832 270-30832 275 

8506110702 Forwards Stale of SC 850515 Ur ro Chem-Nuclear topical repl, "Fiberglass 
Reinforced Plastic High Integrity Containers" 

NUSSBAUMEfl.DA Assistant Director for State Agreemonis Programs SA/KNS 85/ 
05/31. GREEVES.J Enginoering Branch (Post 831001) Ip 30832 268-30832289 

“8506110705 Advises of no lurthor commenls re Chem-Nuclear Sys.Inc topical repl, 
"Fiberglass Reinforced Plastic High Integrity Containers ” Continued review suggested 
until receipt of satisfactory replies to commenls 

AUTHY.VR South Carolina, State of 85/05/15 NUSS0AUMER.D A Assislani Direc- 
tor for Stale Agreemonis Programs 1 p 30032 260-30832 269 

8508120002 Foiwards comments on geoscience aspects of UMTRAP surveillance & 
memt plan Questions plan purpose Applicalion of described surveillance techniques 
endorsed NRC should accelerate development o( site licensing process 
KNAPP.MR Geotechnical Branch (Post 831001) 85/05/17 HIGGINBOTHAM.L 
Low Level Waste & Uranium Recovery Projects Branch 18pp 30884, 135 30804 152 

8506120070 Commenls on monthly progress repl for Mar 1985 No comments on mgl 
level summary of progress offered Technical status summaries ro repository design 
codes consolidated for review as unit 

BHOOKS.PP Repository Projects Branch (Post 831001) FIN B6986 2107 85/05/ 
20 VOGT.DK CoiSTAH Research, Inc Ip 30884 007-30884 007 

8506 120070 Forwards draft repl re high level data base requirements analysis Info on 
high level waste package consists oT documents that will Include data base stored in 
computer memory to aid users In accessing Info 

INTERRANTE.CG Commerce, Dept of, National Bureau of Standards FIN A 4171 
2100 85/05/23 WICK.E A High Level Waste Licensing ManagomenI Branch Son 
30884 058 30804 066 kh 

8506120089 Ack receipt of repl summarizing activities during Apr 1905 for FIN A- 
1 755 Progress rept on analysis of stress dislnbuiion around underground openings ro- 
ceived, 

NATARAJA.MS Engineering Branch (Post 831001) FIN A 1765 2108 85/05/20 
CRANWELL.FI M Sandia National Laboratories 3pp 30804 038 30804 040 

B506120125 Commonis on Apr 1965 progress rept for FIN A 4165 Simple closed form 
analytical methods more likely to be used by public than complex methods to derive 
series of solutions for release processes, 

CHANG,KC EngineOfing Branch (Post 831001) FIN A 4165 2120 85/05/30 
STEPHENS.KW Aerospace Corp 2pp 30841334-30041 335 

B506120141 Commenls on Apr 1985 monthly progress rept, "Technical Assistance In 
Geochemistry,” Review comments on draft site tochnicol position re hydrazine re 
quested by 680607. 

BROOKS, DJ, Geotechnical Branch (Post 831001) FIN B0287 1622 86/05/23 
WHATLEY, SK Oak Ridge National Laboratory 2pp 30003;162-30083.200 

0506120169 Commenia on Apr 1985 monthly progress repl lor FIN 0-0290, "Lab Evol- 
uation of DOE Radionuclide Solubility Data & Soloctod Rolardailon 
Parameters, Experimental Strategies, Lab Techniques & Procedures “ Progress sahs- 
faciery 

BRADBUBY.JW, Geotechnical Branch (Post 831001) FIN B 0200 1061 85/05/24 
WHATLEY.sk Oak Ridgo National Laboratory 4pp 30041 202-30041 310 

“8506120177 "Delormination of Radionuclide Sorption lor Assossmont of High Level 
Waste Isolailon." 

* Geotechnical Branch (Post 831001) FIN 0 0290 85/05/31, 26pp 30841 286 
3084P310 


e60'612O186 Forwards notice of upcoming moolings re NRC high lovol waslo mgl 
program Meetings rellecl both deiinlle & ionlallve agreemonis botwoon NRC, DOE A 
other parlies 

BUNTING, JO Policy A Program Control Branch (Post 831001). 1388. 05/05/26 Af 
filiation Not Assigned 12pp 30883-321-30883 332 


8506 120194 Notification of 850513 14 premeotings w/EngIneors Inti & Ufilv of Arizona 
In Sfvter Spring, MO to discuss exploratory shaft design/consi lor Nevada Nuclear 
Waste Site Investigation A generic retrievablllty Issues. 

* NBC • No Detailed Afflllalion Given. FIN B-7328 2116 05/05/13. NRC - No Do 
tailed AfhllallOn Given 2pp 30883.319 30683-320 


8606120474 Forwards "Testing for Stress Corrosion Cracking of High Lovol Waslo Con- 
talnar Matte In Toll RmsosKoiv Ewtrona." 

SOO.P. Brookhaven National Laboratory. FIN A-3167 21 f 4 05/05/20. WICK.E A 
High Levol Waste Licensing Management Branch ip. 30884:154-30004.180. 

-6506120484 "Tesflng for Stress Corrosion Cracking of High Levol Waste Conlainor 
Matts in Tuft Reposjfoiy Environs.” 

JAIN.H., SOO.P. Brookhaven National Laboratory FIN A-3167. 85/05/16 Olflc© of 
Nuclear Mat anal Safaly & Safeguards, Director. 20pp. 30804:155-30884.180. 

6506120492 Foiwards "Tesling lor Stress Corrosion Cracking of High Level Waste Con- 
tainer Malls It) Tuff Repositoiy Environs " 

SOO.P. Brookhaven Nattonaf Laboratory, FIN A-3167. 2101 85/05/20. WICK E A Dr- 
vision of Waste Management Ip 30884:181-30884-201 


Nuclear Waste Storage Invesligaliorf site repis lor wks of 

* Program Control Branch (Post 831001). 657 85/05/21. 
saoWNINGfR E. Division of Waste Management, 18pp, 30884 264-30885:070. 


8506110690 "BWIP Performance Assessment Plan " 

PRTIZ.NR-, CRANWELL,R.M. Sandia National Laboralones FIN A'1165. 2104. 84/ 
01/06, NRC • No Detailed Allliialton Given gpp, 30832.296 30-632 304. 


■•5JWT20532 "Nevada Nuclear Waste Storage tovesllgallons Project, Monthly RapLMaf 
* Energy, DepI ol 85/03/30, 80pp, 30884:283-30886:070 
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6506I20S3S Responds to 8S04t0 request re NRC future sample needs Info end Is best 
guess of future borehole & exploratory shall sample needs All samples should be im 
mediately sealed & sub) to mm disturbance in handlinn 

LINEHAN.JJ Repository Proiecls Branch {Post 831001) 662 85/05/20 VIETH.DL 
Energy, Oepi ol 2pp 30884 216 301184 217 

8606120542 Forwards draft comments re environ asscssment.remodial action plan & 
processing site characlerizatiorr for Gunnison, CO site 

KAWKINS.EF Uranium Recovery Field Office 85/02/28 THEWELIS.J Energy. Depl 
of 14pp 30884 202-30B84 215 

8506130448 Discusses review of Mar 1985 monthly progress rept lor FIN A*1757 8 out- 
line, "Reviow of Groundwater Flow Models for BWlP &1o" Tabular summary highlight- 
ing various elements of previous modeling work recommended 
COLEMAN, NM Geotechnical Branch (Post 831001) FIN A-1757 2041 85/04/30 
CRANWELL,R M Sandia National Laboratories 6pp 30901 163-30901 168 

8506130469 Comments on 850510 Monthly Mgt Ltr 25 (or Apr 1985 Progress format (or 
annotated bibliography on noar field ground motion also salislactory 
BLACKFORD, ME Geotechnical Branch (Post 831001} FIN A 0294 2112 05/05/29 
CHUNG, 0 Lawrence Livermore National Laboratory 3pp 30901 325 30901 327 

8506130505 NUREG/CP 0062 PROCEEDINGS OF THE CONFERENCE ON THE AP- 
PLICATION OF GEOCHEMICAL MODELS TO HIGH LEVEL NUCLEAR WASTE RE- 
POSITORY ASSESSMENT 

JACOaS.G K , WHATLEY,S K Oak Ridge National Laboratory FIN B-02B7 ORNL/ 
THOSea 85/05/31 tSCpp 30692 227-30802 356 

6506240355 Forwards radiological & engineering assessments for Locations GJ 14124- 
nS.GJ-01240 RS,GJ- 1 3095 RS,GJ- 1311 7-VL, t3J-03301.RS & GJ 00376 RS in Grand 
Junctiort.CO Concurrence requested 

TUCKEfl.M K Energy, Dept of 05/05/31 HIGGINBOTHAM, L Low-Level Waste & 
Uranium Recovery Projects Branch 1p 31155 001 31155 315 

• 8506240361 "Radiologic & Engineering Assessment for GJ-14124 RS " 

* Bendjx Field Engineering Corp TUCKER, M K Energy, Dept of 86/05/31 50pp 
31155 002-31155 051 

-8506240370 "Radiologic & Engineering Assessment (or GJ 01240 RS " 

* Bondix Field Engineering Corp TUCKER, M K Energy, Dept of 86/05/31 60pp 
31155 052-31155 092 

-8506240372 ‘'Radiologic & Engineering Assessment for GJ-13005 RS " 

* Bondix Field Engineering Corp TUCKER, M K Energy. Depl of 85/05/31 34pp 

31155 0 93-31155.126 

-850624 0 378 "Radiologic & Engineering Assessment for GJ 13117-VL " 

* Bondix Field Engineering Corp, TUCKER.M K Energy, Dept of 85/05/31 31pp 

31156 127-31155 157 

-8S0624O3B1 "Radiologic & Engineering Assessment (or GJ 03301-RS " 

* Bondix Field Engineering Corp TUCKER, M K Energy, Dept of 85/05/31 54pp 
31155 1 58-31155 211, 

-8506240385 "Radiologic & Engineering Assessment for GJ 00376 RS " 

* Bendix Field Engineering Corp TLICKERiM K Energy, Depl of 85/05/31 t04pp. 
31155 212-31155 316 

8508240416 Forwards "Evaluation of Commercial Repository Capacity lor Disposal of 
Defense High Level VVaste," provided to President Reagan as arralytical Input lor 
evaiualron No basis found to concludo that defense or repository required 
nuSCHE.BC Energy, Dept of, 85/06/14 NRC - No DolallocI Afllllation Given Ip 
31177 363.31177'363 

8505240496 Handwritten note foiwardlng DOE 850409 Rev 0 to "Site Characterization 
Ptan Mgt Plan” & supporting viowgraphs on Nevada Nuclear Waste Storage Invostiga- 
lions I sens hierarchy, per 050523 commit men I W/o viawgraphs 
VOEQELE.M D, Science Applications International Corp, (formoily Science Applica- 
tions Ino) 667 85/06/10, PRESTHOLT.P. NRC • No Dotolled Alliliatlon Given Ip 
31178001-31179 035. 

-8506240496 Rev 0 to "Site Characterization Plan Mgt Plan " 

VIETH.O.L Energy, Dept of 05/04/09 304pp 31178'002-31179035. 

8506240655 Discusses proposed responses to findings & observations of DOE Ole of 
Geologic Repositories Audit 05 N-1 of Waste Mgt Project 0(c QA program on 850305- 
07 Revised project charter should define roles & responsibilities of project ofes 
VIETH.O L Energy, Depl of 664. 85/05/01 PURCELL, W,J Energy, Depl of Opp 
31154 352-31164 360 

8506240657 Forwards "Ofo of Civilian Radwaste Mgt Annual Rept to Congress" per 
Section 304 ol Nuclear Waste Policy Act of 1982 

aUSCHE.B.C Energy, Depl. of 85/06/31 BUSH.Q Senate, President of the Senate 
ip 31 157‘1 27-31 W, 172 


8506240716 Forwards Stale of SC 850524 ltr re topical rept "High Integrity Container 
(or Disposal ol Low Level Radwastes," submitted by Chichibu Cement Co 
NUSSBAUMERiD A Assistant Director for Slate Agreements Programs 85/06/04 
GREEVES.Ji Engineering Branch (Post 831001) Ip 31157 317-31157319 

-8506240726 Comments on topical repl "High integrity Container for Disposal of Low 
Level Radwastes," submitted by Chichibu Cement Co Data should be provided for 
each & every test performed w/complale description ol how test performed 
AUTRY, VR Soulh Carolina, State of 85/05/24 NUSSDAUMER.D A Assistant Direc- 
tor lor Stale Agreements Piograms 2pp 31157 310 31157 310 

8506240719 Requests NRC concurrence on radiological & ergineoring assessments for 
listed properties in Grand Junclion.CO 

TUCKER.M K Energy, Dept of 06/05/31 HIGGINSOTHAM.L Low Level Waste & 
Uranium Recovery PfO)ecls Branch Ip 31153 001-31153 353 

“8506240724 "Radiologic & Engineering Assessment for GJ-1 1424-Mn " 

‘ Bendix Field Engineering Coip TUCKER.M K Energy, Depl of 85/05/30 86pp 
31153 002-31 153 0B8 

• 8506240732 "Radiologic & Engineering Assessment for GJ-09l01-nS ” 

* Bendix Field Engineering Coip TUCKER.M K Energy. Depl of 85/05/29 34pp 
31163 089 31153 122 

”8506240738 "Radiologic & Engineering Assessment for QJ 01 t42-RS ” 

* Bendix Field Engineering Corp TUCKER.W K Energy, Depl of 85/05/29 65pp 
31153 123-31153 177 

-.0506240742 "Radiologic & Engineering Assessment for GJ 05660-MR 

* Bondix Field Engineering Corp tUCKER.M K Energy, Dept of 65/05/29 64pp 
31150 178 31153 241. 

-8506240740 "Radiologic & Engineering Assessment lor GJ 03955-CS*’ 

* Bondix Field Engineering Corp tUCKER.M K Energy, Dept ol 05/05/28 52pp 
31153 242 31153 293 

• 8506240751 "Radiologic S Engineering Assessment for GJ 01298-RS" 

* Bendix Fiefd Engineering Corp TUCKER.M Energy. Dept of. 65/05/23 60pp 
31153294 31153 353 

8SD62S0004 Forwards source code printout ol CYTRAC computer program Printout pro- 
vided tor review in conjunction w/proviously submitted topical rept on sub) Code listing 
roprietary Required affidavit encLCocle listing withheld 

£SS,RW CYGNA Energy Services 85/05/07 flOLES.QW Lov/Lovet Waste & 
Uranium Recovery Projects Brancti 2pp 31212 208-31212 299 

8696250005 Forwards addi inlo provided to DOE ro environ assessments, per NRC 
telco n w/K Haggard W/o ends 

GREEN.JW Mississippi, State of 1086 05/00/04. MATTSON. D R Division o I Waste 
Management 2pp. 31212 296 31212 297 

8506250009 Forwards draft Vol 2 to N UR EG/C R 4236. "Progress m Evaluation of Radi- 
onuclide Geochemical Info Developed by DOE HJgh Level Nuclear Waste Repository 
Site Projecis," quarlerly progress for Jan Mar 1985 

WHATLEY, SK Oak Rtdgo National Laboratory FIN 8-0290 2140 85/06/07 
BRADBURY.JW Geotechnical Branch (Posl831001) 61pp 31212.217-31212 260 

8506250049 Provides Sail Repository Projecl silo rept for wks of 850520,27 & 
0603 DOE Sail Repository Project Ofe weekly highlights rept for wk ending 850530 & 
BMI weekly hLghlignls rept (or QGD523 29 period end 

VERMA.TH NRC - No Detailed Affiliation Given 1089 05/06/21 BROWNINQ.R E 
Division of Waste Manegamenl 17pp 31212 190 31212 214 

0506250055 Summary of 050400 & 09 meetings w/DOE in Silver SprIng.MD ro clarifica- 
tion of NRC commenis on DOE draft environ assessment 

LINEHAN.JJ. Repository Projects Branch (Post 831001). 1400 85/05/31 Repository 
Projocls Branch (Post 831001) 27pp. 31212 171-31212 197 

0506250060 Summary of DOE/NRC 841212 & 13 meetings In Silver SprIng.MD re BWIP 
hydrologic characterfzalion Mooting agenda & viawgraphs end 
WRIGHT, R J NRC - No Detailed Affiliation Given THOMPSON.K M. Energy, Dept of 
1410 84/12/13 NRC - No Detailed Affiliation Given 162pp 31212 009-31212.170 

8508250072 Forwards "Final Slate Fleviow ol Draft Environ Assessment for Vachorie 
Dome Si to, LA," concluding State of LA response to 841220 draft DOE expects lo 
issue final environ assessment w/approprlate comment document 
FRILOUX,jj Louisiana State Unlv., Baton Rouge, LA 1085 65/05/28 MATTSON, D 
Division ol Waste Management Ip 31 059.001 -3 1059' 240 

.-6506250078 "Final Stele Reviow of Draft Environ Assessment (or Vachorie Dome 
Sile.LA " 

* Louisiana, State of 05/05/00. 247pp 3t059.002-310S9'246 


-8506240660 "Ofo Of Civilian Radwaste Met Annual Rept to Congress " 
• Erergy. Dep) of 65/05/31. 48pp, 31157:128-31167:172 


6506240686 Forwards Iran s portal! on discussion papers concerning future shipment of 
nuclear spent fuel & high level waste to reposilories Papers provide basis for strategy 
in establishing transporlation sys Comments requested , . 

BARRETT.L Energy, Depl of. 85/06/10 NRC • No Detailed Affiliation Given 15pp 
31157 1 09 31157-123 


8506240700 Foiwards list ol participants who attended Spring 1985 Inlo moating ol Ofc 
ol Civilian Radwaste Mgt in Kansas City, MO on 850514-15, ^ ^ 

GALE,R W Energy, Dept of 06/06/30 NRC - No Detailed Affiliation Given. 7pp 
31157 092-31 157'098 


3506240701 Summary of 850614 meeting between NRC, DOE, Science Application Inti 
Corp, Slats of LA & Yakima Nation re App 7 agreement concerning NRC onalto rapre 

sonlBlive lor repository projects during site invesligalion 

LINE HAN, J. NRC - No Delailed Affiliation Given 85/06/14 NRC - No Detailed Aflili- 
Bilon Given 6pp, 31 167'326-31 157:330 


6506240706 Discusses problems observed w/corrosion work at BWIP based on 
850618-19 corrosion panel malls review board meeting & Nevada Nuclear Waste Site 

iilOLEf?,il°Aero8pace Corp. 85/06/12. JUNQLING.T NRG • No Detailed 
AfUlialiein Given. 6pp, 31157:320-31157'324 


Investigations 
BOESCH.L , f 


0506250093 Expresses appreciation lor time 8 effort pieced Into rovlawing Communica- 
tion 123 re methodology evaluating elfective porosHy of basalt at BWIP site using bar- 
omolilc & earth tido data. 

WILLIAMS, fl E. WiSliams A. Associates FIN 8-7372-3 2008. 85/05/30 GORDON.M 
Division of Waste Management 5pp. 31211.356-31211.360 

8506250107 Submits Salt Repository Project silo rept for wks ol 850506 & t3.0no over- 
size schematic hierarchy of Salt Repository Project activities & documentation 
end Aperture card available in FDR 

VERMA.TR NRC -No Delailed Affiliation Given 1064 85/05/17. BROWNING, R E 
Division ot Waste Management 18pp 31211.024-31211 115. 

-•8S062S0109 Rev 0 lo OA Manuel Procedure 3 0, "Design Control ” 

' Morrison Knudsen Co. Inc, 04/10/25, 6pp 31211 043 31211 '040, 

“6506250111 Rev 0 to OA Manual Procedure 6 0, "Document Control " 

* Morrison-Knudsen Co., )nc 84/10/25 Ip, 31211 049 31211 049. 

>6500250112 Rev 0 to QA Manual Procedure 4.0, "Procurement Document Control" 

* Morrison-Knudsen Co., Inc 84/10/25 3pp 31211050-31211:052, 

“6506250116 Rev 0 to QA Manual Procedure 5 0, ‘‘fnslructlens,Procedure& & Drew- 
•’’^Jornson-Knudsen Co , Inc 84/10/25 2pp. 31211 053.31211;654, 
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••85062501 18 Rev 0 to QA Manual Pfocectufe 3 3, "Design Venlicalion ’’ 

* Mornson-Knudsen Co , Inc 0<I/12/28 61pp 31211 066 31211 115 

8506250123 Forwards water surface pro(iles,in response (o M Bone request for info W/ 
one oversize map Aperture card available m FDR 

MATTHEWS.ML Energy. Dept of 05/05/28 JOHNSON,! Division of Waste Man- 
agement 300pp 31210040-31210339. 

B5062S0164 Forwards review ol “Final Rept of Delens e High Level Waste Leaching 
Mechanisms Program,PNL-5157 " 

SULLIVAN,! Brookliaven National Laboratory FIN A-3167 2129 85/05/30 

WICK, E A, High Level Waste Licensing Management Branch 13pp 31211230- 
31211 302 

8506250174 forwards states/lribes monlbly status rept lor Apr 1985 Remedial action 
const progressing well at both Canonsburg & Salt Lake City & will be in full swing at 
Shiprock m June 1985 

!HEMELIS.JG Energy, Dept of 85/06/11 HIGGINBO!HAM,L Low Level Waste & 
Uranium Recovery Projects Branch 5pp 31211 285 3121 1 289 

8506250189 Forwards radiological & environ assessments lor Grand Junction.CO Vicini 
ty Properties GJ-10754 RS & GJ 03376 RS 

!UCKER,MK Energy, Dept ol 85/05/31 HIGGlNaO!HAM,L Low Level Waste & 
Uranium Recovery f^rojocls Branch Ip 31211 107-31211 284 

-8506250194 "Radiologic & Engineering Assessment for GJ 1D754 RS" 

* Bendix Field Engineering Corp. TUCK6R,M Energy, Dept ol 05/05/31 38pp 
31211 180 31211 225 

"B50S2S0196 "Radiologic & Engineonng Assessment lor GJ 03376 RS ’’ 

* Bendix Field Engineering Corp !UCKER,M Energy, Dept of 85/05/31. S7pp 
31211 226-31211 264 

8506250204 Discusses two potential high level waste repository problems covering con- 
sequences of radlalion damage to salt & leaching oi radionuclides from spent fuel 
GOLLEfl.K R Division of Radiation Programs A Earlh Sciences (post 040429) 65/06/ 
10 BROWNING, RE Division of Waste Managemani 2pp 31211 185-31211 186 

8606250237 Discusses 10CFR60 definiUon of retriovabifity requirements, in form of 
notes lor DOE/NRC meeting & comments on NftC generic position 
DAEMEN.J. AMalion Not Assigned f IN A-1755 2131 85/06/04. !ANIOUS,N Divi- 
sion of Waste Management lOpp 31211'162-312t1 171, 

8506250249 Discusses lOCFflBO dolinition of rotriavabillty require menls, in form ol draft 
notes for DOE/NRC mooting & comments on NRC goneric position 
DAEMEN,J Affiliation Not Assigned FIN A-1755 2127 05/05/30 !AWIOUS,N Engl- 
neanng BrariiCh (Post 831001) lOpp 31211 149-ai211'15S 

6506250264 Forwards trip rept of BWIP DOE/NRC 850523 meeting In Silver Spring, MD 
re seismic survey A other geophysical work 

LEVINE, EN Weston Geophysical Corp, FIN D 1003 2130 05/06/04. IBRAHIM, A B 
Division of Waste Management 8pp 31 21 1.1 4 1-3 1 21 1.148 

8506250278 Forwards review of BWI/ONWI-545, "Performance Assessment Plans A 
Methods for Salt Repository Projocl." 

SULLIVAN,! Brookhaven National Laboratory, FIN A-3167 2132 05/06/15 
WICK, E A High Level Waste Licensing Managornenl Branch Opp 31211 '131- 
31211:138 

6506250300 forwards comments on BMI/ONWf 545, '‘Performance Assessment Plans 
A Methods for Sail Repository Project " 

S!EPHENS,KW Aerospace America, Inc FINA4165 2139 85/06/06, TOKAR.M 
NRC - No Detailed Affiliation Q iven 5pp, 3 1 2 1 1 1 25-3 1 2t 1 ■ 1 29 

8506250312 !hirty fifth monthly progress rapt for May 1035 
WILLIAMS, RE Williams A Associates FIN B-73/2-3 2137, 65/06/07 GORDON.U, 
Division ol Waste Management, 7pp 31211 118 31211:124 

8509260328 Forwards Nevada Nuclaar Waste Site Investigation projecllon objectives for 
650723-24 technical meeting on waste package. Objectives include approach being 
taken on spent luel testing, results obtained & common understanding 
VIE!H,DL Energy, Dept, ol. 85/06/11, LINEHAN.JJ Repository Projecls Branch 
(Post 831001), 2pp 31 21 1-1 16-31 21 1:1 17, 

8506260366 Summary of 850522 DOE/NRC meeting in Silver Spring, MD re BWfP hy 
drology program.DOE presented Info on current & planned activities at test Boreholes 
RRL-2B A RRL-2C, including design, schedule A aquifer testing plans 
WniGH!.R,J NRC - No Detailed Affiliatiorr Given, DAHlEfi.DH, Energy, Dept ol 
1407 85/05/23 NRC - No Detailed All illation Given 65pp 31 200-1 53-31 200,207 

8S08260459 Forwards DOE 650604 "Malfiodelogy (or Ganarallng Q-Llsl for Geologic 
Reposllories," per 850530 agreement. Meeting to discuss paper scheduled for 850619 
S!EIN,R Energy, Dept, of, 85/06/06, BROWNING, R,E, Division of Waste Manage 
men! Ip 31211. 009-51211.023 

-8506260460 "Methodology lor Generating Q-Llst for Geologic ReposHories," 

•Energy, Depi of, 85/06/04. 15pp 31211:01031211.023. 

8606260471 Forwards vicinity properties monthly rapt for May 1965.Rept provides brief 
summary of status ol vicinity properW remedial action at each site A progress ol engl- 
needng A mgl activities during May A EY Related mail and, 

KRlSHNAN,ft. Jacobs Engineering Group, Ino 85/06/10. THEMELIS,J,G Energy, 
Dept 0f.31pp. 31210.340-31211*008 

6506260033 Eighteen th monthly progress rept for May 1665 under FIrr 6-7366. 

WINTER, G. WJlIiams A Assoclatas. NRC-02-03 033 2138 85/06/07, ROSS.F- Divi- 
sion of Waste Management 7pp. 31223 346-31223 352 

8608260042 Reply brief on petition lor review under original (urisdiclion of US Court ol 
Appeals In 8 4-76 4 6, Stale ol NY vs J Herring ton. Secretary of US DOE Supporting doc- 
umenlalion end 

SWAlNS!ON,H.W Nevada, State of. MURPHY,M R., DAVENPORT, J H Washinglon, 
Stale of 669. 85/05/21 U.S. Court of Appeals, 9lh Circuit. 150pp. 31244,177- 
31244 325. 

8606280045 "Lab Evaluation of DOE Radionuclide SoluUlity Data A Selected Relarda 
lion Parameters, Experimental Stralegfes,Lab Techniques A Procedures," monthly rept 
for May 1965. 

WHATLEY.S.K. Oak Ridge National Laboratory FIN B-0290 2136 85/06/10. 
BRADBURY, J.W, Geotechnical Branch (Post 831001), 4pp, 31 226'305 3 1 225'3oa. 


8506260052 Summaiy ol 850418 meeting w/OOE, Rockwell, Batlello, Aerospace 
Sandra, Weston, EWA/Yakiifia A Univ ol Arizona in Silver Spring, MD re conceptuai 
design info described m DOE site charaolertzadon plan Viewgraphs end 
KENNEDY.JE Repository Projects Branch (Post 631001) FREI.MW Energy, Deel 
o( 85/04/18 Repository Projects Branch (Post 631001) I96pp 31226 001- 
31226 196 

8506260057 Forwards listed document reviews under Coniracf NRC 02 82-030, Task 
Order 10, including appraisal ol several empirical rock mass classification molhods (or 
estimating tunnel support requiremenls 

RAJARAM.V Engineers International, Inc FIN B-7328 2136 85/08/07 

TIKTINSKY.D Division of Waste Management 23pp 31225'309-31225 331 

65 06260062 Forwards Vol 1 ol DOE/EA 0254, "Environ Assessment of Remedial 
Action at Riverton U Mill Tailings Si to, Riverton, WY," Jut 1985 
MATTHEWS, M L Energy. Dept of 85/06/05 HIGGINBOTHAM, L Low Level Waste 
& Uranium Recovery Projecls Branch Ip 31224 052 31225 203 

-8506260087 DOE/EA 0254 V01 Vol 1, "Environ Assessment of Remedial Action al 
Riverton U Mill Tailings Sile.Riverlon.WY " 

■ Energy, Dept ol 85/07/31 601pp 31224 053-31225 293. 

8506260516 Forwards status repis on vicinity propenies In Canonsburg, Salt Lake 
City.Grand Junction, ShIprock.Edgemonl.Purango, Riverton, Mexican Hot, Tuba Citv A 
Rille ' 

KRISHNANiH Jacobs Engineering Group, Inc 05/08/11 THEMELIS.JG Enorew 
Dept ol 90pp 31223 251-31223 340 '''' 

8506260616 Forwards corrected App B lo health physics procedures 
SULLIVAN.S Mornson-Knudsen Co , Inc MK-MP 0109, 85/05/29 SOLLENBERGER 
GNUGNOLI, SMITH, D NRC • No Detailed AKiliatlon Given 2pp 31225 299’ 
31225 304 

-85 0626 0620 Correoled App B.Page B 1 to health pliysics procedures 
SULLIVAN, S Morrison-Knudsen Co , Inc 05/05/08 4pp 31225 301 31225 304 

8506260788 Responds lo 850501 Hr ro specimens required for 10CFR61 wasle or 
testing Under most test conditions, soiidilfcatlon products far exceed mfn 50 psi les) 
cniailon lor compressive sbenglh ol solidified forms 

NUSSBAUMER.O A, Assistant Director for Slate Agreements Programs 85/06/13 
AUTRY,VR South Carolina, State of Ip 31227 296-31227 296 

8506260798 Forwards draft agenda for review of corrosion programs at Nevada Nucloai 
Waste Storage Investigations site on 850620 21 

SEEFELDT.WB Argonne National Laboratory MRB-0452 05/06/12 BALLOU L 
Lawrence LIvermoreNallonal Laboratory 5pp 31225'294-3f225'29B 

8506270767 Grants interim authorization to proceed w/dowaterlng of spent resin per 
Rov 0 to NuPac Operations A Maint Procedure OM-17 A Rov 1 lo Health Physics fVa 
cedure S023 VIJ-S 5 1 Review of Nuclear Packaging TP-02 NP continuing 
KNiGHTON.Q.W Licensing Branch 3 85/06/11 BASKIN.KP, Soulharn California 
Edison Co HOLCOMB.JC San Diego Gas & Electric Co 3pp 31256 361-31258 3^ 
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8506048344 Forwards listed document reviowe re Nevada Nucloar Waste Storage In- 
vestlgallons repository concepts, BWIP soal development plan A other listed subTs.pcr 
Task Order 10 o( Contract NRC-02-82-030 

RAJARAM.V Engineers International, Inc, FIN B-732C. 2054 65/05/08 
TIKTINSKY.D Division ol Waste Managornenl 21pp 30719'107 -30719 217 

8506050278 "Geochemical Sensitivity Analysis," monlMly Hr rept lor Apr 1005 
GRANWELL,HM, Sandia National LaDoralorios FIN A* 1756 2076 85/05/15 

KELLY .W. NRC - No Detailed Afdllallon Given 16pp 30742 139-30742 154 

6506050344 "Maint of Computer Programs," monflily rept lor Apr 1985, 
CRANWELL,RW Sandia National Laboratories FIN A-1166 2068 85/05/15 

COLEMAN, N,M. Qoolechnical Branch (Post 831001) 2pp 30742 047-30742 046 

6606050364 "Technical Assistance In Selsmo-Toctonlc Impacis in Roposilories," 
MorvtWy Mgl Ur Rept 25 lor Apr 1985 

CHUNG, DH, CUMMINGS, G fc Lawrence Livermore National Laboratory. FIN A 0294 
L-196, 85/05/10. BLACKFORD.M E Qeolochnical Branch (Post (>31001). 4pp 
30742.035-30742.036 

6506050392 "Coupled Thermal-Hydrological-Mechanical Assessments A Silo Charactor- 
Izatlon Aclivllles for Geologic Reposllories," monthly rapt lor Apr 1985, 
CHANWELL.H.M. Sandia National Laboratories FIN A-1755. 2066 85/05/15 

NATARAJA.MS, Engineering Branch (Post 03)001) 14pp 30741 '3 14-3074 1*328 

6506050412 Submits listed problems w/environ assessment (EA) review 
proceBs.8uggo8tad addi approaches for team parllcipants to consider In deliberation 
of EAproceaa end. 

BLAND, W,M Management A Technical Consulting FIN D-1014, 2070. 85/05/12 
DELLIGATTJ.M.S Policy A Program Control Branch (Post 831001), 3pp 30741,361- 
30741*363, 

8S06050413 “Benchmarking of Computer Codes A Licensing Assistance," meoffity 
ptoQieas Ml rept for Mai 1985 

vOlaT.O.K CorSTAR Research, Inc. FIN B 6985. 2063 85/06/01 BROOKS, P Dry) 
slon of Wasle Management 30pp 30741 284-30741 313 

6606060428 Commenia on 850417-18 NRC/DOE meetings on site characlerizafion plan 

e performance allocation A SCP repository design ln(o In Sitver 
j,MD Significant differences remain between DOE A NRC positions 
DAEBEN.J. Sandia National Laboratorlea. FIN A-1765. 2065 as/05/0( 

NATARAJA,MS. Engineering Branch (Post 831001), 7pp, 30742:001-30742007, 

6506060432 "Repository Site Dolinition8;Short-Term Technical Assistance, " raonihly 
repl for 1885. 

CRANWELL.R M. Sandia National Laboratories. FIN A-1168 2069 85/05/15 
COLEMAN,N.M. Geotechnical Branch (Post 831001) 3 pp, 30741*329 30741:331 
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^506050509 Commenls on Mar progress rept lor FIN A-4165 Resolulion ol corrmonts in 
NBC 850402 Itr expected in final methodology rept re waste package performance 
assessment method Reviews of congressional staff rept end, for info 
CHANG.KC Engineering Branch (Post 031001) FIN A-4165 2067 05/05/01 
STEPHENS.KW Aerospace Co rp 3pp 30741 136-30741 175 


-8505050587 Forwards comments re draft generic technical posilion on waste package 
reliability Draft well wnttcn & provides helpful guidance re methods accoplable lor 
domonsirating waste package conformance to 10CFR60 

KEARNEY.JJ Edison Electric In stitufe 85/01/15 MILLER, HJ Repository Projecfs 
Branch (Post 831001) 3pp 30737 183-30737 185 


—8 50605 05 12 Submits concerns re planned response to congressional subcommittee 
rept, "Achieving Performance Obleclives lor Engineered Barrier Sys " J Surmeier 
memo does not accept conclusion drawn m rept,contrary lo statement in briefing 
MUM ARK, NJ Policy & Program Control Branch (Post 831001) FIN A-4165 85/03/ 
11 BUNTING, JO Policy & Program Control Branch (Post 831001) 8pp 30741 140- 
30741 160 


-8506050591 Comments on draft generic technical position re waste package 
reliability Computer modeling parameters re license application for high level waste re 
positoiy not adequately addressed 

LACKER,DK Texas, State of 85/01/25 MILLER, HJ Repository Projects Branch 
(Post 831001) 6pp 30737 186 30737191 


-8506050516 Responds to 850104 request lor review of congressional subcommittee 
rept, "Achieving Performance Objectives for Engineered Barrier Sys" Areas where 
followup actions needed & specific comments outlined 

SUMEIER.J,J Policy & Program Control Branch (Post B31O01) 85/01/25 

MILLER, H J Repository Projects Branch (Post 831001) 3pp 30741:148-30741:150 

-B5D6050S19 Comments on review of congressional subcommittee rept, "Achieving 
Performance Objectives lor Engineered Barrier Sys" RepI questions criteria lor suil- 
abiruy of multiple barrier sys & borosilicate glass as waste form of choice 
HUNTJ Engineering Branch (Post 831001) 85/02/13 MILLER, HJ Repository 
Projects Branch (Post 831001) Spp 30741 151-30741 159 

-8506050524 Discusses flaws Identified during review of analysis fn App C of Nov 1984 
congressional subcommittee rept, "Achieving Performance Objectives for Engineered 
Barrier Sys " Flaws cause influence of barrier to be overemphasized 
COSTANZI.F a Waste Management Branch (post 840420) 65/02/06 MILLEH.H J 
Rape sifory Pf0)ecls Branch (Post 031001) 3pp 30741 160-30741 166 

-8506050531 Responds to H Miller & J Greovos requests to review congressional sub 
commillee rept, 'Achieving Performance Objectives (or Engineered Barrier Sys " Rept 
Ignores geological aspects ol nuclear waste storage 

VOGLEWEDE,J NRC - No Detailed Atliliailon Given 85/01/15 HUNT.J, NRG - No 
Dolallod Affiliation tjiven 5pp 30741.167-30741 175 

-8506050545 84-911 '‘Boro-Sillcate Glass Ranks W/Groat Revelations of Our Time" 
PENSERTHY.L Affiliation Not Assigned 04/09/11 4pp 30741:172-30741 176 

65060 505 4 B Forwards eight papers from Waste Mgt 85 Conference.per 850501 Itr.AddI 
paper, "Generalized Model for Analysis of Groundwater Radiolysls," presenled by S 
NicoIds) at Nov 1984 Metis Research Soo meeting included 

STEPJHENS.KW Aerospace Corp FIN A 4165 2057,85/05/08 CHANQ.K NRC - No 
Detailed Affiliation Given Ip 30741 042 30741 135 

-8506050549 Paper entitled, “Numerical Analyses to Evaluate Backfilling Repository 
Drifts In Unsalurated Tull," presented at 050325 20 Waste Mgt B5 Conference in 
Tucson, AZ 

FRESHLEY.MD, DOVE,F H Battello Memorial Institute, Padllc Northwest Laborato- 
ries. FERNANDEZ, J A Sandia National Laboratories FIN A-4165, 85/03/26. 8pp 
30741 '043 30741 050 


-8506050551 SAND84-1B72C Paper entitled, "Methodology for High Level Waste Sys 
Safely Analysis In Proclosure Phase," prosontod at 850325 29 Waste Mgt 05 Conlor- 
ence in Tucson, AZ 

HAHRIS,PA, LIGON.DM, STAMATELATOS.M GA Technologies, Inc /Genera! 
Atomic Co FIN A-4165 85/03/25 lOpp 30741 051-30741 060, 

"6506050552 Papar entitled, "Used Fuel Dissolution Studios In Canada," presented at 
850325-29 Waste Mgt 05 Conference in Tucson, AZ. 

JOHNSON, L H , GARISTO.N.C , STROES-GASCOYNE Canada Atomic Energy Control 
Board FIN A-4165 05/03/25 6pp. 30741 061-30741.065. 

-8606050556 Paper entitled, "Spent Fuel as Wasleform, Swedish Program for Studies A 
Evaluation of ^snt Fuel lor Direct Disposal," presented at 85032^29 Waste .Mgl 85 
Conlerence In Tucson, AZ 

WERME.LO, FORSYTHE, R,S Sweden, Govt ol FIN A-4165 85/03/2S 7pp. 
30741.066-30741,072 

-8506050567 Paper enlltled, "Solubility o( Unlrradlated Fuel In Granitic Groundwater,” 
presenled at 850325 29 Waste Met 85 Conference in Tucson, AZ. 

NYKYRLM,, OLLILA.K Finland, Govt of FIN A-4165 06/03/26. 7pp. 30741:073- 
30741 079, 


-8506060561 HEDL-SA-3288FP Paper entitiod, "RadionucIldB Release from PWH Fuels 
in Ref Tuff Repository Groundwater, " presented at 860325 29 Waste Mgt 65 Confer- 
ence in Tucson, AZ Viewgraphs end . , 

WILSON.C.N Hanford Engineering Development Laboratory OVERSBY.VM. Law- 
rence Livermore National Laboratory. FIN A 4165. 85/03/31. 34pp 3074 1 '080- 
30741 113. 


-6506050565 Paper entitled, "Waste Migration Linder Llnsaturaled Flow Condillons," 
presented at 850325-29 Waste Mgt 85 Conference In Tucson.AZ. 

EtCHHOLZ.G.Q , DE SOUSA.F N., WHANG, J. Georgia Instllole ol Technology, Allan 
la. GA. FIN A 4165, 85/03/25. 4pp, 30741.114-30741:117. 


-8506050569 Paper entitled, "Generalized Groundwater Radiolysls Model," presenled 
al 850325 29 Waste Mgt 85 Conference in Tucson, AZ 

NICOLOSI,S Battelle Memorial Institute, Pacific Northwest Laboratories, FIN A 4185 
65/03/25 7pp 30741 118 30741‘124 

-8506050573 Paper enlilled, "Generalized Model for Analysis of Groundwater Radloly 
sis," presented al Malls Research Soc mealing In Boston, MA , 

NICOLOSIS.L Battello Memorial Instilule, Pacific Northwest Laboratories FIN A- 
4165.84/11/30 lipp 30741.125-30741,135 

8506050578 Draft "Development of Integrated Licensing Assessment Methotfology." 
HUNTER, R L, CHU,M S. Sandia National Laboratories. FIN A-1165. 2053 85/05/08 
NRC - No Detailed Alfillallon Given. 36pp 30740'307-30740.342. 


-6506050597 Forwards commonfs on draft generic technical position ro waste package 
reliability, did 841031 Position recognizes that other approaches may bo acceptable it 
option fully addresses waste package performance assessment elements 
STEIN.R Energy, Dept of 65/02/26 BROWNING, R W Diwsion ol Waste Manage 
merit, 4pp 30737 192 30737 195 

8506060611 Forwards document reviews under Task Order 10. 

RAJARAM.V Etigineers International, Ire FIN B-7328 2077 85/05/16 

TIKTINSKY.D Division of Waste Management 49pp 30737 100 30737 149 

0506050855 Requests review ol "Nuclear Waste Simulation Experiments, Asse Sail 
Mine, Federal Republic ol Qarmany.Annual Rept, 1963" Review should be submitted 
by 850530 Due cate corrected In 850426 memo 

TIKTINSKY.D. Engineering Branch (Post 831001) FIN B 6934 2085 85/05/05 
MUNDELL.L Interior, Dept of. Bureau ot Minos Ip 30740 180 30740 180 

8506050604 "Effect of Hepositoiy Environ on Performance of Waste Package/Engi- 
neered Sys Componenls," monthly progress reel for Apr 1 985 
WHATLEY.SK Oak Ridge National Labeiatory. FIN 6 0288 2059 85/05/06 
CHANG.KC Engineering Branch {Post 831001) Epp 30740 136-30740 137. 

8506050693 Forwards agenda for meeting on Impact ol retrieval planning on repository 
design (or review & comma n1 

• Engineers International, Inc, FIN B-732a 2091 85/05/08 TIKTINSKY.D NRC - No 
Delailod Atliliation Given 2pp 30740 132-30740 133 

8506050709 "Reviewing Hydrogoologic Investigalions of Nevada Test Site- Project C," 
monthly progress rept for Apr 1965 

WILUAMS,RE Williams & Associates FIN B 7377-2 2081 05/05/13 POHLE.J Divi- 
sion ol Waste Management 2pp. 30740 1 18 30740 117 

65C0050723 Seventeenth monthly progress rept for Apr 1985 
WINTER.G, Williams S Associates FIN B-7389-3 2060 85/05/06 ROSS.F Division 
of Waste ManagomenI 7pp 30740 106 30740 1 12 

8506050786 "Preparation ol Ergmeering Analysis lor High Level Waslo Packages In 
Geologic Repositories," monthly progress rept (or Apr 1065 

STEPfiENS,K,W Aerospace Corn FIN A 4165 5 2074. 05/05/15 CHANG.KC NRC 
- No Detailed Affiliation Given 15pp 30740 242 30740 256 

8506050788 "Technical Assistance for Dosinn Reviews." monihly technical rept lor Apr 
1985 

RAJARAM.V Engineers International, Inc FSN 8-7328 2079 86/05/15 

TIKTINSKY.D, Engineering Branch (Post 831001) Spp 30733'344-30733 348 

8506050794 "Technical Assistance for In Situ Testing," progress Hr rept lor 840930- 
850430 

CUMMINGS, R A Engineers Inlernaliona), Inc FIN B-7326 2076 85/05/17 

BUCKLEY, J. Engineering Branch (Post 831001) Spp, 30733 339-30733.343 

8506050806 "Technical Assistance In Geochemistry," monthly pregross rept for Apr 
1985 Orall NUREG/CR-4186 end, 

WHATLEY,SK. Oak Ridge Nallonal Laboratory. FIN 6-0267. 2056 85/05/06 
BROOKS, DJ Geotechnical Branch (Post 831001). 56pp 30739 267-30739 323 

8506060811 "Thirty-Fourth Monthly Progress Rept," for month of Apr 1985, per Contract 
NRC 02-82-044 

WJLLfAMS,R, Williams & Associates FIN B-7372-3. 2050. 85/05/06 GORDON.M Di- 
vision of Waste Management Spp. 30733'304-30733'300 

8506060105 Summarizes 841001 meeting re scope of Aqueous Solutions Data Base as 
nail resource of or 111 cal ly- evaluated rocom mended thermodynamic data lor waste dis- 
posal 8 geoctiemical sensitivity analysis prejoet Rept end. 

PHILLIPS.S L. Lawrence Berkelay Laboratory FIN A-1756, 2072 85/04/23, 

KELLY, W. NRC - No Detailed Afidiation Given, CHOPPIN.G Florida Slate Univ, Talla- 
hassee, FL JACOBS, G. Oak Ridge National Laboratory 7pp. 30774.001-30776 061, 

-8506060117 LBL-14096 "Hydrolysis.Formallon & Ionization Constants at 25 C & al 
High Tamp-High Ionic Strength.” 

PHILLIPS.S, L, PHILLIPS.CA, SKEEN, J Lawrence Berkeley Laboratory. FIN A-1756 
85/02/28- Division of Waste Management 414pp 30774' 000 30775 061 

6508080110 Forwards Apps 8 & C from Yakima Indian Nation commenls on draft BWIP 
environ assessment.describing factor analysis ol groundwater flow paths In Central 
Columbia Plateau based on hydrochemistry data W/o ervds, 

GORDON.M, Geotechnical Branch (Post 831001). FIN 0-7372. 2062 95/04/30. 
WILLIAMS.R.E, Williams & Associates Ip. 307 73 '3 62- 307 73:362 

8506060142 Forwards draff "Generic Technical Position on Design Info Needs al Time 
Site Characterization Pfan Submitted," for review lor completeness, accuracy & 
usefulness.Commenls requeslad by 641214. 

NATARAJA,M, Engineering Branch (Post 831001). FIN A-1755 2052 84/11/16. 
WAHI.K. Sandia National Laboratories. Ip. 30702' 163-30782:176 

-8506080149 Draft "Generic Technical Position on Design Info Needs at Time Site 
Characterization Plan Submitted,” 

• Engineering Branch (Post 831001) FiN A-f765. 84/09/30 13pp. 307a2'164- 
30782:176 


8500060582 Requests general technical assistance under Task 4 of FIN A-3167. 
"Review of Waste Package Verification Tests" Recommsndafions lor resolution of 

WICK.I'a Engineertog'^Branc^^^^ 831001). FIN A-3167. 2078. 85/06/16. SOO.P 
Brookhaven Nallonal Laboratory, Ip, 30737.182-30737:195. 


8600060173 Requests consideration of listed commenie re proposed development ol 
methodolo^ (or evaluating effective porosity of basalts at BWtP site, including relation- 
ship between measured barometric eiflcleni^ & measured specific storage. 
GORDON.M. Geotechnical Branch (Post 831001). FIN B-7372 2084, 85/05/06, 
WILLIAMS, R E. Williams & Associates. 4pp. 30782 Qee-307S2'D69 
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8506060214 Forwards N Coleman S 0 Broohs reviews o1 drali "Statislical EvaluaOon ol 
AddI Hydfochemical Data (rom Saddle Mount ains, Wanapum & Grande Ronda 0a- 
salls ’’ Requests presentation at upcoming hydrology workshop & preparation ol 
final draft 

GORDON, M Geotechnical Branch (Post BSI&OI) FIN B-7372 NRC 02-82-044 65/ 
05/16 WILLIAMS, RE Williams & Associates 2pp 30776 352 30776 359 


-860-6060221 Review ol drali "Statistical Evaluation of AddI Hydrochemical Data from 
Saddle Mountains, Wanapum & Grande Ronde Basalls.BWIP.Hanford Site” 0 Brooks 



30776359 


8506060304 ‘‘Technical Assistance In Numerical Modeling Assessment of High Level 
Waste Repositories.' ' monlhly repi for Apr 1985 

CHANW6LL,RM Sandia National Laboratories FIN A-1757 2071. 85/05/15 
COLEMAN, N Geotechnical Branch <Post 831001) 2pp 30783 093 30763 094 


8506100755 Ack receipt of repl summarizing aclivilies during Apr 1985 lor PIN A- 
1 1 50 Accounting problems prevent current reconciliation of contract expenditures & 
avaitable funds Amount ol potential overrun not readily determinable 
COLEMAN,N M Geotechnical Branch (Post 831001) FIN A-1158 2118 85/05/31 
CRANWELL,R W Sandia National Laboratories 2pp 30824 301-30824 302 

8506100763 Ack receipt ol repl summarizing activities during Apr 1985 tor FIN A- 
1757CompIelion of summary of hydrologic concoplual models for Hanford Site re- 
quested 

COLEMAN, N W Geotechnical Branch (Post 031001) FIN A-1757 2119 85/03/31 
CRANWELL.R W Sandia National Laboratories 4pp 30023 132-30823 136 

-8506100765 Advises of revised procedures (or review & approval of foreign travel by 
NRC contractors at NRC expense Foreign travel requests should be submitted 30 
days prior to departure date 

DIRCkS.WJ Office ol the Executive Director tor Operations 85/03/13 NRC - No 
Detailed Affiliation Given 1p 30823 136-30623 136 


8506660439 Forwards Apr 1985 monlhly Hr repts (or FIN A 3164, ‘'Review ol DOE 
Waste Package Program" & FIN A 316/, "Waste Venficatlon Tests '' . _ , _ . 

KATO.WY Brookhaven National Laboratory FIN A-3164. 2061 85/05/17 WICK, E A 
High Level Waste Licensing Management Branch 1p 30764 331 30785006 

-8506060447 "Review of DOE Waste Package Program," monlhly Hr rent for Aw 1985 
SOO.P Brookhaven National Laboratory. FIN A 3164 65/05/31 NRC - No Detailed 
Alfiliation Given 29pp 30784 332-30704 '356, 


8506100776 Morrthly Itr repl for 850416 0516 (or Contract NRC-02 -84-007 
BLAND, WM GeaB's, Inc FIN D-1014 2099 85/05/17 DELLIGATTI.M S Pohcy & 
ProgramGontrolBranch(Posl831001) 5pp 30823 127-30823 131 

8606100791 Forwards agenda for 850604 NRC/Sandia mgt meeting in SiNer 
Spring ,MD 

CnANWELL.R M Sandia National Laboratories FIN A-1755. 21 J6 85/05/31 
GflEEVES,JT Engineering Branch (Post 831001) 2pp 30823 349-30823 350 


-8506060456 "Review of Waste Package Verificallon Tests," monthly ttr rept for Apr 
1985 

SOO.P. Brookhaven Nalfonal Laboratory FIN A 3167 85/05/31 NRC - No Detailed 
Affillallon Given lipp 30784 359 30765 006 

8508060477 Forwards list ol ref mat) supplied by NRC w/notation re whether flem pos- 
sessed by NBS List includes pertinent malls not included in former list 
O’CONNOR.SA Commerce, Dept of, National Bureau ot Standards FIN A-4171. 
1978 85/05/21 WICK.E NRC • No Detailed Affiliation Given lipp 30784 220- 
30784 230 

8506060511 Forwards agenda for 850510 semiannual review meeting In Silver 
Spring, MD to discuss FiN A-1165. ‘‘Technical Assistance (or Performance Assess- 
ment''’ Attendance requested 

ELZEFTAWY.A Repository Projects Branch (Post 031001) FtNAlies 2083 65/05/ 
08 BflOWNING,R. BELL,M, MILLER.H NRC - No Detailed AffiliatJon Given 3pp 
30764 261 30764 263. 

8606060518 Advises that imprecise use of term "sclublllty” in Sublesk 1,1 of FIN A- 
3167 re colloid formation 6 solubifily of radionuclides renders experimental results 
useless Solubility limit, sorption & co precipitation effects cited 
BIRCHARD, Q Waste Management Branch (post 840429) FIN A 3164, 2064 65/05/ 
13. W(CK,E Engineering Branch (Post 831001). Ip, 30784 268 30764 266. 

8506060523 "Short-Terim Technical Assistance," "Licensing Methodology Assistance,'' 
"Monitor/Review Aspects of DOE & Other Natl & (nil Waste Mgt Programs" & "Prob- 
ability Techniques," monthly repts for Apr 1085 

CRANWELL,RM. Sandia National Laboratories FIN A-1165 2067. 85/05/15 
ELZEFTAWY.A Repository Projects Branch (Post 631001) 6pp. 30784 276- 
30764 280. 

8508060604 Forwards document review ol BMI/ONMI 545, "Poriormance Assessment 
Plans & Methods for Salt Repository Prolact." 

RAJARAM,V Engineers International, Inc FtN B-7320. 2092, 85/05/22, 
TIKTINSKY,D M. Engineering Branch (Post 83100)). 14pp 30785,129-30785' 142 

8506060646 "Hydrogeology ol Nevada Tost Sile,Pro|acl D," monthly progress Itr rept 
lor Apr 1985 

BASS,D,H GeoTrarvs, Ino, FIN B.7376-4 2073 85/05/15 POHLE.J A Division of 
Waste Management Ip 30764,073-30784 073 

0506060649 Requests review of listed portions of "Performanco Assessment Plans & 
Methods (or Salt Repository Project," under Task Order 10 of NRC-02-82-030, "Tech- 
nical Assistance (or Design Reviews " Final commanls due by 850522. 

TIKTINSKY,D, Englneerffig Branch (Post 831001). FIN B-7326, 2068 65/05/14. 
RAJARAM,V Engineors Internationa I, Ino Ip, 307 84 '074 -30784 074. 

0506070054 Comments on "Review of DOE Waste Package Program" & "Review of 
Waste Package Verificallon Tests" progress Hr Additions to distribution listed 
WICK.EA Engineering Branch (Post 831001) FIN A-3164, 2088 86/05/09 SOO.P. 
Brookhaven National Latxiratory. 3pp. 30798 361-30793 363. 

8506070073 "Lab Evaluation of DOE Radionuclide Solubility Data & Solectod Retarda- 
tion Parameters, Experimental Strategies, Lab Techniques & Procedures," monthly rept 
(or Apr 1985, 

WHATLEY.S.K Oak Ridge National Laboratory, FIN B0290, 2065. 85/05/08 
8HAOBURY,J.W Geotechnical Branch (Post 631001) Spp 30799 001-30799 008 

0506100439 Forwards lechnical & cost proposaF.Task Order 01 1,re NRC preparation (or 
& participation In Nevada Nuclear Waste Storage Invesllgatlon & BWIP meelinos. 
RAJARAM.V Engineers International, Inc, FIN B-7328. 1065011 01. 85/05/24, 
COLEMAN.R Drvislon Of Contracts 5pp 308 30; 10 9-3 0830: 113, 

0506100691 Forwards outline lor Info mgt paper, per 860518 discussion, re establlshmenl 
ol info mgt sys for high level waste repository documents & development ol operation 
at program (or discovery Re^dew requested by 8S0530. 

JORDAN, J.S John S. Jordan & Associates. Inc FIN D-1036 2095 85/05/24. 
ALTOMARE.P., BENDER, A. NRC • No Detailed Alfiliation Given 9pp 30820 327- 
30829'335 

8506100651 Forwards comments on ONWI-539, "Nuclear Waste Reposllory Simulation 
Experiments, Asss Sail Mlne.Federal Republic of Germany Annual Repl 1983 " 
MUNOELURL Interior, Dept ol, Bureau of Mines FIN B6634. 2105, 85/05/21. 
TIKTINSKY.D. Engineering Branch (Post 631001) 6pp. 30629.293 30629:298. 

8506100661 Summanzes 850521 meetirrg w/WiHlams & Assoc.Sendla & NRC re poten- 
Hometrlo baseline for Hanford site, 

WILLIAMS, R,E, Williams & Associates FIN 6-7372 3. 2122, 85/05/31, QORDON.M. 
Division ol Waste Management. 12pp, 30826 068 30826.079 


8506100832 Forwards minutes of 850510 semiannual review of Sandia Contract FIN A- 
1 1 65, "Technical Assistance for Performance Assessment ” 

ELZEFTAWy.A Repository Projects Branch (Post 831001) FIN A-1165 2111 05/05/ 
29 COPLAN.SM Reposilory Projects Branch (Post 631001) Ip 30823 303- 
30823 306 

-8506100835 Summary of 850510 semiannual review of Contract FIN A 1166 in Silver 
Spring, MO Agenda end 

ELZEFTAWY.A NRC - No Detailed Affiliation Givon HUNTER, R L Sandia Nationaf 
Laboratories FIN A-1165 85/05/16. NRC - No Dolallod Affillallon Given 3pp 
30823 304 30623 306 

8506110236 Forwards 850320,0419 & 23 memos re computer Code WAPPA raqoire 
menls for licensing WAPPA for use In r^osltory assessment & comparison ol ver- 
sions of WAPPA released to BNL & NRC Requosts comments on info 
SULIIVAN.T Brookhaven National Laboratory FIN A-3184. 2097 85/05/21 WtCK.e 
High Level Was to Technical Development Branch 25pp 30035.163 30835,107 

850S110539 Forwards review comments on LASL roots "Nevada Nuclear Waste Silo 
Investigations Exploratory Shall Title It ," Aug 1983,drafl,Vols 1 & 2, & "Concoptuat 
Design Rept Exploratory Juno 1962 

MUKIDELL,R L Interior, DmI of, Bureau ol Mines. FIN B 6934 2098 85/05/tS 
TIKTINSKY.D. Engineering Branch (Post 831001) 3pp 30633 350-30033 352 

6506110649 Forwards summary of 850513 14 meetings In Sliver Spring, MO re agenda 
for DOE/NRC meeting on Nevada Nuclear Waste Silo Investigations exploratory shall 
deslgn/const Issues 

RAJARAM.V. Engineers International, Inc FIN fl-7320 1005-10 16 65/05/30 

TIKTINSKY.D High Level Waste Technical Development Branch 3pp 30832359 
30832361 

6506110611 "Identification of Design Info Needs Requiring Site Characlcrization (or Sail 
Repository," status rept on Task Order 11, Task 3 

RAJARAM.V Engineers Inlernational, Inc. FIN 8-7326 1085 11-02 65/05/30 

TIKTINSKY.D. High Level Waste Technical Development Branch 3pp 30832 356 
39832358 

6506110624 Assesses change In largo scale stress tests proposed by DOE at 050522 
meeting In Was hlngton.DC.TeslitTo program described by S Baker Inconslslonl w/hy- 
draullo properly testing slated in STP 1.1, 

WILLIAMS.R.E Williams & Associates FIN B-7372-3 2121. 06/05/31 QORDON.M 
Division ol Waste Management. 3pp. 30832 351 -30032 353 

6506110890 "BWIP Porlormance Assessment Plan," 

ORTIZ.NR, CRANWELL,R.M, Sandia National Laboralorios, FIN A-1165 2104 04/ 
01/06. NRC - No Dolallod Adlllatlon Given 0pp. 30Q32 206-30832 304 

6506120070 Comments on monthly progress ropt for Mar 1086 No commanls on mgl 
level summary of progress offered Technical status summaries re roposltory design 
codes consolidated for review as unit. 

BROOKS.P.P Ropositow Projects Branch (Post 631001) FIN B 6985 2107 85/05/ 
28 VOGT.DK.CorSTAFt Research, Inc Ip 30084'067-30884 067. 

6508120076 Forwards ciratl repl re high level data base roqulremonts analysis Info on 
high level waste package consists of documents that will Include data baso stored tn 
computer niomory to eld users In accessing Info. 

tNTERRANTE.C.Q Commerce, Dept of. National Bureau of Standards FIN A-4171 
2100, 85/05/23 WICK.E.A High Level Waste Llconsing Managomonl Branch Opo 
S08a4'058 3O804'O66 « « tv 


6506120009 Ack receipt of rept summarizing activities during Apr 1985 lor FIN A 
1755 ProgroBS rept on analysis of stress distribution around underground oponlriins to 
CGltf6d> 

NATARAJA,M.S. Engineering Branch (Post 831001). FIN A-1756, 2108 85/05/28 
CRANWELL.R M Sandia National Laboratories 3pp. 30884 038-30884 040, 


8506120126 Comments on Apr 1986 progress repl lor FIN A-4165 Simple closed form 
analytical melhods more likely to be used by public than complex methods lo donvs 
series ot solutlor>s (or release processes. 

CHANQ,K.C Engineering Branch (Post 831001) FIN A-4165, 2120 05/05/30 
STEPHENS,K.W. Aerospace Corp 2pp. 30841,334-30841 335 


8606120141 Comments on Apr 1985 monthly progress rept, "Technical Assistance in 
Qeochemisiry " Review comments on draft site technical position re hydrazine ra- 
questedby 850607. 

BRCX)KS,D.J. Geolechnical Branch (Post 831001) FIN B-0267. 1622 85/05/23 
WHATLEY, S,K. Oak Ridge National Laboralory, 2pp, 30883:162-30883 200 
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8506130169 Ccmments on Apr 1906 monthly progress rept for RN B 0290. "Lab Eval- 
uabon of DOE Radionuclide Solubility Data & Selected Retard alion 
Para mete IS, Exporimontal Strategies, Lab Techniques & Procedures” Progress salis- 
lacloiv 

BRADBURY.JW Geotechnical Branch (Post 83 tOOt) FIN B 0290 1961 85/05/24 
WHATLEY.S K Oak Ridge National Laboratory 4pp 30041 202-3O841 310 

—8506120177 ''Determination of Radionuclide Sorption lor Assessment ot High Level 
Waste Isolation" 

* Geotechnical Branch (Post 831001) FIN B 0290 85/05/31 25pp 30841286 
30841 310 

8506120194 Notilication ol 050513-14 premeotings w/EngIneers Inti & Univ of Arizona 
in Sivler Spring, MD to discuss exploratory shaft design/const lor Nevada Nuclear 
Waste Site Investigation & generic retrievability issues 

* NRC - No Detailed Aflillallon Given FIN B 7328 2116 85/05/13 NRC - No De 
la.led Athliia lion Given 2pp 30883 319-30883 320 


XPORTLIC EXPORT AND IMPORT LICENSES 


85060301 49 Forwards application for export licenso tor minor nuclear export Ltr ol as 
suranco required 

ZIMMERMAN, JV Assistant Director tor Export/Import & Inlernalionol Safeguards 
85/05/17 THORNE.CE Energy. Dept ol Ip 306B8 361-306BB 362 

8506030286 Requests Executive Branch position re Edlow Inti Co appljcolion for license 
lo exporl 1,200,000 Cl tritium to Switzerland 

ZIMMERMAN.J V Assistant Director for Expart/lmport & International Safeguards 
85/05/21 STOIBER.C Stalo, Dept ot. Bureau ol Oceans & Inti Environ & Scientific 
Affairs Ip 306B7 350 30667 351 

-8506030291 Application for license to export 1,200, 000 Ci tritium to Switzerland 
AUWUELLER.JN Edlow International Co 05/05/14 Ip 30687 351 30687 351 


0506120474 Forwards “Testing for Stress Corrosion Cracking ot High Level Waste Con 
tainar Malts in Tuff Repository Environs ” 

SOO.P Brookhaven National Laboratory FIN A-3167 2114 85/05/20 WICK. E A 
high Level Waste Licensing Management Branch Ip 30884*154-30804 180 

>0566120484 "Testing for Stress Corrosion Cracking of High Level Waste Container 
Malls In Tulf Repository Environs " 

JAIN.H . SOO.P Brookhaven National Laboratory FIN A-3167 85/05/15 Office of 
Nuclear Material Safety & Safeguards.Direcfor 20pp 30884 155-30884 100 

8S06120492 Foiwards "Testing tor Stress Corrosion Cracking of High Level Waste Con 
tanner Malls in Tull Repository Environs " 

SOO.P Brookhaven National Laboratory. FIN A-3167 2101 85/05/20 WICK, E A Di- 
vision of Waste Management Ip 30884 181-30884 201 

8S06 130448 Discusses review ol Mar 1905 monthly progross ropt for FIN A- 1757 & out- 
line, "Revtow of Groundwater Flow Models for BWIP Site " Tabular summary highlight 
ina various elements of previous modeling work recommended 
COLEMAN. NM Geotechnical Branch (Post 031001) FIN A-1757 2041 85/04/30 
CRANWELL,RM Sandia National Laboralorios 6pp 30901 163 30901 168. 

8506130469 Comments on 850510 Monthly Mgl Ltr 25 for Apr 1905 Progress formal lor 
annotated bibliography on near field ground motion also satisfactory 
BLACKFORD.ME Geotechnical Branch (Post 031001) FIN A 0294 2112 8 5/05/29 
CHUNG.D Lawrence Livermore National Laboratory 3pp 30901*325-30901 327 

8506250009 Foiwards draft Vol 2 to NUREQ/CR-4236. "Progress in Evaluation ol Radi 
orruclldo Geochemical Info Developed by DOE High Level Nuclear Waste Repository 
Site Projects, " quarterly progress for Jan-Mnr 1905 

WHATLEY.S K Oak Ridge National Laboratory FIN B-0200 2140 85/06/07 
BRADBURY.J W Geotechnical Branch (Post 831001). 61pp. 31212 217-31212 200 

85D62S0093 Expresses appreciation for time & oilort placed into reviewing Communica- 
tion 123 re methodology evaluating effoctivo porosity of basalt at BWIP site using bar- 
ometric & earth tide data 

WILLI A MS, R E Williams & Associates FIN B-7372-3 2098 85/05/30 GORDON.M 
Oivislor^ of Waste Management Spp 3121 1 356-3121 1 360 

8506250164 Forwards review of "Final Rept ol Dofenso High Level Waste Leaching 
Mechanisms Program,PNL-5157." 

SULLIVAN.T. Brookhaven National Laboratory FIN A-3167 2129 05/05/30 
WfCK.EA High Level Waste Licensing Management Branch 13pp 31211 290- 
31211 302 


8506030300 Executive Branch position re Transnuclear,lnc,applicalion lo export 10 916 
kg U 235 contained in 11 7 kg U enriched lo 93 3'}<i.in form of UF-6 Related Hr 
onct License should be granted 

DEVINE.J B Stale. Dept ol. Bureau ot Oceans & Inti Environ. & Scientific Affairs 85/ 
05/10 SHEA.J R Office ol Intornahonal Programs, Director 3pp 30607 347- 
30687 349 


8506040743 Foiwards Insp Rept 110 00454/85 01 on 850404 at Grosham Transler.Inc 
in Portland, OR of irradiator reactor fuel shipment authorized by Import Licenso ISNM- 
79007 No violations observed 

MARTIN.TT Region 1. Office ot Director 65/04/30 RAVENSCrOFT.N Edlow Inter- 
national Co 3pp 30708 122-30706 126 

“8506040746 Special Reactive Insp Rept 1 10 00464/85 01 on 850404 No noncompli 
ance noted Ma|or areas inspected physical protection of shipments of irradiated 
lueljproleciionol safeguards Info 8 followup on allegation 

MCQUEEN.AO. SCHUSTER.M D Region 5. Office ol Director 85/04/11 Opp 
30708 124 30708126 

8 806 130451 Ltr ot assuranco re export ot 1,490 kg U 235,conlalned in 43,198 kg U,to 
Japan 

OZAWA.M Japan, Govt of 65/05/22 THORNE.CE Energy, Dept ol Ip 
30901 162 30901 162 


8506130476 License lor Weslinghouse lo export 160 kg LI-235,conlained in 4,000 kg 
U,IO United Kingdom 

PETERSON.M H. Assislanl Director lor Export/Import 8 Intornalional Safeguards 
MMH-637 65/05/30 2pp 30901 323-30901 324 

8508130482 Foiwards application for export license for minor nuclear export LIr of as 
suranco required 

PETERSON.M R Assistant Director for Export/Import 8 Intornalional Safeguards 85/ 
06/05 THORNE.C Energy, Dept ol Ip 30901300 30901 301 

-8506130486 Application for license to exporl 116 kg U-235,a3 enriched UFe.conlalned 
in 3,734 kg U,io Japan 

OKADA.S Mitsui & Co (USA). Inc (subs of Mitsui 8 Co . Ltd ) MBK-H1-R10 (B) 85/ 
05/30 ip. 30901 301-30001 301 

S50613Q492 Application lo renew license to exporl.oxtendlng expiration date to 880401. 
HANNETT.BA Transnucloar, Inc. RBU 394 85/03/26 WHIGHT.Q Olllco of Intorna- 
tional Programs, Director Ip 30901 248 3090 1 248 


8506250237 Discusses 10CFR60 definition ol relriovability requiromonts, in form of 
notes for DOE/NRC meeting 8 comments on NRC ganorlc position 
DAEMEN.J Allitlallon Not Assigned FIN A-1755 2131 05/00/04 TANIOUS.N Dlvi- 
SLar> of Waste Management tOpp 31211 162 31211 171 

BS0S250249 Discusses 10CFB60 dolinition ol retrievability requirements, in form ot draft 
notes for DOE/NRC meeting 8 comments on NRC generic position 
DAEMEN.J Atliliation Not Assigned FIN A-1755 2127. 85/05/30 TANIOUS.N Engi- 
neering Branch (Post 831001) 10pp. 31211 149-31211 168. 

6503250264 Foiwards trip rept of BWIP DOE/NRC 050523 moelir^g In Silver Spring, MD 
re SGismic survey 8 other geophysical work 

LEVINE.EN Weston Geophysical Corp. FIN D 1003 2130 85/06/04. IBRAHIM. A B 
Division of Waste Management 8pp 31211 141-31211 148 

6506250278 Fonvards review of 0M1/ONWI-545, "Performance Assessment Plana 8 
Methods lor Sail Repository Project " 

SULLIVAN.T Brookhaven National Laboratory FIN A-3167 2132 85/06/15 
WICK, E A High Level Waste Licensing Management Branch Spp 31211131- 
31211:138 

8506250300 Forwards comments on BMI/ONWI-545, "Performance Assessment Plans 
& Methods for Salt Repository Project." 

STEPHENS.KW. Aerospace America. Inc. FIN A-4165. 2139 85/06/06 TOKAB.M 
NRC - No Detailed Allitialion Given 5pp. 31211*125-31211 129. 


e 5062S031 2 Thirty-litih monthly progress rept for May 1 985 

WILLIAM S.R.E. Williams 8 Associates. RN B-7372-3 2137 05/06/07 GORDON, M 
Division of Waste Management 7pp 31211:118-31211:124 

8506260033 Eighteenth monthly progress rept for May 1905 under Fin B-7309 

WINTER.G. Williams 8 Associates NRC-02-e3-033 2138 85/06/07. ROSS.F Divi 
Sion of Waste Management. 7pp. 31223.346-31223 352 


8506130533 Executive Branch position ro Edlow In II Co application lo amend license to 
authorize enrichment & fabrication abroad of balance of 2,250,000 kg natural U for 
export lo EURATOM slatos Amend slioutd bo granted 

DEVINE.J B State, Dept ol 85/05/29 SHEA.J R Olfico ol International Programs. 
Director 3pp 30901 235 30901 237 

6506139550 Confirms that mails re applicallon for nmond to Export Liconses XSNM- 
1905 8 XSNM-2144 will be shipped by Category I shipment (tullwolfo).por 850630 
lolox from H Mueller, Nukam GmbH 

HANNETT.BA Transnucloar. Inc NUK-392 85/05/30 WRIGHT.B. Office of Inlerna- 
tionel Programs, Director Spp. 30002 060 30902 063 

8506140421 Foiwards reactor chocklist in conjunction w/appticalion for license to 
Giroort 2t6 545 kg highly enriched U (93 3%) 

PETERSON.M R Assistant Director for Export/lmport & Intornalional Safeguards. 85/ 
05/31. STOIBER.C R Stato. Oept ol. Bureau of Oceans 8 Inll Environ 8 Scientific 
Affairs Ip 30006 243 30006 252. 

-6506140428 Forwards reactor checklist tor export of 218 kg highly enriched U lo West 
Germany 

HANNETT.BA Transnuclear, Inc (NUK-461) 85/05/28 MOORE.R.N OllJce of Inter- 
national Programs, Director. 'Spp 30906 244-30906 252 

8606140454 Ltr ot assurance re export ot licensed mall lo Sweden 
LINDSTROM.M. Sweden. Govt ot. 85/05/17 THORNE.CE Energy, Dept. of. app 
30906 260 30906 261. 

8506140459 Ltr of assurance ro export of 160 kg U'235,contained In 4,000 kg U, to 
United Kingdom 

DUBOIS, D European Communities, Commission ol 85/05/24 THORNE.C. Energy, 
Dept, ot Ip 30906 241-30906 241 


8506260046 "Lab Evaluation of DOE Radionuclide Solubility Data 8 Selected Relarda 
tion Raraiii0ter8.Expenmontal Strategies, Lab Techniques 8 Procedures," monthly rept 


lot May 1866. 

WHATLEY.S K Oak Ridge National Laboratory FIN B0290 2135. 85^0/10 
8RADBURY.J W Geotechnical Branch (Post 831001) 4pp. 31225:305-31225 308 


8566140461 Amend 2 to Edlow Inll Co oxport II cense, extending expiration date from 
650701 lo 860701 

PETERSOM.M.R Assistant Diraclor for Export/lmport & International Safeguards. 85/ 
06/23 Ip 30903 242-30906 242 


8506260057 Forwards listed document reviews under Contract NRG-02-a2 (WO.Task 
Order 10, including appraisal of several empirical rock mass classifieatton molhods for 
unnol support requirements 

7. Enginears International, Inc, FIN B-7328 2136. 85/06/07. 

,0 Division of Waste Management 23pp. 31225.309.31225 331 


o&timating t 
RAJ ARAM,' 
TIKTINSKY 


8606140S60 Requests Executive Branch position re Nlssha Iwal American Corp applica- 
tion for amend to license to export, increasing quantity ot U 

pETEHSON,M R Assistant Director for Export/Import A. International Safeguards 85/ 
06/OS STOIBER.C R. Slate, Dept of, Bureau of Oceans & Inti Environ. 8 Scientific 
Affairs tp 30934:330-30934 344. 



466 NONDOCKETED ITEMS 


■8S()Q1405S4 Application to ainend license to exporl,incre35in9 quantity of U to 190 3S 
& incteasing U>235 to 93 22 

YOSHIMUFtA.T Nissho Iwai American Corp ISO 0189 35/05/24 MOORE.N Assist- 
ant Director for Export/ Import & International Safeguards 14pp 30934 331- 
30934 344 


8506200510 Informs that License XSNM 2203 may be issued No mall changed circum- 
stances since issuance of License XSNM 2202 

MOORE.RN Assistant Director for Export/Import & International Safeguards 35/08/ 
08 Assistant Director for Export/Import & International Safeguards Ip 31023 334 
31023334 


8506140584 Forwards application for exporl ficense for minor nuclear export Hr of as 
surance required 

PETERSON ,M R AssistanI Director for Export/ Import & International Safeguards 05/ 
05/29 THORNE C Energy. Dept of ip 30910 345-30910347 


6S06200513 fnforms that License XSNM 2206 may be issued No mall changed circum- 
stances since issuance of License XSNM 2202 

MOORE.RN Assistant Director for Export/Imporl & International Safeguards 05/06/ 
06 Assistant Director lor Exporl/lmpotl & International Safeguards Ip 31023 333- 
31023333 


“8506140589 Application for license to export 100 kg fow ennchmenl U oxide 
compounds, in various physical forms.to West Germany 

WILSON, BO General Electric Co BDWS546 6S/0S/2O 2pp 30910346-39910347 

8506170030 Ltr ol assurance re export of 997 Kg U-235.conlained m 28,609 kg U.lo 
Japan 

OZAWA,M Japan, Govt ol 85/05/22 THORNG,Ce Energy, Dept of Ip 
30970 289-30979 269 


8506200235 Forwards updated reactor checklist lor export license applicAliort for export 
of 218 545 kg highly enriched U Correction to Item 6 on Page 2 ot checklist noted 
PETERSON, MR Office of International Programs, Director 85/06/14 STOI0ER,CR 
Slate, Dept ol, Bureau of Oceans & fntl Environ & Scienlilro Adairs Ip 31043 207- 
31043276 


•9508200237 forwards original reactor checklist lor export license appficalion Second 
item under averse burnup on Page S of checklist corrected 
HANNETT.B A Transnuefear, Inc 05/06/10 MOORE.N Oflico ol Internalional Pro- 
grams. Director 9pp 31043268 31043276 


Inti Corp to export 1,490 kg U-235. contained m 

lof for Export/Imporl & International Safeguards 
23 328 31023 329 

8506210067 Requests expedited processing of application lor amend to export license 
to meet shipping schedule Fuoi already stored onsite m 1964 will bo used in June 
1035 refueling 

HERSCH.M M Weslinghouse Electric Corp MMH-653 85/08/03 MOORE.R N As 
sistant Director for Export/Import & Internalional Safeguards Ip 31048 034 
31048 034 

8506210462 Forwards application for license lo export 494 0 kg LI 235. conlalnJno 
1 1,507 ^U, to France ' ^ 

HANNETT.B A Tfansnuclear. Inc 86/06/10 MOORE.N Olfico ol InternalJonal Pro 
grams. Director Ip 31044 332-31044 334 

“0506210471 Application for license 10 export 494 6 kg U.235,contain.ing 11,507 kq U 
hexaituoiidB,to Fianco 

HANNETT.B A Transnuolear, Inc RBU458 85/06/10 2pp 31044 333 31044 334 


0506200516 License lor Mitsubishi 
43.198 kg D.to Japan 
PETER SON.M R Assistant Direc 
HSA 5484-05 85/06/11 2pp 310 


8S0620'0419 Amend 1 to Braunkohle Transport USA export license, extending expiration 
dale to 860701 

PETERSON, MR Assistant Director lor Export/Imporl & Internalional Safeguards 85/ 
06/19 Ip 31042 241-31042 241. 

8506200505 Forwards original reactor checklist for 850507 application for export 
Ircense Second item under average burnup now reads 13485 fifa instead ol 1 34% fifa 
HANNETT.B A Trane Co NUK 461- 85/06/10 MOORE.N Office of International Pro 
grams, Director 9pp 31023347-31023 355 

9S06200506 Executive Branch position re Nissho Iwat America Corp application to 
export componenfs provided by DOE to Japan License should be grantea 
DtVJNE.JB Slate, Dept ol, Bureau 01 Oceans & In It Environ 8 Sciontific Atlairs 85/ 
06/13 SHEA, JR Office of International Programs, Director ip 31023 327- 
31023327 
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surance required W/o end ' ” 

PETERSONJM R Assistant Director lor Exporl/Imporl & International Salcauards 85/ 
06/14 THORNE.C Energy. Dept of Ip 31044 335-31044335 

6506210510 Forwards application to export 1,500 kg U.as depleted tails, to Swede r> 
HANNETT.B A Transnuolear, Inc TNH 458. 85/06/04 MOORE.N Office ol Interna 
tional Programs, Director 2pp 31044 336 31044 338. 


"8508210512 Application for license lo oxport 1,500 kg U hoxalluoflde, as depleled 
tails, lo Swodon 

HANNETT.B A Transnucloar. Ino 85/06/04 Ip 31044 338 31044 338 


8506240053 Application for license to export 2,500,000 kg natural U ore concentrate or 
U hexafluoride to EURATOM Community, Spain, Swodon & Switzerland 
RAVENSCHOFT.N Ediow International Co EIC-GNL 85/06/26 2pp, 31152 362 


8506200509 License lor Ediow Inti Co to export 997 kg U-235, contained In 28,889 kg 
U,(o Japan 

PETERSON.MR Assistant Director for Export/Imporl & International Safeguards 
KLK-27. 85/06/11 2pp 31023335 31023,336. 


8506240057 Application to amend license to oxport.oxtending expiration date lo 851231 
& updalina address 

HARMOND.D Braunkohle Transport & Storage, Ino. 95/06/12 HENOV.E Olllco ol 
Internalional Programs, Director ip. 31156 351-31 1 56 351 
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ANDEHSON,R.H 

8506070504' 

50 390 

A 

ASSELSTINE.J.K 

8506060202* 

FOIA 


8506070306* 

60-354 

Q 

ANDERSON. R H 

8506070507* 

50-390 

A 

ASSELSTINE.J K 

8506050209* 

FOIA 


8506100550* 

60-354 

0 

ANDERSON. R H 

8S06070510* 

50-390 

A 

ASSELSTINE.J.K 

8506060033 

60-276 

U 

8506190358* 

PR 


ANDERSON.W. 

8506240221 

NUREQ 


ASSELSTINE.J.K 

8506110679* 

FOIA 


8506140458 

50-289 

S 

ANDOBA.A D. 

8506180174' 

FOIA 


ASSELSTINE.J K 

8506120094’ 

50-276 

F 

8606270694* 

60 260 

Q 

ANDREWS 

8506070402* 

60-285 

P 

ASSELSTINE.J.K 

8506120153’ 

50-276 

P 

6506110480* 

QAg99 


ANDREWS 

3506120263* 

50 285 

P 

ASSELSTINE,J.K. 

8506120614* 

60-275 

P 

0506060014 

50-171 

R 

ANDREWS.R.L. 

8506030110 

50 285 

P 

ASSELSTINE,J.K 

8508180183* 

60-206 

P 

6506240117 

60-277 

R 

ANDREWS.R L 

8506030407 

50 285 

P 

ASSELSTINE.J K 

8506160250* 

50-206 

P 

8506140044 

50 237 

P 

ANDREWS.R L. 

8506070419 

50-285 

R 

ASSELSTINE,J K 

8506260318* 

FOIA 


8508180260 

50-237 

Q 

ANDREWS.R L 

85061 10527 

PR 


ASSELSTINE.J.K 

8SO620O33O* 

FOIA 


8506170310 

60 464 

P 

ANDREWS.R.L. 

8506170514 

50 285 

P 

ATTERIDQE.DG 

8506260026 

NUREQ 


8506170430 

50-295 

P 

ANDREWS.R.L. 

8506190242 

50-285 

P 

ATTERIDQE.D.Q. 

8506270333 

NUREQ 


8506240171 

50 454 

S 

ANDREWS.R L 

8506210251 

50-285 

P 

AUDIN.L 

8506160302 

FOIA 


8506240627 

50 295 

P 

ANDREWS.R L 

8506210286 

50-285 

P 

AUDIN.L. 

8506160128 

71-5926 


8506170033 

50-165 

S 

ANDREWS,R.L. 

8506210290 

50-285 

F 

AULUCK.R 

8303250251 * 

60-387 

P 

8506240012 

50-155 

S 

ANDREWS,R L 

8506240037 

50-285 

R 

AULUCK.H. 

8506170524 

50-263 

P 

8407300157 

60-315 

P 

ANDREWS, R L. 

8506280035* 

50-265 

O 

AUMUELLER.J N 

8508030291* 

XPOfiTLIC 


8506060226 

50-316 

P 

ANDREWS.R L 

8506280045* 

60 265 

O 

AUSTIN.Q 

8506210010 

60-295 

R 

8506070110 

SO 315 

F 

ANDREWS.fi L. 

0506280038 

SO 285 

P 

AUSTIN.J 

8506180210* 

60-206 

P 

6506070119* 

60-315 

F 

ANDROSIK.R. 

8506250208 

50-318 

S 

AUSTIN.J. 

8508180215* 

60-206 

P 

8506070248 

60-315 

P 

ANDROSIK.R 

8506270432 

50 318 

s 

AUSTIN.J H 

8508180257* 

60-206 

P 

8606070322 

50-316 

P 

ANTHONY.R L. 

0506070453 

50 362 

G 

AUSTIN.M A. 

8506240413 

70-135 


8506070329* 

60-316 

P 

ANTHONY.R L. 

8506070453 

50-352 

G 

AUTRY.V R 

8506050183* 

WASTE MB T 

8506070420 

60-316 

P 

ANTHONY, R.L. 

0506070474 

50 352 

G 

AUTRY.V R 

8506100430* 

WASTE MQT 
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AUTRY.V R 

8506110705’ 

WASTE UQl 

BANDHAUER.W K 

AUTRY.V fl 

8506240726* 

WASTE MGT 

BANDHAUER.W K 

AXELflAD.J 

8506050230 

50-416 

Q 

BANQART,R L 

AXeLRAOJ 

B5060S0293 

50-416 

Q 

BANKOFF.SG 

AXELRAO.J 

8506060681 

50-277 

Q 

BANKOFF.SG 

AXELRADJ 

8506100582 

50-454 

Q 

BARAN.R 

AXELRAO.J 

6506110408 

l&E 


BARANOWSKLP W 

AXELRADJ 

8506180396 

50-259 

O 

BARHAM, CD 

AXELRADJ 

8506200144 

ISE 


0ARHAM.CD 

AXELRADJ 

6506250229 

50 369 

Q 

BARKHURST.R P 

AXELRADJ 

8506260424 

ISE 


BARKHURST.R P 

AXELRADJ A 

6402060326* 

FO'A 


BARKHURST,R P 

AXELRADJ A 

6506050662 

70 143 


BARKLEY.R S 

AXELRADJ A 
AXELRADJ A 

6506100037 

6505190508 

70 143 

50 482 

0 

BARLETTA.R E 
BARNES.C 

AXELRAD.M 

6506260039 

50 498 

G 

BARNES.C 

AXELRAD.M 

6506260038 

50 498 

G 

BARNES ,C 

AXELROD, D 

6506180385* 

FOIA 


0ARNES.C 

AXELSON.WL 

8506040151 

60-305 

F 

BARNETT, R 0 

AXELSQN.WL 

8SQ6Q40339 

60-282 

F 

BARR.K 

AXELSON.WL 

8506040496 

70-2968 


BARR.K 

AXELSON.WL 

6506040532 

50-346 

F 

BARR.K 

AXELSON.WL 

6506040540 

6506050313* 

50-10 

0 

BARR.K P 

AXELSON.WL 

FOIA 


8ARR.K P 

AXELSON.WL 

35 06060001 

50-454 

Q 

BARRETT.L 

AXELSON.WL. 

6506140466 

SO 264 

Q 

BARRON.DA 

AXELSON.WL 

850914O48B 

50 264 

Q 

BARTH.C A 

AXELSON.W L 

6506140570 

90-123 

O 

BARTON.HL 

AXELSON.WL 

8506140575* 

50 123 

Q 

BARTONJ J 

AXELSON.WL 

8506140660* 

PR 


BASK IN. K P 

AXELSON.WL 

8506190155 

50263 

Q 

BASKIN.KP 

AXELSON.WL 

8506210230* 

FOIA 


aASS.B R 

AXELSON.WL 

8506210345 

50-123 

Q 

BASS.DR 

AXELSON.WL 

6506240114 

l&E 


BASSIN.N 

AXELSON.WL 

6506240119 

ISE 


BASSIN.N 

AXELSON.WL 

8506240274 

50 346 

Q 

BASSIN.N 

AXELSON.WL 

8508240560 

SO 166 

F 

BASSIN.N 

AXELSQN.WL 

8506250098* 

50 341 

Q 

BATCH.S 

AXELSON.WL 

8506250479 

50-454 

F 

BATEMAN.WH 

AXELSON.WL 

8506280520 

50-373 

F 

BATESJ N 

AXELSON.WL 

S506280042 

WE 


BATIN, J P 

AYOTTE.B 

8506240092 

FOIA 


BAUaUTZJ E 

AZARM.MA 

85061 804 16 

NUREG 


BAUMANN, H L 

AZARM.MA 

6506190103 

NUREG 


0AUNACK.W 

BABINEAU.G 

8506030S10’ 

50-29 

O 

BAUNACK,W H 

BACKMANN.RG 

8506110552 

50-261 

G 

BAUSER.DB 

BADEH.B E 

8506190346* 

FOIA 


0AUSER,OB 

BADER, BE 

8506190364* 

FOIA 


BAUSER.DB 

SAEfl.RE 

8506030383’ 

SO 296 

O 

BAUSER.DB 

BAEB.RE 

6506030432* 

SO 445 

0 

BAUSER.DB 

BAEP.R E. 

0506160465* 

50 482 

0 

BAUSER.DB 

BAER,RL 

8SQ61304I7 

SO 206 

Q 

BAUSER.DB 

BAER.RL 

8506130421* 

50-206 

Q 

BAUSER.DB 

BAGQETT,S L 

8506180010* 

40 8631 


BAUSER.O0 

8AILEY.AH 

8506050755* 

50 269 

T 

BAUSER.DB 

BAILEY.AR 

8506050760* 

FOIA 


BAUSER.DB 

8AIL6Y.EO 

8107170293* 

FOIA 


BAUSER.DB 

BAILEY. J A 

8506030006 

60 424 

A 

BAUSER.DB 

BAILEYJA 

8506030253 

50 424 

A 

BAXTEfl.B 

BAILEY.JA 

8506040203 

50 424 

E 

BAXTBR.DE 

BAILEY,J,A 

8506040260 

SO 424 

E 

BAXTER.DE 

BAILEYJA 

8506040301 

50-424 

E 

BAXTER.TA 

BAILEYJA 

8506100364 

50-424 

E 

SAXTER.TA 

BAILEYJA 

6506240168 

50-424 

A 

BAXTER.TA 

BAILEYJA 

8506270467 

50-424 

A 

BAXTER.TA 

BAILEYJA 

DS06270467 

50-424 

A 

BAXTER.T.A 

BAILEYJA 

8506260065 

60-424 

E 

BAXTER.TA 

BAILEYJA 

8506280071 

50-424 

E 

BAXTER.TA 

BAILEY.J.A 

8506280090 

50-424 

E 

BAXTERJ.A 

BAILEYJA 

8506280086 

SO 424 

E 

BAXTER,! A 

BAILEYJA 

B5062800B6 

SO 424 

E 

BAXTER.TA. 

BAILEYJA 

8506200087 

SO-424 

A 

BAXTER.TA 

BAILEY, J.A 

6506280100 

50 424 

E 

BAYJ K, 

BAILEYJA 

8506280105 

50-424 

A 

8AYNE.CK. 

BAILEYJA 

8506280111 

50-424 

A 

BEACH.B 

BAILEYJA 

6506280111 

50 424 

A 

BEACH, B 

BAILEY.RJ 

6508200022 

SO 322 

S 

8EAL,S 

BAILY.WM 

65062B0UB 

FOIA 


0EALL.J. 

BAIROJB 

8506180508* 

60 382 

0 

BEALL.JE 

BAIROJB 

8506190353* 

701193 


BEALL. JE. 

BAIRD.J B 

8506250393* 

SO 45B 

Q 

BEARDJ T 

BAIRO,J.B 

8506280015* 

50-313 

0 

0EARDEN.W.C 

BAISDEN.L 

8506110588 

CONTRACT 


BECHHOEFEB.C 

BAKEft.KR 

8506060565* 

50-315 

S 

SECHHOEFEfl.C 

BAKER, WM 

6606030111* 

50-528 

T 

0ECHHOEFER.C 

BALDWIN, WJ. 

8506110701* 

60-362 

P 

BECHHOEFER.C 

BALLJR 

8606050171* 

50-528 

Q 

BECHHOEFER.C 

BALLJR 

8506270624* 

50-529 

Q 

BECK.G P 
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8506070020 

SO 302 

S 

BECK.JW 

8S06040427 

50-445 

F 

8506100007 

SO 302 

S 

BECKJW 

8508200032 

50-445 

A 

6506130052* 

50-285 

P 

BECK.J W 

8506200181 

50-445 

E 

8506190312* 

REVIEW GRP 

BECKJW 

8506200372 

SO 445 

A 

8506190316* 

REVIEW GR P 

BECKJW 

8608280095 

50 445 

A 

8506100223 

50-219 

fl 

BECK,M 

0506050673 

40 8502 


3506250217 

NUREG 


BECK.W L 

8508120006 

50255 

F 

S50S060446 

60-324 

J 

BECKER.B 

8506050656* 

FOIA 


8506060488 

50-324 

J 

BECKER, D L 

8506060121* 

FOIA 


6506040399 

50-382 

fl 

BECKHAMJ T 

8506040433 

50 321 

P 

8506180313 

50-362 

S 

BECKWITH.C A 

0606160300* 

FOIA 


8506270258 

50-302 

S 

8ECKWITH.CA 

8506150311* 

FOIA 


0506210301* 

50-443 

0 

BECKWITH.C A 

8506150313* 

FOIA 


8506140593 

NUREG 


BECKWITH.C A 

8506150314* 

FOIA 


8506190061 

FOIA 


BECKWITH.C A 

8S061S03I5* 

FOIA 


8606190083* 

FOIA 


BEEBE, M R 

8506170349 

NUREG 


8506190091* 

FOIA 


BEERS.R.H 

8506060408* 

FOIA 


6506190107* 

FOIA 


BEHNKE.CD 

0506130180* 

FOIA 


8506070504* 

50 390 

A 

BEHNKE.C D 

8506130209* 

FOIA 


8506170361 

50 424 

S 

BEHNKE.C D 

8506250422* 

FOIA 


8506200019 

50 416 

S 

BEHR.VL 

8506170166* 

50 277 

P 

8506240442* 

50-320 

Q 

BEHR.V L 

8506180513* 

FOIA 


8506050160 

70-143 


BELAIR.R R 

0506150246 

50-322 

P 

8506210237* 

FOIA 


BELAIR.R R 

6506250273 

50 322 

F 

8506240635 

WASTE MGT 

BELAIR.R R 

8606250273 

50 322 

F 

3506250153* 

50-277 

Q 

BELANGER. J L 

0506060002* 

50 454 

0 

B506170407 

8506040455* 

50-400 

G 

BELANGERJ L 

8506140471* 

60264 

0 

50-508 

A 

BELANQER.J L 

8506140469* 

50 264 

0 

8506240562 

60-219 

F 

BELANGERJ L 

8506250098* 

50 341 

Q 

8506040684 

50-206 

Q 

0ELISLE.GA 

0506200326* 

50 302 

0 

B 5062704 92 

50-206 

P 

BELISLE.GA 

8506270752* 

50 348 

Q 

8506060815 

NUREG 


BELKE.B 

6506150182* 

FOIA 


8506060645 

WASTE RES 

BELLJ 

6506190046 

NUREG 


7905290298* 

8506110603* 

FOIA 


BELLJ 

8506240442* 

50-320 

0 

FOIA 


BELLJ P 

8506180046* 

FOIA 


BS061 20066* 
0506120068’ 

FOIA 


BELL.N 

8506110223* 

FOIA 


FOIA 


BELL.N 

8506150212 

FOIA 


85'06040696 

$0 346 

S 

BELL.N 

8506150287 

50-528 

P 

8S06210497* 

50 210 

0 

BELL.N 

0506180147 

50-206 

P 

8506120026* 

FOIA 


BELLAMY.R R 

8506070325 

50-307 

0 

8506240383 

CONTRACT 


BELUMY.R R 

8506100500 

50 266 

F 

8506060283 

WASTE MGT 

BELLAMY.R R 

05061 0061 4 

50 334 

f 

8S062602B7 

PR 


BELLAMY.R R 

8506100624 

50 277 

F 

8506240501* 

50 423 

Q 

BELLAMY.R n 

6506210489 

50 272 

F 

8506040552* 

50 423 

Q 

BELMONTE.G G 

6606060654 

50293 

S 

8506030244 

50 268 

G 

BELMONTE.G G 

6506250453 

50 293 

S 

8506030244 

50 289 

G 

BENJAMIN.AS 

3506170166* 

60277 

P 

8506030317 

50 289 

G 

BENNETT.O E 

8506060365 

NUREG 


8506030317 

50 289 

G 

BENNETTJ P. 

8506260233 

PH 


850606031 1 

50-280 

G 

BENNETT.fl Q 

6506150160* 

FOIA 


8306000311 

50-289 

Q 

BENNEn.RQ. 

0506150174* 

FOIA 


8506130138 

50-289 

G 

BENNETT.W R 

6508140136* 

50458 

0 

8506130256 

50-209 

Q 

BENSONJ 

8506190354* 

FOIA 


8506130256 

50-289 

Q 

BENSON, JJ 

6508190359* 

FOIA 


8506100397 

50-289 

G 

BENSON.S-M 

8506060010 

NUREG 


8508190397 

50-280 

Q 

BERGER, JD 

8500120564* 

FOIA 


8508200141 

60-268 

Q 

BERGERJ D 

8506130231* 

0506180477* 

FOIA 


8506280141 

50-289 

G 

BERGERON, K 0 

FOIA 


6506180533 

OA99g 


BERGERON.PA 

8508210353* 

50-309 

P 

8606240180 

NUREG 


BERQERSON.K.D 

0606180538* 

FOIA 


8506240689 

NUREG 


BERGGREN.R.G 

8506060376 

NUREG 


6506070653 

50483 

G 

8ERLINGER.C H 

8403210209* 

50 416 

P 

8506070653 

50-483 

G 

BERNABEI.L 

8506150007 

FOIA 


0506100728 

50 400 

G 

BERNABEI.L 

8506200060 

50-382 

A 

0500100728 

50400 

G 

BERNABEI.L 

8506250254 

50-382 

f 

8506130217 

SO 400 

T 

BERNEflO.R M. 

8407020528* 

FOIA 


8506130217 

60-400 

T 

BERNERO.RM. 

0409110081* 

8505310539* 

50 369 

P 

8506130217 

50 400 

T 

BERNERO.n M 

PR 


8506180151 

50 400 

3 

0EHNERO.R M 

8506130057* 

FOIA 


8506180151 

SO 400 

3 

BERNERO.R M 

8508140214* 

FOIA 


8606180158* 

50-400 

3 

BERNERO.R M 

8506140351* 

FOIA 


8606160156* 

60-400 

3 

aeflNTHAL.FM. 

8506140239* 

FOIA 


8506280104* 

50-369 

P 

BERRY.G A 

8506110333 

50-445 

Q 

8506180158* 

FOIA 


BERRYJ. 

9508240804* 

60293 

Q 

8506160398 

50-259 

0 

BERRYJA. 

8506240183’ 

50271 

0 

8506260229 

6506070377' 

50-368 

Q 

BERRYJ A. 

6506240317* 

50-271 

Q 

REGQO 


BERRY.J.A. 

8506240330* 

8506040140* 

SO 219 

0 

8508210271* 

50-277 

Q 

BERRYMAN.R.M 

50 280 

P 

8606210293* 

50-352 

0 

BESAW.WJ 

8506130329* 

FOIA 


8508240102* 

60-278 

Q 

BESSJ E 

8508110220* 

50 456 

0 

8506170475* 

S0 2S5 

P 

BESTJ.R. 

8506200110 

8506QB0783* 

50-289 

P 

8506270719* 

50 438 

Q 

BETTENHAUSEN.U. 

60-423 

0 

6603190372 

60-498 

G 

BETTENHAUSEN.L 

8506070069* 

60-423 

0 

8506200294 

60 498 

G 

BETTENHAUSEN.L 

8508070163* 

50 443 

Q 

8506240716 

S049B 

T 

BETTENHAUSEN.L 

8506070267* 

SO-286 

0 

8506280037 

50 498 

G 

BETTENHAUSEN.L 

8506070293* 

50-388 

0 

8506280086 

0506180335* 

60>49a 

Q 

BETTENHAUSEN.L 

8506070308* 

60-354 

0 

50-151 

Q 

BETTENHAUSEN.L. 

8506070324* 

60-352 

0 
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BETTENHAUSEN.L 

8506070351 ' 

SO 220 

Q 

aOLDT.G K 

BETTENHAUSEN.L 

8506070436' 

50 443 

D 

BOLDT.G K 

BETTENHAUSEN.L 

8506070564* 

50-289 

Q 

BOLT.S E 

BETTENHAUSEN.L 

850607056(1' 

50 388 

Q 

BOOKEH.J E 

BETTENHAUSEN.L 

8506100190' 

50 352 

Q 

BOOKER.J E 

8ETTENHAUSEN.L 

8506200247' 

so 277 

0 

BOOKER.J E 

BETTENHAUSEN.L 

8506260141' 

so 423 

Q 

BOOKER.J E 

BETTENHAUSEN.L 

8506260677' 

50 333 

Q 

BOOKER.J E 

8EVAN.R B 

8506170169 

so 265 

P 

BOOKER, J E 

SEVAN, R B 

8506170400 

so 265 

P 

BOOKER.J E 

BEVELAQUA.J J 

8506210272 

50 289 

F 

BOOKER.J E 

BEWLEY.E K 

8506070634 

50 317 

R 

BOOKER.J E 

BEWLEY.E K 

8506270327 

50 317 

R 

BOOKER.J E 

0EYER,C E 

8506060567 

NUREG 


BOOKER.J E 

BtBB.H E 

8506210055' 

50 335 

Q 

BOOKER.J E 

BIBB.H E 

8506210618' 

50 335 

Q 

BOOKER.J E 

aiBB.W R 

8506180063* 

FOIA 


BOOKER.J E 

aiCEHOUSE.H 

8506030483' 

50-271 

Q 

BOOKER.J E 

aiCEHOUSE.H 

8506210368' 

50 245 

Q 

BOOKER.J E 

BICEHOUSE.H 

8506280122’ 

50 213 

Q 

BOOKER.J E. 

aiCEHOUSE.H J 

8506050697* 

so 367 

Q 

BOOKER.J E 

eiCKFORD.WE 

8505080133* 

GEN TEC 1 

S 

BOOKER, J E 

BIDJNGER.G H 

0506240348* 

70 2910 


BOOKER, J E 

BIOJNGER.GM 

8506240473* 

70 2928 


BOOKER.J E 

8IDINGER.G H 

0506260112 

70 143 


BOOKER.J E 

BJDSTRUP.R 

8506210306’ 

27 48 


BOOKER.J E 

BINNALL.EP 

8506060810 

NUREG 


BOOKER.J E 

BIRCHARD.G 

8506060510 

WASTE RES 

BOOKER.J E 

BIRD.M J 

8506190319* 

REVIEW GR P 

BOOKER.J E 

BISHIN.W R 

8506110475 

PR 


BOOKeR,J E 

BISHOP.R W 

8506100481 

50-336 

Q 

BOOKER.J E 

BISHOP.R W 

8506100481 

50 336 

Q 

BOOKER.J E 

BISHOP.T W 

6506220019* 

50 206 

P 

BOOKER.J E. 

8ISH0P.T W 

8506220026* 

50 206 

P 

BOOKER.J E 

BISHOP.T W 

8506220080* 

50 206 

P 

BOOKER.J E 

BISHOP.T W 

8506220116* 

50-206 

P 

BOOKER.J E 

BISHOP.T W 

8506220150* 

SO 206 

P 

BOOKER.J E 

BISHOP.T W 

0506220156' 

50 206 

P 

BOOKER.J E 

BISHOP.T W 

8506220163* 

50 206 

P 

BOOKER.J E 

BISHOP.T W 

8500220173* 

50 206 

P 

BOOKER.J.E 

BISHOP.T W 

8506220104* 

50-206 

P 

BOOKER,J E 

BISHOP.T W 

0506220100* 

50-206 

P 

DOOKER,J,E 

BISHOP.T W 

0506220192* 

50 206 

P 

BOOKER,J E 

BISHOP.W A 

8506110426 

WASTE MGT 

BOOKER.J.E 

BISSETT.P 

0506100625* 

50 334 

Q 

BOOKER,J E 

BLACK, K 

8505090502* 

MISC 


BOOKER, J,E 

aiACKFORO.M E 

0506130469 

WASTE RES 

BOOKER,J E 

BLAHA.J L 

8506160216* 

FOIA 


BOOKER.J E 

BLAHA.J L 

8506100230* 

FOIA 


BOOKER.J.E 

3LAKE.J J 

0506210413* 

50 259 

Q 

BOOKER.J E 

BLAKE.J J 

0506210400* 

50 269 

Q 

BOOKER.J E 

eLAKE.J J 

0506240036* 

50 424 

0 

BOOKER,J,E, 

BLAKE.J J 

8506270569* 

50 321 

Q 

BOOKER.J E 

BLAKE.J J 

0606270632* 

50 430 

Q 

BOOKER, J.E 

BLAKE.J J 

0506270721* 

50 280 

Q 

BOOKER, J E 

BLAKE.J J 

0506270732* 

60-321 

Q 

BOOKER,J E 

DLAK£,J J 

8506270013* 

SO 250 

0 

BOOKER,J E. 

BLAMEY.A 

0506250122 

50-265 

S 

BOOKER,J E 

OLANCHARD.B 

0506100792 

WASTE MGT 

BOOKER,J E 

BLANCHARD.B 

8506100797 

WASTE MGT 

BOOKER.J E 

BLANCHARD.B 

0606100802 

WASTE MGT 

BOOKER.J E 

BLANCHARD.B 

8506100817 

WASTE MGT 

BOOKER,J E 

BLANCHARD.B 

8506110094 

WASTE MGT 

BOOKER.J E, 

BUNCHARO.B 

8506110246 

WASTE MGT 

BOOKER.J E 

BLANCHARD.B 

0506110699 

WASTE MGT 

BOOKER, J E, 

OLAND.W M 

0506050412 

WASTE RES 

BOOKER.J E 

BLAND.W M 

0506060624* 

CONTRACT 


BOOKER, J E, 

BLANO.W M 

8506100770 

WASTE RES 

BOOKER, J E 

BLATT.M 

8506030633 

50-247 

R 

BOOKER, J E 

BLATT.M 

0506260088 

50-247 

R 

BOOKER, J E 

BLEJWAS.T E 

8506210169* 

roiA 


BOOKER, J E 

BLEJWAS.T E 

8506210204* 

FOIA 


BOOKER.J.E 

BUND, A A 

8506060562* 

50-315 

S 

BOOKER.J E 

BLOCH, P.B 

0606170359 

50 445 

G 

BOOKER ,J E 

SLOUGH. A R 

0506250364* 

50-354 

Q 

BOOKER.J.E 

BLUBAUGH.R E 

8506260106 

40 3453 


BOOKER ,J E 

OLUWBERG.N 

8506260141’ 

60 423 

Q 

BOOKER ,J e 

DLUME.M. 

8506150284’ 

50 322 

P 

BOOKER, J E 

BOARDMAN,JR 

8506260369* 

50 313 

Q 

flORCHARDT.R W 

BOARD MAN.TJ 

8506120026* 

FOIA 


BORDEN ICK,B M 

BOCCIO.J L 

6506180415 

NUREG 


BOROENICK.B M 

BOGCIO.J L. 

8506190077 

NUREG 


BORDEN ICK,BM, 

BOCCIO.J L 

8506190103 

NUREG 


BORDEN ICK,BM 

aOEBQEfl.J C 

8506240063 

50-295 

S 

BORDINE.TC 

eOERNER.AJ 

8506280162* 

FOIA 


BORDINE.TC 

BOESCH.L 

8606240706 

WASTE MGT 

BORDINE.TC 

bolanoer.ma 

8506140624 

50 261 

P 

BORDINE.TC, 

BOLD.T P. 

8506060731* 

CONTRACT 


BORDINE.TC 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

9506030293* 

50-320 

P 

BORES, R 

8506120273* 

FOIA 


8506190148* 

50-320 

P 

BORTZ.O E 

0506270279* 

50 389 

P 

8506060815 

NUREG 


BOSTED.C 

8506060722’ 

SO 528 

Q 

850603038B 

50 456 

Q 

BOWEN. W A 

8502270563 

27-39 


8506030461 

50 458 

£ 

BOWERS.H 

8506040715* 

50-275 

P 

85060304B2 

50-458 

0 

BOWMAN, P D 

8506180498 

FOIA 


(5506040187 

50-458 

S 

BOWMAN.S M 

8506040140* 

50 280 

P 

8506040196 

50-458 

s 

BOYACK.B E 

8506240647 

SO 269 

P 

0506040329 

50-456 

s 

BOYARSKI.M 

8506120567* 

FOIA 


6506040714 

50-458 

s 

BOYD.D C 

8506050077* 

50 263 

Q 

8506040751 

50 456 

s 

BOYD, DC 

6506240362* 

50 331 

0 

8506050046 

50 456 

s 

BOYD.E L 

6506220025* 

50 362 

Q 

8506050054 

50 458 

s 

aOVD.R 

8596120327* 

50-130 

P 

8506050087 

50 458 

s 

aOYD.R S 

8506120306* 

50-130 

P 

8506050107 

50 458 

s 

aOYD.R S 

8506120340* 

60-130 

P 

6506050167 

30 458 

s 

aOYD.R S 

6506120391' 

50-130 

P 

8506050237 

50 458 

s 

BOYD.R S 

6506120396* 

50-130 

P 

0506050295 

SO 458 

s 

BOYD.H S 

8508120399* 

50-130 

P 

8506050342 

50 453 

E 

BOYD.R S 

850S1 20402* 

50-130 

P 

65 06050373 

50 458 

Y 

BOYD.R S 

8506120403* 

50-130 

P 

8506050437 

50 458 

s 

BOYD.R S 

8506120406* 

50-130 

P 

8506050505 

50 458 

s 

BOYD.R S 

6506120411' 

50-130 

P 

8506050570 

50 458 

s 

BOYD.R S 

8506120419* 

50-130 

P 

6506050615 

50 458 

s 

aOYER.V S 

8506070263* 

50-352 

K 

0506060428 

50 458 

0 

aOYER.V S 

6508100696 

50-277 

F 

8506060438 

50 458 

A 

BRAASCH.L 

8606050280 

FOIA 


8506060542 

50 458 

S 

BRADBURY.JW 

8506120169 

WASTE RES 

6606060694 

50 458 

S 

BRADBURY.R B 

85061 10562 

PR 


8506060703 

50 458 

S 

BRADBURY.R B 

8506260240 

PR 


8606070363 

50 450 

£ 

BRADLEY.E J 

6506060431 

50-277 

J 

8606070543 

50 458 

E 

BRADLEY.EJ 

6506070229 

50-352 

K 

8508070553 

50 458 

K 

BRADLEY.E J 

6506180295 

50-352 

K 

0506100588 

50 458 

Q 

BRADLEY.E J 

6506210339 

50-277 

F 

8506110203 

50 458 

S 

BRADY, RJ 

8506120256* 

FOIA 


8506 1 10371 

50 468 

A 

BRAGDON.P F 

8506240408 

50-288 

0 

8506110380 

50 458 

A 

BRAMLETT.L S 

8506070173 

50 366 

R 

8506120052 

50 450 

F 

a RANCH, M E 

8506140211* 

50 409 

P 

0506120226 

50 458 

S 

a RANCH, MW. 

8506270658* 

SO 336 

Q 

(3506120 2 80 

50 458 

0 

BRANSFIELD.TJ 

6506260729 

SO 213 

S 

8506120426 

50 458 

& 

BREADY.JC 

6506050669* 

FOIA 


0506120431 

50 458 

s 

BREMAN.V 

B50610073B 

SO 424 

G 

8506120506 

50 458 

s 

BRENNER L 

8506170348 

50 322 

G 

0506120512 

50 468 

s 

BRENNER.L 

8506210260 

SO 456 

Q 

0506130405 

60 450 

s 

BRENNER.L 

8506210312 

50456 

G 

8506130442 

50 450 

s 

BRENNER.L 

8506240758 

50 456 

G 

0506130522 

50 450 

s 

BRENNER.L 

8506240764 

50 456 

Q 

0506140046 

50 458 

s 

BRENT.J G 

8506060263* 

50-397 

Q 

0506140408 

50 456 

s 

BRESLAU.B A 

8506140135* 

50 458 

Q 

D506140412 

60 456 

s 

BREWER.DR 

8506210273* 

50-260 

Q 

8506140423 

50 4SB 

s 

BREWEft.NE 

8506190342 

PR 


8S06170508 

50-450 

A 

BREWER, W A 

8506060745 

WASTE MGT 

8506200029 

50-458 

s 

BREY.H L 

8506120520 

50 267 

P 

8506200456 

60-450 

s 

BaEY,H L 

8506140158 

50 267 

P 

8506200499 

50-458 

s 

BRICH.R F 

0506130324 

40 1341 


8506200512 

50-458 

s 

BRICH.R F 

0506140502* 

40 1341 


8506200515 

50-456 

s 

BRICH.R F 

8506200107 

40-1341 


6506210399 

50-45B 

s 

BRICK R F 

8506200206 

40 8675 


8506240167 

50-456 

E 

BRICKR.F 

8506200253* 

40 6663 


6506240405 

50-456 

A 

BRICH.R F 

8506200402 

40-1341 


6506240619 

50-45B 

A 

BRICH.R F 

8506200511* 

40-1341 


8506240505* 

50 458 

Q 

BRICH.R F, 

8506210291 

40 8714 


0506240591* 

60-458 

Q 

BRICH.R F 

8506210307* 

40 1341 


0506240618 

50-458 

S 

BRICH.R F 

8506210411* 

40 8360 


8506260115 

50-456 

A 

BRIDEN.DW 

8506040485 

SO 346 

F 

8506270036 

60-458 

Q 

BflIDEN.DW 

0506130303 

50-346 

F 

8506270077 

50-458 

S 

BRIDENBAUGH.O 

0506210286* 

60-322 

G 

8506270121 

50-458 

S 

BRIDENBAUGH.D 

6506210206* 

50-322 

C 

8506270124 

50-456 

S 

BRIDER.D.W 

8506110262 

50-346 

F 

8506270194 

50-456 

F 

BRIERLV.B F 

8506240252 

FOIA 


8506270199 

50-456 

A 

BRIERLY.B F 

8506250009 

FOIA 


8506270201 

60-456 

F 

BRIGQS.L 

8506070163* 

50 443 

Q 

8506270255 

50-450 

F 

BRIGHT.G 0 

6506120004 

60 400 

T 

8506270481 

50-450 

A 

BRIGHT.G.O. 

8506140261 

50 400 

G 

8506270500 

50-466 

S 

BRILL,JL 

8506110412 

PR 


8506270530 

50-450 

s 

BRINKMAN.J 

8506050324 

WASTE MGT 

8506270542 

50-450 

A 

BROCK.B L 

8506060462* 

70 25 


8506270544 

60-458 

E 

BROCK.B L 

8506170510* 

70 1257 


3506280135 

50-450 

A 

BROCKMAN, J E 

8506250077* 

FOIA 


8506100701* 

50-387 

Q 

BRODSKY, A 

8506130363 

NUREG 


8506030401 

50-322 

G 

BRODSKY.A 

8506190048 

NUREG 


8506070494 

50-322 

G 

BROW BERG, B 

8506050441 

CONTRACT 


850607054 B 

60-424 

Q 

BROMBERG, B 

8506260465 

CONTRACT 


3506110455 

50-322 

G 

BROWBERG.BJ 

8506050319 

CONTRACT 


8506040173 

50-255 

P 

BROMBERG, BJ 

8506070696 

CONTRACT 


8506250144 

60-155 

P 

BROMBERG.BJ 

8506260582 

CONTRACT 


8506250167 

50-255 

S 

BRONS.J.C 

8506060440 

50-333 

F 

8500250472 

50-255 

P 

BRONS,J C 

8506110205 

50-286 

P 

8506270146 

50-255 

F 

BRONS,J C 

8506170372 

50-333 

F 



460 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

0RONS,JC 

8506180026 

60 286 

P 

BUNTING, J 

BRONS,JC 

8506180124 

50 286 

1 

BUNTING, J 

BRONS,J C 

8506180286 

50 333 

F 

BUNTING, J 

SRONSJ C 

6506200236 

50-333 

F 

B UNTING, J O 

0RONSJC 

650621G096 

50 333 

F 

BUNTINQ.J O 

0HONS,JC 

8506210130 

50 286 

F 

BUNTINQ,JO 

0RONS,JC 

05O624OSU 

50-286 

0 

BUNTING, J 0 

0RONS,JC 

8506240534 

50-286 

P 

B UNTING, J 0 

BROOKS, DJ 

8506120141 

WASTE RES 

BUNTING,J 0 

BROOKS, P P 

8506120070 

WASTE RES 

BUNTING,J 0- 

BROTHERS, L L 

0506060463' 

WASTE MGT 

BUNTING, J 0 

eROWEN,J 

6506040485 

50-346 

F 

BUNTING,J 0 

BROWER, J 

8506180382 

50-346 

F 

BUNTING, J 0. 

BROWN,DH 

8506180382 

50-346 

F 

BUNTING, J 0 

BROWH,G 

8506140441 ' 

50-155 

Q 

BUNTING,! 

BROWN.e D 

8506190376' 

40-7308 


aURDA,A J 

BROWN,HH 

8506040679 

50-322 

G 

BURDICK .T. 

BROWN,H H 

8506040679 

50 322 

G 

BURDICK.WR 

BROWN,HH 

8506130250 

50 322 

G 

BURDOIN,J F 

BROWN.J 

6506060807 

NUREG 


auRGER.FJ 

BROWN, J 

8506260413 

REGGD 


BURGESS, 0 

BROWN,JM 

8006130358* 

FOIA 


BURGESS, a 

BROWN, K R 

6506030503' 

50-462 

G 

BURGESS, 8 

BROWN, K R 

8508250353 

50 482 

P 

BURGESS, B 

BROWN.O F 

8506120020* 

FOIA 


BURGIN.RE 

BHOWN,B 

8506110268* 

FOIA 


BURKE, DJ 

BR0WN,R 

6506110274* 

FOIA 


BURKE, L 

BROWN, R A 

8506110387* 

FOIA 


BURNETT, B 

BRQWN,R A 

8506110407* 

FOIA 


BURNETT ,R F- 

BROWN,S D 

8506140112* 

50 269 

P 

BURNETTpR F 

browning, R 

8506180105* 

FOIA 


BURNETT.R F 

BROWNINQ,R E 

8506050613 

WASTE MGT 

BURNETT.R F 

browning,r E 

8506110370* 

FOIA 


BURNETT.R F 

BROWNING,fl E 

8506110541' 

FOIA 


BUnNETT.R F 

BROWNING,R E 

6506120171* 

FOIA 


BURNETT.R F 

BROWNING.R E 

8506180102' 

FOIA 


BURNETT.R F 

8ROWNING,R E 

8506180119* 

FOIA 


BURNETT.R F, 

BROWNING.R E 

8506180130’ 

FOIA 


BURNETT,R F 

BROWNING R E 

BS06180206* 

FOIA 


BURNETT.R F 

BROWNING.R E 

8506180568' 

FOIA 


BURNETT.R F 

BROWNING.R E 

0506240360' 

FOIA 


BURNS,TJ 

BROWNLEE, V 

0506180141 

50-338 

S 

BURNS,TJ 

BROWNLEE, V L 

6506200160 

50-338 

F 

BURNS, T.J 

BROWNLEE, V L, 

8606200171 

50-335 

Q 

BURNS.TJ 

BROWNLEE.V L 

8506200205 

50-280 

Q 

BURNS, TJ 

BROWNLEE, V L, 

0506200273 

58 302 

0 

BURNS,T J 

BROWNLEE.V L 

8506200358 

50 369 

F 

BURRIS, J 

BROWNLEE, V.L 

8506210429 

50-302 

V 

BURRIS, S 

BROWNLEE.V L 

0506210501 

50-280 

Q 

BUHn.J D. 

BROWNLEE.V L 

6506240015 

50' 4 24 

Q 

BURWELL,S B 

BROWNLEE.V L 

8506240334 

50 302 

Q 

BURWaL,S B, 

BROWNLEEWL 

8506240691 

50-338 

F 

aURWELL,S B 

BBOWNLEE.VL 

8506250021 

50-250 

F 

BUSSEE,Q 

BROWNLEE.V L 

6506260024 

50'336 

F 

BUSH.L 

BROWN LEE.V.L 

8506250395 

60 335 

Q 

8USH,L 

BROWN LEE.V.L 

0506270555 

60 280 

0 

BUSH.LL 

BROWN LEE.VL 

6506270594 

60-321 

Q 

BUSH, MW 

BROWNLEE.V L 

6506270905 

50 269 

Q 

BUSUK,A, 

BROWN LEE.V.L 

8506270933 

50 416 

Q 

BUSLIK.A 

BROWNLEE.V L 

8506270674 

50 250 

Q 

BUSLIK,A J. 

BROWN LEE.VL 

6506270677 

50-424 

Q 

BUSTARD.LO, 

BROWNLEE, V.L, 

8506270987 

50-280 

Q 

BUSTARD, L D, 

BROWNLEE.V L 

8506270703 

50-280 

Q 

BUSTARO.L D, 

BROWNLEE. V,L. 

8506270714 

60-280 

Q 

BUSTARD, L D, 

BROWNLEE.VL 

8506270725 

50-321 

Q 

BUSTARD.L D, 

broyhill,jt, 

8506200133’ 

COMMISSION 

BUSTARD.LO. 

BRUCHMANN,G W. 

8606050379' 

FOIA 


BUSTARD.L D 

BRUEMMER,SM 

8506260026 

NUREQ 


BUSTARD.L, D 

BRUEMMEfl,S,M. 

6606270333 

NUREG 


BUTCHER, E J 

BRUMMER.R K 

8506240403' 

CONTRACT 


BUTCHER.EJ 

BRUNET, J.fl. 

8506120006 

50-255 

F 

BUTCHER.EJ, 

BRUNET, J R 

6506120044 

60-266 

F 

BUTCHER.EJ 

BRUNET.J R 

6506120051 

50-265 

F 

BUTCHER.E J 

BRUNET, J R. 

8506120136 

50-265 

F 

BUTCHER.EJ 

0nUSKE.SJ, 

8506240180 

NUREG < 


BUTCHER.EJ 

BRUSKE.SJ 

8506240689 

NUREG 


BUTCHER.EJ 

BRYAN.n H. 

8506060615 

NUREG 


BUTCHER.EJ. 

BRYAN.R H. 

8506120283* 

50-130 

P 

BUTCHER, E,J 

SRYAN,S 

8506070622* 

REGQD 


BUTCHER.EJ, 

BRVAN.VJ, 

6506050443 

40 4492 


BUTLER, N,L. 

BRYANT, J 

8506110460’ 

50-269 

Q 

BUTLER, W, 

BRYANT, J.C 

6506270307* 

50'269 

Q 

aUTLEfl.W, 

BHYSON.J.W. 

8506060816 

NUREG 


BUTLER, W, 

BUCHeiNDER,B. 

8312190273* 

FOIA 


BUTLER.W, 

BUCKALEW.VV H 

8506240313 

NUREG 


BUTLER, W R, 

BUCKLEY, B,C 

8506270146 

60 400 

A 

aUTLEfl,W.R. 

BUDO.J. 

8506140676* 

PR 


BUTLER.W.R 

BUHR.S 

8506140677* 

PR 


BUTLER.W.R. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


number 

CATEGORY 


NUMBER 

CATEGORV 

8506180216* 

FOIA 


BUTLER.W H 

8506030120 

50410 

A 

8506180270* 

FOIA 


BUTLER.W R 

8506030154' 

50 410 

A 

8506180560* 

FOIA 


BUTLER.W R 

8506030667 

50 410 

A 

8506060163 

WASTE MGT 

BUTLER.W R 

8506040207 

50 397 

P 

6506100711 

WASTE MGT 

BUTLER.W R 

8506040316 

50 387 

P 

8506100743 

waste MGT 

BUTLER.W R 

8506040562 

50 373 

P 

8506110043 

WASTE MGT 

BUTLER.W R 

8506040603 

50 354 

A 

S50611O319* 

FOIA 


BUTLER.W R 

8506050276 

50 373 

P 

8506110147* 

FOIA 


BUTLER.W H 

8506050281' 

50-373 

P 

3506120166 

WASTE MGT 

BUTLER.W R 

0506060366 

50-387 

P 

B506180146* 

FOIA 


BUTLER.W R 

8506060375* 

50-307 

P 

6506100161' 

FOIA 


BUTLER.W R 

8506060574 

50-397 

P 

8506180198' 

FOIA 


BUTLER.W R 

8506060581 

50-397 

P 

8506240358' 

FOIA 


BUTLER.W R 

6506060614 

50-373 

P 

5506030105' 

50-528 

T 

BUTLER.W R 

8S06060638 

50-352 

E 

8506T50057* 

FOIA 


BUTLER.W R 

B5080B0744 

50-397 

P 

8506270310' 

50-156 

Q 

BUTLER.W.R 

8506060752' 

50-397 

P 

8506030116' 

50-528 

T 

BUTLER.W R 

6506060785 

50-367 

P 

6506240243' 

50-397 

Q 

BUTLER.W R 

6506000789* 

50-387 

P 

6506240064 

50-271 

R 

BUTLER.W R 

8506060804 

50-387 

P 

8506140152 

50-346 

S 

BUTLER.W R 

8506130535 

50 354 

A 

6506140203 

50-266 

S 

BUTLER.W R 

0506190414 

50 354 

A 

6506140550 

50-346 

S 

BUTLER.W R 

8506200096 

50 458 

A 

6506210116 

50-346 

S 

BUTLER.W R 

6506200268 

50 397 

P 

8506180053' 

FOIA 


BUTLER.W R 

8506200285 

50 322 

S 

6506270717' 

50 280 

Q 

BUTLER.W R 

8506200431 

50410 

A 

6506190014 

FOJA 


BUTLER.W R 

8506200490 

50 453 

A 

8506160291* 

FOIA 


BUTLER.W R 

8506210159 

60 354 

A 

6506130265* 

FOIA 


BUTLER.W R 

8506210401 

50 458 

S 

8506140057* 

FOIA 


BUTLER.W R 

8506240101 

50 397 

P 

8506140113* 

FOIA 


BUTLER.W R 

8506240108 

60 387 

P 

8506240224* 

FOIA 


BUTTERFIELO.L 

8506190357 

TOPREP 


8506240576* 

50 352 

F 

BUHERFIELD.L 

8506190357 

TOPREP 


8506240608* 

50 271 

Q 

BUTTERFIELO.L 

8506270439 

TOPREP 


8506250319* 

FOIA 


BUTTERFIELD.L 

8508270439 

TOPREP 


8506250325* 

FOIA 


BUXTON, L D 

8506190042 

NUREQ 


8506250339“ 

FOIA 


BYERS.M A 

8504150148* 

SO 358 

A 

6506250344* 

FOIA 


BYRD.R 

8506150024* 

50 416 

S 

8506250365* 

FOIA 


BYRD.R C 

8506060599* 

50 322 

H 

8506260363* 

FOIA 


BYRD.R.W 

8506150018* 

50 416 

S 

8506180049* 

6506100068' 

FOIA 


BYRD.n.W 

8506260445 

50 416 

S 

FOIA 


BYRNE.M 

8500190337 

PR 


8506160079' 

FOIA 


CABA.E 

8506040407 

50.346 

s 

8506180068* 

FOIA 


CABELL, A S 

6506190179* 

40-0586 


0506180091 ■ 

FOIA 


CACCIAPOUTI.R 

6506210353' 

50-309 

p 

8606180149* 

FOIA 


CAHILL,W,J. 

8506030130' 

50-450 

0 

8506140163 

40-8027 


CAHILL, WJ, 

8S0610038Q 

50-450 

A 

6506270638* 

50 416 

Q 

CAHILL, WJ 

0506200004 

50-456 

K 

8508140624 

50-261 

P 

CAHILL,WJ. 

8506270132 

50 450 

A 

8506030569 

60-445 

F 

CALDWELL.CW 

8506240324' 

50-390 

0 

6506160443 

60-445 

F 

CALDWELL, R, A 

8506240200* 

50-285 

Q 

8509100044 

50 445 

A 

CALIENDO.R J 

8506130302 

50-322 

G 

8509110270* 

8509140490' 

FOIA 


CALL.K. 

8506180069 

FOIA 


50-298 

Q 

CAMERON.F X 

0211060647' 

FOIA 


6506250356* 

FOIA 


CAMERON, F X 

8508130173' 

FOIA 


8506250180' 

FOIA 


CAMERON,J.R 

0506030101 

NUREQ 


8506070423 

60 352 

G 

CAMP, A, L 

0506100513* 

FOIA 


6306060083' 

FOIA 


CAMPAGNONE.MJ 

6506040581 

60-307 

F 

6306090087' 

FOIA 


CAMPBELL, M. 

8500120526* 

FOIA 


8306069091 * 

FOIA 


CAMPBELL, T.G 

8506270666 

50.313 

F 

6506180305* 

FOIA 


CAMPBELL.W.R 

8506070183 

60 463 

S 

6506180308* 

FOIA 


CANADLJ. 

6509220237 

FOIA 


8506190311* 

FOIA 


CANTER, H, 

8506220264* 

50 208 

Q 

8506190315* 

FOIA 


CANTRELL.F.S 

6600170239* 

50-395 

Q 

8506180318* 

FOIA 


CANTRELL, FS, 

6506270601* 

50 250 

Q 

8506100321* 

FOIA 


CAPSTICK.R,W 

6506040355 

60 271 

P 

8506190324* 

FOIA 


CAPSTICK.R W, 

6506100442 

50 271 

P 

8506180340* 

FOIA 


CAPSTICK.R.W 

8606270616 

60-271 

F 

8506100719 

60-360 

P 

CAREY.J.J 

6506030633 

50-412 

F 

85061605 BO 

60-266 

P 

CAREY, J.J 

8506040364 

50'334 

F 

8506180597 

50 344 

P 

CAREY,J,J. 

8506060374 

60 412 

A 

8506200352 

50-344 

P 

CAREY, J J. 

8606070180 

60-334 

R 

8509210420 

60-285 

F 

CAnEy,J.J 

8606070370 

60 412 

A 

6506210425 

50-344 

P 

CAREY,J,J. 

6506100353 

60 412 

Q 

6508210430 

50-344 

F 

CAREY,J.J, 

6506110265 

60 412 

F 

6509240069 

60-336 

P 

CAREY ,J,J 

8506110316 

60'334 

Q 

8500240073 

60-282 

P 

CAREY,J,J. 

8609110396 

60 412 

E 

6606240332 

50-335 

F 

CAREY, J.J. 

8506110432 

60 412 

A 

6509240625 

60-344 

P 

CAnEY,J,J. 

8506130336 

60'334 

P 

8509110365 

60-329 

S 

CAREY, J J 

6506140123 

SO 412 

K 

8509060323 

60-387 

P 

CAREY, J.J. 

6606140655 

50 334 

0 

6509090333* 

60-387 

P 

CAREY.J J. 

8506170420 

60 334 

F 

6506200103 

60-45B 

F 

CAREY, J J, 

8506160043 

50-412 

A 

8506200196 

BO-354 

E 

CAREY,J.J, 

0506210016 

60-412 

D 

8303090590' 

FOIA 


CAflEY,J.J, 

0606210148 

60-334 

P 

8312060236* 

60-413 

A 

CAREY,J,J, 

8606250267 

60-412 

Q 

8403160106* 

60 416 

P 

CAREY.J,J, 

8506260103 

60 334 

P 

8409050617* 

60 440 

A 

CAREY,J,J 

8506260433 

60-334 

P 


PERSONAL AUTHUH inuca 




AUTHOR 


CAREY, J J 
CAREY.J J 
CAREY.J J 
CAREV.J J 
CAREY.J J 

CAREY.J J 
CAREY.J J 
CAREY.J J 
CAREY.J J 
CARLSON.R T 

CAHPENTER.Q L 
CARPENTER, J 
CARPENTER,J 
CARP ENTER, J 
CARP ENTER, J H 

CAR RENTER, JH 
GARR.JC 
CAHSON,B H 
CARUSO.R, 
CASE.E G 

CASE,EG 
CASE,E G 
CASELLA.FA 
CASEY.L 
CASH.LO 

CASSlOy.B P 
CASSIDY.R 
CASSIOY,R 
CASTO.W R 
CATINO.A 

CATTOJR.A C 
CAWLEY.J T 
CERMAK.J 0 
CERNE.AC 
GESARE,J G 

CHAFFEE, R S 
CHAWBERLAIN,D 
CHAMBERLAIN, D 
CHAMBERS.J F 
CHAN.E I 

CHAN.E.I 
CHAN.E I 
CHANGE I 
CHAN.S.F 
CHAN.S F 

CHAN.T.L 

CHANDEYSSON.P 

CHANDLEfl.J.C, 

CHANDLER.JC 

CHANDLER.J.C. 

CHANDLER,J C 
CHANEY.H 0 
CHANEY, H D 
CHANG, K C. 
CHANQ.K C 

CHANG.M.T 
CHAPELL,D,R. 
CHAP ELL, D,R 
CHASe,JW 
CHAUDHARY.S K 

CHECK.PS 
CHECK, P, 8, 
CHECK.PS 
CHECK.P.S, 
CHECK, P.S 

CHECK, P.S 

CHECK.PS 

CHEH.U, 

CHEN.P, 

CHERMEL.I. 

CHEUNQ.L 

CHIANQLNJ, 

CHILK.SJ, 

CHILK,S,J 

CHILK,S,J 

CHILK.S.J 

CHILK.S.J, 

CHILK.SJ, 

CHiLK.S.J 

CHJLK.S.J. 

CHILK.S,J. 

CHILK.SJ. 

CHILK.S.J 

CHILK.SJ, 

CHILK.SJ. 

CHILK.SJ, 

CH1LK,SJ. 

CHILK.SJ. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


6506270092 

50 412 

A 

CHILK.SJ 

8606270092 

50412 

A 

CHILK.SJ 

8506270092 

50-412 

A 

CHILK.SJ 

8506270099 

50 412 

S 

CHILK.SJ 

8506270102* 

50 412 

A 

CHILK.SJ 

0506270506 

50-334 

P 

CHILK,SJ 

8506270517 

50-334 

P 

CHILK,S J 

8506280137 

50 412 

A 

CHILK.SJ 

8506280149 

50-334 

P 

CHILK.SJ 

8506200395* 

FOIA 


CHILK.SJ 

8506180297 

50 263 

S 

CHILK.SJ 

8411080185* 

50-322 

H 

CHILK.SJ 

8411080191* 

50 322 

H 

CHILK,SJ 

8411080196* 

50 322 

H 

CHILK.SJ 

8506120004 

50 400 

T 

CHILK,SJ 

8506140261 

50-400 

G 

CHILK.SJ 

8506130142* 

FOIA 


CHILK.SJ 

0506060361 * 

50-263 

Q 

CHILK.SJ 

8506040167* 

50-387 

P 

CHILK.SJ, 

8305050434* 

50-206 

P 

CHILK.SJ 

8411200212* 

50 206 

P 

CHILK.SJ 

8506050012* 

60 346 

F 

CHILK.SJ 

8506140529* 

50 293 

Q 

CHILK.SJ 

8506050739 

WASTE MGT 

CHILK,S J. 

8506220169* 

50 206 

P 

CHILK.SJ 

0506160219* 

FOIA 


CHILK.SJ. 

8506250271 

50 454 

S 

CHILK.SJ 

0506260461 

50 454 

S 

CHILK.SJ 

8506140622 

NUREG 


CHILK.S J 

8506060772* 

70 2694 


CHILK.SJ 

8506240266 

PR 


CHILK.SJ 

6506130127* 

FOIA 


CHILK,S J 

6504100265 

50 327 

P 

CHILK,S,J. 

8506210301* 

50 443 

Q 

CHILK.S J. 

6506260176 

50 416 

R 

CHILK,S J 

8506240001 

50 133 

S 

CHILK.SJ 

8500030167* 

50 458 

Q 

CHILK.SJ 

8S06140135* 

60 458 

0 

CHILK.SJ 

0506130266* 

FOIA 


CHILK.SJ 

8506060222 

50 456 

Q 

CHILK,S.J 

8506110405 

50 456 

G 

CHILK.SJ. 

8506200216 

50-456 

Q 

CHIRAMAL,M. 

8506240727 

50 466 

G 

CHIRAMAUM 

8506060814 

NUREG 


CHIRAMAUM, 

0506140405 

NUREG 


CHIRAMAUM 

8506060254* 

60 423 

Q 

CHO.D.H 

6506110417* 

FOIA 


CHOPRA.O.K. 

8506030545 

TOPREP 


CHOU.C.K 

6506050502 

TOPREP 


CHOU.C.K, 

6506110311 

TOPREP 


CHOU.C K 

6506210290 

TOPREP 


CHOU.C K. 

6508050585* 

50-267 

Q 

CHOU.C.K. 

8506200231* 

50-302 

Q 

CHOU.C K 

8506050509 

WASTE RES 

CHOU.C.K 

8606120125 

WASTE RES 

CHOU.C K. 

8506130175 

NUREQ 


CHRISSOTIMOS.N 

B311110099* 

FOIA 


CHRISSOTIMOS.N 

8502250147* 

FOIA 


CHRISSOTIMOS.N 

8606210074* 

50-324 

Q 

CHRISTMAN. J.N, 

8506250364* 

50-354 

Q 

CHRISTMAN.J.N 

0506130050* 

50-285 

P 

CHRISTMAN ,J N 

6506130052* 

50-285 

P 

CHRISTMAN ,W.T. 

8506130064* 

50-445 

A 

CHRISTMAN.W T, 

8606130059* 

50-445 

A 

CHU.M,S 

8506130066* 

50-267 

P 

CHUENG.L.S 

6506130083* 

50 313 

P 

CHUNG, D.H. 

6506130381* 

50-267 

P 

CHUNG.H M. 

0606070564* 

50-289 

Q 

CILIMSERG.R L 

B21 1060535* 

60-206 

P 

CILLIS.M 

8606140672* 

PR 


C1LLS.M. 

0506260542* 

50 423 

Q 

CIOFFI.J 

8506100026* 

60 400 

S 

CIOFFI.J A 

8402130007 

60-526 

A 

CLAIRBORNE.H.C 

8408200500* 

FOIA 


CLARDY.L 

8408200505* 

FOIA 


CURK,A T. 

8605310607* 

PR 


CLARK, KK 

8505310620* 

PR 


CLARK.H.K 

6506030221 

60-352 

Q 

CLARK.HK 

6606030229 

50-341 

Q 

CLARK.P.R. 

8506030444 

60-440 

G 

CLARK,P.R. 

8506030497 

50-293 

Q 

CLARK,R A 

8506050170* 

FOIA 


CURK.H,H. 

8506050365 

10CFR 


CLARK.R.I. 

6506060205 

60 289 

P 

CLELAND.L.L, 

6606070136 

60-269 

P 

CLELAND.L L, 

6506070393 

50-269 

P 

CLEMENTS.B R, 

8506070485 

60-322 

Q 

CLEMENTS, B.R. 

8506110229* 

FOIA 


CLEMENTS.WL. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


6506110499 

PRM 


CLEMENTS.W L 

6506110501 

PRM 


CLEMENTS ,W L 

8506110509 

PR 


CLEMMENS.C B 

8506110551 

PR 


CLEMONS, P 

8506110560 

PR 


CLEMONS, P 

8506120142* 

FOIA 


CLEMONS.P 

8506120224* 

50-275 

P 

CLEMONS.P E 

6506120242* 

FOIA 


CLIFF.W 

6506130157* 

FOIA 


CLIMER 

8506130184 

50 289 

G 

CLIMER 

8506130219 

50-352 

Q 

CLINE.W E 

8506130251* 

FOIA 


CLINE.W E 

8506130372* 

50-269 

S 

CLINE.W E 

6506130581 

50-528 

P 

CaBB,J C 

8506140293 

50 329 

G 

COB8,l 1 

8506140347 

50 352 

Q 

COSB.L 1 

6506150266* 

FOIA 


COBB.L 1 

8506150275* 

FOIA 


COBB.L I. 

8506150283* 

50-322 

P 

COBB.L 1 

8506170019 

50-322 

P 

COBB.L 1 

8506170365 

50-352 

G 

COBB.L 1 

8506170452 

50-483 

Q 

COBB.L 1 

8506170499 

50-309 

Q 

COBB.L 1 

8506180245* 

FOIA 


COBB.L 1 

8506190262 

50-289 

Q 

COBB.L 1 

8506100271 

50-498 

Q 

CODELL, R 

8500100477 

10CFR 


COEN.R 

8500190534 

50-482 

P 

COHEN ,1 

8506200152 

50-443 

G 

COHEN.I 

8506210143 

PR 


COHEN.I 

8506210316 

50-322 

G 

COHEN.I 

8506210338 

PR 


COHEN.I 

8506240103 

50-322 

G 

COHEN, S 

8506250001 

50-209 

P 

COHEN, W S. 

6506260144* 

FOIA 


COLE,CN 

0506260396* 

FOIA 


COLE.C N 

6506260640 

10CFR 


COLE.C N 

6506270550 

50 413 

Q 

COLE.C N 

8506270553 

50-261 

G 

COLEMAN, C 

0506280028 

50-322 

G 

COLEMAN, N M 

8506280078 

50-329 

G 

COLEMAN.N M 

6506070685 

50-369 

S 

GOLEM AN ,N,M 

0506070669' 

SO 369 

S 

COLEMAN.N M 

0506070693 

50 316 

s 

COLEMAN, R, 

8506070696* 

50 316 

s 

COLEMAN.R 

8506100316* 

REVIEW QR P 

COLEMAN, R 

8506140599 

NUREQ 


COLEMAN.R 

8506110049* 

FOIA 


COLLI NGS.S P. 

8506110055* 

FOIA 


COLLI NGS.S P. 

6508110088* 

FOIA 


COLLI NS.D 

85061 10099* 

FOIA 


COLLINS.D, 

8506110144* 

FOIA 


COLLINS ,0 M 

8506110140* 

FOIA 


COLLINS.JT 

8506110167* 

FOIA 


COLLINS, JT 

8506110159* 

FOIA 


COLLINS, JT 

0506050072* 

50 373 

Q 

C0LL(NS,J T 

8506070S67 

50 373 

S 

COLLINS, J.T 

8506280323* 

50-254 

Q 

COLLINS.J T 

8506060368 

50-322 

Q 

COLLINS.J.T 

8506060358 

60-322 

Q 

COLLINS.JT. 

8506180177 

50 322 

Q 

COLLINS.L S, 

8506060300* 

SO 322 

G 

COLLINS.P.F 

8506060380* 

50-322 

G 

COLLINS.R 

6506050678 

WASTE RES 

COLLINS,S J 

8506100543* 

50 322 

Q 

COLL1NS.S.J. 

8506050384 

WASTE RES 

COLLINS.SJ 

8506140599 

NUREG 


COLLINS.SJ 

8606040229* 

QA999 


COLLINS,S.J, 

6506240143* 

50-224 

Q 

COLLINS.S J 

6506240402* 

50-276 

Q 

COLLINS.S J. 

8506030505* 

50-311 

Q 

COLL INS, S.J. 

8506200240* 

50-423 

Q 

COLLINS.SJ, 

8506130358 

NUREQ 


COLLINS.S, J, 

8506140217* 

60-331 

P 

COLLINS.S J 

8500140456 

PROJ 


COLOMBO.R. 

8506130199 

50-462 

G 

COLOMBO.R.W. 

8506140383 

60-462 

Q 

COLOMBO.R W 

8606170378 

60-462 

G 

COMBS,F. 

8606060479* 

60-289 

T 

C0MBS,F- 

8506110715 

60-289 

P 

COMBS.F 

8506040284* 

50-282 

P 

COMBS.F C. 

0506270279* 

60-369 

P 

COMP ERE, E.L 

8506160133* 

FOIA 


CON0ERE.W. 

8606110099* 

FOIA 


CONDIT.R 

8606110144* 

FOIA 


CONDIT.R, 

6506130551 

60-445 

S 

CONOILR. 

8506180501* 

50-445 

G 

CONDlT,R. 

8506040612 

60-322 

Q 

CONGEL.FJ. 


ACCESSION 

NUMBER 

8506040616 

8506040672 

85062B0040 

8506070021* 

8506210358* 

6506200122* 
8506080437 • 
8506040513* 
850 607003 7 
8606070637 

8506210433* 
8506210442* 
0506280226* 
0506260116* 
02081302 O'?* 

8305170126' 

8410020202* 

0410230249* 

0508130312* 

0506130342* 

0606130350* 

0506140110* 

0506140378* 

0506250119* 

0506260307* 

8506110462 

8506040090 

0506060076* 

0606070063* 

D 506070255* 

8506070343* 

0506070615* 

0506070377* 

0506130404* 

6506240217* 

0506240222* 

9506240239* 

8506240246* 

8505310666* 

8506060221* 

6506100765 

0506100763 

6506130440 

6506040517 

8506070120 

8506270356 

8506270376 

8506030223 

8506200393 

8506180141 

8506240442* 

8506110718* 

8506050382* 

8506050360* 

8506130092* 

8506160133* 

0506150166* 

8606160254* 

8506220016* 

0608220056* 

8606060451* 

8500130607* 

8806050673 

0606040235 

0608040340 

8508060379 

8508140108* 

8508140373 

8506140554 

8506210200 

0506210298 

8506250309 

8500280529 

8506280004 

8506260111 

6506040105 

8506270853 

6508110596* 

8608110847 * 

8506120072* 

8506120082* 

0506140622 

8506100031 

85060S0261 

8506060332 

8506150290 

8506250100 

8403270285* 


CATEGORY 

50-322 

Q 

50-322 

Q 

PR 


50-317 

Q 

50-245 

Q 

50-213 

O 

70-371 


50-440 

O 

50-316 

R 

50-315 

R 

50-400 

Q 

50-259 

O 

60-395 

Q 

50-320 

P 

FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


FOIA 


WASTE MGT 

50-237 

S 

60 293 

Q 

50 322 

U 

60 352 

Q 

50 387 

Q 

50-219 

0 

REGGD 


50 309 

H 

FOIA 


FOIA 


FOIA 


FOIA 


PR 


WASTE RES 

WASTE RES 

WASTE RES 

WASTE RES 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

40-8628 


40-0820 


50-338 

S 

50-320 

Q 

FOIA 


50-445 

Q 

60-445 

Q 

50-313 

P 


FOIA 

FOIA 

roiA 

60-382 

50-382 


CONTRACT 
60-206 V 

40-0602 
60-244 O 

50 362 P 


50 443 
60-362 
50-266 
50-247 
50-352 


60-443 
60 272 
50 410 
SO 260 
50-312 


60-312 

60-312 

roiA 

FOIA 

FOIA 


FOIA 

NUREQ 

NUREG 

FOIA 

FOIA 


FOIA 
FOIA 
60 418 
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AUTHOR 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CA!EGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CONGEL.FJ 

8504100107* 

50-458 

A 

COPELAND.VG 

8506200207 

SO 456 

G 

CROUSE.R P 

8506280123 

50 346 

S 

congeufj 

8504220314* 

SO-155 

O 

COPELAND.VG 

8506210328 

50456 

6 

CROUSE.R P 

6506280142 

50 346 

P 

CONGEL.F J 

6506210391 

50 458 

A 

COPELAND, V G 

8506210328 

50 4S6 

G 

CROW.WT 

8506040589 

/0 734 


CONLQN.TE 

8506270702* 

50 424 

Q 

COPELAND.VG 

8506210491 

50 456 

G 

CROW.W T 

8506060042 

701161 


CONLONJE 

8506270784* 

50 424 

O 

COPELAND.VG 

8506270477 

50 456 

G 

CHOW.W T 

6506060040* 

70 1151 


CONNELL, W 

8506070378 

50 461 

O 

COPELAND.VG 

8506270477 

50 456 

G 

CROW.W T 

8506060051* 

70 1151 


CONNELLY, S R 

8506200224 • 

FOIA 


CORNELL, E K 

8506120279* 

FOIA 


CROW.W T 

8506060081 

40 8027 


CONNER,E 

8506170321 

S0219 

S 

CORRADINI.M 

8506190309 

REVIEW Gfl P 

CROW.WT 

8506060233 

40 3392 


CONNER.E L 

8506210497* 

50 219 

o 

CORRADINI.M 

8506100309 

REVIEW GR P 

CROW.WT 

8506060255* 

40 3392 


CONNER,! B 

8506040675 

50 352 

G 

CORRADINI.M L 

8506190320* 

REVIEW GR P 

CROW.W T 

8506060267* 

40 3392 


CONNER,! B 

8506040675 

50 352 

G 

CORRADINI.M L 

8506190322* 

REVIEW GR P 

CROW.WT 

8506070032 

70-1060 


CONNER.! B 

8506070609 

so 352 

G 

CORRADINI.M L 

8506190326* 

REVIEW GR P 

CROW.W ! 

8506070035* 

70 1068 


CONNER,! B 

8506070609 

50-352 

G 

CORRADINI.M L 

8506190330* 

REVIEW GRP 

CROW.W T 

850618045B* 

FOIA 


CONNER,! B 

8506100695 

50-352 

G 

CORRADINI.M L 

8506190390' 

REVIEW GRP 

CROW.W T 

8506210031 

70 1201 


CONNER,! B 

8506100695 

50-352 

Q 

CORRADINI.M L 

0506190336* 

REVIEW GR P 

CHOW.W! 

8506210034* 

70 1201 


CONNER,! 8 

8506100721 

50-352 

Q 

COSTANZI.F A 

8506050524* 

WASTE RES 

CROW.WT 

8506210036* 

70 1201 


CONNER.! a 

8506170210 

50-352 

G 

COSTELLO 

8506070172 

l&E 


CROW.W! 

8506210157 

70 734 


CONNER.! B 

8506170210 

50-352 

G 

COSTELLO, FM 

8506060361* 

50 293 

Q 

CROW.WT 

8506210166* 

70-734 


CONNER ! B 

8506210459 

50-352 

G 

COTHAM.B M 

8506170667 

NUREG 


CROW.W! 

8506210175 

70143 


CONNER,! B 

6506210469 

50 352 

G 

COnER.B P 

8506030439 

27 39 


CROW.WT 

0506210189* 

70 143 


CONNER,! B 

8506210465 

50 352 

G 

COVEY.M 

8506150128* 

FOIA 


CROW.WT 

8506240185 

40 7455 


CONNER.! B 

0506210465 

50-352 

G 

COWAN.B Z 

8506050191 

PR 


CROW.WT 

8506240193* 

40 7455 


CONNER,! B 

8506280022 

SO 352 

G 

COWAN.B Z 

0506150272* 

SO 322 

P 

CROW.WT 

8506240203* 

40 7455 


CONNER.! B 

0506280022 

SO 352 

G 

COWFER.CD 

8506140218* 

50 289 

P 

CROW.WT 

050624020B' 

40 7455 


CONNOLLY.H ! 

0506070232 

50 261 

F 

COWGILL.C 

6506170512 

50 320 

S 

CROW.W T 

8500240216* 

40 7455 


CONROY B W 

8506240260* 

40-8663 


COWGILL.C 

0506240442* 

50 320 

Q 

CROW.WT 

0506240231 

70 I100 


CONS!A0LE.G L 

8506030518* 

50-382 

0 

CRAFT.C M 

0506140052 

NUREG 


CROW.WT 

0506240241* 

70-1100 


CONS!ABLE,G L 

8506130439* 

50-382 

A 

CRAIG.J 

0506040229* 

QA999 


CROW.WT 

8506240240* 

70-1100 


CONSTABLE.G L 

8506150078* 

FOIA 


CRALEY.N N 

8506110232* 

FOIA 


CROW.WT 

8506240344 

70 2910 


CONS!ABLE.G L 

85061500BS* 

FOIA 


CHAMOND.W fl 

8506240645 

50-266 

P 

CROW.W, T 

8506240348* 

70-2910 


CONS!A0LE,G L 

6506150106' 

FOIA 


CRANE, J H 

6506030121* 

50-528 

T 

CROW.WT 

0506240353* 

70 2910 


CONS!ABLE.G L 

8506150151* 

FOIA 


CRANE.P A 

0506040644* 

50-275 

S 

CROW.WT 

0506240411 

40 0027 


CONSTABLE.G L 

0506100508* 

50 382 

a 

CRANE, PA 

8506120176* 

50-133 

R 

CROW.WT 

8506240457 

70 2928 


CONSTABLE.G L 

8506200231’ 

50 302 

Q 

CRANE.P A 

8506140426 

50-275 

J 

CHOW.W T 

0506240473* 

70 2028 


COOK.FR 

8506050483 

WAS!E MGT 

CRANE.P A 

8506100161 

50-323 

J 

CROW.WT 

8506240481 * 

70 2928 


COOK.H L 

8506220183* 

FOIA 


CRANSTON.A 

8606250172 

PH 


CROW.WT 

0506240491 

70 1257 


COOKHL 

8606220107* 

FOIA 


CHANWELL.R M 

8506050276 

WASTE RES 

CROW.WT 

8506260080 

70-1359 


COOK.H L 

8506220194* 

FOIA 


CRANWELL.R M 

8506050344 

WASTE RES 

CROW.W T 

0506260379 

40-8027 


COOK.H L 

9506220196* 

FOIA 


CRANWELL.H M 

8606050392 

WASTE RES 

CROWLEY.B H 

0506270669* 

50-321 

o 

COOK.H L 

8506220197* 

FOIA 


CRANWELL.R M 

85O60SO432 

WASTE RES 

CROY.PA 

85060401 10 

50 206 

F 

COOK.H L 

8506220216* 

FOIA 


CRANWELUH M. 

8508060304 

WASTE RES 

CRUTCHFIELD.D 

8200040202* 

50 206 

P 

COOK.H L 

8506220219* 

FOIA 


CRANWELL.R M 

8506060523 

WASTE RES 

CRUTCHFIELD.O 

0404050051 * 

FOIA 


COOK.HL 

6506220224* 

FOIA 


CRANWELUH M 

8506100791 

WASTE RES 

CRUTCHFIELD.D 

0405180070* 

FOIA 


COOK.H L 

8506220229* 

FOIA 


CHANWELL.R M 

85061 10690 

WASTE RES 

CRUTCHFIELD.D 

8405210473* 

FOIA 


COOK.HL 

8506220230* 

FOIA 


CBEED.J H 

8506040506* 

70-2968 


CRUTCHFIELD.D 

8400240075* 

50 416 

S 

COOK.H L 

0506220233* 

FOIA 


CREEO.J R 

8506060002* 

50 454 

Q 

CRUTCHFIELD.D 

0411140136* 

50 382 

£ 

COOK.HL 

8606220234* 

FOIA 


CREED. J R 

8506140471* 

50-264 

Q 

CRUTCHFIELD.D 

8506030280 

50 220 

S 

COOK.H L 

8506220245* 

FOIA 


CREED.J R 

8506140489* 

50-264 

Q 

CRUTCHFIELD.D 

8506040423* 

50 155 

P 

COOK.H L 

8506220250* 

FOIA 


CREEO.J R 

8508140643* 

50-123 

Q 

CRUTCHFIELD.O 

8506140502 

50 470 

E 

COOK.H L 

8506220254* 

FOIA 


CREED.J fl 

8506190158* 

50-263 

Q 

CRUTCHFIELD.D 

8506150059* 

FOIA 


COOK.HL 

8506220256* 

FOIA 


CREED.JR. 

8508240204* 

50-346 

0 

CRUTCHFIELD.D 

8606150177* 

FOIA 


COOK.H L 

8506220263* 

FOIA 


CREED.J fl 

8506250098* 

50 341 

Q 

CRUTCHFIELD.D. 

8506150102* 

FOIA 


COOK.H L 

8506220267* 

FOIA 


CHEWS.J L 

8506220002* 

50-206 

P 

CRUTCHFIELD.D 

8506100348’ 

50 602 

A 

COOK.H L 

8506220270* 

FOIA 


CREWS.J L 

8506220005* 

50-206 

P 

CRUTCHFIELD.D. 

0506220023* 

60-382 

P 

COOK.H L 

85062202 72* 

FOIA 


CHEWS.J L 

8606220179* 

50 206 

P 

CRUTCHFIELD.D 

8506240130 

50 250 

P 

COOK.H L 

8506220273* 

FOIA 


CnEWS.J L 

8506240243’ 

60 397 

Q 

CRUTCHFIELD.D 

8506270153 

60-361 

F 

COOK,H L 

8506220281* 

FOIA 


CHLENJAK.R V. 

8506210055* 

50 335 

Q 

CRUTCHFIELD.D 

8606270168 

SO 36B 

F 

COOK.J 

8506180319 

50-333 

n 

CRLENJAK.R.V 

8508210518* 

60 335 

Q 

CULLEN.EJ 

0503150327 

60 352 

F 

COOK.JW 

8506050310 

50-329 

R 

CflOCKER,L P 

8606150213* 

50 424 

A 

CULLEN.EJ 

6508210500 

50 352 

F 

COOK.JW 

8506070128 

50-329 

s 

CROCKEfl.L P 

8506150228* 

50-424 

A 

CUMMING.JJ 

0506130129* 

FOIA 


COOK.JW 

8506190214 

50-329 

A 

CnOCKEfl.L P 

8506160235* 

60 424 

A 

CUMMINGS.G.E 

8506050304 

WASTE RES 

COOK.JW 

8506210318 

50-329 

A 

CROFF.A G. 

0506130356 

NUREG 


CUMMING5.JJ 

0506110610* 

FOIA 


COOK.KW 

8506030380 

60 382 

o 

CRONENBERG. AW 

8506190316* 

REVIEW GRP 

CUMMINGS, JJ 

8508150236* 

FOIA 


COOK.KW 

8506050526 

SO 382 

s 

CnoSSMAN.W A 

8506030518* 

50 302 

Q 

CUMMINGS, R A. 

0606050794 

WASTE RES 

COOK.KW 

8506060573 

50-382 

s 

CROSSMAN.WA 

8506030526 

50 408 

S 

CUMMINS, B R 

0506130557 

50-245 

S 

COOK.KW 

8506070088 

50-382 

F 

CROSSMAN.WA 

8506070277* 

50-498 

A 

CUMMINS.B.R 

0506130573* 

50 245 

S 

COOK.KW 

8506110215 

60-362 

s 

CROSSMAN.WA 

6506070291 * 

50 498 

A 

CUNNINGHAM.A L 

0506200226* 

50 395 

o 

COOK.KW 

8506110524 

50 382 

F 

CflOSSMAN.W A 

8506100343* 

50 498 

A 

CUNNINGHAM, G E. 

0506110207* 

FOIA 


COOK.K.W 

8506110711 

50-382 

S 

CROSSMAN.WA 

8500100510* 

50-493 

S 

CUNNINGHAM.G E 

8506130122 

71 0139 


COOK.KW 

8506170205 

60382 

P 

CROSSMAN, W. A 

8506100566* 

50493 

Q 

CUNNINGHAM.Q E 

8506130574 

71-9105 


COOK.K W 

8506190212 

SD'302 

P 

CROSSMAN.WA 

8606 100573* 

60-493 

Q 

CUNNINGHAM,G H 

8309160080* 

FOIA 


COOK.K.W 

B5O6200368 

60-362 

P 

CflOSSMAN.W A 

8506180346* 

50 382 

Q 

CUNNINGHAM, G.H. 

0411200528* 

PR 


COOK.KW 

8506240240 

60-382 

s 

CROUSE.R P 

8506D30I91 

60-340 

P 

CUNNINGHAM.G H. 

8506140143* 

60-209 

Q 

COOK.KW 

85062S026S 

50-302 

s 

CROUSE.B.P 

8506030197* 

50-346 

P 

CUNNINGHAM, G.H 

0506150117* 

FOIA 


COOK.R. 

8506170512 

50-320 

s 

CROUSE.R P 

8506040126 

50-346 

P 

CUNNINGHAM.Q.L 

8506130506* 

50 305 

P 

COOK.fl 

8506240442* 

50-320 

Q 

CflOUSE.R P. 

8506Q40537 

50-346 

Q 

CUNNINGHAM.L 

8506160241 

60-302 

Q 

COOL.D.A 

8506060267* 

40-3302 


CflOUSE.H P. 

8506060078 

50 346 

0 

CUNNINGHAM.L. 

8506150261 

50 382 

P 

COOL.DA 

8506240203* 

40-7455 


CROUSE.R P 

8506070540 

60-346 

P 

CUNNINQHAM.L 

8506250114 

60-416 

P 

COOLEY, R A 

8506060461 * 

50-458 

Q 

CflOUSE.R P 

8506100344* 

60-346 

P 

CUNNINGHAM.L G. 

8506240415 

60-382 

A 

COONEY.MJ. 

8506040011 

50 352 

Q 

CROUSE.R P 

8606110448 

PR 


CUNNINGHAM, R 

0505310542* 

PR 


COOPER.LJ 

8506070710 

50-298 

S 

CflOUSE,R P 

8500140465 

50-346 

S 

CUNNINQHAM.R E 

8506110021* 

FOIA 


COOPERS!E(N,R 

8506190195* 

40 0686 


CROUSE.R,P 

8506170500 

60-346 

P 

CUNNINGHAM, R E. 

8506110248* 

FOIA 


COPELAND.FS, 

9606 140360* 

FOIA 


CROUSE.R P 

8506210296 

60-346 

F 

CUNNINGHAM.R E 

8606110294* 

FOIA 


COPELANO.FS, 

8506140406* 

FOIA 


CROUSE.H P 

85O624Q0S0 

50-348 

Q 

CUNNINGHAM.R.E 

8506110324* 

FOIA 


COPHUND.R A. 

8506 140 109 

60-316 

P 

CROUSE.R, P. 

8506240418 

60-348 

F 

CUNNINGHAM, R.E. 

8506110357* 

FOIA 


COPEUND.VG, 

6506180169 

50-458 

G 

CROUSE.H,P. 

8606250179 

50-346 

P 

CUNNINQHAM.RE. 

8S061 10463* 

FOIA 


COPEUND.V.G, 

8506180169 

50-456 

Q 

CROUSE.R P. 

8506250188* 

60-346 

P 

CUNNINGHAM, R E 

0506110476* 

FOIA 


C0PEUND.V.6, 

8508200207 

50-456 

G 

CROUSE, fl P 

B5062 70102* 

50 412 

A 

CUNNINGHAM.R E. 

8506110487* 

FOIA 
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CUNNJNGHAM.R E 

8506120304* 

FOIA 


CUNNINGHAM, R E 

8506120320* 

FOIA 


CUNNJNGHAM.R E 

8506120329* 

FOIA 


CUNNINGHAM, R E 

8506120334* 

FOIA 


CUNNJNGHAM.R E 

0506120341* 

FOIA 


CUNNJNGHAM.R E 

8506120348* 

FOIA 


CUNNJNGHAM.R E 

8506120377* 

FOIA 


CUNNJNGHAM.R E 

8506120405* 

FOIA 


CUNNJNGHAM.R E 

8506120413* 

FOIA 


CUNNINGHAM, H E 

8506120417* 

FOIA 


CUNNINGHAM, R E 

8506140235* 

FOIA 


CUNNJNGHAM.R E 

8506140341* 

FOIA 


CUNNJNGHAM.R E 

8506140645’ 

PR 


CUNNJNGHAM.R E 

8506170640 

71-9156 


CUNNINGHAM.R E 

8506170644 

71-9175 


CUNNJNGHAM.R E 

8506170666 

50-200 

Y 

CUNNINGHAM.R E 

8506200176 

ADVCM 


CUNNINGHAM.R E 

8506240376* 

FOIA 


CUNNINGHAM.R E 

8506240382* 

FOIA 


CUNNINGHAM.R E 

8508240366* 

FOIA 


CUNNINGHAM.R E 

8506240391 * 

FOIA 


CUNNINGHAM.R E 

6506240399’ 

FOIA 


CUOCO.L 

8506180299* 

FOIA 


CUOCO.L M 

8406150296* 

FOIA 


CURRAN.D 

8606060179 

FOIA 


CURnAN.D 

8506110513 

PR 


CURRAN.D 

8506110515’ 

PR 


GURTIS.NW 

8506060440 

60 387 

J 

CURTIS.NW 

8506100276 

50 387 

1 

CURTIS.NW 

05061 10288 

50 387 

P 

CURTIS.NW 

05061 10302 

50 387 

P 

CURTIS.NW 

0506130208 

50 3G7 

J 

CURTIS.NW 

8506130304 

50 387 

P 

CURTIS.NW 

8506170432 

50 387 

P 

CURTIS.NW 

0506200225 

50 387 

P 

CURTIS.NW 

6506210250 

50 387 

Q 

CURTIS.NW 

0506240198 

50 387 

P 

CURTIS.NW 

0506260461 

50 367 

P 

CURTIS.N W 

0506270504 

50 387 

P 

CURTIS.N W 

0506270509* 

50-387 

P 

CURTIS.N W 

0506270576 

50 307 

J 

CURTIS.NW 

8506270500 

50 360 

P 

CURTIS,NW 

8506270585* 

50 300 

P 

CUTTER.A B 

8506060491 

50 400 

A 

CUTTER.A B 

8506170353 

50 261 

P 

CUTTER.A B 

8506190185 

50-261 

F 

CUTTER.A B 

0506240521 

60 324 

P 

CUTTER, A B 

0506250366 

50-261 

F 

CYBULSKIS.P 

8506100472* 

FOIA 


CYBULSKiS.P 

8506100474* 

FOIA 


CYBULSKIS.P 

8506100479* 

FOIA 


CYBULSKIS.P 

0506100400* 

FOIA 


CZAYA,P 

6506120059 

50-210 

S 

OAEMEN.J 

0506050420 

WASTE RES 

OAEWEN.J 

0506250237 

WASTE RES 

DAEMEN,J 

0506250240 

WASTE RES 

DAHLEM.D 

0506110600 

WASTE MGT 

DAHLEM.DH 

0506250306 

WASTE MGT 

DAHLQREEN.D A 

8506100364’ 

FOIA 


DALE.L F 

8506060409 

50 416 

R 

DALE.L.F 

8506070078 

60 416 

S 

DALE.L F 

0506070639 

50 416 

S 

DALE.L F 

0506140283 

50 416 

P 

DALE.L F 

0606150010* 

50 416 

s 

DALE.L F 

8506150020* 

50 416 

V 

DALE.L F 

8506150024* 

50 416 

s 

DALE.L F 

8506150031* 

50 416 

s 

DALE,L F 

0506100304 

50-416 

Q 

DALE,L F 

8506190201 

50-416 

1 

DALE.L F 

8506190340 

50-416 

F 

DALE.L F, 

8506200337 

50-416 

P 

DALE.L F 

8506210120 

50 416 

F 

DALE.L F 

0506210210 

50 416 

0 

DALE.L F 

0506250163 

50 416 

S 

DALE.L F 

8506250396 

60 416 

P 

DALE,L.F 

0506250445 

50 416 

s 

DALE.L F 

8506260176 

50 416 

R 

DALE,L.F 

8506270474 

50 416 

P 

DALE,L.F, 

B506270706 

50 416 

P 

DALTROFF.S L 

8504100442 

50-277 

P 

DALTROFF.S L 

8506040171 

50-362 

P 

DALTROFF.S.L 

8506040390 

50-277 

P 

DALTROFF.S L 

8506060220 

50-352 

F 

DALTROFF.S L. 

8506100129 

50-352 

F 

DALTROFF.S.L 

8506120001 

50-277 

F 

DALTROFF.S L 

8506130172 

50-352 

P 

DALTROFF,S,L 

0606140439 

50-277 

P 

DALTROFF.S L 

8506180404 

50-277 

P 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

DALTROFF.S L 

8506240535* 

50-277 

R 

DALTROFF.S L 

8506250418 

50-277 

F 

DANCE.HC 

85061 10237 

50-413 

S 

DANCE.HC 

8606110460* 

50-269 

Q 

OANCE.HC 

8506270607* 

50-269 

0 

DANCE.HC 

6506270650* 

50-369 

0 

DANIELSON.O H 

8506100631* 

50-455 

0 

DANIELSON.O H 

6506140267* 

50-237 

0 

DANIELSON.O H 

6506250140* 

50-346 

Q 

DANIELSON.O H 

8506250230* 

50-329 

0 

DANIELSON.O H 

0506270093* 

50-461 

Q 

DARBY, 8 K 

8506150104* 

FOIA 


DARBY, a K 

8506150121’ 

FOIA 


DARDIS.MM 

8506030459 

50-352 

G 

DARGATY.Z D 

8506070464 * 

50-440 

E 

DAVENPORT, J H 

8506260042 

WASTE MGT 

DAVIDSONJ 

8506240161 

PR 


DAVIES, L M 

8506130177* 

50-354 

A 

DAVIES, L M 

8506130183* 

50-354 

A 

DAVIS 

8506100152* 

FOIA 


OAVIS.AB 

0001100344* 

FOIA 


DAVIS.AB 

0001300500* 

FOIA 


DAVIS, A B 

8506110591* 

50-358 

Q 

OAVIS.AB 

8506130124* 

50-205 

P 

DAVIS.AB 

0606130262* 

FOIA 


OAVIS.AB 

0506140220* 

FOIA 


DAVIS.AB 

8506170456* 

FOIA 


DAVIS, C B 

0506140624 

50-261 

P 

DAVIS.FC 

8506110585* 

FOIA 


DAVIS.JG 

8506110221* 

FOIA 


DAVIS.JG 

8506110283* 

FOIA 


OAVIS,JG 

8506110344* 

FOIA 


DAVIS, J G 

6506110400* 

FOIA 


DAVIS, J Q 

8506110456* 

FOIA 


DAVIS, J G 

8506110470* 

POIA 


DAVIS.JG 

6506120298* 

FOIA 


OAVIS,J G 

8506140387* 

FOIA 


DAVIS.JG 

Q50614064Q* 

PH 


DAVIS.JG 

0506100113* 

FOIA 


DAVIS, J G 

0606100116' 

FOIA 


DAVIS, J G 

0506180140* 

FOIA 


DAVIS, J G 

8606180170* 

FOIA 


DAVIS, J G 

8606180104* 

FOIA 


DAVIS, J G 

8606100100* 

FOIA 


DAVIS,J,G 

0506180255* 

FOIA 


DAVIS, J G 

0506180563* 

FOIA 


OAVIS.J G 

8506190331* 

40-7308 


DAVIS.J G 

8506200351* 

FOIA 


DAVIS.J G 

8506250374* 

FOIA 


DAVIS.J G 

6506260174* 

FOIA 


DAVIS.K A 

0506050595* 

FOIA 


DAVIS, K A 

0506050610’ 

FOIA 


DAVIS.K A 

0506050644* 

FOIA 


DAVIS.K A 

0506060369 

CONTRACT 


DAVIS.K A 

0506120063* 

CONTRACT 


DAVIS.K A 

0506120065* 

CONTRACT 


DAVIS.M J 

0506270717* 

50 280 

Q 

DAVIS.P 

8506180189* 

SO 208 

P 

DAY.J 

8506170655 

60 370 

S 

DAY.J 

0506240033 

50-369 

S 

DAY.J 

8506240051 

50 369 

S 

DAY.J 

6506260562 

59-370 

S 

DAY.J 

0506260573 

69-370 

S 

DAY.J 

6506270027 

69-370 

S 

DAY.J 

0506270902 

50-369 

S 

DE SOUSA.F.N 

0506050565* 

WASTE RES 

DEAKINS.R A 

0506030125* 

50 528 

T 

DEAN.CB 

8506070248 

50 213 

R 

DEARING.J F 

8506240647 

50 269 

P 

DECKER, T. 

8506210433* 

50 400 

Q 

DEERINWATER.J 

0506030462 

40 9027 


DEERINWATER.J 

0506270397 

40 8027 


DEESE.R J 

0506260025* 

50-312 

S 

DEFAYETTE.R 

8506140441* 

50-155 

0 

DELANEY.G W 

8506260176 

50-416 

R 

DELLA RATTA,A 

8506210305* 

70 820 


OEMEIS.F 

8506240196 

FOIA 


DENISE, HP 

8500030272 

50 482 

P 

DENISe.R P 

8506030531 

SO 482 

Q 

DENISE, fl P 

8506140058 

50 482 

Q 

DENISE.R P 

8506140104 

60-482 

Q 

DENISE.R P 

8506140229 

50-482 

Q 

DENISE.R P 

8506140275 

50 482 

Q 

DENISE, R.P 

8506140318 

50 482 

Q 

DENISE.R P 

8506140327 

SO 482 

Q 

DENISE.R P 

8506140367 

50-482 

Q 

DENISE.R P 

8506140457 

50-482 

Q 

DENISE.R P 

8506140532 

50-462 

Q 


AUTHOR 


DENISE, R P 
DENISE, R P 
DENISE R P 
OENISE,R P 
OENISE,R P 

OENISE,R P 
OENNIS,AW 
OENNIS,AW 
DENTON, H R 
OENTON,H R 

OENTON,H R 
OENTON,H R 
OENTON,H R 
DENTON, H R 
DENTON,H R 

DENTON,H R 
DENTON,H R 
DENTON, H R 
DENTON, H R 
DENTON, H R 

DENTON,H R 
DENTON,H R 
DENTON,H R 
DENTON,H R 
DENTON, H R 

DENTOHH R 
DENTON, H R 
DENTOHH R 
DENTON, H R 
DENTON, H R 

DENTON.H R 
OENTON,H R 
DENTON.H R 
OENTON,H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON.H R 

DENTON.H R 
DENTON.H R 
DENTON.H R 
DENTON, R E 
DENTON, R E 

DENTON.R E 
DENTON, R E 
DEPAULO.W V 
DEPAULO.W V 
DERRICKSON.WB 

DETJEN.J 
DETJEN.J 
DEUSEBIO.J L 


DEVENEY.RC 

OEVICENTIS.J 

DEVINCENTIS,J 

DEVINCENTIS,J. 

DEVINCENTIS,X 

DEVINCENTIS,J- 
DEVIN CENTIS,J. 
DEVIN CENTIS.J 
DEVINCENTIS,J, 
DEVINCENTIS.J 

DEVINCENTIS,J 
DEVINCENTIS.J 
DEVINCENTIS.J 
DEVINCENTIS.J 
DEVINE, HF 

DEVINE.J B 
DEVINE, J B 
DEVINE.J B 
DEVINE, T, 
DEVINE, T 

OEVINE.T. 
DEVINE.r 
DEVINE.T 
DEVOS.D H 
DEW EASE ,J G 

OEWEASE,J.G 
OEWEASE,J.G 
DEWEASE,J Q 
DEWERD.L A. 
DEWEY.J M 


DEWEY.J M 


DEWEY, J.M 
DEWEY.J M 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8506150166* 

FOIA 


8506180459 

50-402 

Q 

8506240155 

60-402 

0 

8606240261 

50-462 

Q 

8506240600 

50-482 

Q 

8606270490 

50-445 

T 

8505210164* 

FOIA 


8606210176* 

FOIA 


6407300059* 

FOIA 


e6O32>O409 

50-412 

A 

8504050296* 

50-362 

P 

8506030021 

MISC 


8506040592 

50-352 

P 

8506040654 

50-352 

P 

8506040664* 

50-352 

P 

8506040669* 

50-352 

P 

8506050357* 

FOIA 


8506050556 

50-289 

P 

8606050817* 

50-333 

F 

8506060768 

NUREG 


8506060773* 

NUREG 


8506100645 

50 289 

P 

8506100866 

50-269 

P 

8606120019* 

FOIA 


8506120162 

COMMISSrO N 

8606120440* 

50-275 

T 

8506130048* 

FOIA 


8506140055 

50 219 

P 

8506150217* 

50 424 

A 

8506150242* 

50 424 

A 

8506150303* 

FOIA 


8506170657* 

50 331 

F 

8506180173* 

50 206 

P 

8506190510 

50 482 

P 

8506190512’ 

50 482 

P 

8506200016 

NUREG 


8606200507 

TOPREP 


8506210150 

GEN TEC 1 

S 

8506210455 

Wise 


8506240475 

50 277 

P 

0606240488 

SO 293 

P 

8506240682 

50 321 

P 

8506250105’ 

50 320 

P 

8506930009 

50 317 

0 

8606200319 

50 317 

p 

8506270530 

50-317 

p 

8606280005 

50-31 7 

Q 

0506170275* 

FOJA 


8606170275* 

FOIA 


0606180298 

50-443 

A 

8506140045 

50-289 

Q 

8506250272 

FOJA 


8606260550 

PR 


8606100656* 

50-247 

Q 

8606260542* 

50 423 

Q 

8506270597* 

TOPREP 


8606070413 

50 443 

Q 

8506030175 

50 443 

0 

8606030458* 

50 443 

Q 

8506040130 

50 443 

S 

8506040481 

50 443 

A 

B506060124 

50 443 

E 

8606060343 

50 443 

A 

0506070446 

50 443 

A 

6506170197 

50 443 

A 

8506270140 

50 443 

S 

8S06270141 

50 443 

S 

8606270154 

50 443 

S 

8506270164 

50 443 

S 

8606170113 

50 409 

J 

6506030300 

XPORTLIC 


6506130533 

XPORTLIC 


6506200506 

XPORTLIC 


6506040557 

50-275 

E 

8506040702* 

FOIA 


6506100489 

50-275 

P 

8506150316 

50-463 

Q 

6506250059 

50-275 

Q 

6506030529 

50-334 

R 

8506100857 

50-498 

V 

8506100664 

50-496 

V 

6506240540 

50 498 

A 

6506270392 

50 498 

F 

6506030101 

NUREG 


6506100706’ 

50 277 

F 

8506100710* 

60-277 

F 

8506100716* 

50-277 

F 

8506100725* 

60-277 

F 




rcndUlMAL AU THOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

DEWEY.J M 

850610073V 

50-277 

F 

OEWEY.J M 

8506100736* 

50-277 

F 

06WEYJ M 

0506100741 • 

50 277 

F 

DEWEYJ M 

8506100748* 

50 277 

F 

OEWEY.J M 

8506100751* 

50 277 

F 

DEWEY.l S, 

8506030648 

50 529 

T 

DEWEY.L S 

8506070626 

50 528 

G 

oewey,ls 

8506240744 

50-529 

G 

DEWin.fl B 

85060401 BO* 

50 255 

P 

DEYOUNG.R C 

8306290640* 

FOIA 


DEYCyUNG.R C 

84012503BV 

F01A 


DEYOUNG.R C 

8401250402* 

FOIA 


DEYOUNG.R C 

8406190634* 

FOIA 


DEYOUNG.R C 

8411080536* 

50-322 

F 

DEYOUNG.R C 

8508130162 * 

FOIA 


DEYOUNG .nC 

8506130328* 

FOIA 


DEYOUNG.R C. 

8506180251 * 

FOIA 


DEYOUNG.R C 

8506180265* 

FOIA 


DEYOUNG.R C 

8506180292* 

FOIA 


DEYOUNG.R C 

8506250125* 

FOIA 


DEYOUNG.RC 

0506250138* 

FOIA 


DEYOUNG.R C 

8506250152* 

FOIA 


DEYOUNG.RC 

8506250171* 

FOIA 


DICHARRY.RD 

8506130116 

71-6717 


DICHARRy,fl D 

8506130120 

71 9056 


DICKERSON.M W 

8506130075* 

50-267 

P 

DtCKEHSON.M.W 

6606130080* 

50-267 

P 

DICKSON.B 

8506220068* 

50-382 

P 

01CUS.G.J 

6605310649* 

PR 


DIEDERICH.GJ 

8506040700 

50-374 

S 

DIEDERICH.G J 

8506060212 

50-373 

S 

DIEOEHICH.GJ. 

6606070168 

5Q-374 

s 

DIEDERICH.GJ 

8506140656 

50 373 

s 

DIEDERICH.G a 

6506170329 

50-373 

s 

OIEDERICH.GJ 

8606170544 

50 374 

s 

DIEDERICH.GJ. 

8506170547 

60-373 

s 

DIEDERICH.GJ 

8506180325 

60 373 

R 

DIEDERICH.GJ 

0506200376 

50-373 

S 

DIETZ.CR 

65060401 IT 

50-325 

S 

OIETZ.C.R 

8506060213 

SO 325 

S 

DIETZ.CR. 

8506060471 

60-325 

s 

OIETZ.C.R 

850607QQ98 

60-325 

s 

DIETZ.C B 

8506070852 

50-325 

s 

DJETZ.C fl 

8506140059 

60-324 

R 

DIETZ.C B 

6506140580 

50-324 

S 

DIETZ.C R 

8506200449 

60-325 

s 

01ETZJ3 R 

6506210Q64 

60 324 

Q 

DIETZ.CR 

8506210421 

60 324 

Q 

OtETZ.G fl 

8506210458 

50 325 

S 

DIETZ.C R 

8506210464 

50 324 

Q 

DIETZ.C fl. 

8506210476 

50-325 

S 

OIETZ.C R. 

B506240004 

50 326 

S 

DIETZ.CR 

8506240005 

50-326 

s 

DIETZ.CR. 

8506240010 

50-325 

s 

01ETZ.G R. 

8506240113 

60 325 

s 

DIETZ.CR 

6506250086 

50-324 

Q 

DIETZ.C.R. 

8506260099 

60 324 

O 

DIETZ.CR 

850626Q546 

60 325 

S 

OIETZ.C.R 

8506270267 

50-325 

S 

DIETZ.CR. 

8506280179 

60-325 

S 

OIGGS.R M 

8503260007 

50-397 

P 

DIQGS.aM 

8604170321 

60-387 

P 

OIGGS.R M. 

8504170476 

60-344 

P 

OIGGS.R M 

8506030330 

60-317 

P 

DIQQS,R.M 

8506130033 

60-266 

P 

OIGGS.R M 

8508140661 

SO 331 

Q 

0IGQS.R M 

6506180661 

50 220 

P 

OIGGS.R M 

6508240420 

50-250 

P 

DIQGS.aM 

8508270781 

60 220 

P 

OIGGS.R M. 

8506270803 

50 334 

P 

DIGNAN.T.G 

8606070633 

50 443 

G 

DIGNAN.T.Q. 

8506070633 

50-443 

Q 

OIGNAN.T G. 

0506070662 

60-443 

G 

DIGNANXQ 

8505070662 

60 443 

Q 

DILLON, R. 

8506250476 

£0-456 

F 

OIMMOCK.L 

8506040519* 

50 440 

Q 

DIM MOCK, L. 

8506060006* 

SO-409 

Q 

DIMMOCK.L. 

8506140105* 

50-263 

Q 

DINGEE.DA 

8408090370* 

60-416 

S 

DINQELI.J.D 

6506200133* 

COMMISSION 

OlflCKS.WJ 

6204290639* 

FOIA 


DIRCKS.WJ, 

8303040304* 

FOIA 


DIRCKS.W.J. 

0307260598* 

FOIA 


DIHCKS,W.J. 

8402060206* 

FOIA 


DIRGKS.WJ. 

8402210404* 

50-276 

P 

DlflCKS.WJ 

8403160201* 

50-418 

P 

DIRCKS,WJ, 

8403200384* 

50416 

P 

DlflCKS,W.J 

8403230234* 

50-418 

P 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

OmCKS.W J 

8403290337* 

FOIA 


DIRCKS.WJ 

8405170418* 

FOIA 


□IRCKS.WJ 

8406210040'' 

50-275 

P 

01flCKS.WJ 

8406220216* 

FOIA 


DIRCKS.WJ 

8408140044* 

FOIA 


DIBCKS-W J 

B40822Q402 

SECY 


DIRCKS.WJ 

8409170025* 

FOIA 


DIRCKS.WJ 

8409190111* 

50-320 

P 

DIRCKS.WJ 

8410020575* 

FOIA 


DIRCKS.WJ 

8504120393* 

50 324 

P 

DIRCKS.W J 

8505300675 

50-320 

P 

DIRCKS.WJ 

8S053 10546* 

PR 


DIBCKS.W J 

8505310581* 

PR 


DfHCKS.W J 

8505310636* 

PR 


DIRCKS.WJ 

6506030670 

50 320 

P 

QIRCKS.W J 

8506040356 

50-322 

H 

DIRCKS.WJ 

6506040694 

50 458 

U 

OlflCKS.WJ 

8506060132* 

FOIA 


QIRCKS.W J 

8506060536 

50-322 

F 

OlflCKS.WJ 

8506060546 

50 320 

P 

DIRCKS.WJ 

8506060651* 

50-320 

P 

DIRCKS.WJ 

8506060586 

50-322 

H 

DIRCKS.WJ 

0506100765* 

WASTE RES 

DIRCKS.WJ 

8506110072* 

COMMISSIO N 

DIRCKS.WJ 

8506110648 

OHG 


DIRCKS.WJ 

85061 10675* 

FOIA 


DIRCKS.WJ 

8506120100 

50-309 

H 

DIRCKS.WJ 

8506120137 

60 289 

O 

DIRCKS,W J 

8506120138* 

FOIA 


DIRCKS.WJ 

6606120143* 

FOIA 


DIHCKS.WJ 

6508120234 

50 261 

o 

QIRCKS.W J, 

8506120312* 

FOIA 


OlflCKS.WJ 

8506130164* 

FOIA 


DIRCKS.WJ 

8606130332* 

50 269 

p 

DIRCKS.WJ 

8506I30'403 

50-309 

H 

DIRCKS.WJ 

8506130428* 

FOIA 


OinCKS.W.J. 

8S06140194* 

FOIA 


DIRCKS.WJ 

8506140394* 

FOIA 


DIRCKS.WJ. 

8506150158* 

FOIA 


DIRCKS.WJ 

8506150239* 

FOIA 


DIRCKS.WJ 

8506170556* 

FOIA 


DIRCKS.WJ 

8506 170563* 

FOIA 


DIRCKS.WJ 

8508180100 

50 445 

A 

DIRCKS.WJ 

8506180225* 

FOIA 


DIRCKS.W.J 

8506180236* 

FOIA 


DIRCKS.WJ 

8506180359* 

FOIA 


DIRCKS.WJ 

8506180493* 

FOIA 


DIRCKS.WJ 

8506 1805 19 

FOIA 


DIHCKS.WJ. 

85061 oooes 

FOIA 


DIRCKS.WJ 

8506200259* 

FOIA 


DlflCKS.WJ 

8506200314 

ORG 


OIRCKS.W.J 

8606200320* 

FOIA 


DIRCKS.WJ 

8506240325 

FOIA 


DlflCKS.WJ. 

8506260145* 

FOIA 


OIRCK8.W.J 

8506260076 

NUflEG 


DlflCKS.WJ. 

8606270134* 

MISC 


DIRCKSWJ 

8608130352* 

FOIA 


DIRLINQ,F.N. 

8506220214* 

FOIA 


DJSALVO.R 

8506130132 

NUREQ 


DISALVO.a 

8506130360 

NUHEG 


DIXON.C 

8508040567 

60 275 

E 

DIXON.OW. 

8508050222 

50-395 

F 

DIXON.O.W. 

8506060696 

50-395 

S 

OfXON.OW. 

8508100261 

50 395 

R 

DIXON.O.W. 

8506140514 

50-395 

P 

DIXON.OW 

8508140520 

50 385 

P 

DIXON.O.W 

8506170551 

60-395 

S 

DIXON.OW. 

8506180316 

60 395 

P 

DIXON.O.W. 

8506210124 

50 385 

Q 

DIXON.OW, 

8506210377 

50 395 

Q 

DIXON.O.W. 

05O624O642 

50 395 

Q 

DIXONpW, 

8506260310 

50-395 

P 

DOAN.fl.L 

8608120269* 

60 130 

P 

DOAN.B L. 

8606120298* 

50-130 

P 

DOAN.RL. 

8506120311* 

50-130 

P 

OOAN.B.L 

8508120316* 

50-130 

P 

DOAN.flL. 

8606120333' 

50-130 

P 

DOAN.fl L 

8506120346* 

50-130 

P 

DOAN.P.L 

8506120350* 

50-130 

P 

DOAN.n.L 

8500120393* 

60-130 

P 

OOAN.R.L 

8608120395* 

50-130 

P 

DOAN,R.L 

6506120398* 

50-130 

P 

DOAN.R.L. 

0500120401* 

50-130 

P 

DOAN.R L 

8506120407* 

50-130 

P 

DOAN.R.L 

8506120410* 

50-130 

P 

DO0RANICH.D. 

8506190042 

NUREG 


DODA.RJ. 

8606180387* 

FOIA 


DODDS, fl 

8506080424* 

60-276 

Q 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

OODDS.R 

0506060583* 

50-276 

Q 

DODDS, R T 

0508200452* 

50-344 

0 

DODDS.R T 

8506240494* 

50 344 

Q 

OODDS.R T 

8506260159* 

50 275 

Q 

DODDS.RT 

8506260167* 

50 275 

0 

DODDS.R T 

0506260554 * 

50 460 

Q 

DODSON.K E 

8506100496 

NUREG 


DODSON, ME 

8506190026 

NUREG 


DOEBLER.NJ 

8506030131* 

50 528 

T 

OOESBURG.JM 

8506140396 

NUREG 


DOHERTY.JF 

0506130316 

50 269 

6 

DOMER.J A 

6506040103 

50 327 

F 

DOMEfl.JA 

8506040120 

50 259 

P 

DOMER.J A 

8508070023 

50 390 

F 

DOMER.J A 

8506070033 

50 390 

A 

DOMER,J.A 

8506070039 

50-327 

P 

DOMER.J A 

8506110241 

50 390 

A 

DOMER,J A 

8506110245 

50 327 

0 

DOMEfl.JA 

6508110360 

60-390 

F 

DOMER.J A 

8506170497 

50-390 

A 

DOMEn.JA 

0506100326 

50 390 

A 

DOMEfl.JA 

8506100241 

50 259 

P 

DOMER.J A 

B506210098 

60 327 

0 

DOMEfl.J.A 

6506210104 

50-390 

Q 

DOMER.J A. 

8506210190 

50 327 

P 

DOMER.J, A 

8506210362 

50-259 

Q 

DOMER.J A 

8506210441 

50 390 

Q 

DOMEfl.JA 

8506210451 

50 259 

0 

DOMER.J A 

8506210466 

50 259 

Q 

DOMER.J.A 

8506210481 

50 269 

Q 

DOMER,JA 

8500240273 

50-259 

0 

DOMEH,JA. 

8506240340 

50 390 

A 

DOMER.J.A 

8506240537 

50 438 

A 

DOMER,JA 

8506240500 

50 390 

A 

DOMEfl.JA 

8506250026 

SO 438 

Q 

DOMBR.J A 

8506250032 

60 438 

0 

DOMEfl.JA. 

8508270026 

60-390 

A 

DOMER,JA 

8506270032 

BO 300 

A 

DOMBn.J.A. 

8506270470 

50436 

F 

DONALDSON.O.H. 

8508170260 

FOIA 


DONLON.WJ 

8506200066* 

50 410 

Q 

DONOHEW.AN. 

6506120198 

50 219 

P 

DONOHEW.JN. 

8506170168 

60-219 

P 

DOOLITTLE.E L 

O506190S22 

50 423 

A 

DORIAN.TF. 

8412200621* 

PR 


DORIAN.T.F. 

85O014O63O* 

PR 


DOUGAN.J 

8506170567* 

FOIA 


DOUGAN.J.H. 

8508170281* 

50 203 

P 

DOUGAN,J R. 

8506170416* 

50-10 

P 

DOUGAN.J R 

8506170406* 

50259 

P 

DOUGAN.J.R 

85061 70B86* 

FOIA 


DOUGAN.J.R 

8606170501* 

FOIA 


D0UQAN.JR. 

8606170600* 

FOIA 


DOUGHERTY.DR 

6506140406 

NUREG 


OOUQHEflTY,J.B 

0506040674 

50322 

Q 

DOUGHERTY, J.B 

8606040674 

50 322 

G 

OOUGLAS.W.G 

8506200220* 

60 280 

Q 

DOVE.F.H. 

0606050549* 

WASTE RES 

DHAGOUN.T. 

8608030505* 

SO 311 

O 

DRAGOUN.T 

8506200135* 

60 29 

0 

DRAPER 

8506200221 

60316 

F 

DflEYFUS.L.S. 

8506110261* 

FOIA 


DROUIN.B. 

0606060002* 

60454 

Q 

DROUIN.B 

8500140643* 

50 123 

Q 

DROUIN.B. 

8506240204* 

50-348 

Q 

DRUQA.RJ. 

8506060672 

60 334 

S 

DflUGA.R.J. 

8506200371 

50-334 

S 

DRUQA.R J, 

8506200401 

60-334 

S 

DRUGA,R.J. 

8506200498 

50 334 

S 

DRUMMOND, F.J 

8506210417 

60-382 

R 

OUBE.R.M. 

8506140121* 

FOIA 


DUBOIS.D 

8506140459 

XPORTLIC 


DUBOIS, DL. 

8506140136* 

60 458 

0 

OU80IS.D.P. 

8606060691 

WASTE MOT 

DUCK.J R. 

8506120046 

60-269 

J 

0UDAJ>.M 

8606140047 

NUREG 


DUDLEY.N. 

8606030318* 

60-320 

Q 

DUDLEY, N. 

8606200167* 

50-193 

Q 

DUDLEY.N.F, 

0606060740* 

60-170 

0 

DUDLEY.R.F, 

8506210125 

60-208 

J 

DUDLEY.fl.F. 

0606260333 

60-206 

F 

OUGQIN.Q.E 

0606260527 

60-327 

S 

ougqin.g.e. 

8606270707 

60-327 

s 

OUGSTADA 

8506100236 

50-282 

R 

DUMMER.Q.H. 

8506120388* 

CONTRACT 

DUMMER.G-H. 

6606280099* 

contract 

DUNDAS.WJ. 

8606050217 

50-286 

J 

pUNLAP,J.M. 

8606070223* 

50-320 

Q 
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DUNLAP, J M 

0506100219' 

50 289 

Q 

EDELMAN.M R 

OUNLAP.J M 

8506170443* 

50-219 

Q 

EDELMAN.M R 

DUNLOP, A 

8506040501' 

50 456 

Q 

EDELMAN.M R 

DUNN.O L 

6506110249 

50-352 

F 

EDELMAN.M R 

DUPONT.S Q 

8506190302' 

50 440 

Q 

EDELMAN.M R 

DUPREE.DC 

8506100126 

50-327 

R 

EDELMAN.M R 

DUHFEE.P J 

8506130398 

71-367 


EOELMAN.M R 

DURR,J 

8506030577 

50 271 

0 

EOELMAN.M R 

DURR.J P 

8506100525' 

50-333 

Q 

EDELMAN.M R 

DUflR J P 

8506200153’ 

50 354 

Q 

EOELMAN.M R 

DUTTON.O. 

8506130112’ 

50 424 

A 

EDELMAN.M fl 

DZIADOSZ.O 

8506040140’ 

50 280 

P 

EDELMAN.M R. 

EAPEN.PK 

8506100550' 

50 354 

Q 

EDELMAN.M R 

EAPEN.P K 

8506100625’ 

SO 334 

Q 

EDELMAN,M fl 

EAPENI.P K 

8506100656* 

50 247 

Q 

EDELMAN.M R 

EAPEN.P K 

8506200271' 

50-309 

0 

EDELMAN.M R 

EARLE.n T 

8506060646' 

FOIA 


EDELMAN.M R 

E0ERSOLE.P 

8506030036 

50-296 

s 

EDGAR.E C 

E9EHSOLE.P 

8506240026 

50 259 

s 

EDGEWORTH,PJ 

EBNETER.S 

8506100490 

50 219 

0 

EDGEWORTH, PJ 

ESNETER.SD 

8503280507 

50 280 

Q 

EOGEWORTH.PJ 

EaNETER.SD 

8S06060497 

60 443 

Q 

EOGEWORTH.PJ. 

EBNETER.S 0 

8506060548 

50 412 

Q 

EOGEWORTH.PJ. 

EBNETER.S 0 

8506060777 

SO 423 

0 

EOGEWORTH.PJ, 

EBNETER.S 0 

8506070064 

50 423 

Q 

EOGEWORTH.PJ 

EBNETER.S 0 

8506070131 

50 443 

Q 

EDGEWORTH.PJ. 

EBNETER.S D 

8506070250 

50-286 

0 

EOGEWORTH.PJ 

EBNETER.S D 

8506070283 

50-388 

Q 

EOGEWORTH.PJ 

EBNETER.S D 

8506070299 

50-354 

Q 

EDGEWORTH.PJ 

EBNETER.S D 

0506070316 

50-352 

Q 

EDGEWORTH.PJ 

EBNETER.S D 

8506070344 

50-220 

Q 

EDQEWORTH.P J 

EBNETER.S D 

8506070399' 

REGGD 


EDGEWORTH.PJ- 

EBNETER.S D 

8506070432 

50 443 

Q 

EDGEWORTH,? J. 

E9NETER.S D 

8506070561 

50 289 

Q 

EOGEWORTH.PJ 

EBNETER.S D 

8506070566 

50 368 

Q 

EOGEWORTH.PJ 

EBNETER.S D 

8506070612* 

REGGD 


EOGEWORTH.PJ 

EBNETER.S D 

6506100193 

50 352 

Q 

EDGEWORTH.PJ 

E0NETER,S D 

8506100495 

50 309 

Q 

EDGEWORTH.PJ 

EBNETER.S D. 

8506100516 

50-333 

Q 

ED ISON, G 

EBNETER.S D 

8506100541 

50-354 

Q 

EDISON ,G E 

EBNETER.S D 

6506100579 

50-423 

Q 

EDLER.SK 

EBNETER.S 0 

0506100619 

50 334 

Q 

EOMONDS.D P 

EBNETER.S.O 

6506100637 

60-412 

Q 

EOMUNDS.CC. 

EBNETER.S 0 

6606100649* 

50 412 

Q 

EENINGENBURG.E 

EBNETER.S D 

8506100653 

60 247 

Q 

EGGEBROTEN.J 

EBNETER.S D 

8606120257 

50-271 

Q 

EGGEBROTEN.J 

EBNETER.S D, 

8506140182* 

50-289 

P 

EQQEBROTEN.J 

EBNETER.S D 

8506140664 

50-352 

Q 

EHRENSPERQER.W 

EBNETER,S D 

8506170098 

50-322 

Q 

EICHENHOLZ.H 

EBNETER.S D 

8506180330 

60-29 

Q 

EICHERR.W E 

EBNETER.S 0 

8506200147 

50 354 

Q 

EICHHOLZ.Q G. 

EBNETER.S 0 

8506200233 

50 354 

0 

EIFF.W 

EBNETER.S 0 

8506200245 

50-277 

Q 

EISENHUT.O.G. 

EBNETER.S.O 

0506200267 

50 309 

Q 

EISENKUT.O Q 

EBNETER.S D 

8S06200276 

50-244 

Q 

EISENHUT.O.G 

EBNETER.S 0 

8506210119 

60 410 

A 

EISENHUT.O.G. 

EBNETEH.S.D. 

8606210142 

50 410 

Q 

EISENHUT.D Q. 

EBNeTEH,S D 

B50621023B 

50 354 

Q 

EISENHUT.D Q 

EBNETER.SD, 

8506210277 

60 271 

Q 

EISENHUT.D.G. 

EBNETER.S D 

B506210460 

50 443 

Q 

EISENHUT.D G 

EBNETER.S 0 

8506240091 

60-317 

Q 

EISENHUT.O.G 

EBNETER.S 0, 

0506240504 

50-272 

Q 

EISENHUT.D.G 

eBNETER.S.O 

8506240507 

50 354 

Q 

EISENHUT.D G. 

EBNETER.SD 

8506240566 

50 336 

Q 

EISENHUT.D Q, 

EBNETER.SD, 

8506260132 

50 423 

Q 

EISENHUT.O.G 

EBNETER.S D, 

8506260537 

60-423 

Q 

EISENHUT.D G, 

EBNETER.S D 

8506260645 

50-289 

Q 

EISENHUT.D G 

EBNETER.SD 

8506260666 

50-333 

0 

EISENHUT.D G, 

EBNETER,SD 

8506280057 

60-322 

Q 

EISENHUT.D.G 

ECKERT, S, 

8506100410' 

60-315 

F 

EISENHUT.D G. 

ECKHARDT,J 

8506250126 

50 312 

S 

EISENHUT.D Q, 

ECKHARDT.J H 

85061 OOBOI* 

50 312 

Q 

EISENHUT.D Q 

ECKHARDT,J.J 

6506260064 

50-312 

S 

EISENHUT.D G, 

EDDINGS.M.G 

8506100126 

50-327 

R 

EISENHUT.D.G, 

EDD LEMAN, W. 

8506210127 

PR 


EISENHUT.D Q. 

EDDLEMAN.W 

8506210127 

PR 


EISENHUT.D G 

EOELMAN.M. 

8506120461 

60-440 

S 

EISENHUT.O.G 

EOELMAN,M. 

8506240446 

60-440 

s 

EISENHUT.D Q, 

EDELMAN 4 M.R 

8506030108 

50 440 

s 

EISENHUT.D G. 

EOELMAN,M,fl. 

8506030460 

60 440 

A 

EISENHUT.D.G 

EDELMAN.M R 

8506030630 

60-440 

S 

EISENHUT,D,Q 

EDELMAN.M R. 

6606060013 

50-440 

F 

EISENHUT.O.G, 

EDELMAN.M.R 

8506060244 

50-440 

Q 

EISENHUT.D G, 

EDELMAN.M.R. 

8506070455 

60-440 

8 

EISENHUT.O.G, 

EDELMAN.M R. 

8506070467 

60-440 

E 

EISENHUT.D G 

EDELMAN.M.R 

8606110293 

60 440 

A 

EISENHUT.D.G, 

EDELMAN.M.R 

8506120270 

60 440 

E 

EISENHUTD.G 

EDELMAN.M R 

8606120479 

50-440 

S 

ELAWAR.Z. 
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6506120496 

70-2968 

ELDER.H K 

8606140337 

NUREG 


8506140395 

50-440 0 

ELDER.H K 

0506170560 

NUREG 


8506170487 

50-440 E 

ELDER,J.H 

8506110559 

PR 


8506180217 

50-440 F 

ELKINS.D S 

8506030026 

60 3ia 

S 

6506200330 

50-440 E 

ELL IS. J 

8506140150 

50 445 

G 

6506200379 

50-440 S 

ELLIS.J 

8506270373 

50 445 

G 

6506200390 

50-440 S 

ELLIS.J 

6506270486 

50 445 

G 

8506210245 

50-440 A 

ELLIS.J 

6506970497 

60 445 

Q 

6506240148 

50-440 0 

ELLIS.J 

B 5062705 51 

50 445 

G 

8506240423 

50-440 S 

ELLWANGER,J R 

B 50604002 7 

50 247 

S 

8506250130- 

50-440 A 

ELflOD.S 

8506270658’ 

50 33S 

Q 

8506250191 

50-440 A 

ELROD.S 

8506270717* 

50 280 

Q 

8506260490 

50-440 E 

ELROD, S A 

8506210055' 

60 335 

0 

8506260515 

50-440 S 

ELROD.S A 

8506210273* 

50 250 

0 

8506270102' 

50-412 A 

ELROD.S A 

8506210518' 

50 335 

0 

8506270249 

50-440 Q 

ELSASSER.T 

8506100480* 

50 29 

0 

8506260058 

50-440 Q 

ELSASSER.TC 

8506240541' 

50 317 

0 

8506170302 

60-244 S 

ELZEFTAWY.A 

8506060511 

WASTE 

RES 

8506050300' 

CONTRACT 

ELZEFTAWY,A 

8506100832 

WASTE RES 

8506050782’ 

50-10 P 

ELZEFTAWY.A 

8506100835* 

WASTE RES 

8506060530' 

CONTRACT 

EMDREY.OE 

8506170276 

NUREG 


8506100616* 

CONTRACT 

EMBRY.K L 

8506100374 

50 309 

R 

8506100638’ 

CONTRACT 

EMERSON, E L 

8506140372* 

FOIA 


8506100644* 

CONTRACT 

ENG,P L 

8506180582* 

50-373 

Q 

8506100679* 

CONTRACT 

ENG.T 

8506100103* 

FOIA 

6506100694* 

CONTRACT 

ENGEL.M 

8506110284 

FOIA 


6506200013* 

CONTRACT 

ENGELKEN.fl H 

8506060342* 

60-172 

W 

6506200098* 

CONTRACT 

ENGELMANN.R 

8503250475 

40 4492 

8506240136* 

CONTRACT 

ENGUISH.E P 

6506260287 

Pfl 


8506240605* 

CONTRACT 

ENOS.JT 

8506030102 

60 313 

F 

8506250051* 

CONTRACT 

ENOS.J T 

0506030119 

50 368 

P 

8506250226* 

CONTRACT 

ENOS.J T 

8506050241 

50 365 

Q 

8506250251* 

CONTRACT 

ENOS.J T 

8506070173 

50 365 

R 

6506250286* 

CONTRACT 

ENOS.J T 

8506070501 

50 313 

R 

8506260110* 

CONTRACT 

ENOS.JT 

8506100505 

60 313 

P 

8506260277* 

CONTRACT 

ENOS.J T 

05061 10273 

50 368 

F 

8506260161* 

CONTRACT 

ENOS.J T 

8506110495 

PR 


8506280214* 

CONTRACT 

ENOS.J T 

8506140427' 

50 313 

Q 

0506150161* 

FOIA 

ENOS.J T, 

8500100460* 

50313 

Q 

8506050430 

PR 

ENOS.JT 

8506190393 

50 368 

S 

6606140415 

NUREG 

ENOSpJ.r. 

8506210260 

50313 

P 

8506050615 

NUREG 

ENOS,J T 

8506250199 

50 368 

P 

8506220172 

FOIA 

ENOS,J,T 

8506270390 

50-313 

F 

8506050792’ 

50 454 S 

EPSTEIN.E 

8508110714* 

FOIA 


8606040725 

50 267 S 

EPSTEIN ,e 

0506 120252' 

FOIA 


850 6200004 

50 267 S 

EPSTEIN.E- 

0506120280* 

FOIA 


8506270362 

50-267 S 

EHICSON.DM 

8506240532 

50 254 

P 

8606130305* 

50-424 A 

ERICSON.DM 

8506240645 

50 266 

P 

8506100480* 

50-29 0 

ERNST, M,L 

8211110476* 

FOIA 


8001300605* 

FOIA 

ERNST.M L 

0305040005* 

FOIA 


8606050566* 

WASTE RES 

ERNST, M L 

8306260130* 

FOIA 


6606220165' 

50-382 P 

ERNST.M L 

8307290344’ 

FOIA 


6301260548' 

60-206 P 

ERNST.M L 

0506110105* 

FOIA 


6309280077' 

50-209 P 

ERNST.M L 

8506110171* 

FOIA 


8311030264* 

50-289 P 

ERVIN.N 

0506140409* 

so 298 

Q 

8311110304' 

FOIA 

ESCHELS.C. 

8506060506* 

WASTE 

MQT 

8312230001 ' 

50-250 P 

ESCHELS.C. 

8506260006 

SO 397 

P 

8401160341' 

60-260 P 

ESCHELS.C 

8506260460 

SO 397 

P 

8401200070’ 

60-206 P 

ESELQROTH.P-W 

6506030479* 

50-322 

Q 

8402210139* 

50-210 P 

ESELGROTH,P.W. 

0506260486* 

50 322 

Q 

8-102230100* 

60-206 P 

ESELGROTH.PW 

8506250494* 

FOIA 


8-104020112* 

60-210 P 

ESPINOZA, A 

8506100067* 

FOIA 


8404260461 * 

60-210 P 

ESOUEDA,B 

6506240586 

FOIA 


8405170435* 

50-206 P 

ESTRADA, J A 

8506160503 

FOIA 


8405210643* 

FOIA 

ESTRADA,J.A. 

0500240603 

FOIA 


8405220511* 

50-219 P 

EVANS.K. 

8608140179' 

50.461 

F 

8406230500' 

FOIA 

EVANS.N A 

8606190320* 

REVIEW GR P 

8406260180* 

60-206 P 

EVANS, N.A. 

6506190326' 

REVIEW GR P 

8406280322* 

60 219 P 

EVENSON.W A 

8506260643 

PR 


8407300050' 

50219 P 

EVE RETT, RJ. 

8506030309* 

50 498 

Q 

8408200009* 

50-219 P 

EVERETT, R.J 

8506140114' 

60 482 

Q 

8410040278* 

50219 P 

EVERETT, R J 

0506140490' 

60 296 

Q 

8410310182* 

50 373 Q 

EVERETT,fl J 

B506210246* 

FOIA 


841 10901 52' 

60 206 P 

EVERETT.RJ. 

8506240208' 

60 285 

Q 

8506140270' 

50-289 P 

EVOU.J H. 

6506240166 

50.213 

S 

0506160130' 

FOIA 

EYE.RV 

8506180094 

FOIA 


8506150149’ 

FOIA 

FAIRTILE.MB, 

8502150167 

60-305 

P 

B5061 60277* 

FOIA 

FALEVITS.Z, 

6506050045' 

50 373 

Q 

8506160282' 

FOIA 

FALEVITS.Z. 

6506270242' 

60 341 

Q 

8506170195' 

FOIA 

FARBER.MJ 

8506040491* 

60.340 

Q 

8506180112* 

60-352 P 

FARBER.M J, 

8506040501* 

60 456 

Q 

8506180115* 

60-352 P 

FARLEY.S 

6506240275 

FOIA 


8506180121 ' 

50-352 P 

FARLEY.S, 

6506250417 

FOIA 


B50622004Z' 

FOIA 

FARMER ,W,S 

8506210493' 

FOIA 


8606220046' 

FOIA 

FARRAR.D L. 

8503260293 

60.456 

Q 

8311300410* 

60-272 P 

FARRAR, 0 L 

6606040546* 

6010 

Q 

8506150167* 

FOIA 

FARRAR, D.L 

8506040666 

60-237 

Q 

8506050006 

50-387 H 

FARRAR, O.L, 

8506070481 

50 454 

0 
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FARRAR.D 1 

850S1000.H 

SO- 10 

Q 

FELTON.J M 

FAHHAR.D L 

8S0S1 00241 

50-254 

Q 

FELTON.J W 

FARRAR 0 L 

8508110176 

50 454 

V 

FELTON, J M 

FARRAR, D L 

85061 40506 

50 454 

0 

FELTON.J M 

FARRAR, Q L 

8506140507 

50 456 

Q 

FELTON.J M 

FARRAR, 0 L 

8506210255* 

50-237 

O 

FELTON.J M 

FARRAR.0 L 

8506240328 

50 373 

F 

FELTON.J M 

FARRAR 0 L 

85062603 >14 

60 295 

0 

FELTON.J M 

FAflRELL,R B 

8506050203* 

50 458 

0 

FELTON.J M 

FARRELL.fl B 

8506140135* 

50 458 

Q 

FELTON, J M 

FAUBERJ R 

8506200403 

40-8502 


FELTON.J M 

FAUBER,J R 

8506210054 

40-8502 


FELTON ,J M 

FAULKENBERRY.B 

8506040113 

M1SC 


FELTON.J M 

FAULKENBERRY,B 

8506150312* 

50-528 

P 

FELTON, J M 

FAULKNER, H J 

0506220178* 

50-206 

P 

FELTON.J M 

FAUSKE.HK 

8506190343* 

REVIEW GR P 

FELTON.J M 

FAOSKE.H K 

85061^0347* 

REVIEW GR P 

FELTON.J M 

FAUSKE,HK 

8506190352* 

REVIEW GR P 

FELTON.J W 

rAW.RE 

85Q6060S59 

50 188 

S 

FELTON JM 

FAY.C W 

BSO605O172 

60 266 

P 

FELTON, J W 

FAY .GW 

6506100552 

50 266 

F 

FELTON.J W 

FAY.C.W 

8506170574 

50-266 

S 

FELTON, J M 

FAY.C W 

6506210285 

50-266 

P 

FELTON, J M 

FAY.G W 

8506260116 

50-266 

P 

FELTON,J M 

FAY.C W. 

8506270001 

50-301 

S 

FELTON ,J M 

FAY.C W 

8506270444 

50-266 

s 

FELTON. J M 

FAYER.MJ 

8506180031 

NUREG 


FELTON.J M 

FEIMSTER.EL 

8506240622* 

40 8794 


FELTON.J M 

FELTONvJ M 

8506120073 

FOIA 


FELTON.J M 

FELTON,JM 

8502280062 

60 445 

G 

FELTON.J M 

FEITON.J M 

8503010201 

FOIA 


F ELTON, J M 

FELTON ,JM 

8504120182 

50 358 

A 

FELTON, J M 

FELTON, J M 

8506030390 

50-3 

P 

FELTON,J M 

FELTON.J M 

8506040560 

50-275 

E 

FELTON, J M. 

FELTON.J M 

6506040591 

50-275 

P 

FELTON.J,M 

FELTON.J M 

8506050005 

50-250 

P 

FELTON.J M 

FELTON.J W 

8506050031 

50 416 

P 

FELTONJ M 

FELTON.J M 

0506050061 

50-200 

F 

FELTON, J M 

FELTON.J M, 

9506050083 

FOIA 


FELTON, J M 

FELTON,J M, 

0506050100 

FOIA 


FELTONJ M 

FELTON.J M 

8506050142 

FOIA 


FELTON JM. 

FELTON.J M 

8506050154 

FOIA 


FELTON, J M 

FELTON.J M 

8506050261 

FOIA 


FELTON.J M 

FELTON.J M 

8506050262 

FOIA 


F ELTON, J M 

FELTON.J M 

850S050274 

FOIA 


FELTON. J M, 

FELTON.J M 

0506050288 

50-201 

P 

FELTON, J M, 

FELTON.J M 

8506050297 

50-362 

P 

FELTON. J W 

FELTON.J M 

Q506050302 

FOIA 


FELTON ,J M 

FELTON.J M 

8506050316 

50-352 

P 

FELTON, J M 

FELTON, J M 

0506050334 

70 925 


FELTON ,J M. 

FELTON J.M 

0506050352 

FOIA 


FELTON.J M 

FELTON.J M 

8506050435 

60-289 

P 

FELTON.J M 

FELTON J.M 

8506050586 

FOIA 


FELTON.J M 

FELTON.J M 

8506060185 

FOIA 


FELTON.J M 

FELTON.J M 

8506060285 

50 172 

W 

FELTON.J M 

FELTON.J M 

8506060450 

FOIA 


FeLTON.J M 

FELTON, J M 

050 6070070 

50-445 

A 

FELTON.J W. 

FELTON.J M 

B5061OO019 

50-400 

S 

FELTON.J M 

f ELTON,J M 

6506100035 

50-356 

0 

FELTON, J M 

FELTON.J M. 

8506100039 

50-445 

0 

FELTONJ M 

FELTOM,J M 

8506100050 

FOIA 


FELTON ,J M 

FELTON J M 

8506100005 

FOIA 


FELTON, J M 

FELTON, J W 

8506100107 

SO 841 

F 

FELTON .J M 

FELTON.J M, 

8506100314 

SO 482 

P 

FELTON, J M 

FELTON ,J M 

85061 10000 

FOIA 


FELTON, J M 

FELTON ,J M 

8506110242 

50 250 

n 

FELTON, J M, 

FELTON.J M 

8506110259 

FOIA 


FELTON.J.M 

FELTON.J M. 

6506110295 

70-1368 


FELTON.J M 

FELTON J M 

8506110306 

FOIA 


FELTON, J M 

FELTON.J M 

6506110339 

50-338 

p 

FELTON, J M 

FELTON.J M 

8508110364 

50-329 

s 

FELT0N.J M 

FELTON JM 

8506110483 

50-440 

F 

FELTON.J M. 

FELTON.J M 

0506110581 

50 356 

Q 

FELTON, J.M 

FELTON.J, M 

6506110634 

FOIA 


FELT0N.J M 

FELTON.J W 

8506110685 

50-302 

P 

FELTON, J M. 

FELTON.J M. 

8508110693 

60 445 

A 

FELTONJ M 

FELTON, J M. 

8500120007 

FOIA 


FELTON,J M, 

FELTON.J M 

8506120013 

FOIA 


FELTON, J M 

FELTON.J M 

6506120050 

50-413 

P 

FELTON.JM. 

FELTON.J M 

8506120132 

FOIA 


FELTONJ M, 

FELTON.J.M 

8606120158 

50-133 

P 

FELTON.J M 

FELTON.J M 

8506120161 

FOIA 


FELTON,J.M 

FELTON.J M 

8506120254 

60-130 

P 

FELTON J.M 

FELTON, J.M 

8506120272 

FOIA 


FELTON.J.M 

FELTON, J M 

8506120432 

50 275 

P 

FELTONJ M. 

FELTON.J M, 

8506130045 

FOIA 


FELTON, J.M 

fELTON.J.M 

6506130062 

60-424 

A 

FELTON.J M 

FELTON.J.M 

8506130114* 

FOIA 


FELTON. J.M. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

85(>$130136‘ 

FOIA 


FELTON.J M 

6506240109 

FOIA 


8506140061 

SO 289 

P 

FELTON.J M 

8506240159 

FOIA 


8S061 40093 

50 10 

P 

FELTON.J M 

0506240206 

FOIA 


8506140334 

FOIA 


FELTONJ M 

8506240258 

FOIA 


6506140335* 

FOIA 


FELTON, J M 

6506240269 

FOIA 


8506140637* 

PR 


FELTONJ M 

8506240285 

70 135 


8S06150005 

50 416 

P 

FELTON J M 

8500240306 

50-244 

S 

8506160006 

FOIA 


FELTON.J M 

6506240350 

FOIA 


8506150009 

FOIA 


FELTON.J M 

8506240427 

50 3B2 

E 

8506150041 

FOIA 


FELTON, J M 

6506240460 

50 295 

P 

8506150209 

50 424 

A 

FELTON, J M 

6506240561 

FOIA 


8506150211 

FOIA 


FELTON.J M 

6506240570 

FOIA 


8506150214 

FOIA 


FELTON, J M 

8506240592 

roiA 


0506150221 

FOIA 


FELTONJ M 

8506240609 

FOIA 


8506150232 

FOIA 


FELTON.J M 

8506240656 

FOIA 


8508150244 

50 382 

Q 

FELTON.J M 

6606250029 

FOIA 


6506150251 

50 322 

P 

FELTONJ M 

8506250064 

50-206 

P 

0506150255 

50-445 

A 

FELTON.J M 

8506250067 

50-275 

0 

8506160263 

SO' 362 

P 

FELTONJ M 

8506250071 

FOIA 


8506150267 

FOIA 


FELTON.J.M 

6506250083 

50 320 

P 

8506150270 

FOIA 


FELTON.J M 

8506250005 

FOIA 


8506150278 

FOIA 


FELTONJ M 

8506250095 

FOIA 


8506150286 

FOIA 


FELTON.JM 

8506250101 

50 382 

A 

8506150292 

50-528 

P 

FELTONJ M 

8506250103 

FOIA 


8506160203 

FOIA 


FELTON.J M 

8506250108 

FOIA 


8506150204 

FOIA 


FELTON.J M 

6506250120 

50416 

P 

8506150209 

FOIA 


FELTONJ M 

8506250127 

FOIA 


8506150300 

FOIA 


FELTON.J M 

6506250149 

50 277 

Q 

8506150303 

FOIA 


FELTONJ M 

8506250185 

50-206 

P 

0506 150304 

FOIA 


FELTON,J M 

0506250221 

FOIA 


8506150306 

FOIA 


FELTON,J M 

0506250234 

roiA 


6506150319 

59 483 

Q 

FELTON.J M 

6506250260 

FOIA 


8506150321 

50 311 

V 

FELTON,J M 

0506250267 

FOIA 


8506170039 

FOIA 


FELTON.J M 

8506250269 

SO 382 

P 

8506170077 

50 259 

P 

FELTON, J M 

0506260200 

FOIA 


8506170117 

50-209 

P 

FELTON, J M 

0506250291 

50 322 

F 

6506170153 

50-277 

P 

FELTON, J M 

0506250304 

FOIA 


8506170180 

50-440 

F 

FELTONJ M 

8506250405 

50 400 

F 

6506170218 

FOIA 


FELTON. J M 

6506250428 

40 8027 


8506170243 

50-382 

P 

FELTONJ M 

0506250460 

FOIA 


8606170256 

FOIA 


FELTONJ M, 

0506250498 

FOIA 


8606170271 

FOIA 


FeLTON.J,M 

0506260113 

40 8698 


8506170296 

50-397 

P 

FELTONJ M 

8606260247 

50-346 

P 

0506170311 

FOIA 


FELTONJ M 

0506260255 

50 275 

T 

85061 70439 

40 8631 


FELTONJ M 

8506260268 

roiA 


8506180035 

FOIA 


FELTONJ M 

0506280155 

FOIA 


85061 B0041 

50 311 

P 

FENSTEflSTOCK.J 

0508110589* 

CONTRACT 


8506180058 

50-289 

F 

FENTON, CJ 

0506130159 

50-322 

G 

8506100065 

FOIA 


FERGUSON.GA 

0506130199 

50 462 

G 

6506180067 

FOIA 


FERGUSON, G A 

85061 40303 

SO 462 

G 

8506180082 

50-461 

S 

FERGUSON, G A 

0500170340 

50 322 

G 

85061 0006 7 

50-445 

0 

FERGUSON, J,H 

0506270446 

50-280 

F 

6506180098 

FOIA 


F£RNAN0E2,J,A 

8506050549* 

WASTE RES 

8506180103 

50-352 

P 

FEY.F L 

0506030095 

50-263 

F 

6506180137 

71-5928 


FEY.F L 

8506110423 

50 202 

F 

6506180155 

50 206 

P 

FIEDLER, P B 

0506070296 

50 219 

Q 

8506160171 

SO 206 

P 

FIEDLER, P 8 

0506070610 

60-219 

Q 

6506180186 

FOIA 


FIEDLER.P.B 

8506100223 

50 219 

R 

8506160214 

FOIA 


FIEDLER, pa 

8506100278 

50-219 

F 

6506180306 

FOIA 


FIEDLER.P.B 

6506120059 

50219 

S 

8506100482 

FOIA 


FIEDLER, P B, 

8506130270 

50 210 

P 

8506160500 

FOIA 


FIEDLER, P B 

8506130314 

50 219 

P 

6506100506 

FOIA 


FIEDLER.PB 

8506140215 

50 219 

S 

8506160515 

FOIA 


FIEDLER, PB 

0506100252 

50 219 

P 

6506190009 

FOIA 


FIEDLER.PB 

8506160408 

50219 

P 

6506190018 

FOIA 


FJEDLER.P B 

8506100314 

50 210 

P 

0506190079* 

FOJA 


FIEDLER.PB 

0506240635 

60 219 

P 

8508190081 

FOIA 


FIEDLER, P B, 

8506250214 

50-219 

0 

8506190115 

40 1478 


FIEDLER.P B 

0506260679 

60 219 

s 

85061901 17 

50412 

E 

FIEDLER, P B 

0506270152 

50-219 

Q 

6506200075 

50-382 

Q 

FI ELDER, DC. 

0506250076* 

FOIA 


8506200117 

SO 289 

P 

FIELDS, J A 

8506120049 

CONTRACT 

6506200129 

70-925 


FI ELDS, JS 

0500060216 

60-387 

R 

8506200149 

FOIA 


FIELDSJS, 

8506200451 

60-387 

R 

8506200168 

FOIA 


FINEMAN.CP 

0506100058* 

FOIA 


6606200241 

FOIA 


FINEMAN,C P. 

0506240180 

NUREG 


8500200363 

50-286 

P 

FINEMAN.C P 

8506240689 

NUREG 


6508200370 

60-327 

S 

FINKEL.A 

6506260542* 

60 423 

Q 

6506200400 

FOIA 


FINKEL,AE 

8503280512* 

50-206 

Q 

8606210168 

FOJA 


FINKEL,A E. 

8506260659* 

50-289 

0 

0506210463 

FOIA 


F<NN,J A 

8506190280* 

40-7308 


8606210470 

FOIA 


FIORELLI.G. 

0506060722* 

50-628 

Q 

8606220001 

50-200 

P 

FlORELUl.Q. 

8506190200* 

40-7308 


8506220004 

50-362 

S 

FIORELLI.G 

6506190301* 

40 7308 


0506226176 

FOIA 


FISCHER, D. 

8500060359 

50-272 

P 

8506220232 

FOIA 


FISCHER.D. 

8506200415 

50-311 

P 

8508220240 

FOIA 


FISCHEao.C 

8506040024 

60-311 

P 

8506220253 

FOIA 


FISCHER, DC 

8606180554 

50-272 

P 



PERSONAL AUTHUH INUliA 


AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


FiSCHER.L 

85061 10049* 

FOIA 


FRIEDMAN.LF 

FISCHER, L 

050611005)* 

FOIA 


FRIEDMAN.L F 

FISCHER.L 

85061 lOOOli* 

FOIA 


FRIEDMAN.L F 

FISCHER.L 

0506110148* 

FOIA 


FRIEDMAN.L F 

FISCHER.L 

8506110157* 

FOIA 


FRIEDMAN.L F 

FISCHER.L 

8506110159* 

FOIA 


FRIEDMAN.L F 

FISCHER.L E 

8506110099* 

FOIA 


FRIEDMAN.L F 

FISCHER.L E 

8506110144* 

FOIA 


FRIEDMAN.L F 

FISH,RF 

8506200446* 

50 275 

Q 

FRILOUX.J J 

FISHER.W L 

8506190454* 

40 7300 


FRISBEE.O C 

FIT2GERALO.J A 

8505310092 

SECY 


FRISCH.R R 

FITZGERALO.JA 

8505310640 

SECY 


FRISCH.R R. 

FITZQERALD.J A 

0506100194* 

50 206 

P 

FRISCH.R R 

FITZQERALD.S 

0506140045 

50-209 

Q 

FRISCH.R R 

FLACK,E 

8506110480 

l&E 


FRIZZLE,C,D 

FLACK, E 

8506200144 

l&E 


FRIZZLE.C 0 

FLETCHER.C D 

8506140624 

50-281 

P 

frounfelker.r 

FLIPPO.T A 

8506030518* 

50-382 

Q 

FRYAR.R M 

FLIPPO.T A 

0506130437* 

50-382 

A 

FRYE.M E 

FLIPPO.T A 

8506130439’ 

50-392 

A 

frye,m E 

FLIPPO.T A 

8506150076* 

roiA 


FUHRMAN.G R 

FLIPPO.T A 

8506150094* 

FOIA 


FULT.J F 

FLIPPO.T A 

0506150007' 

FOIA 


FULTON, J M 

FLIPPO.T A. 

0506150100* 

FOIA 


FUNCHES.J L, 

FLIPPO.T A 

8506150173’ 

FOIA 


FUNCHES.J L 

FLORA, J W 

8506120011 

FOIA 


FUNCHES.J L 

FLOREK.D 

8506070324* 

50 352 

Q 

FUNCHES,J L 

florek.d 

0506070568* 

60 380 

Q 

rUNCHES,J L 

FLOREK.D 

0506100199* 

50 352 

Q 

PUNCHES, J L 

FLOREK.D J 

0606070293* 

50 308 

Q 

FURGAUD T 

FLORES.L H 

0506270279* 

50-369 

P 

GAO.R K 

FOBES.n L 

0506200441* 

50-255 

S 

GAO.n K 

FOBES.R L 

0506200443* 

50-255 

s 

GAGILAROO,J E 

FOBES,R L 

0506200444* 

50-255 

s 

qagliaroo.j E 

FOBES.R L 

0506200447* 

50-255 

s 

QAGLIARDO.J.E 

FOaES.R L 

0506200453* 

50-255 

s 

GAHM.J W 

rOBES.R L 

0506200456* 

50-255 

s 

GAHM.JW 

FOLEY.M G 

8506140396 

NUREG 


GAHM.J W 

FOLEY.T 

8506240541 ‘ 

50-317 

Q 

GAHM.J W 

FOLEY.WJ 

8506130296 

50-266 

Q 

QAHM,J W 

FORNEY ,WL 

8506050117* 

50 455 

Q 

GAHM.J W 

FORNEY ,WL 

0506240164* 

60 454 

Q 

GAHM.J W 

FORNEY.W L 

0506270171 

50 455 

Q 

QAHM.J W 

FORSYTHE.R S 

0506050555* 

WASTE RES 

GAHM.J W 

FQRT.D 

8506060045 

WASTE MGT 

GAHM,J W 

rORT.O D 

0506240201 

STATE PRO G 

GAHM,J W 

FOSTER.D D 

0506200374 

50 424 

Q 

QAITHER.R J. 

FOS7ER.D 0. 

8506200370 

60-424 

Q 

QALC.RW 

FOSTEfl.O.O 

0506200430 

50 424 

Q 

QALLO,J. 

FOSTER.D 0 

0506210106 

50 424 

Q 

GALLO,J, 

FOSTER.D O 

0506210145 

SO 424 

Q 

GALLO.J. 

FOSTER,D 0. 

8506210161 

50 424 

Q 

GALLO,J. 

FOSTER.D 0 

8506210170 

50 424 

Q 

QALLO,J 

FOSTER.D 0 

8506210172 

50 424 

Q 

QALLO,J 

FOSTER.D 0 

8506210505 

50 424 

Q 

GALLO.R. 

FOSTER.D 0. 

8506240633 

60 424 

Q 

GALLO.R M 

FOSTER.J E 

8506100032 

50-350 

Q 

GALLO.R M 

FOSTER, J.E 

0506110449* 

50-329 

S 

GALLO.R M 

FOSTER, J.E 

05062502BO* 

60-329 

A 

GALLO.R M 

FOSTER.J, E 

0506250260* 

50-329 

Q 

QALLUCCl.R H 

FOSTER.J E 

0506250265* 

60-320 

S 

GAMBLE.D H 

FOSTER.J E 

0506260270* 

50-329 

Q 

GAMMILL.W P 

FOSTER. J.E 

0506250279* 

60-329 

Q 

QAM MILL, W.P 

FOSTER.J E 

0506250280* 

50-329 

S 

GANDENBERGEfl.D 

FOSTER.J E 

8506250296* 

50-329 

s 

GANDENBERGEH.D 

FOSTER, LE 

8504100577* 

50-366 

p 

GANDENBERGEH.D 

FOWLER.L 

0506100730 

50 424 

G 

GANDENBERGEH.D 

FOWLER.L 

8506250106 

50 424 

A 

QANDENBERGER.D 

FOWLER, L 

8506250106 

60 424 

A 

QANTI.C S. 

FOX.D 

8606160210 

FOIA 


GARCIA, E W 

FOX.E F 

0506180250* 

FOIA 


GARCIA, PJ 

FOX.E.F 

0506100260* 

FOIA 


GARDE, B P, 

FOX.E F 

8506180203* 

FOIA 


GARDE, B P 

FRANGE.G M. 

0606140066* 

70-36 


GARDE, B.P, 

FREDRICKSON, DS 

7906220450* 

FOIA 


GARDE, B P 

FREORICKSON.P 

0506270591* 

50-324 

Q 

GARDE, B,P 

FREORICKSON.P. 

8506270097* 

50-261 

Q 

GARDE, BP, 

FREORICKSON.P 

8506200023* 

60-261 

Q 

GARDE, B P 

FREEMAN, M D 

8506060610 

40 6760 


GARDE, BP, 

FREEMAN, R 

0506070534* 

60-483 

s 

GARDE, B P 

FREEMAN.R.Q, 

8506070530 

50-483 

S 

GARDE, B P, 

FREI.M.W. 

8606260052 

WASTE MGT 

GARDNER.e 

FRESHLEY.M D. 

0506050549* 

WASTE RES 

QARQ.H 

FRieOERICHS.S 

8505160535* 

60-395 

P 

GARISTO.N C 

FRIEDMAN 

8506110090* 

FOIA 


GARLAND.W L 

FRIEDMAN, L 

8506120183* 

FOIA 


GARNER, LW 

FRieDMAN,L F 

8506110096* 

FOIA 


GARRISON ,R F 

FRiEDMAN,L.F 

8506110119* 

FOIA 


GASH LIN, J 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8506110126* 

FOIA 


GASHLIN,J 

6506150114* 

FOIA 


8506110140* 

FOIA 


QAUDINO,M 

6506070306* 

SO 354 

C 

8506110149* 

FOIA 


GAUNT,J 

6506110037* 

FOIA 


8506110336* 

FOIA 


GAVAZZI.A A 

6506110454* 

70 2100 


8506120229* 

FOIA 


GAVA2ZI.A A 

8506110469* 

70 2199 


8506120237* 

FOIA 


GEARS.G 

6506100626 

50 277 

f 

8506120540* 

FOIA 


GEARS.G E 

85061 BO 5 65 

50 277 

f 

8506100041* 

FOIA 


GEKAS.G W 

8506060454* 

SO 269 

1 

8506250072 

WASTE MGT 

GENTILI.H 

0506170667 

NUREG 


8506170446* 

50-344 

1 

GENT1LLON.C D 

3508240069 

NUREG 


8506170033 

50-155 

S 

GERDEWAN.F W 

6506050407 

40 8690 


8506210028 

50-255 

R 

GERDEWAN.F W 

6S0611054S 

PR 


3506240012 

50-155 

S 

GERDEWAN.F W 

8508170513 

40 0690 


8506280108 

50-255 

Q 

GERDEWAN.F W 

8508200405 

40 0674 


8506170413 

50-309 

Q 

GERDEWAN.F W 

8508200514 

10 0674 


8506250104 

50-309 

P 

GESKE.D 

0506040620* 

50-275 

S 

6506250202 

50-255 

J 

GEHY.A H 

6508030647* 

50-450 

G 

8506190249* 

40-7306 


GETTY. A H 

6506180180* 

50-450 

G 

0506050442 

50-320 

S 

GETZLAFF.T 

0508150129* 

FOIA 


8506240254 

50-327 

S 

GIAflRATANA,J 

6508 1 10347* 

FOIA 


0506060564 

50-317 

S 

GIARRATANA.J 

0506160125* 

roiA 


8506120136 

50-255 

F 

GIBBON.D R 

6600100053* 

FOIA 


8506100492 

TOPREP 


GIBBONS,! D 

0508270704* 

50 424 

0 

8404260100* 

50-382 

P 

GIBBS.M E 

65061 40420 

50 629 

G 

8405170369* 

FOIA 


GIBBS.M E 

6500140429 

50-029 

G 

0405290316* 

roiA 


GIBSON.J 

6606070104 

60-330 

H 

8406010396* 

FOIA 


GIBS ON. J 

6500140126* 

50 315 

P 

8500250359* 

50 382 

P 

GIBSON.J 

6506140131* 

60-346 

P 

8506250456* 

50-302 

E 

GIBSON.J 

8506140153* 

00-185 

i> 

8506140052 

NUREG 


GIBSON.J 

8506140106* 

50-206 

P 

8506070662 

50-443 

Q 

GIBSON.J 

8506140201* 

50-305 

P 

8506070662 

50 443 

G 

GIBSON.J 

8608140211* 

SO 409 

P 

8506130092* 

50 313 

P 

GIBSON.J 

8506140217* 

SO 331 

P 

8506130089* 

50-313 

P 

GIBSON.LS 

6506260375 

50 316 

S 

8506220023* 

50-302 

P 

GIESLER.CW 

6506070552 

50 306 

P 

8506030280 

50-267 

P 

GILBERT.LD 

6606070439* 

50-406 

Q 

8506030374 

50-267 

Q 

GILBERT.R A 

65061 005 C 4 

50-237 

P 

8506040725 

50-267 

S 

GILINSKY.V 

6403200305* 

50-416 

P 

B506200D84 

50-267 

S 

GILINSKY.V 

0404120400* 

50-416 

P 

0506240395* 

50-267 

Q 

GILINSKY.V 

0506110116* 

FOIA 


0506260451 

50-267 

R 

GILINSKY.V 

6506110102* 

FOIA 


0506260468 

60-267 

R 

GILINSKY.V 

6606150020* 

50.410 

U 

0506270255 

50-267 

P 

GILINSKY.V 

8606150045* 

50 416 

P 

0506270320 

50-267 

F 

GILLESPIE.F 

8505310553* 

PR 


8506270362 

50-267 

S 

QILLESPIE.F 

8505310576* 

PR 


0506270066 

50-267 

F 

GILUS.K 

8506210333 

PR 


0506030091 * 

50-520 

A 

gills, K< 

8506210330* 

F’R 


6506240700 

WASTE MGT 

GINSBERG,! 

0506100482* 

FOIA 


0506030641 

50 456 

G 

GINSBERG,! 

8506100482* 

FOIA 


0506030641 

50 466 

G 

GINSBERG,!, 

8506100484* 

FOIA 


05061 10522 

50-456 

G 

GIOVANNI.N 

8506200250* 

COMMISSION 

0506110522 

50-456 

G 

GIRARD.EJf 

0506210490* 

50-259 

Q 

0506140361 

50-456 

G 

GIRARD.EH 

8500270721 * 

50 280 

Q 

0506140361 

50-456 

G 

QlflRAY,AJ 

8500210326' 

50 5SQ 

A 

0506210271* 

50-277 

Q 

GIVEnSON,A P 

8506270207 

50 326 

S 

0506140100* 

50-352 

Q 

QIVRAY.A J 

8506210323 

50-550 

A 

8506210293* 

50-352 

a 

GIVRAV.A J 

850B2 10325* 

50-556 

A 

8506210301* 

50-443 

Q 

GIVRAY.A J 

6508210330’ 

50-550 

A 

8506240102* 

50-276 

Q 

GIVRAY.A J 

8506210300* 

50-550 

A 

0506260362 

NUREG 


GLACOBDE.F S 

8506140218* 

60-200 

V 

0103100046* 

50-320 

P 

QLASSPIEGEL.H 

6506000210 

50-440 

Q 

0400210141* 

50-341 

F 

GLASSPIEGEL.H 

8506060218 

50-440 

G 

0506150201* 

50-413 

P 

GLENN 

85061 10133* 

FOIA 


0506050225 

50-306 

S 

GLENN 

85061 10164* 

FOIA 


0506060666 

60-388 

S 

GLENN, C 

6506260135 

PR 


0500200413 

50-307 

S 

GLENN. J. 

6506110113* 

FOIA 


0506200434 

50-307 

S 

GLENN, J E 

6506060730 

QA09D 


8506210165 

50-307 

S 

GLENN. J E 

65061 10103* 

FOIA 


0506190077 

NUREG 


GLENN. J E 

85061 10110* 

FOIA 


8506240402* 

50-275 

0 

GLENN, J E 

85061 10120* 

FOIA 


8500250302* 

40-8681 


GLENN. J E 

85061 10149* 

FOIA 


8506030369 

SO-402 

G 

GLENN. J E 

85061 10234* 

FOIA 


0508110676 

50-302 

A 

GLENN. J E 

05061 10240* 

FOIA 


8506150007 

FOIA 


GLENN. J E 

8506120371* 

FOIA 


8506150036 

50-302 

E 

GLENN. J E 

8506120540* 

FOIA 


8506160060 

50-445 

0 

GLENN. J E 

8506120560* 

FOIA 


8506200063 

60-302 

A 

GLENN. J E 

8506120573* 

FOIA 


8506200060 

50-302 

A 

GLENN.J E 

8606130003* 

FOIA 


8506250094 

50-302 

A 

QLENN.J.E 

8506130323* 

FOIA 


8506250177 

FOIA 


GLENN, J E 

0506100049* 

FOIA 


8506250332* 

50-320 

A 

QLOVIER.H A 

8506040006 

60-333 

S 

8506060506* 

WASTE MGT 

GLOVIER.H A 

6506070310 

50-333 

S 

8506260752* 

50-260 

P 

GLOVIER.H A 

8506070442 

50-333 

Q 

8506050552* 

WASTE RES 

QLOVIER.H A 

8500180310 

50-333 

P 

8606050682 

40-6622 


GLOVIER.H A. 

8506250465 

50-333 

s 

8506270591* 

50-324 

0 

GNUQNOL1.G 

8506050146 

WASTE URT 

8506120427 

71-6272 


GODFREV.P 

8506070377* 

REGGO 


8506160109* 

FOIA 


GODWIN, A V. 

8606310666* 

PR 




468 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

GODWIN, SG 

8506060662 

SO 270 

S 

GRAESSERJK L 

GODWIN.SG 

8506070407 

50-270 

S 

GRAESSER.K L 

Goowm.sG 

8506270898 

50 269 

S 

GRAESSER.KL 

GOETSCH.S J 

8506030101 

NUflEG 


GRAESSER.K.L 

GOLAY.M 

65060S03S2 

PR 


GRAESSER.K L 

GOLDBERG.JH 

8506060269 

S0 4SS 

K 

GRAESSER.K L 

GOLDBERG.J H 

8506060674 

50 498 

S 

GRAESSER.K L 

GOLOGERG.JH 

85061 10222 

50 498 

S 

GRAESSER.K, L 

GQl.DBERG,JH 

8506110712 

50 498 

Q 

GRAESSER.K.L 

GOLDBERG.J H 

8506140495 

50-498 

S 

GRAHAM.O 

GOLDBERG, JH 

6506200529 

50-498 

S 

GRAHAM M 

GOLDBERG.JH 

8506200533 

50-498 

S 

GRANATH.J A 

GOLDBERG.JH 

8506200538 

50-498 

S 

GRANATH.J A 

GOLDBERG.JH 

8506270368 

50 498 

S 

GRANATH.J A 

GOLDBERG.JH 

8506270379 

50 493 

S 

GRANATH,JA 

GOLDBERG.MB 

85060301 42' 

50 528 

T 

GRANATH.J A 

QOLOflERG.SM 

8506270521* 

50 255 

Q 

GRANT.B 

GOLDEN.JC 

6506160222' 

50 456 

G 

GRANT.JM 

GOL0EN.JC 

8506240075 

50 373 

P 

GflANT.N.W 

GOLDEN.JC. 

6506270423 

50 254 

P 

GRANT. W B 

GOLDEN.M.P 

8504170291 

50-293 

J 

GRAPER.H 

GOLDIN, 0 

8506070377* 

REGGD 


GflATENHUIS.M 

GOLLER.K R 

8207220682' 

FOIA 


GRAVES.D N 

GOLLER.KR 

82080602G6' 

FOIA 


GflAVeS.R H 

GOLLER.K R 

8301310077' 

FOIA 


GRAVES.n H 

GQLLeR.KR 

8303310183' 

FOIA 


GRAVES.n H 

GOLLER.KR 

8309280572* 

FOIA 


GRAVES.RH 

GQLLER.KR 

8506130081* 

FOIA 


GRAY, EH 

GOLLER.KR 

8506130147' 

FOIA 


GRAY.H 

GOLLER.KR 

8506130153* 

FOIA 


QflAY.H 

GOLLER,KR 

85Q613Q170' 

FOIA 


GHAY,H 

GOLLER.KR 

0506130255' 

FOIA 


GRAY.H 

GOLLER.KR 

8506130280' 

FOIA 


GREATHOUSE. G 

GOLLER.KR 

8506130307' 

FOIA 


GREEN.GA 

GOLLER.KR 

8506130351' 

FOIA 


GflE£M.J-W 

GOLLER.KR 

8506140301* 

FOIA 


GREEN.J W 

GOLLER.KR 

8506140634' 

PR 


GRE6N.J W 

GOLLER.K.R 

6506140839* 

PR 


GREEN.fl 

GOLLEfl.ICR 

8506140657' 

PR 


GREEN.R 

GOLLER.KR 

8506140659' 

PH 


GREENE, Q A 

GOLLER.K R 

8506250204 

WASTE MGT 

GREENE.6 E. 

GOMEZ.B 

8508030359 

50 456 

G 

QREENE.TA 

GOODE.DJ 

8606100799 

27-47 


QREBNLEE.EA 

GOODENOW.R R 

8506070631 

50 463 

n 

QREENMAN.E 

GOODMAN.LS 

8606040479 

50 409 

s 

GREENMAN.E G 

Q0ODMAN.LS 

6506050609 

SO 409 

s 

QREEVES.J T. 

GOODMAN.LS 

0506200343 

50-409 

s 

GflEEVES.JT 

GORDAN.M 

8506110471 

WASTE MGT 

QREEVES.J T. 

GORDON 

8506070367 

50-206 

s 

GREEVES.JT 

GORDON.AW 

8500240137 

50-296 

s 

GflEEVES.JT 

GORDON.C 

8506060171' 

50-271 

Q 

GREGER.L R 

GOHOON.CZ 

8506060566' 

50-236 

o 

QREGER.LR 

GORDON.cz. 

8506070109* 

50 309 

Q 

GREGER.L R. 

GORDON, C.Z 

8506180146* 

50-352 

O 

GREGER.L R 

GORD0N.cz. 

8506280049* 

50 29 

Q 

QREGER.LR. 

GORDON.L 

8506140138* 

FOIA 


GREGER.L R 

GORDON, M 

8506060110 

WASTE RES 

GREGER.L R 

GORDON.M. 

8506060173 

WASTE RES 

GREGER.L H 

GORDON, M 

8506060214 

WASTE RES 

GREGER.L R 

GOHE.J.B 

8506150105' 

FOIA 


QREGER.LR. 

GOflE.JB 

8506150110* 

FOIA 


GREGER.L R. 

GOREJ B. 

8506150120* 

FOIA 


GREGER.L R 

GORMLEY.JW 

8506190339 

OA999 


GREGER.L R. 

GORMLEY.J.W 

8508190339 

QA999 


GREGER.L R 

GOflMLEY.J.W. 

8506250243 

QA999 


GREG6.H 1 

GOSSLEE.D.G. 

8506270532 

ORG 


GREGG.HI 

GOULD, R A 

8506240598 

FOIA 


GREGORY J.F 

GRABER.L 

8506050003 

50-250 

P 

GRELLA,AW 

QRABEfl.L 

8508050052 

60 280 

F 

QRELLA.A.W. 

GRABER.L. 

8506050346 

FOIA 


GRELLA.A W 

QRABEfl.L, 

3506110296 

FOIA 


Gn£LLA.A.W. 

GRABER.L. 

8506160227 

FOIA 


GRICE, JC 

GRABER.L 

8506180031 

60-250 

P 

GniESMEyER.JM. 

GRABER,L. 

8606200361 

50-266 

P 

QRIESS.JC, 

GRACE,JN. 

8406230059* 

FOIA 


GflrGQS.W.C. 

GfiACE.J N 

6407200261* 

FOIA 


GflIQGS.W.C 

GRACE, JN 

8412180495* 

60-482 

Q 

GRIGQS.W.C 

GflACE.J,N 

8506110016’ 

FOIA 


GRIMES, B.K. 

GRACE, JN 

8S061 10444 

50 269 

Q 

GRIMES.B.K. 

GRACE,JN 

0506200346 

STATE PROG 

GRIMES.B.K 

GRACE, JN. 

8506210611 

60-260 

Q 

GfllMES.C. 

GRACE.J.N 

8506270499 

50 259 

0 

GRIMES.C 1 

GRACE. JN 

8506270682 

50-335 

Q 

QROESCH.Q.L 

GRACE.JN. 

8508270710 

50-280 

Q 

GROSSMAN, W A. 

GRACE.J,N 

8506270745 

50-269 

Q 

GROTENHUIS.M. 

6flACE.J,N. 

8506270779 

60-348 

Q 

GROTENHUIS,M- 

GRACE.J.N 

8506270896 

60-261 

Q 

GROTENHUIS.M, 

GRACIA.P 

8S08180366* 

40 3506 


GROTENHUIS.M, 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8506030621 

50 295 

S 

GROTENHUIS.M 

8606260569 

50 324 

P 

8506030624 

50-304 

S 

6R0VES.R 

6506100368 

60 454 

S 

8506050062 

50 295 

S 

GRUNSEICH.R W 

8506250323* 

50 322 

0 

8506070044 

50-304 

S 

GRUNSEICH.R W 

8506250336* 

50-322 

0 

8506210010 

50 295 

R 

GUCWA.LT 

8506040346 

50 321 

F 

8506219287 

60 295 

S 

GUCWA.LT 

8506110323 

50 321 

P 

8506249063 

60-295 

S 

GUCWA.LT 

85061 10542 

PR 


8506250161 

60 295 

S 

GUCWA.L T 

8506120308 

50-321 

P 

8506270262 

60-295 

S 

GUCWA.LT 

8506190169 

50-321 

P 

6506140 941 

50-302 

R 

gucwa.lt 

8506190484 

PR 


B50624D1 18 

50-454 

S 

GUCWA.L T 

8S062 10275 

50-321 

0 

8506110185' 

FOIA 


GUCWA.LT 

6506210383 

50-321 

0 

8506110193' 

FOIA 


GUCWA,L T 

8506240571 

50 321 

F 

8506110200' 

FOIA 


GUENTHER, S 

8506200179* 

50-259 

0 

6506110204' 

FOIA 


GUI0ERT.JC 

8506160075' 

50416 

P 

8506110208' 

FOIA 


GUILD.R 

6506030369 

59.482 

Q 

0506170456* 

40 8831 


GUILO.R 

8506030369 

50 482 

G 

6506150259* 

50 425 

A 

GUILD.R 

650621 0509 

50 400 

G 

8506100116 

50 250 

R 

GUILO.R 

8506210509 

50 400 

G 

8506140377’ 

60 331 

Q 

6UINN.F K 

8503270115 

70 143 


8506110477 

OA999 


GUINN.F K 

85062004S5' 

70 143 


8506240006 

50-324 

F 

GUINN.PR. 

8506120135' 

FOIA 


8506060461’ 

50-458 

0 

GUINN.P.R 

8508120154* 

FOIA 


8506070248 

50-213 

B 

GUINN.P.H 

8506120168' 

FOIA 


8506120112 

50-213 

S 

GUINN.P R 

8506120174* 

FOIA 


8506240166 

50-213 

S 

GUINN.PR 

8506120200* 

FOIA 


8506260728 

50-213 

S 

GUINN.PR 

8506220169' 

FOIA 


8500240575' 

50 336 

Q 

GUINN.PR 

0506220225' 

FOIA 


8506100649' 

50 412 

Q 

GUINN.PR 

8506220262' 

FOIA 


8608140151* 

50-289 

P 

QULOEMOND.W 

0506260358* 

50 331 

Q 

8506140167’ 

50-280 

P 

GULDEMOND.WG 

8506030082* 

50-282 

Q 

0506140171’ 

50 289 

P 

GULDEMOND.WG 

8506140496' 

50 285 

Q 

0506220162' 

50 382 

Q 

GULDEMOND.W.G 

0508180562' 

50 373 

Q 

8506160530* 

FOIA 


GULDEMOND.WG 

0506210168' 

50-304 

Q 

8506050399 

WASTE MGT 

GUNDERSON.R D 

8506030230' 

50 528 

T 

3506100655 

WASTE MGT 

GUNDRUM.M 

8506270533 

SO 322 

G 

8506250005 

WASTE MGT 

GUSTIN.H.L 

0506180315* 

50 324 

P 

3506270455 

50-272 

H 

GUTIERHEZ.J M 

8506130164' 

FOIA 


8506270826 

60-354 

H 

GUTIERREZ,J.M 

8506100139' 

FOIA 


8506160467' 

FOIA 


GUTIERHEZ.J M 

8506180148* 

FOIA 


8506160469 

60-302 

J 

GUTIEHREZ.JM 

8506180153’ 

FOIA 


8506200426 

TOPflEP 


QUTIERREZ.J M. 

0506180162' 

FOIA 


8506240287* 

CONTRACT 

GUYMON.R H. 

6506140622 

NUREG 


8506140550 

50 346 

S 

QWYNN.TP 

8506070437* 

50 461 

0 

8506140455’ 

60-10 

P 

HAASS.WP 

7810300213* 

FOIA 


8506050606 

WASTE MQT 

HAASS.WP. 

8309200143* 

FOIA 


8506100824 

WASTE MGT 

HA8ERMAN.JH 

0506260395 

NUREG 


65061 10206 

WASTE MGT 

HACKNEY.CA. 

6506180508' 

60-382 

Q 

85061 10604 

WASTE MQT 

HACKNEY.C.A 

8506200015’ 

SO 313 

Q 

6506110651 

WASTE MGT 

HAFEME(STBR,D. 

8506190403 

PR 


3506040154 

50-374 

S 

HAQART.F 

6506050503' 

FOIA 


8508110380* 

50-373 

Q 

HAGAN, TF 

8506050635* 

FOIA 


3506140086' 

70-30 


HAGAN.TF 

8506050652’ 

FOIA 


6506140064 

50-454 

S 

HAGAN.TF 

8606050660* 

FOIA 


8506140130* 

50-10 

P 

HAGAN.TF. 

0506050696* 

FOIA 


8606140147* 

60-10 

P 

HAGAN.TF. 

8506050721* 

FOIA 


8506140304' 

FOIA 


HAQAN.T.F. 

8506050744* 

FOIA 


8608140377* 

60-331 

Q 

HAGAN.TF 

8506060370* 

CONTRACT 

8503140417' 

50-10 

P 

HAGAN.T.F. 

0508120056* 

CONTRACT 

6506140430* 

60-10 

P 

HAGAN.T.F. 

8606240396* 

CONTRACT 

8506140608* 

50 10 

P 

HAQUE.R. 

8506140196* 

60-266 

P 

8508140619* 

60-10 

P 

HAHN.H 

8506060400* 

FOIA 


8500140926* 

5010 

P 

HALE.C.J 

8608070177* 

50-490 

Q 

8506190231* 

60-1SS 

Q 

HALL.D.P. 

850604053B 

50 461 

A 

3506200153* 

50-364 

Q 

HALL.D P. 

0506060004 

50 461 

F 

0506210152' 

60-410 

Q 

HALL.D.P. 

0506120032 

SO 461 

V 

0506220063* 

50-302 

Q 

HALL.DP 

050614000B 

60-461 

S 

8506140132* 

FOIA 


HALL.D P 

6506210253* 

50 461 

0 

8506140362* 

FOIA 


HALL.DP. 

8506210261 

60-461 

Q 

8506140382* 

FOIA 


HALL,OP. 

8506240234 

50 461 

S 

8606140385* 

FOIA 


HALL, OP, 

8506270203 

60-461 

Q 

8606250056 

FOIA 


HALL.H D. 

6506040152 

60-498 

A 

6500240470* 

50 295 

0 

HALL.J.D 

8506050398* 

FOIA 


8506130358 

NUREQ 


HALL,R,£. 

8506070277* 

60-498 

A 

6506220016* 

50 382 

0 

HALL.R E 

8506070291* 

50-408 

A 

8506220081* 

50-382 

P 

HALLfl.E 

85081O0046* 

50 498 

Q 

8506220093* 

50 362 

P 

HALL.R, E. 

8506100098* 

50 498 

A 

3506180020 

50-440 

Q 

HALL.R E. 

8506100537* 

60-498 

Q 

8506260713 

50 410 

Q 

HALL.R E. 

8506260393* 

50-456 

Q 

8506270568 

REGGO 


HALL,R.J. 

8SQ6140282 

PROJ 


8506220202* 

60 206 

P 

HALLER, W A, 

8506110466 

60 369 

S 

8508210337 

50-206 

P 

HALLSTROM.GA 

8508240036* 

50-424 

0 

8506240283 

FOIA 


HALMARE.L. 

8606120285* 

FOIA 


8506100463* 

50-490 

A 

HALT2MAN.R.B 

8506240106* 

50-237 

Q 

8608120088 

50 324 

P 

HAMADA.G,H. 

8506240340* 

60-206 

Q 

6506120202 

50-324 

P 

HAMILTORP. 

8606200422 

60-293 

R 

8606170074 

60-324 

P 

HAMILTON, P.J 

8506250263 

60 293 

S 

8506170167 

50-324 

P 

HAMILTON, P.J 

8506260471 

50-283 

S 


ACCESSION SUBJECT 
NUMBER CATEGORY 


HAMMITT.H A 
HAMMOND, J S 
HANAN.N 
HAWAUEfl.S H 
HAMAUEfl.SH 

HANDLER, R 
HANDLER, R 
HANNETT.B A 
HANNETT.B A 
HANNETT.B A 

HANNETT.B A 
WANNETT.B A 
HANNETT.B A 
HANNETT.B A 
HANNETT.B A 

HANNETT.B A 
HANNUM.WH 
HANSEL, JL 
HANSEL.J L 
HANSEL, JL 

HANSEL.J L, 
HANSEL.JL 
HANSEL.J L, 
HANSON.n Q 
HAMSON.RG 

HANZE.JT 
HARBUCK.C C 
HARBUCK.C C 
HAHBUCK.CC 
HARDY.J E 

HARE.S 
HARE,S M 
HARLAN.C P 
HARMON.O F 
HAHMON.D F 

MAR MONO, D 
HARPSTER,T 
HAflPSTER.T 
HARPSTER.T 
HARPSTER,T 

HAflPSTER.T L 
HARPSTER.T L 

harpster.tl 

HARPSTER.T L 
HARPSTER.T.L 

HARPSTER.T.L 
HARPSTER.T.L 
HARPSTER.T L 
HARPSTER.T.L 
HARRELL, E.W. 


0506170434 

8506110264' 

0309190353' 

8210120520' 

8506150310 

8506190391' 

8506190402' 

8506130492 

8506130550 

8506140428' 

8506200237' 

8506200505 

8506210462 

8506210471' 

8506210510 

8506210512' 

8506140255 

8506240270 

8506240282* 

8506240288' 

8506240298 

8506240308' 

8506240320' 

8506240180 

8506240689 

8506030324' 
8506030167* 
6506140135' 
8506270561 * 
8506070366 

8506210168* 

8506030082' 

6506060385 

8506190289* 

8508190293' 

8506240057 

8606060075* 

8506070343* 

0506070615* 

8506170200* 

8506030440* 

0506060171* 

8506060566' 

6506070063' 

8506070199' 

0506070255' 

0606140490 

8506180145' 

8606280040* 

0508060286 


40 8631 
FOIA 
FOIA 
REQGD 
50 311 V 

40 7306 
40 7306 
XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PROJ 

50 456 R 

50 456 R 

50 456 R 


XPORTLIC 
50-293 Q 

50-307 O 

50-210 Q 

50-277 Q 

50-271 Q 

60-271 Q 

50-286 O 

60 322 Q 

60-309 Q 

60-352 Q 

50-213 F 

50 352 Q 

50-29 0 

60-330 S 


HARRELL, E.W 

6506170205 

50-338 

£ 

HARRELL, E.W 

8506170536 

50-338 

< 

HARRELL.E W. 

8606260581 

50 338 

< 

HAHRELL.P.H 

8506140296* 

50 313 

c 

HAflRINGTON.W D 

8506030230 

50-293 

F 

HARRINGTON, W.D 

8506030357 

50-293 

F 

HARRINQTON.W D, 

8506030370 

60-293 

F 

HARRINGTON.WO 

8606030387 

50-293 

c 

HARRINGTON, W.D 

850603041 S 

50 293 

F 

HARRINGTON.W D 

8506030443 

50 293 

F 

HARRINQTON.W D 

8506060654 

50-293 

S 

HARRINGTON, W.D, 

8506070076 

60-293 

Q 

HARRINQTON.W D 

8506110467 

Pfi 


HARRINGTON, W.O, 

8506120206 

50-293 

P 

HARRINGTON.W.O, 

8506200265 

50 203 

F 

HARRINGTON.W D. 

6506200306 

60-293 

F 

HARRINQTON.W D 

8506200422 

60-293 

R 

HARRINGTON.W D 

8506250227 

60-293 

P 

HARRINGTON, W.D, 

8606250263 

50-293 

S 

HARHINQTON.WD 

6606250453 

50 293 

S 

HARRINGTON.W.O, 

8506260471 

50 293 

s 

HARRINQTON.W D 

8506200046 

60-293 

p 

HARRIS,J,R. 

8506270702* 

50-424 

Q 

HARRIS.K.R. 

8506160230* 

FOIA 


HARRIS.P.A 

8506050551 * 

WASTE RES 

HARRIS.R.C 

B606 180511 

FOIA 


HARRIS.V.R. 

8506040455* 

50 508 

A 

HARRISON.F, 

8606140060* 

50-324 

R 

HARRISON.J.J 

8506040497 

60-456 

Q 

HARRISON, J J, 

8506050028 

60-373 

Q 

HARRISON,J J 

8606050036* 

60-373 

0 

HARRISON,J,J 

B5061 00628 

60-455 

Q 

HARRISON, J J. 

8506140234 

60-305 

Q 

HARRISON,J.J. 

8606140244 

50-237 

Q 

HARRISOHJ J 

8506140246* 

60-305 

Q 

HARRISON, JJ. 

8506140249* 

60-237 

Q 

HARRISON.J.J. 

8606140510 

60-237 

Q 

HABRISON,J,J. 

8506140512* 

60-237 

Q 


HARRISON, J J 
HARRISON,JJ 
HAflRISON,JJ 
HARRISON.JJ 
HARRISON, J J 

HARRISON.J J 
HARRISON,J J 
HARRISON.J J 
HARRISON.J J 
HARRISON.J J 

HARRISON.J J 
HART.R 0 
HART.R D 
HART.R 0 
HART.R D 

HART.R D 
HARTER.E S 
HARTfQAN.WF 
HARTtGAN.NF 
HARTMAN.WC 

HASEY.C M 
HASKIN.F E 
HASKIN.FE 
HASSE.R. 
HASSELL, D F 

HASSELL, D F 
HASSELL, D F 
HASSEL L,DF 
HASSELUD.F 
HASSELL,DF 

HATCH.SW 
HATFIELD.WO 
HATLEY.D 
HAUGHEY.M F 
HAUGHEY.MF 

HAUGHEY.MF 
HAVENS,W.W 
HAVENS.W W 
HAWKINS.O 
HAWKINS.E F 

HAWKINS.E F 
HAWKINS.E.F. 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS, E F 

HAWKINS.E F 
HAWKINS.E F 
HAWKINS,E F 
HAWKINS.E F, 
HAWKINS.E F 

HAWKINS.E.F 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F, 
HAWKINS.E F 

HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E.F, 
HAWKINS.E F. 
HAWKINS,E.F. 

HAWKINS.E F. 
HAWKINS,E F 
HAWKINS.E F. 
HAWKINS.E F 
HAWKINS.E.F. 

HAWKINS.E F, 
HAWKINS.E F. 
HAWKINS.F, 
HAWKINS.F 
HAWKINS,F, 

HAWKINS, F.C. 
HAWKINS.F C 
HAWKINS.TI 
HAWKINS.T.M 
HAWXHURST.J. 

HAWXHURSTJ 

HAWXHUflST.J 

HAWXHURST.J 

HAWXHURST,J, 

HAWXhURST,J,J 

HAYES ,8.B. 
HAYeS,B.B. 
HAYES.B.B. 
HAYES, 0 D. 
HAYES, O.D. 

HAYES.OD, 
HAYNER,Q.O 
HAYNES, J G, 
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ACCESSION SUBJECT 
NUMBER CATEGORY 

AUTHOR 

ACCESSION SUBJECT 
NUMBER CATEGORY 

85061B02I1 

8506210215 

8506240299 

8506250134 

8506250206 

50-263 

50-237 

50-282 

50-346 

50-440 

Q 

0 

Q 

Q 

Q 

HAYNES, J G 
HAYNES, J G 
HAYNES, J G 
HAYNES, J G 
HAYNES,J G 

8506040395 
8506040449 
8506040 585 
8506070027 
8506100024 

50 361 
50 361 
50 361 
50 361 
50 362 

S 

S 

S 

S 

S 

6506250303' 

8506250375' 

6506250335' 

8506250442' 

8506250451' 

50 329 
50-382 
50-332 
60-382 
50-382 

Q 

P 

P 

P 

P 

HAYNES, J G 
HAYNES,J G 
HAYNES, J Q 
HAYNES,J G 
HAYNES.J G 

8506100115 
65061 008B2 
65061 10299 
G5061 10330 
85061 10453 

SO 206 
50 361 
SO 361 

50 361 

50 200 

R 

R 

S 

S 

F 

8506270086 

8503280803 

8506050009 

8506060755 

8506270425 

50-461 

50-251 

50-250 

50-251 

50-250 

Q 

S 

S 

S 

S 

HAYNES.J G 
HAYNES.J G 
HAYNES.J G 
HAYNES.J 6 
HAYNES.J G 

Q5061 10473 
8506120558 
8506170651 
85062001Q7 
8506240140 

50-362 
50 200 
50 362 
SO 361 

SO 20Q 

S 

S 

s 

s 

s 

8506270436 

8506130377 

6506030627 

6606030629* 

6506190250 

50-251 

70-1703 

50-462 

50-462 

OAogg 

s 

G 

Q 

HAYNES.J G 
HAYNES.J G 
HAYNES.J G 
HAYNES, R F. 
HAYNES, R F 

85Q6260210 

8506260230 

8506280043 

8506030204 

8506040500 

SO 362 

SO 361 
60-361 
50-269 
50-270 

s 

s 

s 

s 

s 

8506140458 

6506170166* 

6506(80513* 

6606040211* 

8606060320 

50-269 

50-277 

FOIA 

50 341 

50 352 

5 

P 

Q 

6 

HAYNES, R F 
HAYNES, R F 
HAYNES, R.F. 
HEARD.J C 

HEATH, S J, 

0506120039 

0506120047 

6506140632 

0506170412 

0506130039 

50-269 

50-269 

50-270 

60-40'0 

FOIA 

s 

s 

s 

T 

8506O704S0 

6506070513 

8506100699 

8506100722 

8506100383 

50 352 

50 362 

50 352 

60 352 

50 352 

G 

B 

G 

Q 

G 

HEATH.S J 

HEHL.CW 
HEIDENREICH.J 
HEIDER,L H 
HEIDER.LH 

8506260050 
8506170239* 
050 6 100630* 
85Q6040130 
0506070050* 

FOIA 

50-305 O 

CONTRACT 
50-29 Q 

50-20 Q 

B&06240532 

6506260172 

8506270435* 

6506040227 

8506060543 

60 264 

PR 

60 445 

60 410 

60 410 

P 

T 

A 

A 

HEIDER.LH 

HEIDER.LH 

HEIN.WD 
HEISHMAN.R F 
HEISHMAN.R F 

0606070267 

8606140407 

0506110104 

0506060254* 

0506140424* 

60-20 
50-29 
50-41 2 
50-433 
FOIA 

R 

0 

s 

Q 

8506140602 

0506170258* 

8506(70262* 

8506280150 

8506030350 

60 458 A 

FOIA 

FOIA 

contract 

40 8768 

HEITNER.KL 
HELFRICH.R E 
HELFRICH.R E 
HELLER.AS 
HELTEMES.CJ 

0506030505 

8506110459 

8506250131 

8502220010 

0504170171 

50-2S7 

PR 

PR 

50-260 

50-260 

P 

P 

s 

0506050430 

0506050741 

8506060709* 

8506100562 

8506120542 

40 8602 

40 8768 

40 6728 

WASTE MQT 
WASTE MGT 

HELTEMES.C J 
HELTEMES.C J 
HELTEMES.C, J 
HELTEMES,CJ 
HELTEMES.CJ 

0505090499 

8506240437 

8506260603 

0506260005 

8506260700 

MISC 

NUREG 

60-346 

60-346 

50-346 

s 

s 

s 

8506140404 
8566140497* 
85661 40S02* 
8508(40556* 
8506200087 

401341 

401341 

40 1341 

40 134 ( 
408714 


HELTEMES.CJ 
HELTEMES.CJ 
HELTEMES.CJ 
HELTEMES.C J 

H ELTON, J C 

0506260706 
6506260716 
8506270233 
8506270342 
85061 9Q0 20 

50-346 

SO 346 
50-346 
50-346 
NUREG 

s 

s 

s 

P 

6506200105 

8506200107 

8508200(63 

8506200206 

8506200253* 

40 8697 

40 1341 
40- (341 

40 8675 

40 8663 


HENDERSON,Ae 

HENDERSON.H 

HENDERSON.T. 

HENDERSON.T 

HENDERSON.T 

8508150165* 

8508120184* 

8608110676 

8500200053 

8508250004 

FOIA 

FOIA 

50-362 

60-302 

50-3B2 

A 

A 

A 

8506200254 

8566200402 

8506200508 

8SO620O51C 

8506210291 

40 0502 

40 1341 
40-1341 

40 1341 

40 8714 


HENDERSON.T K 
HENDRIX, G W. 
HENNINQER.R J 
HCNRICK, N.T, 
HENRIE.D K 

6606030510* 
6508110474* 
6506240647 
6506040277 
6506130101 * 

50-20 

FOIA 

50-260 

60-260 

50-354 

Q 

P 

F 

A 

8506210361 

8506210387* 

850fi2l041(* 

8506210416* 

8506210437* 

40 1341 

40 1341 
403360 

40 8502 

40 8714 


HENRY.J J 

HENRY.J J, 

HENRY, L G 

HENRY, R E 

HENRY.R E. 

6508130165* 
8506170450* 
8606250003 
65061B0341* 
850 61 903 43* 

FOIA 

40-0631 

60-57 S 

REVIEW QR P 
REVIEW QR P 

8506240144 
8506260707 
6506040211' 
8506270192* 
0506270621 * 

40 8728 
40-8768 

SO 341 

50 483 

50 255 

0 

Q 

Q 

HENRY, R E 

HENRY.R E 

HENRY, VJ. 

HENSLEY.KD 

HERBERT.N 

8506100347* 
8506100352* 
05061301 to* 
8506130562 
85061 10260 

REVIEW Gfl P 
REVIEW QR P 
50-424 A 

70-143 

50-245 F 

8506060061 ' 
6506270536* 
8S06J70412 
8506140069’ 
8506030440* 

50 461 
60-483 

50 400 
60-289 

60 271 

Q 

0 

T 

P 

0 

HERDT.J.R 
HERMANN.OW. 
HERMANN.R A. 
HERMAN N.R A 
HERMANN.R A. 

85061 10326* 

8506160091* 

8506060420 

8506060655 

8506100526 

70-1066 

FOIA 

60-220 

60-277 

50-220 

P 

P 

P 

850606607S* 

8506070255* 

8506170280* 

8506260364' 

0506060171* 

50-293 

50-352 

50-277 

60-354 

50-271 

Q 

Q 

Q 

Q 

Q 

HERMANN.R A, 
HERMANN.R A 
HERMANN.RA, 
HERMANN,! S 
HERMAN N.T.S, 

8506240197 

8506240345 

8506270336 

6506190200* 

8506190210* 

50-220 

60-271 

50-271 

FOIA 

FOIA 

P 

F 

F 

0506060549* 

8506070468 

8506170523* 

8506050528 

8S06110'215 

60-320 

50-400 

60-275 

50-362 

60-382 

P 

G 

Q 

S 

S 

HERMANN.! S 
HERMANN.! S 
HERMANN,! S 
HERMANN,! S. 
HERMANN.! S 

8506190225* 
8506196229* 
65081 96233* 
6506190233* 
8508190240* 

FOIA 

FOIA 

FOIA 

FOfA 

FOIA 


8506110711 

6606100332* 

0506030522 

60-382 

50-346 

50-206 

S 

P 

S 

HERMANN.T.S 
HERMANN.! S 
HERMANN,T.S, 

6506190243* 

6506100264* 

8506190269* 

FOIA 

FOIA 

FOIA 



I 



J 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


number 

CATEGORY 


NUMBER 

category 

HERMANN.TS 

0506190273* 

FOIA 


HONEY.DD 

8505310664* 

PR 


HUFHAM.J W 

8506110317 

50-390 

A 

HEnNANDEZ.A 

S506220236* 

60-206 

P 

HOOO.DS 

8506260004* 

50 414 

M 

HUFHAMJW 

8506110533 

50 327 

F 

HERNANDE2.G H 

8506050171* 

50-528 

0 

HOOKS. K R 

8506270624* 

50-529 

0 

HUFHAM.J W 

8506110636 

PR 


HEflNANDEZ.G H 

6506270624* 

50-529 

0 

HOPPER. A 

8506170050 

CONTRACT 


HUFHAM.JW 

8506140409 

50 259 

F 

HERR.F 

6506050156* 

SO-275 

P 

HORNOR.J 

8506040166 

l&E 


HUFHAM.JW 

8506140486 

50-390 

F 

HERR.n K 

8506070338* 

50 498 

Q 

HORTON, A 

8506250163 

50 416 

S 

HUFHAM.J W 

8506180287 

50-327 

F 

HERSCH.MM 

B506210067 

XPORTLIC 


HOHTON.S 

8506220037* 

SO 382 

0 

HUFHAM.JW 

8506210378 

SO 436 

0 

HEHSKOVITZ.M B 

8506070366 

NUREG 


HOSEY.C M 

8606270694* 

50 2B0 

0 

HUFHAM,J W 

8506210439 

50-390 

0 

HESS.R W 

8506250004 

WASTE MGT 

HOU.S 

8506150260* 

FOIA 


HUFHAM.JW 

8506240495 

50-390 

F 

HEUTER.LJ 

8506190454* 

40-7308 


HOULGATE-WEST 

8506190342 

PR 


HUGE.H 

8506110686 

50-445 

A 

HIATT.S 

8S06030644 

50 440 

T 

HOUSER.M 

8506260155 

PR 


HUGE.H 

6506180108 

50-445 

A 

HJATT.S 

3506220249 

FOIA 


HOUSTON, fl W 

8107090079* 

50 341 

F 

HUKILLH 

8506140166* 

50-289 

P 

HIATT.S L 

6506050023 

50-440 

G 

HOUSTON.RW 

8306240146* 

FOIA 


HUKILl.H 0 

8506050461* 

50-289 

R 

HJATT.S L 

8S060S0094 

FOIA 


HOUSTON.R W 

8311110178* 

50 416 

P 

HUKILL,H D 

8506060474* 

50 209 

R 

HIATT.S L 

8506110253 

FOIA 


HOUSTON.RW 

8404050349* 

50 413 

A 

HUKILL.H 0 

8506050504* 

50 289 

n 

HIATT.S L 

6506150288 

50-440 

A 

HOUSTON.R W 

8405230463* 

50 413 

A 

HUKILL.HO 

6506070311* 

50 289 

Q 

HIATT.S L 

8506150291 

FOIA 


HOUSTON.R W 

8410020704* 

50 413 

A 

HUKILL.H D 

8506070661 

50 289 

s 

HIATT.S L 

8506170176 

50 440 

F 

HOUSTON.R W 

8502270651* 

FOIA 


HUKILL.H D 

0506070697 

50 289 

n 

HJATT.S L 

8506160336 

SO 440 

G 

HOUSTON.R W 

8506240617 

60 397 

P 

HUKILL.H D 

8506120147* 

50-289 

Q 

HIATT.S L 

8506210474 

FOIA 


HOWARD.F 

8506220051* 

50-362 

P 

HUKILL,H D 

0506140077* 

50 269 

S 

HIATT.S L 

6506260287 

PR 


HOWABD.F 

8508220056* 

50-362 

P 

HUKILL.H D 

8500170658 

50-289 

s 

HIATT.S L 

8506260092 

50-440 

G 

HOWARD.F 

8506220104* 

50 382 

0 

HUKILL.HO 

8506170663* 

50-289 

s 

HICKEV.E E 

8506140265* 

FOIA 


HOWARD. F 

8506220118* 

50 3B2 

0 

HUKILL.H D 

85062501 10 

50-289 

p 

HICKEY.JW 

8506140399* 

FOIA 


HOWARD.F 

8506220124* 

50 382 

Q 

HUKILL.HO 

6506260124 

50-209 

R 

HICKET.JW 

6506170283* 

FOIA 


HOWARD.F R 

8506220086* 

50 362 

P 

HUKILL.H D 

8506280032 

50-289 

P 

HICKEY.JW 

8506220200* 

FOIA 


HOWARD.F fl 

8506220098* 

50-362 

P 

HULBERT.DI 

8506040455* 

50-500 

A 

HICKEY.JW 

6506220269* 

FOIA 


HOWARD.F R 

0506220144* 

50 382 

Q 

HULTSCKR A 

6506040266 

SO 106 

F 

HICKIN.RA. 

8606260277* 

CONTRACT 

HOWE.HM 

0506240088 

50 275 

P 

HUMPHHEYS.P 

8506170276 

NUREG 


HICKMAN.B 

6506870463 

50 346 

S 

HOWE.H M 

85062701 1 1 

50 275 

P 

HUNNICUTT.O M 

8506030432* 

50 445 

Q 

HICKS.T E 

8506270591* 

50 324 

O 

HOYLE.J 

8508120253' 

FOIA 


HUNSTAO.A 

8506210454 

50-282 

S 

HIGGINBOTHAM.L 

8503190103 

WASTE MGT 

HOYLE.J C 

6506050184* 

FOIA 


HUNSTAO.AA 

8508170045 

50 262 

s 

HIGGJNaOTHAIH,L 

8504180186 

WASTE MGT 

HOYLE.J C 

6506050599* 

FOIA 


HUNSTAD.AA 

8506170054 

50 282 

S 

HIGGINBOTHAM.L 

8506100665 

WASTE MGT 

HOYLE,J C 

8506060672* 

COMMISSION 

HUNSTAD,A A 

8506170464 

50 306 

s 

HIGGINBOTHAM.L 

8506100831 

WASTE MGT 

HOYLE.J,C 

6506120231* 

FOIA 


HUNSTAD.AA 

8506170578 

60-306 

S 

HIGGINBOTHAM.L 

8506110700 

WASTE MGT 

HOYLE.J C 

6506120300* 

FOIA 


HUNSTAD.AA 

6506180363* 

50 306 

S 

HIGGINBOTHAM.L 

0506120176* 

FOIA 


HOYLE.J C 

6506170093 

50 322 

G 

HUNT.J 

0506050519* 

WASTE RES 

HIGGINS.JC 

6506040349* 

50 352 

P 

HOYLE.T, 

8506210198* 

50-397 

P 

HUNT.M.D 

0506270764* 

50 424 

Q 

HILDENBRAND.P 

8508030358 

40 8768 


HOYT.H F 

8506070511 

50 352 

G 

HUNT.WS 

8506100290 

50-348 

F 

HiLDENBRAND.P 

8506050430 

40 8502 


HOYT.H F 

8506140247 

50-352 

G 

HUNTER.DR 

8506030176 

50-285 

0 

HILDENBRAND.P 

8506050741 

40 8768 


HOYT.H F 

6506190306 

50 352 

Q 

HUNTER.DR 

8506030426 

50-445 

O 

HILDENBRAND.P 

8506210416* 

40 8502 


HOYT.H F 

8506200340 

50 352 

G 

HUNTER.DR 

8506060067 

50-313 

F 

HILL.O 

8506040519* 

50 440 

Q 

HSU.C 

8506070209* 

60 324 

S 

HUNTER.DR 

8506060514 

50 313 

P 

HILL.PW 

8506270363* 

CONTRACT 


HSU.C 

6506070220* 

50 324 

S 

HUNTER.DR 

8508100620 

50-285 

r 

HIUS.D E 

8506190302* 

50-440 

Q 

HUDACEK.W G 

6500070301* 

50 498 

A 

HUNTER.DR 

65061 10202 

50 205 

F 

HILTON.JG 

8506130280 

50-322 

G 

HUBACEK.W G 

8506070562* 

50 49B 

S 

HUNTER.DR. 

8506140279 

60-313 

Q 

HINO.J A 

85O6M0272* 

FOIA 


HUBACEK.WG 

0506070594* 

50-498 

Q 

HUNTER.DR 

8606140413 

50 313 

Q 

HIND.JA 

8506180353* 

70-1 193 


HUBACEK.W G 

0506100042* 

50 498 

Q 

HUNTER.O R 

6506160278 

60 285 

P 

HINO.J A 

6506190384’ 

40 7308 


HUBACEK.WG 

8506100066* 

50 498 

A 

HUNTER.DR. 

8506100464 

50-313 

0 

HIND, J A 

8506200466 

50-10 

F 

HUBACEK.WG 

0506100089* 

50 498 

Q 

HUNTER.D R 

8506200115 

50-205 

0 

HIND,J A 

6506240119 

I8E 


HUBACEK.WG 

8606100127* 

50 400 

Q 

HUNTER.DR 

8500240204 

50-285 

Q 

HIND.JA. 

B506250090 

60 341 

O 

HUBACEK.W G 

8506100145* 

50 498 

Q 

HUNTER.DR 

8606260360 

50-313 

0 

HIND.JA 

8506280082 

50 315 

Q 

HUBACEK.WG 

8506100184* 

SO 408 

0 

HUNTER.DR 

0506270131 

50-285 

0 

HINKLEMAN.LG 

85061 10535 

oAoea 


HUBACEK.W.G 

8506100319* 

50 496 

Q 

HUNTER.DR 

8506200006 

60-313 

Q 

HFNTZ.DC 

8506040050 

50 305 

J 

HUBACEK.W G 

8506100329* 

50 496 

Q 

HUNTER.DR 

6506280026 

50-285 

0 

HINT2.DC 

8506060363 

50-305 

Q 

HUBACEK.W Q 

6506100573* 

50 498 

Q 

HUNTER, R L 

8506050570 

WASTE RES 

HINT2.DC 

8506110409 

60-306 

P 

HUBACEK.W Q 

8506100567* 

50 408 

Q 

HUNTER.fl L 

8506100835* 

WASTE RES 

HINTZ.DC 

8506120145 

60-305 

P 

HUBACEK.WG 

0506100508* 

50 408 

A 

HUSAIN.A. 

6506210353* 

60 309 

P 

HINT2.0C 

8506210019 

50-305 

R 

HUBACEK.WG. 

8506100616* 

60 49S 

Q 

HUSAIN.I 

6506190419* 

50 409 

P 

HINTZ.D C 

8506210344 

50-305 

P 

HUDGINS.C. 

6506250281 

FOIA 


HUSAIN.I. 

8606190420* 

60 409 

P 

HINTZ.DC 

8506240225 

50-306 

S 

HUDSON.H 

8506050 144* 

50 275 

P 

HUTCHISON.L8 

6606070165 

60-397 

fl 

HIPSHER.WM 

8506110005 

71-0161 


HUETER,L J 

0506000102* 

50 255 

Q 

HUTSE8AUT,J. 

8506250161 

50-205 

s 

HIPSHER.WM 

8506130431 

71-9169 


HUETEfl.L J. 

0506210236* 

50165 

Q 

HYDER.JE 

8506100332* 

40-7306 


HISHIHUMA.M 

SSOOI 00645* 

PROJ 


HUFHAM.J W 

8604050121 

40 1341 


HYDEfl.J.E 

8506190334* 

40-7308 


HOS0S.SH. 

6506270620 

TO PREP 


HUFHAM.J.W 

8506030196 

60 327 

f 

(BEN.CA 

8506260450 

60-264 

s 

HOBSON, C M 

0506130067* 

FOIA 


HUFHAM.JW 

8506060354* 

FOIA 


IDEKER.R L 

8506110646 

71-6387 


HODGDON.A P 

8SG61703B4 

50 352 

Q 

HUFHAM.J-W 

8506060382* 

FOIA 


IDEKER.R L 

8506120485 

70-143 


HODQE.SA 

8506050130* 

FOIA 


HUFHAM.J.W 

8506060387* 

FOIA 


IDEKER.R L 

6506120494 

70-143 


HODSON.J 

8606070324* 

50-352 

O 

HUFHAM.JW 

8508060381* 

FOIA 


lEDESCO.R L 

8506160198* 

FOIA 


HODSON.J 

8606260677* 

50 333 

Q 

HUFHAM.J W. 

8506070043 

401341 


IMAN.R L 

6506190020 

NUREG 


HODSON.J.S 

6506200247* 

50-277 

Q 

HUFmM.J.W 

6506070071 

50-390 

S 

INFANQER.PE 

0606130218 

50 315 

p 

HOFF.T 

8506060477* 

50-373 

F 

HUFHAM.JW. 

850607G074 

50 390 

S 

INGRAM, F. 

8506060442* 

50-289 

H 

HOJ^FMAN.D.P 

6606070190 

SO-ISS 

R 

HUFHAM.J W. 

6506070079 

50 438 

S 

INGRAM.F 

8508060444* 

so 280 

H 

HOGAN.J P. 

8506130204* 

FOIA 


HUFHAM,J.W. 

8506070086 

50 438 

S 

INGRAM, F 

6506220246* 

FOIA 


HOGGE.S 0 

8506100601 

50-219 

J 

KUFHAM,J W 

6506070107 

50 391 

S 

INGRAM.F. 1. 

0506120030* 

FOIA 


HOGGE,S D 

8506110546 

50 219 

J 

HUFHAM.J W 

6608070124 

50 391 

S 

INTERRANTE.CG. 

8506120078 

WASTE RES 

HOLIAN.B E 

6506130414 

50-316 

S 

HUFHAM.J W. 

8606070133 

60-438 

S 

IPPOLITO.T.A. 

8504170193* 

50 269 

S 

HOLUND.S A. 

8S0814D112* 

50-289 

P 

HUFHAM.JW 

850607034S 

50-438 

S 

IPPOLITO.TA 

850607Q196 

60-324 

s 

HOLLAND.WE 

8606240324* 

50-390 

Q 

HUFHAM.J.W. 

8506070396 

60-390 

F 

IREUND.R E 

8506040726* 

60-287 

Q 

HOLLAR.DE 

8506130269 

50-400 

T 

HUFHAM,JW. 

8506070426 

50-390 

S 

IRELAND, R E. 

8506060585* 

50-267 

Q 

HOLLAR, D E 

6506140434 

60-400 

T 

HUFHAM,JW 

8506070433 

60-438 

S 

IRWIN.D P. 

0506030635 

50-322 

Q 

HOLLER.E. 

8500050230 

50-416 

Q 

HUFHAM.JW 

8506070500 

60-390 

A 

inWIN.DP 

8606030635 

50-322 

Q 

HOLLER,E 

8606050293 

50-416 

O 

HUFHAM.JW. 

6506070525 

50 390 

A 

IRWIN.D.P 

8506130140 

60-322 

G 

HOLLER.E 

8506100562 

60 454 

Q 

HUFHAM.J.W 

8506070682 

50 391 

S 

IRWIN.D P. 

8506130140 

60-322 

Q 

HOLLEY.W L 

6606140135* 

60-458 

Q 

HUFHAM.J.W 

8506070686 

60-391 

S 

IRWIN, D P, 

8506140425 

60-322 

Q 

HOLMES.RAY.P 

8506210526* 

50-321 

Q 

HUFHAM.J W- 

8506070695 

50-438 

s 

IRWIN.D.P. 

8506140425 

SO 322 

G 

HOLODV.PJ 

85061 10356* 

70-1795 


HUFHAM.J W. 

8506100322 

SO 439 

s 

IRWIN.D P 

6506210521 

60 322 

G 

HOLSOPPLE.K. 

8506240559* 

60 277 

Q 

HUFHAM.J.W. 

8506100426 

50-436 

s 

IRWIN, DP, 

8506210521 

50 322 

6 

H0LT2CLAW.KW. 

6506060499* 

FOIA 


HUFHAM.J.W 

8506100883 

60 438 

s 

IRWIN.D.P. 

8606270182 

50-322 

Q 
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AUTHOR 


IRWJN.DP 
IRWJM.H R 
IVEV.KD 
JAB BO UR, K N 
JABLONSKI.F 

JABLOWSKI.FJ 
JACKIW.II 
JACKWJ 
JACKIW.I N 
JACWWJ N 

JACKiW.I N 
JACKIWJ N 
JACKIW.I N 
JACKSON, G 
JACKSON.J 

JACKSON, J E 
JACKSONJ E 
JACKSON.J E 
JACKSON, J E 
JACKSON.J E 

JACKSON.J E 
JACKSON.J E 
JACKSON.J E 
JACKSON.J E 
JACKSON.J E 

JACKSON .J E 
JACKSON.J E 
JACKSON.J E 
JACKSON .R 
JACKSON, fl 

JACKSON, R E 
JACOBS.G K 
JACOBS.R 
JACOSS.R 
JACOBS.R 

JACOBS.R 
JACOBS.R 
JACOBS.R 
jACOBS.n H 
JACOBS.R H 

JACOBS.R H 
JACOQSON.J 
JAFFE.D H 
JAFFE.O H 
JAFFE.D H 

JAFFE.O H 
JAIN.H 
JANG.J 
JANUSKA.A G 
JAPE,F 

JAPE.F 
JAPE.F 
JAPE.F 
JAPE.F 
JAUDON.J P 

JAUDON.J P 
JAUDON.J.P 
JAUDON.J P 
JAUDON.J P 
JAUDON.JIP 

JAUDON.J P 
JAUDON,J P 
JAUDON.J P, 
JAUDON,J P 
JAUDON.J P 

JAUDON,J P 
JEFFRIES.W G 
JENKINS.B 
JENS.J H 
JENS.W H. 

JENS.WH 
JENS.W H 
JENS,W H. 
JENS.W.H 
JENS,W HI 

JENS.W.H 
JENS.W H 
JENS.W H. 
JENS.W H 
JENS.W H 

JENS.W H 
JESSEN.D 
JtERREE.CC 
JOHANSEN.J M 
JOHNSON ,AD 

JOHNSON. AH 
JOHNSON, A R 
JOHNSON.B D 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

NUMBER 

CATEGORY 


NUMBER 

8506270182 

50 322 

G 

JOHNSON.B D 

8506070465 

8506130060 

71 5796 


JOHNSON.B D 

8506070517 

8506240243* 

50 397 

0 

JOHNSON.B D 

8506110555 

0506260410 

50-369 

F 

JOHNSON.B D 

8506180175 

8506140534 

50-461 

S 

JOHNSON.B D 

6506200322 

8506210114* 

50 461 

Q 

JOHNSON.B D 

0506200437 

8506070459 

50 266 

S 

JOHNSON.B 0 

8606250362 

6506070559 

50 346 

S 

JOHNSON, 0 

6506260753 

6508040230 

50 346 

Q 

JOHNSON, C P 

8506060049 

0506140526* 

50-266 

Q 

JOHNSON, C P 

8506060069* 

0506240084’ 

50-346 

Q 

JOHNSON, D 

8506200099’ 

8506260116 

50-346 

P 

JOHNSON.DE 

8506270203’ 

8506200158* 

50 346 

P 

JOHNSON.D M 

8606140117* 

8506130117* 

71 6717 


JOHNSON, E H 

6S06030I26 

8304060553* 

FOIA 


JOHNSON, E H 

8506030157 

8303300559* 

FOIA 


JOHNSON.E H 

6606030215 

0304270341* 

FOIA 


JOHNSON, E H 

B606030375 

0304270406* 

FOIA 


JOHNSON.E H 

6500030384 

0305000623* 

FOIA 


JOHNSON.E H 

8506030404 

0307200009* 

FOIA 


JOHNSON.E H 

8506030481 

8307210361* 

FOIA - 


JOHNSON.E H 

8506030484 

8308040022* 

FOIA 


JOHNSON.E H 

8506030466 

8310250194* 

FOIA 


JOHNSON.E H 

8506030511 

8310260336* 

FOIA 


JOHNSON,E H 

B506030513 

8402150459’ 

FOIA 


JOHNSON.E H 

B506030560 

8403200333* 

FOIA 


JOHNSON.E H 

8506040212 

0405150453* 

FOIA 


JOHNSON.E H 

8506040717 

6501160236* 

FOIA 


JOHNSON.E H 

8506040728* 

8506040740 

50 249 

S 

JOHNSON.E H. 

8508050158 

8506070134 

50 237 

S 

JOHNSON.E H 

8506050576 

8207300348* 

50 424 

A 

JOHNSON.E H 

8506060455 

8506130505 

NUREG 


JOHNSON.E H 

8506060554 

8506140074* 

50-269 

P 

JOHNSON.E H 

850606055B 

8506140145* 

50 209 

P 

JOHNSON.E H 

8506110162 

8506140175* 

50 289 

P 

JOHNSON, EH 

8506110210 

0506140106* 

50 209 

P 

JOHNSON.E H 

8506110421 

0506140192’ 

50 289 

P 

JOHNSON.E H 

8506140129 

6506140199* 

50 289 

P 

JOHNSON.E H 

8506140197 

0506100701* 

50 387 

Q 

JOHNSON.E H 

8500 16032 9 

0506140161* 

50-289 

P 

JOHNSON.E H 

8508180504 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

50-255 

P 

JOHNSTORWV 

8202080518* 

50 289 

P 

50-255 

P 

JOHNSTON.WV 

8407170191* 

50 289 

P 

50 255 

V 

JOHNSTON, WV 

8411160290’ 

50 412 

A 

50-255 

P 

JOHNSTON.WV 

8506100646* 

SO 289 

P 

SO 255 

P 

JOINER.J E 

8506040690 

50 424 

G 

50 255 

S 

JOINEfl.JE 

8506280033 

50 424 

G 

50 256 

Q 

J01NER,JE 

8506200033 

50 424 

G 

GEN TEC 1 

S 

JOINER.J E 

8506280033 

SO 424 

G 

50 354 

F 

JONES, F A 

7909070113* 

FOIA 


60 354 

F 

JONES, GT 

8504050076 

SO 259 

S 

60 286 

Q 

JONES, G T 

8506030036 

50 295 

S 

60 423 

Q 

JONES, G T 

8506050020 

50 259 

s 

so 334 

Q 

JONES, G T 

8506050278 

50 295 

s 

50 458 

Q 

JONES, G T 

8506050481 

so 259 

S 

60 458 

Q 

JONES, G T 

850GD70201 

50 259 

R 

50 468 

O 

JONES.GT 

8506070367 

50-295 

S 

50 298 

O 

JONES, GT 

8506100327 

50 296 

S 

SO 498 

0 

JONES.GT 

8506100333* 

50 296 

S 

50 468 

Q 

JONES, G T 

8508100436 

50 296 

S 

60 267 

F 

JONES, G T 

0506240026 

50 259 

S 

50 298 

Q 

JONES, G T 

8506240137 

50 296 

S 

50 298 

P 

JONES, J A 

8007150478’ 

FOJA 


50 382 

O 

JONES.J A 

8012090591* 

FOIA 


60 267 

F 

JONES, ME 

8506070415* 

50 200 

V 

50 298 

F 

JONES, SB 

0506040692 

50 259 

s 

50-313 

S 

JONES, SB 

B506240133 

50 259 

s 

50-267 

Q 

JONES, SB 

0506240146 

50 296 

s 

50 267 

Q 

JONES.TN 

0506060376 

NUREG 


50 458 

Q 

JONES.V 

8506100468 

50 280 

fl 

50 267 

Q 

JONES, W B 

8506030518* 

60 382 

Q 

50 458 

Q 

JONES.WC 

8506270357 

50-285 

P 

50-267 

P 

JORDAN.E L 

8407190013* 

FOIA 


50-267 

P 

JORDAN.E L 

0407190022* 

roiA 


50-29B 

Q 

JORDAN.E L 

0407190020* 

FOIA 


50-456 

Q 

JORDAN.E L 

8407190286* 

FOIA 


50-458 

Q 

JORDAN.E 1 

0408150570* 

REGGD 


50-458 

Q 

JORDAN.E L 

8410110357* 

50-334 

F 

50-298 

Q 

JORDAN.E L 

6411080180* 

50-322 

F 

50-362 

Q 

JORDAN.E L 

8411090107* 

50-322 

F 

50-382 

Q 

JORDAN.E L 

8505130027 

50-3 

0 


0506140213* 

50-209 

P 

JOHNSON.E H 

0506250140’ 

50 346 

Q 

JOHNSON.E H. 

0506040020 

50 310 

P 

JOHNSON.E H 

0506060310 

50-317 

P 

JOHNSON.E H 

8506110110 

50-317 

P 

JOHNSON.E H 

0506240417 

50-317 

P 

JOHNSON.E H 

0506120404* 

WASTE RES 

JOHNSON.E M 

8506200135* 

SO 29 

0 

JOHNSON.E H 

0506210104* 

50 409 

Q 

JOHNSON.E H. 

0506070616* 

REGGD 


JOHNSON.E H 

0500270562* 

50-200 

0 

JOHNSON.E H 

0506270630* 

50-416 

0 

JOHNSON.E H 

0606270606* 

50-250 

Q 

JOHNSON.E H 

0006270776* 

50 413 

Q 

JOHNSON.E H 

0506030167’ 

50 450 

Q 

JOHNSON.E H 

0506030303* 

50 290 

Q 

JOHNSON, G E 

0506030309* 

50 490 

Q 

JOHNSON.G E 

0506030412* 

50 450 

Q 

JOHNSON, G.E 

0506030500* 

60-450 

Q 

JOHNSON.G E. 

8506050203* 

50 450 

Q 

JOI INSON.G E 

05061 10220’ 

50 450 

Q 

JOHNSON.G E 

0506110420* 

60 450 

Q 

JOHNSON. J 

8506140135* 

50-450 

Q 

JOHNSON, J 

0506140499* 

50-298 

Q 

JOHNSON.JD 

0506250393* 

50 450 

Q 

JOHNSON.JM 

0506270561’ 

50 458 

Q 

JOHNSON.LH 

8506270270* 

50-369 

P 

JOHNSON.L L 

0506110400* 

QA999 


JOHNSON.M C 

0506140049 

50-341 

Q 

JOHNSON.P. 

0506060392 

50-341 

E 

JOHNSON.P H. 

0506060406 

50 341 

E 

JOHNSON.P H 

0506100016 

50-341 

Q 

JOHNSON.P H 

0506100366 

50-341 

P 

JOHNSON.P H 

6506170406 

50 341 

P 

JOHNSON, R.Q 

6506100353 

50 341 

F 

JOHNSON.T. 

8506200113 

50 341 

F 

JOHNSON, T. 

0506200145 

60-341 

F 

JOHNSON.T 

0506210155 

50-341 

Q 

JOHNSON.T. 

0506260133 

50 341 

P 

JOHNSON ,W D 

8506260230 

50 341 

Q 

JOHNSON.W P 

0506270571 

50-341 

Q 

JOHNSON.W P. 

0506260163 

60-265 

S 

JOHNSON, W.P 

0506250392* 

40-8681 


JOHNSON.W P 

8506190045* 

FOIA 


JOHNSON.W P 

0506240243* 

50 397 

Q 

JOHNSON.W.P 

8506200177* 

60-335 

0 

JOHNSON.W P 

0506030518* 

50-302 

Q 

JOHNSTON, Q S. 

B506070029 

50-256 

F 

JOHNSTON.Q.W. 


8506200229 

50-302 

Q 

JORDAN.E L 

8506200266 

50-382 

F 

JORDAN.E 1 

850620D20I 

50-490 

A 

JORDAN.E L 

8506200632 

50-267 

P 

JORDAN.E L 

8506240009 

50-267 

Q 

JORDAN.E L 

6506240141 

50-267 

Q 

JORDAN.E L 

8506240375 

50-267 

Q 

JORDAN.E L 

850624O5Q0 

50-458 

Q 

JORDAN.E L 

8506260304 

50-458 

Q 

JORDAN.E L 

8506250412 

50-287 

P 

JORDAN.E 1 

0506250419 

50-362 

F 

JORDAN.E L 

0506260228 

50-296 

F 

JORDAN.E L 

0508260342 

50-267 

P 

JORDAN.E L 

8506260399 

50-290 

Q 

JORDAN.E L 

0506270556 

60 458 

Q 

JORDAN.E L 

8506030437 

50 413 

G 

JORDAN.E 1 

8506060453 

50 413 

G 

JORDAN, H 

65061 10470 

50 413 

Q 

JOROAN.H D 

6506170490 

50 209 

Q 

JORDANJ S 

8506170502 

50 289 

G 

JORDAN, W S 

8506240713 

50 413 

G 

JORDAN.W.S 

8606070326* 

50 203 

Q 

JORQAN.W S 

8506210271* 

60 277 

Q 

JORGENSEN.B 

B506060385 

NUREG 


JOSIGER.W A 

8506110093* 

FOIA 


JOStGER.W A 

8506050552* 

WASTE 

RES 

JOYNER 

8606160301* 

FOIA 


JOYNER, J H. 

6506200123 

70 925 


JOYNEfl.JH 

8606110272 

50 206 

S 

JOYNER.JH 

C606060517* 

50 397 

0 

JUDD.G 

6506210132’ 

50 206 

o 

JUDD.PV 

6500210134* 

50 206 

o 

JUSTUS, P 

6506240690’ 

50 397 

o 

KAISEfl,A F 

8500030521 

50-263 

J 

KAIAT.S 

8596270462 

50 424 

G 

KALAT.S 

6506270462 

50 424 

G 

KALAT.S.A 

6506270489* 

50 424 

G 

KAUT.SA 

8508270489* 

50 424 

G 

KALER.RJ 

8596140296* 

50 313 

Q 

KALIVIANAKIS.N 

85061 20326 

50 443 

A 

KALIVIANAKIS.N 

6508170466 

60 443 

A 

KALIVIANAKIS.N 

8506200066 

50 443 

S 

KALIVIANAKIS,N. 

8506200389 

50-443 

S 

KALIVIANAKIS.N 

8506200438 

50 443 

S 

KALIVIANAKIS.N, 

8506200445 

50 443 

s 

KALIVIANAKIS.N 

8506240405 

50-443 

s 

KALIVIANAKIS.N, 

791 1010593* 

FOIA 


KALNINS.A 

8506250449* 

50-528 

Q 

KAMIMURA,W 


6505 13002 a 
851)5200590 
6505200600 
6505200181 
6505200167 

8505200195 

8505310534* 

8506000677 

6506060707 

6506070405* 

6506130420* 

8506140086* 

8506140240 

8506140292* 

8506140636 

850627081 2 

8506100036 

8506130183* 

8506100591 

8508110515* 

8506160390 

8506160390 

8506140153* 

8506210460 

8506240106 

8506070172 

Q506I10342* 

8506130108* 

8506160127* 

8506100569 

0412050326* 

8506110600 

8506110334 

8506220048* 

6506220004* 

8506220074* 

8508220130* 

8606170241 

6506040258 

6506170028 

6508170181 

8508170308 

6506250122 

6506250138 

8506250456 

6506260163 

8506140112* 

8506130355* 


50-3 
50-3 
50-3 
50-3 
50-3 

50-3 
50-440 
SO-3 
60 3 
REGQD 

60 206 Q 

50 209 Q 

60 3 Q 

FOIA 

50 3 Q 

50 263 F 

NUREG 
60 364 A 

WASTE RES 
PR 

SO 289 G 

50 289 G 

50 155 P 

50-286 R 

50-286 fl 

l&E 

70 1795 
FOIA 
FOIA 
70 920 

50-362 P 

WASTE MQT 
50-200 S 

50-382 Q 

50-302 P 

50-302 P 

50-302 Q 

60-382 A 

50-254 R 

50-254 S 

50-254 S 

50-265 S 

60-265 S 

50 254 S 

SO 254 S 

SO 265 S 

60-289 P 

FOIA 


ooooo oroo 
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KAMMERER.C 

a506050069* 

FOIA 


KELLY.L 

8500240186 

50-286 

fl 

KISTER.H B 

8506200167* 

50 193 

0 

KAMMERER.C 

e508050446* 

FOIA 


KEMPER.J S 

8500170214 

50 352 

F 

KISTER.H B 

8508210492 

50210 

0 

KAMMEHER.C 

850606'0426* 

FOIA 


KEMPER.J S 

0506100444 

50-277 

P 

KISTER.H 8 

8506240103* 

50 271 

0 

KAMMERER.C 

8506120525* 

50 275 

T 

KENNARD.G A 

6506030146* 

SO 528 

T 

KISTER.H B 

8506240317’ 

SO 271 

0 

KAMMERER.C 

8506200381' • 

FOIA 


KENNEOr.J e 

0506060026 

WASTE MGT 

KISTER.H a 

0506240323 

50 219 

0 

KAMMERER.C 

&5062003&5* 

FOIA 


KENNED Y,J E 

0506260052 

WASTE MGT 

KISTER.H B 

8506240330* 

50-219 

0 

KAMMERER.C 

8506200388* 

FOIA 


KENNEDY.WJ 

6506250347 

PR 


KISTER.H B 

8606240804* 

50-293 

0 

KAMMERER.C 

8506200394* 

FOIA 


KENYON.B D 

0506070702 

50 387 

R 

KISTER.H B 

8506250340 

50-354 

Q 

KANAPILLY.GM 

6506060416* 

50-320 

P 

KENYON.B 0 

0506240256 

50 387 

Q 

KISTER.H B 

8506280099* 

50-286 

Q 

KANE.G H 

8506130227 

50-322 

G 

KENYON.B D 

8506260274 

50 387 

F 

KITTMER.CA 

0506170667 

NUflEG 


KANICK.B 

8506070512 

50 275 

R 

KENYON.TJ 

8506030559 

50 259 

P 

KIZEfl.K W 

8506250213 

STATE PRO 0 

KANOW.L fl 

8506240243* 

50 397 

Q 

KENYON.TJ 

8506060417 

50-259 

P 

KLAPPflOTH.J F 

8506 100242 

TOPREP 


KANY.JC 

8506240564 

PR 


KENYON.TJ 

6506130106 

50 390 

A 

KLEIN.L R 

8506250129 

50 277 

0 

KARSCHH 

8506030138 

TOPREP 


KENYON.TJ 

8506140042 

50-390 

F 

KLEIN.TJ 

0506200364 

40 8504 


KARTZ.JS 

8506220107* 

50361 

P 

KENYON.TJ 

8506180274 

50 259 

P 

KLEINSMITH.M E 

8506180316* 

50 324 

P 

KASHIWA.BA 

8506060372 

NUHEG 


KENYON.TJ 

8506270104 

50 390 

A 

KLEINSORGE.WP 

8506270813* 

50-250 

0 

KASSIfl.M 

8506130175 

NUREG 


KEPPLER.JG 

8601240006* 

50-483 

Q 

KLINE.J H 

8506030439 

27-39 


KATO.W Y 

8506060438 

WASTE RES 

KEPPLER.JG 

8506050041 

50 454 

S 

KLINE, JR 

8506110472 

50 322 

G 

KATZ,0 

8506220047* 

50-206 

P 

KEPPLER,JG 

8506070555 

50-454 

0 

KLINE.J R 

8506180470 

50-322 

0 

KAT2.0 

8506220052* 

50-206 

P 

KEPPLEfl.J G 

3506070558* 

50 454 

Q 

KLOPP.G 

8506180242* 

60 466 

0 

KATZ.0 

8506220057* 

50-206 

P 

KEPPLER.J G 

8506100315 

60-346 

P 

KNAPP.M 

8506050605 

WASTE MGT 

KATZ.B 

6506220063* 

50-206 

P 

KEPPLER.J G 

8S06I00600 

50-454 

Q 

KNAPP.M fl 

8506050120 

WASTE MGT 

KATZ.B 

8506220067* 

50-206 

P 

KEPPLER.J.G 

0506130265* 

50-295 

0 

KNAPP.M R 

B506050374 

WASTE MGT 

KAY.JA 

8506030506 

50 29 

O 

KEPPLER.J G 

8506130335* 

FOIA 


KNAPP.M R 

0506100609 

WASTE MGT 

KAY.JA 

8500040191 

50 29 

P 

KEPPLER.J G 

8506140134 

50-346 

S 

KNAPP.M H 

8506120002 

WASTE MGT 

KAY.J A 

8506140481 

00 29 

F 

KEPPLER.J G 

8506140184’ 

FOIA 


KNICELEY.J R 

8506040506* 

70-2060 


KAY.JA 

85O6140482* 

50 29 

F 

KEPPLER,J Q 

8506190268* 

40 7308 


KNICELEY.J R 

8506190168* 

50 203 

Q 

KAY.MA 

8506180436 

50 288 

H 

KEPPLER.JG 

8506190291* 

40-7308 


KNIEL.K 

8506150201* 

FOJA 


KEARNEY.J J 

8506050587* 

WASTE RES 

KEPPLER.JG 

0506190307* 

40-7308 


KNIGHT.J P. 

8506040721* 

50 275 

E 

KEATING.D.E 

8506270093* 

60 461 

Q 

K6PPLEH,JG 

8506190330* 

40 7308 


KNIGHTON.G W 

8503150533 

50 323 

A 

KEENAN.J S 

8506070298* 

50-336 

P 

KEPPLER.JG 

8506210247 

50 461 

Q 

KNIGHTON.G W 

8505310700* 

50 400 

A 

KEENAN.J S 

8506070308* 

50-336 

P 

KEPPLER.JG 

8506240131 

50-373 

S 

KNIGHTON.G W 

8506050658 

50-361 

P 

KEIMIG.R R 

8506050659' 

60-170 

O 

KEPPLER.J G 

8506250371 

60 316 

Q 

KNIGHTON.G.W 

0506060007 

50 400 

A 

KEIMfQ.R R 

8506050668* 

50-184 

Q 

KERR.G W. 

8506110102* 

FOIA 


KNIGHTON.G W 

8506060010 

50 412 

A 

KEIMI6.R R 

8506070223* 

50-320 

Q 

KERR.G W 

85061 10235* 

FOIA 


KNIGHTON.G W 

8506060021 

50 490 

A 

K£IMIG,R R 

85061002 JO* 

50 289 

Q 

KERR.G W 

8506120076’ 

FOIA 


KNIGHTON.G.W 

0506060231 

50-275 

P 

KEIMIG.R.R 

65061410090* 

50-289 

Q 

KERR.G W 

8506210075* 

50-289 

1 

KNIGHTON.G W 

8506060290 

50-528 

P 

KEIMIG.Rfl 

8506170443* 

50 219 

0 

KGRS.L L 

8508140246* 

FOIA 


KNIGHTON.G W 

0506070040 

50-275 

E 

KEIMIG.R R 

0506200022 

50-322 

S 

KERS.L L 

8506140278* 

FOIA 


KNIQHFON.QW 

8506070048 

50-276 

0 

KEIMIG.RR 

0506210385* 

70 820 


KESSEL.R M 

8506030140* 

50-322 

P 

KNIGHTON.G W. 

0506130035 

50-443 

A 

KEISER.HW. 

8506030212 

60 387 

s 

KETZUCH.N 

8506180546 

70-1 100 


KNIGHTON.G W 

8506 1302 15 

50-400 

A 

KEISER.HW 

8506050225 

50-388 

s 

KETZLACH.N 

8506210034* 

70-1201 


KNIGHTON.G W 

8506130463* 

50 423 

A 

KEISER.H.W 

8506060329 

60 387 

s 

KETZLACH.N 

8S062 10163* 

70 734 


KNIGHTON.G W 

8506130576 

60 528 

P 

KEISER.HW 

8506060349 

50-387 

s 

KETZLICH.N 

8506240241* 

70-1100 


KNIGHTON.G W 

0506130579 

50 443 

A 

KEISER.HW 

8506060688 

60-388 

s 

KHATJB-RAHBAR 

8506100534* 

FOIA 


KNIGHTON.G W 

8506260602 

50-443 

A 

KEISER.HW 

8506170615 

50-387 

s 

KIMBALUCS 

8506140396 

NUREG 


KNIGHTON.G W 

0506260676 

50-275 

P 

KeiSER.HW. 

8508200413 

60-367 

s 

KING.J.B. 

8506060242* 

WASTE MGT 

KNIGHTON.G W 

8606260759 

50 400 

A 

KEISER.HW 

8506200434 

50-387 

s 

KING.L P. 

8506270607' 

50 269 

Q 

KNIGHTON.G.W 

8500270207 

60-498 

A 

KEISER.HW 

8506210165 

50-387 

s 

KINNEMAN.J D 

8506060710 

70-2894 


KNIGHTON.G W 

8500270770 

50 443 

0 

KEISER.HW 

6606240027 

50-387 

s 

KINNEMAN,JO 

8506110304* 

FOIA 


KNIGHTON.G W 

0606270707 

60 361 

F 

KEITH.HN 

S50625046S 

50-333 

s 

KfNNEMAN.JO 

8506100057* 

FOIA 


KNIGHTON.G.W 

8506280229 

50 275 


KELBLEY.M 

8506130065* 

7f.S798 


KINNEMAN.J D 

8500240616 

40-8794 


KNOP.flC 

0506140398* 

60 440 


KELLER.fl 

3506060388* 

50-443 

0 

KINTNEfl.L L 

8506060613 

50-416 

S 

KNOP.R C 

0506210217* 

60 440 

Q 

KELLER.B.M 

8506030318* 

60 320 

0 

KINTNER.LL 

8506120157 

50-416 

S 

KNOP.RC. 

0506240135* 

50 440 

Q 

KEUBR.RM 

3506060740* 

50 170 

Q 

KINTNEfl.L L 

8506150035* 

50 416 

P 

KNOP.fl.C 

8506200334* 

60-440 

Q 

KELLER.RM 

8506200167* 

SO 193 

Q 

KINTNEfl.L L 

8506260376 

50 416 

P 

KNUTH.D.F 

8506190325* 

40-7300 


KEUER.R M. 

8506240103* 

50-271 

Q 

KlflNER,N.P 

8506050173* 

WASTE MGT 

KNUTH.O F. 

8506260308* 

FOIA 


KELLER.BM 

8506240317* 

SO 271 

Q 

KIRNEfl.NP, 

8506050703* 

WASTE MGT 

KOBER.R W 

0506040273 

50 244 

P 

KEUER.R M. 

8506240330* 

50-219 

Q 

KinSCH.DF 

8506040953 

50 344 

Q 

KOBER.fl.W 

8506170302 

60-244 

S 

KELLER.RM 

8506240604* 

60-293 

Q 

KIRSCH.D F. 

6506050129 

50 520 

Q 

KOBER.R W. 

8506180017 

60 244 

P 

KELLER.RM. 

8506270203* 

60-423 

Q 

KIRSCH.D F. 

6506050376 

50 529 

Q 

KOBER.R W. 

0506200159 

SO 244 

s 

KELLEfl.R M 

8506200089* 

50-286 

Q 

KIRSCH.0 F 

8506060421 

60-275 

Q 

KOBER.R W. 

8506210300 

60-244 

F 

KELLEY.Efl. 

8506190406 

50-922 

G 

KIRSCH.D F 

8506060498 

50 397 

Q 

KOBER.R W 

8506240109 

50 244 

F 

KELIEY.BR 

8506210205 

60-922 

G 

KIRSCH.D F 

8506060678 

50-275 

Q 

KODAU.K K 

0506070035* 

70-1068 


KELLEY.Efl 

8506210305* 

50 322 

G 

KIHSCH.D.F 

0SO6O6O7OS 

60-528 

Q 

KOENIGS.R L 

8506040741 

60 397 

S 

KELLEY.Efl 

8506210516 

60 322 

G 

KIHSCH.D.F 

8506100795 

60-312 

Q 

KOENIQS.R L 

8506070292 

60-397 

s 

KELLEY.E R 

8506210525* 

50 322 

G 

KIRSCH.D F. 

0508110244 

50-312 

P 

KOENIGS.R L. 

8506070440 

50 397 

s 

KELLEY.Q A 

8506220241* 

FOIA 


KIRSCM.DF 

8500170521 

50-275 

Q 

KOENIGS.R.L 

8506070458 

60-397 

s 

KELLEY. J L 

8506120004 

50 400 

T 

KIHSCH.D.F. 

8606200448 

50-344 

0 

KOENIGS.R L, 

8506260171 

60-397 

s 

KELLEY, J.L. 

8506140261 

SO 400 

G 

KIRSCH.D.F 

8506210128 

50-206 

Q 

KOENIGS, R.L, 

8506260404 

50 397 

s 

KELLUND.GC 

8506200452* 

60-344 

Q 

KIRSCH.D F. 

8506220076* 

50-206 

Q 

KOENIGS.R L 

8506260416 

60 397 

s 

KELLY, G A, 

8506220180* 

FOIA 


KIRSCH.D F 

0506220095* 

50-206 

Q 

KOENIGS,R L 

8606260533 

50-397 


KELLY.G.A. 

6500220223* 

FOIA 


KIRSCH.D F. 

8506240230 

50 397 

Q 

KOESTER.FL, 

8506040169 

60-482 

c 

KELLY,G.A 

8506220220* 

FOIA 


KIRSCH,D.F 

8506240406 

50-344 

Q 

KOESTER.G L 

0506030134 

50 482 


KELLY.G A 

8500220235* 

FOIA 


KIRSCH.D.F 

8506240693 

50-397 

Q 

KOESTER.Q L 

0506030447 

50-482 

f 

KELLy,Q.A 

8506220238* 

FOIA 


KIRSCH.D F, 

8506260163 

50-275 

Q 

KOESTER.G L 

8606040142 

50 482 

c 

KELLY,G A 

8506220243* 

FOIA 


KIRSCHO.F 

8506260549 

60 460 

Q 

KOESTEB,Q,L, 

8506040162 

50-402 

c 

KELLY.G.A 

8506220244* 

FOIA 


KIRSCH.D F, 

8506260554* 

60-460 

Q 

KOESTER.G, L, 

8506040505 

50 482 


KELLY.G.A 

8506220248* 

FOIA 


KIRSCH.0 F. 

8506270809 

60-529 

Q 

KOESTER.G L. 

8506050256 

50 482 


KELLY.GA. 

8506220262* 

FOJA 


KlflSCH.GE 

6506120508 

70-8 


KOESTER,G L 

8506050472 

60-482 

( 

KELLY.Q,A 

8506220'260* 

FOIA 


KiaTlEV.J E. 

8506260287 

PR 


KOESTER.G L 

8506060511 

50-482 


KELLY, G, A. 

6506220265* 

FOIA 


KIRWAN.B. 

85061 70270 

NUREG 


KOESTER.G L 

8506050530 

60-482 

j 

KELLY, G, A 

B606220276* 

FOIA 


KISTER.K 

8606060388* 

50-443 

Q 

KOESTER.G.L 

8506070030 

60 482 

'< 

KELLY, G A. 

8500220277* 

FOIA 


KISTEfl.H 8. 

8606030310 

50-320 

0 

KOESTER.G.L 

8506070036 

50-482 


KELLY.Q.A. 

8500220280* 

FOIA 


K|STER,H.B. 

8SO6O3O310* 

50-320 

Q 

KOESTER.G L. 

8506070053 

50 482 

i 

KELLY, J A 

6506030399* 

50-498 

Q 

KISTEfl.H.B. 

8506030472 

50 322 

Q 

K0ESTER,6 L 

8506070266 

50-462 


KELLY.J.A 

8508140114* 

60-482 

Q 

KISTER.H B. 

8506060740* 

50-170 

Q 

KOESTER.G L 

8506070670 

60 482 

J 

KELLY.J A. 

0506140499* 

50-288 

Q 

KISTEfl.H.B 

8506100688 

50 387 

Q 

KOESTER,G.L. 

8606070670 

50-482 
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KOESTER.G L 

0506070720 

50 482 

R 

K0ESTER.6 L 

0506100034 

50 402 

S 

KOESTER.G L 

8508100336' 

50 482 

Q 

KOESTER.G L 

05061 OOS-tS' 

50 482 

Q 

KOESTER.G L 

85061 00549 

60 482 

S 

KOESTER.G L 

0506110150 

50 482 

P 

KOESTER.G L 

0506110434 

PR 


KOESTER.G.L 

0506120491 

50 482 

S 

KOESTER.G L 

0506120555 

50 482 

S 

KOESTER.G L 

0506140200* 

50 482 

Q 

KOESTER.G L 

0500140313 

50 402 

J 

KOESTER.G L 

0506140332* 

50 402 

Q 

KOESTER.G L 

0506140336* 

50 482 

0 

KOESTER.G.L 

0506140374* 

50 482 

Q 

KOESTER.G.L 

8506140463* 

50 482 

Q 

KOESTER.G L 

0506140551* 

50 402 

0 

KOESTER.G L 

0506170174 

SO 402 

S 

KOESTER.G L 

0506170309 

SO 402 

S 

KOESTER.G.L 

0506170317 

60 482 

S 

KOESTER.G L 

8506100034 

60 482 

P 

KOESTER.G L 

0506210346 

50 402 

P 

KOESTER.G L 

0506240034 

SO 402 

S 

KOESTER.G L 

0506240126 

50 402 

S 

KOESTER.G.L 

0500240157 

50 482 

s 

KOESTER.G L 

8506240605* 

50 482 

Q 

KOESTER.G L 

0500250133 

50 462 

J 

KOESTER.Q L 

0506260303 

60 402 

n 

KOHLER, AD 

8506040440 

50 508 

A 

KOHLER, AD 

0506130400 

50 500 

A 

KOMN.S 

0506050261 

FOIA 


KOMN.S 

0506060332 

FOIA 


KOHN.S 

0506150250 

50 445 

A 

KOHN.S 

0506150200 

FOIA 


KOHN.S 

0506250100 

FOIA 


KONWINSKI.Q.R. 

0506060519* 

40-0462 


KONWINSKI.G R 

8506200020 

40 0504 


KONWINSKI.Q.R, 

0606210007 

40 6622 


KONWINSKI.Q n 

0506240009* 

40 6650 


KONWINSKI.Q R 

0506240166 

40-1162 


KOON.A R, 

0506000606 

SO 305 

S 

KOON.A R 

0506170551 

50-305 

s 

KORTAS,A 

0606070306' 

60 364 

Q 

KORTAS.A. 

0506210162* 

60 410 

0 

KORTAS,A 

0606210244* 

50-354 

Q 

KORTAS.A J 

0500100526* 

50-333 

0 

KOn.K. 

0500210334* 

PR 


KOnANJJ 

0500040640* 

50-362 

Q 

KRASNER.L M 

0506190077 

NUREQ 


KRASOPOULOS.A 

0506200060* 

50 322 

Q 

KRAUSE, CW 

0506100303 

50-266 

R 

KRIEN-SCHMIDT 

6506050137 

FOIA 


KRIESEUTA 

6506060014 

60 316 

S 

KRIMW.n.W, 

6500050326 

50 462 

F 

KRIMM.n.W 

6506050307 

60 362 

F 

KRIMM.n W 

6506100504 

60 352 

F 

KRIMM.n.W, 

0506120030 

60-277 

F 

KRIMM,n,W 

0506120140 

50-445 

F 

KRIMM,n W, 

0506140364 

ORQ 


KRIMW.R.W. 

6506140419 

60 373 

F 

KRIMMiR W 

6506260436 

50-264 

F 

KRIMM.n W. 

6506260467 

50 327 

F 

KRISHNAN.R. 

0506050634 

WASTE MQT 

KRISHNAN.R 

6506060169 

WASTE MQT 

KRISHNAN.R. 

0506260471 

WASTE MQT 

KRISHNAN.R. 

0506260516 

WASTE MQT 

KROES.R J. 

0506170034 

50-433 

F 

KRONICH.C 

6506240362 

60-254 

n 

KROPP.WJ. 

8506270521* 

60 256 

Q 

KRUG,H E. 

0506270607* 

60 261 

Q 

KRUQ.H E, 

0506260023* 

60-261 

Q 

K{JCHARSKI,S. 

8506260677* 

50-333 

Q 

KUCHARSKI.S D. 

0506200247* 

60-277 

Q 

KUCZYNSKI.L A. 

8506030212 

60-387 

S 

KUCZYNSKI.LA 

8506060340 

60-387 

S 

KUC2YNSKI.L,A 

8506070702 

60-387 

R 

KUC2YNSKI.L A, 

8506170616 

60 387 

S 

KUC2YNSKI.L.A. 

8506210165 

60-387 

S 

KUC2YNSKI.L A. 

0508240027 

60-387 

s 

KUECHLE.C. 

8506050062 

60.296 

s 

KUECHLE.C. 

8506070044 

60 304 

s 

KUEMIN,J L 

8506040413 

60 165 

p 

KUEKIIN,J L. 

0506040478 

60 165 

F 

KUEMIN,J.L. 

8506180024 

60-166 

P 

KUEMIN,J.L. 

8606190139 

60-166 

F 

KUHLMAN.M R 

8506190038 

NUREQ 


KUHNS.W.G. 

8606060456* 

60-280 

T 

KULLeERQ.C.M. 

8506060796 

NUREQ 


KULLBEflG,C.M 

8500140624 

60-261 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KUNCL.LG 

8506100094 

50 298 

P 

KWOK.CG 

8506070253 

50 133 

R 

KYLER.R B 

8506050330* 

CONTRACT 


UCEY.W S, 

8506060672 

50 334 

S 

UCEY.W S 

8606200371 

SO 334 

S 

UCEY.W S 

8606200491 

50-334 

S 

UCEY.W S. 

8506200498 

50-334 

S 

UCKER,D K 

8508050591* 

WASTE RES 

LAOD.MJ 

8506140473* 

50-263 

F 

LADIEU,A 

B5D8050350 

TOPREP 


LAFLEUR,J D 

8506110034* 

FOIA 


UHS.W 

8306020373* 

FOIA 


LAHS.W 

8307070244* 

FOIA 


UHS.W R. 

8405160193* 

FOIA 


UHS.W R 

8405260131* 

FOIA 


LAHS.W R 

8506110109* 

roiA 


LAHS.W R 

8506110212* 

FOIA 


LAINAS.G C 

8206060479* 

50-206 

P 

LAINAS.G.C 

8312140274* 

60-289 

P 

LAINAS,G C 

8506200007 

50-260 

F 

LAINAS.G C 

8508200042 

50-269 

P 

LAITY„W W 

8407270358* 

FOIA 


LAITY.WVV. 

8407240367* 

50 416 

S 

UITY.WW 

8408090373* 

60 416 

S 

UITY.W.W 

8504120314 

50-206 

S 

LAITY.WW. 

8504120317* 

50-206 

S 

LAITY.WW 

8506150061* 

FOIA 


LAITY.WW. 

8506150063* 

FOIA 


LAITY.WW 

8506170276 

50-206 

S 

LAKE.W.H 

8506140138* 

FOIA 


LALLY.R 

8506150155* 

FOIA 


LAM.P 

8411120024* 

MISC 


LAMBE.VV M. 

8506070360 

NUREQ 


LAMBE.W M 

8506270296 

50 461 

A 

LAMBE.W.M 

8506280173 

NUREG 


LAMBERT, J 

8506110436* 

FOIA 


LAMBERT, J. 

8506150203* 

FOIA 


LAMBERTUS.H 

8506100140* 

40-7305 


LAMBERTUS,H 

8506190153* 

40-7305 


LAMBERTUS.H, 

8506190150* 

40-7306 


LAMBERTUS.H 

8506190230* 

40-7306 


LANG.T 

8506040519* 

60 440 

Q 

LANQ.T 

8506040613* 

60-341 

Q 

UNGE.D 

8506210271* 

50-277 

Q 

UNGE.D J, 

8506240330* 

50-219 

Q 

LANGNER.R R 

8506060388* 

FOIA 


UNIER.N P 

8506110655 

71-338 


LANKSOURV.n D 

8506040491* 

50-346 

Q 

UNKSBURY.R.D, 

8506190302* 

60-440 

Q 

UNNINQ.DD 

8506060252 

PR 


LANNINO.D.D 

8806080567 

NUREQ 


LANPHER.L.C 

8606110352 

50-322 

G 

UNPHER.LC 

8506110352 

50-322 

Q 

LANPHER.L.C, 

8806180040 

50-322 

G 

LANPHER.LC 

8806190437 

50-322 

G 

LANPHER.LC 

B8D6 190437 

50-322 

G 

LANPHER.LC, 

8606210279 

60-322 

G 

UNPHER.LC 

8606210279 

50-322 

G 

UNPHER.LC 

8506240745 

50 322 

G 

LANPHER.LC 

8606240746 

50-322 

G 

UNPHER.LC 

8606240746 

60-322 

G 

UPORTE.W R 

8606150191* 

FOIA 


UROCHE,G, 

8506110372* 

50 462 

G 

LARSON, C E 

8606040527 

50-263 

0 

LARSON.C E, 

8506040534 

60-263 

Q 

URSON.C e 

8808100613 

50-282 

Q 

LARSON, 0 

8506140436 

60-263 

S 

URSON.O 

8506 170201 

60-263 

S 

URSON.M. 

8506110038 

WASTE MQT 

LASH.TR, 

8508210127 

PR 


USMANIS.R 

8508060036 

WASTE MQT 

USTOWKA,M.r. 

66061 301 62* 

FOIA 


LATHAM.S.0. 

8506100760 

60-322 

G 

UTHAM.S B 

8506100760 

60-322 

G 

UUER,R J 

8506110522 

60-466 

G 

UUQHERY.KR 

8506130469 

NUREQ 


UUQHL1N,J,R. 

8506240517 

50-293 

S 

UUTENSCHUQER 

8506120063* 

FOIA 


UWYER.S. 

8506200284* 

50-302 

Q 

UWYER.S 

8506240342* 

60-302 

0 

UZARUS.W.J 

8506200605 

60-271 

F 

UZO.L, 

8406060362* 

FOIA 


UZO.L, 

6506050424 

50-412 

F 

UZO.L, 

8606060736 

50-412 

A 

UZO.L 

BS06 120122 

50-412 

A 

UZO.L 

8508120162 

60-412 

A 

LEAHY.M. 

8606170265 

60-237 

S 

LEAR.Q 

6403120227* 

60-416 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


LEAR.Q 

8403280224* 

50 416 

P 

LESLOND.P C 

8506110309 

SO 295 

P 

LEBLOND.P.C 

6506250222 

50-295 

P 

LEBLOND.P C 

8506250457 

50-295 

P 

LEBLOND.P C 

6506270158 

50-295 

0 

LEDDICK.n S 

8506110137 

50 382 

P 

LEDOICK.R S 

8506110281 

50 382 

F 

LEDOICK.R S 
LEDUC.RJ 

8506110349 

8506050317* 

50 382 
71-9009 

P 

LEE,J N 

05060701 58 

59 338 

R 

LEE.O R 

8506030235 

SO 267 

F 

LEE.O H 

8506030254 

50 267 

P 

LEE.O n 

3506030259* 

SO 267 

P 

LEE.O n 

3506030268* 

50 267 

P 

LEE.O n 

8506040226 

50-267 

F 

LEE.O R 

8506100640 

50-267 

F 

LEE.O R 

850613051 1 

60-267 

P 

LEE.O R 

8506130513* 

SO 267 

P 

LEE.O R 

8506130519 

60 267 

P 

LEE.O R 

8506270063 

60 267 

P 

LEE.O R 

8506270519 

50 267 

P 

LEECH, PH 

LEES.E A 

LEHMAN ,OS 

6506200492 

B506250377 

8506110564 

SO 203 
TOPREP 

PR 

P 

LEITMAN.LW 

8506260579 

50 219 

S 

LEMPGES.T.E 

8506040752 

50 220 

S 

LEMPGES.T.E 

8506070068 

SO 220 

R 

LEMPGES.T E 

8506210409 

50 220 

S 

LEMPQES.T E 

8506210470 

SO 220 

R 

LENAHANpJ J 

850627068S* 

SO 250 

O 

LENART.R S 

8506040663 

50 341 

S 

LENART.R S 

8506050360 

50-341 

S 

LENART.RS 

8506060308 

50-341 

S 

LENART.R S 

0506060365 

60-341 

s 

LENART.R S 

8506060382 

50-341 

s 

LENART.RS 

8506060405 

60-341 

s 

LENART.R S 

8506060418 

50-341 

s 

LENART.RS 

8506070082 

50-341 

S 

LENART.RS. 

8506070202 

60-341 

s 

LENART.RS 

8506070400 

50-341 

R 

LENART.RS 

8506100798 

50-341 

s 

LENART.RS 

8506160300 

60-341 

S 

LeONARO,B 

8506190258* 

50-320 

V 

LEONARD, J,D. 

8506030424 

50-322 

p 

LEONARD.J.D 

8506030451 

50-322 

p 

LEONAROJ D 

8506070571 

50-322 

p 

LEONARD, J D 

8506070660* 

50-322 

G 

LEONARO.J D, 

8506100576 

50-322 

Q 

LEONARD.J D 

8506110039 

50-322 

P 

LEONARO.J D 

8506120250 

50-322 

S 

LEONARO.J D 

8506140452 

50-322 

Q 

LEONAnO,J,D 

0506180044 

50-322 

F 

LEONARO.J D 

8506190218 

60-322 

P 

LEONARD, J D 

8506250452* 

50-322 

0 

LEONARO.J D 

LEONARD, M 
LEONARD.M 

LEONE, F.C. 

8506260538 

8506130132 

6506130369 

8506060300* 

60-322 

NUREG 

NUREG 

CONTRACT 

P 

LETSCHE.KJ 

6508130306 

60-322 

Q 

LETSCHE.KJ 

8506130306 

60-322 

G 

LETSCHE,KJ 

6500130311* 

60-322 

Q 

LETSCHE,K,J. 

8506130311* 

60-322 

Q 

LETSCHE.KJ 

8506160293 

50-322 

G 

LETSCHE.KJ 

8506180301* 

50-322 

G 

LETSCHE.KJ. 

8600160301* 

50-322 

G 

LETSCHE.KJ. 

6606210284* 

60-322 

G 

LETSCHE.KJ, 

8506210284* 

60-322 

Q 

LETSCHE.KJ. 

8506210452 

50-322 

Q 

LETSCHE.KJ. 

8506210503 

50-322 

G 

LETSCHE.KJ. 

8606210503 

50-322 

Q 

LETSCHE.KJ 

6506240755* 

60-322 

Q 

LETSCHE.KJ. 

6606240765* 

60-322 

Q 

LEUSINK.H H 

6506040035 

60-317 

S 

LEUSINK.H.H 

LEVENTHAl.P 

LEVENTHAl.P 

8506070269 

8506)90349 

8506190358* 

60-271 

PR 

PR 

s 

LEVERENZ,K,E, 

LEVICK.M.L 

6506140530* 

6506060764* 

50-10 

CONTRACT 

F 

LEVINE,EN, 

6506250264 

WASTE RES 

LEVY.L 

6506040613* 

60-341 

0 

LEWIS,G.S, 

LEWIS, M 1 

6506260722* 

8506240280 

50-410 

PR 

0 

LEWIS, R C 

6004250217* 

60-373 

Q 

LEWIS, R.C, 

LEWI8.S H 

LEWIS,S.H 

LEWISES H 

LEWISES H. 

8506100022* 

8506030502 

8506030509* 

8506050299* 

8506070486 

60-400 

40 2061 

40-2061 

FOIA 

40 2061 

S 



474 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER category 


LEWIS, S H 

8506170370 

40 2051 


LEWIS.S H 

8506180192 

40 2061 


LEY.M 

8506060434 

50 412 

E 

LIAW.B D 

8403140087' 

50 416 

S 

LICCIARDO.R B 

6406210188' 

SO 369 

P 

LICCIARDO.R B 

8406210191' 

50-369 

P 

LICCIAFIDO.R B 

8505020102' 

50-369 

P 

UCCIAFIOO R 0 

3506140666 

50-369 

P 

LICKLY.LC 

8506050423' 

FOIA 


LIOSKY.LM 

8506050252 

PR 


L1EBERMAN.J 

8301240166* 

FOIA 


UEBEflMAN.J 

8404050257* 

FOIA 


LIEBERMAN.J 

8405160086* 

FOPA 


LrE0ERMAN.J 

8406070355* 

50 275 

P 

LIEBERMAN.J 

8506130213' 

FOIA 


LIEBERMAN.J 

8506130286' 

FOIA 


LIGON.DM 

8506050551* 

WASTE flES 

LILLEY.W 

8506110377' 

FOIA 


LIMRATH.O 

85061 40566' 

50 247 

Q 

LlWROTH.OF 

8506040243* 

50 244 

Q 

LIMROTH.OF 

85061403BO* 

50-286 

O 

LIMROTH.D F 

8506250379* 

50 272 

O 

LINOEfl.F 

8506040479 

50 409 

s 

LINDER F 

8506050609 

£0 409 

s 

LINOEfl.F 

8506060321 

50 409 

F 

LINDER.F 

8506070469 

50-409 

fl 

LINOEfl.F 

8506110129 

50-409 

F 

LINDER.F 

9506180449 

50-409 

F 

LINOEfl.F 

8506190406 

50-409 

P 

LINDER.F, 

8506200343 

SO 409 

S 

LINDER.F- 

8506210456 

50 409 

P 

LINDSEY.DJ 

8506070310 

50-333 

s 

LINDSTflOM.M 

8506140454 

XPOflTLIC 


LINEHAN.J 

8506240701 

WASTE MGT 

LINEHAN.JJ 

0506060656 

WASTE MQT 

LINEHAN.J J 

8506120530 

WASTE MGT 

LINEHAN.JJ 

8506250055 

WASTE MGT 

LINENBERGEfl.G 

8506070569 

50-424 

G 

LINENBERGER.G 

8506130234 

50-424 

G 

LINK.fl E 

8506140089 

50-266 

S 

LINNEMANN.RE 

8506180233* 

50 456 

G 

LINNEMANN.R E 

8506180233* 

50 456 

G 

IINVILLE.J C 

8506040243* 

50 244 

O 

LINVILLE.J C 

8506260534* 

50410 

Q 

LIPINSKI.D 

8506240501 * 

50 423 

Q 

LIPINSKI.DR 

8506040552* 

50-423 

Q 

LIPINSKI.W C 

8506240493' 

50-295 

0 

LIPINSKI.WC 

8506240501 * 

50-295 

P 

LISENO.RT 

8S06040096 

50-333 

S 

LIHLE.M, 

8506120466 

CONTflACT 


LIHLE.M 

8606 170 HO 

CONTRACT 


LITTLE.M 

8506180577 

CONTRACT 


LinLE.M 

8506200076 

CONTRACT 


LIHLE.M 

8506200106 

CONTflACT 


LinLE.M 

8506240245 

CONTflACT 


LITTLE. WS 

8506070531 

50 456 

Q 

LiniE.ws 

8506070536' 

50-456 

0 

LITTLE.WS 

8506110375* 

50-329 

S 

LimE,ws 

6506110440' 

50-329 

S 

LITTLE.W.S 

8506140447 

50-456 

0 

LITTLE.WS 

8506140525' 

50-456 

O 

LITTLE.WS 

8506190400 

50 456 

a 

LITTLE,WS 

6506250220' 

50-329 

o 

LITTLEHALES.G 

8506140206 

QA999 


LIU.WC 

8506210413* 

50-259 

o 

LIVINGSTON. A J 

8506220239* 

FOIA 


LIV(NGSTON.AJ 

8506220255' 

FOIA 


LIVINQSTON.AJ 

8506220259' 

FOIA 


LIVINGSTON. A J 

8506220266' 

FOIA 


LIVINGSTON, A J 

8506240708' 

FOIA 


LIVINGSTON-BEHA 

8506140206' 

FOIA 


LIZALEK.J 

8506060684 

50-249 

s 

LIZALEK.JF 

8506170221 

50-237 

s 

LIZALEK.JF 

8506270422 

50 249 

s 

VVA 

8506180051* 

FOIA 



8206270466* 
83 11 080473* 

50 206 
FOIA 

p 


8506120185* 

50-133 

R 

1 

8505170119 

50-440 

F 

1 . 

8506260243 

8508130246 

50-346 

MISC 

P 


6506100651 

50-352 

R 


8506240117 

8506180311' 

8506160324* 

8506180343' 

8506180303’ 

6506180447' 

60 277 

FOJA 

FOIA 

FOfA 

FOIA 

FOIA 

fl 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


LOHAUS.PH 

8506180163' 

FOIA 


LOIGNON.G A 

8506100281 

50 395 

fl 

LONEflGAN.G F 

8506170462* 

40 8631 


LOOMIS.GG 

0506100054* 

FOIA 


LOOMIS.GG 

8506100058' 

FOIA 


LOOMIS.GG 

8506100062' 

FOIA 


LOOMIS.G G 

8506100071* 

FOIA 


LOOMIS.G G 

8506100073' 

FOIA 


LOSS.FJ 

85062605 IB 

NUREG 


LOTTS, A L 

8506170579' 

FOIA 


LOUX.RR 

0506050408 

PR 


LOUX.RR 

6506050809 

WASTE MGT 

LOVE A R 

8506030649 

50-352 

G 

love,a H 

6506030649 

50 352 

G 

tOVE.A R 

8506040616 

50 352 

G 

LOVE.AR 

8506280055 

50 352 

G 

LOVE.A R 

8506280055 

50 352 

G 

LOVELACE.A L 

8506050255 

FOIA 


LOW.L D 

8506190350* 

40-7308 


LOW.LD 

0506190404* 

40 7308 


LOWENSTEIN.R 

8506120262' 

50 130 

P 

LOWENSTEIN.R 

6506120269* 

50 130 

P 

LOWENSTEIN.R 

0506120278* 

50-130 

P 

I.OWERY.J D 

8506170266 

50 397 

P 

LOWTON.RB 

8506050418* 

50-373 

P 

LUCIANO.EP 

8506150104* 

FOIA 


LUCIANO.E P 

8506150109* 

FOIA 


LUCIANO.E.P 

8506150114* 

FOIA 


LUCIANO.E P 

85061S0I21* 

FOIA 


LUEBKE.E A 

8506030439 

27-39 


LUEHMAN.JG 

8606270658* 

50 338 

0 

LUJAN.M 

8506260310* 

FOIA 


LUNDBLADE.Dfl 

8606280161' 

CONTRACT 


LUNDVALL A E 

8506030314 

50 317 

S 

LUNDVALL.A E 

8506030361 

50-317 

P 

LUNOVALL.A E. 

8506040053 

50-317 

Q 

LUNDVALL.A E 

6506110091 

60-317 

P 

LUNDVALL.A E 

0506110251 

50 317 

P 

LUNDVALL.A E 

8506110290 

50 317 

P 

LUNDVALL, A E 

3506210069 

50317 

n 

LUNDVALL.A E 

8506260148 

50 317 

F 

LUBIE.D 

8506110433' 

50-329 

S 

LYASH.J. 

8506250364' 

50 354 

Q 

LYNCH.M D 

8506150249' 

50 424 

A 

LYNN.D L 

8500260587’ 

CONTflACT 

LYONS.J D 

8506170544 

50-374 

S 

LYONS.PJ 

8506070077 

40 299 


MABREY.J 

8506110621 

WASTE MGT 

MABftlTO.B 

8506250128 

QA999 


MACDONALD.C E 

8503210115 

71-9851 


MACDONALD.CE 

8503210120* 

71-9851 


MACDONALD.C E 

0503210124' 

71-9851 


MACDONALD.CE 

0503270070 

71-9032 


MACDONALD.C E 

0505300098 

71-315 


MACDONALD.CE 

8506030022 

71-9179 


MACDONALD.C E 

6506030024' 

71-9179 


MACDONALD.CE 

8506030027 

71-9080 


MACDONALD.CE 

8506030029' 

71-9000 


MACDONALD.CE 

8506030035 

71-9176 


MACDONALD.CE 

8S06030037 

71-376 


MACDONALD.C E 

8506030039' 

71 9176 


MACDONALD.C E 

8506030042' 

71-376 


MACDONALD.C E 

6506030043 

70-1866 


MACDONALD.C B, 

8506030045 

71-6568 


MACDONALD.C E. 

8506030047’ 

70-1066 


MACDONALD.C E 

8506030048' 

71-6568 


MACDONALD.CE 

6506030054 

71-9108 


MACDONALD.CE 

8506030055 

71-97 


MACDONALD.CE. 

8506030057' 

71-9108 


MACDONALD.C.E 

8506030070 

71-9178 


MACDONALO.C.E 

8506030080 

71-9145 


MACDONALD.C E 

8506030086' 

71-9178 


MACDONALD.C E. 

8506030088' 

71-9145 


macdonald,c.e 

8506030133 

71-8169 


MACDONALD, C,E. 

8506030137* 

71-9159 


MACDONALD.C E 

8506030267 

71-96 


MACDONALD.C E 

8505030261 

71-9074 


MACDONALD.C E, 

8S06030267* 

71-9074 


MACDONALD.CE 

8506030271 

71-165 


MACDONALD.C E. 

8506050307 

71-9089 


MACDONALO.C.E 

8606060321 

71-9151 


MACDONALD.CE. 

8506050327* 

71-0151 


MACDONALD.C E. 

8506050333 

71-0079 


MACDONALD.C £ 

8506050339* 

71-0079 


MACDONALD, C E 

8606060434 

71-9111 


MACDONALD,C.E 

9506050439' 

71-9111 


MACDONALD.C.E 

5506060659 

71 9192 


MACDONALD.C E 

8506060608 

71-9096 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 

MACDONALD.CE 8506050702' 71-9096 

MACDONALD.C E 8S06050704 71 9105 

MACDONALD.CE 8506050707* 71 9105 

MACDONALD.CE 8506050730 71 5086 

MACDONALD.CE 8506050732' 715086 

MACDONALD.CE 85060507^13 719177 

MACDONALD.CE 05060507'IB 71-59<I2 

MACDONALD.CE 8506050749' 71-9177 

MACDONALD.C E 8506050754 71-367 

MACDONALD.C E 8506050756 71-348 

MACDONALD.C E 8506050767 71-6722 

MACDONALD.CE 8506050771' 71-6722 

MACDONALD.CE 8506060120 71 9086 

MACDONALD.CE 8506060125 71 258 

MACDONALD.CE 8506060130* 71258 

MACDONALD.CE 8506060202 71 6926 

MACDONALD.CE 8506060322 71-9022 

MACDONALD.CE 8506060327' 71 9022 

MACDONALD.CE 0506060423 71-9176 

MACDONALD.C E 8506060457 71-9020 

MACDONALD.CE 8506060462 71-6346 

MACDONALD.CE 8506060468' 71-6346 

MACDONALD.CE 0506060472 71-9073 

MACDONALD.CE 8506060480 71 6639 

MACDONALD.CE 8506060407 71-5874 

MACDONALD.CE 8506060492* 71 5874 

MACDONALD.CE 8506060630 71-9016 

MACDONALD.CE 8506060651* 71 9086 

MACDONALD.CE 8506060692 71 6703 

MACDONALD.CE 8506060698 * 71 6703 

MACDONALD.CE 8506060800 71-9010 

MACDONALD.CE 8506110029' FOIA 

MACDONALD.C E 0506110031' FOIA 

MACDONALD.C E 8506110301' FOIA 

MACDONALD.CE 8506120489 71-9181 

MACDONALD.CE 8506120493' 71-9181 

MACDONALD.CE 8506120516 716601 

MACDONALD.CE 8506120519 71-5939 

MACDONALD.CE 8506120524 71-622 

MACDONALD.C E 85061 30194 71 9176 

MACDONALD.CE 8506130242 71 380 

MACDONALD.C E. 85061 30245 ' 71-300 

MACDONALD.C E, 8506130303 71-9 

MACDONALD.CE 8606130389 71-6717 

MACDONALD.CE 8506130572 71-370 

MACDONALD.C E 0506140008 71-9073 

MACDONALD.CE. 8506140140' 71 6698 

MACDONALD.CE 8506140264 71-259 

MACDONALD.CE 0506140273 71 9053 

MACDONALD.CE 8506140284' 71-9053 

MACDONALD.CE 8506140350 71-379 

MACDONALD.CE 0506140642 71-9096 

MACDONALD.CE. 8506150317' FOIA 

MACDONALD.CE 8506150320' FOIA 

MACDONALD, C.E 8506 1 70304 7 1 677 1 

MACDONALD.CE B506170373 71-5042 

MACDONALD.CE. 85081 70375' 71-6942 

MACDONALD.CE 8506170379 71-9073 

MACDONALD.C E. 0506 1 70302 ' 71-9073 

MACOONALD.C.E 8506170309 71 9073 

MACDONALD.C. E. 8506170394 71-6939 

MACDONALD.CE 9506180371 71-4 

MACDONALD.CE 8506180379* 71-4 

MACDONALD.CE 8506180548 71-367 

MACDONALD.CE 8506100549' 71-367 

MACDONALD.CE 8506190040 71-9161 

MACDONALD.C E 8506200188 71-149 

MACDONALD.CE 0606200192* 71-149 

MACDONALD.CE 8506200197 71 226 

MACDONALD.CE. 8506200204 ' 71-226 

MACDONALD.CE 8506200209 71-368 

MACDONALD.CE 0506200213' 71-368 

MACDONALD.CE. 8506200318 71-348 

MACDONALD, C.E. 8506200324 ' 71 348 

MACDONALD.CE 8506200418 71-538 

MACDONALD.CE, 8506200420' 71-638 

MACDONALD, C.E. 8S06210207 71-9021 

MACDONALD.CE 8506210209 71-9001 

MACDONALD.CE 8506210261 71-542 

MACDONALD, CE 8606210269' 71-542 

MACDONALD.CE. 8600260034 71-97 

MACDONALO.C.E 8506260039* 71-97 

MACDONALD.CE 8506260097 71-5796 

MACDONALO.C,E. 8606260183 71-9196 

MACDONALD, C.E. 8506260189* 71-9196 

MACC»NALD.C.E 8606260222 71-5364 

MACDONALD, C E. 8506260257 71-250 

MACDONALD.C.E 8506260265' 71-250 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 
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MACDONALD, C E 
MACDONALD ,C E 
MACOONALD.C E 
WACDONALO.C E 
MACDONALD, C E 

0606260363 

0506260720 

050626072')* 

0506270391 

0506270398* 

71-9079 

71-6272 

71-6272 

71-9039 

71-9039 


MARTIN.L E 
MARTIN.L E 
MARTIN.L E 
MARTIN.L E 
MARTIN.L E 

8506140298* 

8506140359 

8506180465* 

8506200120’ 

8506240208’ 

50 313 Q 

50 366 S 

50 482 Q 

60 285 Q 

50 285 Q 

MATT)A.M 

MATTIA.M 

MATTIA.M J 
MATTIA.M J 
MATTIA.M J 

8506120274* 

8506120293* 

6506050621* 

8506050626* 

8506050630* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 



WACDONALO.C E 
WACDONALO.C E 
WACDONALO.C E 
WACDONALO.C E 
WACDONALO.C E 

0506270771 

8506270701 

8506280120 

0506280138* 

6506200219 

71-9010 

71-6717 

71-9139 

71-9139 

71-6078 


martin L E 
MARTIN.L E 
MARTIN.R 

MARTIN.R D 
MARTIN.R D 

8508260369* 
8506280015’ 
6504030421 ’ 
6506040192 
6506050271 

50-313 Q 

50-313 Q 

50-352 P 

60-313 F 

STATE PRO G 

MATTINGLY.M M 
MATT SON, H 
MATTSON, R J 
MATUSEWIC,SM, 
MAUPIN.MW 

8506130559 

8304140334* 

0311080469* 

8506280076 

8506240739 

71-166 

FOIA 

FOIA 

50-156 

50-338 

H 

T 


MACOONALD.C £ 
MACOOUGALL.R 
MACE.M 

MAGINA,R 
MACKENZiE.D R 

0506280225* 

8508110044* 

8506060533 

8506100099 

8506140405 

71 6078 
FOIA 

CONTRACT 
50 322 
NUREG 

R 

MARTIN.R 0 
MARTIN.R 0. 
MARTIN.R D 
MARTIN.R D 
MARTIN.R D 

8506060502 

0506060509 

8506240356* 

8506240365* 

8506260295* 

STATE PRO G 
50-285 Q 

50-382 Q 

50-382 Q 

50-382 Q 

MAUPIN.MW 

MAUPIN.MW 

MAURA, F 

MAUSSHARDT.DB 

MAUSSHARDT.OB 

8506240765 

8506240765 

8506210168* 

8506110320’ 

8506180200* 

50-338 

50 330 

50 304 

FOIA 

FOIA 

G 

G 

Q 


MACKOWIAK.D P 

MADEDA.TJ 

MADEDA.TJ 

MADEDA.TJ 

MADEDA.TJ 

0506240069 

0506040506* 

0506140471* 

0506140489* 

8506240294* 

NURE6 

70 2968 

50 264 

50 264 

50 346 

Q 

Q 

Q 

MARTIN.R D 
MARTIN.R D 
MARTIN.R E 
MARTIN.R E 
MARTIN.T E 

8506250306* 

8506250320* 

8501100395* 

6506200350 

6506070231 

50-382 0 

50-382 P 

50-352 P 

50-352 P 

50-354 S 

MAXWELL, D C 

MAY.E L 

MAVS.CW 

MAYS.R L 
MAYWEATHER.LI 

8506240067 

8506260008 

8506270597* 

8506200023* 

8506100606* 

50 10 

50 29 

TOPREP 

50-320 

50 361 

R 

S 

P 

R 


MADSEN.G L 
MADSEN.GL 
MADSEN.G L 

MAG EE, W 
WAGOIflE.W T 

0506130059* 

0506130121* 

0506140237* 

0506120195* 

0506260207 

50 445 

FOIA 

50 402 

FOIA 

PR 

A 

Q 

MARTIN.T J 

MARTIN.T J 

MARTIN.T J 

MARTIN.T J 

MARTIN.T J 

8506040031 

8506040042 

850607Q024 

8506070189 

8606070244 

50-354 Q 

50-354 Q 

50-354 S 

50-309 Q 

50-354 S 

MCALLISTER,? N 
MCBREARTY.R A 
MCBREARTY.R A 
MCBREARTY.R A 
MCBRIDE, C 

0506220166* 

8506100525* 

8506210375* 

8506240095* 

8506220012* 

SO 362 

50 333 

50 245 

50 317 

30 302 

P 

Q 

Q 

Q 

P 


MAHLER.RJ 
MALARG.J C 
MALARO.J C 
MALARO.J C 
MALARO.J C 

8506180504* 

0505310564* 

0506110321* 

0506110354* 

0508110379* 

CONTRACT 

PR 

FOIA 

FOIA 

FOIA 


MARTIN.T J 

MARTIN.T J 

MARTIN.T T 
MARTIN.T T 

MARTIN.T T 

8506070323 

8506140504 

8506030405 

8508030430 

8506030476 

50-354 S 
50-354 S 
50-333 0 
50-271 Q 
50-271 0 

MCBRIDE.J A 
MCBRIDE, J A 
MCBRIDE, J E 
MCBRIDEpM 
MCCABE.B 

8500190102* 

8506190329* 

8506240249* 

8506070326* 

8506040755 

40 7300 
40-7300 
CONTRACT 
50-293 

50 249 

Q 

S 

■ 

MALARO.J C 
MALAFIO.J C 
MALARO,J C 
MALESTER 

MALIN.L 

0506110403* 

0506110420* 

0506190119* 

0506200221 

0506070460 

FOIA 

FOIA 

40-7308 

50-315 

50-409 

F 

R 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

6506030499 

8606040621 

8606040639 

8606040743 

8506050650 

50-311 Q 

50-213 Q 

50-352 Q 

XPORTLIC 

50-170 0 

MCCABE.E 

MCCABE, EC 
MCCAOS.EC 
MCCABE.E C 
MCCABE.E C 

0506240581* 

8506040552* 

8506210300* 

8506210375* 

8506270005 

50 423 

50 423 
50213 

60 245 
60-20 

Q 

Q 

Q 

Q 

V 

■ 

MALINAUSKAS.A 
MALLONEE.T 0. 
MANAHAN.M 
MANCHESTER.E 
MANGAN.C V 

8506170607’ 

8506110666 

0506130369 

0506190292* 

0506030377 

FOIA 

WASTE MGT 
NUREG 

FOIA 

50 410 E 

MARTIN, TT 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

8606050679 

8506050683 

8506060057 

8506060136 

8506060331 

50-387 Q 

50-184 Q 

50 293 Q 

50 271 Q 

50 307 F 

MCCABE.E C 
MCCANN.G M 
MCCANN, G M 
MCCANN.G M 
MCCLAIN, C 

8506270341 

8506050332* 

6508150295* 

8506160297* 

8506130424* 

50-57 

FOIA 

FOIA 

FOIA 

FOIA 

V 

1 

WANGAN.C V 
MANGAN.C V 
MANGAN.C V 
MANGAN.C V 
MANGAN.C V 

8506030534 

0506040410 

8506050119 

0506070020 

0506070034 

50 410 

50 410 

50 410 

50 410 

50 410 

E 

S 

E 

S 

S 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

8506060041 

8506060412 

8506060430 

8506060563 

8506070017 

SO 293 Q 

50 213 F 

70 371 

50 206 Q 

50 317 Q 

MCCLESKEY.K E 
MCCLESKEY.K E 
MCCLESKEY.K E 
MCCLESKEY.K E 
MCCLINTOCK.R 0 

8506030623 

8506030623 

8506030632 

8506030632 

8508120299’ 

60 322 

50 322 

SO 322 

60 322 

FOIA 

G 

G 

G 

G 

! 

1 

MANGAN.C V 
MANGAN.C V 
MANGAN.C V 
MANGAN.C V 
MANGAN.C V 

0506070456 

8506070687 

8506100010 

0506100270 

8506100594 

50 410 

50 410 

50 410 

50 410 

50 410 

S 

S 

S 

Q 

F 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T, 

8506070046 

8506070059 

8606070208 

8506070241 

8506100200 

50 247 Q 

50 322 Q 

SO 320 0 

50-352 0 

SO 209 Q 

MCCLINTOCK.R 0 
MGCLtNTOCK.R 0 
MCCLfNTOCK.R 0 
MCCLINTOCK.R 0. 
MCCLOUD.D E 

0506120364* 

0506120371* 

0506120394* 

0508120626* 

0506200427 

FOIA 

FOIA 

FOIA 

FOIA 

SO 436 

0 

1 

1 

MANGAN.C V 
MANN.S A 
MANOLY.K 
MANOLY.K A 
MANOLY.K A 

8506270090 

8506060730 

0506070430* 

8506070306* 

8506070351* 

50 410 S 

WASTE MGT 

60 443 Q 

50 354 Q 

50 220 Q 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

8506100536 
6606100634 
8506130111* 
B5Q 61 40371 
6506140603 

50 322 O 

50 309 Q 

FOIA 

50 307 Q 

50 333 F 

MCCLURE, J D 
MCCONNELL,? L 
MCCORKLE.G W 
MCCORMICK 
MCCOY.S B 

0506140372* 

8506040099 

0506250390* 

8506040491* 

0506060015 

FOIA 

60 360 F 

FOIA 

60 346 Q 

WASTE MGT 

1 

1 

MARA8ITO.R 
WARCHESE,A R 
MARGULIES.M B 
MAflGULIES.M B 
MARGULIES.M B. 

0506140004 

0307270132* 

0506060363 

0506070569 

8506110472 

50 454 

FOIA 

50 322 

50 424 

50 322 

S 

G 

G 

Q 

MARTIN.T T, 
MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

MARTIN.T T 

8506170263 

8506170418 

8506180129 

8506180134 

8506200021 

50 277 Q 

50 219 0 

50 352 Q 

50 352 0 

50 104 Q 

MCCRAY, J G 
MCCULLOCH, R W 
MCDERMOTT.aW. 
MCDEVirr,J S. 
MCDEVRT.JS 

8506240003 

GS05O6QG16 

0506130273* 

6506160071 

8506100074 

NUREG 

NUREG 

FOIA 

50-461 

50-520 

S 

s 

1 

1 

1 

1 

1 

MARGULIES,M B 
MARGULIES.M B. 
MARGULIES.M B 
MARKEYpEJ. 
WARK6Y.E J 

0506130234 

0506100470 

0506210265 

8211160042* 

0407050013* 

50 424 

50 322 

50 322 

FOIA 

50 416 

G 

G 

G 

U 

MARTIN.T T, 

MARTIN, TT 

MARTIN, TT, 

MARTIN, TT 

MARTIN, TT 

8506200118 
8506200234 
8506210331 
850621 03B2 
8506240556 

50-29 0 

50 423 0 

60-334 O 

70 620 

50-247 O 

MC DONALD, C 

MC DONALD, D D 
MCDONALD.D Q 
MCDONALD, J E 
MCDONALD, R P 

fl5{)61 40826 
8506250080 
8506040451 * 
0606220066* 
8506040332 

PR 

FOIA 

50-272 

50-206 

50-348 

p 

G 

F 

1 

1 

WARKEY.E J. 
WARKEY.E.J 
MARKLEY.D 
MARKS.B K 
WARKS.B K 

0606120159* 

0506200133* 

8506110169 

8606030198 

8506140409 

50 975 F 

COMMISSION 
WASTE MGT 

60 327 F 

50 259 F 

MARTIN, TT 

MARTIN.T T 

MARTIN.T T 

MARTI N.T.T 

MARTIN.T T 

8506240658 
B5062 50447 
6506280041 
6506200103 
6506200117 

SO 277 O 

50 322 O 

50 29 Q 

50 6 O 

50213 O 

MCDONALD,fl P. 
MCDONALD.R P. 
MCDONALD.R P. 
MCDONALD.R P. 
MCDONALD.R P. 

0606070373 

8506070305 

0506110366 

8506120239 

6606130167 

50-348 

50-364 

50-348 

60-364 

50-364 

R 

R 

P 

P 

P 

r 

MARKS.B K 

MARKUS, AC 
MARSK.L B 
MARSHALL, J G 
MARSHALL, J G 

8506180287 

8506240293 

8506260752* 

8506050393 

8506050411 

60-327 

50-244 

50-259 

60 373 

50 373 

F 

S 

P 

P 

P 

MARTINELLLJS 
MARTINEZ.E D 
MARTINEZ.E D 
MARTINS.Q D 
MASSIN.H L. 

8506100054* 

6506060465 

6506250006 

8506070404* 

B506050466 

FOIA 

27-48 

27-48 

50 440 E 

50 373 F 

MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P. 
MCDONALD.R P 

6506170068 

6606170539 

6506190190 

6508200308 

8508210434 

50-348 

50-348 

50-348 

50-348 

50-348 

P 

S 

P 

Q 

0 

[1 

1 

MARSTON.R R 
MARTIN.D F 
WARTIN.D F 
MARTIN.E C 
MARTIN.G 

8506210442* 

8506220236* 

8506220242* 

8506190396* 

8506130275* 

50 259 
50-206 

50 206 
50-368 
50-400 

Q 

P 

P 

S 

T 

MAST.OB. 
MASUROUSKY.MJ 
MATHIS, J L 
MATTHEWS.CW 
MATTHEWS.D 

8506030174* 
6506040525* 
8506270776* 
6506 100694* 
8506070255* 

50 528 T 

CONTRACT 
50-413 0 

CONTRACT 
50-352 Q 

MCDONALD.R P 
MCDONALD.R P, 

MC DONALD, R,P 
MCDONNEIL.LJ 
MCDOUGOLD.D P 

8506240041 

8508240671 

8506260369 

8508200110 

0506200354 

50-348 

50-364 

50-348 

50-266 

50-300 

fl 

R 

S 

R 

S 

1 

i. 

MARTIN.G 

MARTIN.J B. 

MARTIN, J.B. 
MARTtN.J D. 
MARTIN.J P 

8606130275* 

8606100816 

8506260216’ 

8606070165 

8506110024* 

60-400 

50-397 

FOIA 

50-397 

FOIA 

T 

Q 

n 

MATTHEWS, D B. 
MATTHEWS.D B. 
MATTHEWS.J A 
MATTHEWS.M L 
MATTHEWS,M L 

8503060410* 

6506190130* 

8506040539* 

8506100564 

8506250123 

50-340 F 

50 412 f 

CONTRACT 
WASTE MGT 
WASTE MGT 

MCOUFFIE.W A. 
MCELROY.N L 
MCQARRY.J M 
MCGARRYJ M 
MCGARRY.JM 

8606110437 

8506130363 

8506030460 

8506030460 

8506110406 

60-261 

NUREG 

50-413 

50-413 

50-413 

F 

G 

G 

G 

1 

1 

MARTfN.L E 
MARTtN.L E 
MARTIN.L E 

8506140054 

8506140114’ 

8506140237* 

50-482 

50-462 

50-462 

s 

Q 

Q 

MATTHEWS.M L 
MATTHEWS,T.P 
MATTHEWS, TP 

8506260062 

8506070419 

8506240037 

WASTE MGT 
50-265 R 

50-285 R 

MCGARRYJ M 
MCGAUGHYJ P 
MCQAUGHY.J.P. 

8506110406 

8506140107 

8506150014* 

60-413 

50-416 

50-416 

G 

R 

0 
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MCGAUGHYJ P 

8506150029* 

50 416 

V 

WCGAUGHy,R W 

8506110085 

50 331 

F 

WCGAUGHY.R W 

8506140075 

50 331 

Q 

MCGAUGHy,R W 

8506140397 

50 331 

P 

WCGAUGHY.R W 

8506170428 

50 331 

0 

MCGAUGHV.fl W 

8506190279 

50-331 

P 

WCGAUGHY.R W 

8506190333 

50-331 

P 

MCGAUGHY.R W 

6506200454 

50-331 

n 

MCGAUGHY,R W 

8506250443 

50-331 

p 

MCGAUGHY.R W 

8506260209 

50-331 

o 

MCGEE, DA 

8506190442' 

40 7308 


MCGOWAN J W 

8506100290 

50 348 

F 

MCGOWAN, J W 

8506280059 

50 346 

F 

MCGRATH, HS 

85Q60 70206 

60 309 

s 

MCGRATH, R S 

8506170204 

50-309 

s 

WCGREGOR.EW 

0506050614* 

FOfA 


MCGUIRE, DR 

8506040503“ 

SO 348 

0 

WCGUIRE,DR 

0506040645* 

50-259 

Q 

MCGUIRE, DR 

8506040661 “ 

SO-395 

0 

MCGUIHE.DR 

0506050158* 

70-143 


MCGUIRE, D R 

6506200243' 

50-400 

0 

MCGUIRE.D R 

8506210050' 

70-143 


MCGUIRE, D R 

8506250294' 

50 280 

0 

MCGUIRE.0 fl, 

8506250403' 

50-335 

Q 

MCGUIRE.D R 

8506280052* 

50 261 

Q 

MCKEE, P 

8506260752* 

50 259 

P 

MCKEE.P F 

8506030468 

50 302 

F 

MCKEE, P F 

8506200216 

50 302 

F 

MCKINLEY, R 

8506130216* 

FOIA 


MCLEAN.CC 

8506130278 

50 322 

G 

MCLEAREN.T 

B506030574 

CONTRACT 


MCLEAREN.T 

8506050603' 

FOIA 


MCLEAREN.T, 

8506050618' 

FOIA 


MCLEAREN.T 

8506050744 ‘ 

FOIA 


MCLEAREN.T 

6506060520 

CONTRACT 


MCLEAREN.T 

6506060622 

CONTRACT 


MCLEAREN.T 

8506060720 

CONTRACT 


MCLEAREN.T, 

8506060730 

CONTRACT 


MCLEAREN.T 

8506060757 

CONTRACT 


MCLEAREN.T 

8506100131 

CONTRACT 


MCMILLeN,J 

8506040519* 

50 440 

Q 

MCMILLERJ 1 

8506040613’ 

50 341 

0 

MCMILLERJ 1 

8506060006' 

60 409 

Q 

MCMILLEN.J I 

8506140185' 

SO 263 

Q 

MCMILLERJ J 

8506270310* 

60-156 

Q 

MCNAMARA, A E 

8506070516 

50-244 

R 

MCNAMAHA.A.E 

8506070520* 

60-244 

R 

MCNAMARA,A E 

B50B070526* 

50-244 

R 

MCNEILL, C A. 

8506030306 

60-272 

fl 

MCNEILL, C A 

B506060460 

50-272 

F 

MCNEILL.CA 

8508070105 

SO 311 

Q 

MCNEILL.CA 

8506070335 

50-272 

0 

MCNEILL.C A 

0506100146 

60 272 

Q 

MCNEILL.C A 

8506160272 

50.272 

Q 

MCNEILL.C A 

8506240599 

50311 

Q 

MCNEILL, W M. 

8506030500* 

50 456 

Q 

MCNULTY.M.F 

8506110424* 

FOIA 


MCPHERSON, VG 

8506220021 * 

60-382 

Q 

MCQUEEN, A D 

6506040746' 

XPORTLIC 


MCQUEEN, A D 

8506210139' 

70-1267 


MCUMBER.LM 

8506190341' 

REVIEW GR P 

MCWEY.S 

6506220054* 

50-206 

P 

MECCA.J E 

8506060727* 

WASTE MGT 

MEDFORD, M 0 

8506030179 

SO 381 

P 

MEDFORD, M 0 

8506060469 

50-361 

P 

MEDFORD, M 0 

8506060476 

50-206 

P 

MEDF0RD,M.0 

8506070276 

60-361 

P 

MEDFORD, M 0 

8506100419 

60-361 

P 

MEDFORD,M.O. 

8506120148 

60 206 

P 

MEDFORD, M,0 

8506140663 

50-206 

Q 

MEDFORD, M.0 

8506190166 

50-361 

P 

WeDFORD.MO. 

8506190335 

50-361 

0 

MEDFORD, M 0. 

8506200325 

50-206 

P 

MEDFORD.M.O 

8506250160 

50-361 

P 

MEDFORD, M,0. 

8506270224 

50-206 

P 

MEEKS, a A 

8506170523* 

50-275 

Q 

MEGEHEE,M 

8506070720 

50 482 

R 

MEL(.ER,L S, 

0506270562* 

60 280 

Q 

MELLY.B W 

8506100706* 

60-277 

F 

MELLY,B,W 

8506100710' 

50 277 

F 

MELLY.B W 

8506100716' 

50-277 

F 

MELLV.B.W 

8506100726* 

50 277 

F 

MELLY.B.W 

8608100731 * 

60.277 

F 

MELLY.B W. 

8506100736* 

60-277 

F 

MELLY.B W. 

8506100741 * 

50-277 

F 

MELLY.eW. 

8506100748* 

50-277 

F 

MELLY.B.W. 

8506100761* 

50-277 

F 

MENCZEfl.W.B 

8506110276’ 

FOIA 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MENCZER.WB 

8506180009* 

40 8631 


MENDELSON.I 

0506190136* 

CONTRACT 


MENDEZ, R 

8506270242* 

50 341 

Q 

MENDONCA.MM 

8506260167* 

50-275 

Q 

MENGS.WJ 

8506170667 

NUREG 


MERKLE.J G 

8506060815 

NUREG 


MERRITT, S 

8506270319 

50-249 

S 

MERSCHOFF.EW 

8506120062' 

OA999 


MERSCHOFF.E W 

8506140390' 

QAg99 


MERSCHOFF.EW 

8506180361' 

QA999 


WERSCHOFF.eW 

8506180425' 

QA99g 


MERSCHOFF.EW 

8506240272’ 

OAogg 


MEflSCHOFFEW 

8506250081 ' 

FOIA 


MERTENS,J 

8506220085' 

50-206 

P 

MESERVE.fl A 

8506030414 

40 2061 


MESERVE.R A 

8506030414 

40 2061 


MESERVE,RA 

8506030427 

40-2061 


MESERVE.R A 

8506070539 

40 2061 


MESERVE.R A 

8506070539 

40-2061 


MESERVE.R A 

8506070547’ 

40 2081 


MESERVE.R A 

0506110408 

40-2061 


WESEHVE,RA 

8506110408 

40-2061 


MESERVE.R A 

8506110418' 

40-2061 


MESEflVE.R A 

0506110418' 

40-2061 


MESERVE.R A 

8506240714 

40-2061 


MESERVE.R A 

B506240714 

40 2001 


MESEflVE,fl A 

8506240728' 

40-2081 


MESERVE.R A 

0508240726' 

40-2061 


MESERVE.R A 

8506280082 

40-2061 


MESERVE.R A 

8506280082 

40-2061 


MESERVE.R A 

8506280067' 

40-2061 


MESERVE.R A 

8506280067' 

40 2061 


MESEflVE.R A 

0506280075' 

40 2061 


MESERVE.R A 

8506280076' 

40 2061 


MESSENGER.G H 

8506040705' 

FOIA 


MESSENQER.Q H 

8506040712' 

FOIA 


MESSENGER.G H 

6506040734* 

50-275 

P 

MESSENGER.G H 

B50B040738' 

FOIA 


MESSENGER.G H, 

8506050006* 

50 276 

P 

MESSENGER.G H 

8506050093* 

60-Z75 

P 

MESSENGER.G H 

8506050104* 

60-275 

P 

MESSIER.M E 

0506070360 

NUREG 


MESSIER, M E 

8508280173 

NUREG 


METCALF.R 

0506170667 

NUREG 


METZGER,J R 

8501210299* 

FOIA 


MEYER.C.E 

8506060092* 

50-309 

F 

WEYER.DW 

0506160276 

FOIA 


MEYER, DW 

85061S0309 

FOIA 


WEYER.GA 

0506140357' 

FOIA 


MEYER, S 

8506070491 ' 

50-440 

E 

MEYER, W A 

6506100602 

50-106 

S 

MICHELSON.JE, 

8606180142* 

FOIA 


MICHELSON.J.E 

8506180169* 

FOIA 


MIEGELiJ J. 

8506120062* 

OAOSO 


MIL8ROT.W 

8506260358' 

50-331 

0 

MILSROT.W e 

8506140496* 

50 265 

0 

MILETI.D S 

8506130226* 

60 400 

T 

MILETI.DS 

8506130226* 

60 400 

T 

MILHOANJL 

6506180047* 

50 440 

Q 

MILHOAN.J L 

8506260722* 

50 410 

Q 

MILLAR, F. 

8506110007 

FOIA 


MILLAR.F, 

6506140084 

FOIA 


MILLEH.A. 

8506190256* 

60 320 

V 

MILLER.B 

6506040349* 

50-352 

P 

MILLER, C 

8506110391 

50-244 

F 

MILLER.D E, 

6506110366* 

60 370 

Q 

MILLER, D.E 

6506140400* 

50-10 

P 

MILLER.G 

0506210417 

50-382 

R 

MILLER.HJ. 

8506050633 

WASTE MGT 

MILLER.HJ 

0SO6O6O778 

WASTE MGT 

MILLER.HJ 

8506060788 

WASTE MGT 

MILLER.HJ 

8506110383* 

FOIA 


MILLER, H J. 

8506200292* 

FOIA 


MILLER.HJ 

8506200296* 

FOIA 


MILLER, H.L 

8506030476 

60-260 

F 

MILLER, J fl. 

8402170240* 

60-317 

P 

MILLER, J R. 

0506030107 

50-282 

P 

M)LLER.J.R. 

8506040098 

50-282 

P 

MILLER, J FI 

8506040276* 

60-317 

P 

MILLER ,J.R. 

8506040308* 

50-344 

P 

MILLER ,J.R 

8506040545 

50-336 

P 

MILLER. J.R 

8506060760 

50 368 

P 

MILLEfl.J,R. 

8506070619 

50-368 

P 

MILLER, JR 

6506070647 

50 309 

P 

MILLER.J R 

8506070654 

50-266 

P 

MILLERJ.R. 

6606100051 

50-206 

P 

MILLER.J n 

8506110116* 

50-317 

P 

MILLERJ.R 

0506140126* 

50 316 

P 


AUTHOR 

ACCESSION SUBJECT 



NUMBER CATEGORY 

MILLER.J R 

8506140131* 50 346 

P 

MILLER.J R 

8506140153* 50-155 

P 

MILLER.J R 

8506140196* 50 266 

P 

MILLEfl,J R 

8506140201’ 50-305 

P 

MILLER.J R 

8506140211' 50 409 

P 

MILLER.J R 

8506140217* 50 331 

P 

MILLER, L 

8506060722’ 50 526 

0 

MILLER, L 

8506110548 50 312 

S 

MILLER.L 

8506170362 50-312 

s 

MILLER, L 

8506250126 50 312 

s 

MILLER.L F 

8S060S0140' 50 528 

a 

MILLER.L F 

8506050171' 50 528 

Q 

MILLER.L F 

8506050383 * 50 529 

0 

MILLER.L F 

8506060713' 50 528 

Q 

MILLER.L F, 

8506100801' 50 312 

0 

MILLER.L F 

8506270612* 50 529 

0 

MILLER.L F 

8506270622' 50-529 

0 

MILLER.L F 

8506270624 * 50 529 

0 

MILLER, M 

8506180209 50 424 

f 

MILLER.M. 

8506260791 50-219 

0 

MILLER.M.A 

8506050784 50 424 

A 

MILLER.M A 

8506050787 SO 424 

F 

MILLER.M A 

0506120126 60 424 

f 

MILLER.M A 

8506180261 50 424 

A 

MILLER.M A 

8506190051 50 424 

A 

MILLER.M A 

8508190095 50-424 

A 

MILLER.M A 

8506190536 50 424 

A 

MILLER.M E 

8506050751' 50 322 

T 

MILLER.M T 

8506100543' 50 322 

Q 

MILLER, N.E 

8506Q60746 NUREG 


MILLER.R,W 

0506030004* 50 528 

A 

MILLER, V L, 

7909070119* FOIA 


M)LLER.V L 

8005160150* FOIA 


MILLER, V L 

0506140631* PR 


MILLER, V L 

8506140678* PR 


MILLER,W 0 

8503250346 50-247 

P 

MILLER, W.O 

0506120077* FOIA 


MILLER, WO 

8506100562 TOPREP 


MILLER, W.O 

8506210146 TOPREP 


MILLER, WO, 

0506210161 50-295 

P 

MILLER, WO 

8506250139 50 313 

P 

MILLER.W 0 

6508270232 TOPREP 


MILLS, UM 

8506190126* 50 259 

P 

MILTENBERQER.S 

6506070183 50 483 

S 

MILTENBERQER.S, 

8506070631 50 483 

R 

MILTENBERQER.S, 

6506120568 50 483 

S 

MINECK.D K 

8506240060 SO 331 

n 

MINECK.D.L 

8506050059 SO 331 

s 

MINECK.D, L 

8506050408 50 331 

s 

MINECK.D L 

8506140620 50-331 

s 

MINECK.D L 

0506170284 50-331 

s 

MINER.S 

8S06030323 60 312 

F 

MINER, S. 

8506060630 50-312 

P 

MINER, S 

8608160598 50-312 

P 

MINER.S. 

0506100106 50-312 

P 

MINER.S. 

8506210387 50 312 

P 

MINER, S 

8506240077 60 312 

P 

MINNERS.W 

0207300500* REGQD 


M/NNERS.W. 

8304220046' FOIA 


MINOQUE.R.a, 

8212010351* FOIA 


MINOGUE.R B. 

8306200046* FOIA 


M/NOGUE.R.B 

8306290072* FOIA 


MINOGUE,R.B 

8306200291* FOIA 


MINOGUE.R B. 

8307060307' FOIA 


MINOGUE,R,a 

8310200365* FOIA 


MINOGUE.R B. 

8312190318* FOIA 


MINOGUE.R.B 

8404240473* FOIA 


MINOGUE.R B. 

0505310636* PR 


M1N0GUE,R.B. 

8505310557* PR 


MINOGUE.R 6 

8606070403* REGGD 


MINOGUE.R.B 

8508130100* FOIA 


MINOGUE,R B. 

8506130200* FOIA 


MINOGUE.R B. 

0606130427* FOIA 


M1N0GUE,R.B 

8506130549* FOIA 


MINOGUE.R.B 

8506140274* FOIA 


MINOGUE,R B. 

8506140331* FOIA 


MINOGUE.R.B, 

8506140651* PR 


MINOGUE,R B 

8506160220* FOIA 


MINOQUE,R B. 

8606180403* FOIA 


MINOGUE.R.B. 

8606180427* FOIA 


MINOGUE,R B. 

8506200172 HEQGD 


MINOQUE.R.B, 

8506130056* FOIA 


MINOR, Q.C 

8506210286* 50-322 

c 

MINOR.G.C. 

8506210266* 50 322 

G 

miosi,a.d 

6506030031 50 456 

S 

MIOS),A.D. 

8506040438 50 456 

s 

MIOSI,A.D. 

8506140531* 60-456 

0 

MIOSI,A.D. 

8506210149 50 455 

s 



PERSONAL AUTHOR INDEX 477 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


MIOSj.A O 
MIOS1,A D. 
MIOSIA D 
MIRAGUA.F J 
MIRAGIIA.F J 

MISTYSYN.L 
MITCHEtUD E 
MirCHELL.D E 
MITCHELL, J 
MinC.R L. 

Mim.fl L 
MITTL.a L 
Mim.RL 
WITrL.RL 
WITTLRL 


WITTLR L 
WITTL.R L 
WITTL.H L 
WITTL.n L 
WITTL.R L 

WITTL.R L 
MinUR L 
W:iTTL.R L 
MITTL.R L 
MITTL.fi L 

MITTL.R L 
M1ZUNO.G S 
MJOLSNESS.R C 
MOELLER.JW 
MOELLER, J W 

MOHN,S E 
MOHR.LJ 
MOLER,R 
WONICK.B 
MONICK.a J 

WONTGOMERY.B S 
MONTGOMERY, J 
MONTGOMERY.J L. 
MONTGOMERY.J L. 
MONTGOMERY.J L 

WONTGOMERY.J.L 
MONTGOMERY.J L 
MONTGOMERYJ L 
MONTGOMERY, J.L 
MONTGOMERY, J.L 

MONTGOMERY.J L 
MONTGOMERY.J L 
MONTGOMERY, J L 
M.ONTQOMERY.J L 
MOODY.SJ 

MOONEY, Q 
MOONEY.G 
MOORE.D E 
MOORE.J 6 
MOORE.K E 

MOORE.P M. 
MOORE.R.N 
MOORE.R N 
MOORE.TO 
WOORE.V.A 

MOOSE.T. 
MORAN.D H 
MORAN.T.W 
MOREV.O 
MORGAN.LG. 

MORGAN.R E. 
MOHGAN.R.E 
MORGAN.R E 
MORGAN.R E, 
MOHGAN.R.E 

MOHGAN.R.E. 
MORGAN.R E 
MORGAN.R E, 
MORGAN.R E. 
MORGAN.R.E. 

MORGAN.R E. 
MOHIARTY,J.M 
MORRIS, F.A 
MORRIS.G.A 
MORRIS, P A 

MORRIS,P,A 
MORRIS.P A 
MORRIS,P,A. 
MORHIS,P A, 
MORRIS.P, A. 

MORRIS, P.A. 
MORRIS,P A. 
MORRI8,P A. 


0506210314 

50-455 

S 

MORTON, K L 

8506240291 

50 456 

S 

MORTON.K V 

8506260477 

50 456 

S 

MORTON.K V 

8405240380' 

FOIA 


MORTON.K Y 

8506270116 

MISC 


MOSELEY.N C 

85061 10478 

PR 


MOSES.G A 

8506190320* 

REVIEW GR P 

MOSLAK.T 

8506190326* 

REVIEW GR P 

MOWRY.W R 

8212290084* 

FOIA 


MOWRY.W R 

8506030334 

50-354 

F 

MOY.W 

8506050401 

PR 


MOYNIHAN.DP 

8506070544 

50-354 

E 

MROC2KA,E J 

8506110279 

50-354 

A 

MROC2KA,E J 

8506110331 

50-354 

A 

MROCZKA.E J 

8506110332 

50-354 

A 

MROCZKA.E J 

8506130134 

50 364 

E 

MUDD.CK 

8506130135 

50 354 

A 

MUDD.C H 

8506130149 

50-354 

E 

MUDD.C H 

85061 3016B 

50-354 

A 

MUFFETT.J W 

8506130204 

50-354 

A 

MULLER, DR 

8506170046 

50 354 

A 

MULLER, D R 

8506170111 

50-354 

E 

MULLIGAN.M 

8506170470 

50-354 

E 

MULLIKIN.R P 

8506200377 

50-354 

E 

MULLIKIN.R P 

8506260446 

50-354 

E 

MUMPER, D 

8506260568 

50 364 

E 

MUNDELL.R L 

8506170498 

60 445 

G 

MUNDELL,R L 

8506060372 

NUREG 


MUNGOVAN.R E 

8506120263 

50-285 

P 

MURFIN.W B 

8506120263 

50-285 

P 

MUflLEY,J E 

0506260429 

50 389 

S 

MURLEY.T E 

8506260214* 

CONTRACT 


MURLEY.T E 

8506240706 

WASTE MGT 

MURLEYJ.E 

8506210310 

60-529 

T 

MURLEY.T.E 

8506050608* 

FOIA 


MURLEY.T E 

8506210313 

GEN TEC 1 

S 

MURLEY.T E 

0506040166 

l&E 


MURLEY.T e 

8506040143 

50-620 

Q 

MURLEY.T.E 

8506060443 

70-25 


MURLEY.T E 

8506110462 

70-1257 


MURLEY.T E 

8506110494 

50-243 

Q 

MURLEYJ.E. 

8506110547 

60 89 

Q 

MURLEY.T E. 

8506170489 

50-208 

Q 

MURLEY.T.E 

8506170504 

70 1257 


MURLEY.T E 

8506210137 

70-1257 


MURLEY.T E 

8506210220' 

FOIA 


MURLEV.T.e. 

8506210304 

27-40 


MURLEY.T E 

8508250266 

60 307 

Q 

MURLEY.T E 

3506250463 

50 206 

Q 

MURLEY.T E. 

8506030181* 

60-526 

T 

MURLEYJ e. 

8506050436 

40 0502 


MURLEY.T.E 

6506050478 

40-0602 


MURLEY.T E, 

8506250403* 

60-335 

Q 

MURLEY.T E 

8506070526 

50-400 

G 

MURLEY.T E. 

6502220010 

60-250 

P 

MURLEV.T.E 

6506190445* 

40-7300 


MURLEY.T E 

8506200510 

XPORTLIC 


MURLEY.T.E. 

8506200513 

XPORTLIC 


MURLEY.T 6 

8506060798 

NUREG 


MURPHV.Ce. 

8411130261* 

50 412 

F 

MURPHY .0 E. 

8506260572* 

50-354 

E 

MURPHY.C E. 

8506100373 

TOPREP 


MURPHY.C.E. 

8506050465* 

50-260 

P 

MURPHY,M E, 

8506130167 

60 304 

P 

MURPHY .M.H. 

6506100396* 

60-360 

S 

MURPHY.S A 

8503180255 

60-261 

F 

MURPHY, S A 

6506070232 

50 261 

F 

MURPHY.W.P 

8506070279 

60-261 

F 

MURPHY, W P 

8506070379 

60-261 

F 

MURPHY.W.P. 

8506200122 

60-261 

R 

MURPHY, W P 

6506210006 

50-261 

S 

MURPHY.W.P 

8506210063 

50 261 

Q 

MURPHY.W.P 

6506210164 

50-261 

Q 

MURPHY.W.P, 

8506210203 

60-261 

Q 

MURPHY.W.P 

8506210461 

50-261 

Q 

MURRAV.B. 

8506240253 

50-261 

F 

MURRAY, a. 

6506140496 

60-271 

S 

MURRAY. 0 

8506120505* 

FOIA 


MURRAY.B 

8606040277 

60-260 

P 

MURRAY.B. 

8606120416* 

60 130 

P 

MURRAY.B 

B60B1 20435* 

60-130 

P 

MURTZ.E. 

8506120445* 

60-130 

P 

MUSOLF.D 

8606120454* 

' 60-130 

P 

MUSOLF.D, 

8506120460* 

' 60-130 

P 

MUSOLF.D 

8506120465* 

' 60 130 

P 

MUSOLF,D 

6506120469* 

' 60-130 

P 

MUSOLF.O. 

8606120473' 

' 60-130 

P 

MUSOLF.D 

8506170348 

60-322 

G 

MUSOLF.D. 


8506070501 

50-313 

R 

MUSOLF.D 

8506140356 50 263 

S 

8506040539* 

CONTRACT 


MUSOLF.D 

8506140432 60 263 

s 

8506150265* 

FOIA 


MUSOLF.D 

0506140436 50-263 

s 

0506260099* 

CONTRACT 


MUSOLF.D 

8506170045 50 282 

s 

8103130940* 

50 320 

P 

MUSOLF.O. 

B506170054 50 262 

S 

8606190322* 

REVIEW GR P 

MUSOLF.D 

8506170291 50 263 

s 

8506240442* 

50-320 

O 

MUSOLF.D 

8506170464 50 306 

s 

8506100082 

50-163 

P 

MUSOLF.D 

8506170472 50 263 

s 

8506130123 

70 734 


MUSOLF.D 

8506170477 50306 

5 

0506110097 

50 237 

s 

MUSOLF.D 

8506170576 50306 

s 

8506130309 

50 322 

G 

MUSOLF.D 

8506180297 50-263 

s 

8506070051 

50-245 

R 

MUSOLF.O 

8506180352 50-306 

s 

8506070051 

50 245 

H 

MUSOLF.D 

8506210454 SO 282 

s 

8506070104 

50 336 

fl 

MUSOLF.D 

8506240553 50 282 

F 

6506070104 

50 336 

R 

MUSOLF.D 

8506270206 50 282 

P 

0506030467 

50 348 

F 

MUSOLF.D 

8506270445 50 263 

P 

6506100290 

50 348 

F 

MUSOLF.D 

B506270552 50 263 

S 

6506280059 

50 346 

F 

MUSOLF.O 

8506270574 50-282 

Q 

6506140267* 

50-237 

Q 

MYERS.C 

0506280064 50-312 

S 

6306090351* 

50-289 

P 

MYERS.OA 

8506140396 NUREG 


6403200316* 

50-416 

P 

MYERS.J F 

8506130226* 50 400 

T 

8506190310 

50-352 

Q 

MYERS, J F 

6506130226* 50 400 

T 

8506110220* 

50-458 

Q 

MYERS.J F 

6506130226* 50 400 

T 

8506110426* 

50-456 

Q 

MYERS.J F 

8506130279* 50 400 

T 

BS06170636 

50-389 

S 

MYERS.J F 

8506130279* 50 400 

T 

8506100651 

WASTE RES 

MYERS,J G 

8506100113* 50-341 

F 

6506110639 

WASTE RES 

MYERS.L 

8506030463* 50-271 

Q 

8506110465 

PR 


MYERS.L 

8506180313 50-382 

S 

8506170166* 

50-295 

P 

MYERS.L 

8506250268 60-362 

S 

8506140259 

STATE PRO Q 

MYERS.L 

8506280122* 50-213 

0 

8505280463 

50-322 

P 

WYRABO.A L 

8506070142 50-263 

R 

8506030454 

50-443 

Q 

NACCARATO.R M 

8505100465 WASTE MGT 

8506030491 

50-271 

Q 

NAQLE,JC 

8506030320 50-352 

S 

8506060396 

50-322 

Q 

NA6LE.J C 

8506040219 50-352 

S 

8506070026 

60-29 

0 

NAQLE.JC 

8506040695 50-352 

S 

8506070303 

50 209 

Q 

NAGLE ,JC 

8506040708 50-352 

S 

8506070346 

50 277 

Q 

NAGLE ,JC 

8506040706 50-352 

S 

8506070354* 

60 277 

Q 

NAGLE,JC 

8506050290 50-352 

s 

0506070364* 

60 277 

0 

NAGLE,JC 

6506060689 60-352 

S 

6506100342 

so 289 

P 

NAGLE, J C 

6506170274 60-362 

s 

0506130300* 

FOIA 


NAGLE, J C 

8506200099 50-352 

s 

8506130317* 

FOIA 


NAGLE.J C 

8506210477 50-362 

s 

8506130356* 

FOIA 


NAGLE, J C 

8506250492 50 352 

s 

8506140160 

STATE PRO G 

NAIDU.K. 

8506180425* QA999 


8506140478 

60 277 

Q 

NAIDU.KR 

8506180361* QA999 


8506140404 

70-113 


NANSTAD.fl.K. 

850606QQ15 NUREG 


85061 40562 

50 412 

Q 

NAPAOENSKY.H.S, 

8506110105* FOIA 


8506100333* 

FOIA 


NAPAOENSKY.H S 

8506110103* FOIA 


8506180419* 

FOIA 


NAPADENSKY.H S 

8506110200* FOIA 


8606180496* 

FOIA 


NAPADENSKY.HS 

8506110204* FOIA 


6606200052 

50 410 

Q 

NAPADENSKY.H S. 

8506119208* FOIA 


8506210356 

50-245 

Q 

NAPUDA.G. 

8506109550* 60-354 

Q 

8506240526 

50 293 

Q 

NAPUDA.G 

8506100656* 50-247 

Q 

8506240563 

50 352 

F 

NARBUT.P P. 

8508210134* 50 208 

Q 

8500240584* 

50-352 

F 

NARQLAJ 

8506100137 70 1143 


0506240595 

60-271 

0 

NAROI,AJ 

6508140246 70 698 


8500240754 * 

60-333 

P 

NARDI,A J 

6506140285 70 698 


8506260162* 

50-322 

Q 

NASLLiND.C.D. 

6506120568 50 403 

s 

85062003B9* 

60 327 

S 

NASSERSHARIF.B. 

6506240647 50-269 

p 

8506200398* 

SO 390 

S 

NATARAJA.M 

8506060142 WASTE HES 

6506200409* 

SO 438 

s 

NATARAJA,M S 

8506120080 WASTE RES 

8500200412* 

50-327 

s 

NAUS,DJ 

6210120209* 50-10 

p 

8506140135* 

60 458 

Q 

NAUS,DJ 

6506170233* FOIA 


8506260042 

WASTE MOT 

NAUS,DJ. 

8506170399* FOIA 


8506190008 

FOIA 


NAUS.D.J. 

8506170553* FOIA 


8506240151 

FOIA 


NAUS,DJ 

8506170554* FOIA 


8506030364 

50-271 

O 

NAUS,DJ 

8606170558* 60-259 

p 

8506030452 

60-271 

Q 

NAUS.O.J 

8506170562* FOIA 


8506030496 

60-271 

Q 

NAUS,DJ. 

8505170572* FOIA 


8506040165 

60-271 

F 

NAUS.DJ. 

8506170676* 50-280 

p 

8506140139 

50-271 

Q 

NAUS.D.J 

8506170580* FOIA 


8506 140386 

50-271 

Q 

NAUS.DJ 

8606170589* FOIA 


6506240064 

60-271 

R 

NAUS.DJ 

6506170595* FOIA 


8508240406 

50-271 

s 

NAUS.DJ 

6506170598* FOIA 


8606030383* 

50-298 

Q 

NAUS.DJ 

8506170605’ FOIA 


8506030432’ 

60-445 

Q 

NAUS.D,J 

8606170611* FOIA 


8506050585* 

50-267 

Q 

NAUS.D J 

8506170612* FOIA 


8506180348* 

50-382 

Q 

NAUS.D.J 

8506170617* FOIA 


6506180465* 

60-482 

Q 

NAUS.D J 

6508170637* FOIA 


8506200231* 

60-382 

Q 

NAUS.D J, 

6506100016* FOIA 


8506110173* 

FOIA 


NAUS,D J. 

8506180022' FOIA 


6505240241 

50-282 

P 

NAYMARK.S. 

8506120495* 50 275 

p 

8506240247* 

60 262 

P 

NECCI,RP, 

8500260530 ORQ 


6506070142 

60-263 

R 

NEFF.J.O, 

8 506050692 WASTE MGT 

6506100236 

60-282 

R 

NEFF.J 0. 

0506050649 WASTE MGT 

85061 30263 

60-282 

P 

NEFF,J 0, 

8506110022 WASTE MGT 

85061 40032 

50 306 

S 

NEFF.JO, 

8506110026 WASTE MGT 

8506140348 

50 263 

s 

NEIGHBORS, J D, 

8506060420 50-266 

p 
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NUMBER 
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HUMBER 

CATEGORY 

NEIGHSORS.J D 

8506110033 

50 201 

P 

NORELIUS.C E 

8506260327 

50 440 

0 

NEIGH BOAS JD 

8506210229 

SO 200 

P 

NORELIUS.CE 

8S06280097 

50 341 

Q 

NEILS.G H 

8506180360 

TOPREP 


NORELIUS.C E 

8506260163' 

60 346 

P 

NEISLER.J H 

8506210252* 

50-440 

0 

NORIEGAS 

8506060330' 

CONTRACT 


NEISLERJ H 

0506250209* 

50-440 

0 

NORKIN.OP 

8506180047* 

50-440 

0 

NEJFELT.G 

850621 0526* 

50 321 

o 

NORRHOLM.L 

8506140380* 

50-286 

Q 

NELSON.G S 

8506110406* 

70-1257 


NORRHOLM.L 

8506140506' 

50-247 

0 

NELSON, L H 

8506100869 

50 275 

R 

NORRHOLM.L J 

8606250379* 

50 272 

Q 

NELSON.L S 

8506140047 

NUREG 


NORRIS, ES 

8407300165* 

50 315 

P 

NELSON.P R 

8506120252* 

FOIA 


NORRIS, E 8 

8506190193* 

50-315 

P 

NELSON, P R 

8506120291* 

FOIA 


NORflIS.J 

0506060665 

50 296 

P 

NELSON P R 

8506120310* 

FOIA 


NOflflV.P G 

8506120188* 

FOIA 


NELSON.P fl 

8506120356' 

FOIA 


NORRY.PG 

8506180193 

ORG 


NELSON.P fl 

8506190025' 

FOIA 


NORTH.H S 

0506050260* 

60-206 

Q 

NELSON.fl L 

8506140201* 

50 305 

P 

NORTON.J F 

8506190221 * 

50-263 

0 

NELSON, T P 

8506120071' 

FOIA 


NORTON.J F. 

8506240304* 

50-202 

Q 

NELSON.T P 

8506120092* 

FOIA 


NOVACHEK.F. 

8606260451 

50 267 

fl 

NELSON ,W 

8506070377* 

REG GO 


NOVACHEK.F 

8506260476* 

50 267 

R 

NEMETHY.E 

6506050372 

PR 


NOVAK.T 

8406030142* 

FOIA 


NERSES.V 

8606140144 

50-443 

A 

NOVAK.TM, 

0506040571* 

S035B 

A 

NEflSES,V, 

8506150070* 

FOIA 


NOVAK.T M 

8506050719 

50 408 

A 

N ERSES. V 

8506270081 

50 498 

A 

NOVAK.T M 

0506060165 

50-369 

P 

NEWBURGHG 

0506070051 

50-245 

fl 

NOVAK, T.M 

0506060201 

50-307 

P 

NEWMAN.JR 

0506030417 

60 490 

G 

NOVAK.T W 

8506100437 

50-390 

A 

NEWMAN, J R 

8506030417 

50 498 

G 

NOVAK.T W 

8506130461 

50-458 

A 

NEWMAN.J R, 

0506100735 

50-498 

G 

NOVAK.TM 

8506130577 

50 490 

A 

NEWMAN.J R 

8506100735 

50-498 

G 

NOVAK.TM 

0506140157 

50413 

F 

NEWMAN.J R 

8506100742* 

60-498 

G 

NOVAK, TM 

8506140345 

50-395 

P 

NEWMANJH 

8506100742* 

50-490 

G 

NOVAK.TM 

8506180514* 

50 454 

P 

NEWMAN.J R 

8506140416 

50 498 

Q 

NOVAK.TM 

8506190114 

50412 

E 

NEWMAN,J R 

8506140416 

50 490 

G 

NOVAK.T M 

8506200169 

60 416 

P 

NEWMAN.JR 

0506280061 

50 490 

T 

NOVAK.T M 

8506200258 

60-352 

P 

NEWMAN.J a 

8506280061 

60 490 

T 

NOVAK.T M 

0506210176' 

50-461 

E 

NEWMAN,J R. 

8506280061 

60 496 

T 

NOVAK.T M 

6506240349 

60-382 

Q 

NEWSOM,A L 

8506050769* 

FOIA 


NOVAK.T M 

8506250146 

60-395 

P 

NEWSOM ,AL 

8506050775* 

FOIA 


NOVAK.TM 

8506260056 

50 424 

A 

NEWSOWE.R W 

8500270813* 

50 250 

Q 

NOVAK.TM 

8506270285 

50 480 

A 

NEWTON. G A 

8606060416* 

50-320 

P 

NOWATZKLE A 

8506240003 

NUREG 


NEWTON.J.H 

8506170058* 

CONTRACT 


NULSEN.CK 

0506130406 

60193 

F 

NEWTON, J H 

8506180125* 

CONTRACT 


NULSEN.C K 

8506)80197 

70 3020 


NEWTON.S L 

85O619025B* 

50 320 

V 

NULSUN.C K 

6506250150 

70-3020 


NICHOLA5.H 

8506060783* 

60 423 

Q 

NUMARK.NJ 

6506050512* 

WASTE RES 

NICHOUS.H.H 

8506070069* 

50 423 

0 

NUMARK.NJ. 

8500100176* 

FOIA 


NICHOUS.J B, 

8506180346* 

50-302 

Q 

NUNEZ.H R 

0606030190* 

50-528 

T 

NICHOLS,J. 

8506060049 

50 354 

F 

NUSSBAUMER.D A 

6405030228* 

PR 


NICHOLSON.N 

8506170456* 

40 8031 


NUSSSAUMER.OA 

8506050159 

WASTE MQT 

NICHOLSON.NA 

8506190231* 

50-155 

Q 

NUSSBAUMER,D A 

0506060773 

WASTE MGT 

NJCHOLSON.P.R 

8506070360 

NUREG 


NUSSBAUMER.D A 

0506060119 

WASTE MGT 

NICHOLSON ,P R 

8506280173 

NUREQ 


NUSSBAUMER.D A 

8506100423 

WASTE MGT 

NICOUflAS.H 

850614067) 

50-269 

P 

NUSSBAUMER.D A 

8506100754 

WASTE MGT 

NlCOURAS,H 

8506210440 

50-269 

P 

NUSSBAUMER.D A 

0500100761 

WASTE MGT 

NICOLOSI.S 

8506050569* 

WASTE RES 

NUSSBAUMER.D A 

8508110544* 

FOIA 


NICOLOSI.S L 

8506050573* 

WASTE RES 

NUSSBAUMER.D A 

8506110702 

WASTE MQT 

NIELSON, K K. 

8506060678* 

WASTE MGT 

NUSSBAUMER.O.A, 

8606120204* 

FOIA 


NIETUBIC2,S. 

8606110195 

50 341 

H 

NUSSBAUMER.D A 

8506120290* 

FOIA 


NIWITZ,flL 

6506060351* 

SO 293 

Q 

NUSSBAUMER.D A 

8506120547* 

FOIA 


NIMIT2,RL 

8506100543* 

50 322 

Q 

NUSSBAUMER.D A 

0506140311* 

FOIA 


N<X,H C 

8506030636 

SO 366 

S 

NUSSBAUMER.D A, 

0506190168* 

40-7300 


NW.H C, 

8506040881 

60-321 

S 

NUSSBAUMER.D A. 

8506190162* 

40 7306 


NIX,HC 

8506060718 

60 366 

S 

NUSSBAUMER.D A. 

8506190164* 

40-7308 


NlX.HC 

8506070005 

60-321 

S 

NUSSBAUMER.D A 

8506190173' 

40-1478 


NlX.H C 

8506070094 

50 366 

s 

NUSSBA0MER.0 A. 

8606100230' 

40-7308 


NlX.H C 

8506070106 

50 321 

s 

NUSSBAUMER.D, A 

8500190285* 

40-7308 


NIX,H C 

8606100020 

50 366 

s 

NUSSBAUMER.D A, 

8500190407* 

40 7308 


Nix,H a 

8506200054 

50 366 

s 

NUSSeAUMEB,OA 

8506190415* 

40-7308 


N1X.HC, 

6506200068 

50 366 

s 

NUSSBAUMER.D, A 

8506180416* 

40-7300 


NIX.HC 

8606200411 

60-321 

s 

NUSSBAUMER.D A 

8506190425* 

40-7300 


NlX.H C 

8506240329 

50 366 

s 

NUSSBAUMER.D A 

8506190430* 

40-7300 


NlX.H C 

8506260447 

60 32) 

s 

NUSSBAUMER.D A 

8506100432’ 

40 7300 


NIYOGLP K 

8402030546* 

FOIA 


NUSSBAUMER.D.A, 

8506240716 

WASTE MGT 

NOONAN, V.S, 

8407050089* 

FOIA 


NUSSBAUMER.D A. 

8500250476* 

FOIA 


NOONAM.VS, 

0411200132* 

60 354 

A 

NUSSBAUMER.D.A 

8606200788 

WASTE MGT 

NOONAN, V S 

6503160530 

50 445 

F 

NYKYRI.M 

8606050557* 

WASTE RES 


NOONAN, V.S 

0506040594 

50 445 

A 

0'BRIEN.J,P 

8506250449* 

50-528 

0 

NOONAN, VS 

8506100687 

60 445 

E 

O’CONNOR ,S A, 

0606060477 

WASTE RES 

NOONAN, VS 

8506120161 

50 445 

A 

O’DWYER.G F. 

8606190302' 

60-440 

Q 

NOONAN.V.S 

8506170533 

60-446 

A 

OTEAHY.J F, 

8506060466* 

50-289 

T 

NOONAN.V.S 

8506180176 

50-445 

E 

O’NEILL, B, 

8500120626* 

FOIA 


NOONAN.V.S 

8508210257 

50-445 

A 

O'NEILUJ H 

0606030640 

50-261 

Q 

NORDEBHAUG.LR. 

8506170492' 

SO 280 

Q 

O'NEILL, J.H. 

8506030640 

50-261 

G 

NORELIUS,CE 

8506070527 

50-255 

Q 

O’REILLY, J.P 

8606120264* 

FOIA 


NOR£UUS.C,E 

8S06070S29* 

50-255 

Q 

O’REILLY, JR 

8506120323* 

FOIA 


NOREUUS,C£, 

8506140)90* 

FOIA 


0’REILLY.J P, 

8506130125* 

FOIA 


NORELIUS.CE, 

0506140535* 

60 458 

Q 

0'REILLY,J R 

8506200493 

70-143 


N0REL1US,C.E. 

8506140572 

60-464 

S 

0*REILLV,J,R 

8506210040 

70 143 


NORELIUS.C e 

8506180327 

60 151 

0 

0'RE(LLY.J R 

8506210045 

70-143 


NORELIUS.C E, 

8606240076 

60 346 

Q 

O’REILLY, J.R 

8506260156* 

50 259 

P 

NOREUUS,C,E 

0506240213 

50-461 

Q 

0’flEILLy.J.P, 

8506250223* 

60-269 

P 
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O’REILLY, J P 
O'REILLY, J P 
O’REILLY, JP 
0'REILLY,J P 
O’SULLIVAN E T 

0'SULLIVAN,E T 
0'SULLIVAN,E T 
O’SULLIVAN, E T 
0'SULUVAN,E T 
0’SULLIVAN,E T 

0’SULLIVAN,E T 
0’SULLIVAN,E T 
0'SULLIVAN,E T 
0'SULLIVAN,E T 
0'SULUVAN,E T 

0'SULLIVAN,ET 
O’SULLIVAN.ET 
0’SULLIVAN,E T 
O’SULLIVAN, E T 
0’SULLIVAN,ET 

O'SULLIVAN.E T 
O’SULLIVAN.ET 
0'SULLIVAN,E T 
O'SULLIVAN.E T 
0’SULLIVAN,E T 

O'SULLIVAN.E T 
O’SULLIVAN.ET 
O’SULLIVAN.ET 
O’SULLIVAN.E T 
O’SULLIVAN.E T 

O’TOOLE.J 
O’TOOLE.J.D 
0’T00LE.J D 
0’T00LE,J D 
O’TOOLE.J 0 

O'TOOLE.J D 
O’TOOLB.J 0 
O’TOOLE.J 0 
O'TOOLE, J D 
O’TOOLE.J D 

O'TOOLE.J D 
O'TOOLE, J 0 
O’TOOLE.J 0 
O'TOOLE.J. D 
OATTS.J I 

OOEQAARDEN.R N 
OESTMANN.M J 
OGDEN.D M 
OGLE.K M 
OGLE.KM. 

OHMAHT.P E, 
OKADA.S. 
OLIVEIRA.W. 
OLIVEIRA.W 
OLIVER.R P, 

OLIVER.R P 

OLIVER.R.P 

OLL(U,K 

OLMSTEAD.WJ 

OLMSTEAD.WJ 

OLMSTEAD.WJ 
OLSEN.O L 
OLSON.O.L 
OLSON.O L. 
OLSON.OL, 

OLSON.R C, 
OLSON, R.C 
OLSON, H C, 
ONESTO.A T 
OPEKA,J F, 

OPEKA.J F. 
OPEKA,J F, 
OPEKA.J F 
OPEKA.J.F. 
OPEKA,J F 

OPEKA.J F 
OPEKA.J.F, 
OPEKA,J,F 
OP£KA,J F. 
OPEKA,J F 

OPEKA.J F. 
OPEKA,J F, 
OPeKA.J.R 
OPEKA.J F. 
OPEKA,J F. 


OPEKA.J,F 
OPEKA.J F 


8506250228* 

8506250238* 

8506260262* 

8506250202* 

8012090629* 

8012090533’ 

8506110345* 

8506110411* 

8506110445* 

0506110457* 

8506110468' 

8506110573* 

8506110577* 

8506110583* 

8506110587' 

8506110590* 

8606110593* 

8506110600* 

8606110607* 

8506110614* 

8506110619* 

8506110622* 

8506110630* 

8506110689* 

8506110716* 

6506120129* 

8506120146* 

8506120156* 

0506120180* 

8506120192* 

8506170414 

8506090536 

8506070056* 

8506180405 

8506190283 

8506190280* 

8506210359 

8506210472 

8506240596 

8506240601* 

8506240619 

8606250408 

8506260068 

8506260216 

8506270446 

8506030228 

8506070538* 

8506140624 

8506050465 

8506060278 

8506220188* 

0506130485* 

8506100550* 

8506100656* 

6506180366 

8606180401 

6506240302 

0506050557* 

83Q524Q3Q5* 

0306200050* 

8410230554* 

6506050726 

8506050427 

8506000687 

8506100683 

8606070560 

8506110429 

8506110543 

8600150310* 

86060300S3 

8506030053 

8606030309 

8506030309 

8506030438 

8506030480 

6506030460 

8506030487 

8506030487 

0506030516 

8506030515 

8506030515 

6506040047 

8506040047 

8506040384 

8506040384 

8506040394 

0506040394 

0506040482 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50 3 J 

50-247 P 

50 247 Q 

50 247 F 

50-247 P 

50 247 
50-247 
60-247 
50 3 
60 3 

50 247 P 

60 247 F 

60-247 R 

60-247 P 

60 280 F 

71 6639 
50-263 Q 

50 261 P 

40 6783 
40-1162 

FOIA 

XPORTLIC 
60 354 Q 

60-247 0 

60-29 P 

50-29 P 

60-271 Q 

WASTE RES 
FOIA 
FOIA 

PR 

WASTE MQT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

50 317 P 


60 423 S 

50-423 S 

50 213 F 

50-213 F 

50-213 a 

50 423 S 

60-423 S 

50 423 5 

50-423 S 

50-213 P 

50-213 P 

50-213 P 

60 423 S 

50-423 S 

50-423 F 

50 423 F 

50 423 S 

60-423 S 

60-336 P 


•O'DTIO'O 
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AUTHOR 


OP£KA,JF 

OP£KA,JF 

OP£KA,JF 

CIPEKA,JF 

OPEKAUF 

OPeKA,JF 
OPEKA,J F 
OPEKAJF 
OPCKA.J F 
OPCKA.J F 

OFEKA.JF 
OPEKA.J F 
OPEKA,J F 
OPEKA.J F 
OPEKA J F 

OPEKA.J F 
OPEKA.J F 
OPEKA.J F 
OPEKA.JF 
OPEKA.JF 

OPEKA.J F 
OPEKA.JF 
OPeKA.JF 
OPEKA.J F 
OPEKA.JF 

OPEKA.JF 
OPEKA.J F 
OPEKA.J F 
OPEKA.JF 
OPEKA.J F 

OPEKA.JF 

OPEKA.JF 

OPEKA.JF 

OPEKA.JF 

OPEKA.JF. 

OPEKA.JF 
OPEKA.JF 
OPEKA.JF 
OPEKA.J F 
OPEKA.JF 

OPEKA.JF 

OPEKA.JF 

OPEKA.JF 

OPEKA.JF. 

OPEKA.JF 

OPEKA.JF 
OPEKA.JF 
OPEKA.JF. 
OPEKA,J F 
OP6KA,J F 

OPEKA.J F 
OPEKA.J F 
OPaKA.JF 
OPEKA.JF. 
OPEKA.JF 

OPEKA.J F. 
OPEKA.J F 
OPEKA. J F 
OPEKA.J F 
OPEKA, J F 

OPEKA.J F. 
OPEKA.J F, 
OPEKA.J F 
OPEKA,J F 
OPEKA.J F 

OPEKA.J F 
OPEKA.J F 
OPEKA.J,F 
OPEKA.J,F 
OPEKA,J F 

OPEKA.J F 
OPEKA.J F. 
OPEKA,J F 
OPEKA,J,F. 
OPEKA.J F 

OPtTZ.B E. 
OHDEHS,W 
OHLANDO.C r 
ORMSSV.D P. 
ORMSBY.DP 


ACCESSION 

number 

05O6O<1O<182 

8506040733 

8506040733 

8506060236 

6506060236 

B5060G0445 

8506060445 

8506070284 

8506070264 

0506070287 

8506070287 

8506070368 

8506070380 

8506070429 

8506100427 

8506100427 

6506100427 

8506100481 

8506100481 

0506100504 

8506100504 

0506100513 

8506100513 

8506100833 

0506110252 

8506110252 

8506110280 

8506110280 

8506110435 

8506110435 

6506120335 

8506120335 

8506120335 

8506130230 

8506130236 

850613D315 

0506140210 

8506140210 

8506140227 

8506140227 


SUBJECT 

CATEGORY 

50-336 P 

50-423 E 

50-423 E 

50-336 F 

50-336 F 

50 336 P 

50 336 P 

50-336 P 

50 336 P 

50 213 P 

50 213 P 

50 423 F 

50 423 F 

50 213 Q 

50 213 Q 

50 213 0 

50 213 Q 

50-336 0 

50-336 Q 

50 423 E 

50 423 E 

50 336 P 

50 336 P 

50 213 P 

50 213 P 

50 213 P 

50 245 F 

50-246 F 

50-245 F 

50-245 F 

50-213 P 

50-213 P 

50 213 P 

50 423 E 

50 423 E 

50 213 F 

50 423 E 

50 423 E 

50 336 Q 

50 336 Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OUELLETTE.H W 
OUELLETTE.fl W 
OUELLETTE.R W 
OUELLETTE.R W 
OUELLETTE.R W 

6506040693 

8506070691 

6506170566 

6506170571 

8506210436 

50 413 S 

SO 413 S 

50 413 S 

50 413 S 

50 413 S 

OUELLETTE.R W 
OUELLETTE.R W 
OUELLETTE.fl W 
OVERBEY.C 

OVERS BY .V M 

8506240019 
8506240030 
6506250256 
6506130247* 
8506050561 * 

50 413 S 

50 413 3 

50 4(3 S 

FOIA 

WASTE RES 

OWCA.W A 
OWCA,WA 
OWCA,WA 

OWCA.W A 
OWCZARSKI.P C. 

6506100058* 

6506100065’ 

8506100067* 

8506100079“ 

0506240650 

FOIA 

FOIA 

FOIA 

FOIA 

NUREG 

OZAWA, M 

OZAWA, M 

PAAS.HJ 

PACE.EA 
PADAUAN.M L 

8506130451 
8506170030 
6506190353* 
6506050151“ 
0505260 IS7“ 

XPORTLIC 

X PORT Lie 
40-7308 
CONTRACT 
50-275 O 

PAGANO.FG 

PAGE.M 

P«iGE,R E 

PAGE.R G 

PAI.M 

0404110261* 

6506050752 

8506270333 

0503140349* 

6508040282 

50-322 F 

50-(0 P 

NUREG 

FOIA 

QA990 

PAINE, A J 

PALLADINO.N 

PALLADINO.NJ 

PALLADINO.NJ 

PALLADINO.NJ 

6506040480 
6506 200248 
03060(0195* 
6406210045* 
6506050164“ 

60-269 H 

COMMtSSIO M 
FOIA 

50-275 P 

FOIA 

PALLADINO.NJ 

PALLADINO.NJ 

PALLADINO.NJ 

PALLADINO.NJ 

PALLADINO.NJ 

6506050375* 

6506050390* 

6506050415* 

8506050422* 

8506060063 

50-445 Q 

50-445 U 

50-445 Q 

50-445 U 

COMMISSION 

PALLADINO.NJ 
PALLADINO.NJ 
PALLADINO.NJ 
PALLADINO.NJ 
PALUDINO.N J 

8506060077 

6506060570 

6503110064 

6503110068* 

6503110661* 

50-369 U 

COMMISSION 
COMMISSION 
COMMISSION 
FOIA 


AUTHOR 


PAPEftlEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIELLO.GJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO.CJ 

PAPERIEUO,CJ 

PAPERIELLO.DJ 

PAPPIN.J 

PARIS, J M 
PARIS, OH 
PAHIS,OH 
PARIS, OH 
PAHIS.OH 

PAHIS,OH 
PARKER, 0 A 
PARKER, Q A 
PARKER, 0 A 
PARKER, G, A 

PARKER.QA 
PARKER, G A 
PARKER, G A 
PARKER.GA 
PARKER, HC 

PARKER, MC 
PARKER,M C 
PARKER, M C 
PARKER, M C 
PARKER.M C 


8506140418 50 423 
8506140418 50 423 
8506140449 50-245 
8506140449 50-246 
0506140503 50-336 


A PALLADINO.NJ 

A PALUDINO.N J 

P PALLADINO.N J 

P PALLADINO.N J 

P PALLADINO.N J 


8506120164' 60-275 

8506120172“ 50-275 

8506120444“ 60-275 

8506120455“ 50-275 

8506120459* 50-275 


F PARKER, M C 

F PARKER, M C 

T PARKER, R A 

T PARR.O 

U PARB.O D. 


0506140503 50-336 
8506170346 50-213 
8506170346 50-213 
8506170347 50-423 
8506170347 50-423 


P PALLADINO.N J 

P PALLADINO.N J 

P PALLADINO.NJ 

E PALLADINO,NJ 

E PALUOINO,NJ 


8506120490“ 50-275 

8506120509“ FOIA 
8506130198“ FOIA 
8506140233* FO)A 
8506150051“ 50-4(6 


P PARR.O D. 

PARRY ,S J 
PARSONS, n.M 
PARSONS, R M 
U PARSONS.R M 


8506170381 50 336 
0506170381 50 330 
8506170486 SO 336 
0506170486 50 336 
0506170526 60 336 


P PALLADINO,NJ 

P PALLADINO.NJ 

P PALLADINO.NJ 

P PALLADINO.NJ 

P PALLADINO.NJ- 


8506170049“ FOIA 
8506170449 50-320 P 

8506200124 COMMISSION 
8506200141 COMMISSION 
8506200149 COMMISSION 


PARSONS.R M 
PARSONS R,M 
PARSONS,R M 
PARSONS, R M 
PARSONS,R M 


8506170526 50 336 
0506200077 50-423 
8506200077 50-423 
8506210243 50-245 
0506210243 50-245 


P PALLADINO.NJ 

S PALLADINO.NJ 

S PALLADINO.NJ- 

P PALMER, DC 

P PALME R.R A 


850E200154' 
8506250501 ' 
8506260367' 
8506200221 
850610004Q’ 


COMMISSION 

FOIA 

FOIA 

50 315 F 

50-315 S 


PARSONS, R M 
PARSONS.! IV 
PASCIAK.W 
PASCIAK.W 
PASCIAK.W J 


8506210294 50 336 
6506210204 50 336 
8506210361 50 213 
8506210361 50 213 
8506240429 50 423 


P PALMER, R A 

P PALMER,R A 

P PALMER.R A 

P PALOMINO.F G 

F PALOMINO, F G 


8566100053* 50-315 
8566100069“ 50-315 
8566100080* 50-316 

8566180301 ‘ 50-322 
8566210234“ 50-322 


S PASCiAK.W J 

S PASCMK.IVJ 

S PASCIAK.W J 

G PASCIAK.W J 

G PASCO E,S 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8506140368' 

8506140431 

8506140470 

8506140519 

8506170456' 

8506190171 

8506190201 

8506190226 

0506210180 

8506210202 

8506240014 

6506240100 

8506240102“ 

8506240548 

8506260585 

6506270161 

8506270230 

8506270565 

6506060071 

8506070255“ 

8506120064 

8506040GB2 

8506070569 

8506130199 

8506130234 

8506140383 

8400200091* 

8408200094* 

8506130239“ 

8506130268* 

8506130346* 

8506130362* 

8506130365* 

8506130370* 

8506260176 

8506030168 

6506050060 

8506070410 

8506070524 

8506250182 

8506270325 

6506280001 

8506130257* 

8404100041* 

B40B220120* 

8410160221* 
65061 1045B 
8506070116 
8506070451 
8506070690 

8506100176 

8506100879 

8506210060 

8506210480 

8506240189 

8506240200 

3S0S0S0235‘ 

8506030403* 

8506240559* 

8506040048' 

8506050697* 
6506060331 • 
8506100543“ 
8506120571“ 
8506190125' 


50 331 

Q 

50 155 

Q 

50 263 

F 

50 254 

40 8631 

F 

60 2 

Q 

50 440 

F 

50 155 

Q 

50 409 

O 

50 155 

O 

50 461 

F 

50 237 

Q 

50 237 

Q 

50 282 

Q 

50-295 

F 

50 255 

F 

50 440 

O 

50 409 

F 

50 263 

F 

50-352 

O 

50-315 

S 

50 320 

G 

50 424 

G 

50 462 

G 

50 424 

G 

50 462 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

G 

50 374 

P 

50 373 

P 

50-254 

P 

50 461 

A 

50-237 

P 

50 373 

P 

50 249 

P 

60 461 

FOIA 

A 

50416 

P 

50412 

E 

60412 

F 

WASTE WGT 

50 400 

S 

50 400 

S 

50 400 

S 

50 400 

s 

50 400 

s 

50 400 

Q 

50 400 

Q 

50 400 

Q 

50 400 
roiA 

Q 

50 271 

0 

50 277 

Q 

50 352 

Q 

50 307 

Q 

50 293 

Q 

50 322 

FOIA 

CONTRACT 

Q 


8506240429 60 423 
8506240626 50 423 
0506250432 50-336 
0506250432 50-336 
8506260264 50 423 


F PALOMINO.FG 

E PANC|ERA,V.W 

P PANCIERA,VW, 

P PANETTA,LE 

E PAOLtNO.R 


0506240755“ 50-322 
6506210526“ 50-321 

8506270680* 50-302 
8506130131“ 50-275 

8506100649“ 50-412 


G PASTVA,MJ 

O PASTVA.MJ. 

0 PASTVA.MJ. 

U PASTVA.MJ 

0 PASTVA.MJ 


8506040117 

8506050213 

8506070098 

8506070652 

8506140580 


50 325 S 

50 325 S 

60 325 S 

50 325 3 

50 324 S 


8506270160 50-423 
8606270180 50-423 
8506270471 60-245 
0506270471 50-245 
6606280024 50-213 


S PAOLINO.R J 

S PAPANIC.G 

P PAPANIC.G 

P PAPANIC,G 

0 PAPA20GL0U,IA 


8506260659“ 50-239 

85O01OO35B 50-29 

8506270559 50-29 

8506280112 50-29 

8506060714* FOIA 


Q PASTVA.MJ 

H PASTVA.MJ. 

F PASTVA.MJ. 

P PASTVA.MJ. 

PASTVA.MJ. 


8506200449 
85062 1 0458 
8506210476 
8506240004 
8506240005 


60 325 S 

60 325 S 

60-325 S 

50-325 S 

50-325 S 


8506190026 NUREG 
8506270650* 60 369 

8506190389“ FOIA 
8506040483 50 328 

8506270257 50 327 


PAPERIELLO.CJ, 
Q PAPERIELLO.CJ. 

PAPERIELLO.CJ, 
S PAPERIELLO.CJ. 

S PAPERIELLO.CJ 


8506040154 60-374 
8506040403 50-295 
8506040504 50-409 
850E060046 50-232 
8506060083 50-255 


S PASTVA.MJ 

F PASTVA.MJ. 

F PASTVA.MJ 

F PATE.RJ. 

Q PATE.RJ. 


8506249010 

8506240113 

8506280170 

8506220185“ 

850625Q43B 


50-325 S 

50-325 S 

50-325 S 

50-206 Q 

50-528 Q 


OHNSTEIN.H L. 
onsER,w S 
ORSER.W S. 
ORTtZ.N n, 
OTHMAN.M O 


8506270358* 

50 346 P 

PAPERIELLO.CJ 

8506060093* 

50-255 

Q 

PATE.RJ 

8506070047 

60-344 R 

PAPERIELLO.CJ 

8506070535 

50-263 

Q 

PATE.2 T 

8506270350 

50-344 S 

PAPERIELLO.CJ, 

8506110002 

50-255 

F 

PATTERSON J P 

8506110890 

WASTE RES 

PAPERIELLO.CJ, 

8505110374 

50-373 

O 

PATTER SON, C, 

8506280066 

PR 

PAPERIELLO.CJ 

8505110378* 

50 373 

Q 

PATTER SON, C A. 


8506250449“ 

8506200320* 

8506190176* 

8506040645* 

8506270601* 


50 528 Q 

ORG 

50 2 Q 

69-259 Q 

50 259 Q 


OTTO.S 

OTTO.S 

OTTOXG. 


8506070661 50-289 
B506170663* 50 209 
6506040873 SO 352 


S PAPERIELLO.CJ 

S PAPERIELLO.CJ 

G PAPERIELLO.CJ, 


8506140062 70-33 

8503140064“ 70-38 

8503140366 60-331 


PATTERSON, J P 
PAUL.fl A 
Q PAULITZ,F 


8506240555* 

8506110336* 

8506210271“ 


50-282 Q 

50-373 Q 

50-277 Q 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

accession SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER CATEGORY 


NUMBER 

CATEGOHY 

PAULK.G t 

8506270601 • 

50 259 

0 

PHILLIPS.HS 

8506070365* 50 498 

A 

POWERS.CM 

8506260171 

50 397 

S 

PAULSON, D V 

6506190248’ 

FOJA 


PHILLIPS.HS 

8506070376 * 50406 

A 

POWERS.CM 

8506280404 

50 397 

S 

PAULSON.DV 

8506 19025 3* 

FOIA 


PHILLIPS.HS 

8506070398* SO 498 

A 

POWERS.CM 

8506260416 

50 397 

S 

PAULSON.D V 

8506190259* 

FOIA 


PHILLIPS.H S 

8506070408 ’ 60498 

0 

POWERS.C M 

8506260533 

50 397 

S 

PAULSON.DV 

8506190261* 

FOIA 


PHILUPS.H S 

8506070445 * 50 498 

0 

POWERS.D A 

8506140135’ 

50 458 

Q 

PAULSOHVVA 

8506110415* 

50 219 

P 

PHILLIPS.H S 

8506070468 ’ 50 409 

Q 

PRATT.CP 

8506170444* 

50 344 

1 

PAULSON. W A 

8506130233’ 

50 244 

P 

PHILLIPS.H S 

8506070479* 50 498 

A 

PHATT.8I 

8506200082’ 

CONTRACT 


PAVONE.M 

8506220010' 

50 382 

P 

PHILLIPS.H S 

8506070483* 50 498 

0 

PRATT.WT 

8506180528* 

FOIA 


PAY.D 

8506120003 

FOIA 


PHILLIPS.H S 

8506070503 * 50 498 

0 

PRATT, WT 

0506180530* 

FOIA 


PECHL.H 

8506050429 

PR 


PHILLIPS.HS 

8506070508 * 50 498 

0 

PRELL.JA 

8205100292* 

FOIA 


PEDRO, J 

8506110231 

50 250 

R 

PHILLIPS.H.S 

SS06070SI5' 50 496 

0 

PRELL.JA 

8508200271 * 

50 3Q9 

Q 

PEDBO.J 

8506110320' 

SO 338 

P 

PHILLIPS.H S 

8506070572* 50-498 

0 

PRENDERGAST.K 

8506200446* 

50 275 

Q 

PEOROJ 

8506150289 

FOIA 


PHILLIPS.H S 

8506100174* 50 498 

0 

prestholt.pt 

8506120529 

WASTE MGT 

PEDRO.J 

8506240436 

50 295 

P 

PHILLIPS.H S 

8506100354* 50 498 

A 

PRICE.CE 

8506060329 

50-387 

S 

PEEBLES, T A 

8606210273* 

50 250 

O 

PHILLIPS.H S 

8500100361* 50 498 

A 

PHICE.JC, 

85Q6Q30101 

NUREG 


PELIZ2A.M S 

8506040368 

40 8786 


PHILLIPS.H S 

0506100494 * 50 498 

A 

PRINCE.A 

8506220217* 

50-382 

P 

PELIZZA.M S 

8506040375* 

40 8786 


PHILLIPS.H S 

6506100664* 50 498 

Q 

PRINCEA 

8506220220* 

50-362 

P 

PELTO.PJ 

8506260362 

NUREG 


PHILLIPS.H W 

8506060254 ’ 50 423 

0 

PHIORY.RB 

0506050242 

PR 


PENBEHTHY.L 

8506050545* 

WASTE RES 

PHILLIPS.M P 

8506140441* 60-155 

O 

PRlVlOY.L 

6506100649* 

50 412 

Q 

PENTECOST.E D 

8506180203* 

50 456 

G 

PHILLIPS,M P 

8506190176 * 50 2 

0 

PROBST.JH 

8506050488 

50-331 

S 

PERANICH.M W 

810824001 T 

50 498 

A 

PHILLIPS.MP 

8506240555* 50 282 

0 

puleg.rp 

8506240225 

50 305 

S 

PERANJCH.M W 

8506270624* 

50 529 

Q 

PHILLIPS.S L 

8506060105 WASTE RES 

PULLANI.S V 

8506280060* 

50-322 

Q 

PERCH.R L 

8308260362* 

50-387 

P 

PHILLIPS, S L 

8506060117* WASTE RES 

PURCELL.fl T 

8506260310* 

50 322 

P 

PEREIRA.O B 

8506060424* 

50-275 

Q 

PHUNG.DL 

8506060534* CONTRACT 

PUTNAM.KS 

6506050059 

60 331 

S 

PEREIRA.DB 

8506240494* 

50 344 

O 

PICIULO.P-L 

8506060814 NUREG 


PUTNAM.K S 

8506140620 

50-331 

S 

PEREZ.G P. 

8506100801* 

50-312 

O 

PICIULO.P L 

8506140593 NUREG 


PUTNAM.KS 

6506240060 

50331 

R 

PEREZ.PB 

3506210038 

50 223 

P 

PICKETT, B D 

8506100116' 50-341 

F 

PU2EY.AM 

8506040640 

50-3441 

F 

PEHEZ.P B 

8506240380 

50-223 

P 

PICKETT.SW 

8506110392* FOIA 


QUALLS.AM 

8506270476* 

60-436 

F 

PERQLER.CC 

8506110532* 

FOIA 


PIERSON.R 

8506270650 ’ 50-369 

0 

QUALLS.P 

8506060583* 

50 275 

Q 

PERKIMS.C 

6506130197’ 

50 320 

V 

PIGOTT.D R 

8S061 10496 PRM 


QUALLS.PM. 

6606240699' 

50 397 

Q 

PEHKINS.K E 

8411130388’ 

FOIA 


PIGOTT.oa 

8506110498 PRM 


QUENNOZ.SM 

8606040407 

50-346 

S 

PERKIN S.KP 

8506180517* 

FOIA 


PILANT.J.M 

8506030004 50 298 

P 

QUENNOZ.S M 

8506040696 

60-346 

S 

PERKINS.KP 

8506180517* 

FOIA 


PILANT.J.M 

8506030241 50 298 

F 

QUENNOZ.SM 

8506070463 

50 346 

S 

PERKINS.K.R 

B506060695 

TOPREP 


PILANT.J.M 

8506030247 50-296 

F 

OUENN02,S,M 

8506070509 

60-346 

R 

P£flKINS.Kfl 

8506060712 

TOPREP 


PILANT.J M 

8506030405* 50 208 

0 

QUENNOZ.S M 

8506110262 

50-346 

F 

PERKINS.KB 

0506180518* 

FOIA 


PtLAN7,J.M 

850B040078 50-298 

F 

QUENNOZ.SM 

8506260444 

50 346 

n 

PERKINS.K R 

6506180530* 

FOIA 


PILANT.J.M 

8506040179 50 298 

F 

QUENNOZ.S M 

0506260592 

50 346 

R 

PERLIS.RQ, 

8506200100 

50 322 

G 

PILANT.J M 

0506070417 50298 

P 

QUENNOZ.SM 

8506260598* 

60-346 

R 

PERNY.C 

8506170361 

50-424 

S 

PJUNT.JM 

8506110530 50-298 

F 

QUENNOZ.SM 

8506260603’ 

50 346 

R 

PERNY.C 

8508200019 

50 418 

S 

PIUNT.J M 

8506130237 50-298 

F 

QUERIO.R E. 

8506040748 

60-454 

S 

PERSENSKY.JJ 

8506200261 * 

50-289 

G 

PILANT.J M. 

8506160344 60-298 

F 

OUERIO.R E. 

8506050229 

50-454 

s 

PETERSON.HE 

B5C6280077 

50-285 

I 

PILANT.J.M 

8606100328 50 298 

P 

QUERIO.R B 

8506070699 

50 454 

R 

PETERSON.MR, 

8506130476 

XPORTLIC 


PIUNT.J M. 

8506210109 50 296 

F 

QUERIO.R.E 

8506190368 

50-454 

S 

PETERSON.MR 

8506100482 

XPORTLIC 


PILANT,J M 

8506280405’ 50 298 

O 

QUERIO.R.E 

8506190371 

50-454 

S 

PETERSON, M.R 

8506140421 

XPORTLIC 


PILCH.M 

85Q625Q077* FOIA 


QUERIO.R.E 

8506200474 

50 454 

S 

PETERSON.M R 

6506140451 

XPORTLIC 


PIHFO.O.n. 

8508110361 50-498 

G 

QUERIO.R B 

6506240110 

50-454 

s 

PETERSON.M R 

85Q6140560 

XPORTLIC 


P1RFO.OR 

8508200137 50-498 

G 

QUERIO.R E 

8506240169* 

50 464 

0 

PETERSON.M R 

05O614OSB4 

XPORTLIC 


PIRTLE.G L 

8508060002* 50 454 

O 

QUERIO.R E. 

8506240171 

60-454 

S 

PETERSON.M R 

6506200205 

XPORTLIC 


PIRTLE.G L 

8506140643’ 50123 

O 

QUERIO.R E 

8508240439 

50 454 

s 

PETEBSON,M R 

8506200419 

XPORTLIC 


PIBTLE.G.L 

8506240294 * 50 346 

0 

QUERIO.R £ 

8506250271 

50 454 

s 

PETERSON.M R. 

8506200509 

XPORTLIC 


PISCHiNGER.F. 

B506270505’ 50 458 

s 

QUERIO.R E 

8506260461 

50 454 

s 

PETERSON.M R 

8506200516 

XPORTLIC 


PirrMAN,H G 

8506150180* FOIA 


QUERIO.R E. 

8506280531 

60 454 

S 

PETEHSON.M.R 

8508210504 

XPORTLIC 


PLAINS, HH 

8506060406 50-367 

A 

OUILLIN.R.M 

0506250251* 

CONTRACT 

PETRICK.NA. 

8506040063 

50 482 

p 

PLAmE,HH. 

8508160285* FOIA 


QUINN.0 

0SO624O136* 

CONTRACT 

PETRICK.NA 

8506050426 

50 482 

p 

PLAINE.H.H 

8506250275’ FOIA 


QUINN. WF 

8606060545 

50-528 

s 

PETRICK.NA. 

8506200126 

50-483 

p 

PLAINE.HH 

8606250287’ FOIA 


QUINN.WF 

8506060550 

50 528 

s 

PETRICKJJA 

8608240172 

50-482 

F 

PL1SCO.L.R. 

8808100701* 50 387 

Q 

QUINN, WF. 

8506060630 

50-528 

s 

PETRONE.C 

8506210271* 

60 277 

Q 

PLOSKl.TJ 

8508240655* 60-282 

Q 

QUINN.WF 

8506200108 

50-528 

s 

PETflONE.F.B. 

8506100596* 

50-286 

F 

PLOTKIN.se. 

8506190411 PR 


QUINN.W.F. 

8506200384 

50-628 

s 

PETROSINO.JJ. 

8506140390* 

QA999 


POINOEXTER.CH. 

8806240072 50 317 

P 

QUINN.WF 

8506260346 

SO 526 

s 

PETROSINO.J.J 

8506240272’ 

OAOgg 


POINDEXTER,C H. 

8506260170 60 317 

Q 

QUINN.W.F 

8506280030 

50 628 

s 

PETTENGILL.H 

8506190366* 

40-8586 


POLICH.T J 

8506260187* 50-275 

0 

quirk, J.F 

8SO606O64O* 

FOIA 


PETTENGILL.HJ 

8506060519* 

40 8452 


POMEHOY.P W 

8506070052* 50-275 

0 

QUIHK.JF. 

8506060749* 

FOIA 


PETTENGILL.H J. 

8506200020 

40 6584 


POMEFWJY.P.W. 

8506070052* 60 275 

0 

RACHO.E 

8606100550' 

50 354 

Q 

PEHENGILL.HJ 

6506200059 

40-299 


POORE, H L. 

8506060314 * 50-172 

W 

RACHO.E. 

8506200271* 

60-309 

Q 

PETTEN61LL.HJ 

8S06200398 

40-8084 


POPPE.LK. 

8506190326 71-9096 


HACSTEB.CE. 

8506250399 

PR 


pEnENGILl,HJ 

8506210097 

40-6622 


POPPE,L K 

8506130346 71-9094 


RADER, R.M 

8506280147 

60 352 

G 

PETTENGILL.HJ 

8506240099* 

40 6659 


POPPE,LK 

8508130368* 71-9094 


RADER.R.M 

8506280147 

60-352 

G 

P£nENGILL.H.J 

8506240156 

40-1102 


PORTER, OW. 

8506050263* 50-397 

Q 

RADO.T 

8506190175* 

FOIA 


PETTENGILL.HJ. 

8506250381 

40 6681 


PORTER.ID 

8506140069 * 50-289 

P 

RAHE,EP. 

8506040431 

60 247 

s 

PETTENGILL.H,J. 

8506250387* 

40 8681 


POSTMA.A K 

850624O8S0 NUREG 


RAHE.E.P. 

8508040S18* 

50-482 

P 

PETTENGILL.HJ 

8506250392* 

40-8881 


POSTON BROWN.M 

8506210433* 60-400 

Q 

flAHE.E.P 

8506050195 

PR 


PEniCREW.R.E 

8506050364 

PR 


POSTON BROWN.M 

8506210442* 50 269 

Q 

RAHE.E P, 

86060S0282 

PR 


PEVEY.L.E 

6506120523 

70-308 


POTAPOVS.U 

8506070414* 60 446 

A 

RAHE.E P 

8508110502 

60-498 

A 

peyton.ch 

850626005 T 

CONTRACT 


PQTAPOVS.U. 

8506150112* FOIA 


RAHE,£P, 

8506160116 

TOPREP 


PPAPF.SJ 

8506260102 

40 6659 


POTAPOVS.U 

8506190121* FOIA 


RAHE,E.P. 

8508160144* 

TOPREP 


PPAFf.SJ 

8506260481 

40 8659 


POTAPOVS.U. 

8506190138* FOlA 


nAHE,E P 

8506250466 

50 412 

A 

PPEFPERLEN.H.C. 

8506100002 

TOPREP 


POTAPOVS.U, 

8506190142* FOlA 


RAHB.E.P. 

8506260526 

TOPREP 


PHELAN, PH 

8506240512* 

50-364 

Q 

POTAPOVS.U. 

8506190187* FOIA 


RAINEY J.L. 

8506030427 

40-2081 


PHfLIPS.J, 

8506070623* 

REQGD 


POTAPOVS.U. 

8506190282* FOIA 


RAJN8BERRY.J, 

850616016S* 

50-206 

P 

pmLips.j 

8608130360* 

FOIA 


POTAPOVS, U, 

0508160298* 60-416 

P 

RAJARAM.V, 

8606040344 

WASTE RES 

PHILIPS.J 

8506140641* 

PR 


POTAPOVS, U. 

8606190303* FO»A 


RAJARAM.V 

850605061 1 

WASTE RES 

pkilleo.h E 

8506220050* 

50382 

P 

POULK.R.M. 

8506260646 60-325 

S 

flAJARAM.V. 

8506050788 

WASTE RES 

PH/LLEO.R E. 

8506220171* 

50-382 

P 

POWERS, CM, 

6506040741 50-397 

S 

bajaram.v. 

8506060604 

WASTE RES 

phjllips.hs 

8506070146* 

50-49S 

Q 

POWERS.CM. 

8606050263* 50-397 

Q 

RAJARAM.V. 

6506100439 

WASTE RES 

PWLLIPS.H.S 

8506070158* 

50-496 

A 

POWERS, CM 

6606070292 50-397 

S 

RAJARAM.V. 

8506110549 

WASTE RES 

PHILLIPS, H.S 

8608070184* 

60-496 

Q 

POWERS.C.M. 

8506070440 60-397 

S 

RAJARAM.V. 

6506110011 

WASTE RES 

PHILLIPS.HS. 

a6060?0358* 

50-498 

a 

POWeflS.G.M. 

0506070458 SO-397 

S 

RAJARAM.V 

0606260057 

WASTE RES 



PERSONAL AUTHOR INDEX 481 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


RAMIREZ.A L 

0506060810 

NUREQ 


RAMPY.LW 

e506050414* 

FOIA 


RAMPY.LW 

8506050420' 

FOIA 


HAMSAY.T H 

0506030328 

50 352 

G 

RAMSAY.TH 

B50603032B 

50 352 

G 

HANDALt.R 

8506040752 

60 220 

S 

nANaALU.R. 

3506210409 

50 220 

S 

FIANBAZZA,J B 

8506100450 

50 309 

P 

RANDAZZA,J B 

0506210351 

50 309 

P 

RAAIOLES.J H 

8506270279* 

50 369 

P 

RANSOM.C B 

8506200274* 

50 397 

P 

nAWSOM.C B 

8506240180 

NUREG 


RANSOM, C 0 

0506240689 

NUREQ 


RAPK!N,A 

B506030408 

40 2061 


aAPKIN,A 

8506060328 

40 2061 


RAPKIN,A 

8506070671 

40 2081 


OATCLIFF.W H 

8506250226* 

CONTRACT 


FIAVAL.J 

8506100649* 

50 412 

Q 

RAVENSCROFT.N 

8506240053 

XPORTLIC 


FIAY,CL 

8506260025* 

50 312 

S 

RAY.H B 

8506130499 

50 206 

V 

RAY.H B 

8506220032* 

50 206 

P 

RAY.H B 

8506220073* 

50 206 

P 

RAY.H B. 

8506220222* 

50 208 

P 

RAY.H B. 

8506280106 

60 361 

S 

RAY.JJ 

8305240477* 

FOIA 


RAYMOND.WJ 

6506140411* 

50 271 

Q 

RBA.K 

8506170276 

NUREG 


nEAVIS,J A 

8506240021 

50 413 

n 

REAViS.J A 

8506240038 

50 269 

fl 

RBAVIS,JA. 

860624004Q* 

50 369 

R 

REAVIS.J A 

0506240055* 

50 369 

R 

REAVIS,J A. 

6506240059* 

50 369 

R 

REBSLOWSKI.T 

8506240581 * 

60 423 

Q 

REBELOWSKI.T A 

8506040552* 

50 423 

Q 

REECHER.W H. 

8506030621 

50 205 

S 

R£ED,K A 

6506060790 

NUREQ 


REESE, T J 

8506050174 

WASTE MGT 

ReEVES,EA 

8606060288 

50 348 

P 

REQAN.N A. 

8506140238 

70 27 


REGAN.W.H 

8403300301 * 

60 416 

P 

R.EHFELD.R A 

8608030200* 

50 528 

T 

REHM.T. 

8606130096* 

FOIA 


REHM.TA. 

0506060628 

COMMISSION 

REHM.TA 

8506130087* 

FOIA 


REHM.TA 

8506130397 

COMMISSION 

REHMJA. 

8506180277* 

FOIA 


REHM.TA 

8606200347* 

FOIA 


REHMJA. 

8506200620 

COMMISSION 

REHMJA. 

8506260388 

COMMISSION 

REICH.M. 

8606130175 

NUREQ 


REICH, M 

8506130467 

NUREG 


REICHERT.PJ. 

8506130130* 

FOIA 


REICHHOLD.W, 

050624086r 

FOIA 


REIFF.D. 

0506170224* 

FOIA 


REIFF.DD 

8506170208* 

FOIA 


REIS.M. 

0606210108* 

60 307 

P 

REITER, L 

8506100522* 

50 275 

P 

REQUA,Q 

0406100031* 

50 261 

Q 

REQUA,Q. 

8506050305 

50 261 

P 

REQUA,Q. 

8606060531 

50 261 

P 

REQUA,Q, 

8506150172* 

FOIA 


RESCHESKE.P.R, 

0506140516* 

60-237 

Q 

RESSt.ER.W.C 

8506050532 

50 280 

R 

REVSIN.BK, 

0506270694* 

60-280 

Q 

REVES.L 

8506040652 

60 282 

V 

REVES.L A 

8608030071 

60-282 

Q 

REYES, LA, 

8606030076* 

60-262 

Q 

REYeS.L A. 

6606040614 

60 440 

Q 

HEYES,L A. 

8506040606 

60-341 

Q 

REYES.L A. 

8506060006 

60 400 

Q 

REYES,L A, 

B6060600S5 

SO 461 

Q 

reyes,l.a. 

B6061401B1 

60-263 

Q 

REYES,L A. 

6506140403 

50-265 

Q 

HEYES,L A. 

8506170002 

60-346 

V 

REVES.L.A 

8506180574 

60-373 

Q 

nEYES,LA, 

8506100678* 

60-373 

Q 

fllEYES,L A. 

8606210160 

60-304 

Q 

REYES, L.A, 

8506260351 

60-331 

Q 

REYES,L A. 

8BO027O17O 

60-483 

Q 

REYES.L A. 

8506270293 

*60-166 

Q 

REYES, L.A. 

8506270616 

80-255 

Q 

REYES,L.A 

8506270520 

60-483 

Q 

REYNOLDS 

8500110090* 

FOIA 


HEyNOLDS,J,W 

8506200340* 

60-266 

P 

REYNOLOS,N.S, 

8506030305 

50-445 

Q 

REYNOLDS, N.S, 

8506030395 

60-446 

Q 

REYNOLDS.N.S, 

8506100697 

60-446 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


REYNOLDS.N S 

8506100697 

50 445 

G 

REYNOLDS.N S 

8606100706 

50 460 

G 

REYNOLDS.N S 

8505100708 

SO 460 

G 

REYNOLDS.N S 

8506110343 

50 445 

G 

REYNOLDS.N S 

8506110343 

50 445 

G 

REYNOLDS.N S 

8506120126 

FOIA 


REYNOUDS.S 

8506250136 

50 254 

S 

REYNOLDS.S D. 

8506060254* 

50423 

Q 

REYNOLDS.S D. 

8506210244’ 

50 354 

Q 

REYNOLDS.S D. 

8505210301’ 

50443 

Q 

REYTBLATT,Z V 

8503150276 

50 295 

P 

REYTBLATT,ZV 

8506170052 

FOIA 


REYTBLATT.ZV 

8506240554 

FOIA 


RHOADS, Q 

8506030492 

50 322 

S 

RHOADS, Q 

8506120563 

50 322 

s 

RHOADS, Q G 

8506250434 

50322 

s 

RHOADS, G Q 

8508250441 

50322 

s 

RHODES,0 B 

8505170667 

NUREG 


RICCIARDI.C L 

8505240654 

FOIA 


RICE,R.E 

8506220242’ 

50 206 

p 

RICHARD,J B 

8506240606 

50418 

Q 

RICHARDS,S A 

8506200452* 

50344 

Q 

RICHARDSON,M P 

8506100244 

50 526 

R 

RICHARDSON,R L, 

8506250135 

PR 


RICHMOND, W D 

840Q090373* 

50 416 

S 

RICHMOND, W D 

8504120317* 

50 208 

S 

RICHMOND, W D 

8506170278 

50 205 

s 

RICKEN,R 

8505130271 

60 322 

G 

RIDGEWAY.K R 

8506190301’ 

40 7305 


RIDGWAYKR 

8506190280* 

40 7308 


RIDQWAYKR 

8506100353* 

40 7308 


RIQQS,R R. 

8408000306* 

FOIA 


RIL,C R. 

8506200028* 

50 320 

P 

RILEY,A, 

8506240319 

FOIA 


RILEY, J H 

8506150134* 

FOIA 


RIMAWI,K 

6506180407* 

FOIA 


RINQ,M 

6506060301 * 

50 464 

0 

RINQ,MA 

6606040491* 

50-346 

Q 

RINQ,M A 

8506140246* 

50 306 

Q 

RINQ,MA 

6506140515* 

60 237 

Q 

RING.M R 

6606190302* 

SO 440 

Q 

R10HbAN,B, 

6506070377* 

REQQD 


RITCHIE, J.L 

6606200104* 

60 369 

P 

RITTENBERQ.R B 

6606250292 

27 4B 


RIVENBARK,G.W. 

6409070226* 

50 366 

P 

RIVEN9ARK,G.W, 

6606060405 

50321 

F 

RIVENBARK,GW, 

6606060504 

60321 

P 

RIVERS, M.E, 

6506000537 

60 327 

R 

RIVERS,M E 

6506080544 

60' 259 

R 

RIVERS, M.E, 

6606110653 

50 327 

R 

RIVERS,M.E 

6606110660* 

50 327 

R 

RO0ER,R W 

8606240387 

50 244 

P 

ROBERTS, H,H, 

6506040316 

40 6675 


ROBERTS, J P. 

6506180302 

50 261 

Y 

ROBERTS,J,P. 

6506260216 

50 259 

Y 

ROBERTS, J.W, 

6506070504* 

50 390 

A 

ROBERTS,T M 

6406220219* 

FOIA 


ROaERTS,T M. 

6606000074* 

FOIA 


R0BERTS,T M 

6506130105* 

FOIA 


ROBINSON,G.C. 

6506080815 

NUREG 


R08INSON,P, 

6506050681 

60-277 

Q 

ROBINSON,P 

8506250424 

l&E 


ROCKHOLD.H.C, 

8606200274* 

60 397 

P 

RODQER.R, 

8506110252 

60 213 

P 

RODRIQUEZ, R.J 

RODRIQUEZ.R J. 
RODRIQUEZ,R J 
RODRIQUEZ.R J. 
RODRIQUEZ.n J 
RODRIGUEZ, R J, 

RODRIQUEZ, R J. 
RODRIQUEZ.R.J 
RODRIQUEZ,R J. 
RODRIGUEZ, R.J. 
RODRIQUEZ.R.J 

8606040071 

6508040082 

8508040105 

6508040246 

8508040284 

8506060064 

8508100285 

8508100420 

6508110190 

8508110307 

850811034 



RODRIQUEZ.R.J, 

8506190198 

SO-312 

P 

RODRIQUEZ,R J. 

8506190479 

60-312 

P 

RODRIGUEZ, R.J, 

8508200312 

50 312 

J 

RODRIGUEZ.R J. 

8606240297 

SO 312 

S 

RODRIQUEZ,R.J 

8506250430 

60 312 

P 

RODRIQUEZ.R J 

8506260021 

60-312 

S 

RODRIQUEZ, R J. 

85062601 1 1 

50-312 

R 

RODRIGUEZ, R.J. 

6508270853 

60-312 

S 

RODRIQUEZ.R.J 

6508280056 

60-312 

S 

ROE,J,W. 

6506110178* 

FOIA 


ROE,K,K. 

8506200290 

TOPREP 


ROEDER,J,R. 

6506190380* 

40-7308 


ROFFE,R. 

6506220031* 

60-382 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ROFFE.RA 

8506220041’ 

50-382 

Q 

ROGERS, VC 

8506060678* 

WASTE MGT 

ROGER S,W 

8506140131* 

50-346 

P 

ROGERS.W Q 

8506280120* 

50-346 

P 

ROGER S,W G 

0506280152* 

50-346 

P 

ROHDE,JE 

8506210287 

50-295 

S 

ROHRBACHER.RA 

8506060254* 

50-423 

Q 

ROHRER,RJ 

8506050212 

50-373 

s 

ROHRER.RJ 

8506140656 

50-373 

s 

ROHHER,RJ 

8506170329 

50-373 

S 

ROHHER,fl J 

8506170547 

50-373 

S 

ROHflER.R J 

8506180325 

50 373 

R 

ROHRER.R J 

8506200376 

50 373 

S 

ROISMAN,A Z 

8506030250 

50 445 

Q 

ROISMAN,A Z 

8506070523 

50 445 

G 

flOISMAN,A Z 

9506070546 

SO 445 

G 

ROISMAN,A Z 

9506070546 

50-445 

G 

ROISMAN,A Z 

8506070551 * 

50-445 

Q 

ROISMAN,A Z 

8506070551 * 

60-445 

G 

ROISMAN,A Z 

8506140446 

50-445 

Q 

ROISMAN.A Z 

B50614044B 

50 445 

G 

ROLFE,R M 

8506070676 

60 322 

Q 

ROLFE,R M 

8506210523* 

50-322 

G 

ROLFE,R M 

0506210523* 

50 329 

Q 

ROMAN, T.W. 

8506210470 

50 220 

R 

ROMAN, W 0. 

8506100595' 

50 529 

A 

ROMANO, FR 

8506030625 

50 352 

G 

ROMANO,FR, 

8506070498 

60 352 

G 

ROMANO, FR 

3506180182 

60 352 

G 

ROMANO, FR 

8506180186* 

50 352 

G 

ROMNEY,K M 

8506260016 

50 310 

S 

RONAFALVY,J P 

8506060547 

50 272 

R 

RONAFALVY.J P. 

0506200382 

50-272 

R 

RONAFALVY,J P. 

0506200540 

SO-311 

R 

RONQUILLO,R M 

8506160191* 

FOIA 


ROOD,H 

8506160070* 

FOIA 


ROONEY, V.L 

6506240570 

50-271 

P 

ROPPEL,V R 

8506200216 

50-302 

F 

ROHEM.B L 

650B1 80254* 

50 468 

G 

ROnEM,B L 

8606180254' 

50 468 

G 

ROSA,DF. 

8506140307* 

FOIA 


ROSA,E A. 

8506170276 

NUREQ 


n03A,F 

8403160091* 

50416 

P 

ROSA,F 

0404260420* 

60 462 

A 

ROSE,M 

8506100403 

PR 


ROSENBLUM.R M 

0500220054* 

SO 208 

P 

ROSENFELO,S 

0506210274* 

60-322 

G 

ROSENTHAUB. 

0506240184* 

FOIA 


ROSS.B 

8506260473* 

CONTRACT 


ROSS.D.F. 

8506130062* 

FOIA 


ROSS.P A 

8500170349 

NUREQ 


ROSS,P S 

8506110534* 

FOIA 


ROSS,T M 

8606260167' 

60-276 

Q 

HOSS,W.J. 

8606270732* 

50-321 

Q 

ROSZTOCZY.ZR, 

8201150028* 

FOIA 


ROSZTOCZy,Z R 

8506170417 

Ml SC 


HOUGH, D 

8506190342 

PR 


ROUQHAN,CM 

8506120530 

71-9053 


ROUSE,L.C 

850607041 1 

SO 280 

Y 

ROUSE.L C. 

8506070424* 

50 260 

V 

ROUSE,LC. 

8506070614 

PROJ 


ROUSE,LC. 

8506140505 

PROJ 


ROUSE.L C. 

8506190132* 

40 7308 


ROUSE.L C. 

6506190140* 

40-7808 


orii ICC 1 r 


44) flClAR 



ROW!9UMfc,h. 

O'lVlUUU IDS 

1 Win 


ROWSOME,F 

6506060609* 

FOIA 


ROZAK.S. 

6606070530* 

50-263 

Q 

ROZAK.S. 

8506240105* 

60-237 

Q 

RUBENSTEIN.LS 

8403160089* 

60-416 

P 

RUSENSTEIN.LS, 

8403220267* 

50-416 

P 

RUBIN, S. 

8506070679* 

GEN TEC 1 

S 

RUBIN, S.D. 

8506070674* 

GEN TEC 1 

S 

flUBY.QJ. 

8506140348 

60-263 

s 

RUFF.R.C, 

8606030248* 

60-528 

T 

RUFF.aC, 

8606030252* 

50-528 

T 

RUQER.C. 

8506190103 

NUREG 


RUHLMAN.WA, 

8S061 30282* 

FOIA 
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flUHLMAN.W A 

6506130509* 

FOIA 


RYTERSKI.M 

8506040740 

50 454 

S 

SCHNEBELEN.A 

8506110597* 

50-358 

Q 

HUHTER.W E 

8504180261* 

60-528 

P 

RYTEHSKI.M 

8506050229 

SO 454 

S 

SCHNEBLI.G A 

8506270776* 

50 413 

Q 

RUITER.G H 

8506210019 

50-305 

R 

SAQGIOMO.AJ 

8506190194* 

FOIA 


SCHNEIDER.K N 

8506120058* 

FOIA 


RUNION.D 

6506060528 

CONTRACT 


SAQCIOMO.AJ 

8506190200* 

FOIA 


SCHNEIOER.K N 

8506 120083* 

FOIA 


RUNION.D 

6506060770 

SO 201 

P 

SAGGIOMO.AJ 

8508190219* 

FOIA 


SCHNEIDER.K N 

8506120193* 

FOIA 


RUNION.OL 

8506240686 

CONTRACT 


SAQGIOMO.AJ 

8506190225* 

FOIA 


SCHNELL.DF 

8606070657* 

60403 

G 

RUNKLE.G E 

8506060385 

NUREG 


SAQGIOMO.AJ 

8506190229* 

FOIA 


SCHNELL,DF 

0506100133 

SO 403 

Q 

RUNKLE.J. 

8506030645 

50-400 

G 

SAGGIOMO.AJ 

6506190233* 

FOIA 


SCHNELL.D F 

8506140222 

SO 483 

R 

RUNKIE.J 

B506030650* 

50 400 

G 

SAGGIOMO.AJ 

8506190236* 

FOIA 


SCHNELL,DF 

8506210193 

50 403 

P 

HliNyAN,J P 

8506040565* 

50 275 

0 

SAGGIOMO,AJ 

8506190240* 

FOIA 


SCHNELL.DF 

0506270321 

60-483 

1 

RUNYAN, J P 

8506040629* 

50 275 

P 

SAQGIOMO.AJ 

85061 90243* 

FOIA 


SCHNITZLER.B Q 

0606060811 

NUREG 


RUPP J L 

8506040239 

50-311 

S 

SAGGIOMO.AJ 

8506190248* 

FOIA 


SCHOLZ.JC 

7908130320* 

FOIA 


nupp,j L 

8506060034 

50311 

S 

SAGGIOMO.AJ 

8506190253* 

FOIA 


schonberq.se 

8508140315 

FOIA 


RUPP.J L 

8506170223 

50 311 

S 

SAGGIOMO.A J 

6506190259* 

FOIA 


SCHRECK.R I 

0506240650 

NUREG 


RUPP.Jl 

6506210008 

50 311 

S 

SAQGIOMO.AJ 

8506190261* 

FOIA 


SCHROCK.C A 

8506110413* 

50-305 

P 

RUSCHE.B C 

8506240416 

WASTE MGT 

SAGGIOMO.AJ 

85061S0264* 

FOIA 


SCHUELKE.DA 

8506110423 

50-282 

F 

RUSCHE.B C 

8506240667 

WASTE MGT 

SAGGIOMO.AJ 

8506190269* 

FOIA 


SCHUH.J H 

8506030275* 

50-528 

T 

RUSCITTO.OG 

8506060308 * 

50-443 

0 

SAGGIOMO,AJ 

8506190273* 

FOIA 


schuler.tr 

8506200159 

50 244 

S 

RUSSELL, CF 

8506110365* 

FOIA 


SAGGIOMO.AJ 

0506190277* 

FOIA 


SCHUMACHER, M C 

8506060102* 

SO 255 

0 

RUSSELL, CF 

8506110671 

WASTE MGT 

SAILER. WF 

8506070665 

50 440 

S 

SCHUMACHER.M C 

8506070538* 

50-263 

Q 

RUSSELL.J.L 

6506190133* 

FOIA 


SAILOR.VL 

8506060695 

TOPREP 


SCHUMACHER, M C 

8506210184* 

50-409 

0 

RUSSELL,L B 

8506030026 

50-310 

S 

SAILOR.VL 

8506060712 

TOPREP 


SCHUMACHER.M C 

8506210236* 

50-165 

0 

RUSSELL.L B 

8506130414 

60 318 

S 

SAINTMAN.L D 

6508130128 

71 6839 


SCHUMACHER.M C 

8506240105* 

50237 

a 

RUSSELL, L 8 

8506250208 

50 310 

s 

SAfTO.M 

85061 S0362* 

REVIEW GR P 

SCHUSTER.JA 

8S06040700 

50 374 

s 

RUSSELL.L B, 

8506260016 

50 318 

s 

SALAH.S 

8504170196* 

50 269 

S 

SCHUSTER.M 0 

8508040746* 

XPORTLIC 


RUSSELL.L.B 

8506270432 

50-316 

s 

SALAH.S 

8604170207* 

50 269 

S 

SCHUSTEH.M D 

8506110486* 

70-1257 


RUSSELL, WT 

8205110189* 

50 206 

p 

SALA2AR.EA 

8506140052 

NUREG 


SCHUSTER.M.D 

8506170459 

50 206 

F 

RUSSELL.W T 

8406270037* 

FOIA 


SALISBUHY.JK 

8506070505 

50-298 

R 

SCHUSTER.M D 

8506170492* 

SO 280 

Q 

HUSSELL.WT 

8408130512* 

50412 

e 

SALISBURY, J K 

8506210058 

50 298 

R 

SCHUSTER.M.D 

8606210139* 

70-1257 


RUSSELL.W T 

850612010S 

REVIEW GR P 

SALOMAN.SN 

8506140200* 

FOIA 


SCHUYLER, JO 

8506040580' 

50275 

0 

RUSTICK.R K 

8506170181 

50 254 

s 

SALTZMAN.J. 

0503210199 

50244 

1 

SCHUYLER.J 0 

8606050134* 

50-275 

Q 

RUTBERG.J 

8508070480 

50-352 

G 

SALTZMAN,J 

8506030501 

50-406 

J 

SCHWEIKERT.DH 

06O622O14T 

50-382 

P 

HUT8ERQ,J 

8506190383 

50 352 

Q 

SALTZMAN.J 

8506120033* 

FOIA 


SCHWEIKERT.D H 

8506220143* 

60-382 

P 

RUTLEOGE.C 

6506040333 

40 8502 


SALTZMAN.J. 

8500120570 

50 482 

J 

SCHWEIKERT.D H 

8606220146* 

50-302 

P 

ftUTLEDGE.C 

8506050492 

40-8502 


SAMAMTA.PK 

8506190077 

NUREG 


SCHWENCER.A 

8308040088* 

50387 

P 

RUTLEOGE.C 

8506060501 

40 8502 


SAMELSON.A 

8506030627 

50 462 

G 

SCHWENCER.A 

8300080635* 

50-387 

P 

RUTLEDGE, C 

8506200373 

40-8502 


SAMELSON.A. 

8506030629* 

50-462 

Q 

SCHWENCER.A 

8308310470* 

50-387 

P 

RYAN.JL 

0506190396* 

50368 

S 

SAMPSON.M R 

8508110553* 

PR 


SCHWENCER.A 

8402270580* 

50-387 

P 

RYAN,T 

8506130118* 

FOIA 


SANBORN, Q. 

8506110266* 

FOIA 


SCHWENCER.A. 

8409040021* 

50 352 

P 

RYAN.T 

6506130141* 

FOIA 


SANBORN, G 

8500140228* 

FOIA 


SCHWENCER,A 

8506040232* 

50367 

P 

RYAN.T 

6606130158* 

FOIA 


SANBORN, Q 

6506140254* 

FOIA 


SCHWENCER.A 

8506040245* 

60 387 

P 

RYAN.T 

9506130163* 

FOIA 


SANDERS.QA 

8506240532 

50-264 

P 

SCHWENCEn.A. 

8506040266* 

50373 

P 

RYAN.T 

8506130179* 

FOIA 


SANOEHS.QA 

8506240845 

50 266 

P 

SCHWOERER.F 

8506130113 

71-5364 


RYAN.T 

8506130182* 

FOIA 


SANDERS, M E 

6506030436 

60-528 

F 

SCIACCA.F 

8506070377* 

REQQD 


RYAN.T 

0506130190* 

FOIA 


SANDOVAL, J.G 

8506030266* 

60 520 

T 

SCINTO.J 

8506160270* 

60 445 

A 

RYAN.T 

0506130203* 

FOIA 


SANDS, HS 

0506120061* 

CONTRACT 


SCOTT.A E 

8506200122 

50-261 

R 

RYAN.T 

0506130210* 

FOIA 


SANDS, HS 

8506120083* 

CONTRACT 


SCOTT.DJ 

8S06040088 

50-237 

S 

RYAN.T 

6506130221* 

FOIA 


SANDS, HS 

8806120065* 

CONTRACT 


SCOTT, D.J. 

8506040000 

60-237 

s 

RYAN.T 

8608130224* 

FOIA 


SARSOUR.BM 

8506070509 

50 346 

R 

SCOTT.DJ 

0506040253 

50-237 

s 

RYAN.T 

0506130232* 

FOIA 


SARTOR.WM 

0506210442* 

50 259 

Q 

SCOTT.DJ 

8506040740 

50-249 

s 

RYAN.T. 

8506130243* 

FOIA 


SASSER, K 

6506110460* 

60 269 

Q 

SCOTT.DJ 

8506040755 

50-249 

s 

RYAN.T 

8506130261* 

FOIA 


SASSER.M.K 

8506270607* 

50 269 

Q 

SCOTT.DJ 

8506060884 

50-240 

s 

RYAN.T 

8506130274* 

FOIA 


SATTERFIELD.C 

8506220114* 

60-382 

Q 

SCOTT.D.J. 

8508070134 

50-237 

S 

RYAN.T 

8506130293' 

FOIA 


SATTERFIELD.C. 

8506220151* 

50382 

Q 

SCOTT.DJ 

8606110097 

60-237 

s 

RYAN.T 

8506130321* 

FOIA 


SAUNDERS, A.H 

0500060254* 

50-423 

Q 

SCOTT.D.J. 

8506120117 

50-237 

S 

RYAN.T. 

8506130339' 

FOIA 


SAUNDERS, R.F. 

8506040747 

50 281 

S 

SCOTT, D.J 

8506170221 

50-237 

s 

RYAN.T 

6506130357' 

FOIA 


SAUNDERS, R F. 

8506050249 

50-281 

S 

SCOTT.DJ 

8506170205 

60-237 

s 

RYAN.T. 

8508130419' 

FOIA 


SAUNDERS.R.F. 

8506080737 

60-280 

s 

SCOTT.DJ 

8606210013 

60 249 

s 

RYAN.T 

8506140250* 

FOIA 


SAUNDEflS,nF. 

8506100400 

50-280 

R 

SCOTT, D.J. 

8506240067 

50-10 

fl 

RYAN.T. 

8506140256* 

FOIA 


SAUNDERS.R.F. 

0506120191 

60-201 

S 

SCOTT, D.J 

8506270319 

50-249 

s 

RYAN.T. 

8506140310* 

FOIA 


SAUNDBflS.R.F 

8506200081 

50-260 

s 

SCOTT.DJ. 

0506270422 

50 249 

s 

HYAN.TQ, 

8301110685* 

FOIA 


SAUNDERS, R F. 

8506240002 

60-281 

s 

SCOTT.D.J 

6506280102 

50-237 

s 

RYAN.T.G 

8506130070* 

FOIA 


SAUNDERS.R F 

8S06240065 

50-260 

s 

scoTr.n.s 

8600140053* 

FOIA 


RYAN.T G. 

8506130137* 

FOIA 


SAWYER, C 

8506110217* 

FOIA 


SCOVILLE,J.J 

6506120244 

71-266 


RYAN.T.G 

8606130148* 

FOIA 


SCAtETTI.D.C 

0506020243 

50 447 

A 

SEALE.B L. 

8606240574* 

FOIA 


RYAN.T G 

8606130151* 

FOIA 


SCARANO.H A 

8506190418* 

50-206 

Q 

SEANS, C.F. 

8506030438 

50 213 

0 

RYAN.T G 

8506130109* 

FOIA 


SCARANO.RA. 

8508200279* 

FOJA 


SEARS, CF. 

8606040384 

50-423 

F 

HYAN.TQ 

8506130195* 

FOIA 


SCARANO,RA. 

8506200305* 

FOIA 


SEARS.CF. 

8506040384 

50-423 

F 

RYAN.T G 

8508130198* 

FOIA 


SCARANO.R A 

8506200316* 

FOIA 


SEARS, C.F. 

8506040394 

60-423 

s 

RYAN.T Q 

0506130212* 

FOIA 


SCARANO.RA. 

6S06250150 

50-528 

P 

SEARS.CF. 

6500040394 

60-423 

s 

RYAN.T G 

8508130238* 

FOIA 


SCARANO.R A 

8506250326 

60-288 

Q 

SEARS,C.F 

0506040482 

50-336 

P 

RYAN.T6 

8506130264* 

FOIA 


SCARANO.RA. 

8506270486 

50-275 

F 

SEARS.CF. 

8506040482 

60-336 

p 

RYAN.T.G 

6506130291* 

FOIA 


SCHADT.WW 

8506110438* 

FOIA 


SEAflS.CF. 

8606070284 

50-336 

p 

RYAN.T 6 

8606130301* 

FOIA 


SCHAEFFER.M 

8506100849* 

50 412 

Q 

SEARS.C.F 

8606070284 

80-336 

p 

RYAN.T G 

8506130310* 

FOIA 


SCHAEFFEH.M.J 

8506240S12* 

50-354 

Q 

SEARS.CF. 

8506070429 

60-213 

Q 

RYAN.T Q. 

8506130330* 

FOIA 


SCHARFF,JL 

8506260287 

PR 


SEARS, C.F, 

8500100513 

50-336 

P 

RYAN.T.G 

8508130423* 

FOIA 


8CHAUFELBERGEH 

0506250155 

60-298 

P 

SEARS.C.F 

0506100513 

60 336 

P 

RYAN.T.G 

8506140106* 

FOIA 


SCHAUFELBERGER 

650625020S 

60 298 

P 

SEARS.CF. 

8505140416 

60-423 

A 

RYBAK, B. 

8606050308 

60 265 

Q 

SCHEIBELHUT.C. 

8506140398* 

60-440 

Q 

SEARS.CF. 

8500140449 

60-245 

P 

RYBAK.B 

8506050440 

50-249 

P 

SCHERER.A E 

8506100253 

50-470 

A 

SEARS, C.F. 

8500140449 

60 245 

P 

RY8AK.B 

85060S0445 

60237 

P 

SCHBRER.AE. 

8506100332 

60470 

A 

SEARS.CF. 

8500140503 

60-336 

P 

RYBAK.B. 

8506050459 

50-265 

P 

SCHERER, A E 

8606110074 

TOPREP 


SEARS.C.F 

8506170346 

60-213 

P 

RVBAK.8. 

8506100445 

50265 

Q 

SCHIERMAN,S L. 

8506060490 

40 8681 


SEARS, C.F 

8508170347 

50423 

E 

RYBAK.B 

8506100531 

50-249 

Q 

SCHIERMAN.SL. 

8606060605 

40 8681 


SEARS, C.F 

8506170301 

50 336 

P 

RYfiAK.B 

0506100599 

50-237 

F 

SCHMIDT.R 

8506260287 

PH 


8EARS.C F. 

8606170486 

60-338 

P 

RYBAK.B 

0506200222 

50-249 

P 

SCHMITT.MB 

8506120476* 

CONTRACT 


SEARS.CF 

8506170526 

60338 

P 

RYBAK.B 

0606260010 

60374 

P 

SCHMITZ, fl.P. 

8606100395 

PR 


SEARS, C.F 

8606210294 

60-338 

P 

RYBAK.B. 

8506260184 

50-254 

P 

SCHNEBELEN.A, 

8506110594* 

60-358 

Q 

SEARS,aF. 

8506210361 

60-213 

P 
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SEARS.CF. 

8506210361 

50 213 

P 

SEARS.CF. 

8506270160 

50 423 

S 

SEARS.CF 

8506270180 

50 423 

S 

SEARS.P M 

8506200459 

50 309 

F 

SEEFELDT.W B 

8606260798 

WASTE MGT 

SEELY.S 

8506260267 

PR 


&EEMAN.MJ 

8506120016* 

FOIA 


SEGER.K H 

8506030288* 

SO 528 

T 

SEQLETES.J A 

8506240251 

TOPREP 


SEGOVIA-KANE.D 

8506180377* 

FOIA 


SEIDEC.WC 

6506060352* 

50-172 

W 

SEIDLE,WC 

8506070090* 

50-445 

A 

SEIDLE,WC 

8506070115* 

50 498 

Q 

SEIDLE,WC 

8506070122* 

50-498 

Q 

SEIDLE.WC 

6506070132* 

50-498 

0 

SEIDLE,WC 

8506070168* 

50-498 

Q 

SEIDLE.WC 

8506070434* 

50-498 

A 

SEJDLE,WC 

6506070407* 

50 498 

Q 

SEIOLE,WC 

0506070493* 

50 498 

A 

SEIOLE,WC, 

0506070575* 

60 498 

Q 

SE(DLE.WC 

0506070500* 

50 498 

A 

SECDIE.WC 

8506070585* 

50 490 

S 

SEIDIE.W.C 

0506100260* 

50 382 

Q 

SEIDLE.WC 

8506100286* 

50 490 

Q 

SEIDLE.WC 

8506100369* 

50 498 

A 

S£fDLE.WC 

8606100404* 

50 490 

A 

SEIDLE.WC 

6506100412* 

50 490 

Q 

SEIDLE.WC 

0506100452* 

50-490 

A 

SEIDLE.WC 

0506100466* 

60-498 

Q 

SEIDLE.WC 

0506100476* 

50-498 

Q 

SEIDLE.WC 

8506100498* 

50 498 

A 

SEIDLE.WC 

8506100546* 

50 490 

Q 

SEIDLE.WC 

0506100657* 

50 490 

Q 

SEIDLE.WC 

85061007S6* 

50 490 

H 

SEIFFERT.P 

0506130290* 

50 424 

A 

SELERA J 

8506190371 

50 454 

S 

SELIKSON.M 

8404240431* 

FOIA 


sells.de 

8506040297* 

50 309 

P 

SELWAN.M 

8506030633 

50 247 

R 

S ELMAN, M 

0506040027 

50-247 

S 

S ELMAN, M 

8506070126 

50 247 

Q 

SELMAN.M 

0506240187 

50 3 

F 

SEflNE.RJ 

6506190026 

NUREG 


SEWELi.H,M 

8506100644* 

CONTRACT 


SEYFRIT.KV 

6411120021 

MISC 


SeYFRIT.K.V 

0506070266* 

60 490 

Q 

SEYFflIT.K V 

6506070313* 

50-498 

Q 

SEYFRIT.K.V 

8506070306* 

60-490 

F 

SEYFRIT.K V 

0506070461 * 

50-490 

Q 

SEYFRIT.K.V 

0506070471 * 

50-400 

F 

SEYFRIT.K V 

8506070570* 

50-498 

A 

SEYFRIT.K V 

0506070664 

GEN TEC I 

S 

SEYFRIT.K V 

0506100654* 

60-400 

Q 

SEYFRIT.K V 

850626071 1 

50-346 

S 

SHACKLETON.O C 

0606050114* 

50-275 

P 

SHACKLETON.O.C 

8506170523* 

50-275 

Q 

SHADER, 0. 

6506260004 

60-271 

J 

SHAFER, S 

6506190090 

40 7236 


SHAFER.W 

8506070469 

60 266 

S 

SHAFER.W 

8506070559 

50 346 

S 

SHAFEaW, 

6506070567 

50 373 

S 

SHAFEaW 

6506140162 

60 346 

S 

SHAFEn.W 

8506140203 

50 266 

S 

SHAFEaW 

8506210110 

60 346 

S 

SHAFER.W,D 

6506050065 

60 373 

Q 

SHAFEaW D. 

8506050066 

50 263 

Q 

SHAFEaWD 

6606140521 

50 266 

Q 

SHAFEaW D, 

8506240301 

50 316 

Q 

SHAFER.W-D. 

8506240347 

60-331 

Q 

SHAFER.W D 

0506260303 

50 254 

Q 

SHANBAKY.M 

8606030505* 

50 311 

Q 

SHANBAKY.M 

8506060437* 

70 371 


SHANBAKY.M, 

8606070021* 

50-317 

Q 

SHANBAKY.M 

8506200136* 

60-29 

Q 

SHANBAKY.M, 

8606280110* 

50-5 

Q 

SHANBAKY.M 

8506280122* 

60-213 

Q 

SHANBAKY.M.M, 

8606040626* 

50-213 

Q 

SHANBAKY.M.M 

8506200240* 

60-423 

Q 

SHANBAKY.M M 

8506210332* 

60-334 

Q 

SHANBAKY.M M 

8606210356* 

60-245 

Q 

SHAO.L. 

8606160176* 

FOIA 


SHAO.L 

8506200008* 

60-362 

Q 

SHAO,L.C. 

8506150065* 

FOIA 


SHAPIROJ, 

8506100053* 

FOIA 


SHAPLEIsl.P. 

8506120160 

FOIA 


SHARMA.S 

8506130175 

NUREG 


SHARMA.S. 

8506130467 

NUREG 


SHARP.RA. 

8506120211* 

FOIA 
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NUMBER CATEGORY 


SHAUB.T 

8S061 00649 • 

50-412 

0 

SHAW.R A 

0506100054* 

POfA 


SHAW.R A 

8506100062* 

POfA 


SHAW.R A 

8506100073* 

FOfA 


SHEA,C E 

6506140593 

NUREG 


SHEA,J 

8506170475* 

50 255 

P 

SHEA,J J 

6506100600 

50 245 

Q 

SHEAHEN.P. 

0506170472 

SO 263 

S 

SHEALY.H G 

8506260161 

PR 


SHEDLOSKY.J T 

8506210375* 

50 245 

Q 

SHELL,R H 

8506030435 

50-390 

A 

SHELL, R H 

8506210405 

50-259 

Q 

SHELLEY, W J 

0506190116* 

70-925 


SHELLEY ,W J 

8506190123* 

40-7308 


SHELLEY, W J 

8506190127* 

40-7308 


SHELLEY, W J 

0506190145* 

40-1017 


SHELLEY, W J 

0506190103* 

40 8586 


SHELLEY.WJ 

8506190186* 

40-1917 


SHELLEY, W J 

0506190204* 

40-1917 


SHELLEY, W J 

0506190228* 

40 8506 


SHELLEY.WJ 

6506190234* 

40-1917 


SHELLEY.WJ 

6506190246* 

40 8566 


SHELLEY.WJ 

6506190313* 

70 925 


SHELLEY.WJ 

6506190317* 

70 925 


SHELLEY.WJ 

6506190461* 

70 925 


SHELLEY.WJ 

6506190463* 

40 7308 


SHELLEY.WJ 

8506190467* 

40 7300 


SHELLEY.WJ 

0506190469* 

40 8506 


SHELLEY.WJ 

8506190471* 

40 8566 


SHELLY, W J 

0506190247* 

40 1917 


SHELTON.Q J 

8506070627* 

REGGD 


SHELTON.a J 

8506130143* 

FOIA 


SHELTON.a J 

0506130329* 

FOIA 


SHENDRIKAR.U 

0506220236* 

50 206 

P 

SHENDRIKAR.U 

8506220242* 

50-206 

P 

SHERIDAN, C0 

0506070707* 

CONTRACT 


SHERMAN, C 

8506120205* 

50-133 

P 

SHERMAN, C 1 

8506120167* 

60-133 

Q 

SHERMAN.C 1 

8506240243* 

50-397 

Q 

SHERMAN, D 

8S0S1 80026 

FOIA 


SHERON.B 

8403120204* 

FOIA 


SHERON.B 

8505160036* 

60-369 

P 

SHERON.B W 

8210270392* 

FOIA 


SHERON.B W 

8311160255* 

FOIA 


SHERON.B W 

0403270328* 

50-416 

P 

SHERON.B W, 

0407100009* 

FOIA 


SHERON.B W 

0410260210* 

50-412 

E 

SHERON.B W 

0411120126* 

60-412 

E 

SHERWOOD, Q.G, 

0506050252 

PR 


SHERWOOD, QQ 

0506060489* 

FOIA 


SHERWOOD, Q Q 

8506060529* 

FOIA 


SHERWOOD, G.G. 

8506140242 

50-447 

F 

SHERWOOD, Q G 

0506140422 

60-447 

A 

SHERWOOD, GG 

0506240602 

50-416 

S 

SHEWMAKER.R 

0506250435* 

50-382 

E 

SHEWMAKER.R E 

0506150171* 

FOIA 


SHIELDS, S,W. 

0506060476 

50-546 

A 

SHIFFER,J D 

6506030123 

60-323 

P 

SHIPPER, J D 

8506030466 

50-276 

S 

SHIFFER,J D 

8506030504 

50-275 

F 

SHIFFER,J D 

0506040158 

50-275 

P 

SHIFFER.J D, 

8506040165* 

60-275 

P 

SHIPPER, J D 

8506040190 

50-276 

P 

SHIPPER, J.D 

8506040107* 

50-276 

P 

SHIPPER, J D, 

8506040218 

50-276 

P 

SUFFER, J D 

8506040224* 

50-275 

P 

SHIPPER, J.D 

8506070444 

50-275 

fl 

SHIPPER, J D 

0506100086 

50-275 

P 

SHIPPER, J D 

8506100868 

60-276 

fl 

SHIPPER, J D, 

8506100869 

50-276 

R 

SHIPPER, J.D 

8500100872 

60-275 

V 

SHIPPER, J D, 

8506100876 

60-276 

P 

SHIFFER.J D 

8506110080 

50-323 

E 

SHIPPER, J,D 

8506110086 

60-275 

F 

SHIFFER.J D 

8506110106 

50-323 

P 

SHIPPER, J D 

8500110135 

50-275 

F 

SHIPPER, J.D. 

0506110145* 

50-276 

F 

SHIFFER.J D, 

8506110151 

50-275 

P 

SHIFFER.J D 

8506110188 

50-133 

X 

SHIPPER, J D. 

8506110709 

50-276 

P 

SHIPPER, J.D 

8506130391 

71-4986 


SHIFFER.J D. 

8506170648 

60-276 

S 

SHIFFER.J D 

8506180132 

60.276 

P 

SHIPPER, J D. 

8506190135 

50-275 

P 

SHIFFER.J,D. 

8506190380 

50-276 

E 

SHIPPER, J.D 

6506210326 

60-276 

P 

SHIPPER, JO. 

8606240001 

60-133 

S 

SHIPPER, JO 

8506250299 

50-275 

S 
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SHIFFER.J D 

8506250357 

50-275 

E 

SHIPPER, J D 

0506250397 

50-275 

P 

SHIFFER.J D 

8506260423 

50-275 

E 

SHIFFER.J D 

8506280144 

50-275 

S 

SHINGLETON.RL 

8506260221 

TOPREP 


SHIRAKI.C 

6506260449* 

50-520 

Q 

SHOEMACKE.P L 

8506220013* 

50-382 

P 

SHOEMAKER, a 

8506130400* 

71 367 


SHOEMAKER, C 

8506190300 

50 413 

G 

SHOEMAKER.C 

8506270522 

50 322 

G 

SHOEMAKER.CJ 

8506040870 

50 322 

G 

SHOEMAKER.C J 

8506040678 

50 352 

G 

SHOEMAKER.CJ 

8506040688 

50 413 

G 

SHOEMAKER.CJ 

8506060481 

SO 302 

G 

SHOEMAKER.C J 

6506070518 

50-352 

G 

SHOEMAKEaC J 

0506130128 

50-352 

G 

SHOEMAKER.C J 

8506130144 

50-322 

Q 

SHOEMAKER.C J. 

8506130178 

50-209 

G 

SHOEMAKER.C J. 

8506140204 

50 352 

G 

SHOEMAKER.C J. 

8506140219 

SO 413 

G 

SHOEMAKER.C J. 

8506170088 

50 413 

G 

SHOEMAKER.C J. 

8506190392 

50 352 

G 

SHOEMAKER.C J 

8506190416 

50 322 

Q 

SHOEMAKER.CJ 

8506200112 

50-322 

Q 

SHOEMAKER.CJ 

8506210297 

50-322 

G 

SHOEMAKER.CJ 

8506270527 

60-400 

G 

SHOEMAKER.CJ 

8506280068 

50-275 

G 

SHOEMAKER.CJ 

8506260083 

50-362 

Q 

SHOEMAKER.C J 

8506260090 

50-322 

G 

SHOEMAKER, J C 

8506200209 

50 322 

Q 

SHOHET.G 

8506130185 

50 209 

G 

SHOLLENBERGER 

8506050123* 

60 275 

P 

SHOLLENBERGER 

8506100746 

50 275 

P 

SHOLLENBERGER 

8606110706 

60-275 

P 

SHOLLENBERGER 

6506130453 

50 275 

P 

SHOLLY.S.C 

8506050306 

FOIA 


SHOLLY.SC 

8506100089 

FOIA 


SHOLLY.SC. 

8506170131 

60 277 

P 

SHOMAKER.E C 

8506130366* 

60-29 

P 

SHON.F J 

8506040682 

60-320 

Q 

SHON.F J 

8506050647* 

FOIA 


SHON.F J. 

8506110472 

60-322 

G 

SHON.F J 

8506100478 

60-322 

G 

SHOPENN,N M 

8506130324 

40-1341 


SHOPENN.N M 

8506140502* 

40-1341 


SHOPENN,N M 

850 62000 5 9 

40-299 


SHOPENN.N.M 

8508200396 

40 8004 


SHOPENN.N M 

8506200402 

40-1341 


SHORT, M P 

8506220181* 

50-206 

P 

SHORT, R,H 

8506170440* 

50 344 

1 

SHYMLOCK.M B 

8506240324* 

60 390 

Q 

SIACOR.E R 

8506100415 

60-206 

R 

SIEGEL, B 

QS0603055B 

60 466 

A 

SIEGEL, B 

8506050001 

60 466 

A 

SILBERG,J E 

8400150532* 

FOIA 


SILBERG.J E 

8506030496 

50-462 

Q 

SILBERG,J.£ 

8506030496 

50 402 

Q 

SILflERQ,J £ 

6506030496 

60 402 

G 

SILBERG,J E. 

8506030496 

50 402 

Q 

SILBERG,J £ 

8506140231 

50 440 

G 

SILBERG,J £ 

6506140231 

60 440 

Q 

SIL6ERQ,J € 

8506140241 

60 440 

T 

SILGERG,JE 

8606140241 

60 440 

T 

SILBERQ,J E. 

8606140404 

60 440 

Q 

SILBERG.J.E 

8506140404 

50 440 

Q 

SILBERG.J E 

8506210322 

60 440 

Q 

SILBERQ,J E. 

8506210322 

60 440 

G 

SILBERG,JE 

8506210487 

60 440 

Q 

SILBERG,J E 

8506210487 

60 440 

G 

SILKO.T 8, 

8504050076 

60 259 

S 

SILVER, E G 

86021 50078 

NUREG 


SILVER,H, 

86061 40079* 

60 209 

G 

SILVER, H 

8506140110* 

so 209 

S 

SILVER,H 

8506140136* 

50 209 

G 

SILVER.H 

8508260384 

50-302 

P 

SILVIS.R M 

85061 70368 

CONTRACT 


SILVIS.R M. 

8506240276 

CONTRACT 


SIMPKINS, B. 

8506070377' 

REGGD 


SIMPSON, A K. 

8606260308* 

FOIA 


SIMPSON.E C, 

8506070064 

50-302 

S 

SINCLAIR, M 

8506250135 

PR 


SINGH, BK 

8506270330 

60-412 

A 

SINGLETON, LW. 

8506240016* 

60-267 

Q 

SINGLETON, L.W 

8506240147* 

60-207 

Q 

SINKIN.L 

B506180036 

60-496 

G 

SINKIN.L, 

8506180036* 

60-496 

G 

SINKIN.L 

6506280003 

60-490 

G 

SINKIN.L, 

860628001 B 

60-498 

6 
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SINKIN.L 

8506280037 50 498 

G 

SMITH. W G 

8506120064 

50-315 

S 

SPESSARO.R L 

8506050263 

50.10 

P 

SII^KULE.M V 

8506120258* 50 261 

0 

SMITH.WG 

6506 180601 

50-315 

S 

SPESSARD.n L 

8506060383 

50-454 

0 

SINSHEIMER.C 

8506260287 PR 


SMITH.WG 

8506260375 

50-316 

S 

SPESSARO.R L 

8506070618* 

REGGD 


SISK.D P 

6506170548 50-275 

S 

SMITHWICK.D 

8506150230* 

FOIA 


SPESSARO.R L 

8508100003 

60-341 

P 

SISK.DP 

8506250299 50 275 

S 

SMTIH.B M 

8506050169* 

50-323 

A 

SPESSARO.R L 

B50B190295 

50-440 

Q 

SISK.D P 

8506280144 50 275 

S 

SMVKOWSKI.S 

8506100453 

WASTE MGT 

SPESSARO.R L 

6506190297* 

50-440 

Q 

SKEEN, J 

8506060117* WASTE RES 

SMYTH.CW 

8506070697 

50-289 

R 

SPESSARO.R L 

B506210121 

60-155 

0 

SKOVHOLT.OJ 

8506120441* 50 130 

P 

SMYTH.CW 

8506260124 

50 289 

R 

SPESSARO.R L, 

0506210239 

50-440 

0 

SKOVHOLT.OJ 

8508120449* 50 130 

P 

SNELL.W 

8506140441* 

50-155 

0 

SPESSARO.R L 

8506270066 

50 10 

P 

SLAGGIE.E L 

8506260168 * 40 1017 


SNIEZEK.J 

8506040601 

REVIEW GR P 

SPESSARO.R L 

8506270150 

50-341 

P 

SLINE.H 

8506150101* FOIA 


SNIE2EK.J H 

8101150055* 

FOIA 


SPESSARO.R L 

B506270230 

60 341 

Q 

SLINE.R 

8506150101* FOIA 


SNIEZEK.J H 

8506130109* 

FOIA 


SPESSARO.R L 

S506270507 

50-315 

0 

SUNE.R 

8508150107* FOIA 


SMfEZEK.J.H 

8506170596* 

FOIA 


SPIELES.P 

8506050341 

40-8380 


SLINE,R 

8506150107* FOIA 


SNOW.BA 

8506070522' 

50 244 

R 

SPIELES.P 

8506050353 

40 8697 


SLINE.R 

8506150111* FOIA 


SMOWE.OJ, 

8506120104* 

50 309 

H 

SPIELES.P 

8508210062 

40-8380 


SLINE.R 

85061501 15* FOIA 


SNYBER.A.W 

0506190364* 

FOIA 


SPINNEY.R.W 

6506240230* 

50 271 

Q 

SUNE,R 

8606150115* FOIA 


SNVOER.B J 

8506120199 

50 320 

P 

SPRIGGS, L C 

8506150230* 

FOIA 


SLINE.R 

8506150118* FOIA 


SNYDER.B J 

8506140563 

50-320 

P 

SQUAREB.D 

0506190356* 

REVIEW GR P 

SLINE.R 

8506150118* FOIA 


SNYDER.C A 

8506030507* 

50 482 

G 

SRENIAWSKI.DJ 

8506210232* 

FOIA 


SLOBOOIEN.M 

8506120371* FOIA 


SOBEL.P 

8506170532 

TOPREP 


SRENIAWSKI.DJ 

8506240114 

I8E 


SLY.G. 

6S06040519* 50 440 

0 

SOLLAMI.P 

8506030302* 

50-528 

T 

SRENIAWSKI.DJ 

0506280042 

l&E 


SLY.G 

8506040613 * 50 341 

Q 

SOMMER.H R 

6506140141 

QA999 


SRINIYASAN.M 

8506100324* 

50 482 

A 

SLY.G 

6506140185' 50-263 

0 

SOO.P 

8506060447* 

WASTE RES 

STUUHENT.NN. 

8506030510* 

50 29 

0 

smidth.pt 

0506110641* 60 358 

Q 

SOO.P. 

0506060456* 

WASTE RES 

ST UURENT.N N 

8S060703B3 

50-29 

5 

SMITH.CL 

8506180451* 50-320 

P 

SOOJ’. 

8506120474 

WASTE RES 

STUURENT.NN 

8506260008 

50 29 

S 

SMITH.D H 

8506140187 60-456 

E 

SOO.P, 

8506120484* 

WASTE RES 

STAHL, D 

6506080746 

NUREG 


SMITH.O H 

8506180191* 50-456 

G 

SOO.P. 

8506120492 

WASTE RES 

STAHLE.CR 

0506040300 

50 416 

P 

SMITH 0 H 

8506210087 50 456 

C 

SOONG.AL 

8506190048 

NUREG 


STAHLE.C.R 

8506050037* 

50-416 

P 

SMITH.D.H 

8506210095* 50 456 

C 

SOONG.A L. 

8506210183* 

70-143 


STAMATELATOS.M 

8506050551* 

WASTE RES 

SMITH.eR- 

8506150268 FOIA 


SOPATA.WJ 

8506030624 

50-304 

S 

STAMIRIS.B. 

8508250211* 

50-329 

Q 

SMITH.ET, 

8506030293* 50 320 

P 

SORENSEN.GC 

8506030394 

50 337 

H 

STANDERFER.F R. 

8506030169 

50 320 

0 

SMITH.E.T. 

8506190148* 50 320 

P 

SORENSEN.Q C 

8506040116 

50-397 

P 

STANDEHFER.F.fl 

8506030283 

50 320 

P 

SMITH.FJ 

6506130358 NUREG 


SORENSEN.Q.C 

8506040176 

50 397 

P 

standerfer.fr 

8506040108 

60-320 

P 

SMITH.GC 

8506050669* 50-170 

Q 

SORENSEN.G C. 

8506050258 

60-397 

0 

STANDEHFER.F.fl. 

8506130192 

50 320 

V 

SMITH.GC 

8508050688* 60-184 

Q 

SORENSEN.Q C 

8506050279 

50 397 

P 

STANDERFER.F R 

8506130399 

50-320 

B 

SMITH.H 

8506050220 PR 


SORENSEN.G C. 

8506050421 

50 397 

P 

STANDERFER.F R. 

8506130402* 

60 320 

R 

SMITH, J 

8506170284 50-331 

S 

SORENSEN.G C. 

8508070045 

50-397 

P 

STANDERFER.F R 

8506140099 

60 320 

Q 

SMITH.JJ 

85081 10454 * 70 2199 


SOHENSEN.G.C 

6506130494 

50 397 

R 

STANDEHFER.F.fl. 

8508160445 

60 320 

P 

SMITH.K.L 

8508240069 NUREQ 


SORENSEN.G.C 

8506180266 

60-397 

P 

STANDERFER.F.R 

8506190143 

60-320 

P 

SMITH.L 

8506060242* WASTE MGT 

SORENSEN.G C 

8506180454 

60 397 

P 

STANDERFER.F R. 

8506190251 

60 320 

V 

SMtTH.L E 

8508170602* 40-8631 


SORENSEN.G C 

8506180476 

60 397 

P 

STANDERFER.F.R. 

8606200026 

60 320 

P 

SMITH. L.E 

8506180003* 40 8631 


SORENSEN.G C 

BS06190206 

60-480 

A 

STANDERFER.F.R 

8506210324 

60-320 

P 

SMITH.L.E 

6506180005* 40-8631 


SORENSEN.G C 

8506190208 

50 397 

J 

stanoerfer.fr. 

0506210360 

50 320 

P 

SMITH.L E 

8506180006* 40 8631 


SORENSEN.Q.C 

0506200156 

60-397 

P 

STANDERFER.F.R 

8606210363* 

50 320 

P 

SMITKiE 

8506180008* 40-8631 


SORENSEN.G C. 

8506210107 

50 508 

A 

STANDERFER.F R 

8506240550 

50-320 

H 

SMITH.I E. 

8506180011* 40 8631 


SORENSEN.G C. 

8506210160 

60-397 

P 

STANDERFER.F.R 

8506260117 

50-320 

P 

SMJTH.LE 

8506180054* 40-8631 


SORENSEN.G C 

8506250335 

60 508 

A 

STANQ.J F. 

8606110420* 

50 458 

Q 

SMITH.M 

8500140441* 60-155 

Q 

SORENSEN.G C. 

8606260377 

60-397 

P 

STANLEY.E 

8506220027* 

50 382 

P 

SMITH.N 

8506270597* TOPREP 


SORENSEN.Q C 

8506260020 

50 397 

F 

STANLEY.JA 

8506060416* 

50-320 

P 

SMITH.P.A 

8506070180 50 334 

R 

SORENSEN.G.C. 

8506280073 

60-397 

F 

STANSFIELO.E 

8508050378 

PR 


SMITH.P.A 

8506200481 50 255 

R 

SORRELL.EC. 

8506170232 

60-321 

F 

STARK.R 

8508150260* 

FOIA 


8MITH,R. 

8506060171* 50-271 

0 

SOUTO.J.J 

8508040277 

50-260 

P 

STAHKEY.R B 

0506060337 

50-324 

5 

SMITH, R 

8506070343 * 60 387 

0 

SPALLO.A.V 

8506180013* 

40-0631 


STARKEY.R.B 

85062701 10 

60-324 

S 

SMITH, R 

8506110829* 50-358 

Q 

SPANGENBERG.F. 

8506110306 

60-481 

A 

STARMER.RJ. 

6506100709 

27-47 


SMITH.R 

6606170280* 50 277 

O 

SPANGENBERG.F. 

8506110511 

60 461 

E 

STARMBR.RJ 

8608180452* 

FOIA 


SMITH.R 0 

8506060022 40-8714 


SPANGENBERG.F. 

8506130133 

60 461 

F 

STAROSTECKI.R 

8608140092 

60352 

Q 

SMITH, RD. 

8606060195 40-1341 


SPANGENBERG.F 

8506130165 

60 461 

A 

STAROSTECKI.R. 

8500140100 

50 362 

0 

SMITH,R.O. 

6506060507 40-8452 


SPANGENBERG.F. 

8506140080 

60 461 

A 

STAROSTECKI.R 

8606140122* 

60-289 

P 

SMITH.R D. 

8506060512* 40 8452 


SPANGENBERG.F 

8506140002 

60-481 

F 

STAROSTECKI.R. 

8506180172 

60-352 

Q 

SMITH.R D 

8506060700 40 8728 


SPANGENBERG.F. 

6506140133 

50 461 

A 

STAR0STECKI,R 

8506210267 

60 277 

0 

SMITH.R a 

8506100346* 40 6586 


SPANGENBERG.F. 

0508140170 

50 461 

F 

STAROSTECKI.R 

8506240178 

60 278 

0 

SMITH.R.O, 

6506180361* 40-8586 


SPANGENBERG.F 

0508140174 

60-461 

F 

STAROSTECKI.R. 

8506240211 

50 272 

P 

SMITH.fl.D, 

BS06200246 40 8663 


SPANGENBEflG,F. 

0500140438 

50 461 

A 

STAR08TECKI.R 

0506270191 

50-423 

0 

SMITH,R 0 

8506210101' 40-6622 


SPANGENBERG.F 

0506140479 

60-461 

Q 

STAUDER.W. 

8500100616* 

CONTRACT 

SMITH.R. D 

8508210407 40 8380 


SPANG ENBEnG.F 

6&0&1 40576 

50 461 

E 

STAUDER.W 

0606260110* 

CONTRACT 

smith.ro. 

6508210415 40 8502 


SPANGENBERG.F 

05O617O48B 

50 461 

A 

STEED! S. 

8506030520 

50-334 

R 

SMITH.R D 

8506210431 40-8714 


SPANGENBERG.F. 

8506190222 

60-461 

Q 

STEELE.RC. 

8606050278 

60-296 

S 

SMtTH.R.O. 

8506210460 40 6622 


SPANGENBERG.F 

8506210126 

60 461 

F 

STEELE.R.C 

6506100436 

50-290 

S 

smithr d 

8506240063 40 6659 


SPANGENBERG.F. 

8506210182 

50-461 

E 

STEFANO.J.J. 

8506030549 

60-440 

A 

SMITH.R.O. 

8506240089* 40-8659 


SPANGENBERG.F 

8506240020* 

50 461 

F 

STEFANO.JJ. 

8506040080 

50-440 

H 

SMITH.R D 

8506260339* FOIA 


SPANGENBERG.F. 

8506260275 

60-461 

A 

STEFANO,JJ. 

6606040687 

50 440 

H 

SMITH, R.H. 

8506070063 * 50 322 

Q 

SPANGENBERG.F. 

8506270218 

50-461 

A 

STEFANO.J.J 

8606050409 

50 440 

F 

SMITH.fl.H 

8606070199* 60-309 

Q 

SPANGLER, MB. 

8506220278* 

FOIA 


STBFANO.JJ 

0606050418* 

50-440 

F 

SMITHR M 

8606040709* FOIA 


SPANGLER.M B 

8506250034* 

FOIA 


STEFANO,JJ. 

8606260639 

50 440 

H 

SMITHR, M. 

8506040727* 50 275 

P 

sparung.dk. 

8606050707 

40-8681 


STEFANO.JJ. 

8606260544 

60-440 

H 

SMITH.R M. 

8506050073* 60 275 

P 

SPECK, S W. 

8506030554 

50-409 

F 

STEFANO.JJ. 

8S06260S6S 

50-440 

H 

SMITHR.M 

8506050169* 60-275 

P 

8PECK.S.W. 

8508030558 

50-282 

F 

8TEIGER.W.E. 

8606030492 

60-322 

S 

SMITH,R.M 

8506050185* 60-275 

P 

SPECK.S W. 

8506050078 

50 263 

F 

STEIGER.WE 

6506100099 

60 322 

R 

SMITH.WF. 

8606030412 * 50 458 

Q 

SPECK, S W. 

0606140464 

50-313 

F 

STEIGER, W.E. 

8506120563 

50-322 

S 

SMITH.W.F 

B506140135* 60-468 

Q 

SPECK.SW, 

3506270167 

50-266 

F 

STEIGER, W.E. 

8506260434 

50322 

S 

SMITH, W.G 

8603210420 50-315 

S 

SPEIS,T.P 

8303160713* 

FOIA 


STEIGEH.W.E. 

8506250441 

60 322 

s 

SMITH, WG. 

8508060014 50-315 

S 

SPEIS.T.P. 

3306060144* 

FOIA 


STEIGER, W.E 

8506260485* 

60-322 

S 

SMITH, W Q, 

8506050228 50-315 

S 

SPEIS,T.P. 

8311110179* 

FOIA 


STEIN, M.H. 

0506110260* 

FOIA 


SMITH, w.e. 

8506060557 50-316 

s 

SPEIS,T.P. 

8412100474* 

HEGGD 


STEIN, M.H, 

8508110277* 

FOIA 


SMITHW.G 

8606070037 50 316 

R 

SPEIS,T.P. 

8S06250040* 

FOIA 


STEIN, M.H 

8506110312* 

FOIA 


SMITH, WG. 

8506070637 60-316 

B 

SPESSABD.R L. 

85 060401 93 

50-341 

O 

STEIN.M.H 

8506110665* 

FOIA 


SMITH.W.G 

8506100040 50-315 

S 

SPESSAHD.R L 

8506040487 

60-348 

Q 

STEIN, M H 

8506110673* 

FOIA 


SMITH, W.G. 

8606100076 50-316 

S 

SPESSARD.R.L. 

8506040480* 

50-348 

0 

STEIN.M.H. 

8506110703* 

FOIA 
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STEIN.MH 

STEIN. H 

STEIN.R 

STEIN.fl 

STEIN.R N 

8506110717* 

8506050597* 

8506110112 

8506250459 

8506180167* 

FOtA 

WASTE RES 
WASTE MGT 
WASTE MGT 

FOIA 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F. 

STEIN.S R 

STEtLO.V 

STEUO.V 

STELLO.V 

STEtLO.V 

8606270624* 
80070801 68* 
6311140509* 
8506030231 
8506040885 

50-529 O 

FOIA 

FOIA 

REVIEW QR P 
REVIEW GR P 

STOLZ.J F 

STOLZ.J F. 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STELLO.V 

STEtLO.V 

STELLO.V 

STEtLO.V 

STELLO.V 

8506070141 

8506130008* 

8506140451 

8506250186* 

8506250427 

REVIEW QR P 
FOIA 

REVIEW GR P 
FOIA 

REVIEW QR P 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STEL2MAN.W J 
STEPHENS.K W 
STEPHENS.K W. 
STEPHENS.K W 
STEPHENS.S 

8506060376 

6506050548 

0506050785 

8506250300 

6506100305 

NUREQ 

WASTE RES 
WASTE RES 
WASTE RES 
60-482 A 

STOLZ.J F 

STOLZ.J F. 

STOLZ.J F 

STOLZ.J r 

STOLZ.J F 

STEflN.O 

STERN.S tfl 
STERNEfl.P 
STETKA.TF 
STETZEIMBACH.K 

0506030527 

8503150249 

6506240221 

8506270080* 

0506240003 

50-245 J 

50-458 A 

NUREQ 

50 302 Q 

NUREG 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F. 

STOLZ.J F 

STOLZ.J F 

STEWART 
STEWART.S 
STEWART. S 
STEWART.S 
STEWART.S 

8506050294 

8506040222 

8506040536 

8506100607 

0506200010 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STOLZ.J F 

STEWART.S 

STEWART.S 

STEWART.S 

STEWART.S 

STEWART.S 

8506240134 

8506250047 

8508250241 

0506260094 

6506260104 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

STONE.D 
STRATTON.WR 
STHAUSS.KH 
STREETEH.J F 
STnEIT.J.E 

STEWART.S A 
STEWART.S A. 
STEWART.S D. 
STEWART.S D 
STEWART.W L 

8508120382 

8506140041 

8506100685 

8506200090 

8502270256 

CONTRACT 

50 302 R 

CONTRACT 
CONTRACT 
50-280 Y 

STROES GASCOYNE 
STROMBERG.HM 
STROM BERG. HM 
STRONQ.TR 
STROSNIDER.J. 

STEWART.W L 
STEWART.W.L, 
STEWART.W L 
STEWART.W.L 
STEWART.W L 

8506030453 

8606030470 

8506030475 

8506040129 

8506060003 

50-338 P 

60-330 F 

50-200 F 

50-280 P 

50-280 F 

STROSNIDER.J 
STROSNIDER.J 
STROSNIDER,JR 
STRUB.B R 
STRUCKMEYER.R 

STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L. 

8506060038 
8506070168 
0506100468 
0506110419 
B5081 20404 

50-338 F 

60-330 R 

50 260 R 

60 201 P 

60 200 Y 

STHUCKMEYER.R 

SUES.t. 

SUQARMAN.RJ 

SULLIVAN.P.A. 

SULLIVAN.PA 

STEWART.W.L 
STEWART.W L 
STEWART.W L 
STEWART.W L 
STEWART.W L 

85061 4050B 
S5061 90476 
8506210081 
6606210072 
8506240531 

60 280 F 

PR 

60-338 F 

50-336 0 

60-280 P 

SULUVAHPA 

SULLIVAN.PA. 

SULLIVAN.PA 

SULLIVAN.PA. 

SULLIVAN.PA. 

STEWART.W L 
STEWART.W L 
STEWART.W.L 
STEWART.W L 
STEWART.W.L, 

8506250036 

8506250132 

8506270058 

0506270446 

8506270B70 

50-200 Q 

80-280 P 

60-281 P 

50-280 F 

50-280 Q 

SULLIVAN.PA 

SULLIVAN.PA 

SULLIVAN.PA 

SULLIVAN.PA. 

SULLIVAN.PA. 

STIETZELJ F. 
ST(LL.N 

STITT.B.D 
STOBfE.Q P. 
STOETZEL.G A 

8506180601 

8506110194 

8506140624 

8506240622* 

6506110504* 

50 316 S 

WASTE MGT 
60-261 P 

40 8794 

60-440 F 

SULLIVAN.S 

SULLIVAN.S 

SULLIVAN.T 

SULLIVAN.T. 

SULLIVAN.T 

STOFFEL.JW. 
STOHH,J P. 
STOHn.J P 
STOHH.J P 
STOIBEn,C.R 

8506240371* 

8606310674* 

8506280009 

8506280044 

8606260139* 

60-266 F 

PR 

70-143 

70-27 

FOIA 

SULLIVAN.T. 

SUMEIER.JJ. 

SURMEIER,JJ 

SUTHeRLAND.J.T. 

SUTPHIN.R.N. 

STOICK.A F. 
STOICK,A.F. 
STOKES.C. 
STOL2.J 

STOL2.J 

8506240255 

8606240260* 

8606040669* 

8506140166* 

8506140182* 

40-0663 

40 8663 

60-276 P 

60-289 Q 

60-288 P 

SUTPHIN.R.N. 

SUTTMAN.S 

SUTTMANN.S. 

surroN.G.B. 

SVENSSON.BA 

STOI-Z.JF. 

STOLZ.J.f, 

STOLZ.Jf. 

STOLZ.Jf. 

STOI-Z.Jf. 

8307150010* 

830BOB0013* 

8308190167* 

0401230095* 

8403050304* 

60-302 P 

60-302 P 

60-289 P 

60-209 Q 

60-321 P 

SVENSSON.BA. 
SWAINSTON.HW. 
SWANGER.F. 
SWANSON, E. 
SWEET,J.B. 

STOL2.J.F. 

STOL2.Jf. 

stolz.jp. 

STOL2.Jf. 

STOLZ,JP. 

6406230117* 

6503150513 

8606040320* 

8506040369* 

6506040382* 

60-269 P 

60-313 Q 

60-346 P 

60-368 P 

50-287 P 

SWENSON.D.V. 

SWETIANO.P. 

SWETIANO.P.D. 

SYKE8.K. 

SYLVESTER.E. 

STOLZJP 
STOL2,J F, 
STOLZ,J F. 

8506040386* 

8506040404* 

8506060648* 

60-277 P 

50-312 P 

60-312 P 

SYLVESTER, ED, 
SYLVESTER.E.D. 
SYLVESTER.E.D. 
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CATEGORY 

8506070167 

50 209 

P 

SZALINSKI.PA 

8506100869 

50-275 

R 

8506140102* 

50-289 

P 

TAGATABAI.AS 

8505080133* 

GEN TEC 1 S 

8506170538 

50-269 

F 

takahashi.it 

0506050423* 

FOIA 


0506180181 

50 392 

P 

tally.cw 

8506140069* 

50-289 

P 

8506180281 

50 289 

P 

tamlyn.tk 

8506240352 

50-254 

R 

8S0618046I 

50 321 

F 

TANI.K 

8506050045* 

50-373 

O 

8506180536 

50-321 

P 

TANI.K 

8506210252* 

50-440 

O 

8508180551 

50 277 

P 

TAPIA.J 1 

0506070427* 

50-498 

A 

8506180553 

50 346 

P 

TAP ID. J 1 

8506070103* 

50-498 

A 

8506180603* 

50 312 

P 

TARAS.O N 

8506170530* 

40-8631 


8506190108* 

50312 

P 

TARAS.O N. 

8506170535* 

FOIA 


8506190129* 

50312 

P 

TARAS.D N 

8506170541* 

FOIA 


8506190381 

50 277 

F 

TAHBELL.W W 

8506250077* 

FOIA 


8506190519 

50312 

V 

TASAO.L. 

8506060810 

NUREG 


8506190525 

50 269 

F 

taylor.c 

8506250253 

50-344 

Q 

8506190527 

50 269 

P 

taylor.cw 

8506130108 

70-143 


8506200005 

50 2 69 

P 

TAYLOR.GE 

8506170162* 

50-219 

P 

850620001 5 

SO 321 

P 

taylor.j 

8506040122 

TOPREP 


8500200067 

50 312 

F 

TAYLOR.J A. 

8506070646 

50-260 

P 

8506200073 

50 269 

P 

taylor.j,a 

8506140506 

50-280 

S 

8506200079 

50 346 

P 

TAYLOR.J A- 

8506240097 

50-280 

s 

8506200121 

50 269 

P 

taylor.j a. 

B506240106 

50-280 

s 

8506200190 

SO 289 

V 

TAYLOR, J A. 

8506270588 

50-280 

s 

8506200291 

50 269 

F 

TAYLOR.J H 

8506030165 

TOPREP 


8506210071 

60 312 

P 

TAYLOR.J H 

6506040359 

TOPREP 


8506210371* 

60 312 

P 

TAYLOR.J H 

8506110443 

TOPREP 


8506210445* 

50 259 

P 

TAYLOR.J H. 

8506270594 

TOPREP 


8506240082* 

50 312 

P 

taylor.j M 

8506060249 

60-423 

Q 

8506240115 

50 270 

P 

TAYLOR, J M 

8506060425 

50-413 

G 

8506260030 

50 302 

F 

TAYLOR.J.M 

8506060432* 

50-413 

G 

8508190310 

50 352 

Q 

TAYLOR.J M 

8506060436* 

50-413 

G 

8506240574* 

FOIA 


TAYLOR.J M 

8506100141 

50-416 

Q 

B506100689* 

50-628 

P 

TAYLOR.J M 

8506100156* 

50-416 

Q 

6506070563* 

50 454 

Q 

TAYLOR.J M 

8506110018* 

FOIA 


8506100065* 

FOIA 


TAYLOR.J M 

8506130401 

50-413 

P 

8606050552* 

WASTE RES 

TAYLOn.J M 

8506130462* 

50-413 

P 

0606240160 

NUREG 


TAYLOn.J M 

8506140209 

50-341 

F 

8506240689 

NUREG 


TAYLOn.J.M 

8506140221* 

50-341 

F 

8506100886* 

WASTE MGT 

TAYLOR.J.M. 

8506180407 

50-259 

S 

8506100701* 

50-367 

Q 

TAYLOR.J M 

8508180499* 

50-259 

S 

8506250364* 

50-354 

Q 

TAYLOR.J M 

85062501 13 

50-213 

P 

8506260402* 

50-322 

H 

TAYLOR.J M. 

8506250431 

50-369 

Q 

0506030479* 

50-322 

Q 

taylor.j M 

8506250439* 

50-360 

0 

0506170390 

60-265 

S 

TAYLOH.J M. 

8506260741 

50-259 

P 

8506040620* 

60-213 

Q 

TAYLOfl.T.E, 

8606270536* 

50-483 

Q 

8506210332* 

60 3 34 

Q 

TAYLOR.T F. 

8506270192* 

50-483 

Q 

8506050792* 

50-464 

S 

TEOFORO.C F 

8505170345* 

PR 


8506050323 

60 352 

P 

temchin.M. 

0506220006* 

50-382 

P 

8506060660* 

FOIA 


temchin.m 

8506220034* 

50-382 

P 

8506050672* 

FOIA 


TEMCHIN.M. 

8506220039* 

50-382 

P 

8506050687* 

FOIA 


temchin.m 

8506220044* 

50-382 

P 

0506050713* 

FOIA 


temchin.m 

8506220051* 

50-382 

P 

8506050765* 

60 3 22 

T 

TEMUS.C.J. 

8506060527 

WASTE MGT 

0506000066* 

FOIA 


temus.cj. 

8506140095* 

71-9073 


8506060080* 

FOIA 


TENNIS, S M 

0506130378* 

FOIA 


0506060080* 

FOIA 


tennyson.v 

8506040574* 

60-275 

Q 

0506060095* 

FOIA 


TERC.N. 

B506070615* 

60-219 

Q 

0506060100* 

FOIA 


TEflC.NM 

0506170200* 

60-277 

Q 

8506080130* 

FOIA 


TEUTEBERQ.H.t. 

8506060553 

50-250 

S 

0606120203* 

FOIA 


TEUTEBERQ.RL 

0506240644 

60-261 

S 

0506260816 

WASTE MGT 

TEUTONICO.LJ 

8506060705 

TOPREP 

8506250620* 

WASTE MGT 

THACH.LJ. 

0506150104* 

FOIA 


8506110236 

WASTE RES 

thachl j. 

8506150109* 

FOIA 


0506260164 

WASTE RES 

THACH.LJ 

8506150114* 

FOIA 


8506260278 

WASTE RES 

THACH.L J 

8506150121* 

FOIA 


8506260278 

WASTE RES 

THADANI.MC 

8506050490 

50-331 

P 

B606O50516* 

WASTE RES 

THADANI.MC 

8506050017 

60-331 

Q 

8506110431* 

FOIA 


THADANI.MC 

8506050020* 

50-331 

Q 

8506060307* 

FOIA 


THADANI,M.C. 

8608170107 

50-331 

P 

8506060061* 

60-461 

Q 

THADAN1.MC 

8B0B1 70143 

50-331 

P 

8506270538* 

50-483 

Q 

thadani,mc 

8506170216 

50-331 

P 

8506110274* 

FOIA 


THADANI.M.C 

8506170516 

60-331 

P 

6506110268* 

FOIA 


THADANI.MC 

8506200183 

50-331 

P 

8506260731 

NUREG 


THADANI,M.C. 

8606240335 

50-331 

P 

8506070037 

60-316 

R 

thatcher.df. 

8412130076* 

50-382 

E 

0606070637 

50-315 

R 

THEM ELIS, J 

8506060276 

WASTE 

MGT 

8506260042 

WASTE MGT 

THEMELIS,J.Q 

8506050641 

WASTE 

MGT 

8506180382 

60-346 

F 

THEMELIS.J.Q. 

8506060521 

WASTE 

MGT 

6506140126* 

50-315 

P 

THEMELIS,J.G 

0506050597 

WASTE 

MGT 

0506030313* 

60-528 

T 

TKEMeLIS.J.Q. 

8506060088 

WASTE 

MGT 

0506190330* 

REVIEW QR P 

THEMELIS.J.G. 

0506250174 

WASTE 

MGT 

0506240581* 

50-423 

Q 

THEOFANOUS.TQ 

8506190362* 

REVIEW QR P 

0506210300* 

60 213 

Q 

THOM.T, 

8506070210* 

60-259 

R 

0506210013 

50-249 

S 

THOM.T. 

860607021 e* 

50-259 

B 

0506060669 

50 298 

P 

THOM,T 

8608070228* 

60-259 

R 

6506060745 

60-290 

P 

THOM.T. 

8506070243* 

60-259 

R 

8506130580 

60-298 

P 

THOMAS, B J 

8312200430* 

FOIA 


8606170506 

60-298 

P 

THOMAS, B J. 

8404050262* 

FOIA 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 

THOMAS.BJ 8506120215* FOIA 

THOMAS. BJ 8506120220* FOIA 

THOMAS.BJ 8506120533* FOIA 

THOMAS. BJ 8506120535* FOIA 

THOMAS.BJ 8506120572* FOIA 

THOM AS, B J 8506130077* FOIA 

THOMAS.B J 8506130145* FOIA 

THOMAS.BJ 8506130174’ FOIA 

THOMAS.BJ 8606130253* FOIA 

THOMAS.BJ 8506130334* FOIA 

THOMAS, BJ 8506130341* FOIA 

THOMAS.B J 8506180239* FOIA 

THOMAS.BJ 8S06180345* FOIA 

THOMAS.aj 8506160399* FOIA 

THOMAS.BJ 8506180426* FOIA 

THOMAS.CE 8506210094 TOPREP 

THOMAS.CO 8506040604 60-192 P 

THOMAS.CO 8506040704 50-192 P 

THOMAS.CO 8506040708 * 50-192 P 

THOMAS.CO 8506050664 TOPREP 

THOMAS.C.O 8506060176 TOPREP 

THOMAS.CO 8506100340 TOPREP 

THOMAS.CO 8506120099 TOPREP 

THOMAS.CO 8506170072 TOPREP 

THOMAS.CO 8506170503 50-447 A 

THOMAS.CO. 8506190503 50-252 F 

THOMAS.CO 8506200424 TOPREP 

THOMAS.C 0 8506240093 TOPREP 

THOMAS.CO 8508240226 50 294 F 

THOMAS.CO 8506260368 30-447 6 

THOMAS,CO 8506260502 50-538 P 

THOMAS.CO 8506260503 * 50-639 P 

THOMAS.CO 8506270411 TOPREP 

THOMAS.GG 8506170388* CONTRACT 

THOMAS.GS 8506110625 50 443 A 

THOMAS.JA. 8506180057* 40-8631 

TKOMAS.M. 8506270776* 50-413 Q 

THOMAS.M E 8506200082* CONTRACT 

THOMAS,ME 8506240695* CONTRACT 

THOMAS.R 8506040166 ISiE 

THOMAS, R 0 8506060452* 70 26 

THOMAS.R. D 65061 70510* 70-1257 

THOMAS.H D 8506180410 1«E 

THOMAS.R 0 8506210306* 27 48 

THOMASON.P V 6506070505 60 298 R 

THOMASON, PV. 8506210058 SO 288 R 

THOMPSON 8506110103* FOIA 

THOMPSON 8506110133* FOIA 

THOMPSON B50B1 10184* FOIA 

THOMPSON 8506110190* FOIA 

THOMPSON 8506110199* FOIA 

THOMPSON, B. 85081 1 0 1 13 * FOIA 

THOMPSON.O 7907260993* SO 358 Q 

THOMPSON.D 8106220423* FOIA 

THOMPSON.O 8105220444* FOIA 

THOMPSON.D 8506120343* FOIA 

THOMPSON, D 8506140149* FOIA 

THOMPSON.H L 8212230204* FOIA 

THOMPSON, HL 8504100012* 50-373 Q 

THOMPSON.H L 8505220012 S0 2B9 P 

THOMPSON.H L 8505290320 60 269 I 

THOMPSON.H L 8505300120 50 413 S 

THOMPSON.H L 8506040561 50 358 A 

THOMPSON.H I B506040S84* 50-368 A 

THOMPSON.H.L 8508040614 50 296 Q 

THOMPSON.H, L. 8506060393 60 309 P 

THOMPSON.H L 8506140223* FOIA 

THOMPSON.H L 8506140462 60-271 F 

THOMPSON.H.L 8506170037 GEN TEC I S 

THOMPSON.H L. 8506170042 50 315 P 

THOMPSON.H L 8508170112 * 60-423 A 

THOMPSON.H L 8508180331 50 602 A 

THOMPSON.HL 8506180340* 60-602 A 

THOMPSON.H L. 8506180384* 60602 A 

THOMPSON.H.L 6506180433 50-295 P 

THOMPSON.H L. 8506240746 50-333 P 

THOMPSON.H.L 8506250389 50 348 F 

THOMPSON.HL 8506260302 50-324 P 

THOMPSON.HL 8506260511* 50-327 P 

THOMPSON.H.L 8506260739 60-237 P 

THOMPSON.HL 8506260765* 50400 A 

THOMPSON.HL 8506270230 50-312 Q 

THOMPSON.HL. 8506270453 50-412 A 

THOMPSON, KM 8606250060 WASTE MQT 

THOMPSON.O 8506100807 50-289 P 

THOMPSON.R.D 8S06060534* CONTRACT 

THOMPSON, R.D. 8506080780* 50-201 P 

THOMPSON.RD. 8606110509* CONTRACT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


THOMPSON.R D 

8506120306* 

CONTRACT 


THOMPSON.H D 

8506120476* 

CONTRACT 


THOMPSON.R D 

8506180351* 

FOIA 


THOMPSON.H D 

6506200082* 

CONTRACT 


THOMPSON.R D 

6506210395* 

CONTRACT 


THOMPSON.S 

8506040251 

50-528 

H 

THOMPSON.SR 

8506250340 

OA999 


THOMPSON.? K 

85061 10240* 

FOIA 


THOMS.K R 

6508060815 

NUREG 


THORNBERRY.H 

8506130177* 

50 354 

A 

THORNBERRY.R C 

8504020379 

50 275 

R 

THORNBERRY.R C 

8506070512 

50-275 

R 

THORNBURG.HO 

8006080581* 

50 496 

Q 

THORNBURG.H D 

9203120186* 

FOIA 


THORNBURG.H 0 

8506100302* 

50 498 

Q 

THORNBURG.H D 

8506140342* 

FOIA 


THORNTON.P 

8506030639 

50 456 

G 

THORNTON.P 

8506030839 

S0 4S6 

G 

THORNTON.P 

8506110522 

50 456 

G 

THORNTON.P 

8606110522 

50 456 

G 

THORNTON.P 

8506140195 

50 456 

6 

THORNTON,? 

8508140195 

60 456 

G 

THORNTON.P 

8506180169 

60-456 

6 

THOnNTON.P 

8506180169 

50 456 

G 

THORPE. J R 

8506050318 

PR 


THORPE.J R 

8506110588 

PH 


THRON.RW 

8506060139 

PR 


THURMOND.S 

8506060068* 

COMMISSION 

TIEMANN.JA 

6506270262 

50 295 

S 

TIKTINSKY.D 

B5060506S5 

WASTE RES 

TIKTINSKY.D 

BS06060649 

WASTE RES 

TILLMAN.A 

8506040861* 

50-395 

Q 

TILLMAN'.A. 

8506050158* 

70-143 


TILLMAN.A 

6508200243* 

50 400 

Q 

TILLMAN.A 

65062S0294* 

50-280 

Q 

TILLMAN.A. 

8506280052* 

60-261 

Q 

TINGLE, W.W 

8506100071* 

FOIA 


TINGLE.WW 

6506100079* 

FOIA 


TINSLEY.W.D. 

8506270368* 

CONTRACT 


TIPPS,S,a. 

8506030636 

50 366 

S 

TIPPS.Sa. 

8506040681 

60 321 

S 

TIPPS.S.S 

0506060718 

50-368 

s 

TIPPS.SB 

8508070065 

50 321 

8 

TIPPS,S B 

8506070094 

50-366 

S 

Tipps.se 

8506100020 

50 386 

s 

TIPPS.SB 

6S062000S4 

60-366 

s 

TIPPS.SB. 

8506200068 

50-368 

s 

TIPPS.S 0 

8508200411 

60-321 

s 

TIPPS.SB. 

8506240329 

50-366 

s 

TIPPS.S 0 

8506260447 

60-321 

s 

TIPTON.A 

8606120109* 

FOIA 


TIPTON.WJ. 

8506030372 

60 275 

p 

TIPTON.W.J 

6506240622* 

40-8794 


TOALSTON.AL. 

8500070360 

NUREG 


TOALSTON.A L 

8506280173 

NUREG 


TOBIN.W 

8506040503* 

50348 

Q 

TOBIN.W.J 

S5061 10237 

50 413 

s 

TOBIN.W J. 

8506210050* 

70-143 


TODREAS.NE 

8606200013* 

CONTRACT 


TOKUHATA.G K 

8506250087* 

69320 

F 

TOKUHATA.Q.K 

8506260091 * 

50-320 

F 

TOKUHATA.G K. 

8506250097* 

50-320 

F 

TOTH, A 

8506240243* 

50 397 

Q 

TOTH.A D. 

8506060517* 

60-307 

Q 

TOTH.L M. 

8606100496 

NUREG 


TOURIQNY.EG 

8506040303* 

60 344 

P 

TOURIGNY.EG 

8506040360 

60-285 

P 

TOURIQNY.eG 

8506040387* 

60 286 

P 

TOURIGNY.EG 

8506060346* 

60-317 

P 

TOURIGNY.E G. 

8506070624 

50 336 

F 

TOURIQNY.E G, 

8606070643 

60 344 

P 

TOURTELLOTTE.J, 

8506050196* 

FOIA 


TOURTELLOTTE.J 

85060S0204* 

FOIA 


TOWNSENO.B L 

8508190120 

CONTRACT 


TRABANT.E.A 

8506210395* 

CONTRACT 


TRAMM.TR. 

6504180106 

60 4S4 

P 

TRAMM,T.R 

8506280132 

60-464 

Q 

TRAVERS, W D. 

8606040009 

50-320 

R 

TRAVERS.W.O. 

8500110446 

50-320 

R 

TRAVERS, W.D 

8506200429 

50-320 

R 

TflAVERS.W.D 

8606210384 

60-320 

P 

TRAVERS, W.D. 

8506240426 

60-320 

Q 

TRAVERS, W D. 

8606240734 

60 320 

R 

TRAVISJ R. 

8506180526* 

FOIA 


TREBY.S.A 

8506070521 

50-445 

G 

TRIMBLE, D.C 

8506240541* 

50317 

Q 

TRINER,E.Q. 

8506310608* 

PR 


TRIPP.L, 

8506070328* 

60-293 

Q 


AUTHOR ACCESSION SUBJECl 

NUMBER CATEGORY 


TRIPP.L 

8506100649* 

50 412 

Q 

TRIPP.L E 

8506140117* 

SO 334 

Q 

TRIPP.L E 

8506140411* 

50 271 

Q 

TRIPP.L E 

8506140529* 

50293 

Q 

TROSKOSKI.WM 

8506140117* 

50 334 

Q 

TRUBATCH.S L 

8506040636* 

50275 

p 

TRUBATCH.S L 

8506120478* 

50.275 

p 

TRUBATCH.S L 

8506260216* 

40 1917 


TRUBATCH.S L 

8506260374* 

40-1017 


TSE.A 

8505310530 

PR 


TUCCINARDI.T 

0506280110* 

50-5 

Q 

TUCKER, Ha 

8506030204 

50.269 

s 

TUCKER.H B 

8506030524 

50-270 

s 

TUCKER.H 8 

8506040099 

50-369 

F 

TUCKER.H B 

8506040286 

SO 269 

P 

TUCKER.H B 

8506040472 

50 413 

F 

TUCKER.H 8 

8506040508 

50 270 

s 

TUCKER, H B 

8506040698 

50413 

s 

TUCKER.H B 

8506050024 

50 207 

p 

TUCKER.H B 

8506050265 

PR 


TUCKER.H B 

6506060662 

60-270 

s 

TUCKER.H B 

8506060794 

50 414 

s 

TUCKER.H B 

8506070112 

60-414 

s 

TUCKER.H.B 

8506070121 

50-269 

s 

TUCKER.H B 

8506070352 

50-414 

S 

TUCKER.H B 

8506070407 

50 270 

& 

TUCKER.H B 

8506070691 

50 413 

s 

TUCKER.H.B 

8506100017 

50 414 

s 

TUCKER.H.B. 

8506100560 

50269 

P 

TUCKER.H e 

0506110189 

50209 

J 

TUCKER.H B 

8506110267 

50 26S 

p 

TUCKER.H B 

0508110322 

50413 

Q 

TUCKER.H B 

8506120039 

60 289 

s 

TUCKER.H B 

8506120047 

50 269 

s 

TUCKER.H B 

6506140038 

50-369 

S 

TUCKER.H.S 

6506140083 

50 369 

s 

TUCKER.H B 

6506140632 

SO-270 

s 

TUCKER, H.e. 

8506140676 

50 369 

s 

TUCKER.H B 

8506170261 

50-369 

p 

TUCKER.H 8 

8506170460 

50-269 

p 

TUCKER, H 8. 

8506170403 

50-289 

p 

TUCKER.H 8 

8508170566 

50413 

s 

TUCKER.H B. 

0506170571 

50 413 

s 

TUCKER.H a 

8506170655 

50370 

S 

TUCKER.H B 

8506180136 

50 269 

p 

TUCKER.H B. 

8506180312 

50368 

p 

TUCKER.H.B. 

8506180360 

50 413 

F 

TUCKERH B 

8506190267 

50 369 

p 

TUCKER.H.B, 

8506200092 

50 269 

F 

TUCKER.H B 

8506200297 

50-269 

F 

TUCKER.H B. 

8508210022 

60-413 

Q 

TUCKER.H B. 

8506210026 

50-369 

Q 

TUCKER.H B 

8508210002 

50-269 

P 

TUCKER.H B 

8506210263 

50-369 

0 

TUCKER, H B. 

8500210436 

50 413 

S 

TUCKER.H B. 

8606210473 

50 289 

Q 

TUCKER.H.B 

0506210476 

50 269 

Q 

TUCKER.H B. 

0508210494 

50-370 

Q 

TUCKER.H.B 

0606240019 

50-413 

s 

TUCKER.H B. 

8506240021 

50 413 

Ft 

TUCKER, H.a. 

850Q24QQ3Q 

60-413 

S 

TUCKER.H.B. 

8506240033 

50-369 

s 

TUCKER,H.B 

8606240038 

50-269 

n 

TUCKER.H.B 

8506240044 

60-369 

R 

TUCKER.H B. 

8508240051 

50-369 

s 

TUCKER, H a. 

6506240206 

60-389 

Q 

TUCKER.H.B, 

8506260256 

50 413 

S 

TUCK6R,H.a. 

8S06280481 

60-370 

s 

TUCKER.H B 

8506260490 

60 370' 

s 

TUCKER.H.B 

8506260602 

50 370 

s 

TUCKER.H8. 

8608260573 

60370 

s 

TUCKEfl.RB 

8S06270271 

50-369 

p 

TUCKER, H a. 

8508270618 

604(8 

p 

TUGKER.HB 

8606270827 

50-370 

5 

TUCKER.H.B 

8506270808 

60 269 

s 

TUCKER, H.B 

8608270902 

50 369 

s 

TUCKER, H.B 

8606200047 

60 413 

p 

TUCKER, H.a. 

8606280Q98 

60-369 

p 

TUCKER, M 

8606240761* 

WASTE MGT 

TUCKER.M. 

8608260194* 

WASTE KGT 

TUCKER.M. 

8506260198* 

WASTE MGT 

TUCKER, M.K. 

8606050006 

WASTE MQT 

TUCKER, M.K 

8506060313 

WASTE MQT 

TUCKER.M K. 

8508110216* 

WASTE MGT 

TUCKER.M.K. 

8606110227* 

WASTE MGT 

TUCKER.M.K 

8506110233* 

WASTE MQT 

TUCKER.M.K 

8508110243* 

WASTE MGT 

TUCKER.M.K 

8606240368 

WASTE MQT 
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TUCKER.M K 

8506240361* 

WASTE MGT 

TUCKEH.M K 

Bsoaa^ioayo* 

WASTE MGT 

TUCKER.M K 

0508240372* 

WASTE MGT 

TUCKER, MK 

0506240378* 

WASTE MGT 

TUCKER.M K 

0506240301* 

WASTE MGT 

TUCKER.M K 

8506240305* 

WASTE MGT 

TUCKER, M K 

0506240719 

WASTE MGT 

TUCKERM K 

0506240724* 

WASTE MGT 

TUCKER, MK 

0506240732* 

WASTE MGT 

TUCKERM K 

0506240738* 

WASTE MGT 

TUCKERM K 

0508240742* 

WASTE MGT 

TOCKER,MK 

0506240748* 

WASTE MQT 

TUCKER, MK 

8506250109 

WASTE MGT 

TUCKER MK 

0506110202 

WASTE MGT 

TUCKMAN.M S 

0506200092 

60-269 

F 

TUCKMAN.M S 

0508200297 

50-269 

F 

TULON.T 

0506050792* 

60 454 

S 

TUNKLEIN.K W 

8506070404* 

50-440 

E 

TURK.SE 

8506110363 

50-462 

G 

TUnNBULL,K R 

8506070391 * 

REGGD 


TYLER.JH 

8506030205 

QA9a9 


UDALL.M K 

8406210050* 

50-275 

U 

UOAIL.M K 

6506260205* 

FOIA 


UO£U,R 

0407050017* 

50 416 

U 

UDY.AC 

0505160420* 

50-220 

F 

UDY.AC 

0506030352* 

50-324 

P 

UOY.AC 

8506190426* 

50 277 

F 

UHRIG,RE 

0506110250* 

50 250 

R 

ULLRICH, W T 

0506030320 

50 352 

S 

ULLRICHW T 

8506040219 

50 352 

S 

ULLRICKWT 

0506040695 

50 352 

s 

ULtRICH.WT 

0506040703 

50 352 

s 

ULLRICH.WT 

0506040706 

50 352 

s 

ULLRIGH.WT 

6506050290 

50 352 

s 

UURIGH.W T 

0506060669 

50 352 

s 

ULLRICH.WT 

OS06070714 

50 352 

s 

ULLRICH.WT 

0506100501 

50 352 

s 

ULLRICH.WT 

8506 170274 

50 352 

s 

ULLRICH.W T 

0506200099 

50 352 

s 

ULLRICH.WT 

0506210477 

50-352 

s 

ULLRICH.W.T 

0506240539* 

50-277 

R 

ULLRICH.W T 

0506250492 

50-352 

s 

UMDEL.D. 

6506210360 

CONTRACT 


UPRIGHT.CM 

6506200326* 

50-302 

Q 

UPRIGHT.CM. 

8506270762* 

50-340 

0 

UiRQAN.RJ 

8506210497* 

50-219 

0 

VACCA,PG 

0506240232* 

FOIA 


VALASQUEZ,J R 

6506110147 

40-0728 


VALERO, B 

8506100266 

QAOOO 


VAN DRUNT.E E 

8506030400 

50-528 

F 

VAN BRUNT.ee 

8506030431 

60 520 

Q 

VAN BRUNT.EE 

8506030490 

50 528 

S 

VAN BRUNT.EE 

8506030528 

50 520 

S 

VAN BRUNT, E.E 

OS0604O371 

50 528 

P 

VAN BRUNT.E E 

0506060545 

60 528 

s 

VAN BRUNT.E E 

8506060550 

SO 528 

s 

VAN BRUNT.E E 

8606060661 

SO 528 

s 

VAN BRUNT.E E 

8506060560 

SO 528 

s 

VAN BRUNT.E E 

8506060582 

60-529 

s 

VAN BRUNT.E E 

8506060638 

50-528 

s 

VAN BRUNT.E E 

8506100244 

60-528 

R 

VAN BRUNT.E E 

8506100578 

50-520 

P 

VAN BRUNT.E E. 

8506100593 

50-529 

A 

VAN BRUNT.E E 

8506100605 

50-520 

F 

VAN BRUNT.EE 

0506100660 

50-520 

P 

VAN BRUNT.E E 

8506110300 

50-528 

V 

VAN BRUNT.E E. 

85061 10439 

50 528 

F 

VAN BRUNT.EE, 

8506130420 

50-520 

S 

VAN BRUNT.EE. 

8506130430 

60-520 

P 

VAN BRUNT.E E 

8506130407 

50-520 

P 

VAN BRUNT.E, E 

8506140014 

60 520 

S 

VAN BRUNT.EE. 

8506140023 

SO 528 

s 

VAN BRUNT.E E. 

8506140453 

60 528 

J 

VAN BRUNT.EE 

8606 170053 

50 528 

s 

VAN BRUNT.EE 

0506170186 

50-528 

s 

VAN BRUNT.E.E 

8506170194 

50-528 

s 

VAN BRUNT.EE 

8506170305 

50-528 

s 

VAN BRUNT.EE. 

8506160168 

50-620 

E 

VAN BRUNT.EE. 

8506180199 

50-528 

Q 

VAN BRUNT, E.E. 

8506200108 

60-528 

S 

VAN BRUNT.EE. 

8506200384 

50-528 

s 

VAN BRUNT.E.E, 

8506240670 

50-520 

s 

VAN BRUNT.E E 

8506260002 

50-529 

s 

VAN BRUNT.E E, 

8506250448 

50 520 

p 

VAN BRUNT.E.E, 

8506260346 

60 528 

s 

VAN BRUNT.e.B 

8606280030 

50 520 

s 

VAN BRUNT.E E 

8506280053 

60 528 

0 

VAN BRUNT.EE 

8508280079 

50-528 

s 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


VAN BRUNT.E E 

VAN DER STAD.A 

8506280069 

8506260267 

50-528 

PR 

P 

VAN KESSEl.H F 

8506060763* 

50 423 

0 

VAN KESSEL.H F 

850607043B' 

50 443 

0 

VAN VLIET.J 

8506140287* 

50 209 

p 

VAN VLIET.J 

8506140302* 

50 289 

p 

VAN VLIET.J A 

8506140312* 

50-289 

p 

VAND£L,T E 

8506060061 * 

50 461 

Q 

VANDENBERG.D 

8506200481 

50 255 

R 

VANDENBURGH.C 

8506060391 ' 

50 454 

Q 

VANDEWALLEOJ 

8506110397 

50-155 

P 

VAND£WALLE,OJ 

8505130211 

50-155 

P 

VANDEWALLE,DJ 

0506140511 

50 155 

Q 

VANDEWALLE.DJ 

8506170442 

50 255 

0 

VANDEWALLEOJ 

0506190365 

50 255 

Q 

VANDEWALLE.DJ 

8506200346 

50 255 

P 

VANDEWALLE,DJ 

8506250246 

50 255 

P 

VANDYNE,K W 
VANHOOMISSEN.J 

8506270776* 

0506120498 

50 413 

71 9001 

Q 

VARELA,A A 

8506210288* 

50 271 

Q 

VARGA, S A 

8404230298' 

50 316 

P 

VARGA,S A 

8506040036* 

50 311 

P 

VARGA.S A 

8506040049 

60 250 

P 

VARQA.S A 

8506040205 

50 305 

P 

VARGA.S A 

8506040439* 

50 250 

P 

VARQA.S A 

8506040445* 

50 250 

P 

VARGA.S A 

8506040456* 

50 272 

P 

VARQA.S A 

8506040462* 

50 3 

P 

VARGA.S A 

8506040467* 

50 348 

P 

VARGA.S A 

8506040471 * 

50 247 

P 

VARGA.S A 

8506040599 

50-305 

P 

VARGA.S A 

8506040626 

50-340 

P 

VARQA.S A 

0506050010* 

50-280 

P 

VARQA.S A 

8506050016* 

50-250 

P 

VARGA.S A 

8506050402* 

50-261 

P 

VARGA.S A 

8506060024 

50 247 

P 

VARGA.S A 

6506060156 

50-340 

P 

VARQA.S A 

8506060163 

50-334 

P 

VARGA.S A 

8506060101 

50-280 

0 

VARGA, S.A 

8506060325* 

50 340 

P 

VARGA.S A 

8506060364* 

50-272 

P 

VARGA.S A 

8506060470* 

50-206 

P 

VARQA.S, A. 

8506060571 

50-315 

P 

VARQA.S A 

8506060504 

50-305 

P 

VARGA.S A 

8506060592 

50 364 

P 

VARGA.S A 

0506060675* 

50-235 

P 

VARGA,SA 

8606070006 

60 315 

P 

VARGAS A 

8506100033 

50 286 

P 

VARQA.SA 

0506100843 

50 200 

P 

VARGA.S A 

0506180040* 

50 311 

P 

VARGA.S A 

8506100557* 

50 272 

P 

VARQA.SA 

0506190491 

50 206 

P 

VARGA.S A 

0506100494 

60 266 

P 

VARGA.S A 

8506100509 

50 286 

P 

VARGA, S.A 

8506200142 

50 295 

P 

VARQA.SA 

0506200414 

60 250 

P 

VARQA.SA 

8506200416* 

60 311 

P 

VARGA.S A 

0506210360 

50 247 

P 

VARQA.S A 

06062600S1 

50 286 

P 

VARGA.S, A 

8506260066 

50 348 

P 

VARGA,S.A 

8506270709 

50 295 

P 

VARQA.S A 

8506270901 

50 247 

P 

VARRICCHIO.M 

VASLOW.F 

VASQUEZ.RJ 

0506150316 

0506140405 

8506040367 

50 483 
NUREQ 

40 1341 

Q 

VASSALLO.D B 

0307180367* 

50 259 

P 

VASSALLO.D B 

0506030662 

60 333 

P 

VASSALLO.D B 

8506050592 

50 220 

P 

VASSALLO.D.B. 

0506050596 

60 324 

F 

VASSALLO.D B 

0506050624 

50 293 

F 

VASSALLO.D B 

B506050815 

50 333 

F 

VASSALLO.D B 

8506060753* 

50-298 

P 

VASSALLO.D B 

8506070081 

50-324 

P 

VASSALLO.D B 

8506070066 

50 324 

P 

VASSALLO.DB 

8506120091 * 

50 324 

P 

VASSALLO.DB 

8506120109 

50-271 

P 

VASSALLO.D B. 

‘)S06I20119 

50 220 

P 

VASSALLO.D B 

8506120134 

50-324 

P 

VASSALLO.D B. 

8506120139 

60-331 

F 

VASSALLO.D B 

3506140336 

50-254 

P 

VASSALLO.D.B 

8506140384* 

50-333 

P 

VASSALLO.D B. 

850'61 40658 

50-263 

P 

VASSALLO.D B 

8506170081 

50-324 

P 

VASSALLO.D B. 

8506170089* 

50-324 

P 

VASSALLO.D B. 

8506170114* 

50-331 

P 

VASSALLO.D 8. 

8506170160* 

50 331 

P 

VASSALLO.D 8 

0508170173* 

50 265 

P 

VASSALLO.D.B, 

8508170222* 

50 331 

P 
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VASSALLOpDS 8505170383* SO 333 P 

VASSALLO.D 8 8506170408* 50 265 P 

VASSALLO,D8 8506170 4 53 50 254 P 

VASSALLO.D 8 8506170509* 60 2S3 P 

VASSALLO.DS 8506170516* 50 331 P 

VASSALIO.DB 8506170531* 50 263 P 

VASSALLO.DB 8506170633 50 220 P 

VASSALIO.DB 8506170648 50 220 P 

VASSALLO.DB 8506170653 50-331 F 

VASSALLO.D B 85061 70662 50-265 P 

VASSALLO.DB 8506200187* 50-331 P 

VASSALLO.DB 8506210418 50-333 F 

VASSALLO.DB 8506210426 50-293 F 

VASSALLO.DB 8506210444 SO 293 P 

VASSALLO.D B 8506240007 50 333 Q 

VASSALLO.DB 8506240205* 50 220 

VASSALLO.D B 8506240281 50 259 

VASSALLO.DB 8506240316 50 331 

VASSALLO.D B 0506240503 50 333 

VASSALLO.D B 8506240683' 50 271 

VASSALLO.D B 8506240624 50 333 

VASSALLO.D B 8506240629 50 298 

VASSALLO.D B 8506240636 50 324 

VASSALLO.D B 8506240638 60 331 

VASSALLO.D B 8506240649 50 324 

VASSALLO.D B 8506260082 SO 259 

VASSALLO.D B 8506250098 50 220 

VASSILAROS.M G 8506260731 NUREQ 

VAUGHAN.CM 8506130371 70 1113 

VAUGHAN.CM 8506130374 70 1113 

VEERLING.J P 85061 10269* FOIA 

VEERLfNG,J P 8506110362* FOIA 

VEERLING,J P 85061 10395* FOIA 

VEERUNG,J P 8506110430* FOIA 

VENTO.B F 8403050301 ' FOIA 

VENTURA, JO 0506260177* 60 317 Q 

VERMA.TR 8506250049 WASTE MGT 

VERMA.TR 8506250107 WASTE MGT 

VERRELLLO M 8506040632 50 259 Q 

VERRELLI.O M 8506170220 60 395 Q 

VERRELLLO M 05062001 61 60 250 Q 

VERRELLLO M 0506200239 60 400 Q 

VERRELLLO M 0506240307 60 390 Q 

VERRELLLO M 85062705B7 50 324 Q 

VERRELUDM 8506270596 50 259 Q 

VERRELLI.O M 8506270705 60 430 Q 

VERRELLLO M 85062707 1 2 50 327 Q 

VERRELLI.O M 8506270735 60 340 Q 

VERRELLI.O M 8506260011 60 261 O 

VERRELLI.O M 8506280048 50 261 Q 

VERRELLI.O M 0506280217 50 303 Q 

VIAS.SJ. 8506270632* 60 430 Q 

VICTOR.KJ. 8506060092' 50 300 F 

VIERGUT2.0J 8506110105* FOIA 

VIERGUTZ.OJ 8506110193* FOIA 

VIERGUTZ.OJ 0506110209* FOIA 

VIERGUTZ.O J. 05061 10204* FOIA 

VIERGUTZ.OJ 0506110208* FOIA 

VIETH.D.L 8506240498* WASTE MGT 

VIETH.D L 8506240655 WASTE MGT 

VIETH.D L. 8506250328 WASTE MGT 

VIETT).A 8506100784 60 445 A 

VIETTLA L 8506110052 50 445 A 

VILLA.R 8506050418* 50-373 P 

VILLA.R 85061 10481 TOPREP 

VINCENT.B.G 8506190077 NUREQ 

VITO.D 8506070343* 60-3B7 O 

VITO.D 8506250384* 60-354 Q 

VITO.D J 8506260677* 50-333 O 

VOEGELE.M D 8506240496 WASTE MGT 

VOQLEWEOE,J 8506050531* WASTE RES 

VOGT.DK 8506060413 WASTE RES 

VOLGENAU.E. 8506240177* FOIA 

VOLLMER.D 8506150273* FOIA 

VOLLMER.R.H 8306200349* FOIA 

VOLUME R.R.H 0306200020* FOIA 

VOLLMER.RH 8306290607* FOIA 

VOLLMER.RH 8310120468* FOIA 

VOLLWER.R H 8404260060* FOIA 

VOLLMER.RH 8506160257* 60-395 E 

VONRIESEMANN 8506210196* FOIA 

VOSBUflY.F. 9206300203* 60-208 P 

WAQNER.D 8506060555 50-364 A 

WAGNER.D. 8506200293 50 364 A 

WAQNER.M,E 8506200252 50 289 G 

WAGNER.P.C. 8506060559* BO-287 P 

WAQNER.WJ, 8506060383* 50-629 Q 

WAHL.N. 8506040486 60-346 F 
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WAITE, R S 

B5060605I7* 

50 397 

Q 

WATSON.fl A 

8506260704 

50 400 

Q 

WENZINQER.E C 

0506240593 

50 293 

Q 

WALD.P S 

6506050485' 

50 289 

P 

WATTERS.J P 

8506120238 

70-1201 


WERES.O 

8506060810 

NUREG 


WALKER, D 1 

8506190344' 

40 7308 


WEADOCK.A 

8506280110* 

50-5 

Q 

WERME.L 0 

8506050555* 

WASTE RES 

WALKER, J B 

6506050020 

50-259 

S 

WEADOCK.A A 

8506040628* 

50 213 

Q 

WESCOTT.H M 

8506210301* 

50-443 

Q 

WALKER, J Q 

8506050461 

50 259 

S 

WEBER.M F 

0506050468 

WASTE MGT 

WESTAFER.G R 

8506030147 

60 302 

P 

WALKER,J V 

8606250074' 

FOIA 


WECHSELB EAGER 

8506210497* 

50-219 

Q 

WESTAFER.G R 

8506050514 

PR 


WALKER,R D 

8603260235 

50 335 

0 

WEEKS, E D 

8506070253 

50-1 33 

R 

WESTAFER.G R 

0506070020 

50 302 

S 

WALKER,RD 

8604160374 

50-348 

F 

WEGELE.A E. 

8506040663 

50-341 

S 

WESTAFER,G R 

8506100007 

50 302 

S 

WALKER, R D 

8506040493 

50 348 

Q 

WEGELE.A E 

8506050360 

50-341 

s 

WESTAFER.G R 

8506100279 

60-302 

P 

WALKER.R D 

8506040657 

50 395 

0 

WEGELE,A E 

8506060306 

60 341 

s 

WESTAFER.G R 

8506110554 

PR 


WALKER,R D 

8506050166 

50 335 

F 

WEGELE.A E 

8506060365 

50-341 

s 

WESTAFER.G R 

8506120113 

50 302 

P 

WALKER, R D 

8506200307 

50 302 

Q 

WEGELE,A E 

8506060382 

50-341 

s 

WESTAFER,G R 

8500140041 

50 302 

n 

WALKER,R D 

8506200470 

50 261 

F 

WEGELE.A E 

8506060405 

60-341 

s 

WESTAFER.G R 

6506180349 

50 302 

p 

WALKER,H D 

BS062 10049 

50 335 

Q 

WEGELE,A E 

8506060418 

50 341 

s 

WESTAFER.G R 

8506180412 

SO-302 

p 

WALKER, R D 

8506210129 

50-327 

F 

WEGELE.A E 

8506070082 

50-341 

S 

WESTAFER.G R. 

6506200260 

50 302 

p 

WALKER,H D 

8506210254 

50 250 

Q 

WEQELE,A E 

8506070202 

50 341 

s 

WESTAFER.G, R 

8506210047 

50 302 

Q 

WALKER,R D 

8506210402 

50 259 

0 

WEGELE.A E 

8506070400 

50-341 

R 

WESTAFER.G R, 

8S0G2103S4 

50-302 

F 

WALKER,RD 

&5062 10427 

50 400 

Q 

WEGELE,A E 

6506100798 

50 341 

S 

WESTAFER.G R 

8500210365 

50 302 

a 

WALKER.R D 

8506210426 

50-259 

Q 

WEGELE.A E 

8506180300 

50-341 

S 

WESTAFER,G R 

8508240046 

50 302 

Q 

WALKER,R D 

8506210480 

50 259 

Q 

WEGST.W F 

8506270291 

50-142 

R 

WESTAFER.G R 

8506240110 

50-302 

p 

WALKEfl,R D 

8506210506 

50-335 

Q 

WEIDLER.R R 

8506280104* 

60-369 

P 

WESTAFER.G R 

8606240102 

60 302 

F 

WALKER,R 0. 

8506210522 

50 321 

Q 

WEIGANDJ.G 

8506100387 

SO 456 

Q 

WESTAFER.G R 

0506250387 

50 302 

P 

WALKER,R D. 

8506240525 

50-369 

F 

WEIL.CH 

8506250315* 

50-329 

Q 

WESTAFER.G R 

8506250436 

60 302 

F 

WALKER,R D 

8506240551 

50-338 

F 

WE(L,C H 

8506250321 * 

50-206 

P 

WESTAFER.G R 

8506250400 

50 302 

P 

WALKER,R 0. 

8506240511 

50 269 

F 

WEINSTEIN.M S 

8506060535 

REGQD 


WESTBERQ.R A 

8506270521* 

50 255 

Q 

WALKER,R D. 

8506270628 

50 438 

Q 

WEIR.G J 

6506140669* 

PR 


WESTOVER,A T 

8506100130* 

FOIA 


WALKER,H D, 

8506270829 

50-369 

Q 

WEISE.S P 

8506240324' 

50 390 

Q 

WHAN.G A. 

8500170179 

50 252 

n 

WALKER.R D 

0506270672 

60 302 

Q 

WEISE.S P 

6506270719* 

50 438 

Q 

WHAN6.J 

8506050565* 

WASTE RES 

WALKER,R,D 

8506270751 

50-413 

Q 

WEISS, A J 

8606060147 

NUREG 


WHATLEY, S K 

850605068.1 

WASTE PES 

WALKER.R D 

8506270763 

50 424 

Q 

WEISS, A J, 

8506070372 

NUREG 


WHATLEY.S.K 

8506050006 

WASTE RES 

WALKER,R D 

8506270600 

50-250 

Q 

WEISS, 0 

85DE050594 

40 8029 


WHATLEY.S K 

6506070073 

WASTE RES 

WALKER.R D 

8506270862 

50 416 

Q 

WEISS, ER 

8506060485* 

50-289 

T 

WHATLEY,S K 

8506130506 

NUREG 


WALKER,R D 

8506270890 

50 259 

Q 

WEISS, £ R, 

8506060405* 

50 289 

T 

WHATLEy.S.K 

8506250009 

WASTE RES 

WALKER,R L 

8506270643 

50-330 

Q 

WEISS, E R 

8506110012 

50 289 

P 

WHATLEY.S K. 

6506260046 

WASTE RES 

WALLACE,MJ. 

8506110528* 

50 458 

G 

WEISS.J D, 

8506190351* 

40-0586 


WHEELER, LW 

8506120022* 

FOIA 


WALLACE,P R 

6506040463 

50 326 

S 

WEISS, M M. 

0506180056 

50-289 

F 

WHEELER.R.M 

0506060254* 

60 423 

Q 

WALi-ACE.P.R 

8506050442 

50 328 

s 

WEISSaERQ,S 

8506110335* 

FOIA 


WHIPPLE, S 

6506070267 

50 20 

R 

WALUCE,P R. 

8506100126 

50-327 

R 

WELDON, D 

0506180303 

FOIA 


WHtTCOMB.H C, 

8506270007* 

60 261 

Q 

WALLACE,P.R, 

8506240254 

60 327 

S 

WELLISH.P 

8506060464 

50-133 

H 

WHITCOMB.H C, 

8506280023* 

50-281 

Q 

WALUCE,P R. 

8506260527 

50-327 

S 

WELLS, J R 

8506130555 

50 445 

S 

WHITE, J R 

8506200240* 

50 423 

Q 

WALLACE.P R, 

8506270267 

50 327 

S 

WELLS.J,R 

6506140051 

50 445 

s 

WHITMAN,D. 

8506130237 

SO 29S 

F 

WALLACE,P R. 

8506270797 

SO-327 

S 

WELLS, J R, 

8506140067 

50 445 

s 

WHITMAN.G.D. 

8506660015 

NUREG 


WALLERSTE1N,C 

8506030332' 

SO 528 

T 

WELLS, J R 

8506200391 

50-445 

s 

WHiniER.Q D. 

8506040419 

60 309 

P 

WAMBACH.T, 

8506170475' 

50 265 

P 

WELLS, J R 

8506200397 

50 445 

s 

WHITTIER.G.D 

0506050232 

60 300 

P 

WANG,J C, 

85061 2O209’ 

FOIA 


WELLS, J R, 

8506240158 

60 445 

s 

WHITTIER, Q,D 

0506050453 

SO 309 

F 

WANe,J,C 

85061 40005' 

71-315 


WELLS. J R, 

8506240363 

50 445 

S 

WHITnER,Q,D 

8506060084 

SO 309 

F 

WANG.Y K. 

6506130467 

NUREG 


WELLS, J R 

BS06240513 

50-445 

s 

WHITTIER, G D. 

0506070206 

6Q-309 

S 

WARD.D A 

8506170226 

ACflS 


WELLS, J R 

8506240549 

50 445 

s 

WHITTIER, Q.D 

8506070462 

60-309 

P 

WARD,DA. 

8506170376 

ACflS 


WELLS, M 

85081 10608* 

50-445 

A 

WHITTIER,G D, 

85001 0037Q 

50-309 

Q 

WARD.D.A 

8506170425 

ACRS 


WELLS, R,W 

8506100147 

TOPREP 


WHITTIER.G D 

8506100374 

50 309 

n 

WARD, DA 

8506170519 

Acns 


WELLS.R,W 

8500100147 

TOPREP 


WHiniEH,G D. 

0500100394 

50-309 

p 

WARD.JJ 

8506100353* 

40 7308 


WELSH.J A 

0506120562* 

FOIA 


WHITTIER.G.D 

6506140225 

so 309 

F 

WARD.JJ 

85061 90369* 

40 7308 


WELSH, J A 

8506130097* 

FOIA 


WHITTIER.G D. 

8506140263 

50 300 

p 

WARD.J.J, 

8506190377' 

40-7308 


WELSH, J A, 

0506130103* 

FOIA 


WHITTIER,G,D 

0506140414 

50-309 

p 

WARD.JJ 

8508180378* 

40 7308 


WELSH.J A 

8506180305* 

FOIA 


WHITTIER.G D. 

8506170204 

50 309 

s 

WARD.KD, 

8506100631* 

50 455 

a 

WELSH, J A, 

0506180300* 

FOIA 


WHITTIER.G.D, 

8506160279 

60 309 

p 

WARD,K.D 

8506250230* 

50 329 

Q 

WELT, M, A 

8506220228 

FOIA 


WHITTIER.G D, 

8500200354 

60 309 

s 

WARD.RC. 

6506060056 

WASTE MGT 

WEN.P.C 

8506070257* 

50-286 

Q 

WHITTIER.G.D 

8500210135 

50-309 

p 

warembourg,d,w. 

6506030222 

60 267 

Q 

WEN,P C 

8506070564* 

50 289 

Q 

WHITTIER.G, 0. 

0506210135 

60 309 

p 

WAREMBOURQ.OW. 

8506140444 

60 267 

s 

WENNER.TJ 

8500180315* 

50-324 

P 

WHITTIER.G.D 

0506210201 

50-309 

p 

WAREMBOURG.DW 

8506260229 

60-267 

p 

WENSELfl G. 

8506170667 

NUREG 


WHiniER.G D 

8606260561 

50-309 

H 

WAHEM0OUHG,D.W, 

8506270101 

50 267 

p 

WENSUWSKLF A 

8506050250 

50-206 

Q 

WHinLER,G.D 

8506UQ476 

50-309 

P 

WAREMBOURG.DW. 

6506270116 

50-267 

p 

WENSLAWSKI.FA, 

6506120218* 

50133 

P 

WHITTLESEY, K.A. 

8506030167* 

SO 458 

0 

WAREMBOURG.DW, 

8506270277 

60-267 

Q 

WENSUWSKI.F.A 

8506200439 

60-275 

Q 

WICK.E.A 

8606050562 

WASTE RES 

WAREMBOURG.DW 

8506270306 

SO 267 

P 

WENSUWSKI.F A 

85062201 05* 

50-208 

Q 

WICK.E A. 

0506050767 

WASTE WOT 

WAREMBOURG.DW 

8506280187 

60-267 

P 

WENSUWSKI,FA 

8506240132 

60-224 

Q 

WICK.E A. 

8606070054 

WASTE RES 

WARNER, D.L 

8506190207* 

40-8586 


WENSUWSKI.F A, 

8506240326 

50 206 

Q 

Wl0MAYER.□.^ 

8506060505 

27-47 


WARNER.D L 

8506190276* 

40 8586 


WENSUWSKI.F.A. 

8506240377 

60-275 

0 

WIDMAYER.DA 

8606100709 

27-47 


WARNER,JW 

8506040361* 

50-329 

H 

WENSUWSKLFA. 

8506250354 

50-528 

F 

W(DMAYER,D A. 

8606120010* 

FOIA 


WARNICK.R.F 

8506050106 

50-455 

Q 

WENSUWSKI.F.A 

0506250410 

50 276 

F 

WIDMAYER.D.A. 

8506120025* 

FOIA 


WARN/CK,R.F 

8506070422 

50 461 

Q 

WENSUWSKI.F A 

0506250455 

60 344 

F 

WIDMAYER.DA, 

8606120043* 

FOIA 


WARN|CK,R,F 

8506140388 

50-440 

Q 

WENZINGER.E. 

8506140401 

60-271 

Q 

WIDMAYER,D.A 

0506120121 

27-47 


WARNICK.R F, 

6506210108 

50 461 

Q 

WEN2INQER.E C. 

8506040137 

SO 423 

Q 

WIDMAYER.D A. 

8606120123* 

FOIA 


WARNICK,R,F 

8506210114* 

50-461 

Q 

WENZINGEH,E.a 

6506060734 

50-170 

Q 

WlDMAYER,0 A, 

G6Q61 20165* 

FOIA 


WARNICK.R,F. 

6506210211 

50-440 

Q 

WENZINGER.E.C. 

8506070310 

50-293 

Q 

WIEDEMAN.D.G. 

8506210232* 

FOIA 


WARN1CK,R.F. 

8506240127 

50-440 

Q 

WENZINGER,E.C. 

6506100446 

60-29 

Q 

WIEDER.A.V. 

8506110466* 

70-1257 


WARNICK.R F. 

8506240130* 

60-440 

Q 

WENZINGER.EC. 

8506100567 

60-271 

P 

WIEGERS.N.E. 

8S06260422 

60 445 

H 

WARNICK.R F 

8506240154 

50-454 

Q 

WENZINGER.E.C 

8606140111 

SO 334 

Q 

WieQERS.N.E. 

6506260422 

50 445 

H 

WARNICK,R.F, 

8506240160* 

50 454 

Q 

WENZINQER.E C 

8506140392* 

FOIA 


WIESEMANN,R,A 

8506040520* 

50-482 

P 

WARWICK.R 

6506140534 

60-461 

S 

WENZINGER,EC, 

8506140523 

50-293 

Q 

wiesemann.ra. 

8506130287* 

60 282 

P 

WASTLER.S L 

8506060709* 

40-8728 


WENZINGER.E C 

8506200164 

60-193 

Q 

WIESEMANN.R,A 

8506180164* 

TOPREP 


WASTLER.S.L 

6506200087 

40 8714 


WENZINQER,E.C, 

8506210300 

so 213 

Q 

WIEST.T, 

8506110599* 

50 358 

Q 

WASTLER.S L. 

6506200105 

40-8697 


WENZINQER,E.C, 

8506210369 

50 246 

Q 

WlGQINS.e. 

6506030576* 

CONTRACT 


WASTLER.S L 

6506200254 

40 6502 


WENZINGER.E.C 

8506240179 

50-271 

Q 

WIQQ(NS.E. 

8606040526* 

CONTRACT 


WASTLER.S.L 

8606210437* 

40-8714 


WENZINGER.E C, 

8506240259 

50-334 

Q 

WIGGINS, E. 

6606050330* 

CONTRACT 


WASTLER.S L. 

8506240144 

40-8728 


WENZINGER.E.C 

8506240311 

50-271 

Q 

WIGGINS, E. 

8506050451* 

CONTRACT 


WASTLER.S.L 

BS06280797 

40 0760 


WENZINGER.E C. 

8506240536 

50 317 

Q 

WIGGINS, e. 

B5O6OSO630* 

FOIA 


WATERMAN.M E. 

65061410624 

50-261 

P 

WENZINGER, E,C. 

8506240572 

50-423 

Q 

WIQGINS.E. 

0606060114* 

FOIA 
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W'jGQIN5.E 

v.:ggins.e 

WGGU4S.E 

V%’K3GINS,E 

8506060524* 
8506060624* 
8506060724* 
8506060731 * 
8506060764* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILLIAMS.MQ 
WILL1AMS,MQ 
WILLIAMS.M Q 
WILLIAMS.M Q 
WILLIAMS.M Q 

^XSGKIS.E 

1A1CGINS.E 

Vb1QGINS,E 

WQGINS.E 

M1GGINS.E 

8506070125* 

8506070707* 

8506170388* 

8506180584* 

8506190136* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILLIAMS.MQ 

WILLIAMS.MQ 

WILLIAMS.MQ 

WILLIAMS.MQ 

WILLIAMS.MQ 

^/aGlNS.E 

1AK3G!NS,E 

WKSGIN^S.E 

V,1GGI^S,E 

WIGGINS.E 

8506200111* 

6506240287* 

8506260473* 

8506260587* 

8506270363* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

WILLIAMS.MQ 
WILLIAMS.M G 
WILLIAMS.M Q 
WILLIAMS.M Q 
WILLIAMS.M H 

VY!GGIigS.E 

^■X3<3INS.EJ 

WIGGJNS,EJ 

V;iGG!MS,EJ 

V^HQGrNS.EJ 

8506270386* 

8506060101* 

8506060157* 

8506170145’ 

8506240249* 

CONTRACT 

FOIA 

FOIA 

CONTRACT 

CONTRACT 

WILLIAMS.M H 
WILLIAMS,0 G 
WILLIAMS.R. 
WILLIAMS.R E 
WILLIAMS.R E 

WIGGINS.J 

WGGINS.J 

WjGGINS,J 

1MQQINS.J7 

WGGINS.JT 

8506070955* 

8506210244* 

8506240575* 

8506200163* 

8506210162* 

50 352 Q 

60 354 Q 

50 336 Q 

60 354 Q 

50 410 Q 

WILLIAMS.R E 
WILLIAMS.R E 
WILLIAMS, R.E. 
WILLIAMSEN.N.R 
WILLIAMSEN.N R 

WIGGJiNS,JT 

WGGiNS.JT. 

WGGFNTON.DL 

WllOFONG.LA. 

WILGJS.WS 

8506210260* 

8506240095* 

8506120144 

8506070047 

8506200421 

50 271 Q 

50 317 Q 

50 315 P 

60-344 n 

SO 302 0 

WILLIFORD.R.E 
WILLIS.CA 
WILLIS.J L 
WILLSEY.W 0 
WILLSEY.W.B 

WiliGUS.WS 

WILGUa,WS 

WILGUS.WS, 

WSLGUS.WS 

WLQUS.WS 

8508210012 

8506210026 

8506210052 

8506210213 

8506210443 

60-302 0 

60-302 Q 

60-302 Q 

60-302 Q 

60-302 Q 

WILLS EY.W.B 
WILLSEY.W B 
WILSON,A.K 
WILSON.A K 
WILSON.B. 

V 1 ILQUS.W.S 

WILKe.P.H 

WILKIN SON, EP. 

W1LLETT.DJ. 

WI!LLIAM5,CC. 

8506280198 

8506110514 

8506130160* 

8506210134* 

8506050045* 

60-302 Q 

PR 

FOIA 

50-206 Q 

60-373 Q 

WILSON.B. 
WILSON.B 
WILSON.B. 
WILSON.B, 
WILSON.B A 

WULIAMS.CC 
WILLI AMS, OC. 
WILLI AMS.C.C 
WILLIAMS, C,C 
WILLIAMS,© C. 

8506190221* 

8506210252* 

8606240304* 

8506260209* 

8506270242* 

60-263 Q 

60-440 Q 

60-282 Q 

60-440 Q 

50-341 Q 

WILSON.B A, 
WILSON.B.A 
WILSON.B.A. 
WILSON.B A 
WILSON.B.D 

WILLIAM S,OC. 
WILLIAMS,©© 
WILLIAM S,DL 
WILLrAMS,OD. 
WILLrAMS,H 

8500180477* 
8500160638* 
8506040501 ‘ 
9606060234 
8608210271* 

FOIA 

FOIA 

60-466 Q 

60-263 F 

60 277 Q 

WILSON.C.N 
WILSON.L R 
WILSON.L.R 
WILSON.L R 
WILSON.L R. 

WILLIAMS, HL. 
WILLIAMS, J A 
WILLIAMS.J.W. 
WILLIAMS,JW. 
WILLIAMS,JW. 

8506110497* 

8506030501 

8503260239* 

8503280803 

8506040058 

60 440 F 

60 406 J 

50 335 Q 

60 261 S 

50 260 P 

WILSON.L R 
WILSON.R, 
WILSON.R C 
WILSON,R,F. 
WILSON.R P. 

WILLI AMS, J.W. 
WILLIAMS,JW, 
W]LtlAMS,JW 
W5LLrAMS,JW, 
WILLIAM S,JW. 

8506040166 

8506040327 

8506040334 

8506040348 

8506040365 

60-250 P 

60 260 P 

60 260 P 

60 250 Q 

60 250 Q 

WILSON, W E, 

WILSON.W.E, 

WINDHAM.R 

WINDT.W.E 

WINE,D,E. 

WILLIAMS,JW 
WILLIAWS,JW. 
WILLI AMS,J.W. 
WJLLIAMS.JW 
WILLIAMS^JW. 

8506040469 

8506060009 

8506060553 

8606060766 

8506070457 

60-336 F 

60 260 S 

50 250 S 

60 261 S 

60-336 P 

WINSO,J,H, 
WINTER,G 
WINTER, G, 

W QP R 

wiseKiburg.m r. 

WILLIAMS, J.W 
WILLtAMS,JW, 
WILLfAMS,J.W 
WILLIAMS, J.V 1 / 
W1LLIAMS,JW, 

8506100116 

8506110250* 

8606110263* 

8506140028 

8506170108 

60-250 R 

60-260 R 

60-260 R 

60 260 P 

60-260 P 

WISENBURG,M.R, 
WiSENBURQ,M.R. 
WISENBURQ.M R. 
WISENBURG.M.R. 
WISENBURG.M.R. 

WJLLIAWS.J.W, 

WL1IAMS,JW 

WILLIAMS,J,W. 

V^LtlAMS,JW. 

WILLIAMS.J.W. 

8500170638 

8506180208 

8506200367 

8506240123 

8606240503 

60-300 S 

50-260 P 

60-260 Q 

60-336 P 

60-260 P 

WISENBURG.M.R. 

WISENBURG,M.R. 

WISENBURG.M.R. 

WISENBURG,M.R 

WISSINK.R.Q, 

WILLI AMS. JW. 
WaLfAMS.J.W, 
WlLLrAMS.J,W. 
vflLLIAMS,JW. 
WILLI AMS.JW. 

8506240644 

8506260429 

8506270426 

8506270436 

8506280038 

60-261 8 

60-389 S 

50-260 S 

60-261 S 

60-336 P 

WITHER, B.D, 

witherIluv.f 

WITHERS, B.O, 
WITHERS, B.D. 
WITHERS, B D. 

W1LLIAMS,J.W. 

WfLLIAMS.M. 

WILLI AMS, M, 

IffiLLrAMS,MQ. 

WiLLrAWS,M.Q. 

8606280114 

8506150243* 

8506260393 

8506030134 

8506060472 

60-260 P 

FOIA 

60-482 R 

60-482 S 

60-482 S 

WITHERS, B,D 
WITHERS, B D. 
WITHERS. B.D. 
WITHEflS.a.D 
WITHERS.a D. 

WlLLIAMS,M,Q 
WILLIAMS,M.Q, 
WILLI AMS,M,Q. 

0508060611 

8500060530 

8506070030 

60-482 S 

60-482 8 

60-482 8 

WITHERS.8,D. 
WITHERS, 8, D, 
WinENBURQ,K.C, 
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0506070036 

50 482 

S 

WCELFLING.M 

8606030403 

50-269 

G 

8506070053 

50 482 

S 

WCELFLING.M 

8506030409* 

50-289 

G 

0506070670 

50-482 

s 

WCHLD.P R 

8605100582* 

50-373 

Q 

6506070676 

50 482 

s 

WOJCKOUSKI.AV 

8506140356 

60-263 

s 

0506100034 

50-402 

s 

WOJNAS.E 

8506170280* 

50-277 

Q 

8506120401 

50 482 

s 

WOJTUELEWICZ.J 

0506040253 

50-237 

s 

0506120555 

50 482 

s 

WOJTULEWIC2,T. 

8506120117 

50-237 

s 

8506170174 

50 482 

s 

WOLFE.K 

8506110268* 

FOIA 


8506170309 

60 482 

s 

WOLFE,K. 

0506110274* 

FOIA 


0506170317 

50 482 

s 

WOLFE.S J 

6506040682 

50-320 

G 

0506240034 

50 482 

s 

WOLFGRAMM.R P 

8506210198* 

50-397 

P 

0506240126 

50 402 

s 

WOLLENBERG.H A 

8506060910 

NUREG 


6506240157 

50 482 

s 

WOLLETT.S 

0506100635 

CONTRACT 


0506240219 

50 482 

s 

WOLLETT.S, 

0506100643 

CONTRACT 


0506200296 

50-445 

A 

WOLLETT.S. 

0506100674 

CONTRACT 


0506260127 

50 445 

A 

WOLLETT.S. 

0506250212 

CONTRACT 


850625024B 

FOIA 


WOLLETT.S. 

B506250274 

CONTRACT 


8506050611 

WASTE RES 

WOLLETT.S 

0506260260 

CONTRACT 


6506050709 

WASTE RES 

WOLLETT.S, 

0506280201 

CONTRACT 


0506100661 

WASTE RES 

WOLTNER.E 

8506060075* 

50-203 

Q 

8506110624 

WASTE RES 

WOLTNER.E 

8506070615* 

50-219 

Q 

8506250093 

WASTE RES 

WONG.C N 

8506190042 

NUREG 


8506260312 

WASTE RES 

WONG.H J 

8506060254* 

50 423 

Q 

8506190176* 

50-2 

Q 

WONG.K S 

8506060807 

NUREG 


8506240555* 

50-282 

Q 

WOODARD.C H 

8506240512* 

50 354 

Q 

8506060567 

NUREG 


WOODARD,J D 

6606070373 

SO 346 

R 

8112020790* 

60-133 

P 

WO0DARD,J D 

8506070385 

50 364 

R 

8506250401 

50 400 

F 

WOODARD, J D 

8506170539 

50 340 

s 

8506060809 

50-277 

R 

WO0DARD,J D 

8506240041 

60-348 

R 

8506110384 

50-277 

P 

WOODAHD,J D. 

0506240671 

50-304 

R 

8506240007 

50-352 

P 

WOODARD, J.D 

6506260359 

50-348 

S 

8506240533 

60 277 

R 

WOODFIN.R L 

6506190336* 

REVIEW GR P 

8506050355* 

FOIA 


WOODHEAD.C P. 

9506060300 

SO 440 

Q 

8506050365* 

FOIA 


WOODRUFF.RW 

6506060302* 

50-172 

W 

8506220047* 

50 206 

P 

WOODS.DD, 

0506100410* 

50 315 

F 

0506220052* 

60 206 

P 

WOODS.D L. 

6506130319* 

FOIA 


8506220057* 

60 206 

P 

WOOLDRIDQE.R A 

6506030240 

50 445 

G 

8506220063* 

50 206 

P 

WOOLDRIDQE.R A 

6506140207 

50 445 

Q 

8506220067* 

50 206 

P 

WOOLDRIDQE.R A, 

0506140297 

60 445 

Q 

8506200177* 

50 335 

Q 

WOOLERY.EM 

8606220136* 

50 302 

P 

8506200179* 

60 269 

Q 

WOOLtRY.EM 

0506220139* 

50 382 

P 

8506200220* 

60 280 

0 

WOZNIAK,S F 

8506110413* 

60 305 

P 

8506200264 • 

50 302 

Q 

WREATHALL,J 

8506130132 

NUREG 


8506240342* 

50 302 

Q 

WREATHALUJ 

0506130369 

NUREG 


8506140609* 

XPORTLIC 


WRIGHT.CI, 

0506210006 

60 261 

S 

8506050561* 

WASTE RES 

WniQHT.Q.C 

8506070533* 

60-255 

Q 

8506220149* 

50 382 

P 

WflIQHT.Q C 

8500240653 

60-295 

Q 

0500220163* 

50 3B2 

P 

WniQHT.Q.C 

0506240659 

60 315 

Q 

8506220155* 

50 3B2 

P 

WflIQHT.Q C 

8506280002 

60-255 

Q 

8508220167* 

SO 3B2 

P 

WflIQHT.NA 

8506030509* 

40-2081 


8506220169* 

60 3B2 

P 

WflIQHT.NA. 

8506060320 

60-352 

G 

8506050485* 

SO 289 

P 

WRIGHT.NA 

8506190363 

50-352 

G 

8506120233* 

60-302 

Q 

WRIQHT.RJ. 

06060601 99 

WASTE MQT 

8506210228 

SO-219 

F 

WRIGHT.RJ 

8506060235 

WASTE MGT 

8506140446 

60-261 

Q 

WRIQHT.RJ 

0506060721 

WASTE MQT 

8506030173 

60 27 

F 

WRIQHT.RJ. 

0506060727* 

WASTE MGT 

8506070709 

60 27 

H 

WRIGHT.RJ. 

8506260060 

WASTE MQT 

9506130237 

SO 298 

F 

WRIQHT.RJ. 

8506260366 

WASTE MGT 

9506130161 

QA999 


WRIGHT.S.V. 

0506050 853 

27-48 


8506240613 

PR 


WRIGHT.SV. 

0506260256 

27-48 


9506130422* 

60 206 

Q 

WULLER.Q,E 

8506190101* 

40-7309 


8506050723 

WASTE RES 

WULLER,Q,E, 

8506190203* 

40 7308 


9506260033 

WASTE RES 

WUILER.Q E 

8506190216* 

40-7308 


9506160348* 

50 382 

0 

WULLER.Q,E, 

8506190382* 

40 7308 


0506030258 

50 496 

A 

WULLER,Q E 

8508190386* 

40 7308 


0506040443 

50 496 

A 

WULLER,Q E 

8506190394* 

40 7308 


9506100168 

50 498 

A 

WULLER,G.E, 

8506190409* 

40 7300 


95061 10092 

50 498 

A 

WUlLEn,Q E 

8508190413* 

40 7309 


9506110517 

SO 496 

A 

WULLER.Q E, 

8506190421* 

40 7309 


9506170055 

so 498 

A 

WULLER,Q E, 

8508190423* 

40-7308 


0506240455 

SO 496 

A 

WULLER.Q E, 

8506190428* 

40-7309 


9506240461 

60 498 

R 

WURTZ.E, 

8508110234* 

FOIA 


9506270806 

60 496 

A 

WURTZ,E,A. 

8506110119* 

FOIA 


9506260207 

50 496 

A 

WYANT.FJ. 

8506240313 

NUREG 


9506190481 

PR 


WYNGAHDEN.S.D, 

8506240216* 

40-7455 


8506050162 

50 344 

P 

WYNNE.J,G, 

8506250483* 

50 322 

S 

8506110211 

WASTE MQT 

WYNNE, J Q 

8506260489* 

60 322 

Q 

8506060257 

SO 344 

P 

WVNNE.J,G, 

9506250490* 

60 322 

A 

8506100011 

60 344 

F 

WYNNE, J.Q, 

8506260164* 

50 322 

A 

0506170437 

50 344 

I 

YANDELL,LA, 

8506200120* 

60 285 

Q 

8506160290 

60-344 

V 

YANQ,J. 

8606180521* 

FOIA 


8506160322 

60-344 

P 

YANG,J. 

8506180521* 

FOIA 


8506180442 

50-344 

P 

YANQ,J. 

8506180523* 

FOIA 


8506180450* 

60-344 

P 

YANG, J.W. 

8508180528* 

FOIA 


8506180469 

60-344 

P 

YANKOWSKI,R.S. 

85061201 12 

60-213 

S 

8506180492* 

50-344 

P 

YARQES,RJ, 

8506030420 

PT21 


8506200263 

60-344 

P 

YARQES.RJ- 

8506070184 

QA999 


8506070188 

60-374 

S 

YJN.IT. 

8508140267* 

60-237 

Q 
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B506270719* 

50 438 

Q 

VORK,WG 

6506120Q08 

50 317 

J 

YOSHIMOTO,S 

8506D30339* 

50-528 

T 

YOSHIMURA.T 

8506140564* 

XPORTUC 


YOUNG.F 

8506140073* 

50 289 

Q 

YOUNG/ 

8506140110* 

50-289 

Q 

YOUNG/ 

8506140155* 

50-289 

Q 

YOUNG/ 1 

8506140096* 

50-289 

Q 

YOUNG/ I 

8506140193* 

50-289 

Q 

YOUNG, T. 

8506050363* 

50 529 

0 

YOUNG.T 

8506060583* 

50-275 

0 

YOUNG.T 

8506240237* 

50 397 

Q 

YOUNG, T 

8506240243* 

50-397 

0 

YOUNGBLOOD/ J 

8504020145 

50 440 

A 

YOUNGBLOOD,BJ 

8504170295 

50-440 

E 

YOUNGBLOOD, B J 

3506030116 

50 456 

A 

YOUNGBLOOD,B J 

8S060400B1 

50-454 

P 

YOUNGBLOOD/ J 

8506050152 

50 482 

P 

YOUNGBLOOD,B J 

8506060166 

60 440 

A 

YOUNQBLOOD,BJ 

8506100782 

50 483 

P 

YOUNGBLOQD.B J, 

8506120534 

50 440 

E 

YOUNGBLOOD/ J, 

8506130447 

50 423 

A 

YOUNGBLOOD/ J 

8506130454 

50-423 

A 

YOUNGBLOOD,B J 

8506130515 

60 423 

A 

YOUNGBLOOD/ J 

8506130518* 

SO 423 

A 

YOUNGBLOOD/ J 

8506140166 

60 482 

E 

YOUNGBLOOD/ J 

8506140317 

60 454 

P 

YOUNGBLOOD,BJ 

8506140666 

50-423 

A 

YOUNGBLOOD,B J 

8506140670 

50 440 

A 

YOUNGBLOOD.BJ 

8506140674 

60 440 

A 

YOUNGBLOOD/ J 

8506170101 

50 423 

A 

YOUNGBLOOD, B,J 

8506180223 

50 440 

F 

YOUNGBLOOD/ J 

8506180505 

SO 454 

P 

YOUNGBLOOD/ J 

8506190526 

50-423 

A 

YOUNGBLOOD, B J 

9506200184 

60 482 

E 

YOUNGBLOOD, B J 

6506260553 

50 440 

S 

YOUNGBLOOD.a J. 

6506260559 

50 440 

B 

YOUNGBLOOD/ J 

8506260669 

SO 440 

F 

YOUNGBLOQD.B J 

6506260694 

SO 462 

P 

YOUNGBLOOD, B J 

0SO628O224 

50 440 

A 

YUHAS.G 

8506120107* 

50-133 

Q 

VUHAS,G 

8506240340* 

50-206 

Q 

VUHAS,G P 

6506050260* 

60-206 

Q 

YUHAS.G P 

8506120173' 

50-133 

P 

YUHAS.G P 

8506220126* 

50-206 

Q 

YUHAS.Q.P 

8506240143* 

SO 224 

Q 

YUHAS.G P 

8506240402* 

50 275 

Q 

ZAELKE.D 

8506180164 

60-208 

P 

ZAELKE.D J 

8506220066* 

50-206 

G 

ZAHNLEUTER.R J 

8506270533 

60-322 

G 

ZALOSH.R.Q 

8506180471* 

FOIA 


ZARROW.H 1 

0506210325* 

SO 556 

A 

ZARHOW.H 1 

B5062 10330* 

60-556 

A 

2ECH,G G. 

8506030001 

OAOSS 


ZECH.G G 

8506040199 

OAg99 


ZECH.G G 

85060406B9 

OAggg 


ZECH.G.G 

8506060073 

oAggg 


ZECH/ G 

8506110385 

PT21 


ZECH,G 6 

8506120060 

oAgog 


ZECH.G G 

8508120226 

50-302 

Q 

ZECH,Q G 

0506120233* 

so 302 

Q 

ZECHpG G. 

6506130240 

OAogo 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

ZECH.G G 

6506140379 

QA999 


ZECH.GG 

8506170587 

QA999 


ZECH.G.G 

8506170620 

QA99g 


ZECH.G G 

8506170623 

QA999 


ZECH.G G 

8506170626 

QA999 


ZECH.G G 

8506180355 

QA999 


ZECH.G G 

8506100414 

OA9g9 


ZECH.G G 

6506180455 

QA999 


ZECH.G G 

8506240265 

QA99g 


ZECH.G G 

8506250236 

QAggg 


ZECH.G G 

8506250413 

OA999 


ZECH.G G 

8506250423 

OAggg 


ZECH.G G 

650626QQQ6 

QAg99 


ZEH.TJ 

0506100382* 

50-346 

P 

ZENTNER.M A 

0506240695* 

CONTRACT 


ZERBE.J E 

0505310625* 

PR 


ZERBE,J E 

6505310629* 

PR 


ZERBE.J £ 

0506120471* 

50-275 

P 

ZER0E,J E 

8506130169* 

FOIA 


ZERBE,J E 

8506140325* 

FOIA 


ZILG.R G 

8506240287* 

CONTRACT 


ZIMMERWAN.JV 

6506030149 

XPORTLIC 


ZIMMERMAN/ V 

8506030286 

XPOflTLIC 


ZIMMERMAN/ 

0506060722* 

50-528 

Q 

ZIMMERMAN.S R 

6506050301 

PR 


ZIMMERMAN, S R, 

8506060463 

so 400 

F 

ZIMMERMAN.S R 

8506060496 

50 400 

A 

ZIMMEnMAN.S R 

8506110452 

50-400 

A 

ZIMMERMAN.S R 

85110130281 

50 400 

E 

ZIMMERMAN.S R 

8506140266 

50 400 

F 

ZIMMERMAN.S R 

8506180307 

50 324 

P 

ZIMMERMAN.S R 

8506190152 

50-261 

F 

ZIMMERMAN.S R 

0506191)274 

50-324 

F 

ZIMMER MAN, S R 

8506210234 

50 261 

P 

ZIMMERMAN, S,R 

85062S0402 

50 400 

Q 

ZIMMERMAN ,S R 

850B270435 

50 261 

H 

ZIMMERMAN.S R 

8506270490 

50-261 

P 

ZIMMERMAN.S R 

6506270804 

50 261 

P 

ZITZER.P, 

6506190310 

50-352 

G 

ZUCKER.M J 

65^6070550 

60-289 

G 

ZUCKER.M J 

8506070550 

50-289 

G 

ZUDANS.J J 

8010030030* 

FOIA 


ZUPKA,J M 

0506170223 

50 311 

S 

ZUPKO,J M. 

0506040239 

60-311 

s 

ZUPKO.J.M 

8506060034 

60-311 

s 

ZUPKO.J M 

8506200382 

50-272 

R 

ZUPKO.JM, 

8S06200540 

50-311 

R 

ZOPKO,J M 

8506210008 

50-311 

S 

ZURADOWSKI/ R 

0500170510* 

70-1257 


ZURAKOWSKI.PR 

8506060452* 

70-25 


ZWOLINSKI,J A 

8506100323 

50-206 

P 

ZWOLINSKI/ A 

8503260028 

50-155 

F 

2WOLINSKI.J,A 

8506030363 

50-206 

P 

ZWOUNSKI.JA 

8506030416 

60-244 

P 

ZWOLINSKUA 

6606100161 

50 237 

P 

ZWOUNSKLJ A 

8506110399 

50-219 

P 

ZWOLINSKUA 

8506110404* 

50 219 

P 

ZWOLINSKUA 

8506110540 

60-244 

P 

ZWOLINSKU A, 

8508110574 

60-246 

P 

ZWOL)NSKi,J,A 

8506110676* 

60-246 

P 

ZWOLINSKI,J A 

8606120127 

50-213 

Q 

ZWOLINSKU.A, 

8S0S1 20260 

50 409 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

2WOLINSKI.J A 

8506120267* 

50 409 

P 

ZWOLINSKI.J A 

0506120301 

50244 

P 

ZWOLINSKI.J A 

6506120305 

50 206 

P 

ZWOLINSKU A 

850B120313' 

50-205 

P 

ZWOLINSKU A 

0506)20315* 

50 244 

P 

ZWOLINSKU A 

8506120318 

50 219 

P 

ZWOLINSKLJ A 

8506120325* 

so-aia 

P 

ZWOLINSKI.J A 

8508190222 

50-244 

P 

ZWOLINSKU A 

8506130340 

50-1 5S 

P 

2WOUNSKI,J A 

8506130344' 

50-155 

P 

ZWOLINSKI.J A 

8506140354 

50 155 

P 

ZWOLINSKI.J A 

8506140500 

SO 1S5 

P 

ZWOLINSKU A 

0506140679 

50 237 

P 

ZWOLINSKI.J A 

8506140663* 

50 237 

P 

ZWOLINSKI.J A 

8506140888 

50-219 

P 

ZWOLINSKU A 

8508140689* 

SO 219 

P 

ZWOLINSKI.J A 

6506170024 

50 237 

P 

ZWOLINSKI.J A 

8506170026* 

50-237 

P 

ZWOLmSKI,J A 

6506170096 

50-409 

P 

ZWOLINSKI.J A 

0506170039* 

50-409 

P 

ZWOLINSKLJ A 

8SO617O110 

60-237 

P 

ZWOLINSKLJ A 

8506170123* 

50 237 

P 

ZWOLINSKI.J A 

6506170151 

50 219 

P 

ZWOLINSKU A 

6506170159* 

60 219 

P 

ZWOLINSKI.J A 

6506170163 

SO 155 

P 

ZWOLINSKLJ A 

8506170186* 

50155 

P 

ZWOLINSKI.J A 

0506170467 

60-255 

P 

ZWOLINSKI.J A 

8506170471* 

50-255 

P 

ZWOLINSKI/ A 

0506200009 

60-133 

H 

ZWOLINSKI.J A 

0506200109 

50-133 

11 

ZWOLINSKU A 

6506200206 

50-133 

H 

ZWOLlNSKI,J A 

8506200214 

50-133 

K 

ZWOLINSKU A 

8506200219 

50 133 

H 

ZWOLINSKLJ A 

8506200226 

50-133 

H 

ZWOLINSKI.J A 

6508200232 

50 133 

H 

ZWOUNSKLJ A 

6506200244 

50 133 

H 

ZWOLINSKU A 

8506200334 

50 133 

H 

ZWQUNSKl/,A 

85Q62QQ357 

50-213 

P 

ZWOUNSKLJ, A 

05D62Q03B3* 

60-213 

P 

ZWOUNSKLJ A 

8506210246 

50 255 

P 

ZWOUNSKLJ, A 

0506210374 

SO- 133 

H 

ZWOLINSKI/ A, 

8506240139 

50-133 

H 

ZWOLINSKLJ A. 

6506240266 

50 244 

P 

ZWOUNSKLJ A 

0506240271* 

50 244 

P 

ZWOLINSKLJ, A 

8506250121 

60 237 

P 

ZWOUNSKLJ A 

6506250363 

60 155 

F 

ZWOUNSKLJ, A 

8506250415 

50219 

P 

ZWOLINSKLJ A. 

0506260069 

50-133 

H 

ZWOLINSKLJ, A, 

0506260536 

SO 133 

H 

ZWOLINSKLJ A 

8506260540 

50-133 

H 

ZWOUNSKLJ.A, 

6506260540 

50-133 

II 

ZWOLINSKLJ A, 

8506260570 

50-133 

H 

ZWOLINSKLJ A. 

0506260670 

60-133 

H 

ZWOUNSKLJ A. 

0606260680 

50-133 

H 

ZWOLINSKLJ A 

0506260664 

60 133 

H 

2WOUNSKI.J A 

0600260600 

60-133 

H 

ZWOLINSKLJ A. 

0508260702 

60133 

H 

ZWOUNSKLJ.A, 

0506260714 

50-133 

H 

ZWOUNSKLJ A 

6506200007 

60-244 

P 

2WOLINSKLJ.A 

8606200010 

60 255 

F 

2WOLINSKLJ.A 

0506200012* 

60-244 

P 

ZWOLINSKLJ A, 

8506280013 

50-237 

P 

2WOLINSKI.J.A 

0506260029* 

60-237 

P 
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The subiect category' column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P, 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents, An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


5M Co , Minnesoia Mining & Manulaclurlng 

8506140360* 

FOIA 


(2ft- 

B5061 40406* 

FOIA 



0506100481 

PR 


ABC. Inc /ABC Nows 

8506120150 

FOIA 


ADCO Services, Inc 

6506180046* 

FOIA 


AJMR Coal Co 

0506260543 

PR 


ASM, Inc 

0506060530* 

CONTRACT 


AT&T Ball Laboratories (formerly Bell 
Telephone Laboraloriea, Inc) 

8506180056 

50 289 

F 

Aamodts 

8506060419* 

50 289 

H 

8506060461 * 

50 289 

T 


8506070550 

50-289 

G 

Ace-Federal Reporters, Inc 

8606050608* 

FOIA 


8506210310 

50 529 

T 

Acurex Corp 

8506110268* 

FOIA 


8506110274* 

FOIA 


Acfvaniced Medical Systems, Inc 

8506130065* 

71-5796 


Advanced Products Co 

6506140141 

QA999 


Aerospace America, Inc. 

8506250300 

WASTE RES 


Aerospace Coip 

B506050548 

WASTE RES 


8506050785 

WASTE RES 



8506240706 

WASTE MQT 


Air and Water Pollutloni Patrol 

0506030625 

50-352 

G 

8506070498 

50 352 

Q 


0506180102 

50-352 

Q 


0506100102 

50-352 

G 


0606180106* 

50-352 

G 


8506180106* 

60-352 

G 

Alabama Power Co 

8506030407 

50-348 

F 


0506040332 

60 340 

F 


8506070373 

60 348 

R 


8506070305 

50-364 

R 


0506100290 

50-348 

F 


8506110300 

50-346 

P 


8606120230 

60 364 

P 


8606130167 

50 364 

P 


6606170068 

50 348 

P 


8506170539 

60-348 

S 


8506190190 

50-340 

P 


8506190190 

60 340 

P 


B506200306 

50 348 

Q 


8506210434 

60 348 

Q 


8506240041 

60-348 

R 


8506240671 

50-364 

R 


8506260350 

GO 348 

S 


8506280059 

60-348 

F 

Alabama. Stalo of 

AJas-Ka. SWlo ol 

AMoison Roporllna 

8505310656* 

8506110264* 

0506120211* 

PR 

FOIA 

FOIA 


Amorrean Coirogo of Nuclear Physicians 
Amorfeart ElecIrlG Power Service Corp. 
American Environments Co. 

Amoiiican National Standards Instiluto 

8506140669* 

8506130218 

8506100268 

8506110537* 

8500170324* 

PR 

50 315 

OAOOO 

FOIA 

FOIA 

P 

American Nowspapor Publishers Assoclatio 
Arneriean Nuclear Insurers 

Arnoiican Nuclear Socioly 

8506260287 

8506180026 

8307130413* 

8606140230* 

PR 

FOIA 

FOIA 

FOIA 



8506200013* 

CONTRACT 


Amedcan Physical Society 

8506170268* 

8506170262* 

FOIA 

FOIA 


Wierican Society ol Mechanical Engineors 

8006090659* 

6506260530 

FOIA 

ORG 


Amencan Society ol Newspaper Editors 

8606260287 

PR 


Amonoan Slalistioal Association 

Anclorro. PalmJsano, DoCotiis a Harris 

Tin piloy a Associates 

8506050300* 

8506180174* 

8606080378* 

CONTRACT 

FOIA 

contract 



AUTHOR AFFILIATION 


Anlhony, R L 


Appalachian Coal Surveys 
Appel. R R-, 

Argonrte National Laboraloiy 


Arizona Public Sorvice Co 


ACCESSION 

NUMBER 


0506070453 
8506070453 
05060/0474 
B5 060704 74 
B506t 10500 

05061 10505 
6506110505 
0506110519 
85061 105 10 
8506260040 

6506110153* 

8506140599 

8506190316* 

0506190341* 

0506240493* 

0506240493* 

0506240501* 

0506240501* 

0506260798 

0506030400 

9506030431 

9606030490 

9506030400 

850G030490 

9506030520 

9506040371 

9506040371 

9506060546 

0506060550 

0508060591 

85D606056B 

8508060582 

8508060636 

8S00100244 

6506100578 

0506100581* 

8506100503 

8506100595* 

0506100605 

8506100660 

8506100662* 

6S0611030D 

8506110439 

8506130429 

8506130430 


SUBJECT 

CATEGORY 

50 352 
50 352 
50-352 
50-352 

59 352 

50-352 
50-352 
50 352 
50 352 
PR 

40 B728 
NUREQ 
REVIEW Gfl 
REVIEW QR 
50-295 

50 295 
50 295 
50-295 
WASTE MGT 
60-526 

50-528 

60-528 

50-528 

50-528 

50-528 

50-620 

50-628 

60-526 

50-528 

50-528 

50 526 
50 529 
50-528 
50 520 
50 520 

50-528 

60 529 
60 629 
60 628 
50 528 

60-628 
50-528 
50 528 
50-528 
SO 528 
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AUTHOR AFFILIATION 


Arizona. Slate cl 


Arizona, Un IV of, Tucson, AZ 
Arkansas Power & Ligtil Co 


Arkansas, Stale ol 
Army. Dept of 


Army, Depl. of, Headquarters Materiel 
DevelqpmenI & Readiness Command 
Army. Dept of, Toxic a Hazardous 
Materials Agency 
Associated Universities, Inc 


Atlas Minerals, Inc 
Atomic Energy of Canada, Ltd 
Atomic Industrial Forum 


Australia, Govt, ol 
S&8 Insulation Inc 
6IW Cable Systems, Inc, 

BWIP Engineering Management Systems 
BWR Owners Group 
Babcock & Wilcox Co 


Babcock & Wilcox Operating Plants Owners 
Group 

Baltimore Gas & Electric Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


850e2504<18 

50 528 

P 

0506260346 

50 528 

S 

0506280030 

50-528 

s 

8506280053 

50-528 

Q 

6506280079 

50 528 

S 

8506280089 

50 520 

P 

8504180281 • 

50 520 

P 

8506170345* 

PR 


0506030446* 

50 620 

F 

8506040251 

50-528 

H 

8506240003 

NUREQ 


8506240574* 

FOIA 


8506250051* 

CONTRACT 


8506030102 

50 313 

F 

8506030119 

50-368 

P 

8506050241 

50-366 

0 

8506070173 

50-368 

fl 

8506070501 

50-313 

R 

8506100505 

50-313 

P 

8506110273 

50-368 

F 

8506110495 

PR 


8506140427* 

50 313 

0 

8506180466* 

50-313 

0 

8506190393 

50 368 

S 

8506210268 

50-313 

p 

8506210268 

50 313 

p 

8506260199 

50-368 

p 

6506270390 

50 313 

F 

8506270390 

60-313 

F 

8506270666 

60 313 

F 

8506270666 

50-313 

F 

8505310649* 

Pfl 


7908130328* 

FOIA 


8506170530* 

40-0631 


8506170535* 

FOIA 


0506170541* 

FOIA 


6506170602* 

40 8631 


8506180003* 

40 8631 


8506180005* 

40 8631 


6506180006* 

40 6631 


6506180008* 

40-8631 


8506180011* 

40 6631 


8506180013* 

40 6631 


8506180051* 

FOIA 


8508160054* 

40-0631 


8001300605* 

FOIA 


7909070113* 

FOIA 


6506160482* 

FOIA 


6506180517* 

FOIA 


8506160521* 

FOIA 


8608260106 

40-3453 


6506170667 

NUREG 


8506050191 

PR 


8606160272* 

60-322 

P 

8506250347 

PR 


8506260226* 

CONTRACT 


8506150230* 

FOIA 


8506100292* 

FOJA 


B506D50431 

WASTE MQT 


8506100492 

TOPHEP 


8502220010 

60 250 

P 

6506030165 

TOPflEP 


8506100382* 

60-346 

P 

8508110443 

TOPREP 


6506120238 

70-1201 


85061 4Q23B 

70 27 


6506240413 

70 135 


6506270594 

TOPREP 


8506270597* 

TOPREP 


6506040122 

TOPREP 


6506040369 

TOPREP 


8506030009 

60-317 

Q 

6506030009 

50-317 

Q 

8506030028 

50-318 

S 

8606030314 

50 317 

S 

8506030314 

60-317 

s 

8506030381 

60 317 

p 

8506030361 

50-317 

p 

6508040053 

60 317 

Q 

6506060664 

60-317 

s 

8506070001 

50-317 

F 

6506070061 

60 317 

F 

0606070266 

60-317 

F 

8606070376 

50 317 

F 

0506070376 

60-317 

F 

8506070560 

60-317 

P 


AUTHOR affiliation 


Batlella Memorial InstiMe, Columbus 
Laboratories 


Battolle Memorial Institute, Pacific 
Northwest Laboratories 


Baxter Travenol Laboratories, Inc, 
Bechtel Corp. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8506070560 

50-317 

P 

8506070634 

60 317 

n 

6506110081 

50-317 

P 

8506110251 

60 317 

P 

8506110290 

60 317 

P 

B5061 10290 

50 317 

P 

8506110429 

PR 


8SD61 10543 

PR 


8506120008 

50 317 

J 

8506130414 

50-318 

S 

8506210069 

50-317 

R 

8506210069 

60 317 

R 

8506210078* 

50-317 

n 

8506210313 

GEN TEC 1 

s 

8506250208 

50 318 

s 

8506260016 

50-310 

s 

0508260148 

50-31,7 

F 

0506260148 

60 317 

F 

8506260170 

50 317 

0 

8506260233 

PR 


8506270327 

50 317 

R 

8506270327 

50-317 

R 

0506270432 

60 318 

S 

8506270530 

50 317 

P 

8506270530 

50-317 

P 

8506280005 

50 317 

0 

8506060746 

NUREQ 


8506100644* 

CONTRACT 


0506120500 

70 8 


8506130132 

NUREG 


8506130369 

NUREG 


8506180472* 

FOIA 


8506100474* 

FOIA 


0506180479* 

FOIA 


8506180480' 

FOIA 


8506190036 

NUREQ 


8407240367* 

SO 416 

s 

0407270358* 

FOIA 


8406090370* 

50 416 

3 

8400090373* 

60-416 

S 

8604120314 

60-206 

s 

8504120317* 

50 206 

s 

8505080133* 

GEN TEC 1 

S 

0506050549* 

WASTE RES 


8506050569* 

WASTE RES 


8500050673* 

WASTE RES 


0606060567 

NUREG 


0506100113* 

50-341 

f 

6606100118* 

60 341 

F 

0506110504* 

SO 440 

F 

8506140262 

PROJ 


0606140266* 

FOIA 


8506140337 

NUREQ 


6506140396 

NUREQ 


8506140415 

NUREQ 


8506160001* 

FOIA 


8606160063* 

FOIA 


6506170278 

50 200 

S 

8606170278 

50-206 

s 

8506170560 

NUREQ 


8506190026 

NUREQ 


8606190031 

NUREQ 


8508190396* 

60 368 

s 

8506240650 

NUREG 


8506260026 

NUREQ 


6506260362 

NUREQ 


8606260395 

NUREQ 


8606270333 

NUREG 


8506060137 

FOIA 


8606030062* 

60-528 

A 

8506030084* 

60 S28 

A 

8606030091 * 

50-528 

A 

0606030111* 

60-528 

T 

0606030116* 

50-528 

T 

0606030116* 

60-528 

T 

8506030116* 

60 528 

T 

8606030121* 

50 528 

r 

8508030121* 

60-626 

T 

8506030121* 

60 628 

T 

8506030126* 

60-526 

T 

8506030126* 

60-528 

T 

8506030126* 

60 528 

T 

8506030131* 

60-628 

T 

8506030142* 

60 528 

T 

8506030142* 

50-626 

T 

8606030142* 

60-528 

T 

8606030146* 

60 628 

T 
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AUTHOR AFFILIATION 


a«ndi)c Corp. 


Bendfx Field Enolnoerino Corp. 


Binder, Eleler, Mendelson & Wheeler, 
Inc., (formerly Blnder/Eister Associate 
Bishop, Liberman, Cook, Purcell & 

Reynolds 


Boston Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6506030146* 

50 526 

T 

8506030146* 

50-526 

T 

8506030174* 

50 526 

T 

8506030174* 

50 520 

T 

8506030174* 

50 526 

T 

8506030161* 

50 528 

T 

8506030161* 

50-528 

T 

8506030161* 

50-528 

T 

8506030190* 

50-528 

T 

8506030200* 

50-528 

T 

0506030246* 

50-528 

T 

0506030246* 

50-526 

T 

0506030246* 

50-528 

T 

8506030262* 

50-528 

T 

8506030252* 

50-528 

T 

8506030252* 

60-526 

T 

8506030266* 

50-528 

T 

8506030266* 

50-526 

T 

6506030266* 

60-528 

T 

6506030275* 

50-526 

T 

0506030275* 

60-628 

T 

8506030275* 

50-528 

T 

8506030313* 

50-528 

T 

8506030313* 

60-528 

T 

8506030313* 

60-528 

T 

6506030324* 

50-526 

T 

8506030324* 

50-520 

T 

0506030324* 

50-526 

T 

6506030332* 

60-520 

T 

8506110340* 

50-354 

A 

8506110536 

QAOOg 


8506120245* 

50-364 

P 

8506190305 

PR 


6506220003* 

50-206 

P 

6506220011* 

50-206 

P 

8506220014* 

60-206 

P 

6606220033* 

50-361 

P 

0506220040* 

60-361 

P 

6506220060* 

50-206 

Q 

0506220069* 

50-206 

P 

6506220109* 

60-361 

P 

6506220107* 

50-361 

P 

8506220112* 

50-206 

P 

6506220199* 

60-206 

P 

8506220201* 

50-206 

P 

8506220208* 

60-206 

P 

8506220210* 

60-206 

P 

6506220213* 

60-206 

P 

6606220216* 

50-206 

P 

6506220210* 

60-206 

P 

8606220221* 

60-206 

P 

8606220227* 

50-361 

P 

8506220231* 

60-206 

P 

6606220247* 

FOIA 


8606220261* 

FOIA 


8606220266* 

60-361 

P 

6606220261* 

50-206 

P 

8506260177* 

60-317 

Q 

6606060316* 

WASTE MQT 


6506110216* 

WASTE MQT 


0506110227* 

WASTE MQT 


8606110233* 

WASTE MQT 


6506110243* 

WASTE MQT 


6506240361* 

WASTE MQT 


6506240370* 

WASTE MGT 


0506240372* 

WASTE MQT 


0606240370* 

WASTE MQT 


6606240301* 

WASTE MGT 


6506240385* 

WASTE MQT 


8506240724* 

WASTE MQT 


8606240732* 

WASTE MQT 


6606240736* 

WASTE MQT 


6606240742* 

WASTE MGT 


6506240740* 

WASTE MQT 


6506240761* 

WASTE MGT 


6606260194* 

WASTE MQT 


6606260196* 

WASTE MQT 


6506190136* 

CONTRACT 


6606030395 

60-445 

Q 

6506030480 

50-413 

G 

6506100697 

60-445 

G 

8506100700 

60-460 

Q 

6606110343 

60-446 

G 

6606110406 

60-413 

G 

6506120126 

FOIA 


6506030230 

60-293 

P 

6506030367 

50-293 

P 


AUTHOR AFFILIATION 


Bracewoll & Paltorson 

BraunkohIo Transports Storage, Inc 
Brazos ElaeWe Power Cooperattvo, Inc 
Brook haven National Laboratory 


Brown & Root. Ino. (subs, of Halliburton 
Co) 

Brown Qovoil Corp. (subs, of Brown Boyar 
& Co., Lid.) 

Burns & Roe Co. 

Business & Professional People lor the 
Public Interest 

C-E Operating Plants Owners Group 
CBI Nuclear Co. 

CYQNA Energy Services 


Calllornla, Slate ol 


Calllornla, Unlv ol, Davis, CA 


California, Unlv, ol, Los Angeles, CA 
California, Unlv. ol, Santa Barbara, CA 
Calllornla, Unlv. ol, Santa Cruz, CA 


Campaign lor Prosperous Georgia 


Canada Atomic Energy Conirol Board 
Cardinal Industrial Products Corp. 
Carolina Power & Light Co, 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8506030367 

50-263 

6506030415 

50-293 

8506030423* 

50-293 

8506030443 

50-293 

B506O60S54 

50-293 

8506070076 

50-293 

0506110467 

PR 

8506120206 

50-293 

8506200255 

50-293 

8506200306 

50-293 

8506200422 

50-293 

8506240072 

50-317 

8506260227 

50-293 

8506260233* 

50-293 

8506250263 

50-293 

8506250453 

50-293 

8506260471 

50-293 

8506260046 

50-293 

6506260050* 

60-293 

8506170275* 

FOIA 

0506240057 

XPORTLtC 

8506260422 

50 445 

6309180353* 

FOIA 

6506040349' 

SO 352 

8S06060147 

NUREG 

6506060439 

WASTE RES 

6506060447* 

WASTE RES 

6506060456* 

WASTE RES 

6506060695 

TOPREP 

6506060705 

TOPREP 

6506060712 

TOPREP 

0506060714* 

FOIA 

6S06060S14 

NUREG 

0506070372 

NUREG 

6506110236 

WASTE RES 

6506120474 

WASTE RES 

8506120464* 

WASTE RES 

8506120492 

WASTE RES 

8506130175 

NUREG 

8506130467 

NUREG 

8506140405 

NUREG 

8608140593 

NUREG 

8506170275 

NUREG 

8506180416 

NUREG 

0506100467* 

FOIA 

6506100462* 

FOIA 

6506100464* 

FOIA 

8506160517* 

FOIA 

8506100518* 

FOIA 

8 506 100521* 

FOIA 

8503160523* 

FOfA 

8506180526* 

FOIA 

8608180530* 

FOfA 

8508180534* 

FOIA 

8608190077 

NUREG 

6506100103 

NUREG 

6506250164 

WASTE RES 

6508250278 

WASTE RES 

8506110698* 

SO 445 

65061 10334 

50-280 

8606200280 

TOPREP 

8506030359 

60-456 

8508100147 

TOPREP 

8508160099* 

FOIA 

8506200296 

60 446 

8506260004 

WASTE MQT 

0506260127 

50 445 

0505310664* 

PR 

8506060807 

NUREG 

0606250213 

STATE PRO 

8506210333 

PR 

8506210334* 

PR 

6506210336* 

PR 

8506270291 

50-142 

8606170034 

60 433 

8506190006 

FOIA 

6506240151 

FOIA 

8506250106 

60 424 

8508270402 

60-424 

8606270402 

60 424 

6506270469* 

60 424 

8506270469* 

60 424 

8506050652* 

WASTE RES 

8506250076* 

FOIA 

8503180255 

60-261 

8506030640 

50-261 


Q 

P 

P 

F 

S 

Q 

P 

F 

F 

R 

P 

P 

P 

S 

S 

s 

p 

p 


H 

P 


A 

S 

G 

A 

A 

Q 


R 

F 


F 

Q 





494 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION 

subject 


NUMBER 

CATEGORY 


8506030640 

50 261 

G 

8506040117 

50 325 

S 

8506050213 

50 325 

S 

8506050381 

PR 


8506060337 

50-324 

S 

8506060463 

50-400 

F 

8506060471 

50-325 

S 

8506060488 

50-324 

J 

8606060491 

50-400 

A 

8506060496 

50 400 

A 

8506070098 

50 325 

S 

8506070116 

50-400 

S 

8606070232 

50 261 

f 

8506070279 

50 261 

F 

8506070379 

50-261 

F 

8506070451 

50 400 

S 

6506070652 

50 325 

s 

8506070690 

50-400 

s 

6506100026' 

50 400 

s 

8506100176 

50 400 

s 

8506100723 

60 400 

G 

8506100879 

50 400 

S 

8506110437 

50-261 

F 

85061 10452 

50 400 

A 

8506110461' 

50 400 

A 

8506130217 

50-400 

T 

8506130226' 

50-400 

r 

8506130269 

SO 400 

T 

6506130275' 

50 400 

t 

8506130279' 

50 400 

T 

8506130281 

50 400 

E 

85061 400S9 

50 324 

R 

8506140059 

50 324 

R 

8506140060' 

50-324 

fl 

8506140060' 

50-324 

R 

6506140266 

50 400 

F 

8506140434 

50 400 

T 

85061 40S BO 

50-324 

S 

8506170363 

50 261 

P 

6506180151 

SO 400 

G 

8506180156' 

SO 400 

G 

8506160307 

50 324 

P 

6506180307 

50 324 

P 

8506190152 

50 261 

F 

8506190105 

50 261 

F 

8506190109* 

50 261 

F 

8506190197' 

60 261 

F 

6506190274 

50-324 

F 

8506190274 

50 324 

F 

65062001 22 

50-261 

R 

6506200449 

60 325 

S 

8506210006 

50-261 

S 

6506210063 

50 261 

Q 

8506210064 

60-324 

Q 

6506210064 

50 324. 

0 

6506210068 

SO 400 

Q 

8506210074' 

SO 324 

Q 

8506210154 

SO 261 

Q 

8506210203 

60 261 

Q 

8506210234 

50-261 

P 

0506210234 

so 261 

P 

0606210234 

60 261 

P 

8506210421 

50-324 

0 

8506210421 

50-324 

Q 

8506210458 

50 325 

S 

8506210461 

50 261 

0 

0506210464 

50-324 

0 

8506210476 

50 325 

s 

0506210488 

50-400 

Q 

8506240004 

50-326 

s 

8506240005 

60-326 

s 

6506240010 

50 326 

s 

8506240113 

50-326 

s 

8506240189 

50-400 

0 

8506240200 

50-400 

0 

8506240253 

50-261 

F 

8506240521 

60-324 

P 

8508240521 

50-324 

P 

0506240523* 

60-324 

P 

8506240523* 

50 324 

P 

8506250086 

50 324 

Q 

8506250086 

50-324 

Q 

8506250092* 

60-324 

Q 

6506260009 

50-324 

Q 

6506260366 

50-261 

F 

8506250401 

50-400 

F 

8506250402 

60 400 

Q 

6506260546 

50-326 

S 

8506260704 

50-400 

Q 


AUTHOR AFFILIATION 


Catalytic, Inc {subs of Air Products & 
Chemicals, Inc ) 

Center lor Energy & Environmental 
Management 

Chambers, J F , MO 

Chom Nuclear Systems, Inc 


Chemical Waste ManagemanI, Inc 

Cherokee Nation 
Chester County, PA 
Cincinnati Gas & Eleclnc Co 
Cillzons Association (or Sound Energy 


Citizens Concerned About Nuclear Power, 
Inc 


Citizens tor Sale Energy 
Cleveland Electric lllumlnaling Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8506270110 

50 324 

S 

8506270110 

50-324 

S 

8506270267 

50 325 

s 

8506270435 

50-261 

H 

8506270435 

50 261 

H 

8506270435 

50 261 

H 

8506270498 

50 261 

P 

8506270804 

50-261 

P 

8506280179 

50-325 

S 

6506130139' 

FOIA 


8506130152' 

FOIA 


6506220035* 

50-206 

P 

0506190358' 

PR 


8506130266' 

FOIA 


8506130273* 

FOIA 


8506100787 

WASTE MGT 


8506120481' 

FOIA 


8506130326 

71-9096 


8506130330* 

71-9096 


0506130346 

71 9094 


8506130359* 

71-9094 


8506130368* 

71-9094 


8506060813' 

50-277 

R 

0506140163 

40-0027 


8506030328 

50-352 

G 

B506110615' 

50-358 

A 

8506070546 

50-445 

G 

8506070546 

50-445 

Q 

8506070551' 

50 445 

G 

0506070561' 

50 445 

G 

8506140150 

60 445 

a 

8506140446 

50 445 

Q 

8506270373 

50 445 

G 

05062/0373 

50 445 

G 

8506270486 

50 445 

Q 

05062/0497 

50 445 

0 

8506270497 

50-445 

Q 

0506270551 

50-445 

Q 

0506270551 

60-445 

Q 

8506160036 

SO 490 

G 

6506160036 

50 498 

Q 

6506180038* 

50 498 

Q 

8506100030* 

50 498 

G 

6506280003 

50-498 

G 

8506280018 

50-498 

G 

8506260027 

50 498 

G 

8506240263 

FOIA 


8506030108 

60 440 

8 

8506030108 

50 440 

S 

8506030468 

50 440 

A 

8506030468 

60 440 

A 

8506030630 

50 440 

S 

8506030630 

50 440 

S 

8606060013 

50 440 

F 

6506060013 

SO 440 

F 

8506060219 

50 440 

G 

6506060219 

60 440 

Q 

8506060244 

50 440 

Q 

8506060244 

60 440 

Q 

8606070455 

SO 440 

S 

0506070455 

60 440 

S 

8506070467 

50-440 

e 

8506070467 

50-440 

E 

6506110293 

60 440 

A 

8506110407' 

50 440 

F 

8506120270 

50-440 

E 

8506120270 

50 440 

E 

0506120461 

50 440 

S 

6506120461 

60 440 

S 

8506120479 

50-440 

S 

8506120479 

50-440 

S 

8506120496 

70 2968 


8506140395 

60 440 

0 

6506140395 

60 440 

a 

8506140404 

60-440 

G 

8506170467 

60 440 

E 

8506170487 

SO 440 

E 

6506180217 

60 440 

F 

8506160217 

50-440 

F 

8506200330 

60-440 

e 

8506200379 

50 440 

s 

8506200379 

50-440 

s 

6506200390 

50-440 

s 

8506200390 

60-440 

s 

8506210245 

60 440 

A 

8506210322 

60 440 

G 


AUTHOR AFFILIATION 


Cotebrookdalo Township, PA 


Co'orado. Univ o( 

Colt tndusiiios, Inc 
Comboslion Enginaering, Inc 


Commorce, Dapl o(, National Bufoau of 
Standards 


Commerce, Depi of. National Technical 
Inroimation Sorvices 

Commerce. Dept of, Nall Oceanographic 
Almosphenc Administration 

Commiltee to Bridge the Gap 


Commonwealth Edison Co 


CORPORATE SOURCE INDEX 495 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8506210487 

8506240148 

8506240423 

8506240446 

8506250130 


50 440 
50 440 
50 440 
50 440 
50 440 


8506250130 

8506250191 

8506250191 

8506260490 

8506260490 


50 440 
50 440 
50 440 
50 440 
50 440 


8506260515 

8506270092 

8506270102* 

8506270249 

8506270249 


50 440 
50 412 
50 412 
50 440 
50 440 


S506260058 

8506260058 

8506110265* 

8506110265* 

8506110296* 


50-440 
50-440 
SO 352 
50 352 
50 352 


8506110206* 

0506250116* 

8506140490 

8506030219* 

8506100253 


50 352 
50 320 
50-271 
50-202 
50 470 


8506100332 

0506100420* 

0506110074 

8506160093* 

0506150095* 


50 470 
50 361 
TOPREP 
FOIA 
FOIA 


8506150172* 

8506060477 


FOIA 

WASTE RES 


8506120078 

0506120476* 


WASTE RES 
CONTRACT 


8506120523 

8506060731* 


70 398 
CONTRACT 


8506100504* 


CONTRACT 


8506050070 FOIA 

8506170250 FOIA 

0506190350* PR 

8506200136 FOIA 

8506210469 FOIA 


6506240560 FOIA 

8506250496 FOIA 

8503260293 60-456 Q 

8504180106 60 454 P 

8506030031 50 466 S 


8506030269 50 205 F 
8506030269 60-205 F 
8506030273 50-295 F 
0606030273 50-295 F 
8506030473 50 295 F 


8506030473 50 295 F 
8506030621 60-205 S 
0506030624 50-304 S 
8506030639 50-458 G 
8506030641 50 456 G 


8506030647' 50 456 Q 
8S06040008 50 237 S 
0506040090 60-237 S 
8506040253 50-237 S 
0506040258 50-254 R 


0506040357 50 264 F 
0506040357 60-254 F 
0506040438 50 456 S 
0506040546* 50-10 Q 
8506040666 50-237 Q 


8606040700 50 374 S 
8606040740 60 249 S 
0506040748 50-454 S 
8606040765 50-249 S 
8506050062 50 295 S 

8506050212 50 373 S 
8506050229 50 454 S 
8506050308 60-265 Q 
8506050337 50 454 P 
8508050337 50-454 P 

8506050393 60-373 P 
6606050393 60 373 P 
8606050411 60 373 P 
8506060440 60-249 P 
8508050445 60-237 P 

8606050446 60-237 P 
6606050447* 60-249 P 
8506060459 50-266 P 
8506050466 60 373 F 


8506050792* 

50-454 

S 

B506D606Q4 

50-249 

S 

6506070044 

50-304 

S 

8506070134 

50-237 

s 

8506070106 

50-374 

s 

8506070481 

50-454 

Q 

8506070699 

50-454 

n 

8506070701’ 

50-454 

R 

8506070704* 

50-454 

R 

0506100044 

50-10 

Q 

6506100241 

50-254 

Q 

8506100445 

50-265 

Q 

8506100531 

50-249 

Q 

8506100599 

50 237 

F 

8506100599 

50 237 

F 

6506110097 

50 237 

S 

8506110175 

50 464 

V 

8506110175 

50 454 

V 

0506110175 

50 464 

V 

85061 10309 

50-295 

P 

8506110309 

SO 295 

P 

6506110337 

50 454 

F 

8506110337 

50 454 

F 

8506110522 

50 466 

Q 

85061 10522 

50 456 

G 

85061 10528* 

50 456 

Q 

8505110528* 

50 456 

G 

8506120117 

50 237 

S 

6506140044 

50 237 

P 

8506140044 

50 237 

P 

8506140044 

50 237 

P 

8506140044 

50-237 

P 

8506140044 

50 237 

P 

0506140070 

50 373 

F 

6506140187 

50 456 

E 

8506140187 

50 456 

E 

6506140195 

SO 456 

G 

8506140195 

50 456 

G 

8506140231 

50 440 

G 

8506140231 

50 440 

G 

3506140241 

50 440 

T 

8506140241 

50 440 

T 

8506140253 

50 454 

F 

8506140361 

50 456 

G 

8506140361 

60 456 

Q 

6506140443* 

50-10 

P 

6506140480 

50-454 

F 

85061 40506 

50-454 

0 

85061 40506 

50-454 

Q 

8506140507 

50-456 

Q 

0506140524* 

50-10 

P 

8506 140530* 

50-10 

F 

6506140530* 

50-10 

F 

6506140531* 

50-456 

Q 

0506140536* 

50-10 

P 

8506140536’ 

50-10 

P 

85061 4053B* 

50-10 

P 

8506140536* 

60-249 

P 

8506140542* 

50-10 

P 

8506140542* 

50-10 

P 

8508140542* 

50-10 

P 

8506140542* 

60-249 

P 

8508140546* 

60 10 

P 

8506140546* 

50 10 

P 

8606140546* 

60 10 

P 

6606140546* 

60-249 

P 

8506140553* 

60-249 

P 

8506140553* 

50 10 

P 

8606140553* 

60 10 

P 

8506140653* 

60-10 

P 

6506140559* 

50-10 

P 

8506140559* 

50-249 

P 

8508140659* 

50 10 

P 

8500140559* 

60-10 

P 

8506140567* 

50-10 

P 

6506140577* 

SO 10 

P 

8506140583* 

50 10 

F 

8500140683* 

so 249 

F 

8500140591* 

50-10 

P 

8506140597* 

50-10 

P 

8506140601* 

50-10 

P 

8506140605* 

50-10 

P 

8506140656 

50-373 

S 

8506170028 

50-254 

S 

8506170181 

50-254 

s 

8506170221 

50-237 

5 

8500170285 

60-237 

S 

8506170310 

60-454 

P 

8506170310 

50-454 

P 



496 CORPORATE SOURCE INDEX 


AUTHOR AFFILtATION 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATFGORY 



NUMBER 

CATEGORY 

0506170310 

SO 454 

P 


6506260010 

50-374 

8506170310 

50-454 

P 


8506260013* 

50 374 

8506170329 

60-373 

S 


8SO026O163 

50-206 

8506170398 

50265 

S 


8506260164 

50-254 

8506170430 

50 295 

P 


8506260184 

50-254 

8506170544 

50-374 

s 


8506260193* 

50 254 

8506170547 

50 373 

s 


8506260193* 

50-254 

8506180157 

50 254 

F 


8506260344 

50-295 

B506180157 

50-254 

F 


8506260344 

50-285 

8506160169 

SO 456 

G 


8506260461 

SO 454 

8506180163 

50 456 

G 


8506260477 

60 456 

0506180160* 

50-456 

G 


8606280477 

50 456 

8506180180* 

50 458 

6 


8506260531 

SO 454 

8506180191* 

50 456 

G 


8506270158 

50-205 

8506180191* 

50 466 

Q 


8606270168 

50295 

6508160203* 

50 456 

Q 


8506270202 

50 295 

8506180222* 

50456 

G 


8506270319 

50249 

8506180222* 

SO 456 

G 


8506270422 

50 249 

8506160233* 

50-456 

G 


8506270423 

50 254 

8506180233* 

50 456 

G 


8506270423 

50-254 

0506160242* 

50 456 

G 


8506270423 

50 254 

0506180242* 

50-456 

G 


8506270423 

50 254 

8506180254* 

50-456 

G 


6506270423 

50-254 

8508180260 

50-237 

Q 


8606270423 

50 254 

8506180304 

50-254 

F 


8506270439 

TOPREP 

8506180304 

60-254 

F 


8506270477 

SO 456 

8506160325 

50-373 

R 


8506280102 

60 237 

8506180325 

50-373 

n 


B506280132 

60-454 

8506190357 

TOPHEP 



8606280132 

50454 

8506190368 

50-454 

s 

Compulor Data Systems, Inc 

8506270386* 

CONTRACT 

8606190371 

50-454 

s 

Concerned Cllizans for SNEC Safety 

65061 10559 

PR 

8506200207 

SO 456 

G 

Concerned Mothers & Women on TMI 

0506220237 

FOIA 

8S06200207 

60 456 

Q 

Connecticut Yankee Atomic Power Co. 

8506030309 

50-213 

6506200222 

SO 249 

P 


8508030438 

60-213 

8506200376 

50-373 

S 


8506030515 

50213 

8506200474 

50 464 

S 


8606030516 

50 213 

8506210010 

SO 296 

R 


8506070248 

60-213 

8506210010 

50-295 

R 


8506070287 

60-213 

8506210013 

50-249 

S 


8506070429 

60-213 

8506210087 

SO 456 

c 


8506100427 

60-213 

8506210087 

50458 

c 


8506100427 

50-213 

8506210095* 

50-458 

c 


8506100427 

60 213 

0506210005* 

60-456 

c 


8606100427 

60 213 

8506210099* 

50 466 

c 


8606100427 

60 213 

6506210149 

50 465 

s 


0606100033 

60 213 

8506310149 

SO 455 

s 


8606120112 

00-213 

8506210149 

60-455 

s 


6606120336 

50 213 

8506210149 

50-455 

s 


0606120335 

60 213 

6506210265* 

60-237 

0 


0506120336 

60-213 

8506210287 

60-295 

s 


0506120335 

00-213 

6506210314 

SQ-455 

s 


0606120356* 

60-213 

8508210314 

50-455 

5 


0506130316 

60-213 

6606210314 

50-455 

s 


0606170346 

60-213 

8506210314 

60 455 

s 


8500170354* 

60-213 

8506210326 

50 456 

G 


8606240186 

00-213 

8506210491 

SO 456 

Q 


8606260729 

60-213 

8506240063 

50-295 

S 


8506260024 

BO-213 

6506240067 

60-10 

R 

Conner & Wellerhahn 

8606040076 

50-352 

8506240007 

50-10 

R 


8506070609 

50-362 

85062400S7 

50-10 

H 


8506100695 

60-362 

8506240076 

60 373 

P 


8506100721 

50 352 

8506240118 

SO 454 

S 


8606170210 

60-352 

8506240169* 

50-464 

Q 


8506210469 

60-362 

8506240171 

60-454 

S 


8506210469 

60-362 

8506240291 

50-456 

S 


8506210465 

60-352 

8506240291 

60 458 

s 


6506210465 

60 352 

8506240328 

60-373 

F 


8506280022 

60-352 

8606240362 

50-254 

R 


8506260147 

50-352 

8606240352 

60-254 

R 


8506280147 

50-352 

0506240439 

60 454 

S 

Conservation Council of North Carolina 

0506030646 

50 400 

8506240527 

50-295 

P 


8606030650* 

50400 

8506240527 

60-295 

P 

Consolidated Edison Co. of New York, Inc 

BS06030536 

60 247 

8606240527 

60-205 

P 


8606030633 

60-247 

8506240527 

50 295 

P 


8506040027 

60-247 

8606240527 

60 295 

P 


8506070056* 

60-247 

8506250122 

60-266 

s 


8606070126 

50-247 

6606250136 

60-254 

s 


8508170414 

60-3 

6506260161 

50-295 

s 


8506180405 

60 247 

85082B0222 

60 295 

p 


8506180526* 

60-247 

850?2S0271 

60 454 

s 


8606100283 

60-247 

0506260318 

50-464 

F 


BS061 90288* 

60-247 

6506260342 

60-373 

F 


8608190290* 

60-247 

8506260342 

50-373 

F 


8608210369 

60-247 

6606250388 

60-454 

P 


0606210472 

50-247 

6S06250388 

60-454 

P 


8506240167 

50-3 

8508260456 

60-254 

S 


8606240191* 

60 3 

6506260467 

50-205 

P 


8506240696 

60 3 

8506250457 

60-295 

P 


8506240596 

60-3 

8606260476 

60-468 

F 


6606240601* 

60-3 
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CORPORATE SOURCE INDEX 497 


AUTHOR AFFILIATION 


Consolidation Coal Co 
Consurrois Power Co 


Cooper Consultants 

CoiSTAR Research, Inc 
Council of Enerflv Resource Tribes 
Covington & Btirfing 


Creare, Ino. 

Crealiva Services, Inc. 


ACCESSION 

NUMBER 


6506240601* 

8506240607* 

8506240619 

8506250406 

8506250411* 

8506260088 

8506260216 

8506110514 

8503260527 

8506040173 

8506040180* 

8506040102* 

8506040413 

0506040476 

8506050310 

8506060446 

8506070029 

8506070128 

8506070100 

8506070304 

6506070465 

8506070517 

0506110397 

8506110397 

0506110397 

8506110401* 

8506110401* 

8506110555 

8506110557* 

8506120008 

8506120044 

6506120051 

8506120055 

8506120057 

8506120101 

8506120136 

8506130211 

8506140511 

8506170033 

0506170442 

8506180024 

8506180175 

0506100139 

6606190214 

6506100365 

8506200084 

8506200322 

0506200345 

8506200349* 

6606200355* 

8506200360* 

8506200365* 

8506200437 

6608200441* 

6606200443* 

0606200444* 

8606200447* 

0506200463* 

8506200450* 

8608200481 

8506210028 

8606210033* 

8506210242* 

8606210318 

8506240012 

8506260144 

8506260167 

6506260202 

8606250246 

8606260362 

8506260472 

8506260474* 

8506270146 

8606280108 

8506110442* 

8506060413 

8606140330* 

8606030414 

8606030427 

8506070539 

8606110406 
06061 104 IB* 
8606240714 
8606240728* 
8506280062 

0506280067* 

8606280076* 

8606260277* 

8606120071* 


SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

CATEGORY 



NUMBER 

CATEGORY 

50-3 

P 


8506120092* 

FOIA 

50-3 

P 

Critical Mass Energy Pro|ecl 

8506240184* 

FOIA 

50-247 

P 

Cuslom Alloy Corp 

8506180533 

QA9B9 

50-247 

F 

DASEKA Melalurgtca do Mexico, SA do 

8606180377* 

FOIA 

50-247 

F 

CV 



50-247 

R 

Dairy land Power Cooporalive 

8506040479 

SO 409 

50-247 

P 


8506050600 

50 409 

PR 



8506060321 

SO 409 

50 265 

F 


8506070469 

50 409 

60 255 

P 


8506110126 

50 409 

50-255 

P 


B506170113 

SO 409 

50-255 

P 


8506180440 

50 409 

50-155 

P 


6506160408 

50 409 

50-155 

F 


0506200343 

50 409 

50-329 

R 


8508210456 

60 409 

50-324 

J 

Damon & Morey 

8506100339 

QA999 

50 255 

F 


8506250243 

QA999 

50 329 

S 

David L Woods Associates 

8508130319* 

FOIA 

60 155 

n 

David W Taylor Naval Research & 

8506260731 

NUREQ 

60-155 

F 

Oevalopmonl Cantor 



50 255 

P 

Delaware Valley Medical Center, Bristol, 

8506060772* 

70 2894 

50 255 

P 

PA 



60-155 

P 

Delaware, Univ, of, Nowark, DE 

8508210305* 

CONTRACT 

50-165 

P 

Delian Corp 

8506100367* 

50-402 

50-155 

P 

Detroit Edison Co 

8506040094 

50-341 

50-155 

P 


8506040663 

50 341 

50-155 

P 


8506050360 

60-341 

50-255 

V 


8506060308 

50 341 

50 255 

V 


8506060365 

60 341 

50 255 

F 


8506060302 

50 341 

50 255 

F 


8506060392 

50 341 

50 255 

F 


8506060405 

50 341 

50 255 

F 


8506060418 

50 341 

60 255 

F 


8506060466 

60 341 

50 255 

F 


0506070002 

50 341 

60 265 

F 


6506070202 

50-341 

50-155 

P 


0506070400 

60 341 

50-155 

Q 


8506070452 

50 341 

60 155 

S 


8500100016 

50 341 

50 255 

Q 


8506100366 

50-341 

50 155 

P 


8506100798 

60 341 

60-255 

P 


8506140049 

50-341 

60-155 

F 


6506170406 

50 341 

50-329 

A 


0506180300 

60-341 

50 265 

0 


8506180353 

50 341 

60-267 

S 


8506200113 

50-341 

60 265 

P 


0506200145 

50-341 

50-265 

P 


85062101 65 

50-341 

60-265 

P 


0506260133 

50-341 

60-265 

P 


8506260137* 

50-341 

60 255 

P 


6506260238 

50-341 

60 255 

P 


0506270571 

60-341 

50-265 

s 

Ooorner, Stuarl, Saunders, Danlol & 

0506210323 

60-556 

60-255 

s 

Anderson, 



50-265 

s 


8600210323 

60-556 

60 255 

s 


8506210325* 

60-558 

60 265 

s 


8506210325* 

50-556 

50-255 

s 


0506210330* 

50-556 

50-265 

s 

Dohorly, J.F, 

6506130316 

50-269 

50-265 

R 

Dolan & Dolan 

8506100133* 

FOIA 

50-266 

R 

Oomus Design Studios, Inc 

8506200082* 

CONTRACT 

SO 255 

R 

Don L. Warner, Ino 

05061 90207* 

40-B5Q0 

60 255 

R 


0506100276* 

40-0506 

50-329 

A 

Dougherty, J B 

0506040674 

60-322 

60-165 

S 

Dover, NJ 

8506120567* 

FOIA 

60-1 65 

P 

Dow C horn leal Co. 

0506050285* 

FOIA 

50-265 

s 


86O6O5O3B0* 

FOIA 

SO 255 

J 


6506050414* 

FOIA 

SO 255 

P 


0506050420* 

FOIA 

50-265 

Q 


6506050423* 

FOIA 

60-265 

P 

Duke Power Co. 

8506030204 

60-280 

60-255 

P 


8506030460 

50-413 

60-265 

p 


8506030524 

SO 270 

50-256 

Q 


8506040068 

60 369 

WASTE MQT 



8506040286 

SO 269 

WASTE RES 



65060402B6 

SO 269 

FOIA 



8506040266 

60-269 

40-2061 



0506040292* 

60-269 

40-2061 



8606040292* 

60-269 

40-2081 



8506040292* 

69 269 

40 2061 



8606040472 

50-413 

40-2061 



8506040472 

60-413 

40-206 1 



8506040608 

50-270 

40-2061 



8506040698 

50 413 

40-2061 



8506050024 

60 287 

40-2061 



8506050025* 

60-287 

40-2061 



6506050030* 

60-287 

CONTRACT 



6506050242 

PR 

FOIA 



0506060265 

PR 
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498 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATtON 

ACCESSION 

SUBJECT 


author AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8506060662 

50 270 

S 


8506280047 

50-413 


6506060794 

50 414 

S 


8506260038 

50 369 


6506070112 

50 414 

S 


8506280104* 

50 369 


0506070121 

50 269 

S 


8506280104* 

50-369 


8506070352 

50 414 

S 

Duqussne Light Co 

8506030529 

50-334 


8506070407 

SO 270 

S 


8506030533 

50-412 


8506070691 

50 413 

S 


8506040364 

50 334 


8506100017 

50 414 

S 


8506060374 

50 412 


8506 100568 

50 269 

P 


8506060672 

50-334 


8506110189 

50-269 

J 


8506070180 

50-334 


8506110189 

50 269 

J 


8506070370 

50-412 


8506110189 

50-269 

J 


8506100353 

50-412 


8506110189 

50 269 

J 


8506110286 

50 412 


8506110267 

50 269 

P 


8506110315 

SO 334 


6506110322 

50-413 

0 


8508110398 

50-412 


B 5061 10406 

50 413 

G 


8506110432 

50 412 


8506110406 

50-413 

G 


8506130336 

60-334 


8606110466 

50-369 

S 


8506140123 

50 412 


8508120039 

50-269 

s 


8506140655 

SO 334 


8506120047 

50-289 

s 


8506170420 

50-334 


8506140036 

SO 369 

s 


8506160043 

50 412 


8506140036 

50-369 

s 


8506200371 

50-334 


8506140083 

50 369 

s 


8506200491 

50-334 


8506140632 

50 270 

s 


8506200498 

50 334 


6506140676 

50 369 

s 


8506210015 

50 412 


8506170261 

50-369 

p 


8506210148 

50-334 


6506170261 

50-369 

p 


8506250257 

50 412 


8506170480 

50 269 

p 


8506260103 

50-334 


8508170480 

50-269 

p 


8506260105* 

50-334 


8506170460 

50-269 

p 


8506260109* 

50-334 


8506170483 

60-269 

p 


8506260433 

60-334 


6506170484* 

50 269 

p 


8506270092 

50 412 


8508170484’ 

60-269 

p 


8506270099 

50 412 


8506170484* 

60 269 

p 


8506270102* 

50-412 


6506170405* 

50 269 

p 


8506270508 

50-334 


8505170586 

50 413 

s 


6606270517 

50-334 


6506170571 

50 413 

s 


8506280137 

50-412 


8506170855 

60-370 

s 


6506280149 

50-334 


8506180136 

50-269 

p 

EA Eoginedring, Science & Technology, 

8606050535* 

50 289 


8506180312 

50 369 

p 

Inc 




8506180369 

50 413 

F 

EG&G Idaho, Inc, (subs of EG&Q, Inc ), 

0505160428* 

50 220 


8506180369 

50-413 

F 


0506060796 

NUREG 


0SO61 90267 

50-369 

P 


0506060811 

NUREG 


8508100267 

50-369 

P 


6606240069 

NUREG 


8508200092 

50-269 

F 


0606240109 

NUREG 


8506200092 

50-269 

F 


8506240371* 

60-255 


8506200092 

50-269 

F 


6506240689 

NUREG 


8606200297 

60-269 

F 

EG&Q. Inc 

8506030352* 

50-324 


8506200297 

50-269 

F 


8506030372 

50-275 


8606200297 

60-269 

F 


8606060408* 

FOIA 


6606210022 

50-413 

Q 


8506100064* 

FOIA 


8606210026 

50-369 

Q 


8506100058* 

FOIA 


8506210082 

50-269 

P 


8506100062* 

FOIA 


6506210002 

SO 269 

P 


8506100085* 

FOIA 


8506210263 

60-369 

Q 


8506100067* 

FOIA 


8506210436 

50 413 

S 


8506100071* 

FOIA 


8506210473 

SO-269 

Q 


8506100073* 

FOIA 


8506210478 

50-289 

Q 


8606100079* 

FOIA 


6506210494 

50370 

Q 


0506140624 

50-261 


8506240019 

50 413 

S 


8506190428* 

60-277 


8506240021 

50 413 

R 


8506200274* 

50 307 


8506240030 

50 413 

S 


8506240622* 

40-8794 


8S06240033 

50-369 

s 

ENSA, Inc 

8506180400* 

FOIA 


8506240038 

60-269 

R 

Earl Township. PA 

8506110275* 

60-352 


8506240038 

SO 269 

B 


8506110276* 

50-352 


8506240038 

SD-269 

R 


8606110366* 

50-352 


6506240044 

60-369 

R 


8506110366* 

60-352 


8506240044 

50-363 

R 

Easimao Kodak Co. 

, 8606130377 

70-1703 


8606240040* 

60-389 

R 


8506130379* 

70-1703 


8606240048* 

50-369 

R 

Ebasco Seivices, Inc (subs of Enserch 

8606120056* 

CONTRACT 


8506240051 

60-369 

S 

Corp) 




8506240055* 

50-369 

R 


8506120061* 

CONTRACT 


8506240050* 

50-369 

R 


8506120063* 

CONTRACT 


8506240296 

60-369 

Q 


8506120065* 

CONTRACT 


6506240296 

60 369 

Q 


8506130276* 

60-400 


8503250256 

50-413 

s 


8506160101* 

FOIA 


8508260491 

50-370 

S 


8506160107* 

FOIA 


8506260499 

50-370 

s 


8506160116* 

FOIA 


8506260562 

50-370 

s 


8508160118* 

FOIA 


8506260573 

50-370 

s 


8606160122* 

FOIA 


8506270271 

50 369 

p 


8606160128* 

FOIA 


8506270271 

50-369 

p 


8506160120* 

FOIA 


0506270271 

50-369 

p 


8506150137* 

FOIA 


8506270271 

60-369 

p 


8606160139* 

FOIA 


8506270279* 

60-369 

p 


8606150141* 

FOIA 


8506270618 

50-413 

p 


8506160144* 

FOIA 


8506270827 

60-370 

s 


8506160148* 

FOIA 


8506270898 

60-269 

s 


8506160162* 

FOIA 


8506270902 

60-369 

s 


8606160164* 

FOIA 
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AUTHOH AFFiUAT'ON 


accession subject 

NOMDER CATEGORY 


AUTHOR AFFILIATiON ACCESSION SUBJECT 

NUMBER category 


HWKUfiOlfi/’ roiA 
BM)»I.‘jOI(I 4* rOlA 
rt')0(ilf)010/* I'OIA 
H‘)0lil5>()l/0’ lOIA 
n'io(iiJ>oi/n' roiA 


8606060687 WASTE MGT 

8606060727* WASTE MGT 

8606060738 WASTE MGT 

8606100461 WASTE MGT 

8506100504 WASTE MGT 


IlMHl I'll) tor I 01 A 

tlWHlHiOUM* I 01 A 

owxnsoifM* I 01 A 

H'lOOUidlHir I OIA 

iiWMHiionm* roiA 


8606100566 WASTE MGT 

8606100683 WASTE MGT 

8506110022 WASTE MGT 

8506110026 WASTE MGT 

8506110112 WASTE MGT 


iiMmifioifw 

1 OIA 


llMKMWlUt'l* 

( OIA 


HwmiiiOio/* 

I OIA 


1«)Wi1!>«200* 

( OIA 


(If.OOl !)«?«(.* 

roiA 



1 OIA 


iu.11«1'.i11'.'««* 

1 OIA 


OMMlHiOi'IO* 

1 OIA 


tVAWll.W'Hi* 

lOlA 


iisoniiiop;'!)* 

1 OIA 


B!.(miii0p:i4’ 

lOIA 


niiUftP'.’tvww 

fill 311? 

1» 

(I'lOOPiMKrtI/* 

fid 311? 

l> 

(I'limi'iMKKm* 

(id 311? 

1* 


•iW3H? 

1> 

(I'ldflPIMKH;** 

•lO 3(1? 

l> 

(t'lOdl'JMKMd* 

dd^lW 

P 

(I'.ddi'PIMMD* 

<)() 36? 

U 


Ijd 311? 

P 

BMHli'POdl'l* 

'll) ;««* 

o 


',d 36? 

a 

iiMHiPi'dii:'/* 

•id 311? 

p 

ii!tini/:'d(Mi* 

!.d 311? 

o 

H!.0dP;'d(IJ4* 

•id 311? 

1’ 

H'.Odi'i'dIM/* 

(.0 311? 


H'>dd;';*dddii* 

tiO 38? 

p 

(i!idii;';'d()4i’ 

•)6 36? 

<? 

it*.(«i;';*od44* 

(id 36? 

p 


(.() 36? 

<j 

(IM«i;’.Mld!il* 

(•0 36? 

p 



6;)66i*.'dd‘'‘>* 

6*.l«li‘?dd'itP 

6')d6?»'<MKl4* 

6*id«?;‘<M«lfP 

(IMWl?.'6ll/4* 

(id 311? 

•A) 36? 

1.0 36? 

(.030.* 

(.6 36? 


6(,6(1??IH'I1I* 

l«ilHl?;’<KU«1* 

t1M)6;*?(Hlll.l* 

6*)66??<M1I)H* 

(tt.(«i;*.*dUM* 

(.6 'HI? 

Ml 36? 

(.0 '16? 
r.0362 
(.6 36? 


(1*.I«I??IH 14* 

ii*,itti;n'»i i«' 

6MMt??d1?4* 

6*ilHl5'/t)l3n* 

6t.d6?.*<M44* 

(.0 36? 

•id .16? 

Ml '16? 

Ml 36? 

(.0 ;i6? 

C-colOfly Cantor ol Soultiorn CoIiIop'Ih 
E tKiroman, W. 

(iMMiy;*iM«r 

|lMHt?W4()4* 

O'BHIDKCWft 

(i‘4mw(Ki/d 

»P4)fl»tdl?/ 

!J1 36? 

!.6 41K) 
i'H 

Ml 4(H) 
l>R 

EiPiOin Etoclilc Inatlluto 

lilll 

Ml 4(HI 

WASTF tUS 
f OIA 
lOIA 
lOIA 

Ecflow Inloinolloonl Co 

Eloctfic Power Roaoarcli instlluio 

Erxeta^ Consultants. Inc 

Ef«>rQ(Y EnQinomlno Group 

Ersoroy Pools Nucloar, Inc 

llWflSMW??' 

«‘j()fl?40ori:) 
B50filW.W 
BIOB 110240 

«W)516«W 

aivoeoAOSift 

asoflOftoiM 

850005042/ 

BWlOSOfrO/* 

I01A 

HPOriTUC 

XKWmiC 

1« Vltw Gil 
50352 

50 395 

40 80/5 
WASTli MGT 
WASTE MOT 
WASTV NTS 


8500050041 

8500050045 

B500050040 

6506050692 

0506060/26 

WASTE MGT 
WASIEMQT 
WASTE MOT 
WASTE MQT 
WASTE MOT 


BB00050739 

6500050605 

0SO6O602/a 

6506oeoaM 

850^)00313 

WASTE MQT 
WASTE MOT 
WASTE MGT 


8606060406 

8506080521 

850606050/ 

8006060668 



8506110169 WASTE MGT 

8606110171* FOIA 

8606 110202 WASTE MGT 

8506110211 WASTE MGT 

8506110608 WASTE MGT 


8606120427 

8605120532* 

8605180063* 

8606240355 

8506240361* 

8506240370* 

8506240372* 

8506240378* 

0506240381* 

6506240386* 


71 6272 
WASTE MGT 
FOIA 

WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


850 62404 16 
8506240498* 
6506240655 
6506240657 
8506240660* 

8506240685 

8506240700 

8506240701 

8506240719 

8506240724* 

8506240732* 

8506240738* 

8506240742* 

8506240748' 

6506240751* 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


6506250060 

6506250123 

6508260174 

6506250189 

6506250194* 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


linorfly, Dopt olp Icloho OpoiationsOllic 

1 novav, 

fnnliii00ri(ifl Sctonco & Analifsls 
[-iifllnoofa rntoinnlionol. Inc 


Envlionmonlnl Congfosa of Mid Mfchigan 
nnvlronmonlnl Policy InsWuto 


EnvIioapIKHO Co 

Erlflo Woalom, loc,. 




evopoan Nocloaf e*io»gy Assoc, 
evaloallort Rosoareh Corp 


Exxon NocloarCo. Inc {subs ol Esoon 
COfp) 


FOI Saivicefl 


8506250196* 

6506250320 

6506250306 

0506250459 

6506250460* 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8506260052 

8506260062 

8506260067* 

8506140265 

8506280161* 

WASTE MGT 
WASTE MGT 
WASTE MGT 
PROJ 
contract 

8508190310* 

8506040344 

0506050611 

0506050693 

8506050768 

REVIEW GH 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

6506050794 

8506060604 

8506100439 

8506110549 

8506110611 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

8506260057 

6506050356* 

8506060365* 

8506110007 

8506140084 

WASTE RES 
F0)A 

FOIA 

FOIA 

FOIA 

0606110442* 

050627024/ 

8606270457 

8506170444* 

8506140469 

WASTE MGT 

NUREG 

NUREQ 

60-344 

XPOHTLIC 

8606200260* 

8506240270 

0500240282* 

86Q624Q260 

8506240298 

COMMISSIO 

50-458 

50-456 

60-456 

50 456 

8506240306* 

8506240320* 

8606030545 

60-456 

50-458 

topbep 

8506050502 

toprep 

8606110311 

8508140169 

8506210298 

8506170434 

toprep 

50-316 

toprep 

40 6631 


zccdLo: tscc 



500 CORPORATE SOURCE INDEX 


AUTHOR AFFfLIATION 

FeciliHes Managomenl 
Faclory Mt/lua) Research Corp 
Failure Analysis Associates 

Fall River Citizens AgainsI Nuclear Dump 
Fa u ska & Associates. Inc 


Federal Bureau ol Investigation 
Federal Emergency Management Agency 


Fegles Power Service Corp 
Finlartd, Govt ol 

FIschbach & Moore, Inc (subs ol 
FIschbacb Corp ) 


Flora, J W 

Florida Power & Light Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGOHV 

8506240396' 

CONTRACT 


Florida Power Corp (subs Florida 

8506280114 

50 250 

6506240403' 

CONTRACT 


8506030147 

50 302 

8506t8047t’ 

FOIA 


Progress Corp ) 

8506030152* 

50-302 

8506190077 

NUBEG 


8506200333' 

50 440 

E 


8506030466 

50-302 

0506200338' 

50 440 

E 


8506040376 

50-302 

8506270543* 

50 458 

S 


8506050514 

PR 

8506120184* 

FOIA 



6506070020 

60-302 

8506190343' 

REVIEW GR 

P 


8506070084 

50 302 

8506190347* 

REVIEW GR 

P 


0506100007 

50-302 

8506190352' 

REVIEW GR 

P 


8506100279 

50 302 

7906260485* 

50-289 

P 


6506110554 

PR 

8506030436 

50 528 

F 


8506120113 

50 302 

8506030554 

50 409 

F 


8506120116* 

50 302 

8508030558 

50 202 

F 


8506120214 

SO-302 

8506050076 

50-263 

F 


0506130267 

60-302 

8506050328 

50-462 

F 


8506140041 

50-302 

8506050387 

50 352 

F 


0506180349 

60-302 

6506100554 

50-352 

F 


8500180354* 

60-302 

8506100596* 

50 286 

F 


0506180412 

50-302 

8506120038 

50-277 

F 


0506180469 

60 302 

8506120041* 

50 277 

F 


8506200216 

50 302 

8506120140 

50 445 

F 


0506200260 

60 302 

8506140364 

ORG 



8506200275* 

50-302 

8506140419 

50 373 

F 


8500200421 

50 302 

8506140464 

50 313 

F 


8506210012 

50 302 

0506140466* 

SO-313 

F 


8506210025 

60 302 

6506140492* 

50 213 

F 


8506210047 

50-302 

8506150219* 

FOIA 



8506210052 

50-302 

8506170412 

50 400 

T 


8506210213 

50-302 

8506260436 

60 254 

F 


0506210354 

50-302 

8506260467 

50-327 

F 


8500210365’ 

50-302 

8506260472* 

50 327 

F 


6506210365 

50-302 

8506270167 

60-266 

F 


8506210443 

60 302 

8506150166* 

FOIA 



8506240046 

50-302 

8506050557* 

WASTE RES 



8506240110 

60 302 

8506166090* 

FOIA 



0506240192 

50-302 





8506250367 

50 302 

6506160092* 

FOIA 



0506250430 

50-302 

8506160229* 

FOIA 



6506260400 

50 302 

8506160220* 

FOIA 



6506260401* 

50 302 

8500150233* 

FOIA 



8506260196 

60-302 

8506150233* 

FOIA 


Fluor Corp 

6506110666 

WASTE MGT 

8506120011 

FOIA 


Fo/ey, Inc, 

8506040569* 

50 275 

8503260239* 

50 335 

Q 

0506040574* 

60 275 

6503280803 

50-251 

S 

Forschungsgesellschaft (ur EnergletechnI 

0506270505* 

60 458 

8506040058 

50-250 

P 

und Verbrennungamoloren MBH 



8506040186 

60-250 

P 

Franidin Insliiute/Frenlilln Research 

8206300203* 

60 206 

6506040186 

50-250 

P 

Center 



8506040327 

50 250 

P 


8506100679* 

CONTRACT 

8506040334 

50-260 

P 


6506190194* 

FOIA 

8506049334 

60 260 

P 


8506190200* 

FOIA 

6506040348 

50-250 

Q 


8506190210* 

FOIA 

8506040346 

SO 260 

Q 


8506100225* 

FOIA 

8506040365 

50-250 

Q 


8508190229* 

FOIA 

8506040365 

50-260 

Q 


8506190233* 

FOIA 

8506040450 

60 335 

F 


6500190236* 

FOIA 

6506050009 

50-260 

S 


8500190240* 

FOIA 

6506060553 

50-250 

S 


0506190243* 

FOIA 

B506060755 

50 261 

s 


8506190246* 

FOIA 

8506070457 

50 335 

p 


6606190263* 

FOIA 

6506100116 

50-260 

R 


6506190259* 

FOIA 

8506110250* 

60 250 

R 


6506190261* 

FOIA 

8506110268' 

50-250 

fl 


8606190264* 

FOIA 

8506110263* 

60 250 

R 


6506190269* 

FOIA 

0506140028 

50-250 

P 


8606190273* 

FOIA 

8506140028 

60-250 

P 


8606190277* 

FOIA 

8506140028 

60-250 

P 

Free State Reporting, Inc. 

6506050666* 

FOIA 

8506140028 

60-250 

P 

8506060121* 

FOIA 

6506140028 

50-250 

P 

Friends of the Earih 

8606070453 

60 362 

8506140040* 

50-250 

P 


8506070453 

60-352 

8506140040* 

60-260 

P 


8606070474 

50 362 

6506140040* 

60-250 

P 


8506070474 

50-352 

6506140040* 

50-250 

P 


8506110500 

60-352 

8506140040* 

60-260 

P 


8506110505 

50 352 

6506170108 

60-250 

P 


66061 10506 

50-352 

6606170108 

60-260 

P 


8500110619 

60-352 

8506170124* 

50-260 

P 


8506110519 

S0-3S2 

8506170124* 

50 260 

P 

GA Technologies, Inc./General Atomic Co. 

8506060551 * 

WASTE RES 

8506170638 

60-389 

S 

8506100082 

50-163 

8506180208 

60-250 

P 


8506130123 

70-734 

8506200367 

50-250 

Q 


8506130204* 

FOIA 

8506240123 

50-335 

P 


8506130422* 

60-206 

8506240503 

60-250 

P 


8506220022* 

60-361 

8506240644 

60-251 

S 

GEO Construction Testing 

6506160195* 

FOIA 

8506260429 

60-369 

S 


8506160199* 

FOIA 

6506270426 

50-250 

s 


8606160203* 

FOIA 

8506270436 

50-261 

s 


6S061 50204* 

FOIA 

8506280038 

50-335 

p 

Qadsby & Hannah 

8506170241 

50-382 


P 

P 

P 

f 

F 

S 

S 

s 

p 

p 

p 

F 

F 

R 

P 

P 

P 

J 


P 


0 

P 


A 
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CORPORATE SOURCE INDEX 501 


AUTHOR AFFILIATION 


Gallo, J 
GeeB's, Inc 
General EtocUlc Co 


Gonoral Public Ulllllloa Corp, • GPU 
Sorvico Corp 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8506030641 

50 456 

G 

8506100778 

WASTE RES 


8506050252 

PR 


8506050418" 

50-373 

P 

8506050762" 

50-10 

P 

6506060489’ 

roiA 


0506060499* 

FOIA 


B506060529* 

FOIA 


0506060610* 

FOIA 


0506060631 * 

FOIA 


0506060640* 

FOIA 


0506060648* 

FOIA 


6506060661 * 

FOIA 


0506060873* 

FOIA 


0506060603* 

FOIA 


0506060697* 

FOIA 


0506000704* 

FOIA 


0506060719* 

FOIA 


8506000729* 

FOIA 


8506060749* 

FOIA 


0506100002 

TOPREP 


8506100242 

TOPflEP 


0506110287* 

FOIA 


8506110401 

TOPREP 


0506120490 

71-9001 


8506130122 

71-0139 


8506130191* 

60 354 

A 

8506130371 

70-1113 


8506130374 

70-1113 


0506130574 

71-9195 


8506140242 

50 447 

F 

8506140422 

60 447 

A 

0506140500* 

XPORTLIC 


0506160010* 

FOIA 


8506160012* 

FOIA 


8506150015* 

FOIA 


6608150016* 

FOIA 


8506160010* 

FOIA 


8506150271* 

FOIA 


0508170162* 

50-219 

P 

0506180631* 

FOIA 


0506200373 

40 8502 


0606210123* 

60-416 

F 

0506240602 

50 416 

S 

8506260377 

TOPREP 


0606030169 

50 320 

Q 

0506030244 

60 280 

G 

8506030203 

50 320 

P 

0506030203* 

50 320 

P 

6506030317 

69-2eo 

G 

8606040106 

50 320 

P 

6506040271 

50 209 

F 

8506040366 

50 289 

r 

0506050316 

PR 


8508050481* 

59-269 

R 

0508050474* 

50-289 

R 

0506060485* 

60-289 

P 

0506060504* 

60 289 

R 

650605DS32 

60-289 

R 

6508060456* 

50 280 

T 

6600060468* 

60 289 

T 

6506060479* 

so 289 

T 

6606070296 

60-210 

Q 

850607031 1* 

60 289 

Q 

8506070661 

60 289 

S 

6506070697 

60-289 

R 

8506100223 

60 219 

R 

6606100276 

59 219 

F 

8506110247 

69 329 

F 

6506110588 

PR 


9506110716 

60 289 

P 

9506120059 

60-210 

S 

a60812(}147* 

60-280 

Q 

86081 20204* 

50-320 

P 

9506130192 

60-320 

V 

8506130197* 

60-320 

V 

8506130201* 

60-320 

V 

8606130207* 

60-320 

V 

8506130270 

50-219 

p 

8506130314 

60-210 

p 

8506130309 

60-320 

R 

6606130402* 

60-320 

R 

8606140063* 

FOIA 


8606140060* 

60-289 

P 

8506140069* 

60-289 

P 

8506140077* 

60-269 

S 

8506140099 

60-320 

Q 

8606140116* 

60-200 

P 


AUTHOR AFFILIATION 


QooTrans, Inc. 

Ooornelown Uelv. Modical Cantor, 
Waaliinglon, DC 

Georgia Inslitulo of Tocbnology, Atlania 
GA 

Qooigla Power Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8508140126" 

SO 289 

8506140137* 

50 289 

8500140166* 

50 289 

8500140172* 

50 289 

8500140176" 

so 289 

8500140183" 

SO 289 

8506140189" 

50-289 

85 061 40202" 

50 289 

8506140205" 

50-269 

8506140207* 

50 269 

8506140215 

50 210 

8606140216" 

50 280 

8506140218" 

50-260 

8606140224" 

50-280 

8506140236* 

50-269 

8506140251’ 

50-289 

8506140260" 

60-289 

8506140276* 

60-289 

8506140291" 

50-289 

8506140322" 

50-269 

8508140329* 

50-289 

8506170658 

SO 269 

8506170663* 

50-289 

8506180062* 

50-289 

8506180252 

50-219 

B5061 80378 

60 320 

B50618040B 

50-219 

6500180445 

50-320 

0506180451* 

50-320 

8506180457 

50-280 

8506190143 

50-320 

8506190146* 

50-320 

8506190251 

50-320 

8506100258’ 

50-320 

8506190314 

50-219 

6506190397 

50-280 

6506200025 

60-320 

8506200028* 

60 320 

8506210228 

50-210 

8500210272 

50 289 

8506210324 

50 320 

8506210327* 

60 320 

8506210320* 

50 320 

8506210860 

60 320 

8506210363* 

60 320 

8506210380* 

60 320 

8506240550 

60 320 

3506240582 

50 210 

8506240635 

60 210 

8506250110 

50 289 

8506260117 

60 320 

8506250214 

60.210 

0506260370 

50 289 

8806260124 

50-289 

0506260579 

50-219 

8506270152 

50-219 

8506280021 

59-320 

8506280032 

50-289 

6506280141 

50-289 

0508060645 

WASTE RES 

0404240431* 

FOIA 

8506110424* 

FOIA 

8506110430* 

FOIA 

0506050585* 

WASTE RES 

8606190133* 

FOIA 

8606199147* 

FOIA 

8506100181* 

FOIA 

8506039006 

00 424 

860 6030006 

60 424 

6506030253 

50 424 

8506030253 

50 424 

8506030638 

50-308 

8506040203 

60-424 

8S90O4O28O 

50 424 

8500040301 

SO 424 

8506040346 

50-321 

6506040433 

60-321 

6506040441* 

60-321 

8506040681 

60-321 

8508060716 

60-386 

8506070065 

50-321 

8506070094 

60-366 

8506070106 

60-321 

8506100020 

60-366 

8506100364 

50-424 

8506110323 

60-321 

8506110323 

50-321 
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502 CORPORATE SOURCE INDEX 








AUTHOR AFFILIATtON 

ACCESSION 

SUBJECT 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 




NUMBER 

CATEGORY 



OS061 10542 

PR 


Guild, R 


8506030369 

50 482 

G 


8506120308 

50-321 

P 



8506210509 

50 400 

G 


8506130067* 

FOIA 


Gull Engineering Co , Inc 

0506150191* 

FOIA 



8506 130073* 

FOIA 


Gull Nuclear, Inc 

8506170275* 

FOIA 



8506130078' 

FOIA 


Gull Slates Ulililles Co 

8506030130* 

60 458 

0 


8506130112* 

50 424 

A 



8506030308 

50 458 

0 


8506130305* 

50-424 

A 



8506030461 

50 458 

E 


8506170232 

50 321 

F 



6506030402 

60 458 

0 


8506170232 

50 321 

F 



8506040187 

50 466 

5 


8506170236* 

50 32 1 

F 



8506040196 

50 458 

S 


8506170236* 

50 321 

F 



8506040329 

50 458 

S 


8506190160 

50 321 

P 



8506040714 

50 458 

s 


8506190484 

PR 




8506040751 

50 458 

s 


8506200054 

50 366 

S 



8506050046 

50-458 

s 


850620006B 

50 366 

S 



8506050054 

50 458 

s 


8506200374 

50-424 

Q 



8506050069* 

50 45B 

s 


0506200374 

50 424 

0 



8506050087 

50-458 

s 


8506200378 

50 424 

0 



8506050107 

50 458 

s 


0506200378 

50 424 

Q 



8506050167 

50-458 

s 


850620041 1 

50-321 

S 



8506050237 

50 45B 

s 


8506200430 

50 424 

Q 



0506050295 

50 450 

s 


6506210106 

SO 424 

Q 



0506050342 

50 458 

E 


8506210145 

50 424 

Q 



6506050373 

50 456 

V 


8506210145 

50 424 

Q 



0506050437 

50 458 

s 


8506210161 

50 424 

Q 



8508050505 

50 450 

s 


85C6210170 

50 424 

0 



8506050570 

50 456 

s 


8506210170 

50 424 

0 



8506050615 

50 458 

s 


6506210172 

SO 424 

O 



8506060428 

50 450 

0 


8506210275 

50-321 

0 



8506060433* 

50 458 

Q 


8506210383 

50 321 

Q 



8506060438 

50 450 

A 


6506210505 

50-424 

Q 



8506060542 

50-4SB 

S 


8506210505 

SO 424 

Q 



8506060694 

50 458 

S 


6506240188 

50-424 

A 



8506060703 

50 458 

S 


8506240188 

50 424 

A 



8506070363 

50-458 

E 


0506240329 

60-366 

S 



8506070543 

60 458 

E 


8506240571 

60-321 

F 



8506070553 

50 468 

K 


8506240633 

50 424 

Q 



8506100387 

50 458 

0 


8506260447 

60-321 

S 



8508100588 

50 458 

Q 


8506270467 

60 424 

A 



8506110203 

SO 456 

S 


8506270467 

50-424 

A 



8506110371 

50 468 

A 


8506280033 

50 424 

G 



0508110380 

50 450 

A 


8506280033 

50-424 

G 



8506120052 

SO 458 

F 


8506200065 

50 424 

E 



6506120054* 

50 468 

F 


8506200071 

50 424 

E 



8506120226 

SO 458 

S 


8506200080 

50-424 

E 



8506120268 

60-458 

Q 


8506280086 

50-424 

E 



0506120297* 

60 468 

0 


6506280086 

50 424 

E 



8506120426 

SO 458 

S 


8506280007 

50-424 

A 



8506120431 

50 458 

S 


8506260087 

50 424 

A 



8506120506 

SO 456 

s 


8506280100 

50-424 

E 



8506120512 

50 458 

s 


8508280105 

50-424 

A 



8506130405 

50 468 

s 


6506280105 

60 424 

A 



6506130442 

50 456 

s 


8506280111 

50-424 

A 



8506130522 

60 468 

s 


6506280111 

50 424 

A 



8506140040 

50 460 

s 

Georgia, State of 

0508110270* 

FOIA 




8506140408 

60-450 

s 

Georgia, Univ of, Athens, GA 

8506130119* 

50-424 

A 



8506140412 

60 458 

s 

Georglerrs Against Nuclear Energy 

8506270482 

50 424 

Q 



0506140423 

50 456 

s 


8506270402 

60-424 

Q 



8506 170608 

60-458 

A 


8506270489* 

60 424 

G 



8600180388 

50 458 

A 


8506270489* 

50-424 

Q 



8608200004 

60-468 

K 

Gllbert/Commonweallh, Inc (formerly 

8506070665 

60-440 

S 



8506200029 

60.460 

vS 

Gilbert Associates, Inc.) 






8506200456 

60 468 

S 

Goldberg, E D 

8506030326 

50-352 

G 



8506200499 

60-458 

s 

Goodson & Associates, Inc 

8506040387 

40-1341 




6606200612 

69-458 

s 


8506040391* 

40-1341 




8506200516 

60-458 

8 

Government Accounlabilily Project 

8506030369 

50-482 

G 



0606210390 

60-450 

S 


8506040557 

60-275 

E 



8SO024O167 

68 458 

E 


8506040702* 

FOIA 




8506240485 

60-458 

A 


85060S02S1 

FOIA 




8606240519 

60 458 

A 


8506060332 

FOIA 




8506240585* 

50-456 

Q 


6506100489 

60-275 

P 



8506240591* 

60 458 

Q 


85061 10678 

60 302 

A 



8506240618 

50 458 

<S 


8506150007 

FOIA 




8606260116 

60 450 

A 


8S061 50036 

SO 382 

E 



8506270038 

60 468 

Q 


8506 150260 

50-445 

A 



0506270077 

50 450 

S 


8506160290 

FOIA 




8506270121 

60 458 

S 


8606150316 

50 483 

Q 



0606270124 

50 458 

S 


8506180080 

50-445 

Q 



8508270132 

50 468 

A 


8506200053 

50-382 

A 



8606270194 

50-458 

F 


8506200060 

60-382 

A 



8608270190 

60-458 

A 


8506250059 

60-275 

Q 



8608270201 

60 468 

F 


8508250004 

50 362 

A 



8608270265 

50-458 

F 


8506250100 

FOIA 




8606270481 

60 468 

A 


8506260177 

FOIA 




8506270500 

60-468 

S 


8506250254 

50-362 

P 



8606270629 

50 458 

A 

Graterford Inmates 

8506030649 

50-352 

G 



8506270539 

50-458 

s 


8506280055 

50-352 

G 



8606270542 

60-458 

A 

Graves, Dougherty, Hearon & Moody 

8506170266 

FOIA 




8606270544 

50-456 

E 

Groovar, Christie & Merritt Associates 

8606110417* 

FOIA 




6506280136 

60 458 

A 


CORPORATE SOURCE JNDEX 503 


AUTHOR affiliation 


Hanford Engineerjng Devolopmen' 
Laboratory 

Harmon. Weiss & Jordan 


Harshbargsr & Associates 
Harte-Hanks Communications. Inc 
Haivaid Univ , Cambridge, MA 

Hawver & Irigonaqaray 

Heaflh & Human Services, Dept of, 


Kcallh 8 Human Services, Dept of, U S 

Public Haaltfi Service 
Henry Pratl Co 

Hexcci Corp 


JHjcksviliB Pubfic Schools, NY 
House of Rop 


House of Hep . Energy & Commerce 
House of Rep , Irlerior & Insular Afiair 


Houston Lighting & Power Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATfON 

ACCESSION 

NUMBER 

SUBJECT 

category 

0505050561 • 

WASTE RES 


Hunlond Williams 

8506030623 

50-322 

0506060179 

8506060405* 

0506110513 

FOIA 

50-289 

PR 

T 


5506030632 

8506030035 

8506060358 

8508060300’ 

50-322 

50-322 

50-322 

50-322 

8506110515* 

8506190000 

8506100175’ 

8506190014 

8506190053’ 

PR 

50-289 

FOIA 

FOIA 

FOIA 

G 


B50 6070676 
0506130140 
8506140425 
8506180063 
8506180177 

50-322 

50 322 

50 322 

FOIA 

50 322 

8606180094 

7906220456’ 

8506110328’ 

850'6110532’ 

7911010593’ 

FOIA 

FOIA 

70 1386 

FOJA 

FOIA 


Husied, C A 

8506210521 

8506210523’ 

8506240765 

8505270182 

8506060311 

50-322 

60 322 

50-330 

50 322 

50 269 

8506130557 

50 245 

S 

Hydrogen Control Owners Group 

8506130256 

8506270620 

50-269 

70PREP 

85061 30573’ 

8506110477 

8506110480’ 

50-245 

OA999 

QAgfl9 

S 

PT Research InsI 

8506110185' 

6506110193* 

8506110200* 

FOIA 

FOIA 

FOIA 

8506130159 

50-322 

G 


B5061 10204’ 

FOIA 

8403050301 * 

FOIA 



8506110206* 

FOIA 

8506060454' 

6506120104’ 

60 289 

50 399 

T 

H 

Illinois Power Co 

8506040538 

8506060004 

50-461 

50-461 

8506130131’ 

50-275 

U 


€506070378 

50 461 

8506200133* 

COMMISSIO 

N 


8506110396 

SO 461 

8211160042’ 

FOIA 



B5061 10511 

50 461 

8406210050* 

50-275 

U 


8506120032 

510 461 

8407050013* 

50-416 

U 


8506120034’ 

60 461 

8407050017* 

50-416 

u 


8506130133 

50461 

8506120159* 

50-275 

F 


OSOBIOOISS 

60 461 

8506260205* 

FOIA 



8506140003 

50 461 

0506260310* 

FOIA 



6506140080 

50 461 

6506030258 

50-498 

A 


8506140082 

50-461 

8506030417 

SO 498 

G 


6506140133 

5Q-461 

8506030417 

50 498 

G 


8506140170 

50-461 

8500040443 

50 496 

A 


8506140174 

50-461 

8506040443 

50-498 

A 


8506140179* 

50-461 

8506050269 

50 498 

K 


B50614043B 

50-461 

8508050269 

50 498 

K 


8506140440* 

50-461 

6506060674 

50 498 

S 


8506140479 

50 461 

8506100168 

50-498 

A 


6506140576 

50-461 

8506100168 

50 498 

A 


8S06170390 

50 461 

6506100735 

50 498 

G 


8506170396 

50 461 

8506100735 

50 498 

G 


65061 70408 

50 461 

8506100742’ 

50 498 

G 


8506190222 

50 461 

8506100742’ 

60-498 

G 


8506210126 

50461 

85061 00B57 

50-498 

V 


6506210162 

50 461 

85061 OOB64 

so 498 

V 


8606210162 

50 461 

0506110092 

50 498 

A 


8506210253* 

60 461 

8506110092 

50 498 

A 


8606210201 

50 461 

B50B 110222 

50 498 

S 


0506240020’ 

50 461 

8506110222 

SO 40B 

S 


8506240234 

50 461 

0506110517 

50 498 

A 


6506260276 

50-461 

85061 ID517 

SO 498 

A 


8506270218 

50-461 

8506110712 

50 498 

Q 


8506270263 

50-461 

0506140416 

50-498 

G 

Illinois, Stale of 

8506030408 

40-2061 

8506140495 

50-498 

S 


8506030627 

50-462 

8606140495 

50-498 

S 


8506030629* 

50-462 

8506170055 

50-408 

A 


3506050068 

50-254 

0506200529 

50-496 

S 


8506060328 

40-2061 

0506200529 

50-498 

s 


8506070671 

40 2061 

8506200533 

50-490 

s 


8506210127 

PR 

8506200533 

50-498 

s 


8506210519 

40 2061 

8506200536 

50-498 

s 


8506250176 


0506200536 

60-498 

s 


8506250162 


0506240455 

60-490 

A 


8506250182 


8506240455 

50-490 

A 


0508270625 


8506240461 

50-498 

R 


8506280001 


8506240540 

50-490 

A 

Illinois, Slaleof, DepI of Nuclear 

0506030168 


8506240540 

50 490 

A 

Safety 

860607041 D 


0506240642* 

60 490 

A 


8506240543’ 

50 490 

A 


€606070524 


8500240543* 

50 498 

A 

Illinois, Univ of, Urbana, IL 

Impell Corp. 

€506180335 


8506270368 

SO 493 

S 

8506060500 


8506270368 

50 498 

S 


8506150075 


8500270379 

60 490 

s 


€506190412 


8600270379 

50 498 

s 

Indiana S Michigan Elecipc Co. 

€407300157 


B5O027O392 

60-498 

F 

8503210420 


8506270392 

60-498 

F 


8506050014 


8506270400* 

SO 498 

F 


8506050226 


8506270409* 

59 498 

F 


eS{>60602?5 


8506270400* 

50-498 

F 


0506060230 


0506270806 

SO-498 

A 


8506060557 


8506270806 

60 496 

A 


8506060562' 


8506280039 

50 498 

G 


0506060566' 


8506280061 

60-498 

T 


6506070037 


8506280207 

60-498 

A 


8506070110 


6506280207 

50-498 

A 


0506070110 
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504 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORY aui nuH fli-FiLPATPON 


8506070119* 

50 315 

8506070246 

50 315 

8506070246 

50 315 

8506070322 

50 316 

8506070329* 

50 316 

8506070420 

50 315 

8506070420 

50-315 

8506070621 

50 315 

8506070621 

60-315 

8506070637 

50 315 

8506100040 

50 315 

6506100048* 

50 315 

8506100053* 

50-315 

8506100060* 

50 315 

8506100075 

60-316 

8506100080* 

50-316 

8506100252 

50315 

8506100262 

50-315 

8506100261* 

50315 

6506100261* 

50 315 


8506100401 50-3 15 
8506100401 50 315 
8506100485 50 315 
8506100485 50-315 
8506100597 50 315 

8506100597 50 316 
8506120084 60-315 
8506130223 * 50 316 
8506130223* 60-315 
8506130228* 50 316 


F 

P 

P 

P 

P 

P 

P 

P 

P 

R 

S 

S 

S 

S 

S 

S 

P 

P 

P 

P 

F 

F 

P 

P 

P 

P 

S 

P 

P 

P 


8506130228’ 50-315 p 
8506180601 50 315 S 
8506200221 60-315 P 
8506200221 50 315 F 
8506210349 50-315 p 


Indiana & Michigan Power Co 

Degraded Core Rulemaking Proc 
nha anon Toxicology Research Institute 
Institute of Nuclear Power Operations 


Intelligencer Journal, Lancaster. PA 
Interior, Dept o1 


8506260375 

8506270SI1* 

3506270511* 

8506270526 

8506270567 


50-316 
SO 315 
60-315 
60-315 
60-315 


S 

Q 

Q 

P 

Q 


8506180122 

8506200146* 

8506060416* 

8506130160* 

8506200329’ 


60-315 

FOIA 

50-320 

FOIA 

ORG 


F 

P 


8506250129 

8506100792 

9506100797 

6506100602 

8506100817 


50-277 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


Q 


jntoratale Commerce Commission 
Iowa Elecirio Light & Power Co, 


Interior, Dept of, Bureau of Mines 


Inlenor. OepI of, Fish & Wildlife 
Service 


Intemattonal Nutrontes? 


85081 10094 
8506110246 
8506110699 
8506100651 
8506110539 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE RES 
WASTE RES 


8506040152 60 498 


8506110310’ 

8312200430* 

8404050262* 


FOIA 

FOIA 

FOIA 


A 


8408200091* 

8408200094* 

8506120158* 

8506120160* 

8506120163* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506120180* 

8506120192* 

8506120216* 

8506120220* 

8506120533* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


laham, Lincoln & Beale 


8506120535* 

8506120562* 

9506120572* 

6506130077* 

8506130097* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506130103* 

8506130145* 

8506130174* 

8606130202* 

8506130239’ 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


'no. (subs of Masefield 
enterprises, Inc.) 

JA Jones Cons IrucI ion Co, 


8506130263’ 

8506130268* 

8506130334’ 

8506130341* 

8506130348’ 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506130362* 

8506130365* 

8506130370* 

8506160196* 


FOIA 

FOIA 

FOIA 

FOIA 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8506180201* 

8506180212* 

8506160213* 

8506160218* 

8506180224* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8606100227* 

6506180231* 

8506180237* 

8506180239* 

8506180243’ 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506180248’ 

0508180253* 

8506180266* 

6506100259* 

0506180263* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


0506180267* 

0506100269* 

0506180275* 

0506160284* 

0606180289* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


0506180296* 

8506180305* 

0506180308* 

8506180310* 

0506180314* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506180320* 

0506180323* 

0506180328* 

0506180332* 

8506180339* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


0506180345* 

0506180350* 

0506180362* 

8506180370* 

6506100376* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


6506100301* 

8606100304* 

8506180399* 

8506180407* 

8606180411* 


FOIA 

FOIA 

FOIA 

FOIA 

roiA 


0606100417* 

8506100423* 

6506180426* 

8506180431* 

8506180434* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8508180440* 

0506100446* 

8506140367* 

0606050050 

6506050406 


FOIA 
FOIA 
FOIA 
50 331 
50-331 


S 

S 


0506110005 

8606140076 

8506140307 

0506140620 

0606170264 


60-331 
50 331 
60 331 
60 331 
50 331 


F 


0506170428 

0606170433* 

0506100270 

0606100333 

8506200454 


50 331 
60-331 
50 331 
60-331 
60 331 


8506200467* 

8506240060 

0506260443 

0506260200 

0506030639 


60 331 
60-331 
60-331 
60 331 
50 460 


0506110522 

8606140196 

6506140361 

0508100160 

8506200207 


50 466 
60 468 
50 468 
60-466 
60-466 


0506210326 

8506270477 

8606250340 


60-456 
60 456 
QAOOO 


6506150082* FOIA 


0506 150086* 
8606160087* 
8506160224* 
8506160238* 
8606160240* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


0606160246* 

8606160248* 

8506160263* 

8606160256* 

8506160266* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8606160258* 

8606150262* 

8606160264* 

8806160264* 


FOIA 

FOIA 

FOIA 

FOIA 


aa oaaaa oo-a^x s-o-poo eow-oo 



CORPORATE SOURCE INDEX 505 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8506150269* 

FOIA 


8508150274* 

FOIA 


8506220013* 

50 382 

P 

8506220024* 

50 382 

P 

8506220028* 

50 382 

P 

8506220030* 

50-382 

P 

6506220038* 

50-382 

P 

8S0622003B* 

50-382 

P 

8506220043* 

60-362 

P 

8506220045’ 

50 382 

P 

8506220049* 

50-382 

P 

05O622OO5S* 

50-382 

P 

0506220059* 

50-382 

P 

8506220061* 

50-362 

P 

0506220066* 

50-382 

P 

8506220070* 

50-382 

Q 

8506220071 * 

50-362 

P 

0506220072* 

50-382 

O 

8506220076* 

50-382 

P 

8606220077* 

50-382 

o 

8506220078* 

50-382 

Q 

8506220079* 

60-362 

P 

8506220082* 

50-382 

P 

0508220083* 

60-362 

O 

8506220084* 

50-382 

Q 

6506220066* 

50-382 

P 

8506220087* 

50-382 

Q 

6SO022OOG9* 

50-382 

P 

8606220090* 

50-382 

Q 

8508220091* 

so 382 

Q 

8506220092* 

50-382 

Q 

8506220094* 

so 382 

Q 

0506220096* 

SO 382 

Q 

0506220097* 

50-382 

Q 

0506220099* 

50-382 

Q 

8506220101* 

SO 382 

Q 

8506220102* 

50 382 

Q 

8506220103* 

50 382 

Q 

8606220106* 

50 382 

Q 

8506220108* 

50 382 

Q 

6506220109* 

50 382 

Q 

6506220119* 

60-382 

Q 

65062201 1 1 * 

60-382 

Q 

0506220113* 

60-382 

Q 

65062201 1 5* 

60 362 

Q 

8506220117* 

60 302 

P 

8506220119* 

50 302 

Q 

8506220120* 

50 362 

P 

8506220121 * 

SO 362 

Q 

0506220122* 

60-362 

P 

0506220123* 

60-362 

Q 

0506220125* 

50-362 

P 

0506220127* 

60 362 

Q 

85062201 26* 

50 382 

Q 

8506220129* 

50-382 

Q 

6500220131* 

50-382 

Q 

6506220132* 

50-382 

Q 

6506220133* 

60-382 

Q 

8506220134* 

50-382 

Q 

8506220135* 

60 382 

Q 

8506229136* 

50-302 

Q 

8506229137* 

50 382 

Q 

8506229130* 

50 382 

P 

6506229139* 

50 382 

P 

8506229140* 

50 382 

Q 

8606220141* 

SO-382 

P 

8506220142* 

50-382 

0 

8606220143* 

50-382 

P 

8506220145* 

50-382 

P 

8506220146* 

50.382 

P 

0500220148* 

50 302 

Q 

0506220149* 

SO 302 

P 

0500220162* 

50 302 

P 

6506220163* 

50 302 

P 

0506220164* 

60-382 

Q 

8606220165* 

60-382 

P 

8606220157* 

50-302 

P 

6606220156* 

60-302 

Q 

8506220159* 

50-302 

P 

6505220160* 

60-362 

P 

0606220161* 

60-302 

Q 

8506220162* 

60-302 

Q 

8506220164* 

60-382 

P 

8506220165* 

60-382 

P 

8506220167* 

60-382 

Q 

8506220168* 

50-302 

P 

8506220170* 

50-382 

P 

8506220174* 

50-382 

P 

8606220177* 

60-302 

P 


AUTHOR AFFILIATION 


JRA Assoclalos 

Jacobs Engineering Group, Inc 


Japan, QovL of 


John S Jordan & Associates, Inc 
Joint Inleivenors • Vogllo 
KMC, Inc 


Kansas City Power & Light 
Kansas Elaciric Power Corp, Inc 
Kansas Gas & Electric Co 


Kansas Stale Univ., Manhattan, KS 
Kansas, Univ, of, Lawrence, KS 
Kellogg Co. 

Kentucky. Commonwealth of 

Kerr-McGee Chemical Corp. (subs. o( 
Kerr-McQee Corp) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8506280ia0* 50 382 P 
8506220132' 50-382 P 
8506220191* 50-382 P 
8506220193* 50-382 P 
8506220195* 50-382 P 

6506220198* 50 382 P 
8506220204* 50 382 P 
8506220208* 50 382 P 
6506220207* 50 382 P 
6506220211* 60 362 P 

8506220212* 50-382 P 
8506220217* 60 382 P 
8506220220* SO 382 P 
8506250248 FOIA 


8500050634 WASTE WGT 

8506060169 WASTE WGT 

8506060174* WASTE WGT 

8506060601 WASTE WGT 

8506250471 WASTE WGT 

8506260516 WASTE WGT 

8506130461 XPORTLIC 

8506170030 XPORTLIC 

8506240121* FOIA 

8506240124* FOIA 

8506240129* FOIA 

8506100501 WASTE RES 

6506100738 50-424 G 

0506050669* FOIA 

8506130607* 60-206 V 

850625039 8* FOIA 

0506030498 50-462 

8506030496 60-482 

6506030134 60-482 

8506030447 50-462 

6506030498 60-482 

6506030503* 60-482 

8506030607* 50-482 

B506040142 50-482 

8506040162 60-482 

6506040169 50-482 

6506040605 60-482 

8506040513* 60-482 

6500050258 60-482 

8500050472 60-402 

8506050511 50-482 

8506050539 60-482 

8506070030 60-482 

8506070038 60-482 

8506070D53 50-482 

8506070265 60-482 

8506070670 50-482 

8506070678 50-482 

8506070720 50-482 

8506100034 60-482 

8506100336* 50-482 

8506100345* 60-402 

8506100549 60-482 

8506110150 50-482 

8506110434 PR 

6506120491 50-482 

8506120555 60-482 

8508140268* 60-482 

6506140313 60-482 

65061403 32* 60-482 

BSr 
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606 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATtON 

ACCESSION 

SUBJECT 


AUTHOR affiliation 

accession 

SUBJECT 


NUMBER 

CATEGORT 



NUMBER 

category 


8506070547* 

40 2061 


Long Island Lighting Co 

0506030424 

50 322 


8506110408 

49 2061 



0506030451 

50 322 


85061 10418* 

40 2061 



0506030492 

50-322 


8506240714 

40 2061 



8506030623 

50 322 


8506240728* 

40-2061 



8506030632 

50 322 


8506280062 

40-2061 



6506030635 

SO 322 


0506260067' 

40-2061 



8S0606035B 

50 322 


8506280076* 

40 2061 



8506060300* 

50 322 

Kerr McGee Corp 

85061S0101' 

4 0 7308 



8506070571 

50 322 


05O6jgO1t6* 

70 925 



8506070573* 

50 322 


8506190123* 

40 7308 



8506070680* 

60 322 


0506190127* 

40 7308 



8506100099 

50-322 


8506190145* 

40-1917 



8506100576 

50 322 


8506190149* 

40-7308 



8506110039 

50 322 


05O613OT53* 

40-7300 



8506120250 

50-322 


8S0619O1S9* 

40-7308 



8506120563 

50 322 


8506190186* 

40 1917 



8506130140 

SO 322 


8506190203* 

40-7308 



0506140425 

50 322 


8506190204* 

40-1917 



8500140452 

50 322 


8506190216* 

40 7308 



8506180044 

50 322 


8506190230* 

40-7308 



0506190210 

SO 322 


8506190234* 

40-1917 



8506210521 

50 322 


8506190249* 

40-7308 



8506210523* 

50 322 


8506190382* 

40-7308 



0506250318* 

50 322 


6506190386* 

40-7308 



8508250323* 

50 322 


8508190394* 

40-7308 



8506250336* 

50 322 


8506190409* 

40-7308 



0506250434 

50 322 


8506190413* 

40 7306 



8506250441 

50 322 


8506190421* 

40-7308 



8506250452* 

50 322 


8506190423* 

40-7308 



8506250403* 

50 322 


8506190428* 

40 7300 



8506260404* 

50 322 


8506190442* 

40-7300 



0606250405* 

50 322 

Korr McGee Nuclear Corp 

8506190172* 

FOIA 



850B250489* 

50-322 


8506190183* 

40-8586 



8506260490* 

50 322 


8506190228* 

40 8566 



8506260164* 

50 322 


0506190246* 

40 8586 



8506260538 

SO 322 


8506100247' 

40-1917 



8506260541* 

50 322 


8506190313* 

70-925 



8506270102 

50 322 


0506190317* 

70 925 


Los Alamos Scientific Laboratory 

0506060372 

NUREG 


8506190445* 

40 7308 



8506060708 

NUREG 


8506190461* 

70-925 



8506180525* 

FOIA 


8506190463* 

40-7308 



8506240647 

50 269 


6508f00467* 

40-7308 


Louls-Allis Co 

8506040035 

50317 


0506190469* 

40 8586 



8506070260 

50 271 


6506190471* 

40 8568 


Louisiana Power & Light Co 

8506030380 

50 382 

Kirkpatrick & Lockhart 

0506040679 

50 322 

G 


8506030305* 

50-382 


6506110352 

50-322 

0 


8506040309 

SO 302 


0500130250 

50 322 

Q 


8506050526 

50 302 


8506130306 

50-322 

G 


8506060573 

50 382 


850613031 1* 

50 322 

G 


8606070000 

50 382 


6506160246 

60-322 

P 


8508110137 

50 362 


8506180040 

50 322 

G 


8SD61 10215 

50 302 


8506180071 

50-461 

S 


8506110281 

SO 302 


9506180074 

50 528 

S 


8506110349 

50 302 


8508180293 

50-322 

G 


86061 10350* 

50 302 


8506180301* 

50 322 

G 


8506110524 

50 302 


8506190437 

50-322 

G 


8508110696* 

50-302 


8606210279 

50-322 

G 


8506110701* 

60 302 


8506210284* 

50-322 

G 


8506110711 

60-382 


8506210452 

50-322 

G 


8506160135* 

FOIA 


8506210503 

50-322 

G 


8506160142* 

FOIA 


8506240746 

50-322 

G 


8506160146* 

FOIA 


8506240756* 

50-322 

Q 


85061S0150* 

FOIA 


8506250273 

50-322 

F 


8606150165' 

FOIA 

Lawrence Berkeley Laboratory 

8506060105 

WASTE RES 



8508150160* 

FOIA 


8506060117' 

WASTE RES 



8606150160* 

FOIA 


0506060810 

NUREG 



8506150163* 

FOIA 

Lawrence Livermore National Laboratory 

8208270466* 

60 206 

P 


8500150169* 

FOIA 


6506050364 

WASTE RES 



8506150174* 

FOIA 


8506050581' 

WASTE RES 



8506150174* 

FOIA 


8506110049* 

FOIA 



0606160175* 

FOIA 


8506110055* 

FOIA 



8606150175* 

FOIA 


8506110088* 

FOIA 



8506160180* 

FOIA 


8506110093’ 

FOIA 



8506150180* 

FOIA 


8506110099* 

FOIA 



8506160183* 

FOIA 


8506110144* 

FOIA 



8506160183* 

FOIA 


8506110140* 

FOIA 



8606160186* 

FOIA 


85061 10167* 

FOIA 



8506150165* 

FOIA 


85061 10159* 

FOIA 



8506150237’ 

FOIA 

LeBoeuf, Lamb, Leiby & MacRae 

8506070488 

60-285 

P 


6506170206 

50-382 


8506120263 

60 285 

P 


8506160313 

60-382 

Legal Environmental Assistance Foundatfe 

8606260106 

50-424 

A 


8508190212 

50 382 

Lenman, D S , MD, 

8506110564 

PR 



9506200366 

60-382 

Lewla. M. 

8506240280 

PR 



8508210417 

60-382 

Limerick Ecology Action 

8506190310 

50-352 

G 


8506240240 

60 382 

Literature Research Co 

8606200111* 

CONTRACT 



8606260268 

50382 

Lockheed Aircraft Corp, 

8506060314’ 

80-172 

W 


8506270268 

50-302 

Logical Technical Service Corp 

8506240287* 

CONTRACT 


Louisiana Slate Univ, Baton Rouge, LA 

8606260072 

WASTE MGT 

Long Island Coalition for Safe Living 

8506210274* 

60-322 

G 

Louisiana, Slate of 

8606170058* 

CONTRACT 
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CORPORATE SOURCE INDEX 507 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Lovo. A R 

Lowell, Univ ol. Lowell, MA 

M D Anderson Hosp , Houston, TX 

M W Kellogg Co 

MATHTECH. Inc 

WCfl Information Services, Inc 

WNB Technical Associates 

MJM & Associates 

Mama Yankee Atomic Power Co 


Mamo, State ol 
Malnpai Rosources Co 

Nfalfinckrodt, Inc 


iManagomonl & Technical Consulting 

Managoment Analysis Co 
fwinish & McLennan, Inc 


A^assachusells Institute ol Technology, 
Cambiicfgo, MA 


Fylalorlals Engineering Associates, Inc, 
MalUngly & O'Reilly Services & Testing, 
Inc 

McDcrnioM, R.W , MO 
McQraw-Hill Publications Co 
Modical Technologies 
Mofcuiy Co. of Norwood, Inc 


^Aoridian Houso International 


yloiBCon Systems Co,, (formerly Swank 
ylialacon Systems Co) 

Illotihodist Hosp, of Gary, tnc., Gary, IN 


([yilotrls, fno. 


jjijchtgan. Stats of 
jutiohfgan. Univ. of, Ann Arbor, Ml 
& Chevalier 


0506250978* 

WASTE MGT 



0506280 955 
8506210930 

50-352 

50-223 

G 

P 

Wineo Union Free School Oistricl, NY 
Minnesota, Stale of 

85062AO3a0 

8500140600* 

50-223 

PR 

P 

Mississippi Power A Light Ce 

6506040620* 

50-276 

s 


6506040629* 

50-275 

P 


0506070977* 

REGGD 



0506240249* 

CONTRACT 



0506210286* 

50-322 

G 


0506040525* 

CONTRACT 



0506170145* 

CONTRACT 



0506040419 

50 309 

P 


0506050232 

50 309 

P 


0506050453 

50 309 

F 


0506050463* 

50-309 

F 


0506060004 

50-309 

F 


8506060092* 

50 309 

F 


8506070206 

50 309 

S 


8506070462 

50 309 

P 


0506100370 

50 309 

Q 


0506100374 

50-309 

R 


0506100377* 

50 309 

Q 


0506100394 

50 309 

P 


0506100450 

50 309 

P 


0506100450' 

50 309 

P 


0506140225 

50-309 

F 


0506140263 

50 309 

P 


6506140414 

60 309 

P 


0506140476 

50 309 

P 


8506170204 

SO 300 

S 


8506170413 

60-309 

Q 


0506170422' 

50-309 

Q 


0506100279 

50-309 

P 


0506290354 

50-309 

S 


050621 0135 

50-309 

P 


8506210135 

50-309 

P 


0506210201 

50-300 

P 


0506210351 

50-309 

P 

Mississippi, Stale ol 

0506210352’ 

50-309 

P 

0506210353' 

50-309 

P 


0506250104 

50-309 

P 

Missouri, Umv ol, Columbia, MO 

6506230561 

50-309 

H 

6506240584 

PR 


Mitsubishi fntornalloralCorp (subs ol 

8506050673 

40-8502 


Mitsubishi Coip ) 

6506240214* 

FOIA 


Mitsui A Co (USA), Inc (subs ol Milsu 

050624 0217* 

FOIA 


A Co , Ltd) 

0506240222* 

FOIA 


Mohr A Associates 

0506240239* 

FOIA 


Monroe County, Ml 

0506240246* 

FOIA 


8506050412 

WASTE RES 


Monigomery County Legal Aid Service 
Montgomery County, MD 

8506060624* 

CONTRACT 


0500160165* 

0504170291 

FOIA 

50-293 

J 

Montgomery County, PA 

0506030527 

50-245 

J 

Morrison Knudson Co , fnc 

8500100601 

50-219 

J 


8506110546 

60-219 

J 


6506120045 

50-259 

J 


8506050262 

PR 



0506120306* 

CONTRACT 



0506260099* 

CONTRACT 


N,C Kist A Associates, Inc 

8506260516 

NUREQ 


NO Resources, Inc 

8506130559 

71 166 





NUSCorp 

8506130273* 

FOIA 



8506250261 

FOIA 



0506130060 

71-5796 



8506150096* 

FOJA 



6506160104* 

FOIA 



0506150109* 

FOIA 



8506150114* 

FOIA 



8506150121* 

FOIA 



8606160125* 

FOIA 



8506150127* 

FOIA 



8506 IS0 189* 

FOIA 



8506150194’ 

FOIA 



8506160198* 

FOIA 



8506150202* 

FOIA 



3S0618051 1 

FOIA 



0506220172 

FOIA 



8506140672* 

PR 



8508140676* 

PR 



8506110655 

71-333 



8506110658* 

71-338 



8506060379* 

FOIA 


NUTECH Engineers, Ino 

8606100694* 

CONTRACT 


0506160179* 

60-206 

G 

National Association of Broadcasters 


8506180204’ 

50-206 

G 

8506130271 

50-322 

G 

6506050139 

PR 


6404260470* 

50-416 

P 

8404260470* 

50-416 

P 

8404260470* 

50-418 

P 

8404260475* 

50 416 

P 

840426 9461* 

50 416 

P 

0404260481 * 

50 416 

P 

8404260481 * 

50 416 

P 

0404260487* 

50 416 

P 

8506060409 

50 416 

R 

8506060409 

50 416 

R 

8506070078 

50416 

S 

8506070639 

50416 

s 

8506140107 

50 416 

R 

8506140283 

50416 

P 

8506160014* 

60 416 

Q 

8506150018* 

50416 

S 

8506150020* 

50 416 

V 

8506150024* 

60 416 

S 

8506150029* 

60 416 

V 

8506150031* 

50 416 

s 

8506150043* 

SO 416 

F 

8506180384 

50 416 

Q 

8506180397* 

60 416 

Q 

8506190281 

50 416 

1 

8506190348 

50 416 

F 

8506200337 

50-416 

P 

6506210120 

50-416 

F 

8506210218 

50-416 

Q 

8506240606 

50-4 16 

Q 

0506250163 

50-416 

s 

0506250396 

50-416 

P 

0506250446 

50 416 

S 

0506260176 

50-418 

R 

6506270474 

50-416 

P 

0506270706 

50-416 

P 

8506050399 

WASTE MGT 


8506100655 

WASTE MGT 


8506250005 

WASTE MGT 


8506040266 

60-1B6 

F 

8506100602 

50-186 

S 

8506190545* 

PROJ 


8506130465* 

XPORTLIC 


8506280214* 

CONTRACT 


8506050364 

PR 


8606100130* 

FOIA 


8506040616 

SO 352 

G 

85061 90125* 

CONTRACT 


8506030649 

SO 352 

G 

8508110282* 

50 352 

F 

8506250109* 

WASTE MGT 


6508250111* 

WASTE MGT 


0508260112* 

WASTE MGT 


66062501 15* 

WASTE MGT 


66062501 16* 

WASTE MGT 


8506260616 

WASTE MGT 


8506260620* 

WASTE MGT 


8506100638* 

CONTRACT 


8506240255 

40 8663 


8506240260* 

40 8663 


0412050329* 

50 302 

P 

8606050003 

60 250 

P 

8506050052 

50 200 

F 

8606050348 

FOIA 


8506060015 

WASTE MGT 


8506110005 

71-9151 


6506110006* 

71-0151 


8506110008* 

71-0151 


8506110011* 

71-0161 


86061 10231 

50-250 

R 

8506110298 

FOfA 


8506110320 

60-338 

P 

6506130431 

71 9169 


8506130523* 

71 9169 


8506150227 

FOIA 


8506150260 

FOIA 


8506150289 

FOIA 


8506180031 

50 250 

P 

8506200361 

SO 286 

P 

8506240092 

FOIA 


8506240438 

SO 285 

P 

8506250253 

60-344 

Q 

8506110491' 

60 440 

F 

8506180315* 

60 324 

P 

8S0626O237 

PR 




508 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


National Technical Systems 

Native Americans for a Clean Environment 

Client Council 

Navy, Oept of 


Navy, Oept of. Naval Sea Systems Comman 
Nebrasfca Public Power District 


Nelson Electric Co 
Neutron Products, Inc 
Nevada, State of 


New Engtand Coalition or> Nuclear 
Pollution 

New Jersey, State of 


New Mexico, Slate of 

New Mexico, Unlv ol, Albuouerquo, NM 
New York Power Authonty (formerly Power 
Authority of the State of New York) 


New York, State Univ, of, Buffalo, NY 
New York, Stale of 


Newman & Holtringer 


Niagara Mohawk Power Corp, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8906190250 

QA999 


8506030462 

40 8027 


8506270397 

40 8027 


8506130400* 

71-367 


8506180057* 

40 8631 


8506130398 

71-367 


8506030004 

50 298 

P 

8506030241 

50 298 

F 

8506030247 

60-298 

F 

8606030495* 

50-298 

Q 

8506040078 

50-298 

F 

8506040179 

50 298 

F 

8506070417 

50-298 

P 

8506070505 

50-298 

R 

8506070710 

50-298 

S 

8506100094 

60 298 

P 

8506100120* 

50-298 

P 

85061 10530 

50-298 

F 

8506130237 

50 298 

F 

8506180344 

50 298 

F 

BS06190328 

50 298 

P 

8506210056 

50-298 

R 

6506250155 

50 298 

P 

6506250206 

50-298 

P 

8506260405* 

50 298 

Q 

8506240517 

50-293 

S 

6506130113 

71-5364 


8506050408 

PR 


8506050809 

WASTE MGT 


8506260042 

WASTE MGT 


8506260287 

PR 


85Q627045S 

50 272 

H 

8506270626 

50-354 

H 

8506060045 

WASTE MGT 


8506240201 

STATE PRO 

G 

8506170179 

60 252 

R 

8606040096 

50-333 

S 

8508060440 

50-333 

F 

8506070310 

60 333 

S 

8506070442 

50-333 

Q 

8506110205 

50 286 

P 

8508170372 

50-333 

F 

8506160026 

60-286 

P 

8506180124 

60 286 

1 

8506160124 

50-206 

1 

6506180286 

60 333 

F 

8506180319 

50-333 

H 

8506200236 

50-333 

F 

8506210096 

60 333 

F 

8506210130 

50 286 

F 

8506210460 

60 266 

n 

8506240186 

50-286 

R 

6506240514 

60-286 

Q 

8506240534 

60-286 

P 

6506250465 

50-333 

S 

8508250003 

50 57 

S 

8506030140* 

60-322 

P 

8506030428* 

60-322 

P 

8606180301* 

50 322 

G 

8506180385* 

FOIA 


8506180487* 

FOIA 


8508190486 

60-322 

G 

8506210284* 

60 322 

G 

6506210525* 

50-322 

G 

8506240745 

50 322 

G 

8506240765* 

50-322 

Q 

8506270533 

50 322 

G 

8506030417 

60 498 

G 

8506100736 

50-498 

G 

8506100735 

50-408 

Q 

8606100742* 

60-498 

G 

8606100742* 

50-498 

G 

8506140416 

60-498 

Q 

6606160276 

FOIA 


8506150309 

FOIA 


8506280039 

50-498 

G 

6506280061 

60-498 

T 

8506030377 

50 410 

E 

8506030534 

50-410 

£ 

8506040416 

60-410 

S 

8506040752 

60-220 

S 

8606050119 

60 410 

E 

8506070028 

60-410 

S 

B606070034 

50-410 

s 

8606070088 

50-220 

R 

6506070456 

50-410 

S 


AUTHOR AFFILIATION 


Nissho Iwai American Corp 
Norcom International Corp , (formerly 

Noriega Communications Corp ) 

North Carolina Municipal Power Agencies 

North Carolina, Slate of 

Northeast Nuclear Energy Co (sobs of 
Northeast Utilities) 


Northeast Ulfllties 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8506070687 

50-410 

8506100010 

50 410 

8506100270 

50 410 

8506100594 

5041Q 

8506200056* 

50-410 

8506210409 

50-220 

8506210470 

50 220 

8506270090 

50 410 

8506140564* 

XPOHTUC 

B506050330* 

CONTRACT 

8506130217 

50 400 

8506130226* 

60 400 

8506130220* 

50 400 

8506130279* 

50 400 

8506030053 

60 423 

8506030480 

50-423 

8506030487 

50 423 

8506030515 

50-213 

8506040047 

50 423 

8506040384 

60 423 

8506040394 

50 423 

85060404B2 

60 336 

8506040484* 

50-336 

8506040733 

50 423 

0S06060236 

50-336 

8506060445 

50 336 

8506070051 

60-245 

8506070104 

50-336 

8506070284 

50 336 

8506070298* 

50-336 

8506070308* 

50 336 

6506070368 

50 423 

8506100427 

50 213 

8506100427 

50 213 

8506100427 

60-213 

85061004B1 

50-336 

BS06 100504 

50-423 

8506100513 

50 338 

8506100624* 

60 336 

8506110252 

50-213 

85061 10252 

60-213 

8506110280 

50 245 

8506110200 

60-245 

8506110435 

50 245 

8S061 10435 

60-246 

8606120335 

50 213 

8506120335 

60-213 

8506120336 

50 213 

0506130236 

50 423 

8506140210 

60 423 

8506140227 

SO 336 

8608140416 

50 423 

8506140448 

50 245 

8506 140503 

60-336 

8608140606* 

60 336 

8606170347 

60-423 

8506170361 

50 336 

8506170488 

60-336 

8606170526 

60-336 

0506170628* 

50 338 

8606200077 

50-423 

0506210243 

50-245 

8SD6210294 

50 336 

8506240429 

60 423 

8506240626 

60-423 

8606260432 

50 336 

8606270180 

50-423 

8506270471 

50-245 

8506030063 

50 423 

86Q60303Q9 

50-213 

8506030480 

50 423 

8506030487 

60-423 

8506030516 

60-213 

8506030516 

60-213 

8608040047 

60 423 

8506040384 

50 423 

8506040394 

50-423 

8506040482 

60-336 

8506040733 

60-423 

8506080236 

50-336 

8506060446 

60-336 

8506070061 

60-245 

8506070104 

50-336 

8506070284 

60-336 

8506070207 

60 213 

8506070388 

50-423 

8506100147 

TOPREP 


P 

P 

S 

P 

P 

F 

E 

P 

S 

P 

S 

F 

S 

S 

P 

P 

s 

F 

S 

P 

E 

F 

P 

R 

R 

P 

P 

F 
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CORPORATE SOURCE INDEX 509 


AUTHOR AFFILIATION 


Northeast Utilities Service Co (subs o 
Northeast UIIIHIes) 

Northern States Power Co 


Northarn Virginia Endocrinologists 

Northwestern Unh/., Evanston, IL 

Nuclear Awareness Network 
Nuclear Control Irtstltute 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8506100427 

50 213 

Q 

8508100427 

50 213 

Q 

8506100427 

SO 213 

Q 

8500100481 

50-336 

Q 

8506100504 

50 423 

E 

0606100513 

50-336 

P 

8506 110252 

50-213 

P 

8506110280 

50-245 

F 

8506110435 

50 245 

F 

8506110435 

50-245 

F 

8506120335 

50-213 

P 

8506120335 

50-213 

P 

8506120335 

50-213 

P 

8506130236 

50 423 

E 

0506140210 

50 423 

E 

8506140227 

50-336 

Q 

8506140418 

50-423 

A 

6506140449 

50-245 

P 

8506140503 

50-336 

P 

8506170346 

50-213 

P 

6506170347 

50-423 

E 

8506170381 

50-330 

P 

6506170486 

50-336 

P 

8506170526 

50-336 

P 

0506200077 

50 423 

S 

6506210243 

50-245 

P 

0506210294 

50-336 

P 

8506210361 

50-2(3 

P 

8506210361 

50-2(3 

P 

8506210361 

50-2(3 

P 

8506210361 

50-2(3 

P 

8506210361 

50-213 

P 

8506210368* 

50 213 

P 

8506210368* 

50-21 3 

P 

8506210368* 

50-213 

P 

8508210368* 

50-213 

P 

8S062 10368* 

50-213 

P 

8506240420 

50-423 

F 

8506250432 

50-336 

P 

0506260264 

60 423 

E 

6606270180 

50-423 

S 

6506270471 

60-245 

P 

0606210361 

60-213 

P 

8505240241 

60-282 

P 

8505240241 

50-282 

P 

8605240247* 

50-282 

P 

8505240247* 

50-232 

P 

8605240273* 

60-282 

P 

8505240273* 

50-282 

P 

8506030095 

50-263 

F 

BS06030521 

60-283 

J 

8606040527 

60-263 

O 

6506040534 

50-269 

O 

3506080234 

50-263 

F 

8606060240* 

60-263 

F 

8506070142 

50-263 

R 

8606100236 

60-282 

R 

8508100613 

50-282 

0 

8506110423 

60-282 

F 

6506130283 

60-282 

P 

6506140032 

60-306 

S 

8506140348 

60-263 

S 

8506140356 

60-263 

s 

8S061 40432 

60-263 

s 

8506140436 

60-263 

s 

8506140473* 

60-263 

F 

8606170045 

50-262 

s 

8506170054 

60-282 

s 

8500170201 

50-263 

s 

0506170484 

50-306 

s 

0506170472 

50-283 

s 

8506170477 

60-306 

s 

8506170678 

60-306 

s 

8506180297 

60-263 

s 

8506180352 

60-306 

s 

8506180380 

TOPREP 


8506180363* 

60-306 

s 

8506210454 

60-282 

s 

6506240553 

60-282 

F 

8506270206 

60-282 

p 

0506270445 

50-263 

p 

8506270552 

60-263 

s 

0506270574 

50-282 

Q 

0506110534* 

FOIA 


8506190312* 

REVIEW GR 

P 

0506190316* 

REVIEW QR 

P 

8506100305 

60-482 

A 

8506190349 

PH 



AUTHOR AFFILIATION 

Nuclear Energy Services, Inc 

Nuclear Fuel Services, Inc (subs of 
Getty Oil Co ) 


Nuclear hlo/rnation & Resource Service 


Nuclear Packaging, Inc 


Nucloar Pharmacy, Inc 
NuclearTochn ology Core (N UTE K) 
Oak Ridge Associated Unrvs 


Oak Ridge National Laboratory 


Ohio Citizens (or Responsible Energy 


Ohio Edison Co 
Ohio, Stale ot 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8506190358* PR 
85060704B4* 50-440 E 

8506070491* 50-440 E 

85032701 IS 70-143 


8506110646 71-6387 

8506120485 70-143 

8506120494 70-143 

8506130108 70-143 

8500130582 70-143 

8506200495 * 70-143 

8508150212 FOIA 

8506150287 50-528 P 

8506180147 60-206 P 

8506060527 WASTE MGT 

8506140095* 71-9073 

8506250080 FOIA 

0506060056 WASTE MGT 

8506120564* FOIA 

8508130231* FOIA 

8210120209* 50-10 P 

8502150078 NUREG 

8506050130* FOIA 

8506050684 WASTE RES 

8506050806 WASTE RES 

8506060376 NUREG 

8506060815 NUREG 

8506070073 WASTE RES 

8508070366 NUREG 

8506100496 NUREG 

8508110392* FOIA 

8506130358 NUREG 

8506130364 NUREG 

8503130460 NUREG 

85061 30505 NUREG 

0506140622 NUREG 


6508170233* FOIA 

8606170281* 50-293 P 

6506170399* FOIA 

8506170416* 50-10 P 

6506170496* 50-269 P 

6506170553* FOIA 

6506170554* FOIA 

8506170558* 50-259 P 

8508170562* FOIA 

6500170567* FOIA 

8506170572* FOIA 

8506170576* 50-260 P 

8506170579* FOIA 

8506170580* FOIA 


8506170586* FOIA 

8506170589* FOIA 

8506170591* FOIA 

0506170596* FOIA 

8506170598* FOIA 

8506170600* FOIA 

8508170606* FOIA 

8506170607* FOIA 

8506170611* FOIA 

8506170612* FOIA 

8508170617* FOIA 

8506170637* FOIA 

8506180016* FOIA 

8500180022* FOIA 

8506180049* FOIA 

8506180088* FOIA 

8506180076* FOIA 

8506180088* FOIA 

6506180001* FOIA 

8500180140* FOIA 

8506250000 WASTE RES 

8506280046 WASTE RES 

8506270532 ORG 


8506280182* FOIA 

8506030644 50-440 T 

8506050023 50-440 Q 

8506050094 FOIA 

85061 5028B 60-440 A 

8506150291 FOIA 

8506170176 60-440 F 

8506180336 60-440 G 

8506210474 FOIA 

8506220249 FOIA 

8506260287 PR 

8506280092 50-440 G 

8506270092 60-412 A 

8504150148* 60-358 A 

8506170119 50-440 F 


8500260251 * CONTRACT 



510 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Ohftiart Cofp 


Oklahoma, Umv of, Norman, OK/Oklahoma 

Teaching Hospa , Oklahoma Cily, OK 
Omaha public Power Oialrict 


On Line Comptiler Syalems, Inc 

Orrick, Hernngton & Sutcliffe 
Overseas Electrical Industiy Institute 
Oyater Say East Norwich Central School 
Dtstiiol, NY 

Pacific Qas & Electric Co 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

85062602-13 

50 346 

P 


8506040218 

50 275 

8506220183* 

FOIA 



8506040210 

50 275 

8506220166* 

FOIA 



8506C40224* 

50 275 

8506220187* 

FOIA 



0506040224* 

60-275 

8506220188* 

FOIA 



8506040234* 

50 275 

6506220 194* 

FOIA 



8506040234* 

50 275 

8506220196* 

FOIA 



8506040580* 

60-275 

8506220197* 

FOIA 



8506050134* 

50 275 

8506220203* 

FOIA 



0506070253 

50-133 

8506220205* 

FOIA 



8506070444 

50-275 

8506220209* 

FOIA 



8506070512 

50-275 

8506220214* 

FOIA 



8500100086 

50 275 

8506220216* 

FOIA 



8500100086 

50-275 

8506220219* 

FOIA 



8506100092* 

50 275 

8506220223* 

FOIA 



8506100092* 

50-275 

8506220224* 

FOIA 



8506100858 

50-275 

8506220226* 

FOIA 



8506100869 

50-275 

8506220229* 

FOIA 



8506100872 

50 275 

8506220230* 

FOIA 



8506100876 

50-275 

8606220233* 

FOIA 



8506110080 

50 323 

8506220234’ 

FOIA 



8506110082* 

50 323 

6506220235* 

FOIA 



6506110006 

50-276 

8506220238’ 

FOIA 



6506110086 

50-275 

8506220239* 

FOIA 



8506110106 

50 323 

8506220241* 

FOIA 



8506110135 

50-275 

8506220243* 

FOIA 



8506110135 

50-275 

8500220244' 

FOIA 



8506110145* 

50 275 

8506220245* 

FOIA 



0506110145* 

50 275 

8506220248* 

FOIA 



8506110151 

50-275 

8506220250* 

FOIA 



0506110100 

50 133 

8506220252* 

8506220254* 

FOIA 



8506110709 

50 275 

FOIA 



8606110709 

50-275 

0506220255* 

FOIA 



8506120176* 

50-133 

8506220258* 

FOIA 



6506120182* 

50 133 

8506220259* 

FOIA 



0506120185* 

60-133 

8506220260* 

FOIA 



8506130391 

71-4986 

8506220263* 

FOIA 



0506140426 

50 275 

8506220265* 

FOIA 



0506140426 

50 276 

8506220266* 

FOIA 



6506100132 

50-276 

8506220267* 

FOIA 



8506190135 

50 276 

6506220268* 

FOIA 



8506190136 

60 276 

8506220270* 

FOIA 



8506100161 

60 323 

6508220272* 

FOIA 



6506190380 

50-276 

8506220273* 

FOIA 



6506190380 

50 275 

0506220275* 

FOIA 



0506200319 

60-317 

8506220277* 

FOIA 



6506210320 

60 275 

6506220260* 

FOIA 



8506210326 

50-276 

8506220281 * 

FOIA 



8506240001 

60 133 

0506240708* 

FOIA 



8506240080 

60-276 

6506240136* 

CONTRACT 



8506240088 

50 276 





0506250209 

50-276 

8506030110 

50-265 

P 


0506250357 

60 275 

8506030112* 

50 205 

P 


8506260307 

50-276 

8506030407 

SO 285 

P 


8606250397 

60 275 

8506070419 

50-265 

R 


0506260407* 

60 276 

8506070492* 

60-285 

P 


8506260407* 

60 275 

8606070495* 

50-265 

P 


0606260423 

60-276 

8506110527 

PR 



8506260435* 

60 276 

6506120263 

50-285 

P 


0506260435' 

60 276 

8506120268* 

60-285 

P 


0606270111 

60-276 

8506120276* 

60-205 

P 


0506270111 

50-276 

6506170514 

50 265 

P 


8506280144 

60 275 

8506190242 

60-285 

P 

Pacific Nuclear Systems & Services, Inc 

6506260221 

TOPREP 

8506190268* 

50-286 

P 

8506260227* 

TOPHEP 

8506210103 

60 298 

F 

Pacific Power & Light Co 

0506170446* 

60 344 

8506210251 

50 266 

P 

Paramalef, Inc 

0506130246 

MISC 

6506210266 

50 285 

P 


8506130296 

60-266 

8506210290 

50-265 

F 

Parsons Peebles - Eloctric Products, Inc 

8500100020* 

FOIA 

0506240037 

50 285 

R 

Peabody Tesling/X-Ray Engineering Co 

6506150206* 

FOIA 

8506270357 

50 285 

P 

8606160226* 

FOIA 

8506280035* 

60 285 

Q 

Pennsylvania Power & Light Co 

8606030212 

60 387 

8506280045* 

60-205 

Q 

8606060226 

60-388 

8506280077 

50-285 

1 


8606060215 

60-387 

8506288086 

60 285 

P 


8606080329 

60 387 

8506260587* 

CONTRACT 



8506060349 

60-307 

8506110496 

PRM 



6606060449 

60-387 

8506130355* 

FOIA 



6606080688 

50-388 

0506130278 

50 322 

G 


8606070702 

60 387 

0504020379 

60-276 

R 


8606100276 

8606100276 

50-387 

60-387 

8506030123 

50-323 

P 


6506110288 

60-387 

6506030465 

50-276 

S 


6506110302 

60-367 

8506030504 

60 275 

F 


8606130288 

60 387 

8506040168 

50-275 

P 


6506130286 

60-387 

8506040165* 

50-275 

P 


6806130304 

60-307 

0506040172* 

8506040190 

8506040197* 

8506040201* 

60-275 

50-275 

50-275 

60-275 

P 

P 

P 

P 


8506130304 

8606170432 

8606170432 

8606170616 

60-387 

60-387 

50-387 

60-387 


P 

P 

P 

P 

!• 


P 


I 

I 

P 

P 

i 

J 

P 

P 

F 

F 

S 
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CORPORATE SOURCE INDEX 511 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Pemsylvanla, Commonwealth of 

Peliolomlcs Co, (formerly Getly/Potrolo 
nucs Co ) 

Philadelphia Electric Co 


8506200225 

50-387 

p 

8506200413 

50-387 

s 

8506200434 

50-387 

s 

8506200451 

50-387 

R 

8506210165 

50-387 

S 

8506210258 

50-387 

Q 

8508240027 

50-367 

s 

8506240108 

50 387 

P 

8506240258 

50 357 

Q 

8506240256 

50 387 

Q 

8506250461 

50 307 

P 

8506280274 

50 387 

F 

8506260274 

50-307 

F 

8506270504 

60-307 

p 

0506270504 

50-307 

P 

0506270509 •• 

50-387 

P 

8506270509* 

50-307 

P 

0506270514* 

50-307 

P 

0506270514* 

50-307 

P 

0506270576 

50-367 

J 

050 6270578 

60-307 

J 

050 6270500 

60 300 

P 

050 8270505* 

60 3BO 

P 

850 6270S90* 

60 300 

P 

0506030403 

SO 200 

G 

8508030400* 

60 209 

G 

8506040673 

60 352 

G 

8506250007* 

SO 320 

F 

0506260001 * 

50 320 

F 

8506250007* 

60-320 

F 

0506260102 

40 6659 


050626040 1 

40 6659 


0506260406* 

40 6669 


0503150327 

50 352 

F 

0504180442 

50 277 

P 

0504180445* 

60 277 

P 

6506030320 

SO 362 

S 

0506030370 

50 293 

P 

0500040011 

60 352 

0 

0606040171 

50 352 

p 

0606040171 

60 352 

p 

0506040210 

60 352 

s 

0506040300 

SO 277 

p 

6506040300 

SO 277 

p 

0506040675 

50 352 

G 

0506040605 

60-362 

s 

GSO 6040703 

60 352 

s 

0506040706 

60 362 

s 

GSO 6050200 

60 352 

s 

0506060014 

60 171 

R 

0506060220 

60-352 

F 

0500060220 

60 352 

F 

6506060431 

50 277 

J 

8606060431 

50 277 

J 

0506060600 

50 352 

S 

0506060000 

50 277 

R 

6606060000 

60 277 

R 

0506070220 

50 352 

K 

0506070220 

60 352 

K 

0506070263* 

60 362 

K 

0506070263* 

SO 352 

K 

0506070200* 

60 352 

K 

0506070200* 

60 362 

K 

0506070600 

60-352 

G 

6506070600 

60 352 

G 

8606070714 

50 352 

S 

0606100120 

60-352 

F 

6606100120 

50-362 

F 

0506100501 

50-362 

S 

6506100601 

50-352 

S 

0606100695 

50-362 

Q 

6606100695 

50-277 

F 

6506100696 

50-277 

F 

8606100661 

50-352 

R 

8606100663* 

50-362 

R 

66061 10384 

50-277 

P 

85061 10364 

50-277 

P 

0606120001 

60-277 

F 

8606130172 

60-362 

P 

8606130172 

50-362 

P 

8606140439 

60-277 

P 

8606170210 

60-362 

Q 

0606170214 

60-362 

F 

06061 70274 

60-362 

S 

66061 60295 

60-352 

K 

6506180295 

50-352 

K 

8606180404 

60-277 

P 

0606180404 

60-277 

P 


Philadelphia Inquirer, Philadelphia, PA 

Philadelphia, PA 
Philippines, Qovt ol 

Phoerux Associates, Inc 
Phoenixville Area School Districl, PA 
Plained^ 0 Public Schools, NY 
Plateau Resources, Ltd 


Portland General Efoctrc Co 


Polomac Electric Power Co. 
Powof Piplt^a Co (subs, ol Harlan 

Electric Co ) 

Precision Matenals Corp 
Pcolesslonal Analysis, Inc 
Protessional Carpet Service 


PralossFonal Loss Control, Inc 


Public Interest Law Ctr ot Philadelphia 
Public Interest Research Group, North 
Carolina 

Public Service Co ot Colorado 


8506180409* 

50-277 

P 

850S1B0400* 

50-277 

P 

0506180444 

50-277 

P 

0506180444 

50-277 

P 

0506200099 

50-352 

S 

8506210339 

50-277 

F 

850S210339 

50 277 

F 

8508210459 

50-352 

Q 

050621 0459 

50-352 

G 

8506210465 

50-352 

G 

8506210465 

50-352 

G 

0508210477 

SO 352 

S 

8506210500 

50 352 

F 

8506240087 

50 352 

P 

8506240117 

50 277 

R 

0506240117 

50 277 

R 

0506240533 

50-277 

R 

05O624O53S* 

50-277 

R 

850024 0535* 

50 277 

R 

850624 0539* 

50 277 

n 

8506250153* 

50 277 

Q 

0506250410 

50 277 

F 

8506250492 

SO 352 

S 

0506260022 

50-352 

G 

0506280147 

50 352 

G 

8506280147 

50 352 

G 

0506140045 

50 289 

Q 

OSO 6250 272 

FOIA 


0505070423 

50-352 

G 

8600100550* 

50-354 

Q 

0500110589* 

CONTRACT 


05061 10353* 

50 352 

P 

0606130227 

SO 322 

G 

0506050407 

40 0600 


8506050781 ‘ 

40 6690 


0506110545 

PR 


0506170513 

40 0600 


0506200405 

40 0674 


8506200514 

40 0674 


0506040640 

50 344 

F 

0506050162 

60-344 

P 

8506060257 

50-344 

P 

0506070047 

50-344 

F 

0506100011 

50-344 

r 

0506100012* 

50-344 

r 

0508170437 

50-344 

1 

0506170440* 

60-344 

1 

0506100290 

50-344 

V 

0500180322 

50-344 

p 

0506180442 

60-344 

p 

8500180450* 

50-344 

p 

0506180456* 

50-344 

p 

8506180409 

50-344 

p 

0506180492* 

50-344 

p 

8506180494* 

50-344 

p 

8506200263 

50-344 

p 

0506240472 

50 344 

F 

8506270350 

60-344 

S 

8506130216* 

FOIA 


0506110104 

50 412 

s 

BSO610O167* 

FOIA 


8506060634* 

CONTRACT 


8506180503 

FOIA 


8506240803 

FOIA 


8508100706* 

50 277 

F 

8506100710* 

50-277 

F 

85081 00716* 

50-277 

F 

8506100716* 

50-277 

F 

0503100725* 

60 277 

F 

0508100725* 

50 277 

F 

0506100731* 

50 277 

F 

0506100731* 

50 277 

F 

0506100738* 

60 277 

F 

0506100736* 

50 277 

F 

0505100741* 

50 277 

F 

0506100741* 

60-277 

F 

0506100746* 

60-277 

F 

8506100748* 

60-277 

F 

8506100751* 

SO 277 

F 

8506100751* 

60-277 

F 

0506150218 

FOIA 


0506210127 

PR 


0500030222 

60 267 

O 

0508030235 

60 267 

F 

0508030254 

50 267 

p 

- - -. 


t> 



512 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Public Service Co of Indiana, Inc 
Public Service Co of New Hampshire 


Public Service Co of Oklahoma 


Public Service Electric A Oaa Co. of New 
Jersey 


ACCESSION 

SUBJECT 


NUMBER 

category 


8506030280 

50-267 

P 

8506030374 

50-267 

Q 

8506040226 

50-267 

F 

8506040725 

50-267 

S 

8506100640 

50 267 

F 

8508120620 

50 267 

P 

6506130511 

50-267 

P 

fl50S130613* 

50-267 

P 

8506130514* 

50-267 

P 

8508130519 

50 267 

P 

8506140168 

50-287 

P 

8506140444 

50-267 

S 

8506240016* 

50-267 

Q 

8508240147* 

60-267 

0 

8506240395* 

50-267 

Q 

8506260229 

50-267 

P 

8506260237* 

60-267 

P 

8506260451 

50-267 

R 

850626046S 

50-267 

R 

8506260476* 

50 267 

R 

8506270063 

50-267 

P 

8506270069* 

60-267 

P 

8506270101 

50-267 

P 

8506270115 

50 267 

P 

85062702S6 

50-267 

P 

8606270277 

60-267 

Q 

8506270305 

50 267 

P 

8506270329 

50 267 

F 

8606270362 

50267 

S 

8506270610 

50-267 

P 

8506270866 

50-267 

F 

8506280187 

60 267 

P 

8506060475 

50-546 

A 

8506030175 

50 443 

Q 

8506030458* 

60-443 

Q 

8506040130 

50-443 

S 

8506040481 

50 443 

A 

8506060124 

50-443 

E 

8506060124 

50 443 

E 

8506060343 

50 443 

A 

8506060343 

50-443 

A 

8506070413 

50 443 

Q 

8506070446 

50-443 

A 

8506070446 

50 443 

A 

8506070633 

60-443 

G 

8506070633 

50 443 

G 

8508070662 

50-443 

Q 

8506070662 

SO 443 

G 

6506110526 

50 443 

A 

8506120328 

50-443 

A 

8506120326 

50-443 

A 

8506170197 

50443 

A 

6506170197 

50-443 

A 

8506170466 

50 443 

A 

8506170466 

60-443 

A 

8606180298 

50-443 

A 

8506200066 

50443 

S 

8506200399 

60 443 

S 

8506200399 

60 443 

S 

8506200438 

50 443 

S 

8506200438 

60 443 

s 

8506200445 

50-443 

s 

8506200446 

60443 

s 

8506240405 

50-443 

s 

8506240405 

60443 

s 

6506270140 

50 443 

8 

8506270140 

50-443 

S 

8606270141 

60-443 

s 

8506270141 

50-443 

8 

8506270154 

50 443 

8 

8508270164 

50 443 

S 

8506270164 

50-443 

S 

8S09270164 

50 443 

S 

6506210325* 

50-556 

A 

8506210330* 

60-558 

A 

8506030306 

50-272 

fl 

8508030315* 

60272 

fl 

8506030334 

50-354 

F 

8606040031 

50-354 

Q 

8506040042 

BO-354 

Q 

6506040239 

60-311 

S 

8506050401 

PR 


8506060034 

50-311 

S 

8606060049 

60354 

F 

8506060069* 

60-354 

F 

8506060460 

60-272 

F 

8506060460 

60-272 

F 

B506060S47 

50-272 

R 


AUTHOR AFFILIATION 


Pullman Power Producla Corp. (formerly 
Pullman, Inc.) 

Purdue Univ., West Lalayette, IN 
Quacfrex Corp. 

Quality Management, Inc 
RSA Corp 


Radiation Managennenl Corp, 


fladialion Toehnofogy 
Radio Television News Directors 
Association 
Rand Corp 

Reed College, Portland, OR 


Reich & Tang, Ino. 

flensselaer Polyfaclmlo Inatltole, Troy, 


Reporters Committee for Freedom of Ihe 
Frees 

Riddell, Williams, Bullitt & Walkinahaw 
Robert*Jame8 Sales, Inc. 


ACCESSION 

SU3JEC 

NUMBER 

CATEQOI 

8506070024 

50 354 

8506070105 

50-311 

8506070231 

SO 354 

0606070244 

50-354 

8506070323 

SO 354 

8506070335 

60 272 

0506070544 

50-354 

8506100146 

50-272 

8506110279 

50-354 

8506110331 

50 364 

8606110332 

50-364 

8506130134 

50-354 

8506130135 

60-354 

6SD6130149 

50-354 

8506130168 

50 364 

8506130294 

50-354 

8506140504 

60 354 

8606170046 

50-354 

8506170111 

50-354 

8506170223 

50-311 

8506170478 

50-354 

0508170515 

50-272 

8506170548 

SO 276 

8506160272 

60-272 

8506180272 

50272 

8506200377 

50354 

8506200382 

50-272 

8S06200S40 

50311 

8506210008 

60-311 

8508210224 

60-272 

8S06210224 

60 272 

6506210447 

50-272 

8606240699 

50-311 

8506260448 

60-354 

8506260566 

60-354 

6506260572* 

50-354 

8506050144* 

60-275 

8506190362* 

REVIEW GR 

8606120495* 

60-276 

8606140121* 

FOIA 

8012090529* 

FOIA 

6012090533* 

FOIA 

8508110260* 

FOIA 

8506110277* 

FOIA 

8506110297* 

FOIA 

8506110312* 

FOIA 

8606110346* 

FOIA 

85061 104H* 

FOIA 

8506110446* 

FOIA 

8508110457* 

FOIA 

6506110468* 

FOIA 

8506110573* 

FOIA 

8506110577* 

FOIA 

8S061 10583* 

FOIA 

8506110587* 

FOIA 

860611 0590* 

FOIA 

0508110593* 

FQtA 

8506110600* 

FOIA 

0506110607* 

FOIA 

0506110814* 

FOIA 

8606110618* 

FOIA 

6506110622* 

FOIA 

8508110630* 

FOIA 

8506110654* 

FOIA 

8506110665* 

FOIA 

8506110673* 

FOIA 

8506110689* 

FOIA 

8506110703* 

FOIA 

8508110716* 

FOIA 

8506110717* 

FOIA 

8606120129* 

FOIA 

8506120146* 

FOIA 

8506060812* 

60-277 

8506160233* 

50-456 

6506220226 

FOIA 

6506260287 

PR 

8606160301* 

FOIA 

8506180436 

50-288 

8606240406 

60-288 

8506240276 

FOIA 

8606250417 

FOIA 

8506100569 

70-920 

8506260287 

PR 

8S06170266 

60-397 

6506180339 

QA998 


rr-i-ocs-? ‘TiGpsam OOto^tn «■«>»> s»m>n7> ^>OnO anaasOto 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


Gas & Elociric Coip 

8506040273 

50 244 

P 


8506070518 

50 244 

R 


8506070520* 

50 244 

R 


8506070522* 

50 244 

R 


8506070526* 

50 244 

R 


0506170302 

SO 244 

S 


8506180017 

60 244 

P 


8506160021’ 

SO 244 

P 


8506200150 

50-244 

S 


8506210309 

50-244 

F 


8506240199 

50-244 

P 


8506240367 

50 244 

P 


0506240373* 

50 244 

P 

2*^b«Sl03 Co 

8506140206 

OAe99 


^•^Ocwell Intornalional Corp 

0506120022* 

FOIA 



8506120026* 

FOIA 



6506150310* 

FOIA 


^*CKy Mountain EnorgiyCo 

6506050341 

40 8380 



6506050353 

40 8697 



8506210062 

40 8380 


§CKJa, JF 

8506070550 

50 209 

Q 

& Associatos Engineering Corp 

6506060676* 

WASTE MGT 


•'•'Oovin, Huge & Lenzner 

8506110686 

60 445 

A 


8508160106 

50 445 

A 

A Haas Co 

8506190389* 

FOIA 


S'Sfruan Z. Pytih & Associates, Ino 

8506100671* 

WASTE MGT 


floriKiout Associelos, Inc 

8508070052* 

50-275 

0 

'^op«s A Cray 

8506030467* 

60-271 

Q 


8506070633 

SO 443 

G 


8506070633 

50 443 

Q 


8506070662 

60 443 

Q 


8506070662 

50 443 

Q 

5<^®nri, B, 

8606180264* 

50 466 

G 

ftuder. Ware, MicNor & Forester, SC, 

8506240654 

FOIA 


^usiUn iManolaolunngCa. 

6506030420 

PT21 



8506070184 

QA999 


& ColKsn & Associates, Inc 

8506070377* 

REGGO 


oaoramanlo Murtlcipal Utility District 

8506040071 

60-312 

R 


8506040082 

50-312 

F 


8506040105 

50-312 

S 


850604024 B 

60-312 

F 


6508040264 

50 312 

S 


8500060004 

50 312 

S 


8506100285 

60 312 

P 


6606100300* 

60 312 

P 


8506100420 

50-312 

P 


8506110196 

60-312 

P 


8506110307 

50-312 

P 


8506110341 

50-312 

Q 


6506190198 

50-312 

P 


8506190479 

50 312 

P 


8506200312 

60 312 

J 


B6062402B7 

60-312 

S 


8506260430 

60-312 

P 


85D6260021 

60-312 

s 


0600260111 

60-312 

fl 


8606270653 

50-312 

s 


6506280056 

50-312 

s 

San Anlorlo, TX 

6506280081 

60-490 

T 

Sarvclia Malional Laboratories 

6506050276 

WASTE RES 



8506050344 

WASTE RES 



8506050392 

WASTE RES 



8506050428 

WASTE RES 



8508050432 

WASTE RES 



8606050549* 

WASTE RES 



8506050578 

WASTE RES 



8606060304 

WASTE RES 



8506060385 

NUREQ 



8506060623 

WASTE RES 



0506100781 

WASTE RES 



6506100835* 

WASTE RES 



8506110690 

WASTE RES 



8606140047 

NUREG 



8606140052 

NUREQ 



8506140372* 

FOIA 



8606170166* 

50-277 

P 


8506180477* 

FOIA 



6506180613* 

FOIA 



0506180638* 

FOIA 



8506190020 

NUREG 



8506190042 

NUREG 



6606190305* 

FOIA 



8606190308* 

FOIA 



8506190311* 

FOIA 



8506190316* 

FOIA 



8506190318* 

FOIA 



8506190320* 

REVIEWGfl 

P 


8506190321* 

FOIA 



8606190324* 

FOIA 



CORPORATE SOURCE INDEX 513 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 



8506190330* 

REVIEW GR 

P 


6506190336* 

REVIEW GR 

P 


8506190340* 

FOIA 



8506190345* 

FOIA 



0506190354* 

FOIA 



8506190359* 

FOIA 



8506190364* 

FOIA 



8506210164* 

FOIA 



8506210169* 

FOIA 



8506210174* 

FOIA 



8506210176* 

FOIA 



6506210196* 

FOIA 



6506210204* 

FOJA 



6506240313 

NUREG 



6506240532 

50 254 

P 


6506240645 

50 266 

P 


8506250045’ 

FOIA 



8506250062* 

FOIA 



8500250074* 

FOIA 



8S062S0O77* 

FOIA 


Schalfer & Brown 

8506120020* 

FOIA 


Schlirmberger, Ltd 

8506250399 

PR 


Schonbecg, S E. 

8506140315 

FOIA 


Scler^ca & Engineering Associates, (nc 

8506070377* 

REGGO 



6506260473* 

CONTRACT 


Science Applications Inlornational Corp 

8501230194* 

50 260 

f 

(lornnerly Science Applications Inc ) 





8504240193* 

50 293 

f 


6505150044* 

50 331 

f 


8505290636* 

50 271 

F 


8506040612* 

50 309 

F 


8506060567* 

50 397 

P 


8506060764* 

CONTRACT 



8506240496 

WASTE MGT 


Seattle Times 

8506060242* 

WASTE MGT 


Seismograph Service Corp (subs of 

Raytheon Co ) 

8506050396* 

FOIA 


Senate 

8506040361 * 

50-322 

H 


8506060589* 

50 322 

H 


8506130309 

50 322 

Q 


8506130404* 

SO 309 

H 

Senate, Appropriations 

8506250172 

PR 


Senate, Environment & Pubire Works 

8506280308* 

FOIA 


Senate, Judiciary 

8506060068* 

COMMISSIO 

N 

Sequoyah Fuels Corp (subs of Keir-McGo 

8506060610 

40 8768 


Nuclear Corp.) 




SergenI, Hauskins & Beckwith 

8508100574* 

WASTE MGT 


Shannon & Wilson, Inc. 

8506110442’ 

WASTE MGT 


Shaw, Pittman, Potts 4 Tiowbifdge 

8409150532* 

FOIA 



8506030244 

50-289 

G 


8506030317 

50 269 

G 


8506030498 

50-462 

G 


8506030640 

50 281 

G 


8506060219 

50 440 

G 


8506060311 

50 289 

Q 


8506070653 

50 463 

G 


B5061 00728 

50 400 

G 


8509130133 

50-289 

Q 


S506130217 

50 400 

T 


8506130256 

50 269 

Q 


8506140231 

50 440 

Q 


8506140231 

50 440 

Q 


8506140241 

50 440 

T 


8506140241 

50-440 

T 


9508140404 

50 440 

G 


8506140404 

50 440 

0 


8506180161 

60 400 

Q 


8506180156* 

50 400 

Q 


8506190397 

50-289 

G 


8506210322 

50 440 

Q 


8506210467 

60-440 

Q 


8506280033 

60 424 

G 


8506280141 

50 269 

G 

Shoreham Opponents Coalition 

8506040674 

50 322 

G 

Sierra Club 

8508160164 

50 206 

P 


8506220066* 

60 206 

Q 

Sllne Industrial Painters, lr>c 

85O01BO1O1* 

FOIA 



8506160107* 

FOIA 



8506160111* 

FOIA 



8506160116* 

FOIA 



0506160118* 

FOIA 



B5DS160I22* 

FOIA 



6506160132* 

FOIA 



8506160137* 

FOJA 



8506150139* 

FOIA 


Small Business Administratioit 

8506050330* 

CONTRACT 



8506050451* 

CONTRACT 



8506060724* 

CONTRACT 



8506070125* 

CONTRACT 




514 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Smilh, Haughey', Rice & Roeggo 
Snell & Wilmer 

Source Produclion & Eguipmenl Co , Inc 
South Carolina Electric & Gas Co 


South Carolina, State ol 


Southartt California Edisorr Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8506200082* 

CONTRACT 


e506240287* 

CONTRACT 


8506240695' 

CONTRACT 


85061 10355 

50-329 

S 

8506140429 

50 629 

G 

8506130116 

71 6717 


6506130120 

71-9056 


8506050222 

50 395 

F 

8506060696 

50-395 

S 

6506100281 

50 395 

R 

8506140614 

50 395 

P 

6506140517* 

60 395 

P 

8506140520 

50 395 

P 

8506140522’ 

50 395 

P 

8506170551 

50-395 

S 

8506180316 

50 395 

P 

8506210124 

50-395 

Q 

8606210377 

60-395 

Q 

8506240642 

50-395 

Q 

8506250310 

50 395 

P 

8506050163' 

WASTE MQT 


8506100430* 

WASTE MGT 


8506110705' 

WASTE MGT 


8506140445 

50-261 

G 

6506190202' 

50-261 

F 

8506240726' 

WASTE MGT 


8506260161 

PR 


8506030179 

50 361 

P 

8506030179 

50 361 

P 

8606030184' 

50-361 

P 

8506030184' 

60 361 

P 

8506030522 

60 206 

S 

8506040110 

60-206 

F 

8506040110 

50-206 

F 

8506040395 

50 361 

S 

8506040449 

50-361 

S 

8506040565 

50 361 

S 

8506040684 

SO 206 

Q 

6506080469 

50-361 

P 

8506060469 

50 361 

P 

8506060476 

50-206 

P 

0506060482' 

50 206 

P 

8506060493* 

60-206 

P 

8506060505' 

50-206 

P 

8506070027 

60 361 

S 

8506070276 

50 361 

P 

8506100024 

50-362 

S 

8506100415 

50-206 

fl 

8506100419 

50 361 

P 

8506100682 

50-361 

fl 

8506100682 

60-361 

R 

8606100668‘ 

60-361 

R 

8506100690* 

50 361 

R 

8506100690' 

60 361 

fl 

0506110299 

60-361 

S 

8506110299 

50-361 

S 

8506110330 

60.361 

S 

8506110453 

60 206 

F 

8606110473 

60-362 

S 

8506110496 

PRM 


8506120148 

50-206 

P 

8506120148 

50-206 

P 

8506120658 

50 206 

S 

8606130499 

60-206 

V 

8506130499 

50 206 

V 

8506140663 

50-206 

Q 

8506170651 

SO 362 

S 

6506190166 

50 361 

P 

6506190166 

50-361 

P 

6506190335 

SO 361 

Q 

8508200325 

60-206 

P 

8506200487 

60-361 

S 

8506220011' 

50-206 

P 

8608220017' 

50-206 

P 

8506220032' 

60-208 

P 

8506220047' 

60-206 

P 

8500220052' 

50.206 

P 

8506220054' 

50-206 

P 

8506220057' 

60-206 

P 

8506220063* 

50-206 

P 

8606220067' 

50 206 

P 

8506220073* 

60-206 

P 

8506220147' 

50-361 

P 

8506220166* 

50 361 

P 

8506220169* 

60-206 

P 

0506220181* 

50-206 

P 

8506220222* 

60 206 

P 

8506220236* 

60 206 

P 

8606220242* 

60-206 

P 


AUTHOR AFFILIATION 


Southern California Federation ol 
Scientists 

Southern Co Services, Inc 


Southwest Research Institute 


Spiegel & McDlarmid 
St Louis Univ, SI Louis, MO 

Slam ins, B 

Standard Nuclear Consultants, Ltd 

Standardized Nuclear Unit Power Plant 
System 


Slate, Oepi of 

Slate, Oept of, Bureau of Oceans & Inti 
Environ & Scientific Affairs 


Stevenson & Associates 
Stone & Webster Engineering Corp 


Stratton & Associates, Inc 
Strauss, K H 

Structural Mechanics Associates 
Suffolk County, NY 


Sugarman, Oenworih & Hellegers 
Superior Keypunch & Service Co 
Surety Association ol America 

Surry County, VA 
Sweden, Govt ol 

Syncor International 


TDI (Transamerfca Detaval, Ino.) Owners 
Group 

TENERA Corp (subs ol TERA Corp ) 
TERA Corp. 

Tah, Sleltmfus & Hollister 


Tayloe Associates 

Tech/Ops, lno„ (lormerly Technical 
Operations Ino.) 

Technassociatea, Inc 

Technical Analysis Corp 
Technical Information woject 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

6506240140 

50 206 

6506250160 

50-361 

8606250160 

50 361 

6506250162* 

50-361 

8506250162' 

50-361 

8506260210 

60 362 

8506260230 

50-361 

8506270224 

50-206 

8506270224 

50 206 

8506270492 

50-206 

8506260043 

50 361 

8506280106 

60-361 

8500190411 

PR 

8606270467 

50 424 

8506280086 

50 424 

8506280111 

60 424 

8407300165* 

50 315 

8506190193' 

50315 

8506250128 

QA999 

8506260422 

50 445 

8506100618' 

CONTRACT 

8506260110' 

CONTRACT 

850626021 1 ' 

50-329 

8506140677' 

PR 

8504100285 

50-327 

8506040063 

50 462 

0506050426 

50-402 

6506200126 

60 483 

0506240172 

50-482 

0506130533 

XPORTLIC 

8506030300 

XPORTLIC 

8506200506 

XPORTUC 

0506170388* 

CONTRACT 

8506070374' 

50 412 

85061 10662 

PR 

0506260240 

PR 

8506240574' 

FOIA 

8506100609' 

SO 528 

6506190419* 

SO 409 

8606190420* 

50-409 

8506040679 

60 322 

6506040693 

50-322 

8506060413 

SO 322 

8506100750 

50-322 

6506110362 

50 322 

8506130206 

50 322 

6506130306 

50-322 

8506100311* 

50-322 

0506170191 

60-322 

8506170200 

50-322 

8506170505 

50-322 

8506180301* 

60-322 

8506190437 

60-322 

0506210227 

60-322 

0506210278 

60-322 

8606210204* 

50-322 

0506210266* 

60-322 

8506210295 

60-322 

8506210305* 

50-322 

6506210503 

50 322 

8506210516 

50-322 

0506240745 

50-322 

8506240755* 

50-322 

6606250273 

50-322 

6506050323 

50-352 

8606050461* 

CONTRACT 

8506240613 

PR 

8606070416* 

60-280 

0506050555* 

WASTE RES 

8506140454 

XPORTLIC 

6506160498 

FOIA 

0506240196 

FOIA 

8506260026* 

60-312 

8506100641* 

60 267 

0506160252* 

FOIA 

8506240262 

FOIA 

8506250089 

FOIA 

8506030576* 

CONTRACT 

8606240319 

FOIA 

6506120530 

71-9053 

0606060724* 

CONTRACT 

8506240695* 

CONTRACT 

0506160318 

50-311 

0506120003 

FOIA 


S 

P 

P 

P 

P 

S 

s 

p 

p 

p 

s 

5 


A 

E 

A 

P 

P 


H 

Q 


P 

P 

P 

P 

F 


A 


Y 


S 

F 


V 
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AUTHOR AFFfLIATION 


Tec^l^vol^)gy Iw Energy Corp 
Te'etJyne Iso! opes 
Tennessee Valley Aulhority 


ACCESSION 

SUBJECT 


AUTHOR affiliation 

ACCESSION 

SUSJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8506200140* 

FOIA 



B5061 10660* 

50 327 

0506060012* 

50-277 

n 


8506140409 

50 259 

8504050076 

50-259 

S 


8506140486 

50 390 

8504050121 

40-1341 



8506140496 

50-390 

8506030036 

50-296 

S 


8506170497 

50 390 

8506030198 

50-327 

F 


8506170497 

50 390 

8506030435 

50-390 

A 


8506180287 

50 327 

8506040103 

50-327 

F 


0506180326 

50 390 

8506040103 

60-327 

F 


0506190126* 

50-259 

8506040120 

50-259 

P 


0506190241 

50-259 

8506040120 

50-259 

P 


8506190241 

50-259 

8506040120 

50-259 

P 


6506199241 

50-250 

8506040120 

50-259 

P 


6506190244* 

50-259 

8506040120 

50-259 

P 


6506190244* 

50-259 

8506040120 

50-259 

P 


8506190244* 

50-259 

8506040277 

50-260 

P 


8506200427 

60-430 

8506040483 

50-328 

S 


8506210098 

50-327 

8506040692 

50-259 

S 


8506210104 

50-360 

8506050020 

50-259 

S 


85062)0190 

50-327 

8506050270 

50-296 

S 


6506210190 

50-327 

8506050442 

50-328 

S 


8506210362 

50-259 

8506050481 

50-259 

S 


8506210378 

50-438 

0506060637 

50-327 

R 


8506210439 

50-300 

0506060544 

50-259 

R 


8506210441 

50-390 

0506060544 

60-250 

R 


8506210451 

50-259 

8506070023 

50-390 

F 


8506210451 

50-259 

8506070023 

50-390 

F 


8506210466 

50-259 

8506070033 

50-300 

A 


6506210481 

50-259 

8506070033 

50-390 

A 


9506210465 

50 259 

8506070039 

50-327 

P 


0606210485 

50 259 

8506070039 

60-327 

P 


0506210465 

50 259 

0506070039 

50 327 

P 


8506240026 

50 259 

8506070039 

50 327 

P 


8506240133 

50 259 

8506070039 

50 327 

P 


8506240137 

50-298 

8506070043 

40 1341 



8506240146 

50 296 

0506070071 

50 390 

S 


0506240254 

50-327 

8506070074 

50 390 

S 


0506240273 

50 259 

8506070079 

50 436 

s 


B5O624O340 

50 399 

8506070086 

50 436 

s 


B50624049S 

50 390 

8506070107 

50 391 

s 


0506240495 

50 390 

8506070124 

50 391 

s 


0506240537 

50 438 

8506070133 

50 438 

s 


8506240590 

SO 300 

8506070201 

50-259 

fl 


8506240SQO 

50 390 

8506070201 

60 250 

R 


8506240594* 

60 390 

8506070201 

60 259 

R 


8506240594* 

50-390 

8506070210* 

50 259 

R 


8506250026 

50 438 

8506070218* 

50 259 

R 


8506250032 

60 438 

8506070220* 

50 250 

R 


8506260527 

60 327 

8506070243* 

60 250 

R 


0506270026 

60 390 

8506070340 

60 439 

S 


6506270026 

50 390 

8506070340 

60 438 

s 


850S270032 

50 390 

8506070367 

60 296 

s 


8506270032 

50 390 

8506070391* 

REGGD 



8506270257 

50 327 

8506070396 

50 390 

F 


8506270470 

50 438 

8506070396 

50-390 

F 


0506270476' 

60 438 

8506070426 

50 390 

S 


8506270478* 

60 438 

0506070433 

50 438 

S 


8500270797 

50 327 

8506070433 

50 438 

S 

Texas A&M Unlv , College Slelion, TX 

8506040530* 

CONTRACT 

8506070500 

50-390 

A 

Texas Bolt Co. 

8509130101 

OA909 

0506070500 

60-390 

A 

Texas Utililies Eleclilc Co (formorly 

8506030305 

60-445 

8506070504* 

60-390 

A 

Texas Utililles Genoraling Co ) 

8506040427 

50 445 

8506070507* 

6506070510* 

50 390 

A 

50 390 

A 


0506040427 

60 445 

8506070626 

50 390 

A 


0506100045* 

50 446 

8506070525 

60 390 

A 


0506100697 

50 445 

8506070682 

60 301 

S 


0506100697 

50 445 

8506070686 

60-391 

S 


05061 1034S 

50 445 

8506070686 

50 391 

s 


0506110343 

60 445 

8506070695 

60-430 

S 


8506130551 

50 445 

8506070695 

60 438 

s 


8506130555 

50 445 

8506100126 

60 327 

R 


8506130555 

60 445 

8506100322 

50 430 

S 


8506140051 

50 445 

8506100327 

50 296 

S 


8506140067 

60 445 

6506100333* 

50 296 

S 


8500140297 

60 445 

8506100426 

50 496 

S 


8506160501* 

60 445 

8506100436 

50 296 

S 


8506200032 

50 445 

6508100663 

50 436 

S 


8506200032 

60 445 

8506100883 

50 438 

S 


8506200181 

60 445 

8506110241 

60-390 

A 


8506200161 

50 445 

0506110241 

50 390 

A 


8506200372 

50 445 

8506110245 

60-327 

Q 


8506200391 

50 445 

8506110317 

8606110317 

8506110360 

8508110360 

50 390 

60 390 

60 390 

60 390 

A 

A 

F 

F 


8506200397 
85062401 SB 
8506240158 
8506240363 

50 445 

60-445 

50 445 

50 445 

8506110633 

8506110536 

6506110659 

8506110653 

60 327 

PR 

50 327 

50-327 

F 

R 

R 


8506240383 

8506240513 

8506240513 

8506240546 

50 445 

50 445 

50 445 

50 445 
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S16 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

subject 


NUMBER 

category 



NUMBER 

CATEGORY 


8506240549 

60-445 

S 


8506210471* 

XPORTLIC 


8506280095 

50 445 

A 


8506210510 

XPORTLIC 

Texas, Slate of 

8107170293* 

FOIA 



8506210512* 

XPORTLIC 


8506050591* 

WASTE RES 


Transportalion, DepI ol 

6506130126 

71-6639 

The Dalles. OR 

8506110621 

WASTE MGT 



8506140382* 

FOIA 

The United Methodist Church. Bethpage, N 

6506130260 

50 322 

0 


8506140385* 

FOIA 

Theophilus, Inc 

8506130509* 

FOIA 



8506140420* 

FOIA 

Thompson S Baily 

6506280145 

FOIA 


Trial Lawyers lor Public Justice, P.C 

8506030250 

50 445 

Three Mite Island Alert 

8506130165 

50 289 

G 


8506070523 

50 445 

Times Picayune, La Place, LA 

8506150241 

60-382 

0 


6506070546 

50-445 


8506160261 

50 382 

P 


8606070546 

50-445 


8506240415 

50-382 

A 


8506070551* 

50-445 


8506250114 

50 416 

P 


8606070551 * 

50-445 

Toledo Edison Co 

8506030191 

50-346 

P 


8608140446 

50-445 


8506030197* 

50-346 

P 

Troutman, Sanders, Lockorman & Ashmore 

8606040690 

50-424 


8506030525* 

50-346 

P 


8506260033 

60-424 


8506040126 

50-346 

P 

Tuskegee Institute, Tuakegee, AL 

8506030501 

60 406 


8506040131* 

50-346 

P 

Twotney, Latham & Shea 

8506100750 

50-322 


8506040407 

50-346 

S 

U.S Ecology, Inc. (formerly Nuclear 

8502270663 

27-39 


6506040485 

50-346 

F 

Engineering, Inc ) 




0506040537 

50-346 

Q 


8506050653 

27-48 


6506040696 

50-346 

S 


8506060465 

27-48 


8506060078 

50-346 

Q 


8506120244 

71-258 


8506070463 

50 346 

S 


8506120247* 

71-256 


8506070509 

50-346 

R 


8506250006 

27-48 


8506070540 

60-346 

P 


0506250292 

27 48 


8506100344* 

50-346 

P 


8506260256 

27-48 


8506110262 

50 348 

F 

UMETCO Minerals Corp (subs of Union 

8506050707 

40 8681 


85061 10448 

PH 


Carbide Corp ) 




8506130303 

50-346 

F 


8506060400 

40 8661 


8506140358 

50-346 

F 


8506060605 

40 8661 


6506140485 

50-346 

S 


8506070077 

40 299 


8506170500 

60-346 

P 

Union 76 Minerals Exploration Co. 

8506200384 

40-8564 


6506 180382 

50 346 

F 

Union Carbide Corp 

850618015B* 

FOIA 


8506210235 

50-346 

F 

Union Electric Co 

8506030471 

50 483 


8506210286 

50 346 

F 


8506070183 

50 483 


8506240060 

50-346 

Q 


8506070631 

50 483 


8506240410 

50-346 

F 


8506070653 

50 483 


8508250179 

50 346 

P 


8506070657* 

60 483 


8506250188* 

50-346 

P 


8506100133 

50-483 


8506250195* 

60-346 

P 


8506120566 

5Q4B3 


850S280444 

50-348 

R 


8506140222 

50 483 


8500260592 

50-346 

R 


6506210193 

50 483 


6506260598* 

60-348 

R 


8606270321 

50 483 


8606260803* 

50-346 

n 

Union of Concerned Sclontlsta 

6606060306 

FOIA 


8606270102* 

50-412 

A 


8506060465* 

50-289 


8606280069 

BO-346 

F 


8606100089 

FOIA 


8506280123 

50-346 

S 


85061 10012 

50-289 


6506260129 

50-346 

F 


8506170131 

60 277 


8506280142 

60-346 

P 


6606190360 

50-260 

Tompklns-SecKwith, Inc 

8S06150105* 

FOIA 


United Coal Co. 

8506260550 

PR 


6506150110* 

FOIA 


Uniled Engineers & Constructors, Ino 

8606040202 

QAO0O 


8506150118* 

FOIA 


(subs, of Raytheon Co ) 




8606150120* 

FOIA 


United Kingdom Atomic Energy Authority 

8506190319* 

REVIEW €R 


0508150123* 

FOIA 


United Kingdom, Govt, of 

6506110024* 

FOIA 


8506160131* 

FOIA 



8508110037* 

FOIA 


8506160134* 

FOIA 


United Nuclear Corp. (subs, of UNC 

8606110147 

40 8728 


8506160136* 

FOIA 


Resources, Inc ) 




8506150136* 

FOIA 


United Slates Misc. Pacific Islands 

8506110232* 

FOIA 


8506150143* 

FOIA 


Unlled Stales Steel Corp. 

8506150102* 

FOIA 


8506150147* 

FOIA 


University Daily Kansan, Lawrence. KS 

8506190061 

FOIA 

Touche Rosa & Co. 

8506070707* 

CONTRACT 



8606190083* 

FOIA 

Trane Co 

8506200505 

XPORTLIC 



8506190091* 

FOIA 

Transco, Inc. 

S506050477* 

60-373 

F 


8506190107* 

FOIA 

Transnuclear, Inc. 

8506130492 

XPORTLIC 


University Research Corp. 

8506040368 

40-8786 


8506130550 

XPORTLIC 



6506040376* 

40 8788 


8506140428* 

XPORTLIC 


Utah, Slate of 

8608100465 

WASTE MGT 


8506140536* 

60-10 

P 

Vermonl Yankee Nuclear Power Corp, 

8506030364 

60-271 


8506140536* 

60-10 

P 


8506030462 

60-271 


8506140536* 

60-10 

P 


8606030498 

60-271 


6506140542* 

60-10 

P 


B506040185 

60-271 


8506140542* 

60-10 

P 


8506040355 

60-271 


8506140542* 

50-10 

P 


8506040362* 

60 271 


8606140546* 

60-10 

P 


6506100442 

60-271 


8506140546* 

60-10 

P 


8606140139 

60-271 


8506140546* 

60-10 

P 


8506140386 

60 271 


85061 40553* 

60-10 

P 


8506210264 

60-271 


8508140553* 

50-10 

P 


8506240064 

60-271 


8506140553* 

50-10 

P 


8506240238* 

60-271 


8506140559* 

60-10 

P 


8606240406 

60-271 


8506140559* 

60-10 

P 


8506260004 

60-271 


8606140559* 

60-10 

P 


8508270616 

60 271 


8506140567* 

60-10 

P 

Veterans Admin. Medical Center, 

8606110464* 

70-2199 


8506140577* 

60-10 

P 

Washington. DC 




8606140591* 

60-10 

P 


8SO01 10469* 

70-2199 


8606140597* 

60-10 

P 

Veterans Administration 

8606110454* 

70-2199 


8506140801* 

60-10 

P 

Virginia Power (Virginia Electric & Powe 

B502270266 

60-283 


6506200237* 

XPORTLIC 


Coi) 




8506210462 

XPORTLIC 



8506030453 

50-338 
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CORPORATE SOURCE tNDEX 517 


AUTHOR AFFILIATION 


Ware, Fletcher & Freidenrlch 
Warren Wilson College, Swannanoa, NC 


Washingtort Legal Foundation 


Washington 

Washington 


Poet 

Public Power Supply System 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

NUMBER 

CATEGORY 



8506030453 

SO 330 

P 


S506030470 

50-338 

F 


6506030470 

50-338 

F 


8506030475 

50-280 

F 


8506030476 

50-280 

F 


8S06040129 

50-280 

P 


8506040140* 

50-280 

P 


8506040140* 

50-280 

P 


8506040140* 

50-280 

P 


8506040140* 

50-200 

P 


8S06040140* 

50-280 

P 


8506040747 

50-281 

S 


8506050249 

60-281 

S 


8506060003 

50-280 

F 


8506060003 

50-280 

F 


6506060003 

50-280 

F 


0506060003 

50-280 

F 


8506060003 

50-280 

F 


8508060038 

50-338 

F 


6606060038 

60 338 

F 


8506060286 

SO 338 

S 


8508060737 

60-200 

S 


8506070168 

50-338 

R 

Washington Sialo Uriv . Pullman, WA 

8508070646 

50 260 

P 

8606070646 

50 280 

P 


8506100468 

60 280 

n 

Washington, Slate o1 

8506110348* 

50-338 

p 


8506110419 

60 281 

p 


8508110425* 

50-281 

p 


8 506120191 

60-281 

s 


8506120404 

60-280 

Y 


6506140606 

SO 280 

F 


6506140508 

60 280 

F 


8506140586 

60 260 

S 


8508170205 

60-338 

S 


8506170536 

so 338 

S 


8506190478 

PR 



8506200061 

50-280 

S 


8506210061 

50-338 

F 

Washington, Stato oJ, Oopt. o1 Social B 

8506210072 

50-338 

Q 

8506240002 

SO 231 

S 

Hoallh Sorvlcoa 

8506240068 

60-280 

S 

Weldmullof Torminallorva, Inc 

8506240097 

50-280 

s 

8506240106 

60-280 

s 

WostPikeland Township, PA 

6506240106 

60-280 

s 


8506240531 

60-280 

p 


6506240531 

50-280 

p 

West Potlsgrovo Townahip, PA 

8506240531 

50-280 

p 

8506240730 

60-338 

T 


8606240739 

50-338 

T 


6506240765 

50-338 

Q 

Westorn Canada Hydraulic Latxifniorloe, 

6506240765 

60-338 

Q 

8506240766* 

60-338 

Q 

Ltd 

0500240766* 

60 338 

G 


6506260036 

50-280 

Q 


8506260182 

60-280 

P 

Woa lorn Inlore late Enarm Ooard 

Wastoin Nuclear, Inc. (aulis, o( Photps 

6506260601 

SO 338 

S 

8506270058 

50-281 

P 

8606270446 

8506270446 

59-280 

50-280 

F 

F 

Dodge Corp ] 

Woslinghousa Electric Corp. 

B 506270440 

60 280 

F 


6500270446 

50 280 

F 


8506270S70 

50-280 

Q 


6 506270500 

50-280 

s 


6506270500 

SO-280 

S 


0506130378* 

FOIA 



8503160278 

60-295 

P 


8606170052 

FOIA 



8500240554 

FOIA 



8606130039 

FOIA 



8606250050 

FOIA 



8506110284 

FOIA 

H 


0508030394 

50-307 


8608040116 

60-397 

P 


8606040176 

50-397 

P 


B6O6O4O440 

60-608 

A 


8608040455* 

50-608 

A 


8506040741 

60-397 

S 


8506050256 

60-397 

Q 


8506050263* 

50 307 

Q 


6506050267* 

60-397 

0 


8606050279 

60-307 

P 


B&06050421 

60-397 

P 


8506060426* 

60 397 

P 


6606070046 

60-307 

P 


8506070165 

50-397 

R 

Weslinghouso HIttman Nuctoar, loo. 

8506070262 

60-307 

S 

Wastlnghousa Operating Plants Owners 

B506070440 

50-397 

s 

Group 

8506070456 

50-397 

s 



ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8506100708 

50 460 

8506130490 

50-500 

0506130494 

60-397 

0506170059 

60-397 

0506180286 

50-397 

8500100454 

60-397 

8506180476 

60-397 

0506100208 

50-460 

8506160208 

60 397 

05082001 so 

60 397 

8506200212* 

60-307 

8506210107 

50 500 

8506210188 

60 307 

050B210198* 

60 307 

0506260335 

SO 608 

0508260171 

69 307 

0500260377 

59 397 

0506260381* 

50 307 

0508260404 

60 307 

8506260416 

59 307 

8506260533 

60 097 

0506200020 

50 397 

8506200073 

50 397 

0506030173 

60 27 

0606070700 

SO 27 

8506050470 

WASTE MQT 

8606050090 

WASTE MQT 

8596050731 

WASTE MQT 

6508050745 

WASTE MQT 

6506060036 

WASTE MQT 

8508060127 

WASTE MGT 

8500060473 

WASTE MQT 

0506000463* 

WASTE MQT 

8506060606* 

WASTE MQT 

8500100808* 

WASTE MQT 

05061 10428 

WASTE MQT 

B506268042 

WASTE MGT 

8500260086 

60-397 

0506260400 

60-397 

0500050173* 

WASTE MQT 

0500050703* 

WASTE MGT 

8500030293 

OA009 

85061 10257* 

60 352 

8500110257' 

50 352 

0506110310* 

60 352 

0500110310* 

60-352 

86001 10308* 

50 352 

8508110300* 

50 352 

8608110370* 

60-352 

85061 10370* 

60 352 

0595200070* 

50-424 

0600200070* 

60 424 

6600280074* 

60 424 

0503200074* 

SO 424 

6690140200* 

FOIA 

6596050073 

40 8502 


8506030107' 60-203 


0506030105* 
05000<10333 
OSOOO'tO‘131 
05060-10.131 
06060.1061 0* 


60 202 
40 8602 
50-247 
50-247 
60 432 


8506040520' 

0506050105 

8606050202 

8506050402 

0506060501 


P 

P 


F 

F 

F 

F 

F 

F 

F 

F 

B 

e 

B 

E 


P 

P 

S 

s 

p 
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518 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 



8506270439 

TOPREP 

Weston Geophysical Corp 

8506250264 

WASTE RES 

Wiley, Malohorn & Sirota 

8506180142* 

FOIA 

8506160159* 

FOIA 

Williams & Associates 

8506050709 

WASTE RES 


8506050723 

WASTE RES 


8506050811 

WASTE RES 


85Q610Q661 

WASTE RES 


8506110624 

WASTE RES 


6506250093 

WASTE RES 


8506200143* SO 266 fl 

Wisconsin, Univ of, Madison, Wl 8506030101 NUREG 

8506190309 REVIEW QR P 

8506190320* REVIEWGR P 

8506190322* REVIEWGR p 

8506190328* REVIEWGR p 

8506190330* REVIEWGR P 

8606200076 50 IS8 H 

Worsham, Fofsyihe, Sampels & Woolridge, 8506030240 5 0 4 45 q 

Rormerty Worsham Forsylho & Sampels) 


Wilson Hill Associates, Inc 
Wisconsin Electric Power Co 


8506250312 WASTE RES 

8506260033 WASTE RES 

8506070125* CONTRACT 
6506270363* CONTRACT 
8506050172 50-266 P 


Wyte Laboratories 
Wyoming Firol Co 


8506050217 50 266 
6506100552 50-266 
8506140089 60 266 
8506170574 60 266 
8508180383 50-266 


J 

F 

S 

S 

R 


Wyoming, Stale of 


8506210285 50 266 
85062601 16 50-266 
8S062B0116 50-266 
8506260122* SO 268 
6506260122* 50 266 


P 

P Yakima Indian Nation 

^ Yankee Alomic Electric Co 

P 


8506270001 50-301 S 

8506270444 50 266 S 

Wisconsin Public Service Corn 8506040050 50 305 J 

8506060363 50-305 Q 

8S06070S52 50 305 P 


8506070564* 50-305 P 
8506110409 50-305 P 
8506110413* 50 305 P 
8506120145 50 305 P 
8506210019 50-305 fl 


8506210344 50 305 P 

8506240225 60-305 S 

Wisconsin, Stale Q I 8506110261* FOIA 

8606200098* CONTRACT 

8506200119 50-286 R 


8506200127* 50-266 R 
8506200127’ 50-286 R 
8506200134' 60-266 R 
8506200134* 50 266 R 
8506200143* 50-266 R 


8506140297 

60 445 

6 

8506130177’ 

50 354 

A 

0506130183* 

50-354 

A 

850622001 1 * 

50-208 

P 

8506030223 

40-8020 


8506200393 

40-8020 


6506050436 

40-8502 


8606050443 

40 4492 


8506050485 

40 0783 


8506050478 

40 8502 


8506050682 

40 6622 


8S06Q6Q278 

40-1162 


8506110553* 

PR 


8505280187 

50-382 

0 

8505280187 

50-382 

0 

8506030606 

50-20 

Q 

8506030510* 

50-29 

Q 

8506040138 

50 29 

Q 

8506040191 

60 29 

P 

8506060357 

50 29 

r 

8506070068* 

50 29 

Q 

8506070267 

60 29 

11 

0606070383 

50-29 

S 

8506100358 

50 29 

II 

8606110459 

PR 


8506130256 

50-29 

F 

8606140407 

50-20 

0 

8506140481 

50-20 

F 

8606140402* 

50-29 

F 

8506180366 

60 29 

P 

8506100401 

50 29 

P 

8506240392 

60 271 

G 

8506250131 

PR 


8506260008 

50 20 

S 

0506270559 

SO 20 

r 

8506280112 

50 29 

p 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 

NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

01 0310 1390 noo 

0606000500* 

50 208 

P 

09' 1240 0024 ROO 

0506190412* 

50 400 

P 

16737-2-003.104 R04 

0506100451* 

SO 320 

P 

16737-2-603-108 R05 

0508030203* 

60 320 

P 

I5737-2-Q03 1 03 n06 

0506190148* 

60 320 

P 

16737-2-M72DS0I R02 

0506200028* 

60 320 

P 

20 

0506060012* 

50 277 

n 

a2A7007 n02 

0500150010’ 

FOIA 


356 ROO 

0506140172* 

60 200 

p 

353 ROO 

0500140251* 

50 200 

p 

411-BS123 

0506100060 

50 275 

n 

42 

0500060013* 

50 277 

R 

44057-1 

0606130177* 

50 354 

A 

54 032 

0506100490* 

FOIA 


84-g 1 1 

0506050545* 

WASTE ncs 


eSA267 noo 

0506070404* 

50 440 

E 

BAW.101S2A 

0506270007* 

TOPREP 


DAW- 1709 

0502220010 

50 260 

p 

OCL 6184 

0506120508 

70 0 


C6474-Tn 

6500170162* 

60 210 

p 

CGN 2fl4.NP 

0600030210* 

50 202 

p 

CCN302{S)NP 

0000100420* 

50 301 

p 

CeND-363 ROB 

0600150172* 

roiA 


CenT.62.|400 0 DRFT 

0500140330* 

roiA 


CPL-2l-103fl01 

0500100310* 

50-324 

P CPL021 0103 

IX)E;/EA.0254 VOI 

0506260067* 

WASTE MOT 


OPCNE .1002 enn 

0500170405* 

0500270279* 

50 200 

P 

OPC NF-2010A 

60-360 

p 

OPC nD-2005 

0606050030* 

50 207 

p 

E-265-1)01 

0500220022* 

50 301 

p 

EGG EA 0773 

0500030352* 

60 324 

p 

EGG HS.0371 R01 

0505160535* 

50 300 

p 

EGG SEMI5305 

0500100054* 

FOIA 


EGGSEM15405 

0500100050* 

FOIA 


EGG-SEMI 0440 

0506100067* 

FOIA 


EQG-SEWt 6471 

0506100073* 

FOIA 


EGO-SEMI 6520 

OBOQ 100002’ 

FOIA 


EGG-SEMI 0560 

0506100065* 

FOIA 


EGG-SEMI 6571 

0506100071* 

roiA 


EQQ.SEMI6897 

0506100070* 

roiA 


FAAA.05 4 1 

0506200333* 

50’440 

E 

PAAA.05 5 10 

0506270543* 

50 450 

S 

FAAA-PAR-OS 00-11 

0506200338* 

0500050561* 

50 440 

c 

HED1.-SA-3200FP 

WASTE RES 


tAEA-Sn.10/6 

0506140302* 

FOIA 


IAEA.T6CDOC-262 

0506110310* 

FOIA 


IAEA/SM-147/10 

0506140305* 

FOIA 


LA.UR-a4-l305 

0500100526* 

FOIA 


LOL-14000 

0500060117* 

WASTE RES 


LMF-70 

0506060416* 

60 320 

p 

MRS-5-Q4 n02 

8506140262 

0606050416* 

PROJ 

25191 

N EDO-30041 

60 373 

P 

Nnc-S412 

0506240622* 

40 0704 


NtJHEG-0020 VOO N04 

0506170340 

NUREQ 


NilFIEG-0040 VOO NOI 

0606030069 

NUREG 


Nunea-oooo vo7 no4 

0500100402 

NUREQ 


NUF)EG-0525 RIO 

0606140072 

NUREQ 


NUnEG-OS40VO7 N03ER 

8506100092 

NUREQ 


NUnEG O740 VOS NOO 

8606030102 

NUREQ 


NiJHEG-0797 SIO 

8606030061 

60 445 

E 


These^ categories are defined in Appendix B and 
listed in the Contents, An asterisk following the ac- 
cession number in this Index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 



CATE- 




QORY 


NUREG 1030 S02 

0506270137 

50-400 

E 

NUREG 1095 

0506240221 

NUREQ 

IEB-32 02 

NUREG.lt27 

0506100046 

NUREG 


NUREG 1133 

0506240646 

50-520 

P 

NUREG 1134 

0506130363 

NUREQ 


NUREG 1135 

0506240665 

60-602 

E 

NUREQ 1 130 

0506270251 

50-402 

P 

NUREG 1145 VOI 

8506260366 

NUREG 


NUREG/CP.0059 VOI 

8506070372 

NUREG 

BNL NUREQ 51621 

NUflEG/CP-0062 

8506130505 

NUREQ 

ORNL/TW.9585 

NUREG/Cn.2000 V04 N4 

6506130064 

NUREG 

ORNL/NSIC.200 

NUnEG/CR.233l V04 N3 

8506060147 

NUREG 

BNL NUREG-51454 

NUREG/Cn-2663 VOI 

8506270457 

NUREG 


NUnEG/Cn.2663 V02 

0506270247 

NUREG 


NUREQ/Cn.2710 

0506140047 

NUREQ 

SAND02.11O5 

NUREG/Cn-3226 V03 

0506260518 

NUREG 

MEA.2075 

NUREG/CFW203 VOI 

8506140337 

NUREG 


NUnEG/Cn-3293 V02 

8506170550 

NUREG 


NUnEQ/Cn.3317 

8506240650 

NUREG 

PNL 4742 

NUREQ/'CR-a430 V02 

8502160076 

NUREG 


NUREG/CR.3445 ERR 

8506140569 

NUREG 

WINCO 1024 

NUREQ/'CR 3514 V02 

8500100496 

NUREG 

ORNL/TM-O6e4/V2 

NUREQ/Cn 3518 V02 ER 

8506170276 

NUREG 

BNL-NUREQ-51710 

NUnEQ7Cn 3551 

0506140622 

NUREG 

ORNL/NOAC.214 

NUREG/Cn 3013 

8506260020 

NUREG 

PNL 4941 

NUREG/Cn 3613 V02 

0500270333 

NUREQ 

PNL 4971 

NUnEG/Cn-3051 

8506070306 

NUREG 

ORNL/TM 9067 

NUIIEQ/Cn 3057 

Q5000GD305 

NUREG 

SANDa4O106 

NuneQ/cn-3747 

8506140390 

NUREG 

PNL.6064 

NUnCQ/Cn 3810 V04 

8500140415 

NUREG 

PNL-5106 4 

NUREQ/Cn 0062 

8506240009 

NUREG 

EGG 2323 

NUnEQ/Cn 3063 

0506140052 

NUREQ 

SAND84-1264 

NUREG/CR 3000 VOO 

8506060740 

NUREG 


NUnEQ7Cn 3004 

0506100020 

NUREG 

SAND54.146I 

NUREG/CR 3006 

8506100026 

NUREG 

PNL.5170 

NUREQ7Cn-0063 

6506060798 

NUREG 

U- 102 29 MS 

NUREQ/Cn 3077 

8506140624 

50 261 

P EGG 2341 

NUREQ/CR 4044 

8506100042 

NUREG 

SAND04.2305 

NUREG/CR 4077 

8506170667 

NUREQ 

EGG 2365 

NUREQ/CR 4070 

0506060372 

NUREQ 

LA- 103 07-MS 

NUREQ/CR 4092 

8506060376 

NUREG 

ORNL/TM 9401 

NUREQ/CR 4106 

6506060015 

NUREG 

OnNL6135 

NUREG/CR 4131 

0506030101 

NUREG 


NUnEQ/CR.4134 

6506130358 

NUREQ 

ORNL/TM.0522 

NUREG/CR.4I40 

0506240647 

50 209 

P LA 10351.MS 

NUREG/CR 4147 

6506240313 

NUREG 


NUREG/CR 4149 

0606130467 

NUREQ 


NUREQ/CR 4161 VOI 

8506000810 

NUREQ 


NUREQ/CR-4160 

8506060567 

NUREQ 


NUnEQ/CR4177 VOI 

8506130369 

NU^CR 


NUnEG/Cft4177 V02 




NUREQ/CR 4100 




NUnEQ/CR-4102 




NUREG/CR 4194 




NUREQ/CR 4196 




NUREQ/CR 4200 




NUREQ/CR 4201 




NUREG/CR 4203 




NUREG/CR 4204 




NUREG/CR 4205 
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REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUnEG/CR.4230 

8506180416 

NUREQ 

6NL-NUREQ-51878 

NUBEG/CR4231 

8506190077 

NUREG 

BNL-NUREG 51879 

NUREG/CR.4262 V01 

8506240180 

NUREG 

£GG-23g4 

NUREG/CR4262 V02 

8506240689 

NUREG 

EGG-2394 

NUREG/Cfl-42e3 

8506260731 

NUREG 


ORNL/TM 8964 DRFT 

8506180091* 

FOIA 


PAL-84-11 -ADI 03 

8S062004S8* 

50-255 

S M905 

PAL e5 01-AD104 

8506200453* 

50 255 

S 

PAL-85-01 -ADI 05 

8506200447* 

50-255 

S 

PAL-85-01 -AD 106 

8506200444* 

50-255 

S 

PAL-85-02 A0108 

8506200443* 

50 265 

s 

PAL-85-04-AD109 

8506200441* 

50-255 

s 

PNL-5200 12 

8504120317* 

50-206 

s 

PNL.5200 3 

8506170278 

50-206 

s 

PNL-S201 

8408090373* 

60 416 

s 

POW 34 04 

8506100466 

50-280 

R 

R-W308-766 

8506190176* 

FOIA 


ROD 85 5104-02 03 

8506100382’ 

50 346 

P 

SAIC 8571060 

8506040512* 

50-309 

F 

SA(C-85/1517.4 

8506060587* 

60-397 

P GL-83 28 

SAIC-85/3056 

8504240193* 

SO 293 

F 

SANDS1.1330C 

8506140372* 

FOIA 

TTC-0220 

SAND83 0779C 

6506 190320* 

REVIEW GR 

P 

SAND84 08070 

6506180513* 

FOIA 


SAND84-1972C 

8506050551* 

WASTE RES 


SECY-83-290 

8307250598* 

FOIA 


SECY 84-061 

8402210404* 

50-275 

P 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

SECY.84.320 

8408220402 

SECY 


SECY-84-348 

8409170025’ 

FOIA 


SECY-86 on 

8505310636* 

PR 

AB35.1 

SECy-85-147 ERR 

8505300353 

SECY 


SECY-85-147 ERR 

8506030224 

SECY 


SECY-85-153 

8505300675 

50 320 

P 

SECY-85- 158 

8505310092 

SECY 


SECY-85-173 

8505310640 

SECY 


SMACT 30001,01 R01 

8506190419' 

50-409 

P 

SMA-CT 30001.02 R01 

8506190420* 

50 409 

P 

SWRI-7244-001/1 

8407300165* 

50-315 

P 

SWRI-7244-002/1 

8506190193* 

50-315 

P 

T-8 60A43 ROD 

8506160134* 

FOIA 


TER-C5267-276 

8206300203* 

50-206 

P 

TIM 68 2 

8506060678* 

WASTE MQT 


TP 600/5 REV STR-1 

8606140205* 

50-289 

P 

TP-04 ROO 

8506260227* 

TOPREP 


TR# 533 

8506110480* 

OA999 


TR 010 V01 ROO 

8506140238* 

50-289 

P 

TR-161 

8S060S0477* 

50-373 

F 

VEP-NFE-I-A 

8506040140* 

50-280 

P 

WAMD 005 

8506060408* 

FOIA 


WCAP-10757 

8506030187* 

50-282 

P SQ-85 02 029 

WCAP- 10820 

8506030195* 

60-282 

P SG 85 03 056 

WMC 051 R02 

8506040456* 

50-506 

A 

YAEC-1479 

8506210353* 

60-309 

P 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number In the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 60-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS, These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


7S1O3002I3 

7005290290 

7BO6220‘l56 

7008260405 

7007260993 

7000130328 
7009070113 
7009070110 
7011010503 
BO0 1180344 

BO0 1180347 
6001300500 
B001 300605 
6004250217 
600G160I60 

6006000659 

6000130350 

6007080108 

0007160478 

OOOB000501 

601 0030030 
8012000529 
6012000533 
6012000501 
6101150055 

61O310O9'IO 
6103100046 
6 1 05220423 
6105220444 
6107000079 

6107170293 
6100240011 
6112020790 
6201 160020 
6202000510 

0203120180 
0204290630 
6205100202 
62051 10 too 
6206080 470 

6206210067 

6206300203 

8207220602 

6207300340 

6207300500 

6200040202 

6200060290 

6206130207 

6208270466 

0210080337 

6210120209 

0210120528 

6210270392 

6211060535 

6211060647 

6211110476 

6211160042 

0212010006 

8212010351 

0212230204 


8506150041 
0506120254 
05061 10295 
0506170117 
B5061 10501 

8506170439 
0506170439 
0506170430 
06061 10205 
06061 70430 

8608170430 

8508170430 

0506170439 

8508100574 

0506170439 

8506150041 

0606220176 

0506140003 

0506170216 

6606070070 

0500120013 

0503010201 

6603010201 

0503010201 

8606140093 

0606110681 

8606110601 

0506140093 

0506140093 

0608100107 

0506140093 

0606070070 

6606120168 

0606060186 

0506140061 

0606130046 

8506140093 

8506130046 

8506100171 

0606100171 

0606170077 

8606220001 

8606130045 

6506160209 

0506070342 

6606180171 

0506130046 

6506130046 

0500220001 

0506260064 

6606170077 

8606070342 

8606060460 

8506220001 

0606130046 

0506060460 

8506060435 

8606170077 

6606130045 

0506170180 


DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

85/03/01 

FOIA 


8212290084 

86/02/14 

FOIA 


0301040169 

85/01/09 

FOIA 


6301110685 

85/03/22 

50-289 

P 

0301240166 

05/01/17 

50-350 

Q 

8301260540 

85/03/20 

FOIA 


0301310077 

86/03/20 

FOIA 


8303040304 

85/03/20 

FOIA 


0303090590 

05/01/09 

FOIA 


0303160713 

05/03/20 

FOIA 


0303300550 

05/03/20 

FOIA 


0303310103 

86/03/20 

FOIA 


0304060553 

05/03/20 

FOIA 


0304140334 

06/06/06 

60 373 

0 

8304220046 

65/03/20 

FOIA 


8304270341 

05/03/01 

FOfA 


8304270408 

65/03/05 

FOIA 


8305040005 

85/01/29 

FOIA 


0305050434 

06/03/06 

FOIA 


8305090023 

84/06/20 

60 408 

Q 

8305170126 

85/02/20 

FOIA 


8305240305 

86/01/14 

FOIA 


8306010195 

05/01/14 

FOIA 


8306020373 

06/01/14 

FOIA 


03O6O6OOB3 

05/01/29 

FOIA 


8306060067 

06/01/17 

60 320 

P 

8306060001 

85/01/17 

60 320 

P 

8306080144 

05/01/29 

FOIA 


0306090351 

06/01/20 

FOIA 


8306240146 

84/12/27 

50-341 

F 

8306200130 

06/01/29 

FOIA 


6306200349 

04/00/20 

60-498 

A 

8306290020 

05/02/14 

50-133 

P 

8306260045 

04/12/11 

FOIA 


8306290050 

85/01/26 

60-280 

P 

8306200072 

05/01/28 

FOIA 


8306200291 

05/01/29 

FOIA 


8306260607 

05/01/28 

FOIA 


8306290640 

86/04/01 

60-206 

P 

8307070244 

06/04/01 

50-206 

P 

8307060307 

05/03/26 

FOIA 


6307130413 

06/02/13 

60-206 

P 

8307160010 

85/01/28 

FOIA 


6307180397 

86/02/26 

60-424 

A 

8307200009 

86/05/20 

REQGD 


8307210301 

65/04/01 

60-206 

P 

6307260598 

85/01/28 

FOIA 


8307270132 

85/01/26 

FOIA 


6307290344 

86/02/13 

60-209 

P 

8306040022 

85/04/10 

FOIA 


8308040088 

05/03/25 

60-10 

P 

8308080013 

05/05/20 

REG GO 


8308080635 

84/12/03 

FOIA 


8308190167 

86/02/13 

60-206 

P 

6308240477 

86/01/20 

FOIA 


8308250251 

84/12/03 

FOIA 


8308260362 

84/12/17 

FOIA 


. 8308310470 

85/03/25 

60-10 

P 

8309180080 

85/01/26 

FOIA 


8309190353 

85/03/13 

FOIA 


6309200143 


PRINCIPAL 

DOCUMENT 

0506170077 

8506170077 

8506130045 

8506130045 

8506220001 

8506130045 

0506130045 

8606150005 

B5O012OO13 

0506120013 

8506130045 

8506120013 

8500120013 

8500120013 

6500120013 

0506120013 
6508110009 
8 5061 0017 1 
8505120013 
8508250064 

8506130046 

6600260113 

8506110009 

6506120013 

0506120013 

8506120013 
0506120013 
8500140061 
8506060450 
85061 10009 

8506120013 

8506120013 

8506130045 

8506130045 

8506130045 

6506130045 

8506120013 

0506250064 

8506110009 

8506130045 

6506130045 

B50B030390 

8506030390 

8506120913 

0506120013 

0506269113 

6506120013 

8506110009 

8506129013 

6506039390 

6506030390 

8506030390 

8506030390 

8506130045 

8506030390 

6506030390 

6506030390 

8503140093 

8506060450 

8508150041 


DATE SUBJECT 

ISSUED CATEGORY 

85/03725 FOIA 

85/03/25 FOIA 

85/01/28 FOIA 

85/01/20 FOIA 

85/02/13 50 206 

65/01/28 FOIA 

85/01/26 FOIA 

35/02/05 FOIA 

85/02/20 FOIA 

aS/02/20 FOIA 

85/01/28 FOIA 

85/02/20 FOIA 

85/02/20 FOIA 

85/02/20 FOIA 

85/02/20 FOIA 

85/02/20 FOIA 

04/12/11 FOIA 

06/04/01 50 200 

85/02/20 FOIA 

85/04/10 FOIA 

85/01/26 FOIA 

85/04/16 FOIA 

04/12/11 FOIA 

05/02/20 FOIA 

05/02/20 FOIA 

85/02/20 FOIA 

85/02/20 FOIA 

85/01/25 60-289 

84/12/03 FOIA 

84/12/11 FOIA 

65/02/20 FOIA 

66/02/20 FOIA 

65/01/28 FOIA 

85/01/20 FOIA 

86/01/28 FOIA 

85/01/28 FOIA 

65/02/20 FOIA 

85/04/10 FOIA 

84/12/11 FOIA 

85/01/28 FOIA 

85/01/28 FOIA 

64/11/00 60-302 

84/11/00 50-269 

65/02/20 FOIA 

85/02/20 FOIA 

65/04/16 FOIA 

85/02/20 FOIA 

64/12/11 FOIA 

65/02/20 FOIA 

84/11/00 50-307 

04/11/08 60-302 

84/11/08 60-387 

84/11/08 60-280 

85/01/28 FOIA 

84/11/08 50 387 

84/11/08 60-367 

84/11/08 60-387 

85/01/28 FOIA 

84/12/03 FOIA 

85/03/01 FOIA 


P 


P 


P 


P 

P 


P 

P 

P 

P 

P 

P 

P 
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522 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

8309280077 

8506030390 

84/11/08 

50 209 

P 

8405100070 

8506160041 

85/03/01 

FOIA 

8309280572 

8506130045 

85/01/26 

FOIA 


0405210473 

8506150041 

85/03/01 

FOJA 

8310120488 

6506120013 

85/02/20 

FO/A 


6405210543 

8506150041 

05/03/01 

FOIA 

8310200365 

6506130046 

85/01/28 

FOIA 


8405220511 

8506030390 

04/11/08 

50-210 

6310250194 

8506120013 

86/02/20 

FOIA 


8405230117 

8506030390 

84/11/08 

50 209 

6310260336 

8506120013 

85/02/20 

FOIA 


0405230463 

8506120050 

86/02/14 

60 413 

8311030264 

6506030390 

84/11/08 

50 209 

P 

0405240360 

8506150041 

85/03/01 

FOIA 

8311080469 

8506120013 

85/02/20 

FOIA 


8405260131 

8506110009 

84/12/11 

FOIA 

8311080473 

8506120013 

85/02/20 

FOIA 


6405290316 

8506150041 

85/03/01 

FOIA 

8311110099 

6506110009 

04/12/11 

FOIA 


6406010396 

6506150041 

86/03/01 

FOIA 

8311110178 

8506150005 

85/02/05 

50 416 

P 

8406070355 

8506040591 

84/12/11 

50-275 

8311110179 

8506120013 

85/02/20 

FOIA 


8406150296 

8503010201 

86/01/14 

FOIA 

8311110304 

6506120013 

85/02/20 

FOIA 


8406190631 

8506120234 

05/02/06 

50-261 

8311140509 

8506130045 

85/01/28 

FOIA 


8406190634 

6506150041 

85/03/01 

FOIA 

8311160255 

8506060450 

84/12/03 

FOIA 


8406210040 

8506120432 

85/02/01 

50-275 

8311300410 

8506030390 

64/11/08 

50 272 

P 

8408210045 

8506120432 

05/02/01 

50 275 

8312060236 

8506120050 

85/02/14 

50 413 

A 

8406210050 

8506120432 

06/02/01 

60-276 

8312140274 

8506140061 

85/01/25 

50-289 

P 

8406210141 

0508100107 

84/12/27 

60-341 

8312190273 

8506110009 

84/12/11 

FOIA 


6406210188 

8506140666 

05/06/03 

60-369 

6312190318 

8506130045 

85/01/28 

FOIA 


8406210191 

6506140668 

05/06/03 

50-369 

8312200430 

6503010201 

85/01/14 

FOIA 


8406220216 

8503010201 

85/01/14 

FOIA 

8312230001 

8506030390 

84/11/00 

50-250 

P 

8406220219 

8503010201 

85/01/14 

FOIA 

8401090189 

8506060450 

84/12/03 

FOIA 


8406230059 

0506220001 

85/02/13 

FOIA 

8401160341 

6506030390 

84/11/08 

SO 250 

P 

8406230500 

8506160041 

85/03/01 

FOIA 

8401200079 

6506220001 

85/02/13 

50 206 

P 

8406260180 

8506220001 

85/02/13 

50 206 

6401230095 

8506 140061 

85/01 /2S 

50 2S9 

G 

8406270037 

8506240109 

85/04/01 

FQIA 

8401250361 

8503010201 

05/01/14 

FOIA 


8406280322 

8506030390 

84/11/08 

60-219 

6401250402 

8503010201 

86/01/14 

FOIA 


0407020526 

8506130045 

85/01/28 

FOIA 

6402030546 

8506170077 

86/03/25 

FOIA 


84070S0013 

8506160005 

85/02/05 

50-416 

6402060326 

8503010201 

85/01/14 

FOIA 


6407060017 

8506150005 

85/02/05 

50-416 

6402060296 

8506150278 

85/03/04 

FO/A 


8407050089 

8506120013 

85/02/20 

FOIA 

6402150459 

8506120013 

85/02/20 

FOIA 


6407100009 

8506120013 

86/02/20 

FOJA 

6402170240 

6506030390 

84/11/08 

50 317 

P 

6407120201 

85Q6200Q7S 

85/02/22 

SO 382 

8402210139 

8506030390 

84/11/08 

50 219 

P 

8407170191 

8506140061 

85/01/25 

50-209 

6402210404 

8506040591 

84/12/11 

60-275 

P 

8407190013 

8606140093 

85/01/29 

FOIA 

6402230100 

6506220001 

85/02/13 

50 206 

P 

6407190022 

8506140093 

05/01/29 

FOIA 

8402270580 

8506030390 

84/11/08 

50-387 

P 

8407190029 

6506140093 

85/01/29 

FOIA 

8403050301 

6506110634 

04/12/31 

FOIA 


8407190286 

6506140093 

85/01/29 

FOIA 

8403050304 

8506030390 

84/11/08 

60 321 

P 

8407200261 

8506130045 

05/01/20 

FOIA 

8403060560 

8506170077 

85/03/25 

FOIA 


8407240367 

85061 50005 

05/02/06 

50-416 

8403120204 

8508120013 

85/02/20 

FOIA 


8407240592 

8506150005 

85/02/05 

SO 416 

8403120227 

8506150006 

85/02/05 

50 416 

P 

6407270358 

850611 0259 

05/01/04 

FOIA 

8403140087 

6506150005 

05/02/05 

60-416 

S 

8407300050 

8506030390 

04/11/08 

50 210 

6403150201 

8506150005 

85/02/05 

50 416 

P 

8407300059 

8506160041 

85/03/01 

FOIA 

8403160089 

6506150005 

85/02/05 

60 416 

P 

8407300165 

8407300167 

04/07/20 

60 316 

8403160091 

8506150005 

05/02/05 

50 416 

P 

8408060362 

8506160041 

85/03/01 

FOIA 

8403160106 

8506150005 

85/02/05 

50 416 

P 

8406090308 

8506120013 

05/02/20 

FOIA 

6403200316 

6506150005 

85/02/05 

60-416 

P 

8408090370 

8606150005 

05/02/05 

50-416 

6403200364 

8S061 50005 

85/02/05 

50 416 

P 

6406090373 

8506160005 

85/02/05 

50-416 

6403200365 

0506160005 

85/02/05 

50 416 

P 

8408130612 

8506190117 

05/03/06 

60-412 

8403210209 

8606150005 

05/02/05 

60 416 

P 

8408140044 

0506130045 

86/01/28 

FOIA 

8403220267 

8506160005 

85/02/05 

60-416 

P 

0408160532 

8508130045 

86/01/20 

FOJA 

8403230234 

6506150006 

85/02/05 

50-416 

P 

8408160570 

0606070342 

05/05/20 

REQGO 

6403270285 

8506150005 

85/02/05 

60 416 

P 

8408200000 

8506030390 

84/11/08 

50 219 

6403270328 

8506160005 

85/02/05 

50 416 

P 

0408200091 

8503010201 

86/01/14 

FOIA 

8403280224 

8506150006 

85/02/05 

50 416 

P 

0408200094 

8503010201 

05/01/14 

FOIA 

8403260333 

8506120013 

05/02/20 

FOIA 


8400200500 

8506120073 

65/02/07 

FO/A 

8403290337 

8506150041 

85/03/01 

FOIA 


8408200505 

8606120073 

85/02/07 

FOIA 

8403300301 

6506150005 

85/02/05 

60 416 

P 

8408220120 

8506190117 

05/03/06 

50 412 

8404020112 

8506030390 

04/11/08 

50-219 

P 

8408240075 

8506150005 

85/02/05 

50-416 

8404050051 

6506150041 

85/03/01 

FOIA 


8409040021 

8506180103 

05/04/01 

50-352 

8404050257 

6503010201 

05/01/14 

FOIA 


8409050617 

0506170180 

85/03/13 

50-440 

8404060262 

8503010201 

85/01/14 

FOIA 


0409070226 

8506030390 

84/11/08 

50 366 

8404050349 

6506120050 

85/02/14 

60-413 

A 

8409110061 

6606140666 

85/06/03 

60-369 

8404100041 

8506160005 

65/02/05 

50 416 

P 

8409170026 

6506130045 

86/01/20 

FOIA 

8404110261 

8506250291 

05/04/15 

50-322 

F 

8409190111 

8506250003 

85/03/27 

60-320 

6404120400 

6606150005 

66/02/05 

60 416 

P 

6410020202 

0506210158 

05/03/06 

FOIA 

8404230298 

6506030390 

84/11/06 

60-316 

P 

8410020576 

8508150278 

85/03/04 

FOIA 

8404240431 

8506110295 

05/01/09 

FOIA 


8410020704 

6506120050 

05/02/14 

50-413 

8404240473 

8506110009 

04/12/11 

FOIA 


8410040278 

6506030390 

04/11/08 

60 216 

8404250060 

6506120013 

05/02/20 

FOIA 


8410110357 

6506100614 

85/06/04 

50-334 

6404260100 

8506250269 

86/04/11 

60 382 

P 

6410180221 

0506190117 

05/03/06 

60 412 

8404260420 

8506100314 

85/04/15 

SO 462 

A 

8410230249 

8506250468 

84/12/04 

FOIA 

8404260461 

6506030390 

84/11/08 

60-219 

P 

8410230410 

8506180155 

85/03/26 

60-206 

8404260470 

8506160005 

85/02/05 

60-416 

P 

8410230414 

6506180155 

85/03/26 

50 206 

8404260475 

8506150006 

85/02/05 

50-416 

P 

8410230554 

65053 10530 

05/05/30 

PR 

8404260481 

8506150005 

85/02/05 

50-416 

P 

8410260219 

05Q619O117 

85/03/06 

50 412 

8404260487 

8606160006 

85/02/05 

60-416 

P 

8410310162 

8506180674 

86/06/06 

60-373 

8404270314 

8606150005 

85/02/05 

50 416 

S 

6411000180 

0506260291 

85/04/16 

50 322 

8405030142 

6506150041 

05/03/01 

FOIA 


0411060165 

0506250291 

85/04/16 

50-322 

6405060226 

8505310530 

85/05/30 

PR 


8411080191 

0506260291 

05/04/15 

50-322 

8405160463 

6506120013 

85/02/20 

FOIA 


0411060196 

8506250291 

85/04/15 

60-322 

8405160086 

8503010201 

85/01/14 

FOIA 


6411080536 

6506250291 

86/04/16 

so 322 

8405160198 

8506110009 

84/12/11 

FOIA 


8411090107 

6506250291 

85/04/16 

50-322 

8405170369 

6606150041 

85/03/01 

FOIA 


8411090152 

8506220001 

86/02/13 

60-206 

8406170418 

6506130045 

85/01/20 

FOIA 


8411120024 

841 1120021 

84/10/26 

MISC 

8405170435 

8506220001 

86/02/10 

50-200 

P 

0411120126 

8506190117 

05/03/06 

50 412 
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u«u&5» MthtMtNUt Uh tNULOSURES TO PRINCIPAL DOCUMENTS 523 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8411130261 
8411130388 
8411140136 
8411160200 
84 11 2001 32 


8411200212 

8411280528 

8412050329 

8412100474 

8412130076 

B412100496 
8412200621 
6501 100395 
8501160236 
6501210299 

6501230194 
8501240086 
850225014 7 
8502270051 
8503060410 

8503210120 

8503210124 

8503260239 

6503200512 

8504030421 

8504050296 

8504106107 

8504120317 

8504120356 

8504120393 

8504150148 

8504170103 

8504170106 

8504170207 

8504100281 


8504100445 

8504100577 

6504100012 

8504220314 

8504240193 

8505020102 

8505000133 

8505000502 

8505150044 

0505100030 


0505100420 

8505100535 

8505170346 

0505240247 

8505240273 

0505209638 
0505319534 
8 505310538 
8 5 05310530 
8 5 05310542 

6505310546 
8505310548 
8505310553 
6505310557 
85053 1 0564 


8505310574 

8505310578 

8505310561 

050531056/ 

8505310585 


8 505310596 
8505310602 
8505310604 
8505310605 
0505310606 


8505310010 

8505310616 

8505310620 

8505310625 

©505310620 

8505310630 
8 505310649 
8505310658 
8505310664 
©505310660 

06O53tOTOO 
S506030024 
©506030029 
8 506030030 
0506030042 

©506030047 

05^30046 


PRINCIPAL 

DATE 

DOCUMENT 

ISSUED 

85061901 17 

85/03/06 

85061400)13 

85/01/29 

8506250260 

05/04/11 

8506100117 

85/03/06 

8506190117 

85/03/06 

8506100155 

85/03/26 

8505310630 

B5/05/30 

85062B0269 

85/04/ 11 

8506070342 

85/05/20 

8506250269 

85/04/11 

8506100314 

05/04/15 

0506140626 

05/06/11 

0506180103 

85/04/01 

8506120013 

05/02/20 

8506210168 

85/03/05 

8500200007 

85/06/10 

8506150319 

85/03/11 

8506210158 

85/03/05 

8506160300 

85/03/25 

8504160374 

85/03/18 

8503210116 

85/03/08 

8503210116 

05/03/08 

0503260235 

85/03/20 

8503200507 

05/03/21 

6506100103 

85/04/01 

8506250260 

85/04/11 

8506210391 

05/06/11 

8504120314 

05/04/04 

8504120162 

84/00/06 

0504120162 

04/06/06 

0504120102 

84/06/06 

B604170171 

85/03/20 

8504170171 

05/03/29 

0504170171 

05/03/29 

0506150292 

05/03/07 

8504180442 

85/04/15 

8504120182 

84/06/06 

8600180574 

85/06/06 

8508100228 

86/06/12 

6608050624 

85/05/16 

8506140668 

65/06/03 

0506260753 

85/06/20 

0505000499 

86/06/02 

8506120130 

65/06/23 

8508140668 

05/06/03 

8606250096 

05/06/13 

8506140346 

05/05/23 

0506310630 

86/05/30 

8505240241 

05/05/17 

0506240241 

05/05/17 

8506240345 

05/00/07 

8506040060 

05/05/24 

0506310530 

05/05/30 

8505310530 

05/05/30 

0505310530 

85/05/30 

8506310530 

85/05/30 

0505310630 

05/05/30 

6505310630 

86/05/30 

0505310530 

86/05/30 

0505310630 

85/05/30 

0505310530 

05/06/30 

8505310530 

06/05/30 

8505310530 

66/05/30 

8505310630 

86/05/30 

0505310530 

85/05/30 

0506310630 

65/05/30 

0505310530 

05/05/30 

0505310630 

86/06/30 

8505310530 

05/06/30 

8605310530 

05/05/30 

8605310530 

85/05/30 

8606310530 

06/05/30 

8506310530 

85/05/30 

8S05310530 

85/05/30 

8606310530 

86/05/30 

8505310530 

05/05/30 

8605310530 

86/05/30 

8605310530 

86/05/30 

8606310630 

85/05/30 

8505310630 

86/05/30 

8606260769 

86/06/05 

8606030022 

85/05/22 

3606030027 

06/06/22 

8606030036 

86/05/22 

8506030037 

85/05/23 

8506030043 

86/05/17 

8506030046 

85/05/22 


SUBJECT 

CATEGORY 


ENCLOSURE 

50 412 

F 

8506030057 

FOIA 


8506030062 

50 382 

E 

8506030076 

50 412 

A 

8506030082 

SO 354 

A 

8506030084 

50 206 

P 

8506030086 

PR 


8506030088 

50 382 

P 

3506030091 

REGGO 


8506030105 

50 302 

E 

3506030111 

50 402 

Q 

8506030112 

PR 


8506030115 

50 352 

P 

8506030116 

FOIA 


8506030121 

FOIA 


8506030122 

50 289 

F 

8506030125 

50 483 

Q 

8506030130 

FOIA 


0506030131 

FOIA 


8506030137 

50 348 

F 

8506030148 

71-9051 


8506030142 

71-9851 


8506030146 

50 335 

Q 

8506030152 

50 288 

O 

8506030154 

50 352 

P 

8506030161 

50 382 

P 

8506030167 

50 458 

A 

8506030174 

SO 206 

S 

8506030161 

50 362 

P 

8506030163 

50 324 

P 

8506030184 

50 358 

A 

8506030187 

50 269 

S 

0506030190 

50-269 

S 

8506030195 

50 269 

S 

8506030197 

50 528 

P 

8506030200 

50 277 

P 

8506030219 

50 366 

P 

8506030220 

50-373 

Q 

8506030238 

50-165 

Q 

8506030246 

50-293 

F 

8506030252 

50-369 

P 

6508030259 

QEN TEC 1 

S 

6506030266 

MISC 


0506030287 

50-331 

F 

8506030268 

50-369 

P 

0506030275 

50-220 

F 

0506030280 

60-305 

P 

0506030291 

PR 


8506030293 

50-282 

P 

8506030302 

50-202 

P 

8506030313 

50-271 

F 

8506030315 

50-440 

H 

8506030310 

PR 


0506030324 

PR 


0506030332 

PR 


0506030339 

PR 


0506D30952 

PR 


0506030379 

PR 


8506030383 

PR 


0506030385 

PR 


0506030399 

PR 


8506030409 

PR 


0506030412 

PR 


0506030421 

PR 


0506030423 

PR 


8506030428 

PR 


0506030432 

PR 


0506030440 

PR 


8506030440 

PR 


8506030457 

PR 


0506030458 

PR 


8606030479 

PR 


8506030483 

PR 


6506030493 

PR 


8506030495 

PR 


8506030500 

PR 


8506030503 

PR 


8506030505 

PR 


0506030507 

PR 


8508030509 

PR 


8508030510 

50-400 

A 

8506030518 

71-9170 


6506030525 

71-9000 


6506030550 

71-9176 


8506030576 

71-376 


8506030605 

70-1966 


8506030608 

71 6668 


8506030613 


PRINCIPAL 

DOCUMENT 

6506030064 

8402130097 

8506030071 

8506030071 

8402130007 

8506030079 
8506030060 
8402130007 
04021 30007 
8402 1 30007 

0506030110 

0506030107 

0402130007 

0402130007 

0506030119 

6402130007 

6506030126 

0402130007 

6506030133 

0505280463 

0402130007 

8402130007 

0506030147 

0506030120 

6506030157 

8506030157 

8402130007 

8402130007 

0506030178 

8506030179 

0505240241 

8402130007 

8505240241 

0506030191 

0402130007 

0505240241 

8506030216 

0402130007 

6402130007 

0402130007 

6506030254 

6402130007 

8506030261 

8506030254 

8402130007 

8402130007 

8506030286 

8506030233 

8402130007 

0402130007 

8506030306 

8506030310 

0402130007 

8402130007 

0402130007 

0506170091 

8606030375 

9506030375 

8506030390 

B5060303B4 

0506030403 

6506030404 

8506030416 

8506030415 

8606030424 

0506030426 

0506030430 

0506030436 

0506030452 

6S06O3Q454 


DATE 

ISSUED 

95/05/22 
93/1 1/10 
95/05/17 
95/05/17 
83/11/10 

85/05/22 

05/05/22 

83/11/10 

83/11/10 

83/11/10 

85/05/17 

85/05/13 

83/11/10 

83/11/10 

05/05/17 

83/11/10 

85/05/28 

83/11/10 

85/05/22 

85/05/13 

83/11/10 

83/11/10 

85/05/28 

85/05/20 

85/05/29 

85/05/20 

83/11/10 

83/11/10 

85/05/28 

85/05/30 

85/05/17 
83/1 1/10 
85/05/17 
85/05/28 
83/1 1/10 

85/05/17 

85/05/28 

83/11/10 

63/11/10 

83/11/10 

85/05/02 

63/11/10 

65/05/22 

85/05/02 

63/11/10 

83/11/10 

85/05/21 

85/05/20 

03/11/10 

83/11/10 

95/05/24 

95/05/15 

83/11/10 

83/11/10 

83/11/10 

05/05/29 

95/05/20 

95/05/29 

95/05/28 

05/05/30 

85/05/31 

85/05/30 

85/05/30 

85/05/30 

35/05/20 

95/06/30 

85/05/30 

85/05/20 

85/05/23 

05/05/26 


SUBJECT 

CATEGORY 

71 9103 
SO 526 
50 282 
50 282 
60 528 

71-9178 
71-9145 
60 528 
50 526 
50 528 

50 205 
50-202 
SO 528 
50-528 
50 456 

50 528 
50 458 
50 528 
71 9159 
50 322 

50 528 
50 528 
50 302 
50 410 
50 458 

50 458 
60 528 
50 528 
50 265 
50 361 

50 202 
50 528 
50 202 
50 346 
50 528 

50 202 
50 458 
50 528 
50 528 
50 528 

60 267 
50 528 
71-9074 
50 267 
60 526 

50 528 
XPOHTLIC 
50 320 
60 528 
50 528 

50 272 
SO 320 
50 528 
50 528 
50 528 

50 324 
50 258 
50 298 
50 362 
50 458 

50 209 
50 458 
50 244 
50 253 
50 322 

50 445 
50 271 
60 528 
50 271 
50 443 


A 

O 

Q 

A 


8506030472 

6506030476 

B506Q30401 

8506030484 

8508030215 


8506030496 

8508030490 

8506030496 

6506030602 

850603''“''® 


850603y»n 

6506030191 

8506030648 

8506030574 

8506030390 


85/05 /28 
65/05/30 
66/05/20 
84/11/08 


50 348 P 

50 629 T 

CONTRACT 
50-369 P 


8506030390 

osoeososoo 


04/11/08 50-369 

84/11/08 50 395 


P 

P 


I 
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524 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCeSStON NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8506030629 

8506030627 

8506030647 

8506030639 

8506030650 

8506030645 

8506040036 

8506040024 

85Q604Q040 

8506040024 

6506040056 

8506040049 

8506040118 

8506040098 

6506040121 

8506040113 

8506Q40131 

8506040126 

8506040140 

8506040129 

8506040148 

8506040137 

8506040165 

8506040158 

6506040167 

8506030390 

8506040172 

8506040150 

6506040180 

8506040173 

6506040162 

6506040173 

6506040197 

6506040190 

8506040201 

8506940190 

8506040210 

8506040207 

650604021 1 

8506040198 

8506040224 

8596040218 

6506040220 

6506040199 

8506040232 

8506030390 

8506040234 

8506040218 

6506040243 

6506040235 

8506040245 

8506030390 

8506040256 

8506030390 

8506040276 

8506030390 

8506040284 

8506030390 

8506040292 

8506040286 

8506040297 

8506030390 

8508040303 

8506030390 

8606040308 

8506030390 

8506040320 

8506030390 

8506040323 

8506040318 

6506040349 

8506040340 

BS06040361 

8506040356 

8506040362 

6506040355 

8506040387 

8506040360 

8506040369 

8506030390 

8506040373 

8506040360 

8506040375 

8506040368 

8506040382 

8506030390 

8506040386 

6506030390 

8506040391 

8506040387 

8506040404 

8506030390 

8506040423 

8506030390 

8506040439 

8506030390 

8506040441 

8506040433 

5506040445 

8506030390 

8506040451 

8506030390 

8506040455 

65D604044B 

8506040456 

8506030390 

8506040462 

6508030390 

8506040467 

8506030390 

8506040471 

8506030380 

6606040464 

8506040402 

6506040489 

8506040487 

8606049491 

8506040487 

8506040501 

8506040497 

8506040503 

8606040493 

8S0604050S 

8506040496 

8506040512 

8506200459 

8506040513 

8506040505 

6506040516 

850604050S 

6506040519 

8506040514 

6506040520 

8506040505 

8506040525 

8506040517 

8506040639 

6506040536 

6506040646 

8506040540 

8506040548 

8506040645 

8506040552 

8506040137 

8606040564 

8506040561 

8506040565 

8506040580 

8506040568 

8506040560 

8506040571 

8506040561 

8606040574 

8506040580 

8606040580 

8506040560 

8506040605 

8506040599 

8506040613 

8506040606 

8506040620 

8506040591 

8506040623 

8606040621 

8S0604062S 

8506040621 

8506040629 

8506040591 

8506040636 

8506040691 

8506040644 

8506040591 

8506040645 

8506040632 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

35/06/03 

50 462 

6 

85/05/30 

50 456 

e 

85/05/29 

50 400 

e 

86/05/17 

50-311 

p 

85/05/17 

50 311 

p 

85/05/21 

50-250 

p 

86/05/13 

50 282 

p 

85/05/31 

MISC 


85/05/29 

50-346 

p 

85/05/28 

50-280 

p 

85/05/28 

50 423 

Q 

85/05/31 

50-275 

p 

84/11/08 

50 387 

p 

85/05/31 

50 275 

p 

85/05/31 

50-255 

p 

05/05/31 

50-265 

p 

05/06/30 

50-275 

p 

05/05/30 

50-275 

p 

05/05/17 

50-397 

p 

05/05/29 

50 341 

0 

85/05/30 

60-275 

p 

85/05/31 

OASgg 


84/11/08 

50 387 

p 

85/05/30 

60 275 

p 

85/05/30 

60-244 

Q 

84/11/08 

50 387 

p 

84/11/08 

50-373 

p 

84/11/08 

50-317 

p 

84/11/08 

50-202 

p 

65/05/29 

50-269 

p 

84/11/08 

50-389 

p 

84/11/03 

60-344 

p 

84/11/08 

50 344 

p 

84/1 1/08 

50-346 

p 

85/05/13 

50-387 

p 

85/05/30 

60 352 

p 

85/05/28 

50-322 

H 

85/05/31 

50-271 

P 

85/06/24 

50 285 

P 

04/1 1/08 

50-366 

P 

05/05/24 

50-285 

P 

05/05/17 

40 0786 


84/11/08 

50-287 

P 

84/11/08 

50-277 

P 

85/05/20 

40-1341 


84/11/08 

60-312 

P 

84/11/08 

60-156 

P 

84/11/08 

60-250 

P 

85/05/20 

60-321 

P 

84/11/08 

50 250 

P 

84/11/08 

60-272 

P 

85/05/24 

50 soe 

A 

84/11/08 

50-272 

P 

84/11/08 

50-3 

P 

84/11/08 

50 346 

P 

04/11/08 

60-247 

P 

85/05/28 

50-336 

P 

86/06/28 

50-346 

Q 

85/05/28 

50-346 

Q 

85/05/31 

60-456 

Q 

85/02/22 

50-348 

Q 

85/05/30 

70-2968 


85/06/12 

50-306 

F 

85/05/31 

60 402 

P 

85/05/31 

50-482 

P 

05/05/30 

60-440 

0 

85/05/31 

50-482 

P 

05/05/01 

CONTRACT 


85/04/16 

CONTRACT 


85/05/31 

50-10 

Q 

85/05/08 

60-336 

P 

85/05/28 

60-423 

Q 

85/05/16 

60-358 

A 

84/11/10 

60-275 

Q 

84/11/18 

60-276 

0 

85/05/16 

60-358 

A 

84/11/16 

60-276 

Q 

84/11/18 

50-276 

Q 

85/05/15 

50 305 

P 

05/05/20 

60-341 

Q 

84/12/11 

50-276 

S 

85/05/20 

50213 

Q 

85/06/20 

50-213 

Q 

84/12/11 

60-275 

P 

84/12/11 

50-275 

P 

84/12/11 

50-276 

S 

05/04/01 

50-959 

Q 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8506040648 

8506040639 

85/05/20 

60-352 

6506040669 

8506040591 

84/12/11 

50-275 

8506040661 

8506040657 

05/04/09 

60 395 

8506040664 

8506040654 

05/05/17 

50-352 

8506040669 

8506040654 

85/05/17 

50-352 

8506040702 

8506040591 

64/12/11 

FOIA 

8506040705 

8506040591 

84/12/11 

FOIA 

8506040708 

8506040704 

85/05/24 

50-192 

8506040709 

8506040591 

84/12/11 

FOIA 

0506040712 

8506040591 

64/12/11 

FOIA 

8506040715 

8606040591 

84/12/11 

50-275 

8506040721 

6506040591 

84/12/11 

50 275 

8506040727 

8506040591 

84/12/11 

60 275 

8506040728 

8506040717 

85/05/22 

50-267 

8506040734 

8506040591 

84/12/11 

60 276 

8506040738 

8506040591 

84/12/11 

FOIA 

8506040746 

8506940743 

85/04/90 

XPOHTLIC 

8506050010 

8506050005 

85/01/30 

50-280 

8506060012 

8506050005 

85/01/30 

50-340 

8506050016 

6506050005 

85/01/30 

50 250 

8506050019 

8508050005 

85/01/30 

50-250 

8506050026 

85060S0024 

85/05/31 

60 287 

8506050030 

8506050024 

85/06/31 

50-287 

8506050035 

8506050029 

85/05/23 

50 373 

8506050037 

85060S0031 

85/03/06 

60-416 

850605004S 

8506050029 

65/05/23 

50-373 

85060SD069 

8506050061 

85/03/04 

50-458 

8506050072 

8506050065 

85/05/22 

60 373 

8506050073 

8506040591 

04/12/11 

60-275 

8506050077 

8506050068 

65/05/23 

50-263 

6506050096 

6506040591 

04/12/11 

50 275 

8506050089 

8506050083 

85/03/04 

FOIA 

8506050083 

8506040581 

84/12/11 

50 276 

8506050104 

8506040591 

84/12/11 

60-275 

8506050114 

8606040591 

84/12/11 

50-275 

8506050117 

8606050106 

85/05/23 

60 455 

8506050123 

6506040591 

84/12/1 1 

60-275 

8506050130 

8506050100 

86/03/12 

FOIA 

8506050134 

8506040591 

84/12/11 

60 275 

8506050140 

8506050129 

85/05/13 

50-520 

8506050144 

8506040591 

84/12/11 

50-275 

8506050145 

8506050142 

85/03/11 

FOIA 

8506050156 

8506040691 

84/12/11 

60-275 

8506050158 

8506050160 

65/05/31 

70-143 

8506050164 

8506050164 

86/03/12 

FOIA 

8506050169 

8506040591 

84/12/11 

50-275 

8506050170 

8506050154 

65/03/12 

FOIA 

8506050171 

8606050129 

85/05/13 

60-528 

8606060173 

8506050159 

85/05/17 

WASTE MGT 

8506050178 

8506050164 

85/03/12 

FOIA 

S5O6OSO103 

8506050169 

85/05/17 

WASTE MGT 

8506050184 

6506050164 

85/03/12 

FOIA 

8606050185 

8506040591 

84/12/11 

50-275 

8606050189 

8506050154 

85/03/12 

FOIA 

85060S0196 

8506050154 

05/03/12 

FOIA 

8606050202 

8506050164 

85/03/12 

FOIA 

8506050203 

8508050198 

85/05/20 

60 458 

8506050204 

8506050164 

85/03/12 

FOIA 

8506060209 

85060S01S4 

65/03/12 

FOIA 

8506050260 

8506050260 

86/05/13 

50-206 

8506050263 

8506050256 

86/05/29 

60-397 

8506050267 

8606050266 

85/05/29 

60-397 

8506050281 

8506050275 

85/05/22 

50 373 

8506050284 

8506050275 

05/05/22 

60-373 

8506050285 

8506050262 

64/12/07 

FOIA 

8506050298 

8506050262 

84/12/07 

FOIA 

8506050300 

8506050284 

65/06/24 

CONTRACT 

8506050313 

8506050262 

84/12/07 

FOIA 

8606050317 

8506050307 

85/06/23 

71-9089 

8506050327 

8506060321 

85/05/22 

71-0161 

8506050330 

8506050319 

86/06/20 

contract 

8506050332 

8506050262 

84/12/07 

FOIA 

8606050339 

8606060333 

86/05/22 

71-9079 

8506050355 

0506050262 

04/12/07 

FOIA 

8506050357 

8506050352 

05/03/12 

FOIA 

8506050365 

0506050262 

04/12/07 

FOIA 

8606050371 

8502280062 

04/12/27 

60-445 

8506050376 

8502280062 

84/12/27 

50-445 

8608050379 

8508060262 

84/12/07 

FOIA 

8506050382 

8502280062 

84/12/27 

60-445 

6508050383 

8506050378 

85/06/14 

60 529 

6608050388 

8506060262 

84/12/07 

FOIA 

8506060380 

0502280062 

84/12/27 

60-445 

6506050398 

8506060262 

84/12/07 

FOIA 

8508060398 

8502280062 

84/12/27 

60-445 

8506050402 

8506050395 

85/05/17 

50-281 

8506060405 

8506050305 

86/08/17 

60-281 
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CROSS REFERENCE OF ENCLOSURES TO PRiNCfPAL DOCUMENTS 525 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

S506050406 

a5O6OS0414 

8506050416 

8506050416 

8506050418 

0508050262 

0506050262 

8502280002 

0506050409 

0506050411 

04/12/07 

04/12/07 

84/12/27 

05/05/24 

85/05/23 

FOIA 

FOIA 

50-445 

60-440 

50-373 

8506050420 
850605042 2 
6506050423 
8506050426 
8506050430 

0506050262 

8502200062 

0506050262 

05060S0421 

6506050434 

04/12/07 

04/12/27 

04/12/07 

05/05/30 

85/05/22 

FOIA 

60 445 

FOIA 

50 307 
71-9111 

6506050440 

8506050447 

8606050461 

6506050401 

8506050403 

0506050435 

0506050440 

0506050441 

0S060S043S 

8506050453 

04/12/17 

65/05/30 

05/05/17 

04/12/17 

05/05/31 

FOJA 

50 249 
CONTRACT 

SO 289 

50 300 

8506050474 

8506050477 

6506060485 

6506050504 

8506050512 

0506060435 

0506050480 

0506050436 

0S060S0435 

05060S050D 

04/12/17 

06/06/20 

04/12/17 

01/12/17 

05/05/01 

60-209 

50-373 

50 209 

50 200 
WASTE RES 

8506050510 

65060505*0 

6506050524 

6506050531 

8506050535 

6606050509 

05Q6OSOS00 

0606060509 

0506050500 

0506050532 

05/05/01 

05/06/01 

05/05/01 

85/05/01 

86/05/20 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
50 200 

,506050545 

506050540 

>506050551 

1506050552 

8506050555 

0506050609 

0606050540 

0606050640 

0506Q5Q540 

0506050646 

05/06/01 

05/05/00 

05/05/00 

85/05/00 

05/05/00 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

6500060557 

B5060S0501 

65060S0565 

8506050500 

506050573 

8506050640 

0506050640 

8506050540 

06Q6Q5Q640 

0600060640 

05/05/00 

05/05/00 

06/05/00 

06/05/00 

86/05/00 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

15H360S0500 

*506050505 

.506050507 

S06050501 

>506050503 

0506060576 

0606060576 

0506050502 

06Q6060502 

0800060606 

06/06/22 

86/05/22 

86/06/16 

05/06/16 

04/12/14 

60-267 
50-207 
WASTE RES 
WASTE RES 
FOIA 


ACCESSION NUMBER 



ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

Q 

F 

P 

0506050017 

0500000002 

0500080006 

0500060012 

0500080020 

0506050015 

6506060001 

0506060005 

0506060010 

0506060017 

85/05/06 

05/06/31 

65/05/31 

05/05/21 

05/05/16 

SO 333 F 

SO 454 Q 

60 409 Q 

50 412 A 

50 331 0 

U 

P 

0506060040 

8506060051 

0506060061 

6506060064 

0506080066 

0506060042 

8S06060042 

0506060055 

0500060057 

0506050508 

05/05/20 

05/05/28 

05/05/31 

05/05/02 

04/12/14 

70 1151 

70 1161 

50 461 Q 

50-293 0 

FOIA 

P 

R 

r 

0506060068 

8506060069 

0506060074 

8506060076 

0500060000 

0500060003 

8506060049 

0506050566 

0506060057 

0506050508 

85/05/17 

05/05/30 

84/12/14 

85/05/02 

84/12/14 

COMMISSIO N 
50-364 F 

FOIA 

50-293 Q 

FOIA 

R 

F 

P 

R 

0506000080 

0506000092 

0506000093 

6506000095 

6506000101 

85000505 86 
8506060084 
85060600 03 
0500050586 
0506050506 

64/12/14 

05/05/30 

05/05/31 

04/12/14 

04/12/14 

FOIA 

60-300 F 

60-256 Q 

roiA 

FOIA 

R 

0506080102 

0506060100 

6506080114 

0506060117 

050006012) 

0506000003 

B506050588 

8506050506 

0506060105 

0506050588 

05/05/31 

04/12/14 

04/12/14 

05/04/23 

04/12/14 

50-256 Q 

FOIA 

roiA 

WASTE RES 
FOIA 


0506000130 

8506060132 

8506060139 

8506060149 

8506060157 

0506060125 

aSOGO8O50€ 

0506050566 

0506060142 

0506050586 

85/05/23 

04/12/14 

04/12/14 

04/U/1G 

04/12/14 

71-260 

FOIA 

FOIA 

WASTE RES 
FOIA 


0506060108 

6506060100 

6506060171 

6506060174 

6506060164 

0506000156 

8506000165 

0506000136 

0506000160 

8506000176 

05/05/21 

05/06/30 

05/05/07 

05/05/1.3 

05/05/20 

50-340 P 

60-360 P 

50-271 Q 

WASTE MGT 
TOPREP 

OO 

BS0606022I 

Q506060230 

6506060240 

0506060242 

BS06060264 

0606000214 

0500060226 

0506060234 

0506060235 

0506060249 

05/05/16 

05/05/31 

65/05/20 

05/05/03 

05/05/21 

WASTE RES 
60-315 P 

60-203 F 

WASTE MQT 
60-423 O 


506050S05 

5O0OSOSO7 

5O6O&O&S0 

1006050001 

1506050603 

1506050600 

506050010 

1506050614 

.5060500)8 

506050021 


S060S0020 

506050620 

506060030 

506060035 

506050030 


66050044 

66050647 

06050062 

66060060 

506050050 

506050006 

>06050066 

66650606 

66060666 

►06050872 

506050 607 
►06050660 
506060600 
06050607 
06050702 

►06050707 

►06050713 

►06060721 

06050732 

06050744 

06050740 

06050751 

06050766 

060507^ 

06050762 

>6060766 

►e06076» 

005077* 

>rq60775 

0^50761 

06050783 

06050702 


B606060SB6 

B506060efl2 

0606060606 

0608060608 

6506050608 

0506050586 

0606060566 

0606050566 

0608050566 

6600060606 

8600050868 

0606060624 

0606060666 

0606050666 

0600050686 

06060S0566 

8506060686 

0506050606 

8606060606 

8506050860 

8506060688 

6500060666 

8606060604 

8S060S0606 

8606060686 

8506050508 

0606060603 

8606060506 

8606060679 

8506060806 

8608050704 

8S06060666 

6506050666 

6606050730 

8606050688 

8606060743 

8506060666 

8606060506 

8606060606 

6606050762 

6506060566 

6506050506 

6606060767 

8606060686 

6606050407 

8606060773 

8506050041 


84/12/14 

FOIA 

86/05/ 16 

WASTE RES 

04/12/14 

FOIA 

05/05/16 

60-324 

04/12/14 

FOIA 

84/12/14 

FOIA 

84/12/14 

FOIA 

04/12/14 

FOIA 

64/12/14 

FOIA 

04/12/14 

FOIA 


0506060256 0506060233 
0506060267 0606060233 
8506060290 S5O600O2C0 
0506060302 0506060265 
D5060003 1 4 8506000286 

0506060316 6506080313 
0506060325 6506060206 
0506060327 0506060322 
0506060333 0506060323 
8506060336 0508060200 


64712714 

86/05/16 

04/12/14 

84/12/14 

84/12/t4- 


roiA 

50'203 

FOIA 

FOIA 

FOIA 


F 


05QOQ00330 

0605060342 

0506000346 

8506060361 

0506060362 


0500060323 

8500060285 

8500060318 

6506060341 

8500000285 


84/12/14 

84/12/14 

84/12/14 

84/12/14 

65/06/16 


FOIA 


8506060354 

FOIA 


0506060356 

FOIA 


0506060302 

FOIA 


0506060364 

60-170 

Q 

0506060367 


6500060285 

6506060318 

0506060285 

0506060359 

0506060285 


84/12/14 

84/12/14 

86/05/24 

84/12/14 

84/12/14 


FOIA 

FOJA 

TOPHEP 

FOIA 

FOIA 


85Q6Q6Q371 

0506060376 

6506060370 

0506060380 

0506060301 


0606060359 

0600060366 

0606060369 

0506060358 

0506060265 


84/12/14 

86/06/16 

04/12/14 

05/05/16 

86/06/22 


FOIA 

50-184 

FOIA 

60-307 

7I-9006 


Q 

O 


0506060387 

0506060068 

0506060301 

0506060394 

0506060397 


0600060285 

0606060379 

0606060383 

0606060366 

0506060285 


86/06/22 

04/12/14 

04/12/14 

86/06/22 

64/12/14 


71-9106 

FOIA 

FOIA 

71.6006 

FOIA 


0508060407 

8506060408 

8506060416 

8508060416 

8508060424 


0506060398 

0506060285 

0500060411 

0600060411 

0500060421 


85/86/22 

84/12/14 

84/12/14 

04/12/14 

06/06/23 


71-9177 
60 322 
60 209 
FOIA 
60-10 


T 

T 

P 


8603060426 

8508060432 

8608080433 

8603060436 

0506060436 


0506060285 

0606060426 

0506060428 

0606060430 

0506060426 


85/05/2B 

40 3392 


85/05/20 

40-3302 


85/05/16 

60 520 

P 

84/12/07 

60-172 

W 

04/12/07 

60-172 

W 

05/05/08 

WASTE MQT 


05/05/24 

60-340 

P 

05/05/24 

/ 1-0022 


05/05/22 

60-307 

P 

05/05/24 

60-340 

P 

06/05/22 

50 307 

P 

04/12/07 

60-172 

w 

05/05/20 

60 317 

P 

05/05/16 

60-293 

Q 

04/12/07 

60-172 

W 

04/12/07 

FOIA 


05/05/20 

60 317 

P 

04/12/07 

FOIA 


05/05/28 

60-272 

P 

84/12/07 

FOIA 


85/05/20 

60-272 

P 

85/05/20 

60 307 

P 

05/05/10 

CONTRACT 


05/00/03 

60 322 

G 

04/12/07 

FOIA 


84/12/07 

roiA 


85/05/17 

60 443 

Q 

85/05/31 

60 454 

Q 

85/05/20 

60-387 

P 

04/12/07 

FOIA 


05/05/24 

63-322 

Q 

04/12/07 

FOIA 


05/05/22 

53 320 

P 

05/05/22 

63 200 

H 

05/05/16 

50 276 

Q 

04/12/07 

FOIA 


06/00/04 

50 413 

Q 

05/06/30 

50 468 

Q 

06/05/2* 

70-371 


86/06/04 

60 413 

Q 


64/12/14 

84/12/14 

85/05/22 

84/12/14 

86/04/12 


60-922 
FOIA 
71-6722 
FOIA 
40 6698 


T 


8508060437 

8508060442 

8606060444 

6608060447 

8508060461 


0506060430 

8606060411 

8506060411 

8506060439 

0508060411 


86/05/14 

06/05/17 


WASTE MQT 
60 464 S 


8503060462 

6506060454 


0506060443 

0506060411 


65/05/21 

86/05/22 

85/05/22 

06/05/17 

66/06/22 


70-371 
60 280 
60-260 
WASTE HE8 
SO 289 


H 

H 

T 


86/05/24 

86/05/22 


/0-26 

50-280 


T 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 
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ISSUED 

SUBJECT 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6506060456 

8506060439 

65/06/17 

WASTE RES 


8506070056 

8506070046 

85/05/23 

50-247 

8506060458 

8506060411 

85/05/22 

50 289 

T 

6506070056 

8506070026 

85/05/31 

50 29 

8506060461 

8506060455 

85/05/31 

50-458 

0 

8506070063 

8506070059 

85/05/31 

50 322 

6506060466 

6506060411 

85/05/22 

50 289 

T 

8506070069 

8506070064 

85/05/30 

50 423 

8S0606046B 

8506060462 

85/06/31 

71 6346 


6506070090 

8506070070 

84/06/20 

50 445 

8506060470 

8506060420 

8S/0S/2S 

50 286 

P 

8606070103 

8606070070 

84/06/20 

50 498 

8506060479 

8506060411 

85/05/22 

50-289 

T 

85060/0115 

8506070070 

84/06/20 

50 498 

8S06060482 

8506060476 

65/06/04 

50 206 

P 

8506070119 

8506070110 

85/05/31 

SO 315 

8506060483 

8506060473 

85/04/19 

WASTE MGT 


85060/0122 

8S06070070 

84/06/20 

50-498 

8506060484 

8506060420 

85/05/28 

50 286 

P 

8506070125 

8506070120 

65/06/03 

CONTRACT 

650606D4S5 

8506060411 

85/05/22 

50 269 

T 

8506070132 

8506070070 

84/06/20 

50-499 

8506060489 

8606060450 

64/12/03 

FOIA 


8506070146 

8506070070 

84/08/20 

50-498 

8506060492 

6506060487 

85/05/31 

71-5874 


8506070153 

8506070131 

85/05/30 

50 443 

8506060493 

B506060476 

85/06/04 

50-200 

P 

8506070156 

8506070070 

84/06/20 

50-490 

8506060499 

8506060450 

84/12/03 

FOIA 


8506070168 

8506070070 

04/06/20 

50-490 

8506060500 

8506060476 

85/06/04 

50208 

P 

0506070177 

8506070070 

84/06/20 

50 49S 

8506060505 

8506060476 

85/06/04 

50 206 

P 

8506070194 

8506070070 

84/06/20 

50 498 

8506060506 

6506080473 

85/04/19 

WASTE MGT 


8506070139 

8508070189 

85/05/31 

SO 309 

8506060512 

8506060507 

85/05/07 

40 8452 


8506070209 

8506070196 

85/05/20 

50324 

8506060517 

6506060498 

85/05/17 

50-397 

Q 

8506070210 

8506070201 

85/04/19 

50 259 

8506060518 

6506060507 

85/05/07 

40 8452 


8506070214 

8506070208 

85/06/03 

50 320 

8506060524 

6506060520 

85/05/07 

CONTRACT 


0508070218 

8506070201 

85/04/19 

50269 

8506060529 

8506060450 

84/12/03 

FOIA 


8506070220 

8506070198 

85/05/20 

60 324 

6506060530 

6506060526 

86/05/30 

CONTRACT 


B506070223 

8506070208 

85/06/03 

50 320 

8506060532 

8506060531 

85/05/29 

50 261 

P 

0506070228 

&S06O7O201 

85/04/19 

50 259 

8506060534 

6506060533 

85/05/14 

CONTRACT 


8506070243 

8506070201 

05/04/19 

50-259 

8506060549 

8506060546 

as/05/ 17 

50320 

P 

0506070255 

8506070241 

85/05/31 

50-352 

8506060551 

8506060546 

85/05/17 

50-320 

P 

8506070257 

0508070250 

65/06/30 

60-208 

8506060556 

8SO6O60535 

aS/05/31 

REGGD 


8506070263 

6506070229 

86/06/03 

50-352 

6506060559 

8506060554 

SS/OS/20 

50 267 

P 

8506070268 

8506070070 

84/06/20 

50-498 

8506060562 

8S06060S57 

85/05/24 

50 315 

S 

8606070277 

8506070070 

84/06/20 

50-490 

8506060565 

8506060557 

85/05/24 

60-315 

S 

8506070280 

8506070229 

85/06/03 

50-352 

8508060566 

8S06060563 

85/05/22 

50 286 

0 

8506070291 

8506070070 

84/06/20 

50-403 

8506060572 

8506060570 

85/05/16 

COMMISSIO 

M 

8506070293 

8506070283 

85/05/30 

SO 388 

8506060575 

8506060571 

85/06/23 

SO 315 

P 

6S06070298 

8506070204 

flS/05/20 

50 330 

8506060577 

8506060574 

85/05/24 

50-397 

P 

8506070301 

8506070070 

84/06/20 

SO 498 

8506060583 

8606060578 

85/05/15 

60 276 

Q 

8506070306 

8506070299 

85/05/31 

60354 

8506060587 

8506060581 

85/05/22 

50 397 

P 

8506070308 

8506070284 

85/05/28 

60 336 

8506060589 

8506060586 

85/05/28 

50322 

H 

8806070311 

8506070303 

65/06/31 

50 260 

8506060609 

8506060450 

84/12/03 

FOIA 


8506070313 

8506070070 

84/06/20 

60 496 

8506060618 

S5Q6060450 

84/12/03 

FOIA 


8506070315 

8506070303 

85/05/31 

50-260 

8506060623 

8506060614 

85/05/24 

50 373 

P 

8506070324 

8506070316 

85/05/30 

50352 

8506060624 

8506060622 

85/05/20 

CONTRACT 


8506070326 

8506070318 

85/05/31 

60 203 

8506080631 

8S060604SO 

84/12/03 

FOIA 


8506070329 

8606070322 

05/05/31 

50 318 

8506060640 

8506060450 

84/12/03 

FOIA 


8506070338 

8506070070 

84/06/20 

60 408 

8S06Q60646 

8506060450 

84/12/03 

FOIA 


8606070343 

8500070326 

65/05/31 

50-387 

6506060648 

8506060639 

85/05/28 

50 312 

P 

8606070351 

8506070344 

85/05/30 

SO-220 

8506060651 

8506060120 

85/05/22 

71-8086 


8506070354 

8500070346 

85/05/30 

50-277 

8506060668 

8506060639 

85/05/26 

SO 312 

P 

8606070366 

0506070342 

85/05/20 

REQ6D 

8506060661 

6506060450 

84/12/03 

FOIA 


0506070350 

8506070070 

84/06/20 

60-408 

8506060673 

8506060450 

84/12/03 

FOIA 


8506070364 

8606070346 

86/05/30 

50-277 

8506060675 

8506060665 

05/05/24 

50-295 

P 

8506070365 

8506070070 

84/06/20 

60-460 

8506060678 

8506060666 

85/05/06 

WASTE MGT 


8506070374 

8506070370 

86/06/04 

50-412 

8506060683 

8506060450 

84/12/03 

FOIA 


8508070376 

8606070070 

84/06/20 

50 408 

6506060690 

8506080665 

85/05/24 

50-295 

P 

0506070377 

8506070342 

85/05/20 

REGQD 

8506060697 

OS06060450 

84/12/03 

FOIA 


6506070386 

6506070070 

84/06/20 

50 408 

8506060698 

8508060692 

65/05/30 

71 6703 


8S0607039I 

8506070342 

85/05/20 

REGGO 

8506060704 

8506060450 

84/12/03 

FOIA 


0606070398 

8506070070 

84/06/20 

60 496 

8506060709 

8506060700 

85/05/13 

40 8728 


8506070399 

8506070342 

85/05/20 

REGGD 

8506060713 

8506060706 

85/05/16 

50-528 

Q 

8506070403 

8508070342 

05/06/20 

REG GO 

9506060714 

8508060450 

84/12/03 

FOIA 


8506070405 

8606070342 

85/06/20 

REGGD 

8506060719 

8506080450 

84/12/03 

FOIA 


8506070408 

B606070070 

04/06/20 

60 496 

8506060722 

8506060706 

85/06/16 

50 528 

Q 

6506070414 

8506070070 

84/08/20 

50445 

6506060724 

8506060720 

85/05/23 

CONTRACT 


8506070416 

8506070411 

86/06/30 

50-280 

8606060727 

8506060721 

85/05/08 

WASTE MGT 


0506070424 

8506070411 

85/05/30 

50-280 

8506060729 

8506060460 

84/12/03 

FOIA 


8506070427 

8606070070 

84/06/20 

50-498 

6506080731 

8506060730 

35/05/15 

CONTRACT 


8606070434 

8506070070 

84/06/20 

50-408 

8506060740 

6506060734 

8S/0S/23 

50-170 

Q 

8606070437 

8506070422 

85/05/31 

60-461 

8506060749 

8506080460 

84/12/03 

FOIA 


8506070438 

8506070432 

85/05/30 

50-443 

B5080607S2 

8608060744 

85/05/28 

60-397 

P 

0608070439 

0508070070 

84/06/20 

60-408 

8506060763 

8506060745 

85/05/20 

60-288 

P 

8506070445 

6506070070 

04/06/20 

50-498 

8506060756 

8506060745 

85/05/20 

50 298 

P 

8506070461 

8606070070 

84/06/20 

50-49D 

8606060769 

8506060744 

85/06/28 

50 397 

P 

8506070460 

8506070070 

84/06/20 

50-498 

8606060763 

8506060760 

85/05/21 

60-368 

P 

8506070471 

B506Q70070 

84/06/20 

50-498 

8606060764 

8506060757 

85/05/15 

CONTRACT 


0606070479 

8506070070 

84/06/20 

50-498 

8506060772 

0506060710 

86/05/24 

70-2894 


0606070483 

8606070070 

04/06/20 

60-499 

8506060773 

8506060768 

85/05/16 

NUREG 


0506070484 

0506070467 

86/06/03 

50 440 

8508060780 

8506060770 

85/06/30 

60-201 

P 

8606070467 

8506070070 

84/06/20 

60-498 

8SO6O8O703 

8506060777 

05/OS/24 

50 423 

Q 

8506070401 

8506070467 

86/00/03 

50 440 

8506060789 

6506060785 

85/06/28 

60 387 

P 

8506070492 

8506070488 

86/06/06 

50285 

8506060793 

8506060705 

65/05/28 

604J87 

P 

85060704S3 

0506070070 

84/06/20 

60 496 

8506060812 

8506060809 

85/05/29 

50 277 

R 

8506070495 

8606070488 

85/06/06 

60-265 

8506060013 

8606060809 

85/06/29 

50-277 

R 

8506070603 

8506070070 

04/06/20 

50-496 

8606070021 

8506070017 

86/06/22 

60317 

Q 

8506070504 

8606070500 

85/06/06 

60-390 

8506070035 

8606070032 

85/05/28 

70-1068 


8506070607 

0506070600 

85/06/06 

60 380 

8506070052 

8506070048 

85/05/17 

50 276 

0 

8506070508 

8606070070 

84/06/20 

60-498 

8506070055 

8506070026 

85/06/31 

50-28 

Q 

8506070610 

0506070600 

8S/Q6/Q5 

60-380 


A 

A 

a 

0 

0 


A 

P 

0 

A 

A 

Q 

A 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 527 


ACCESSION number 


ENCLOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


0506070515 

0506070070 

0506070520 

8506070516 

8506070522 

B606070516 

0506070526 

8506070516 

0506070529 

Q506070527 

0506070533 

8506070527 

0506070534 

8506070530 

0506070536 

B606070531 

0SO6O7O53B 

0506070535 

0506070547 

0506070539 

8506070551 

B506070546 

0506070554 

8506070552 

0506070558 

8506070555 

0506070563 

85D607D555 

8506070564 

0506070561 

8506070566 

0506070566 

8506070570 

B50607007D 

8606070572 

8506070070 

8606070573 

8506070571 

8506070575 

8506070070 

8506070509 

8506070070 

8506070502 

8506070070 

8506070585 

8506070070 

OS06070594 

0506070070 

0506070612 

0506070342 

6506070615 

8506070610 

0506070616 

8506070342 

8506070610 

8506070342 

0606070622 

0506070342 

0506070623 

8506070342 

050 6070 62 7 

8506070342 

8S06070630 

8506070342 

B50B070651 

0506070647 

0606070657 

8506070653 

8506070659 

0506070654 

0506070674 

0506070664 

0506070679 

8506070664 

B6060706BO 

8506070676 

8506070669 

8506070685 

0506070696 

8506070603 

8506070701 

0506070699 

8506070704 

8506070699 

8506070707 

0506070698 

8506100012 

8506100011 

8506100022 

8506100019 

B606100026 

8506100019 

6506100029 

8506100019 

8506100042 

0506070070 

8508100045 

0506100030 

8506100046 

8506070070 

B5 061 00040 

8506100040 

8506100053 

8506100040 

8505 100054 

8506100050 

85 06 100050 

0506100051 

8506100050 

8506100050 

8606100069 

0506100040 

0506100062 

8506100050 

8506100085 

0506100050 

8506100066 

8506070070 

8506100067 

8506100050 

8506 100069 

0506070070 

8606100071 

8506100050 

8506100073 

8506100050 

8506100079 

8506100050 

8506100960 

8506100075 

8506100092 

8506100086 

6506100096 

8606070070 

8506100103 

8506100095 

8506100113 

0508100107 

8506100118 

8508100107 

8506100120 

8506100094 

8506100127 

8506070070 

8506100130 

8506100107 

8506100145 

8506070070 

8506100156 

8SD6100141 

8506100174 

8506070070 

8506100184 

0508070070 

8506100199 

8506100193 

8506100204 

8606100200 

8506100219 

8506100200 

0506100260 

8506070070 

0506100261 

8506100252 

0506100286 

8506070070 

0506100300 

8S061002S5 

8506100302 

8506070070 

8506100319 

0506070070 

8506100324 

8506100314 


84/06/20 

50 498 

Q 

05/04/19 

50 244 

p 

85/04/19 

50 244 

R 

85/04/19 

50 244 

R 

85/06/03 

50 255 

D 

05/06/03 

50 255 

Q 

85/05/17 

SO 483 

s 

05/06/03 

50 456 

Q 

85/05/31 

50-263 

Q 

85/06/06 

40-2061 


85/05/31 

50 445 

G 

85/05/30 

50-305 

P 

85/05/03 

50 454 

Q 

85/06/03 

50-454 

Q 

85/05/30 

50-200 

Q 

85/05/30 

50-3BB 

Q 

04/06/20 

50-498 

A 

84/06/20 

50-49B 

Q 

05/05/31 

50-322 

P 

04/06/20 

50-498 

Q 

84/06/20 

50-498 

A 

84/06/20 

50-498 

s 

84/06/20 

50-490 

s 

84/06/20 

50-498 

Q 

85/05/20 

REQGD 


85/05/31 

50-219 

Q 

05/05/20 

REGGD 


85/05/20 

REQGD 


85/05/20 

REQGD 


85/05/20 

REGGD 


85/05/20 

REQGD 


85/05/20 

REGGD 


05/05/14 

50-309 

p 

85/06/06 

50-483 

Q 

65/05/16 

50-266 

P 

85/05/24 

GEN TEC 1 

5 

05/05/24 

GEN TEC 1 

S 

05/06/05 

50-322 

G 

85/Q5/17 

50-389 

S 

65/05/02 

50-318 

s 

05/05/28 

60-454 

R 

05/05/28 

60-454 

R 

85/06/03 

CONTRACT 


85/05/31 

50-344 

F 

85/01/17 

60-400 

S 

65/01/17 

50 400 

s 

86/01/17 

FOIA 


04/06/20 

SO 400 

O 

05/01/10 

50 446 

0 

84/06/20 

60 498 

Q 

83/09/14 

60 315 

S 

03/09/14 

50 315 

S 

85/01/14 

FOIA 


05/05/21 

50 285 

P 

85/01/14 

roiA 


83/09/14 

50 315 

s 

05/01/14 

FOIA 


85/01/14 

FOIA 


84/06/20 

50 406 

A 

65/01/14 

FOIA 


84/06/20 

50 498 

Q 

85/01/14 

FOIA 


85/01/14 

FOJA 


05/01/14 

FOIA 


03/09/14 

50-316 

S 

85/04/22 

50 276 

P 

84/06/20 

60 498 

A 

85/01/04 

FOIA 


84/12/27 

50-341 

F 

04/12/27 

50-341 

F 

85/05/31 

so 298 

P 

84/08/20 

50 498 

Q 

84/12/27 

FOIA 


84/06/20 

50 498 

Q 

85/06/03 

50 416 

Q 

04/06/20 

50-498 

Q 

04/08/20 

50-498 

0 

85/08/03 

50-352 

Q 

85/05/23 

50-289 

Q 

85/05/23 

60-289 

0 

84/06/20 

60-382 

Q 

85/06/04 

50-316 

P 

84/06/20 

60-408 

Q 

05/05/31 

60-312 

P 

84/06/20 

50-498 

Q 

84/06/20 

50-499 

Q 

05/04/16 

60-482 

A 


ACCESSION NUMBER 


ENCLOSURE 


8506100329 

8506100333 

8506100336 

8506100343 

0506100344 

8506100345 

8506100352 

8506100354 

8506100361 

8506100367 

8506100369 

8506100377 

0506100382 

0606100384 

6506100393 

8506100404 

8506100410 

8506100412 

8506100428 

8506100430 

8506100452 

C5061004SB 

6506100465 

8506100473 

8506100476 

8506100480 

8506100403 

8506100404 

8506100408 

8506100519 

8506100524 

0500100525 

8606100537 

8506100543 

8506100548 

8506100559 

8506100566 

6506100571 

6506100573 

8506100574 

8506100501 

0506100507 

8506100595 

8506100596 

6506100598 

8506100616 
8506100613 
8506100625 
8506100631 
85061 0063B 

6506100641 
6506100644 
6506100646 
8506100647 
85061 00649 

8506100654 

8506100656 

8506100657 

8506100662 

8506100664 

8506100679 
8506100686 
8506100688 
B5061 00690 
8506100694 

0506100701 

8506100706 

0500100710 

8506100716 

8506100725 

8506100731 

8506100736 

8506100741 

8506100742 

6506100746 

8506100751 
8506100756 
8506100765 
6508108001 
65061 00818 

8608100835 
8506100853 
6506100886 
65061 10006 
8508110006 

8508110011 
B 5061 10016 


PRINCIPAL 

DOCUMENT 

0506070070 

6506100327 

8506100314 

8506070070 

8506100315 

8506100314 

8506100340 

6506070070 

6506070070 

8506100314 

6506070070 

0506100370 

0506100315 

8506070070 

6506070070 

6506070070 

8506100401 

8506070070 

0506100419 

8506100423 

6506070070 
65061 Q0450 
8506070070 
8506100446 
8506070070 

8506100448 

8506070070 

8506070070 

8506070070 

0506070070 

8506100513 

8506100516 

8506076070 

6506100536 

8506070D70 

0506100541 

8506070070 

8506100564 

8506070070 

8506100664 

8506100678 

8506070070 

8506100593 

8506100590 

0506070070 

6506100607 

S506070070 

0506100810 

8506100628 

8506100635 

8506100640 

6506100643 

6506100045 

6506100037 

0506100037 

0506070070 

6506100053 

6506070070 

6506100060 

6506070070 

8506100674 

8506100662 

8506(00660 

6506100662 

8506100665 

0506100686 

8600100696 

0500100606 

8596100606 

8603100696 

8506100696 

8500100696 

6508100696 

8506100735 

8506100896 

6506100696 
8506070070 
SS061 00763 
8506100705 
8506100816 

8506100832 
8506100851 
6506100781 
050S1 10005 
8506110005 

6606110005 

6506110009 


DATE SUBJECT 

ISSUED category 


04706720 SO 498 Q 

85705729 50 290 S 

85704715 SO 402 O 

84706720 SO 498 A 

85/06704 SO 340 P 

85704/15 SO 402 O 

85/05/30 TOPREP 

84/06/20 50 498 A 

84/06/20 50 498 A 

85/04/15 50 482 A 


84/06/20 50 498 A 
85/06/03 50 309 Q 
85/06/04 50 340 P 
04/06720 50 498 A 
04706/20 50 400 A 

04/06/20 50 490 A 
05/05/31 50 315 F 
84/06/20 50 498 Q 
05/06/07 50 301 P 
05/05714 WASTE MGT 


84/06720 50 498 A 

65/05720 50 309 P 

64/06720 50-40a Q 

85/06/04 50 20 Q 

84706/20 SO- 4 08 Q 


65706/04 50-28 Q 
64706720 50 498 A 
64706720 50 498 A 
04706720 50 490 A 
04/08/20 50 408 S 


05706/05 50 336 P 

06706/05 50 333 Q 

84706/20 50 408 Q 

06706/05 SO 322 Q 

04706/20 50 496 Q 

06/06/04 60-354 Q 

84/06/20 60-400 Q 

85/05/23 WASTE MQT 

04/06/20 50 496 Q 

05/05/23 WASTE MQT 


05/06/00 
04 700/20 
05/05/20 
85/00/04 
64 / 00/20 

85/05/38 

84/00/20 

85/00705 

65/00705 

85/05725 

85/05/31 

85/05/29 

05705/30 

05/06/07 

05706/07 

84/00/20 

85706/05 

84/06/20 

05705/31 

64/00720 


50-520 

50-490 

50-520 

50-206 

60-400 

CONTRACT 

50-400 

50-334 

60-455 

CONTRACT 

60-207 

CONTRACT 

60-209 

50-412 

60-412 

so 408 
50 247 
SO 400 
50 520 
SO -490 


Q5/00/03 

CONTRACT 

05/04/ 11 

50 361 

05/05/31 

SO 526 

05/04/1 1 

60-361 

05/05/30 

CONTRACT 

05/06/03 

60 387 

05/06/06 

50 277 

06/06/06 

SO-277 

05/06/06 

50-277 

05/06/08 

60-277 


85/06/06 50 277 

65/06/06 60-277 

05/06/06 50 277 

85/06/07 68 498 

86/06/06 50-277 


05/06/00 

04/00/20 

05/05/31 

66/05721 

05/05724 


50-277 
50 498 
WASTE RES 
50 312 Q 

BO-397 Q 


05/05/29 

05702726 

85/05731 

85/05/07 

05/05/07 


WASTE RES 
50-352 R 
WASTE MQT 
71-9161 
71-9151 


85/05/07 71-9161 

84/12/11 FOIA 
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528 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION number 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

6506110016 

8506110009 

84/12/11 

6506110021 

0606110009 

84/12/11 

85061 10024 

6506110009 

84/12/11 

8506110029 

6506110009 

84/12/11 

8500110031 

8506110009 

84/12/11 

6506110034 

6506110009 

84/12/11 

6506110037 

6506110009 

84/12/11 

6506110044 

8506110009 

84/12/11 

6506110049 

8506110009 

04/12/11 

8506110055 

6506110009 

84/12/11 

8506110068 

8506110064 

05/06/03 

8506110072 

8506110064 

85/06/03 

6506110082 

8506110080 

85/06/06 

6506110086 

8506110009 

84/12/11 

8506110000 

8503010201 

85/01/14 

8506110093 

8506110009 

84/12/11 

6506110006 

6503010201 

85/01/14 

6506110090 

8506110009 

84/12/11 

6506110102 

8506110009 

84/12/11 

8506110103 

8503010201 

85/01/14 

6506110109 

8506110009 

84/12/11 

8506110113 

8503010201 

85/01/14 

8506110115 

8506110110 

85/05/16 

8506110116 

8506070070 

84/06/20 

6506110110 

6503010201 

65/01/14 

8506110120 

8506110110 

05/05/16 

6506110126 

8503010201 

85/01/14 

8506110133 

8503010201 

85/01/14 

8506110140 

6503010201 

85/01/14 

8506110144 

8506110009 

84/12/11 

8506110145 

8506110135 

85/02/04 

8506110148 

8506110009 

84/12/11 

8506110149 

8503010201 

85/01/14 

6506110163 

8S061 10147 

85/04/30 

8506110157 

6506110009 

04/12/11 

6506110159 

8506110009 

84/12/11 

6506110164 

6503010201 

85/01/14 

8506110165 

8506110009 

04/12/11 

8506110171 

8506110009 

84/12/11 

8506110173 

8503010201 

85/01/14 

8506110178 

8506110009 

84/12/11 

8506110182 

8506070070 

84/06/20 

6506110184 

6503010201 

85/01/14 

8506110165 

8506110009 

84/12/11 

8506110190 

8503010201 

85/01/14 

6506110193 

6506110009 

84/12/11 

6506110199 

8603010201 

85/01/14 

8506110200 

8506110009 

84/12/11 

8508110204 

8506110009 

84/12/11 

8506110208 

6506110009 

84/12/11 

8506110212 

8506110009 

84/12/11 

8506110214 

8506110210 

85/06/06 

8506110216 

8500110202 

05/05/28 

8506110217 

8506110009 

84/12/11 

8506110220 

8506110210 

85/06/05 

6506110221 

8506110009 

04/12/11 

8506110223 

8506110009 

84/12/11 

8506110227 

8S061 10202 

86/05/20 

6506110229 

6506110006 

84/12/11 

8508110232 

8508110006 

84/12/11 

8506110233 

8506110202 

85/05/20 

8506110234 

6503010201 

85/01/14 

8506110235 

6506110009 

04/12/11 

6506110240 

8503010201 

85/01/14 

8506110243 

8506110202 

85/05/28 

8506110246 

8503010201 

85/01/14 

6506110250 

8508110242 

84/12/20 

8506110256 

6506110009 

84/12/11 

0506110257 

6506110246 

86/03/21 

8506110258 

8506110242 

84/12/20 

6506110260 

6503010201 

85/01/14 

8506110261 

8506110009 

WWW 

8S061 10263 

8606110242 

84/12/20 

8506110264 

6606110009 

84/12/11 

8506110265 

8506110249 

86/03/21 

8506110268 

8506110259 

85/01/04 

8506110269 

8SO301O2O1 

85/01/14 

8506110270 

8606110009 

84/12/11 

6506110274 

6506110259 

85/01/04 

8506110275 

8506110249 

66/03/21 

8506110276 

8506110009 

84/12/11 

8506110277 

8503010201 

85/01/14 

6506110282 

6508110249 

05/03/21 

8506110283 

8506110009 

04/12/11 

8506110287 

8503010201 

85/01/14 

8506110294 

8506110009 

84/12/11 

6506110296 

8506110249 

86/03/21 


SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

FO)A 

8506110297 

8503010201 

85/01/14 

FOIA 

FOIA 

8506110301 

8506110009 

84/12/11 

FOIA 

FOIA 

6506110304 

8506110295 

05/01/09 

FOIA 

FOIA 

8506110308 

6506110249 

85/03/21 

50-352 

FOIA 

8506110310 

8506110009 

84/12/11 

FOIA 

FOIA 

8506110312 

8503010201 

05/01/14 

FOIA 

FOIA 

8506110318 

8506110249 

85/03/21 

50 352 

FOIA 

6506110319 

8506110009 

84/12/11 

FOIA 

FOIA 

8506110321 

0503010201 

85/01/14 

FOIA 

FOIA 

8506110324 

8506110009 

04/12/11 

FOIA 

COMMISSIO N 

0506110328 

6506110205 

85/01/09 

70-1366 

COMMISSfO N 

8506110329 

6506110009 

84/12/11 

FOIA 

50 323 E 

8506110335 

6506110009 

84/12/11 

FOIA 

FOIA 

8506110336 

8503010201 

85/01/14 

FOIA 

FOIA 

6506110340 

8506110332 

85/06/06 

60-354 

FOIA 

8506110342 

8506110295 

85/01/09 

70-1795 

FOIA 

6506110344 

6506110009 

04/12/11 

FOIA 

FOIA 

8506110346 

6503010201 

85/01/14 

FOIA 

FOIA 

0606110346 

8506110339 

85/01/10 

50-330 

FOIA 

6606110347 

8506110009 

84/12/11 

FOIA 

FOIA 

8506110353 

8506110249 

05/03/21 

50-352 

FOIA 

8506110354 

8503010201 

85/01/14 

FOIA 

60-317 P 

8506110356 

8506110295 

86/01/09 

70-1795 

FOIA 

8506110357 

6506110009 

04/12/11 

FOIA 

FOIA 

8506110358 

0506110349 

05/06/06 

50 382 

50 317 P 

8506110362 

8503010201 

86/01/14 

FOIA 

FOIA 

8506110365 

0506110009 

84/12/11 

FOIA 

FOIA 

8506110366 

6506110249 

85/03/21 

50 352 

FOIA 

0506110370 

6506110009 

84/12/11 

FOIA 

FOIA 

8506110372 

6506110363 

86/00/06 

50 462 

50 275 F 

8506110375 

6506110384 

84/12/28 

50-329 

FOIA 

0500110376 

8606110249 

85/03/21 

50 352 

FOIA 

8506110377 

8506110009 

04/12/11 

FOIA 

40 8720 

8506110378 

6508110374 

85/06/07 

60 373 

FOIA 

0506110379 

0503010201 

85/01/14 

FOIA 

FOIA 

8606110383 

8506110009 

04/12/11 

FOIA 

FOIA 

8506110386 

6500110374 

06/08/07 

60 373 

FOIA 

8506110307 

6506110295 

05/01/09 

FOIA 

FOIA 

860B1 10392 

6506110009 

84/12/11 

FOIA 

FOIA 

8506110393 

8506110009 

04/12/11 

FOIA 

FOIA 

6506110395 

6503010201 

85/01/14 

FOIA 

FOIA 

8606110400 

8506110009 

84/12/11 

FOIA 

FOIA 

8506110401 

8506110397 

06/06/07 

60-155 

FOIA 

0506110403 

8503010201 

05/01/14 

FOIA 

FOIA 

8506110404 

8506110399 

65/05/30 

50-210 

FOIA 

8506110407 

0506110295 

86/01/00 

FOIA 

FOIA 

8506110410 

8506110399 

85/05/30 

60-210 

FOIA 

8506110411 

8603010201 

85/01/14 

FOIA 

FOIA 

8506110413 

8506110409 

05/06/07 

60-306 

FOIA 

8506110414 

8500110009 

64/12/11 

FOIA 

FOIA 

6506110415 

8506110399 

05/05/30 

50-2 IQ 

50-458 Q 

0506110417 

0506110295 

86/01/09 

FOIA 

WASTE MGT 

8506110418 

0606110406 

05/06/07 

40 2061 

FOIA 

0506110420 

6503010201 

66/01/14 

FOIA 

SO 456 Q 

6506110422 

8506110009 

04/12/11 

FOIA 

FOIA 

8606110424 

8506110295 

66/01/09 

FOIA 

FOIA 

8506110425 

8506110419 

06/06/06 

50 281 

WASTE MGT 

6606110426 

8506110421 

85/06/05 

50 458 

FOIA 

0606110430 

6503010201 

85/01/14 

FOIA 

FOIA 

8506110431 

6506110009 

84/12/11 

FOIA 

WASTE MGT 

6606110433 

8606110364 

84/12/20 

SO 329 

FOIA 

8506110436 

0506110009 

84/12/11 

FOIA 

FOIA 

8506110438 

6S061 10296 

86/01/09 

FOIA 

FOIA 

8506110440 

8506110364 

64/12/28 

60 320 

WASTE MGT 

86061 10442 

8506110426 

06/06/20 

WASTE MOT 

FOIA 

8506110445 

8503010201 

66/01/14 

FOIA 

50-260 R 

0606110447 

86061 10009 

84/12/11 

FOIA 

FOIA 

65061 10449 

8606110364 

04/12/28 

60-329 

60-352 F 

8506110451 

8506110444 

85/06/06 

60 260 

50-250 R 

8506110464 

6506110286 

86/01/09 

70-2190 

FOIA 

8506110456 

8508110009 

04/12/11 

FOIA 

FOIA 

8506110467 

8503010201 

85/01/14 

FOIA 

60-260 R 

8506110460 

6506110444 

86/06/06 

60-260 

FOIA 

6606110461 

8506110452 

65/06/06 

60-400 

60-362 F 

05061 10463 

6506110009 

04/12/11 

FOIA 

FOIA 

8500110468 

0603010201 

86/01/14 

FOIA 

FOIA 

6506110469 

8506110296 

65/01/09 

70-2109 

FOIA 

8606110470 

8606110009 

04/12/11 

FOIA 

FOIA 

8506110474 

8503010201 

85/01/14 

FOIA 

50-352 F 

8500110476 

8506110009 

84/12/11 

FOIA 

FOIA 

6506110480 

8506110477 

65/06/06 

QA9S9 

FOIA 

6506110486 

8506110482 

85/06/06 

70-1 267 

60-362 F 

8508110487 

6506110009 

04/12/11 

FOIA 

FOIA 

8506110491 

6506110403 

86/01/24 

50-440 

FOIA 

05O011O4Q7 

6506110483 

65/01/24 

60-440 

FOIA 

8506110504 

8506110483 

86/01/24 

60-440 

50-352 F 

8506110516 

8606110513 

86/06/05 

PR 
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ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


G506 110628 
8606110532 
BS061 10534 
8506110537 
8508110541 

0506110544 
0508110553 
0506110557 
05001 10573 
0S001 10576 

05001 10577 
6506 1 10570 
65061 10503 
65001 10585 
0500110587 

85081 10580 
85061 105D0 
85061 10501 
8506110593 
85061 1059<1 

6506110506 
05061 10597 
05081.10500 
0500110600 
8500110603 

8506110608 
85061 10607 
8503110610 
B50Q1 10614 
85001 10615 

8500110610 
85O01i 10619 
8S0611D622 
65001 10B29 
0506110830 


B5061 10622 
8506110295 
8506110295 
0506110009 
8506110009 

6506110009 

0506110551 

8506110555 

8503010201 

8506110574 

8503010201 

8506110574 

0503010201 

8503010201 

8503010201 

0506110586 

8503010201 

0506110561 

6503010201 

0600110561 

0603010201 

8506110581 

8506110561 

0503010201 

0503010201 

85061 10661 
0503010201 
6506110581 
6503010201 
8506110561 

B5061 10581 
6503010201 
0503010201 
6600110581 
6503010201 


6506110641 
0SDO1 10647 
0500110654 
0506110650 
05061 10660 

QS001 10661 
85061 10665 
8506110673 
05061 16676 
05001 10670 

05001 10060 
0506110806 
05 061 10000 
6506110701 
8506110703 

8500110705 
0600110714 
66001 10716 
OSOOl 10717 
05061 10718 

B500120010 
6603120016 
6 503120010 
0 603120020 
8606120022 

6500120926 
B 5031 20026 
6 506120030 
6506120034 
8506120936 


6506110661 
6503010201 
B503010201 
65061106 55 
6506110653 

0506110634 

6503010201 

6503010201 

0506110634 

8606110634 

6503010201 

8606110665 

0506110693 

6506110666 

0503010201 

6500110702 

0503010201 

8503010201 

0503010201 

6603010201 

0606220007 
6506120007 
05061200 1 3 
0606120007 
0506120013 

85061200 07 
0506120013 
0500120007 
0506120032 
8506120007 



8606120038 

0506120007 

0506120007 

6506120052 

0606120049 

0600120007 

0606120049 

8606120060 

0600120049 

0506120049 

8503010201 

0506120007 

8603010201 

8606120007 

0503010201 


8606120007 

8503010201 

0503010201 

6506120007 

8606120065 



ACCESSION NUMBER 


DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

05/06/07 

85/01/09 

6S/01/09 

04/12/11 

04/12/11 

50 456 

FOIA 

FOIA 

FOIA 

FOIA 

G 

6506120097 

8506120104 

8506120105 

8506120116 

8506120123 

8506 120086 
8506120100 
8506120099 
8506120113 
8506120007 

84/12/11 

05/00/04 

05/06/06 

85/01/14 

85/06/06 

FOIA 

PR 

50 255 

FOIA 

50 245 

V 

P 

8506120129 

8506120130 

6506120135 

8506120136 

8506120142 

8503010201 

6506120127 

8503010201 

8506120132 

8506120073 

65/01/14 

65/06/05 

85/01/14 

85/01/14 

05/01/14 

FOIA 

50 245 

FOIA 

FOIA 

FOIA 

P 

8506120143 

8506120146 

8506120147 

8506120153 

8506120154 

8506120132 

8503010201 

6606120137 

8506120073 

8503010201 

85/06/03 

85/01/14 

05/01/17 

05/01/14 

05/01/17 

CONTRACT 

FOIA 

50 358 

FOIA 

50 358 

Q 

Q 

8506120156 

8506120159 

8506120160 

8506120163 

8506120164 

8503010201 

8506120073 

8503010201 

8503010201 

8506120073 

85/01/14 

05/01/17 

05/01/17 

85/01/14 

05/01/14 

FOIA 

50 358 

50 356 

FOIA 

FOIA 

Q 

Q 

8506120165 

8506120167 

8506120168 

8506120171 

8506120172 

8506120007 

8506120158 

8503010201 

8506120007 

8506120073 

05/01/17 

05/01/14 

05/01/17 

85/01/14 

85/01/17 

SO 358 

FOIA 

SO-358 

FOIA 

50-358 

Q 

Q 

A 

6506120173 

8506120174 

8506120176 

8506120177 

6506120178 

8506120158 

8503010201 

8506120158 

8506120169 

8506120007 

05/01/17 

85/01/14 

85/01/14 

85/01/17 

65/01/14 

FOIA 

FOIA 

FOIA 

60-358 

FOIA 

Q 

8506120180 

8506120162 

8506120183 

8506120184 

8506120185 

8503010201 

8506120158 

850301O2O1 

8506120007 

8506120158 


05/01/17 

05/01/14 

85/01/14 

85/05/08 

05/05/31 

84/12/31 

85/01/14 

05/01/14 

04/12/31 

84/12/31 

05/01/14 

85/02/22 

85/02/15 

85/02/22 

05/01/14 

05/05/31 

05/01/14 

85/01/14 

85/01/14 

05/01/14 

85/02/07 

66/02/07 

05/02/20 

85/02/07 

85/02/20 

86/02/07 

85/02/20 

05/02/07 

05/05/10 

85/02/07 

85/06/07 

05/02/07 

85/02/07 

85/05/14 

65/06/23 

85/02/07 

85/05/23 

05/06/07 

85/05/23 

85/05/23 


65/01/14 

85/02/07 

85/01/14 

85/02/07 

85/01/14 


65/02/07 

05/01/14 

85/01/14 

85/02/07 

85/05/23 



50-358 
FOIA 
FOIA 
71 338 
60-327 


Q 

R 


0506120108 

0506120189 

8506120192 

6506120103 

8506120195 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506120197 

0506120200 

8506120203 

8506130204 

8506120205 


FOIA 
50 382 
SO-44S 
60 382 
FOIA 


8506120209 
p 6500120211 

A 8506120212 

P 8505120215 

6506120216 


WASTE MGT 

FOIA 

FOIA 

FOIA 

FOIA 


8506120218 

8506120220 

6506120223 

8506120224 

8506120229 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506120231 

8506120233 

6508120237 

8506120242 

8506120245 


FOIA 

FOIA 

FOIA 

50-461 

FOIA 


V 


8506120247 

8506120252 

8506120253 

8506120256 

8506120258 


60 277 

FOIA 

FOIA 

50-458 

CONTRACT 


F 

F 


8506120262 

8506120264 

8506120267 

6506120268 

8506120269 


contract 

QA999 

CONTRACT 

contract 


8506120273 

8506120274 

6506120276 

8506120277 

8506120278 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8506120279 

8506120280 

8506120283 

8506120264 

8506120285 


FOIA 

FOIA 

FOIA 

FOIA 

60-324 


8506120289 

8506120290 

8508120291 

8506120293 

8506120296 


FOIA 

50-275 


8506120207 

8506120298 


8506120181 

8506120161 

8503010201 

8506120007 

8505120161 

8506120158 

8503010201 

8506120131 

8506120199 

8506120158 

8503010201 

8506120161 

8506120158 

8503010201 

8506120181 

8506120158 

8503010201 

8506120181 

8506120073 

8503010201 

8506120181 

8506120225 

8503010201 

3506120181 

8506120239 

8506120244 

8503010201 

6506120161 

8506120101 

8506120234 

8506120254 

8503010201 

8506120260 

8506120263 

8506120254 

8503010201 

8500120181 

8500120263 

8506120260 

8506120254 

8506120161 

8503010201 

8506120254 

8506120272 

8506120181 

8506120254 

8500120272 

8503010201 

8506120181 

8606120254 



DATE 

ISSUED 


SUBJECT 

CATEGORY 


85/05/23 

65/06/04 

65/05/23 

85/06/07 

85/02/07 


60 324 P 

SO 203 H 

TOFREP 
50 302 P 

FOIA 


85/01/14 

a5/06>10 

65/01/14 

85/01/30 

85/02/07 


FOIA 

50 213 0 

FOIA 

FQIA 

FOIA 


85/01/30 

85/01/14 

85/06/05 

85/02/07 

85/01/14 


FOIA 

FO'A 

50 263 Q 

50-275 P 

FOIA 


85/0 W 14 
85/02/07 
65/01/14 
85/01/14 
85/02/07 


FDiA 
50 275 
FOIA 
FOIA 
50 275 


F 

F 


85/02/07 

85/02/14 

85/01/14 

85/02/07 

85/02/07 


FOIA 
50 133 
FOIA 
FOIA 
50 275 


Q 

F 


85/02/14 

85/01/14 

05/02/14 

85/05/24 

85/02/07 


50-103 9 

FOIA 

50-133 R 

WASTE RES 
FOIA 


85/01/14 

65/02/14 

85/01/14 

85/02/07 

65/02/14 


FOIA 

50-133 

FOIA 

FOIA 

50-133 


R 

R 


85/02/06 

85/02/06 

65/01/14 

85/02/07 

65/02/06 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


85/02/14 

65/01/14 

85/02/06 

85/06/05 

85/02/14 


50 133 
FOIA 
FOIA 
50-320 
50 133 


0 

P 

P 


85/01/14 

85/02/06 

85/02/14 

85/01/14 

85/02/06 


FOIA 

FOIA 

50-133 

FOIA 

FOIA 


T 


85/02/14 

85/01/14 

85/02/06 

85/02/07 

85/01/14 


50-133 

FOIA 

FOIA 

50-275 

FOIA 


P 

P 


85/02/06 

85/06/10 

65/01/14 

85/02/06 

86/06/03 


FOIA 

50-302 

FOIA 

FOIA 

50-364 


O 

P 


05/05/07 

85/01/14 

85/02/06 

85/02/06 

85/02/06 


71-258 

FOIA 

FOIA 

FOIA 

50-261 


Q 


35/02/14 

85/01/14 

85/06/05 

85/06/11 

85/02/14 


50-130 P 

FOIA 
50-409 
50 205 
50-130 


85/01/14 

85/02/06 

85/06/11 

85/06/05 

65/02/14 


FOIA 

FOIA 

SO-2BS 

50-409 

50-130 


05/02/06 

85/01/14 

85/02/14 

65/02/01 

65/02/06 


FOIA 

FOIA 

50-130 

FOIA 

FOIA 


P 


85/02/14 

85/02/01 

85/01/14 

8S/02/0S 

85/02/14 


50-130 

FOIA 

FOIA 


FCMA 


50-130 


P 

P 


65/06/10 

85/02/01 


50-458 Q 
FCHA 


TIT] *T? T>"DT3 
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DOCUMENT 

ISSUED 

CATEGORY 

8506120299 

8503010201 

85/01/14 

FOIA 


0506120569 

8503010201 

85/01/14 

FOIA 

6506120300 

8506120181 

85/02/00 

FOIA 


8506120571 

8503010201 

85/01/14 

FOIA 

8506120304 

8506120272 

85/02/01 

FOIA 


8506120572 

8503010201 

85/01/14 

FOIA 

6506120306 

8506120254 

85/02/14 

SO 130 

P 

8506120573 

8503010201 

85/01/14 

FOIA 

8506120310 

8503010201 

85/01/14 

FOIA 


8506130048 

8506130046 

85/01/28 

FOIA 

8506120311 

8506120254 

85/02/14 

50-130 

P 

8506130050 

8506130045 

85/01/28 

50-285 

8506 I 2031 2 

8506120272 

85/02/01 

FOIA 


8506130052 

8506130046 

06/01/28 

50-285 

8506120313 

8506120305 

85/06/05 

50 206 

P 

8506130054 

8506130045 

85/01/26 

50-445 

8506120315 

8506120301 

85/06/07 

50 244 

P 

8506130056 

8506130045 

85/01/28 

FQIA 

8506120316 

6506120254 

85/02/14 

SO 130 

P 

8606130057 

6506130045 

06/01/28 

FOIA 

8506 12031 9 

8506120305 

85/06/05 

50-206 

P 

8506130059 

8506130045 

85/01/28 

50 446 

8606120320 

6506120272 

05/02/01 

FOIA 


8506130062 

8506130045 

05/01/28 

FQIA 

0506120321 

8506120301 

05/06/07 

60 244 

P 

8506130065 

0506130060 

85/05/10 

71 5796 

8506120323 

8503010201 

85/01/14: 

FOIA 


8506130066 

8506130045 

85/01/28 

50-267 

8506120326 

05061 203 I 8 

05/06/07 

50 219 

P 

8506130067 

8506130045 

85/01/28 

FOIA 

8506120327 

0508120254 

85/02/14 

50-130 

P 

8506130070 

0506130045 

65/01/28 

FOIA 

8506120328 

8500120318 

85/06/07 

50 219 

P 

8506130073 

0506130045 

85/01/20 

FOIA 

8506120329 

8506120272 

85/02/01 

FOIA 


8506130075 

0506130045 

85/01/28 

50-267 

6506120332 

8503010201 

85/01/14 

FOIA 


8506130077 

8503010201 

85/01/14 

FOIA 

8506120333 

8506120254 

85/02/14 

50 130 

P 

8506130078 

8506130045 

85/01/28 

FOIA 

8506120334 

6506120272 

85/02/01 

FOIA 


8506130080 

8506130045 

85/01/28 

50 287 

8506120340 

8506120254 

85/02/14 

50-130 

P 

8506130081 

8506130045 

85/01/28 

FOIA 

8506120341 

8506120272 

85/02/01 

FOIA 


8506130083 

8506130046 

85/01/28 

50 313 

8506120343 

8503010201 

65/01/14 

FOIA 


0506130087 

8506130045 

85/01/28 

FOIA 

8506120346 

0606120254 

05/02/14 

50-130 

P 

85061 3000B 

8506130045 

85/01/28 

FOIA 

8506120348 

8506120272 

85/02/01 

FOIA 


0506130089 

6506130045 

85/01/28 

50 313 

8506120350 

8506120254 

65/02/14 

50-130 

P 

0506130092 

8506130045 

85/01/28 

50-313 

BS061 20355 

8506120335 

85/05/29 

50-213 

P 

0506130093 

8503010201 

85/01/14 

FOIA 

8506120356 

8503010201 

85/01/14 

FOIA 


0506130096 

6506130045 

86/01/28 

FOIA 

8506120364 

6503010201 

85/01/14 

FOIA 


8506130097 

8503010201 

85/01/14 

FQIA 

6506120371 

8503010201 

85/01/14 

FOIA 


8506130100 

8506130045 

05/01/20 

FOIA 

8506120377 

8506120272 

85/02/01 

FOIA 


0506130102 

85Q6130045 

85/01/28 

FOIA 

6506120306 

8506120382 

85/05/23 

CONTRACT 


8506130103 

8503010201 

05/01/14 

FOIA 

8506120391 

8506120254 

85/02/14 

50-130 

P 

8506130105 

8506130045 

85/01/20 

FOIA 

8506120393 

8506120254 

85/02/14 

50-130 

P 

8506130109 

8506130045 

85/01/28 

FOIA 

8500120394 

8503010201 

85/01/14 

FOIA 


8506130111 

8503010201 

85/01/14 

FOIA 

8506120395 

8506120254 

05/02/14 

50-130 

P 

0506130112 

8506130062 

85/02/19 

50 424 

8506120396 

8506120254 

05/02/14 

50-130 

P 

8606130114 

8506130045 

85/01/20 

FOIA 

8506120396 

8506120254 

65/02/14 

50 130 

P 

8506130117 

0506130116 

06/04/05 

71-6717 

8506120399 

8506120254 

06/02/14 

60-130 

P 

8S06I30118 

05061 300-15 

86/01/28 

FOIA 

8506120401 

8506120254 

86/02/14 

60 130 

P 

8506130119 

6506130062 

85/02/19 

60 424 

8506120402 

8506120264 

85/02/14 

60-130 

P 

8506130121 

8506190045 

65/01/28 

FOIA 

8506120403 

0506120254 

85/02/14 

50-130 

P 

8506130124 

8506190045 

85/01/28 

SO 205 

8506120405 

0506120272 

86/02/01 

FOIA 


8506130125 

8506130045 

85/01/28 

FOIA 

6506120406 

6506120254 

05/02/14 

50-130 

P 

8506130127 

05O613QQ45 

85/01/28 

FQIA 

6506120407 

0500120254 

85/02/14 

50-130 

P 

8506130129 

8506130045 

85/01/28 

FOIA 

8506120410 

8500120264 

85/02/14 

50-130 

P 

8506130131 

8506130045 

05/01/28 

50 275 

8506120411 

8506 120254 

85/02/14 

60-130 

P 

8506130136 

8506130045 

85/01/28 

FOIA 

8506120413 

6500120272 

85/02/01 

FOIA 


8506130137 

6508130045 

85/01/28 

FOIA 

8506120415 

8506120254 

85/02/14 

50-130 

P 

8506130139 

8506130045 

85/01/28 

FOIA 

8506120417 

6506120272 

85/02/01 

FOIA 


0506130141 

8506130045 

85/01/28 

FOIA 

8506120419 

8506120254 

85/02/14 

50-130 

P 

8506130142 

8506130045 

85/01/28 

FOIA 

8506120435 

8506120254 

85/02/14 

50 130 

P 

6506130143 

8506130045 

86/01/28 

FOIA 

8506120440 

6506120432 

65/02/01 

50-276 

T 

0506130145 

8603010201 

85/01/14 

FOIA 

8506120441 

8506120254 

85/02/14 

50 130 

P 

0506130146 

8506130046 

05/01/26 

FOIA 

8506120444 

8506120432 

85/02/01 

50-276 

T 

0506130147 

8606130045 

85/01/28 

FOIA 

8506120445 

8506120254 

85/02/14 

50-130 

P 

8506130151 

8506130045 

85/01/28 

FOIA 

6506120449 

8506120254 

86/02/14 

60-130 

P 

8606130152 

8506130045 

85/01/28 

FOIA 

0506120454 

8506120264 

85/02/14 

50-130 

P 

8500130153 

8506130045 

86/01/28 

FOIA 

6506120455 

8506120432 

85/02/01 

50-275 

T 

8506130164 

8606130046 

85/01/28 

FQIA 

0506120459 

B5061 20432 

05/02/01 

50-2/5 

U 

8506130157 

8506130045 

86/01/28 

FOIA 

8506120460 

8506120264 

85/02/14 

50-130 

P 

8506130168 

8506130046 

05/01/28 

FOIA 

8506120465 

8506120254 

85/02/14 

50 130 

P 

8500130160 

8S06130D4S 

85/01/28 

FOIA 

8500120469 

8506120254 

85/02/14 

50-130 

P 

8506130163 

8506130045 

86/01/28 

FOIA 

8506120471 

8506120432 

05/02/01 

50-276 

P 

8506130164 

8503010201 

85/01/14 

FOIA 

BS061 20473 

8506120254 

05/02/14 

50-130 

P 

8506130165 

8506130045 

85/01/28 

FOIA 

8506120476 

8506120466 

05/06/04 

CONTRACT 


8506130169 

86061 3004S 

85/01/28 

FOIA 

8506120478 

8506120432 

05/02/01 

50-276 

P 

8506130170 

8506130045 

85/01/20 

FOIA 

8506120481 

8506120254 

85/02/14 

FOIA 


8506130173 

85061 3004E 

86/01/28 

FOIA 

8506120484 

8506120474 

65/05/20 

WASTE RES 


8506130174 

8503010201 

85/01/14 

FOIA 

8506120490 

6506120432 

85/02/01 

50 276 

P 

8606130177 

8506190168 

86/06/11 

50 354 

6606120493 

0506120409 

85/06/04 

71-9181 


8506130179 

8606130045 

85/01/28 

FOIA 

8506120495 

8506120432 

85/02/01 

50 276 

P 

8506130180 

8506130045 

85/01/28 

FOIA 

8506120505 

0506120432 

85/02/01 

FOIA 


8506130182 

8606190045 

05/01/28 

FOIA 

850S1 20509 

6500120432 

85/02/01 

FOIA 


8508130183 

8506130168 

86/06/11 

60-354 

8506120514 

8500120432 

85/02/01 

50-276 

P 

8506130188 

8509010201 

05/01/14 

FQIA 

8506120525 

8506120432 

85/02/01 

60-275 

T 

8506130189 

8506130045 

85/01/20 

FOIA 

8506120526 

8603010201 

05/01/14 

FOIA 


8506130190 

8506130045 

85/01/28 

FOIA 

8506120532 

8506120529 

86/05/21 

WASTE MQT 


0506130101 

8606130108 

85/06/11 

50-354 

8506120533 

8503010201 

86/01/14 

FOIA 


8506130193 

6506130046 

86/01/20 

FOIA 

6506120535 

8503010201 

85/01/14 

FOIA 


6506130196 

8506130045 

05/01/28 

FOIA 

6506120540 

8503010201 

85/01/14 

FOIA 


8506130196 

8506130045 

85/01/28 

FQIA 

6506120547 

8503010201 

05/01/14 

FOIA 


0506130197 

8606130192 

05/06/10 

60-320 

8506120551 

8503010201 

85/01/14 

FOIA 


6506130198 

8506130045 

86/01/28 

FOIA 

8506120562 

8503010201 

85/01/14 

FOIA 


0506130200 

8506130045 

05/01/28 

FOIA 

6506120504 

6603010201 

85/01/14 

FOIA 


8506130201 

8506130192 

85/06/10 

50-320 

8506120507 

8503010201 

85/01/14 

FOIA 


8506130202 

8503010201 

85/01/14 

FQIA 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 531 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DATE 

SUBJECT 

ACCESSION NUMBER 
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3506130203 

85061 3004'> 

85/01/26 

FOIA 


0506130301 

6506 130045 

05/01/20 

50-267 

3506130204 

8506130045 

85/01/28 

FOIA 


8506130400 

8506130396 

05/05/17 

71-367 

8506130207 

8S06130192 

85/06/10 

50 3S0 

V 

6506130402 

8506130390 

85/05/30 

50-320 

8506130209 

8506130045 

85/01/28 

FOIA 


8506130404 

8506130403 

85/06/04 

50-300 

8506130210 

8506130045 

85/01/28 

FOIA 


6506130418 

8506130417 

85/06/04 

50-206 

8506130212 

0506130045 

85/01/28 

FOIA 


8506130419 

8506130045 

65/01/20 

FOIA 

8508130213 

B5030 10201 

85/01/14 

FOIA 


8506130420 

8506130417 

85/06/04 

60-206 

8506130216 

8506130045 

85/01/26 

FOIA 


8506130421 

8506130417 

85/06/04 

60-206 

8506130221 

0506130045 

85/01/28 

FOIA 


8506130422 

0506130417 

85/06/04 

50-206 

8506130223 

8506130210 

85/06/07 

50 315 

P 

8506130423 

8506130045 

85/01/28 

FOIA 

8506130224 

8506130045 

85/01/28 

FOIA 


8506130424 

8506130045 

85/01/20 

FOIA 

8503130226 

8506130217 

86/08/10 

50-400 

T 

8506130427 

8506130045 

85/01/28 

FOIA 

85061 3022B 

0506130218 

85/06/07 

50-31 5 

P 

8506130428 

8506130045 

85/01/20 

FOIA 

8506130229 

0506130222 

85/05/30 

50-244 

P 

6506130432 

8506130430 

85/05/22 

50 528 

8508130231 

0503010201 

85/01/14 

FOIA 


6506130437 

8506130045 

65/01/28 

50 382 

8506130232 

0506130045 

85/01/20 

FOIA 


8506130439 

8506 130045 

65/01/28 

50 382 

8506130233 

0506130222 

85/05/30 

50-244 

P 

8506130462 

6506130458 

65/06/04 

50-413 

6506130230 

8506130045 

85/01/23 

FOIA 


8506130463 

8506130454 

85/06/05 

50-423 

6506130239 

0503010201 

85/01/14 

FOIA 


8506130485 

8506130482 

85/06/05 

XPORTLIC 

0506130243 

8506130045 

85/01/20 

FOIA 


0506130601 

8506130045 

65/01/20 

FOIA 

0506130245 

8506130242 

85/06/05 

71-300 


8506130506 

8506130045 

85/01/26 

SQ 395 

8506130247 

8506130045 

85/01/20 

FOIA 


0506130507 

8506130499 

85/05/28 

50 206 

8506130251 

8506130045 

85/01/28 

FOIA 


0506130509 

0506130045 

65/01/26 

FOIA 

6508130253 

0503010201 

85/01/14 

FOIA 


8506130613 

8506130511 

85/05/22 

50 267 

8506130255 

8506130045 

85/01/28 

FOIA 


8506130514 

8506130511 

85/05/22 

50-267 

OSO 6 130257 

8506130045 

85/01/28 

FOIA 


8506130518 

0506130515 

85/06/06 

50 423 

0506130261 

8506130045 

85/01/28 

FOIA 


8506130523 

8506130431 

85/05/14 

71 9159 

0506130262 

8506130045 

85/01/20 

FOIA 


8506130549 

0506130045 

65/01/28 

FOIA 

0506130264 

8506130045 

85/01/20 

FOIA 


0506139573 

8506130557 

05/05/30 

80 245 

8506130265 

8506130045 

85/01/20 

50 295 

Q 

8506140005 

8505300098 

85/05/16 

71-315 

8508130260 

8506130045 

85/01/28 

FOIA 


B5061 40040 

0506140028 

85/06/10 

50-259 

B506 130268 

8503010201 

85/01/14 

FOIA 


6506140053 

0506130045 

05/01/20 

FOIA 

8506130273 

8506130046 

85/01/20 

FOIA 


0506140057 

G506 130045 

85/01/20 

FOIA 

0506130274 

8506130045 

85/01/28 

FOIA 


0506140060 

6506140059 

85/06/05 

59 324 

0506130275 

8506130269 

85/06/10 

50 400 

T 

0506140063 

0506140061 

85/01/25 

FOIA 

0506130279 

0506130269 

05/06/10 

50 400 

T 

8506140064 

Q506140062 

85/06/10 

70 36 

0506130200 

8506130045 

85/01/20 

FOIA 


8506140066 

8506140062 

85/08/10 

70 36 

0506130282 

8506130045 

85/01/28 

FOIA 


8506140056 

8506140061 

85/01/25 

50 269 

0506130284 

8506130045 

85/01/28 

FOIA 


6506140069 

8506140061 

65/01/25 

60-269 

0506130286 

8506130045 

85/01/26 

FOIA 


0506140073 

8506140081 

65/01/25 

50-269 

0506130286 

B6D3010201 

05/01/14 

FOIA 


8506140074 

8506140081 

85/01 /2S 

50 289 

0506130287 

0506130283 

05/06/03 

50-282 

P 

8506140077 

8506140061 

85/01/25 

50 200 

0506130290 

8506130082 

05/02/10 

60-424 

A 

8506140079 

8500140081 

05/01/25 

60 269 

0506130291 

8506130046 

05/01/28 

FOIA 


8506140086 

8506140061 

85/01/25 

50 269 

0506130293 

8506130045 

85/01/20 

FOIA 


85061 40000 

8506140061 

85/01/25 

50 269 

0506130299 

8506130045 

05/01/20 

FOIA 


8506140095 

6506 140088 

85/05/23 

71-0073 

0506130390 

8506130045 

05/01/20 

FOIA 


8506140096 

6508140061 

65/01/25 

50-209 

0508130391 

8506130045 

05/01/20 

FOIA 


8506140102 

0506140061 

05/01/25 

50-200 

0508130305 

8506130082 

05/02/19 

50-424 

A 

8508140106 

0506130045 

85/01/20 

FOIA 

0508130307 

8506 13004 5 

05/01/20 

FOIA 


6506140106 

8506140100 

85/06/07 

60-352 

0508130310 

6506130045 

05/01/20 

FOIA 


6506140110 

8506140061 

65/01/25 

50-209 

0508130311 

6506130306 

05/00/1 1 

50-322 

G 

650S14O112 

8506140061 

85/01/25 

50-269 

8508130312 

6506130045 

85/01/28 

FOIA 


6506140113 

6506130045 

65/01/28 

FOIA 

0500130317 

8503010201 

05/01/14 

FOIA 


8506140114 

6506140104 

85/06/10 

50-482 

B506130310 

8506130045 

85/01/28 

FOIA 


8506140116 

6500140061 

85/01/25 

50-200 

0506130321 

8506130046 

85/01/28 

FOIA 


8506140117 

8506140111 

85/06/10 

50-334 

0506130323 

8503010201 

85/01/14 

FOIA 


8503140116 

6506130045 

85/01/20 

FOIA 

0506130329 

B50613004B 

85/01/28 

FOIA 


8606140110 

6506140061 

85/01/25 

50-209 

6506130329 

6506130045 

85/01/20 

FOIA 


8606140120 

6506140093 

85/01/29 

FOIA 

0506130330 

8506130045 

85/01/28 

FOIA 


8506140121 

6506130045 

85/01/28 

FOIA 

8506130332 

8506130045 

05/01/20 

50-209 

P 

8506140122 

0506140061 

85/61/25 

60-289 

0506130333 

8506130045 

85/01/26 

FOIA 


6606140125 

8506140061 

85/01/25 

50-269 

0506130334 

8503010201 

85/01/14 

FOIA 


6506140126 

0506130045 

85/01/28 

50-315 

0506130335 

8506130045 

85/01/28 

FOIA 


6606140127 

8506140093 

85/01/29 

FOIA 

0600130330 

8506130326 

85/04/30 

71-9006 


6506140130 

0506140093 

85' 


0508130339 

6506130045 

85/01/20 

FOIA 


8506140131 

0506130045 



0506130341 

65030 10201 

85/01/14 

FOIA 


8506140132 

8506140093 



0506 130342 

B5061 30045 

05/01/28 

FOIA 


8506140135 

8506140129 



0506130344 

8506130340 

05/06/10 

50-155 

P 

8506140136 

85001 40G 61 



8506130348 

6603010201 

05/01/14 

FOIA 


8506140137 

8506140061 



8506130349 

8500130360 

0508138351 

0506130362 

0506130355 

8506130340 

85/06/10 

50-155 

P 

8506140138 

8506140093 



8506130045 

05/01/20 

FOIA 


8506140140 

8506140003 



8506130045 

85/01/20 

FOIA 


8506140143 

8506140061 



OS06130045 

85/01/28 

FOIA 


8506140145 

8506140061 



8506130045 

85/01 /2e 

FOIA 


8506140147 

8506140093 



8506130356 

8505130357 

0 506130359 
8506130360 
8506130362 

8503010201 

86/01/14 

FOIA 


8506140149 

8506140093 



8500130046 

85/01/28 

FOIA 


8506140151 

8506140061 



6506130346 

85/05/01 

71-9094 


8506140153 

8506130045 



8506130045 

05/01/20 

FOIA 


8506140155 

8506140061 



8503010201 

06/01/14 

FOIA 


8606140156 

8506140061 



0506130365 

8506130366 

8606130366 

8506130370 

8506130372 

8503010201 

8506130045 

85/01/14 

86/01/28 

FOIA 

60-29 

P 

8506140161 

8506140162 

8506140061 

8506140061 



8606130346 

8503010201 

8506130045 

85/05/01 

85/01/14 

85/01/20 

71-9094 

FOIA 

50-200 

S 

8506140166 

8506140167 

8506140171 

8506140061 

6506140061 

8506 140061 



8 506130378 

8 506130379 

8503010201 

8606130377 

85/01 /14 
85/05/09 

FOIA 

70-1703 


8506140172 

8506140175 

8506140061 

8500140061 
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532 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8506140178 

8506140061 

8506140179 

8506140174 

8506140192 

8506140061 

8506140103 

8506140061 

0506140184 

6506130045 

0506140185 

6506140181 

8506140186 

8506140061 

8506140189 

0506140061 

8506140190 

8506130045 

0506140192 

6506140061 

8506140193 

8506140061 

8506140194 

6506130045 

8506140196 

8506130045 

8506140199 

8506140061 

8506140200 

8506140093 

6506140201 

0506130045 

8506140202 

8506140061 

8506140205 

8506140061 

8506140206 

8506140093 

8506140207 

8506140061 

8506140211 

8506130045 

8506140213 

8506140061 

8506140214 

8506130045 

8506140216 

8506140061 

8506140217 

8506130045 

8506140216 

6508140061 

8506140220 

8506130045 

8506140221 

8506140209 

8506140223 

8506130045 

8506140224 

8506140061 

8506140228 

8506140093 

8506140230 

8506130045 

8506140233 

8506130045 

8506140235 

8506140093 

8506140236 

8506140061 

8506140237 

8506140229 

8506140239 

8506130045 

8506140243 

8506140061 

8506140240 

6506140234 

8506140248 

8506140093 

6506140240 

B5081 40244 

8506140250 

6506130045 

8506140261 

0506140081 

BS06140254 

0500140093 

8506140256 

8506130045 

8506140258 

0506140093 

8506140260 

8506140061 

8500140265 

6506140093 

8506140267 

8506140244 

0506140270 

8506140061 

0506140272 

8506140093 

8506140274 

0506130045 

8506140276 

6506140061 

8506140276 

8506140093 

8506140282 

8506140093 

8506140284 

8506140273 

8506140287 

8506140061 

6506140288 

8506140275 

8506140289 

8506140279 

8506140291 

8506140081 

8506140292 

8506140093 

8506140296 

8506140279 

8506140301 

8506130046 

6506140302 

8506140001 

8506140304 

8506140093 

8506140307 

8506130045 

8506140311 

8506140093 

8506140312 

B5061 49061 

8506140319 

6506130045 

8506140321 

8506140093 

8506140322 

8506140061 

B5061 40325 

8506130045 

8506140329 

8506140061 

8506140330 

8506140093 

B5061 40331 

8508130045 

8506140332 

8506140318 

8506140335 

8506130046 

B50S140336 

8506140327 

8506140341 

8506140334 

8506140342 

8506140093 

8506140349 

8506140334 

8S06140351 

8506140093 

8506140352 

8506140345 

8506140357 

8506140093 

8506140360 

6506140334 

8506140382 

8506140093 

6506140368 

8506140366 


DATE 

subject 


ISSUED 

category 

85/01/25 

50-289 

P 

85/06/11 

50 461 

F 

85/01/25 

50-289 

P 

95/01/25 

50 289 

P 

85/01/26 

FOIA 


85/06/07 

50 263 

Q 

85/01/25 

50-289 

P 

85/01/25 

50 289 

P 

85/01/28 

FOIA 


85/01/25 

50 289 

P 

85/01/25 

50-289 

Q 

05/01/28 

FOIA 


85/01/28 

50 266 

P 

85/01/25 

50-269 

P 

85/01/29 

FOIA 


05/01/28 

SO 305 

P 

85/01/26 

50 289 

P 

65/01/25 

50-289 

P 

05/01/20 

FOIA 


85/01/25 

50-289 

P 

85/01/28 

50 409 

P 

85/01/25 

50-289 

P 

05/01/28 

FOIA 


85/01/25 

50 289 

P 

85/01/28 

50-331 

P 

86/01/25 

50-269 

P 

85/01/28 

FOIA 


05/06/05 

50 341 

F 

86/01/28 

FOIA 


85/01/25 

60 289 

P 

85/01/29 

FOIA 


85/01/28 

FOIA 


85/01/28 

FOIA 


85/01/29 

FOIA 


85/01/26 

50-289 

P 

85/06/11 

50 482 

Q 

05/01/28 

FOIA 


85/01/25 

50 289 

P 

85/06/06 

50-305 

Q 

85/01/29 

FOIA 


85/06/06 

60 237 

Q 

85/01/28 

FOIA 


05/01/25 

50 289 

P 

85/01/29 

FOIA 


85/01/28 

FOIA 


85/01/29 

FOIA 


85/01/25 

60-289 

P 

85/01/20 

FOIA 


85/06/06 

50-237 

Q 

85/01/25 

50-289 

P 

85/01/20 

FOIA 


86/01/20 

FOIA 


05/01/26 

50-269 

P 

85/01/29 

FOIA 


85/01/29 

FOIA 


05/06/04 

71-9053 


85/01/26 

50-289 

P 

85/06/10 

60 482 

Q 

85/06/10 

50-313 

Q 

85/01/25 

SO 209 

P 

85/01/29 

FOIA 


85/06/10 

60-313 

a 

85/01/20 

FOIA 


85/01/25 

60-S69 

p 

85/01/29 

FOIA 


85/01/28 

FOIA 


85/01/29 

FOIA 


86/01/25 

60-289 

p 

85/01/28 

FOIA 


85/01/29 

FOIA 


85/01/25 

50-209 

p 

85/01/26 

FOIA 


86/01/26 

60-269 

p 

85/01/20 

FOIA 


85/01/20 

FOIA 


85/06/10 

50-482 

Q 

85/01/28 

FOIA 


85/06/10 

50-482 

Q 

84/10/11 

FOIA 


85/01/29 

FOIA 


84/10/11 

FOIA 


85/01/29 

FOIA 


85/05/23 

60-396 

P 

85/01/29 

FOIA 


04/10/11 

FOIA 


85/01/29 

FOIA 


05/06/07 

50-331 

0 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

0506140372 

0506140093 

0506140374 

0506140367 

6506140376 

0506 140334 

0506140377 

0506140366 

8506140380 

8506140373 

6506140382 

8506140093 

8506140304 

8506140378 

6506140385 

6506140093 

8500140387 

8506140334 

8508140390 

8506140379 

8506140392 

8506140093 

8506140394 

8506140093 

8506140398 

8506140388 

8506140399 

8500140334 

8506140400 

8506140093 

8S0614040S 

0506140334 

8506140411 

8506140401 

8500140417 

8506140093 

6506140420 

8506140093 

8506140424 

8506140093 

0506140427 

8506140413 

8506140426 

8506140421 

8506140430 

8506140093 

8506140440 

8506140438 

8506140441 

8506140431 

8506140443 

8506140093 

8506140455 

0SO614OO93 

8506140463 

8508140457 

6506140466 

8506140464 

0506140469 

8506140465 

0506140471 

8506140468 

8506140473 

8506140470 

8506140482 

8506140401 

8506140489 

8503140488 

6506140492 

0506140490 

8506140406 

8506140493 

8506140497 

8506140494 

8506140499 

8506140197 

0506140501 

8598140500 

8506140502 

8506140494 

8506140505 

8506140503 

8506140512 

8506140510 

0506140515 

6500140510 

6506140517 

8500140514 

0506140522 

8500140520 

8506140524 

8506140093 

6506140525 

0506140447 

8506140526 

0506140521 

8506140529 

8506140623 

8506140530 

8506140093 

8506140531 

8506140447 

8506140635 

8506140447 

8506140536 

8506140093 

8506140541 

6506140476 

8506140542 

8506140093 

8506140546 

8506140093 

8506140551 

8606140532 

8506140553 

8508140093 

8506140566 

8506140494 

8506140559 

8606140093 

8506140561 

8506140554 

8508140564 

8506140560 

8506140505 

8506140562 

6506140566 

8506140564 

8506140567 

8506140093 

8506140576 

8506140570 

8506140677 

8506140093 

8506140503 

8506140093 

85061 40585 

8506140582 

8508140589 

8506140584 

8506140581 

8506140093 

8506140597 

8506140093 

8506140601 

8606140093 

8506140605 

8506140093 

9506140608 

8506140093 

8506140619 

8506140093 

6506140625 

8506140093 

8606140630 

9506140626 

8506140631 

8606140626 

8506140634 

6506140626 

8506140637 

8506140620 

8606140630 

6506140626 

6500140641 

8506140626 

8506140643 

8506140570 

6506140645 

8506140626 

6606140648 

8506140626 

6506140651 

6506140626 


DATE SUBJECT 

ISSUED CATEGORY 

85/01/29 FOIA 

85/06/10 50-482 Q 

04/10/11 FOIA 

05/06/07 50-331 0 

85/06/07 50-238 0 

85/01/29 FOIA 

85/05/29 50 333 P 

85/01/29 FOIA 

04/10/11 FOIA 

85/06/10 OAgSS 

85/01/29 FOIA 

85/01/29 FOIA 

85/06/11 50-440 Q 

84/10/11 FOIA 

85/01/29 50-10 P 

84/10/11 FOIA 

85/06/10 50-271 

85/01/29 60 10 

85/01/29 FOIA 

85/01/29 FOIA 

85/06/10 50 313 

85/05/31 XPORTLIC 

85/01/29 50 10 

85/06/12 50 461 

85/06/11 50 156 

85/01/29 50-10 

85/01/29 50-10 

05/06/10 50-482 

85/06/07 50-313 

05/06/05 50-333 

05/06/12 50-264 

85/06/12 50 263 

85/03/29 50-29 

85/06/12 50 264 

85/06/04 50 213 

05/06/1 1 50 285 

85/06/06 40-1341 

06/06/10 50 298 

85/06/13 50-155 

85/06/00 40 1341 

85/06/11 60 336 

86/06/06 60-237 

85/06/06 60 237 

85/00/10 50-395 

86/08/10 50 395 

BS/01/29 50 to 

05/06/11 60-466 

86/06/11 50-266 

85/06/10 50 293 

85/01/29 50-10 

85/06/11 60 466 

85/06/1 1 50 456 

85/01/29 50-10 

85/06/07 50 277 

86/01/29 60-10 

85/01/29 50-10 

85/06/10 50 482 

85/01/29 60-10 

85/06/06 40 1341 

86/01/29 60-10 

85/06/11 60 247 

85/06/06 XPORTLIC 

85/06/07 50 412 

86/06/11 60-247 

85/01/29 60 10 

86/06/12 60-123 

85/01/29 60-10 

66/01/29 6010 

85/06/04 60-470 

86/05/28 XPORTLIC 

86/01/29 50-10 P 

85/01/29 60-10 P 

86/01/29 50 10 P 

85/01/29 60-10 P 

86/01/29 50-10 P 

85/01/29 50-10 P 

86/01/29 60-10 P 

85/06/11 PR 

85/06/11 PR 

65/06/1 1 PR 

86/06/11 PR 

86/08/11 PR 

85/06/11 PR 

85/06/12 60-123 0 

86/06/11 PR 

86/06/1 1 PR 

85/06/11 PR 


m'li'aO UOO O 'a -sjO-d -oOtjOD tiOOO^ •a'aOO'o uO D -nO-n-rtO Tp-nO-oTJ 03*13 O I3O 



nn^rcnci^iv/c: ur CIMV/Luaulitb lU PMINUIPAL UUUUMtNIb 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


6506140654 

6506140657 

6506140659 

6506140650 

6506140669 

8506 14 0672 
8506140675 
8506140677 
8506140678 
8606140680 

8506140683 

6506140885 

6506140689 

6506140600 

8506150008 

8506150010 

8506150012 

6506150014 

6506150015 

6506150016 

6506150018 

8506150019 

8506150020 

8506150024 

8506150026 

8506150027 

8506150029 

0506160031 

8506150035 

0506150043 

0506150045 

0506160040 

0506150051 

0506150067 

0506150069 

0508150001 

0506160063 

0506150065 

0506160070 

0506150075 

0506160076 

0508160070 

0506160062 

0506160085 

0500160067 

0500150080 

0506160090 

0506160092 

0506160093 

0506160094 

0506160095 
0506160006 
0508160097 
0506 1 50000 
0500160090 

0506150190 
0506150101 
0506160192 
0506 1 50104 
0506150105 

0506150106 
0506 160 107 
0506160109 
0506150110 
0506150111 

0506160112 

0506150114 

0506160116 

0506160110 

0506160117 

0606160110 

0506160120 

0506160121 

0506160122 

0506160123 

0506160125 

0506160127 

0506160128 

0606160120 

0606160130 

0606160131 

0506160192 

0506160193 

0506160134 

0506160195 

0506160196 

0606160137 


PRINCIPAL 

DOCUMENT 

0506140626 

8506140626 

8506140626 

8506140626 

8506140626 

8508140626 

8506140626 

8506140626 

8506140626 

8506140626 

0506140679 

8506140879 

8506140608 

8506140686 

8506150005 

8506150008 

8506150006 

8506150005 

8506150008 

8506150006 

8506150005 
8506150006 
8506150005 
85061 S0005 
8506150005 

8506150008 

8506150005 

8506150005 

8506150005 

8506150005 

8506150005 

8506150005 

8506150005 

8B06150041 

8506150041 

8506160005 

8566150005 

8506160041 

8606150041 

8606160005 

8506150041 
8506169041 
0506150041 
8506160041 
850 91 60041 

0600160041 

8500160041 

8606160041 

8506150041 

8506160041 

8506160041 

8506160041 

B6O6160O41 

8606160041 

8508160041 

8500160041 

8503160041 

8506160041 

8506160041 

8506150041 

85 061 60041 
8506150041 
8506160041 
6506160041 
8506150041 

8606160041 

8506160041 

8606160041 

8506160041 

8506160041 

8506160041 

8506150041 

8606160041 

8506150041 

8506160041 

8506150041 

8506160041 

8508160041 

8506160041 

8506160041 

8506160041 

8506160041 

8506160041 

8506150041 

8506160041 

8606160041 

8606160041 


SUBJECT 

CATECOHY 


85706/11 

85706/11 

85706/11 

86700/11 

85706/11 

B5/06/11 

85706711 

85706/11 

85706711 

85/06711 

85705730 

85705730 

85/05730 

85/05730 

85/02705 

85/02715 

85/02715 

85/02705 

85702/15 

85/02715 

85702705 

85/02716 

85702705 

85/02705 

85702/05 

85/02705 

85702/05 

85/02705 

85702/05 

85/02/05 

85702/05 

85/82/05 

85702/05 

85703/01 

85703/01 

05702/05 

05702/05 

95703/01 

85/03/01 

65702/05 

85/03/01 

85/03701 

85/03701 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

05/03/01 

05/03/01 

05/03/01 

85/03/01 

85/03/01 

86/03/01 

85/03/01 

85/03/01 

85/03701 

85/03/01 

66/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

05/03/01 

85/03/01 

85/03/01 

B5/03/01 

65/03/01 

86/03/01 

85/03/01 

85/03701 

85/03/01 

85/03/01 

85703/01 

85/03/01 

65/03701 

86/03/01 

66/03701 

85703701 

85/03/01 

85703/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

86/03/01 


ENCLOSURE 

principal 

DATE 


DOCUMENT 

ISSUED 

8506150138 

B5061 50041 

85/03/01 

6506150139 

6506150041 

85/03/01 

6506150141 

6506150041 

aS/03/01 

6500150142 

8506150041 

85703/01 

BS06150143 

8506150041 

85/03/01 

8500150144 

8506150041 

85/03/01 

6506150146 

8506150041 

35/03/01 

8500150147 

8506150041 

85703/01 

6506150148 

8506150041 

85/03/01 

8506150149 

6506150041 

85/03/01 

8506150150 

8506150041 

85/03/01 

0506150151 

8506150041 

85703/01 

8506150152 

8506150041 

85/03/01 

6506150184 

8506150041 

85703/01 

8506150155 

8506150041 

85/03/01 

6506150186 

8506150041 

85/03/01 

8506160157 

8506150041 

85/03/01 

0506150158 

8506 150041 

85/03/01 

8506160160 

8506 150041 

85/03/01 

850B160161 

8506150041 

85/03/01 

0506160163 

8606150041 

85703701 

6506150164 

8506150041 

85/03/01 

6506150165 

B5061 50041 

85703701 

6506150166 

8506150041 

95/03/01 

0506150167 

8506150041 

85/03/01 

6506150163 

8506150009 

85702/27 

6506150169 

8506150041 

85/03/01 

0506150170 

8506150041 

85/03/01 

6506150171 

8506150041 

85/03/01 

B506150172 

8506150009 

85/02/27 

05061 SOI 73 

8506150041 

85/03/01 

Q506150174 

8606150041 

85/03/01 

0506150175 

8506150041 

85/03/01 

8506150176 

6506150041 

85/03/01 

8506150177 

8506150041 

35/03/01 

8506150176 

8500150041 

85/03/01 

8506160180 

85O0ISOO41 

85/03/01 

85061 501 81 

8500150041 

85/03/01 

8506150182 

8500150041 

85/03/01 

6506150133 

8500150041 

85/03/01 


SUBJECT 

CATEQOPV 


8506150134 
8506160185 
8506150186 
8506159187 
85061 50188 

65061 501B9 
8506150100 
8506150191 
8506150192 
85061 50193 

0508150104 

6506160105 

6506150196 

8506150107 

8506150100 

8506150109 

8508150200 

8506150201 

0506150202 

6506160203 

8506150204 

8506160205 

8506150206 

8506160207 

8508160208 

8506150210 

6506150213 

8506160215 

8506160216 

8506150217 

8506160218 

8506160220 

8506150222 

6506160224 

6506150225 

6506150226 

8506150228 

8506160220 

6S06160230 

8506150231 

8506150233 

8506160234 

8506150235 

8506150236 

8506160237 

8506160238 

8506150236 


8506150041 

85'06150041 

8506160041 

8506150041 

8506150041 

6506150041 

8506150041 

6506150041 

8500150041 

8505150041 

8505150041 

8500150041 

8500150041 

8S08I60041 

8500150041 

8500160041 

8500150041 

8500160041 

8500160041 

8500150041 

8500160041 

8500160041 

6606160041 

8500160041 

8508150041 

8500150041 

3500150200 

8506150041 

3500150041 

9500160200 

3506150041 

8500150041 

8506150209 

3506150041 

8506160041 

6506160041 

85061S020-9 

8500150041 

8506160041 

8506150209 

8508160041 

8506150041 

6506160209 

8506150232 

8506150041 

B506150041 

0506150232 


65/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03/01 

85/03701 

85/03/01 

85/03/01 

85/03/01 

65/03701 

35/03/01 

05/03701 

65/03/01 

85/03701 

85/03701 

85/03/01 

85703/01 

85/03/01 

86/03/01 

65/03/01 

85/03/01 

65703/01 

85/03/01 

85/03/01 

86/02/28 

85/03/01 

86/03/01 

85/02/28 

85/03/01 

85/03/01 

85/02/28 

86/03/01 

85/03/01 

86/03/01 

86/02/28 

86/03/01 

85/03/01 

85/02723 

85/03/01 

85/03/01 

85/02/28 

85/03/10 

85/03/01 

85/03/01 

35/03/18 


534 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8506150240 

8506150041 

8506150242 

6506150209 

8506150243 

8506150041 

8506150245 

8506160041 

8506150247 

8506150244 

8506150248 

8506150041 

8506150249 

8506150209 

8506150252 

8506150209 

8506150253 

8506150041 

8506150254 

8506150041 

8506150258 

8506150041 

8506150257 

8506150209 

8506150258 

8506150041 

6506150259 

8506150209 

8506150260 

6506150041 

8506150262 

8506 I 50041 

8506150264 

8506150041 

8506150265 

8506150041 

8506150266 

8506160251 

8506150269 

8506150041 

8506150271 

8506160267 

6506160272 

6506150251 

8506150273 

8506160041 

6506150274 

8506160041 

8506150275 

8506150270 

6506160277 

8506150041 

8506150279 

6506150251 

6506150280 

8506160041 

8506150281 

6506130045 

6506150282 

8506150041 

8506150283 

8506150251 

8506150284 

8506150251 

8506150265 

8506150251 

8506150295 

8506150293 

8506150297 

0506150293 

8506 150301 

8506150292 

6506150305 

8506150292 

8506150308 

8506150304 

6506150310 

8506150306 

8506150311 

8506150304 

8506150312 

6506150292 

6506150313 

8506150304 

8506150314 

8506150304 

8506160316 

0506150304 

8506150317 

8506150304 

8506150320 

8506150304 

8506170026 

8506170024 

8506170049 

8506170039 

8506170058 

8506170050 

6506170085 

0506170081 

B5061 70089 

8506170074 

8506170099 

6506170096 

8506170103 

8506170074 

8506170104 

6506170096 

B506170I12 

8506170101 

8506170114 

8506170107 

8506170120 

6506170101 

850B170122 

8506170107 

8506170123 

6506170118 

850B170124 

6506170108 

8506170133 

8506170118 

8506170145 

8506170140 

8506170150 

6506170143 

8506 1701 59 

8506170161 

8506170160 

8508170143 

8506170162 

8606170158 

8506170166 

B5061 70153 

8506170173 

8506170169 

8506170178 

6506170169 

8506170184 

8506170151 

8506170185 

8506170183 

B50617019D 

8506170183 

6506170195 

6506170180 

8606 170208 

8506170077 

8506170222 

0506170216 

8508170224 

8506170077 

8506170233 

8506170077 

8506170234 

8506170216 

8506170235 

8506170077 

8506170236 

8506170232 

8506170299 

8506170229 

8606170268 

8506170255 

8506170262 

8506170265 

8506170288 

8506170283 

8506170275 

8506170271 

8506170260 

8506170263 

8506170281 

8506170077 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


85/09/01 

FOIA 


85/02/28 

50-424 

A 

85/03/01 

FOIA 


05/03/01 

FOIA 


85/04/02 

50 382 

0 

85/03/01 

FOIA 


85/02/28 

50 424 

A 

85/02/28 

FOIA 


65/03/01 

FOIA 


85/03/01 

FOIA 


05/03/01 

FOIA 


86/02/28 

50-395 

E 

85/03/01 

FOIA 


85/02/28 

50 425 

A 

85/03/01 

FOIA 


65/03/01 

FOIA 


85/03/01 

FOIA 


85/03/01 

FOIA 


65/03/19 

FOIA 


05/03/01 

FOIA 


85/04/04 

FOIA 


85/03/19 

50 322 

P 

85/03/01 

FOIA 


85/03/01 

FOIA 


85/03/04 

FOIA 


85/03/01 

FOIA 


85/03/19 

50 445 

A 

85/03/01 

FOIA 


85/01/28 

FOIA 


85/03/01 

FOIA 


85/03/19 

50 322 

P 

85/03/19 

50-322 

P 

85/03/19 

FOIA 


85/03/11 

FOIA 


85/03/11 

FOIA 


85/03/07 

FOIA 


85/03/07 

FOIA 


65/03/20 

FOIA 


85/04/04 

FOIA 


85/03/20 

FOIA 


65/03/07 

60-528 

P 

05/03/20 

FOIA 


05/03/20 

FOIA 


05/03/20 

FOIA 


85/03/20 

FOIA 


85/09/20 

FOIA 


85/06/30 

50-237 

P 

85/03/11 

FOIA 


85/06/16 

CONTRACT 


85/05/29 

60-324 

P 

85/05/28 

50-324 

P 

85/06/07 

50 409 

P 

85/05/28 

60-324 

P 

85/06/07 

50 409 

P 

05/06/05 

60-423 

A 

86/05/28 

50-331 

P 

85/06/05 

50 423 

A 

85/05/28 

60-331 

P 

85/05/30 

50 237 

P 

85/06/11 

60-250 

P 

85/05/30 

60-237 

P 

85/06/06 

CONTRACT 


85/05/28 

60 331 

P 

85/05/30 

50-219 

P 

85/05/28 

50-331 

P 

85/05/30 

60-219 

P 

85/03/11 

60-277 

P 

85/05/30 

60 265 

P 

65/05/30 

50-266 

P 

85/05/30 

60 219 

P 

85/06/07 

50-165 

P 

85/06/07 

50-155 

P 

05/03/13 

FOIA 


85/03/25 

FOIA 


05/05/20 

60 331 

P 

05/03/25 

FOIA 


85/03/25 

FOIA 


85/05/28 

50 331 

P 

85/03/25 

FOIA 


85/06/11 

50 321 

F 

85/02/20 

60-395 

Q 

85/03/07 

FOIA 


85/03/07 

FOIA 


85/05/31 

50-277 

Q 

85/03/04 

FOIA 


86/05/31 

60 277 

Q 

85/03/25 

60-293 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8506170283 

8506170271 

8506170318 

0506170311 

8506170324 

8506170311 

6506170354 

8506170346 

8506170366 

8506170077 

8506170375 

8506170373 

8506170382 

8506170379 

8506170383 

0506170377 

8506170387 

8506170377 

0506170388 

8506170368 

8506170399 

8506170077 

8506170403 

8506170077 

8506170400 

8506170400 

8506170416 

6506170077 

8506170421 

8506170410 

8506170422 

8506170413 

8506170424 

8506170400 

8506170433 

8506170420 

6506170440 

8506170437 

8506170443 

6506170418 

0506170444 

8508170437 

8506170445 

8506170439 

0506170446 

0506170437 

8506170450 

8506170439 

8506170456 

8506170430 

8506170462 

0506170439 

6506170471 

8506170467 

8506170476 

8506170467 

0506170482 

8606170453 

8506170484 

8506170460 

8506170485 

8506170483 

6506170402 

8506170489 

8506170496 

8506170077 

6506170509 

8506170506 

6506170510 

8506170504 

0506170511 

8506170506 

6508170518 

8506170516 

8506170522 

6506170516 

8506170523 

0506170521 

0506170520 

6506170526 

0506170530 

8508170439 

8606170531 

8506170524 

8506170535 

8506170439 

8606170540 

8506170524 

8506170541 

8506170439 

8606170552 

8506170546 

0506170553 

6606170077 

6606170554 

8506170077 

8506170556 

8506170439 

8606170568 

8606170077 

8506170562 

8506170077 

6506170563 

8506170439 

8506170567 

0506170077 

8506170570 

8506170077 

8506170572 

8506170077 

0506170575 

8606170077 

8506170579 

8506170077 

8506170580 

8506170077 

8506170586 

8506170077 

8506170589 

8506170077 

8506170591 

8506170077 

8506170595 

8506170077 

8506170596 

8506170439 

8506170698 

6506170077 

8506170600 

8506170077 

8506170602 

8606170439 

8506170605 

8506170077 

8506170607 

8608170077 

8606170611 

8506170077 

8506170812 

8508170077 

8506170617 

8606170077 

6506170037 

6506170077 

8506170639 

8608170633 

8506170657 

6506170653 

8600170663 

8506170658 

8506180003 

8506170439 

8506180005 

0506170439 

6506180006 

8506170439 

8506180008 

6506170439 

8506160009 

8508170439 

8508180010 

8506170439 

8506180011 

8606170436 

8506180013 

0506170439 

6506180016 

8506170077 

8506160019 

8506170077 

8506180021 

6506180017 

8506180022 

8608170077 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

65/03/04 

FOIA 


05/03/05 

FOIA 


85/03/05 

FOIA 


05/06/1 1 

50-213 

P 

85/03/25 

FOIA 


05/06/10 

71-5942 


85/06/06 

71-9073 


85/05/29 

50-333 

P 

85/05/29 

50 333 

P 

85/06/06 

CONTRACT 


85/03/25 

FOIA 


85/03/25 

FOIA 


05/05/30 

50-265 

p 

05/03/25 

50 10 

P 

85/06/10 

50-219 

Q 

85/06/1 1 

50-309 

Q 

05/05/30 

50 265 

P 

85/06/10 

60-331 

Q 

05/06/1 1 

50 344 

1 

85/06/10 

50-219 

Q 

85/06/1 t 

50-344 

1 

85/03/20 

40 8641 


85/06/11 

50-344 

1 

05/03/20 

40 8831 


85/03/20 

40 8631 


85/03/20 

40 8631 


65/06/05 

50 255 

P 

85/06/05 

60-255 

P 

85/05/31 

50 254 

P 

05/08/10 

50 269 

P 

05/06/12 

60 269 

P 

85/06/11 

50 286 

Q 

85/03/25 

50 259 

P 

85/06/03 

60 298 

P 

05/06/10 

70-1257 


85/06/03 

50-298 

P 

85/05/28 

SO 331 

P 

85/05/20 

50-331 

P 

05/08/11 

50 276 

Q 

85/08/11 

50-336 

P 

86/03/20 

40 6631 


05/05/20 

60-263 

P 

85/03/20 

FOIA 


85/05/28 

50-263 

P 

85/03/20 

FOIA 


85/05/20 

60 333 

P 

05/03/25 

FOIA 


85/03/26 

FOIA 


85/03/20 

FOIA 


66/03/26 

50 269 

P 

06/03/25 

FOIA 


85/03/20 

FOIA 


86/03/25 

FOIA 


05/03/25 

FOIA 


85/03/26 

roiA 


85/03/25 

60 280 

P 

65/03/25 

FOIA 


65/03/26 

FOIA 


85/03/25 

FOIA 


65/03/25 

FOIA 


85/03/25 

FOIA 


85/03/26 

FOIA 


86/03/20 

FOIA 


85/03/26 

FOIA 


85/03/26 

FOIA 


86/03/20 

40 0631 


85/03/26 

FOIA 


85/03/26 

FOIA 


66/03/25 

FOIA 


85/03/26 

FOIA 


86/03/26 

FOIA 


56/03/26 

FOIA 


85/05/20 

60 220 

P 

86/06/30 

60-331 

F 

65/06/06 

60 269 

S 

65/03/20 

40 0831 


85/03/20 

40-8631 


65/03/20 

40 0631 


86/03/20 

40-8631 


85/03/20 

40 8631 


86/03/20 

40 8631 


05/03/20 

40-8631 


85/03/20 

40-8631 


86/03/26 

FOIA 


86/03/26 

FOIA 


86/06/10 

50-244 

P 

85/03/26 

FOIA 
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ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DATE 

SUBJECT 

ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 

DOCUMENT 

ISSUED 

CATEGORY 


t5C>6 180028 
6506180030 
650618003B 
6506180039 
6S06 180046 

6506180047 
6506180048 
6506180049 
6506180050 
65061 80051 

65061 80053 
65061B0054 
85061B0057 
6506180059 
65061 8 D062 

65061 B0063 
650616006B 
6506! 80076 
65061 eoofls 
65061,80001 

6506180095 

6506180102 

8506180105 

8506180112 

8506180113 

8506180115 
8506180116 
8 506 1801 19 
8506180121 
8506180125 

8506180127 

8506180130 

8506180133 

8506180139 

8506100140 

6506180142 

8506180144 

8506160145 

8506160146 

8506180140 

8506160149 
B5061 80162 
8506100153 
0506100154 
65061 00156 

S5061001SB 
85061 00150 
6506180161 
8506100162 
0506180166 

8506180167 
8500100170 
8506100173 
85061 0D174 
8506100178 

BSO61B0179 

8506100180 

8506100183 

8506180104 

8506100186 

8506180189 

8506180190 

6506180101 

6506180194 

8506180196 

8506180100 
8506180201 
8506 180203 
8508100204 
8508180208 

8506180210 
8 506180212 
8506180213 
8506180215 
8506180218 

8506180218 

8506180222 

8506180224 

8506160225 

8506160227 

8506180230 
85061 B0231 
8 50 6180233 
85061 80237 
8506180238 

8506180230 

8306180241 


8506170077 

8506170077 

8506180036 

8506170077 

8506100035 

8506180020 

8506100041 

8506170077 

0506180041 

0506170439 

0500180035 

0506170439 

0506170439 

8506170077 

8506100050 

8506170077 
S5061 70077 
8506170077 
0SO617OO77 
B506170077 

0506100007 

6506180098 

6506100090 

6506100103 

8506100090 

6506180103 

6506100090 

B50618009B 

0506100103 

8506100098 

6506170311 

0506180090 

8506170311 

8506170311 

6506100090 

B506170311 

8506180118 

8500100134 

8506180090 

8506170311 

0506170077 

8506100090 

0506170311 

0506100110 

0506180151 

8506170077 

0506170311 

0506100090 

8506170311 

0506180155 

0506170311 

8506180098 

6506100155 

0506170311 

8506180098 

8500180155 

8506180169 

0506180155 

8506100090 

0506100182 

8506180155 

8506180098 

0506180169 

0506180171 

8506180108 

0506180098 

0506180108 

8508100169 

8506100171 

0506100090 

8506160155 
0506100180 
0506180108 
85061 801 55 
8506180098 

8506160188 

8506180169 

Bsoemm 

6506180214 
85061 B0188 

6506180214 

8506180186 

8506180169 

8506180186 

8506180214 

8506180188 

8506160155 


85/03/25 

FOIA 


8506180242 

85/03/25 

FOIA 


6506180243 

85/06/13 

50-490 

G 

8506180245 

85/03/25 

FOIA 


8506180246 

85/04/29 

FOIA 


8506180250 

05/06/06 

50 440 

O 

8506180251 

84/12/04 

50-311 

P 

8506180253 

85/03/25 

FOIA 


3506160254 

84/12/04 

50311 

P 

8506180265 

05/03/20 

FOIA 


8506190256 

85/04/29 

FOIA 


6506180257 

85/03/20 

40 8631 


8506160250 

05/03/20 

40 8631 


8505180259 

05/03/25 

FOIA 


85Q6180263 

85/04/12 

50 289 

F 

8506180265 

85/03/25 

FOIA 


8506160267 

85/03/25 

FOIA 


8506180288 

05/03/25 

FOIA 


8506180269 

85/03/25 

FOIA 


8506180270 

05/03/25 

FOIA 


8506180275 

05/03/15 

SO-A-IS 

S 

8506180277 

05/04/23 

FOIA 


8508180280 

85/04/23 

FOIA 


8506180283 

05/04/01 

50-352 

P 

8506180284 

85/04/23 

FOIA 


85081 802B3 

85/04/01 

50-352 

P 

8506180289 

05/04/23 

FOIA 


8500180231 

85/04/23 

FOIA 


0506100292 

85/04/01 

50-352 

P 

8506180298 

05/04/23 

FOIA 


8506180299 

85/03/05 

FOIA 


8508180301 

05/04/23 

FOIA 


8506180305 

85/03/05 

FOIA 


05061 80308 

05/03/05 

FOIA 


3506180310 

85/04/23 

FOIA 


0506180311 

05/03/05 

FOIA 


8506180314 

85/06/06 

TOPHEP 


0506160315 

65/06/12 

50-362 

Q 

B506180318 

85/04/23 

FOIA 


8506100320 

05/03/05 

FOIA 


8506100323 

05/03/25 

FOfA 


8506100324 

85/04/23 

FOIA 


6506180328 

05/03/06 

FOIA 


8506180332 

85/06/06 

TOP REP 


8506180333 

85/06/13 

50 400 

G 

85061 B03 34 

85/03/25 

FOIA 


8506180335 

05/03/05 

FOJA 


8506180339 

85/04/23 

FOIA 


0506180340 

06/03/05 

FOIA 


8506100343 

85/03/28 

60 206 

P 

8566160345 

85/03/05 

FOIA 


8506180346 

85/04/23 

FOIA 


850618034Q 

85/03/26 

50-206 

P 

8506180350 

05/03/05 

FOIA 


8506180351 

85/04/23 

FOIA 


8508180354 

86/03/26 

50-206 

G 

6506180356 

05/00/13 

60-<t56 

G 

6506180359 

05/03/26 

50-206 

P 

0506100361 

05/04/23 

FOIA 


8505180362 

65/06/11 

50-352 

G 

0506180363 

85/03/26 

50-206 

P 

0506180304 

85/04/23 

FOIA 


850S1 80367 

05/06/13 

50 -156 

G 

0500160370 

85/04/01 

50-206 

P 

0506180376 

85/04/26 

FOIA 


0506180377 

85/04/23 

FOIA 


8508180379 

85/04/26 

FOIA 


8506180381 

85/06/13 

50-456 

G 

3506180385 

85/04/01 

50 206 

0 

8506180393 

85/04/23 

FOIA 


8506180394 

85/03/28 

50-206 

P 

0506180397 

85/04/20 

FOIA 


8508180399 

85/04/26 

FOIA 


8508180403 

85/03/28 

50-206 

P 

85061 B04 07 

85/04/23 

FOIA 


05061 604 09 

85/04/26 

FOIA 


8506180411 

85/06/13 

60-456 

Q 

8506180417 

85/04/26 

FOIA 


8506180418 

85/04/19 

FOIA 


8506180419 

85/04726 

FOIA 


0506180423 

85/04/19 

FOIA 


6506180426 

85/04/26 

FOIA 


BSO 6 130426 

86/06/13 

50-466 

G 

8506180427 

85/04/26 

FOIA 


8506180431 

05/04/19 

FOIA 


8508180434 

86/04/26 

FOIA 


6506180435 

85/03/26 

60-206 

P 

6506180440 


85061B0169 85/06/13 50 458 G 

85061 B018B 85/04/26 FOIA 

8506180214 8 5/04/19 FOIA 

8506180188 85/04/26 FOIA 

85061 801 S 5 65/03/26 50 206 P 

8506160214 85/04/19 FOIA 

8506180180 85/04/26 FOIA 

8506180169 85/06/13 50-456 G 

8506180098 05/04/23 FOIA 

8506180188 85/04/26 FOIA 

85061B0155 85/03/26 50-206 P 

8506180214 85/04/19 FOIA 

8506180188 85/04/26 FOIA 

0506180108 05/04/26 FOIA 

8505160214 85/04/19 FOIA 

8506160100 85/04/26 FOIA 

8506180214 85/04/19 FOIA 

8506180188 85/04/26 FOIA 

8506180098 05/04/23 FOIA 

8506180100 85/04/26 FOIA 

8506180214 85/04/19 FOIA 

8606 100098 05/04/23 FOIA 

6506100214 05/04/19 FOIA 

8506180188 85/04/26 FOIA 

8506180281 85/05/31 50 ?09 P 

B5061B0188 85/04/26 FOIA 

8506180098 B5/04/23 FOIA 

8506180214 B5/04/19 FOIA 

8506180186 05/04/26 FOIA 

0506180188 85/04/26 FOIA 

850B1 00293 B5/06/17 50-322 G 

8506180186 65/04/26 FOIA 

0506180188 85/04/26 FOIA 

05061 B01 88 85/04/26 FOIA 

8506100308 85/04/17 FOIA 

8506180168 85/04/26 FOIA 

8506180307 85/06/14 50 324 P 

0506180308 85/04/17 FOIA 

8506180188 85/04/28 FOIA 

8506180180 65/04/26 FOJA 

B5061B0306 85/04/17 FOIA 

8506180188 85/04/28 FOIA 

6506180188 05/04/26 FOIA 

8506 1803 08 B5/04/17 FOIA 

8506189329 85/06/13 50-382 Q 

0506160327 05/06/10 50-161 Q 

8506100180 85/04/26 FOIA 

8506180331 85/06/04 50-602 A 

8506189306 85/04/17 FOIA 

8506180188 85/04/26 FOIA 

8506109329 05/05/13 50-382 O 

8506180331 85/06/04 60.602 A 

8506100108 05/04/26 FOIA 

8506100306 05/04/17 FOIA 

8506100349 05/06/14 50-302 P 

0506100331 85/06/04 50-602 A 

8506160306 85/04/17 FOIA 

8505180355 65/06/14 QA999 

0SQ618O18B 85/04/26 FOIA 

8500180352 65/06/07 50-306 S 

8506180331 B5/06/04 50 602 A 

0506180306 86/04/17 FOIA 

0506180188 85/04/20 FOIA 

8506180188 85/04/26 FOfA 

8506160306 05/04/17 FOIA 


6506180371 

85/05/29 

71 4 

8506180188 

85/04/28 

FOIA 

6506180308 

85/04/17 

FOIA 

8506180306 

85/04/17 

FOIA 

8506180188 

85/04/26 

FOIA 

8506180384 

86/06/14 

60 416 

6506180188 

85/04/26 

FOIA 

8506180306 

85/04/17 

FOIA 

asoeiBoiaa 

85/04/26 

FOIA 

8506180404 

85/03/13 

50-277 

8506180188 

05/04/26 

FOIA 

8506180188 

05/04/26 

FOIA 

8506130414 

85/06/14 

QA999 

6506180306 

85/04/17 

FOIA 

8506180188 

65/04/26 

FOIA 

0503180414 

B5/06/14 

QA099 

8508180188 

05/04/26 

FOIA 

8506180306 

85/04/17 

FOfA 

B5O618018B 

B5/04/28 

FOIA 

8506180188 

85/04/26 

FOIA 

6506180306 

85/04/17 

FOIA 

8506180188 

85/04/26 

FOIA 



536 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

e506ie0<1<l6 

85061801 BB 

8506180447 

8506180306 

8506160450 

8506180442 

8506180451 

8506180445 

8506180452 

6506180306 

8506180456 

6506180442 

8506180458 

6506160306 

8506180460 

8506180306 

8506180465 

8506180459 

8506180468 

8506180464 

8506180467 

8506180462 

6506180471 

8506180462 

8506180472 

8506180462 

8506160474 

8506180462 

8506180477 

8506160462 

8506180479 

8506180462 

8506180480 

8506180462 

85061 B0482 

8506180462 

8506180484 

8506180462 

8506180487 

8506180306 

6506180490 

6506180306 

8506180492 

8506180489 

8506180493 

6506180306 

8506180494 

8506180489 

8506160496 

8506180306 

8506180499 

8506160497 

6506180501 

8506030240 

8506180508 

8506180504 

6506180513 

6506180462 

6506180514 

8506180505 

8506180517 

8506180462 

8506180518 

8506160462 

8506160521 

8506180462 

8506180522 

8506260676 

6506180523 

8506180462 

6506180525 

8506180462 

8506180526 

8506180405 

8506180528 

8506180462 

8506180530 

8506180462 

S5061 60531 

8508180519 

6506180534 

8506180462 

8506180538 

8506180462 

S5061 80539 

8506180536 

6506180649 

8506180548 

8606180557 

8508180554 

8506180558 

8506180536 

8606180560 

8506180098 

8506160563 

8506180093 

8506180564 

8506180554 

8506180568 

8506180098 

85061 8057fil 

8506180574 

8506180582 

6506180574 

B50B18D584 

8506180577 

8506160603 

6506180598 

8508180604 

6508180598 

8506190022 

8506190016 

8506190Q25 

8506190018 

8506190030 

6506190018 

850610003^ 

8506190018 

8506190041 

9506190016 

8506190045 

8506190016 

8506190049 

8506190018 

8506190053 

6506190016 

8508190057 

8508190018 

8506190079 

85061 90065 

8506190083 

65061 90065 

85061 9009 1 

8506190065 

8506190101 

8506190115 

6506190107 

8506190065 

8506190109 

8506190108 

8506190113 

8506190106 

8506160116 

6506190115 

8506190119 

8506190115 

8506190121 

8508190081 

8506180123 

8506190115 

6506190125 

6506190120 

8506190126 

8506190061 

8506190127 

8506180115 

6506190129 

6506190106 

6506190130 

8506190117 

8506190132 

8506190115 

8506190133 

8506190061 

8506190136 

8506190131 

6506190138 

8508190081 

850S1 90140 

8506160116 

8506190142 

8506190081 

8506190145 

8508190116 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

85/04/26 

FOIA 


85/04/17 

FOIA 


05/06/14 

50 344 

P 

85/06/12 

50-320 

P 

85/04/17 

FOIA 


85/06/14 

60 344 

P 

85/04/17 

FOIA 


85/04/17 

FOIA 


85/06/13 

50 482 

Q 

85/06/13 

50 313 

Q 

85/04/25 

FOIA 


85/04/25 

FOIA 


05/04/25 

FOIA 


86/04/25 

FOIA 


85/04/25 

FOIA 


85/04/25 

FOIA 


85/04/26 

FOIA 


85/04/25 

FOIA 


85/04/25 

FOIA 


85/04/17 

FOIA 


05/04/17 

FOIA 


85/06/14 

50 344 

P 

85/04/17 

FOIA 


85/06/14 

50 344 

P 

85/04/17 

FOIA 


85/06/14 

50-259 

S 

85/05/29 

60 445 

G 

85/06/13 

50 362 

Q 

85/04/25 

FOIA 


05/06/10 

60 454 

P 

65/04/26 

FOIA 


85/04/25 

FOIA 


85/04/25 

FOIA 


85/06/18 

50 276 

P 

85/04/25 

FOIA 


85/04/25 

FOIA 


85/06/14 

50 247 

F 

85/04/25 

FOIA 


85/04/25 

FOIA 


85/04/19 

FOIA 


05/04/25 

FOIA 


85/04/25 

FOIA 


05/06/04 

SO 321 

P 

85/05/29 

71-367 


85/05/30 

60 272 

P 

65/06/04 

60 321 

P 

85/04/23 

FOIA 


85/04/23 

FOIA 


85/05/30 

60-272 

P 

85/04/23 

FOIA 


85/06/06 

60 373 

Q 

85/06/06 

60-373 

0 

85/06/10 

CONTRACT 


85/05/30 

60 312 

P 

85/05/30 

60 312 

P 

85/03/27 

FOIA 


05/03/27 

FOIA 


85/03/27 

FOIA 


85/03/27 

FOIA 


86/03/27 

FOIA 


85/03/27 

FOIA 


85/03/27 

FOIA 


85/03/27 

FOIA 


85/03/27 

FOIA 


85/01/28 

FOIA 


85/01/28 

FOIA 


85/01/28 

FOIA 


86/03/20 

40-7308 


85/01/26 

FOIA 


86/06/04 

50-312 

P 

85/06/04 

60-312 

P 

86/03/20 

70 925 


85/03/20 

40-7308 


86/03/27 

FOIA 


85/03/20 

40-7308 


85/06/05 

CONTRACT 


85/03/27 

60-269 

P 

85/03/20 

40-7308 


85/06/04 

60-312 

P 

86/03/06 

50 412 

F 

85/03/20 

40-7308 


85/03/27 

FOIA 


85/06/10 

CONTRACT 


85/03/27 

FOIA 


86/03/20 

40 7308 


85/03/27 

FOIA 


86/03/20 

40-1917 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8506190147 

8506190061 

05/03/27 

FOIA 

8506190148 

0506190143 

85/06/13 

50 320 

8506190149 

0506190115 

85/03/20 

40-7308 

8506190153 

8506190115 

85/03/20 

40 7308 

8506190156 

8506100115 

85/03/20 

40-7308 

8506190158 

8506190155 

85/06/12 

SO-263 

8506100159 

0506190115 

85/03/20 

40-7308 

6506190162 

8506190115 

85/03/20 

40-7308 

8606190164 

8506190115 

85/03/20 

40-7308 

8506190167 

8506190115 

85/03/20 

40-7308 

8506100172 

8506190115 

85/03/20 

FOIA 

8506190173 

8506190115 

85/03/20 

40 1478 

8506190175 

0506190115 

85/03/20 

FOIA 

8506190176 

8506190171 

85/06/12 

502 

8506190179 

8506190115 

85/03/20 

40 8586 

8506190181 

8506190081 

85/03/27 

FOIA 

6506190163 

8506190115 

65/03/20 

4Q 8586 

0506190186 

8506190115 

85/03/20 

40 1917 

8506190187 

8506190081 

85/03/27 

FOIA 

8506100189 

8506190185 

85/06/12 

50-261 

6506190192 

8506190115 

65/03/20 

40-7308 

8506190193 

8407300157 

04/07/20 

60-315 

8506190104 

6506190081 

85/03/27 

FOIA 

8506190195 

6506190115 

85/03/20 

40 8586 

8506190197 

8506190185 

85/06/12 

50 261 

8506190200 

0506190081 

65/03/27 

FOIA 

8506190202 

6506190185 

85/06/12 

50 261 

6506190203 

0506190115 

85/03/20 

40-7308 

8508190204 

6506190115 

85/03/20 

40 1917 

8506190207 

8506190115 

85/03/20 

40 8586 

8506190209 

8506190115 

05/03/20 

40 7308 

8506190216 

8506190115 

65/03/20 

40-7308 

8506190217 

6506190115 

05/03/20 

40-8566 

B506190219 

8506190081 

65/03/27 

FOIA 

8506190220 

8506190115 

05/03/20 

40-1917 

8500190221 

8506190211 

86/06/12 

60-263 

6506190225 

8506100081 

05/03/27 

FOIA 

8506100228 

8506190115 

65/03/20 

40 6586 

6506190229 

8506100081 

85/03/27 

FOIA 

8606190230 

8506190115 

85/03/20 

40-7300 

6506100231 

8506190226 

05/06/12 

60-165 

8506190233 

6506190081 

85/03/27 

FOIA 

8506190234 

8506190115 

65/03/20 

40-1917 

8506190235 

8506100116 

85/03/20 

40 8586 

6506190236 

8506100081 

05/03/27 

FOIA 

6506190238 

8506100115 

05/03/20 

40-7308 

8506190240 

850319DD81 

05/03/27 

FOIA 

8506190243 

8506100001 

85/03/27 

FOIA 

8506190244 

8506190241 

85/06/06 

50 259 

8506190246 

6506190115 

05/03/20 

40 0586 

8506190247 

8500100115 

65/03/20 

40-1917 

6506190248 

8506100081 

85/03/27 

FOIA 

8506190249 

6508190116 

86/03/20 

40-7308 

0506190253 

8506190001 

65/03/27 

FOIA 

8506190264 

8506190116 

05/03/20 

40 8506 

8506190266 

8506190251 

85/00/13 

60-320 

6506190259 

0506190081 

85/03/27 

FOIA 

8506190261 

8506100081 

85/03/27 

FOIA 

8506100264 

8606190081 

85/03/27 

FOIA 

8506190266 

8606190115 

06/03/20 

40-7308 

6506190268 

6500190242 

86/06/17 

50 285 

6506190269 

8506190081 

85/03/27 

FOIA 

0506190273 

8506100081 

85/03/27 

FOIA 

850S1 90276 

8606190115 

85/03/20 

40-8580 

6506190277 

8506190081 

85/03/27 

FOIA 

6506190200 

8606190116 

86/03/20 

40-7306 

8606180282 

8606190081 

86/03/27 

FOIA 

6506190285 

65061901 IS 

05/03/20 

40-7308 

8606190266 

8606190116 

85/03/20 

40 8586 

8506190260 

6506190283 

86/06/07 

60-247 

8606190290 

8506190283 

85/06/07 

60-247 

8506190291 

6506190115 

86/03/20 

40-7308 

8606190292 

6606190061 

8S/03/27 

FOIA 

8506190293 

8506100115 

86/03/20 

40 7308 

8606190297 

8506190295 

86/06/12 

50-440 

8506190296 

8606190081 

86/03/27 

60-416 

8506190301 

8606190116 

86/03/20 

40-7306 

8506190302 

8506190295 

66/06/12 

50-440 

6506190303 

6506190061 

85/03/27 

FOIA 

8506190305 

8500190081 

06/03/27 

FOIA 

8506190307 

8606190115 

65/03/20 

40-730S 

8SQ61 90308 

8506190081 

85/03/27 

FOIA 

0506190311 

8606190081 

86/03/27 

FOIA 

8506190312 

8506190309 

84/09/11 

REVIEW <3R 

6506190313 

8506190115 

86/03/20 

70 925 

6506190315 

8506190081 

86/09/27 

FOIA 

8506190316 

6506190309 

84/09/11 

REVIEW OR 


P 


Q 


Q 


F 

P 

F 

F 


Q 


Q 


P 


V 


P 


P 

P 


0 

P 

Q 


P 


P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


65061I90317 
650619031 B 
8506190319 
8506190320 
6506190321 

6506190322 

6506190324 

6506190325 

6506190326 

8506190327 

6506190329 

8506190330 

8506190331 

8506190332 

6506100334 

SS0619033B 

6506190338 

6S06190340 

6506190341 

6566190343 

6506190344 

8506190346 

6506190346 

8506190347 

6506190350 

6506190351 

6506190352 

6506190353 

8506190354 

8506190356 

8506190356 
6506190359 
65061 D03Q0 
6506100361 
8506190362 

6506100364 
8506100366 
65061 00369 
6606100377 
£506100376 

8506100362 

8506100384 

8506190368 

85O61903B9 

8506190391 


8506190394 
8506100396 
8506190402 
85061 90404 
85061 90407 

8506190400 

8506190412 

8506190413 

8506190416 

8506190418 

8506190419 

8500100420 

8506100421 

8506100423 

8506100425 


8506100426 
8506100426 
8506100430 
8506100432 
85061 00442 


85061 00446 
85061 90449 
85061 90452 
85061 90454 
8506190457 

8506190461 

8506190463 

8506190467 

8506100469 

8606100471 


8506100483 

8506190485 

0506100607 

0506100512 

0506100531 


0506190545 

0506200008 

0506200013 

8506200017 

0506200028 

0506200056 

8506200062 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

8506190115 

85/03/20 

70-925 


8506200088 

650620007 S 

65/02/22 

0506190081 

85/03/27 

FOIA 


8506200098 

6506200090 

65/06/06 

9506190309 

84/09/11 

REVIEW GR 

P 

0506200111 

65062001C6 

65/06/12 

8506190309 

84/09/11 

REVIEW GR 

P 

8506200120 

8506200115 

65/06/12 

8506190081 

85/03/27 

FOIA 


8506200127 

8506200119 

65/05/31 

8506190309 

84/09/11 

REVIEW GR 

P 

8506200133 

6506200124 

65/06/06 

8S061900B1 

85/03/27 

FOIA 


8506200134 

8506200119 

65/05/31 

0506190115 

85/03/20 

40-7308 


8506200135 

0506200116 

65/06/17 

0506190309 

84/09/11 

REVIEW GR 

P 

8506200143 

8506200119 

65/05/31 

8506190115 

85/03/20 

40 8586 


8506200146 

8506200140 

65/03/13 

8506190115 

85/03/20 

40-7308 


8506200148 

8506200140 

65/03/13 

8506190309 

04/09/11 

REVIEW GR 

P 

85062001 50 

0506200142 

65/06/06 

6506190115 

85/03/20 

40-7308 


8506200153 

0500200147 

95/06/12 

6506190115 

85/03/20 

40-7308 


8506200164 

8506200149 

85/06/04 

6506190115 

85/03/20 

40-7308 


8506200187 

8506200164 

65/06/05 

6506190309 

84/09/1 1 

REVIEW GR 

P 

6606200174 

8506200169 

65/06/13 

8506100115 

85/03/20 

40-7308 


6606200177 

8506200171 

85/05/21 

8506190081 

85/03/27 

FOIA 


8606200178 

8506200176 

85/06/10 

8506190309 

84/09/11 

REVIEW GR 

P 

8506200179 

8506200161 

85/05/16 

6506190309 

04/09/11 

REVIEW GR 

P 

8506200197 

8506200183 

aS/06/11 

6506190115 

05/03/20 

40-7308 


8506200191 

8506200183 

85/06/11 

6506190081 

85/03/27 

FOIA 


8506200192 

85063001 8B 

85/06/ 10 

0506190115 

85/03/20 

40-8586 


8506200204 

8506200197 

85/06/10 

0506190309 

84/09/11 

REVIEW GR 

P 

8506200212 

BS06200156 

85/06/18 

8506190115 

85/03/20 

40-7308 


8506200213 

8506200209 

85/06/10 

6506190115 

85/03/20 

40-8586 


8506200220 

8506200205 

85/05/09 

6506190309 

84/09/11 

REVIEW GR 

P 

8506200224 

6506200158 

85/03/00 

6506190116 

05/03/20 

40-7300 


B506 200231 

8506200229 

35/06/12 

0SO619OOB1 

05/03/27 

FOIA 


8606200237 

8506200235 

85/06/14 

B50B1 90309 

04/09/11 

REVIEW GR 

P 

8506200240 

8506200234 

85/06/12 

8506190349 

85/05/15 

PR 


8506200243 

8506200239 

85/06/17 

8506190001 

85/03/27 

FOIA 


8506200247 

8506200245 

85/06/13 

6506100115 

85/03/20 

40-7308 


8506200250 

650620024 B 

85/06/03 

0506190115 

85/03/20 

40-8686 


8509200253 

8506200249 

85/06/06 

0508190309 

84/09/11 

REVIEW GR 

P 

8509200250 

8506200241 

05/03/08 

0500190081 

05/03/27 

FOIA 


8509200261 

8506200252 

65/06/17 

8506190115 

85/03/20 

40-8586 


8506200271 

0506200267 

65/06/13 

8506190116 

05/03/20 

40-7308 


8506200274 

8506200266 

85/06/10 

0506190116 

85/03/20 

40-7308 


8506200275 

8506200260 

85/00/17 

0506100115 

85/03/20 

40-7300 


8506200279 

8506200241 

85/03/OB 

6506100115 

85/03/20 

40-7308 


6506200284 

8506200273 

85/05/21 

8606190115 

05/03/20 

40-7308 


6506200292 

8506200241 

85/03/08 

8506100115 

85/03/20 

40-7308 


8506200290 

6506200241 

85/03/00 

86061G0115 

85/03/20 

FOIA 


6506200300 

6506200291 

85/00/04 

6506190115 

85/03/20 

40 7308 


6500200305 

6506200241 

85/03/08 

6506100115 

85/03/20 

40-7300 


6506200316 

8506200241 

85/03/08 

6606190393 

85/06/12 

60-368 

S 

8506200317 

8506200307 

05/05/17 

8506190115 

85/03/20 

40-7308 


8506200324 

8506200318 

05/06/10 

0506190116 

85/03/20 

40 7308 


8506200326 

8506200307 

05/05/17 

0506190115 

85/03/20 

40-7308 


8506200328 

8506200241 

85/03/06 

8606100116 

85/03/20 

40'-730a 


8500200329 

8506200314 

85/00/11 

8506100408 

85/06/03 

50-409 

P 

9506200333 

8506200330 

85/06/14 

8506190116 

85/03/20 

40-7308 


5506200338 

8506200330 

86/06/14 

8506190115 

85/03/20 

40 7308 


5506200347 

8506200241 

85/03/08 

8606190115 

65/03/20 

40-7308 


8506200349 

8506200345 

65/06/14 

8506190406 

86/06/03 

59 409 

P 

9506200351 

6606200241 

65/03/06 

8506190408 

85/06/03 

69-409 

P 

3506200365 

8506200345 

85/06/14 

6506190115 

86/03/20 

49-7308 


8506200360 

6506200345 

85/06/14 

6506100116 

85/03/20 

40-7308 


8506200363 

6508200357 

85/06/14 

B506190115 

85/03/20 

40-7308 


8506200365 

8506200345 

£5/06/14 

8606190381 

86/06/03 

50 277 

F 

8506200361 

8506200241 

£5/03/08 

6506190115 

85/03/20 

40-7308 


S506200365 

8506290241 

85/03/08 

6506190116 

85/03/20 

40-7308 


6506200386 

8506200241 

65/03/06 

8506190115 

86/03/20 

40-7308 


8506200389 

8506200370 

85/03/11 

8506190115 

85/03/20 

40-7308 


8506200394 

8506200241 

85/03/06 

6506190115 

86/03/20 

40-7308 


3506200395 

6506200370 

85/03/11 

0506190115 

86/03/20 

40 7308 


8508200398 

8506200370 

86/03/11 

0506190116 

85/03/20 

40-7308 


BS06200409 

8506200370 

65/03/11 

8506190116 

B5/03/20 

40 7308 


8506200412 

8506200370 

86/03/11 

8506100116 

85/03/20 

40-7308 


0506200416 

8506200415 

35/05/30 

8506190115 

86/03/20 

70-925 


0506200417 

6500200415 

85/05/30 

6506190115 

86/03/20 

40-7308 


B50620D420 

05062004 18 

65/06/10 

85061901 15 

86/03/20 

40-7308 


8506200441 

9500200437 

65/05/31 

8506100116 

65/03/20 

40-8586 


8506200443 

9508200437 

65/05/31 

8506190116 

85/03/20 

40-8586 


8506200444 

8500200437 

85/05/31 

8506100491 

85/08/05 

60-286 

P 

8506200446 

8506200439 

65/05/30 

85061 90494 

85/06/10 

60-286 

P 

8506200447 

8506200437 

65/05/31 

8506160503 

85/06/11 

60-262 

F 

85062004 52 

8506200448 

85/05/31 

8506100510 

86/06/12 

50-482 

P 

8506200453 

8506200437 

65/05/31 

8506190527 

65/06/05 

50-269 

P 

8506200457 

B506200454 

85/05/30 

85061 90544 

85/06/07 

PROJ 


6506200456 

8506200437 

85/05/31 

8506200007 

85/06/10 

50-268 

F 

8506200495 

8506200493 

84/08/23 

660620001 0 

65/06/11 

CONTRACT 


850620051 1 

8508200508 

85/06/04 

8606200015 

85/06/07 

50-321 

P 

8506200537 

8506200532 

85/00/06 

6506200025 

86/06/14 

60-320 

P 

8506210033 

8506210028 

85/06/05 

BS06200052 

85/06/14 

60-410 

Q 

8506210034 

8506210031 

85/06/12 

B506200076 

65/06/12 

CONTRACT 


6506210036 

6506210031 

85/06/12 


SUBJECT 

CATEGORY 


50-3B2 Q 

CONTRACT 
CONTRACT 
50-285 Q 

50-260 n 

COMMISSIO N 
50-266 n 

50-29 Q 

50-260 R 

FOIA 

FOIA 

60-235 P 

50-354 Q 

COWMISSIO N 
50-193 Q 

50-416 P 

50-335 Q 

ADVCM 
50-259 
50-331 

60-331 
71-149 
71-226 
50-397 
71-366 

50-280 
FOIA 
50-382 
XPORTLIC 
60-423 


SO -400 

60-277 

COMMISSIO 

40-8663 

FOIA 

50-209 

50-309 

50-397 

50-302 

FOIA 

50-302 

FOIA 

FOIA 

50-269 

FOfA 

FOfA 

50-302 

71-348 

50-302 

FOIA 

ORQ 

60-440 

50-440 

FOIA 

60-255 

FOIA 
50 265 
50 265 
50 213 
60-255 


FOIA 

FOIA 

FOIA 

60-327 

FQ5A 


FOIA 
50 390 
50 436 
60 327 
50-311 


50-311 

71-636 

50-255 

50-255 

50-255 


50-275 

50-255 

50-344 

50-255 

60-331 


50-255 

70-143 

40-1341 

50-267 

60-256 


70-1201 

70-1201 
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538 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 




ACCESStON NUMBER 




ACCESSION NUMBER 




ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

If 8506210050 

8506210045 

84/07/27 

70 143 


8506210442 

8506210428 

05/05/21 

50 269 

Q 

8506210051 

8506210049 

85/05/07 

50-335 

Q 

0506210445 

8506210440 

85/05/30 

50-269 

p 

BS062 10055 

8506210049 

85/05/07 

50-335 

Q 

8506210467 

8506210440 

85/05/30 

50 269 

p 

8506210074 

8506210064 

85/04/19 

50 324 

O 

8506210471 

8506210462 

85/06/10 

XPORTLIC 


8506210075 

8505290320 

85/05/28 

50-289 

1 

8506210483 

0506210479 

05/03/07 

FOIA 


8506210078 

8506210069 

85/06/03 

50-317 

R 

6506210484 

8506210400 

05/05/13 

50-259 

0 

0506210095 

8506210087 

85/06/10 

50-456 

C 

8506210490 

8506210480 

85/05/13 

50-259 

0 

8506210099 

8506210087 

85/06/10 

50 456 

C 

8506210497 

8606210492 

85/06/07 

50-219 

o 

8506210101 

0506210097 

05/05/31 

40 6622 


8506210512 

8506210510 

85/06/04 

XPORTLIC 


8506210102 

6506210094 

85/06/12 

TOPREP 


8506210513 

8506210511 

85/02/07 

50-250 

Q 

8506210114 

6506210108 

05/06/17 

50 461 

0 

8506210514 

85062 10506 

85/05/08 

50 335 

0 

8506210123 

8506210120 

86/06/18 

60 416 

F 

8506210515 

8506210511 

85/02/07 

50 250 

Q 

8506210132 

8506210128 

85/06/07 

50 206 

O 

0506210510 

0506210506 

85/06/00 

50-335 

Q 

8506210134 

8506210128 

85/06/07 

50 206 

Q 

8506210523 

8506210521 

85/06/20 

SO 322 

Q 

8506210139 

8506210137 

85/06/17 

70 1257 


8506210524 

8500210522 

85/05/17 

60 321 

Q 

0506210152 

8506210142 

85/06/04 

50 410 

0 

0506210525 

6506210516 

85/06/18 

50-322 

G 

8506210163 

B506210157 

85/05/30 

70 734 


8506210526 

8506210522 

05/05/17 

50-321 

Q 

6506210164 

8506210158 

85/03/05 

FOIA 


0506220002 

8506220001 

85/02/13 

50-206 

p 

8506210166 

8506210157 

85/05/30 

70-734 


8506220003 

8506220001 

85/02/13 

50-206 

p 

8500210168 

6506210160 

85/06/14 

50 304 

Q 

8506220005 

8506220001 

85/02/13 

50-206 

p 

6506210169 

8506210156 

85/03/05 

FOIA 


8506220006 

8506220004 

05/02/22 

50 382 

p 

8506210174 

8506210158 

85/03/05 

FOIA 


8506220007 

8506220004 

85/02/22 

50 382 

p 

6506210176 

8506210162 

85/06/19 

60 461 

E 

8506220008 

8506220001 

85/02/13 

50 208 

p 

8506210178 

8506210158 

85/03/05 

FOIA 


8506220009 

0506220004 

85/02/22 

50 362 

p 

8506210183 

8506210175 

85/06/03 

70 143 


0506220010 

8506220004 

85/02/22 

50-302 

p 

8506210184 

8508210180 

85/06/14 

50 409 

Q 

8506220011 

8506220001 

05/02/13 

50-206 

p 

6506210189 

8506210175 

85/06/03 

70 143 


8506220012 

8506220004 

85/02/22 

50 302 

p 

8506210196 

8506210158 

85/03/05 

FOIA 


8506220013 

8506220004 

85/02/22 

60-382 

p 

8506210198 

8506210168 

85/06/17 

50 397 

P 

8506220014 

0506220001 

85/02/13 

50-206 

p 

8506210204 

8506210158 

85/03/05 

FOIA 


8506220015 

8506220004 

05/02/22 

50-382 

Q 

8506210217 

8506210211 

85/06/14 

50 440 

Q 

8506220016 

6506220004 

85/02/22 

60-362 

p 

85062 10220 

8506210158 

85/03/05 

FOIA 


8506220017 

0506220001 

85/02/13 

50-208 

p 

6506210230 

8506210158 

85/03/05 

FOIA 


8506220010 

0506220004 

85/02/22 

50 302 

0 

8506210232 

8506210168 

85/03/05 

FOIA 


6506220019 

0506220001 

85/02/13 

50 206 

p 

6506210236 

6506210202 

05/06/14 

50-155 

Q 

8506220020 

0506220004 

05/02/22 

50 382 

P 

8506210237 

8506210158 

05/03/05 

FOIA 


8506220021 

8506220004 

05/02/22 

50 302 

Q 

6506210242 

8506210028 

05/06/05 

50-255 

R 

8506220022 

8506220001 

85/02/13 

50-361 

P 

8506210244 

8506210236 

05/06/14 

60 354 

Q 

8506220023 

6506220004 

05/02/22 

50 302 

P 

6506210246 

8506210158 

05/03/05 

FOIA 


8606220024 

8506220004 

05/02/22 

50 382 

P 

8506210252 

8506210239 

85/06/14 

50 440 

Q 

8506220025 

8506220004 

05/02/22 

50-302 

0 

8506210253 

8506210247 

05/06/14 

60 461 

Q 

0506220026 

0506220001 

85/02/13 

50-206 

P 

8506210255 

8506210215 

85/06/14 

50 237 

Q 

8506220027 

8506220004 

85/02/22 

60-302 

P 

8506210256 

8506210240 

85/06/19 

50-256 

P 

8506220028 

8506220004 

85/02/22 

50-382 

P 

8506210262 

8506210254 

85/05/07 

SO 250 

Q 

8506220029 

8506220004 

85/02/22 

FOIA 


6506210269 

8506210261 

85/06/10 

71-542 


8506220030 

8506220004 

85/02/22 

50 382 

P 

8506210271 

8500210267 

86/06/14 

50-277 

Q 

8506220031 

8606220004 

85/02/22 

60 382 

Q 

8506210273 

65062 10254 

85/05/07 

50 250 

Q 

0506220032 

8506220001 

85/02/13 

50-206 

P 

8506210274 

8506210265 

86/06/19 

50-322 

G 

8506220033 

8500220001 

05/02/13 

50 361 

p 

8506210282 

8506210280 

85/06/17 

50 352 

Q 

6506220034 

8506220004 

85/02/22 

50-382 

P 

0506210284 

8506210279 

85/06/20 

50-322 

G 

8506220035 

6600220001 

86/02/13 

50 206 

P 

8506210286 

8506210279 

85/06/20 

50-322 

G 

0506220036 

8506220004 

86/02/22 

50-382 

P 

6506210288 

8500210277 

86/06/17 

50-271 

Q 

0506220037 

8506220004 

85/02/22 

60-302 

Q 

8506210293 

6506210280 

85/06/17 

50-352 

0 

6506220030 

8506220004 

85/02/22 

50-382 

P 

8506210301 

8506210296 

85/06/17 

50-443 

Q 

8506220039 

8506220004 

86/02/22 

50-382 

P 

8506210305 

8506210295 

85/06/17 

50 322 

G 

8506220040 

8506220001 

85/02/13 

60-361 

P 

8506210306 

8506210304 

85/06/17 

27-48 


8506220041 

8606220004 

85/02/22 

60-382 

Q 

B5D62 10308 

8506210300 

85/06/14 

50-213 

Q 

8506220042 

8506220001 

85/02/13 

FOIA 


8506210325 

8506210323 

85/06/14 

50 656 

A 

8506220043 

8506220004 

85/02/22 

60-382 

p 

8506210327 

8606210324 

85/06/18 

60-320 

P 

8506220044 

8506220004 

85/02/22 

50 362 

p 

8506210329 

8506210324 

85/06/18 

60-320 

P 

8506220046 

8506220004 

85/02/22 

50-382 

P 

8506210330 

8606210323 

85/06/14 

60-556 

A 

8506220046 

8506220001 

86/02/13 

FOIA 


6506210332 

8506210331 

85/06/18 

50-334 

Q 

8606220047 

8506220001 

85/02/13 

60 206 

P 

8506210334 

8506210333 

85/06/17 

PR 


8506220048 

8506220004 

85/02/22 

50 302 

0 

8506210336 

0506210333 

85/06/17 

PH 


8506220049 

8506220004 

85/02/22 

60 362 

P 

8506210352 

8506210351 

85/06/14 

50-309 

P 

8606220050 

8506220004 

85/02/22 

50-302 

P 

8506210353 

8506210351 

85/06/14 

60-309 

P 

8506220051 

8506220004 

85/02/22 

50 382 

P 

8506210355 

6S06210354 

85/06/17 

60-302 

F 

8506220052 

6506220001 

85/02/13 

50-200 

P 

8508210357 

8506210356 

85/06/18 

50 245 

0 

6506220053 

8508220004 

85/02/22 

50 382 

0 

8506210356 

8506210356 

85/06/16 

60-245 

Q 

8506220054 

8506220001 

85/02/13 

60-208 

p 

8506210363 

8606210360 

85/06/18 

60-320 

P 

6506220055 

8506220004 

85/02/22 

50 382 

p 

6506210366 

6506210360 

85/06/18 

50-320 

P 

8506220056 

8506220004 

85/02/22 

60-382 

p 

6506210368 

8506210361 

85/06/05 

60-213 

P 

8506220057 

8500220001 

05/02/13 

50-206 

p 

0506210371 

8506210367 

86/08/04 

60-312 

P 

8506220058 

8506220004 

85/02/22 

60 362 

? 

8506210372 

8506210367 

85/06/04 

60-312 

P 

8506220059 

8506220004 

85/02/22 

50-382 

p 

8S06210375 

85062)0369 

85/06/1? 

60-245 

Q 

8506220060 

8500220001 

85/02/13 

60-206 

Q 

6506210384 

8506210380 

85/06/06 

60-247 

P 

8508220061 

8608220004 

86/02/22 

60-362 

P 

6506210385 

8506210382 

85/06/17 

70-820 


8506220063 

8506220001 

35/02/13 

60-206 

p 

8506210387 

8506210381 

85/05/31 

40-1341 


0506220064 

8506220004 

86/02/22 

60-362 

p 

8506210395 

8506210389 

85/06/06 

CONTRACT 


8500220065 

8508220004 

05/02/22 

60 382 

p 

6506210406 

6506210402 

85/05/14 

50-259 

Q 

6506220066 

8506220001 

85/02/13 

50-206 

Q 

8506210411 

8506210407 

85/08/06 

40 8380 


8S06220Q67 

8606220001 

85/02/13 

50-206 

P 

8506210413 

8506210402 

86/05/14 

60-259 

Q 

8500220068 

8S062200Q4 

85/02/22 

60-382 

P 

8508210418 

8506210415 

85/06/04 

40-8502 


8606220068 

8506220001 

85/02/13 

50-206 

P 

8506210423 

8506210418 

85/06/10 

50-333 

F 

8506220070 

85Q622QQ04 

85/02/22 

60-362 

Q 

6506210433 

8506210427 

86/04/22 

50-400 

Q 

8606220071 

8506220004 

85/02/22 

50-382 

P 

8506210435 

8506210420 

85/06/07 

50-285 

F 

8506220072 

8508220004 

85/02/22 

60-362 

0 

8506210437 

8506210431 

85/06/03 

40 8714 


8606220073 

8606220001 

86/02/13 

60-206 

p 
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050 6220074 8506220004 85/02/22 

050 6220075 8506220001 85/02/13 

8506220076 8506220004 85/02/22 

8506220077 8506220004 85/02/22 

85 0 6220076 8506220004 85/02/22 

6506220079 8506220004 85/02/22 

6SO62200B0 8506220001 85/02/13 

050 622000 1 8506220004 85/02/22 

8506220082 8506220004 85/02/22 

8506220083 8506220004 85/02/22 

85 0 6220084 6606220004 65/02/22 

85 0 6220085 0506220001 85/02/13 

85 0 6 220086 8506220004 65/02/22 

85 0 6220087 6506220004 65/02/22 

85 0 6220086 8506220004 05/02/22 

85 0 6220089 8506220004 85/02/22 

S5062200SO 8506220004 05/02/22 

8 5 0 6220091 8506220004 05/02/22 

8 5 0 6220092 8506220004 85/02/22 

8 5 0 6 220093 8506220004 85/02/22 


50 362 

P 

8506220161 

8606220004 

50 206 

Q 

8506220162 

8506220004 

50 382 

P 

8506220163 

6506220001 

50 362 

Q 

6506220164 

8606220004 

50 362 

O 

8506220165 

8506220004 

50 302 

P 

8506220166 

8506220001 

60 206 

P 

8506220167 

8506220004 

50 362 

P 

8506220166 

8506220004 

50-382 

P 

8506220169 

8506220001 

50-382 

O 

8506220170 

8506220004 

50 382 

0 

8506220171 

8506220004 

50 206 

p 

8506220173 

8506220001 

50 382 

p 

8506220174 

8506220004 

50 382 

o 

8500220175 

6506220001 

50 382 

p 

6500220177 

8506220004 

50 362 

p 

6506220178 

6506220001 

50 382 

o 

8506220179 

0506220001 

50 382 

Q 

6506220180 

8506220004 

50 382 

Q 

8506220101 

8506220001 

50-362 

P 

8506220102 

8506220004 


B506220094 8506220004 85/02/22 

8506220095 B506220001 85/02/13 

8 5 0 6220096 8506220004 85/02/22 

8506220997 8506220004 85/02/22 

85 0 6 220098 8506220004 85/02/22 

0 5 0 6 220099 85062200D4 85/02/22 

0506220100 6506220001 65/02/13 

8506220101 8506220004 65/02/22 

8 6 0 6 220102 8506220004 85/02/22 

B5O6220I03 8506220004 85/02/22 

85 0 6 220104 8506220004 85/02/22 

85 0 6 220105 0508220001 85/02/13 

85 0 6 220106 8506220004 05/02/22 

8 5 0 6 220107 8506220001 85/02/13 

8506220100 B506220Q04 85/02/22 

8 5 0 0 220109 8606220004 85/02/22 

6506220110 8506220004 85/02/22 

B5O6220111 0506220004 85/02/22 

8506220112 B5D6220001 85/02/13 

6506220113 8506220004 85/02/22 

85 0 6 2201 14 8508220004 85/02/22 

85 0 6 220115 8508220004 85/02/22 

85 0 6 220118 0506220001 85/02/13 

85 0 6 220117 8506220004 85/02/22 

8SO62201I8 8506220004 85/02/22 


50-382 

Q 

6506220183 

8506220176 

50-206 

0 

8506220184 

8506220001 

50-382 

Q 

8505220185 

8506220001 

50 382 

Q 

8506220186 

8506220176 

50 382 

P 

8506220187 

0506220176 

SO 382 

Q 

8506220189 

6506220176 

50 361 

P 

8506220189 

0506220176 

50 362 

Q 

6506220190 

8SD6220001 

50-382 

Q 

6506220191 

05O622OOC4 

50-382 

0 

6506220192 

8506220001 

50-302 

0 

6506220193 

8506220004 

50-206 

Q 

6506220194 

8506220176 

50-302 

Q 

0506220195 

8506220004 

50-361 

P 

8506220 196 

8506220176 

50-302 

Q 

6506220197 

8506220176 

50-382 

Q 

65D622019S 

8506220004 

50-382 

Q 

6506220199 

8506220001 

50-382 

Q 

65D6220200 

8506220176 

50-206 

P 

6506220201 

6506220001 

50-382 

Q 

6506220202 

B506220001 

50-382 

Q 

6506220203 

8506220176 

50-382 

Q 

6506220204 

8506220004 

50-206 

P 

6506220205 

8SDG220176 

S0-3B2 

P 

6506220200 

8506220004 

50-382 

Q 

6506220207 

8506220004 


8506220119 

8506220120 

8506220121 

8506220122 

8506220123 

8506220124 

0506220125 

8506220126 

8506220127 

8506220120 

8500220129 

0500220130 

05062201311 

0506220132 

0506220133 

8506220134 

8506220135 

8506220136 

8506220137 

0506220130 

0 5 06220139 
0506220140 
8506220141 
8506220142 
8500220143 

0506220144 
05 0 6220145 
0506220146 
05 0 6220147 
0506220148 

05 0 6220149 
0506220150 
85 0 6220151 
8506220152 
8506220153 

8506220154 

8506220165 

0506220166 

8506220157 

8506220168 

05 0 6220169 
0506220160 


850B220004 

8508220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220001 

8506220004 

8506220004 

8506220004 

8506220004 

B506220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220004 

8506220004 

6506220004 

8506220004 

8506220004 

8506220004 

8606220004 

8606220004 

8506220004 

8506220001 

8606220004 

8606220004 

8606220001 

6606220004 

8506220004 

B506220004 

B606220004 

B5D6220004 

B606220001 

B50622Q004 

8506220004 

8606220004 

8506220004 



8506220001 

8506220176 

8506220001 

6506220004 

6506220004 

0506220001 

8506220176 

0506220001 

8506220176 

8506220004 

8506220001 

8506220176 

3506220004 

3506220001 

6506220001 

3506220176 

6S06220176 

6506220176 

6506220176 

6506220001 

6506220176 

6506220176 

6506220001 

8506220176 

6506220176 

8506220176 

6506220001 

6500220176 

6506220176 

8506220176 

8506220001 

6506220176 

6506220176 

6506220176 

8506220240 

6506220001 

6506220176 

6506220176 

3506220001 

3506220176 

8506220176 

3506220176 
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DOCUMENT 
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CATEGORY 

0506220256 

8506220001 

85/02/13 

50 361 

P 

6506240295 

6506240231 

65/06/17 

50-259 

0506220257 

8506220253 

85/03/12 

FO/A 


8506240304 

8506240299 

85/06/07 

50-282 

8506220258 

6506220176 

85/03/05 

FOIA 


8506240308 

8506240298 

85/02/19 

50-456 

0506220259 

8606220176 

85/03/05 

FOIA 


8606240312 

8506240301 

05/06/06 

50 315 

5506220260 

8506220176 

85/03/05 

FOIA 


8506240315 

8506240307 

95/05/07 

50-390 

0506220261 

8506220001 

85/02/13 

50 206 

P 

0506240317 

8506240311 

85/06/03 

50-271 

8506220262 

8506220178 

85/03/05 

FOIA 


8506240320 

850624029B 

05/02/19 

50 456 

0506220263 

8506220176 

65/03/05 

FOIA 


6506240324 

8506240307 

05/05/07 

50 390 

8506220264 

8506220001 

85/02/13 

50 206 

Q 

8506240330 

6506240323 

65/06/04 

50-219 

8506220265 

8S06220176 

85/03/05 

FOIA 


8506240337 

8506240316 

85/06/10 

50-331 

0506220266 

0506220176 

85/03/05 

FOIA 


8506240338 

8506240335 

85/06/11 

50-331 

8S06220267 

8506220176 

85/03/05 

FOIA 


8506240340 

0506240326 

05/06/04 

50 206 

0506220266 

8506220176 

85/03/05 

FDIA 


8506240341 

8506240332 

85/06/ 11 

50-335 

8506220269 

8S06220176 

85/03/05 

FOIA 


8506240342 

8506240334 

85/05/24 

50-302 

8506220270 

8506220176 

85/03/05 

FO/A 


8506240348 

8506240344 

85/06/14 

70-2910 

0506220272 

6506220176 

05/03/05 

FOIA 


0506240353 

8506240344 

85/06/14 

70-2910 

B506220273 

8506220176 

65/03/05 

FOIA 


6506240356 

8506240349 

85/06/04 

50 382 

8506220275 

8506220176 

85/03/06 

FOIA 


8506240358 

8506240350 

aS/03/01 

FOIA 

8506220277 

8506220176 

65/03/05 

FOIA 


6506240361 

0506240355 

05/05/31 

WASTE MGT 

8506220273 

8506260029 

85/03/14 

FOIA 


8506240362 

8506240347 

85/06/06 

50-331 

8506220280 

8506220178 

05/03/05 

FOIA 


6506240365 

8506240349 

85/06/04 

50 302 

8506220281 

8506220170 

05/03/05 

FOIA 


8506240369 

8506240350 

05/03/01 

FOIA 

8506240011 

8506240007 

85/06/06 

50-333 

Q 

8506240370 

8506240355 

85/05/31 

WASTE MGT 

8506240016 

8506240008 

85/06/12 

50 267 

0 

8508240371 

8506280010 

85/06/24 

50 255 

8506240020 

6506240014 

85/05/28 

50 461 

F 

6506240372 

8506240355 

05/05/31 

WASTE MGT 

8506240029 

8506240015 

85/05/07 

50-424 

0 

8506240373 

8506240367 

85/06/05 

50-244 

0506240036 

850624D015 

85/05/07 

50-424 

Q 

8506240374 

8506240349 

65/06/04 

50-382 

8506240048 

8506240044 

85/06/14 

50 369 

R 

8506240376 

6506240350 

85/03/01 

FOIA 

8506240055 

8506240044 

85/06/14 

50 369 

R 

6506240376 

6506240355 

05/05/31 

WASTE MGT 

8506240059 

8506240044 

85/06/14 

50-369 

R 

8506240301 

8506240355 

85/05/31 

WASTE MGT 

8506240062 

8506240077 

85/06/07 

60-312 

P 

8508240382 

6506240350 

85/03/01 

FOIA 

8506240084 

8506240076 

65/06/17 

60-346 

Q 

8506240365 

6506240355 

85/05/31 

WASTE MGT 

8506240089 

0506240083 

85/05/31 

40 8659 


8506240386 

8508240350 

65/03/01 

FOIA 

8506240090 

8506240077 

85/08/07 

50-312 

P 

6506240391 

8506240350 

85/03/01 

FOIA 

8506240095 

8506240091 

85/06/18 

50-317 

Q 

8506240395 

0506240376 

86/06/12 

60-207 

8506240096 

6506240093 

85/06/1 i 

TOPREP 


8506240396 

8506240383 

85/06/05 

CONTRACT 

8506240099 

0506240083 

85/05/31 

40 6659 


0508240399 

8506240350 

05/03/01 

FOIA 

8506240102 

8506240100 

85/06/17 

50-237 

Q 

8506240402 

0500240377 

85/06/04 

50-275 

8506240105 

8506240100 

85/06/17 

50-237 

Q 

8506240403 

6506240363 

85/06/05 

CONTRACT 

8506240111 

6506240108 

85/06/10 

50 387 

P 

8506240431 

8506240417 

85/06/31 

50 317 

8506240121 

8506240109 

85/04/01 

FOIA 


8506240432 

8506240426 

05/06/18 

60-320 

8508240122 

8506240115 

85/06/04 

50-270 

P 

8506240442 

0506240426 

05/06/10 

50 320 

8506240124 

6506240109 

65/04/01 

FOIA 


8506240470 

0506240460 

85/03/04 

50 295 

8506240129 

6506240109 

05/04/01 

FOIA 


8506240473 

8506240457 

85/06/14 

70-2928 

6506240130 

8506240127 

85/05/24 

60 440 

Q 

8506240481 

8506240457 

05/08/14 

70-2928 

8506240135 

8506240127 

86/05/24 

50-440 

0 

8506240493 

6506240460 

55/03/04 

50-295 

6506240)36 

6506240134 

85/06/11 

CONTRACT 


8506240494 

8506240466 

85/05/31 

50-344 

6508240143 

8506240132 

85/06/04 

50-224 

Q 

6506240498 

6506240496 

05/06/10 

WASTE MQT 

B506240147 

8506240141 

65/06/12 

60-267 

Q 

8506240501 

8506240460 

85/03/04 

60 295 

8506240160 

8506240164 

85/06/17 

50 454 

Q 

8506240510 

0506240507 

85/06/10 

50 354 

6506240184 

8506240154 

85/06/17 

50-454 

Q 

6506240512 

8506240507 

85/00/18 

60-354 

8506240169 

8506240154 

85/06/17 

SO 454 

Q 

6506240523 

8606240521 

85/06/18 

60-324 

8506240177 

8506240159 

05/04/01 

FOIA 


8506240529 

8506240526 

86/06/19 

50-203 

8506240182 

8506240178 

85/06/18 

60-270 

Q 

8506240535 

8506240533 

85/00/19 

60-277 

6506240163 

8506240179 

85/06/03 

50-271 

Q 

6508240538 

8506240536 

05/00/18 

60-317 

8506240164 

8506240159 

85/04/01 

FOIA 


8506240539 

8506240533 

85/06/19 

50-277 

8506240191 

8506240187 

85/05/28 

60-3 

F 

8506240541 

65Q624QS36 

80/06/18 

60-317 

8506240193 

6506240185 

85/06/13 

40-7455 


6506240542 

8506240540 

85/08/17 

60-498 

8506240203 

8506240185 

85/06/13 

40 7455 


8506240543 

6506240640 

05/00/17 

50-496 

8506240205 

8508240197 

85/06/11 

60-220 

P 

6506240555 

8506240548 

86/05/29 

60-262 

8508240206 

6506240204 

85/06/17 

50 285 

Q 

8506240559 

6506240556 

85/08/19 

60-277 

8506240209 

8506240185 

85/06/13 

40-7455 


8506240674 

6506240570 

85/04/19 

FOIA 

8506240210 

8506240167 

05/06/11 

60-220 

P 

6506240575 

8506240566 

85/00/18 

50-336 

6506240214 

8506240206 

85/03/29 

FOIA 


6606240676 

6506240563 

65/06/19 

50-352 

8506240216 

8506240165 

85/06/13 

40-7455 


8506240S78 

0506240572 

85/06/19 

60-423 

8506240217 

6506240206 

85/03/29 

FOIA 


8506240581 

8506240572 

05/06/19 

50 423 

8506240222 

6506240196 

85/03/29 

FOIA 


6506240583 

6506240579 

85/06/06 

60-271 

8506240224 

8506240159 

85/04/01 

FOIA 


8506240564 

8506240563 

05/06/19 

50-362 

8506240232 

8506240206 

85/03/29 

FOIA 


6506240585 

8506240560 

86/06/10 

50-458 

6506240235 

8506240226 

05/06/13 

60-294 

F 

8506240588 

6506240579 

85/06/06 

60-271 

8506240237 

8506240230 

85/06/03 

50-397 

0 

8506240591 

8506240560 

85/06/10 

50-468 

8506240238 

8506240179 

85/06/03 

60-271 

Q 

8506240594 

6506240590 

85/06/18 

50-300 

8506240239 

6506240206 

85/03/29 

FOIA 


6506240601 

8508240596 

65/06/ 16 

50-3 

8506240241 

8506240231 

65/06/12 

70-1100 


6506240604 

6506240593 

85/06/19 

50-293 

8508240243 

8506240230 

85/06/03 

60-397 

Q 

6506240605 

8506240600 

65/06/19 

60 482 

8506240246 

8506240206 

85/03/29 

FOIA 


0506240607 

6506240596 

86/06/18 

50-3 

8506240246 

6506240231 

85/00/12 

70-1100 


6506240606 

8506240595 

85/06/10 

50-271 

8506240249 

8506240246 

85/06/14 

CONTRACT 


8506240612 

6506240101 

85/06/10 

60-397 

8506240260 

0506240255 

85/03/28 

40 6663 


8506240822 

6506240616 

85/06/19 

40-6794 

8506240262 

8506240259 

85/06/16 

50-334 

Q 

8506240631 

8506240624 

86/08/17 

60-333 

8506240271 

6506240266 

85/06/19 

50-244 

P 

8506240632 

0506240629 

66/06/10 

50-298 

8506240272 

8506240265 

85/06/20 

QA999 


8506240643 

6506240630 

85/06/11 

50-331 

8506240277 

6506240266 

85/06/19 

50-244 

P 

6506240652 

8506240649 

85/06/10 

50-324 

8606240282 

8506240270 

04/10/16 

50-456 

R 

8S06240660 

8506240657 

85/06/31 

WASTE MGT 

8506240287 

6506240276 

05/06/17 

CONTRACT 


8506240661 

6506240656 

05/04/12 

FOIA 

8506240268 

6606240270 

04/10/16 

60-466 

fl 

6506240695 

8606240666 

86/06/18 

CONTRACT 

8506240294 

6506240274 

05/05/28 

60-346 

Q 

6506240699 

6506240693 

65/05/31 

50-397 
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ACCESStON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEfiony 

e5062407oe 

8506240724 

8506240726 

8506240728 

8506240732 

8506220176 

8506240719 

8506240716 

8506240714 

8506240719 

05/03/05 

85/05/31 

85/06/04 

85/06/21 

85/05/31 

FOIA 

WASTE MGT 
WASTE MGT 

40 2061 

WASTE WGT 

8606240730 

8506240742 

8506240740 

3506240751 

8506240754 

8506240719 

6506240719 

8506240719 

8506240719 

8506240746 

85/06/31 

85/05/31 

85/06/31 

85/05/31 

85/08/13 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-333 p 

8506240755 

B50624O766 

85062S0034 

8506250040 

8508250045 

8606240745 

8506240766 

8506250029 

8506250029 

6506250029 

85/06/21 

85/06/21 

85/03/14 

85/03/14 

85/03/14 

50-322 G 

50-330 G 

FOIA 

FOIA 

FOIA 

8506250051 

8506250062 

8506250074 

8506250076 

8506250077 

B606250047 

8506250020 

8506250020 

8506260067 

8506250020 

85/06/11 

85/03/14 

85/03/14 

85/03/04 

85/03/14 

CONTRACT 

FOM 

FOIA 

FOIA 

FOIA 

85Q6250O78 

8506250081 

6506260087 

6505260083 

B5062500S1 

8508250072 

8506260067 

8506250083 

8606250082 

BSO62SOO03 

85/06/28 

85/03/04 

85/03/27 

86/06/12 

85/03/27 

WASTE MGT 
FOIA 

60-320 F 

SO 259 P 

60-320 F 

8506250092 
8506250097 
8506250098 
0508250102 
8500250 105 

8506250086 

8506260083 

8506260000 

6506250064 

0506250083 

85/04/19 

85/03/27 

85/00/05 

85/04/10 

85/03/27 

50-324 Q 

60-320 F 

50-341 Q 

50-210 P 

60-320 P 

85O02SO1O9 
0506250111 
6606250112 
65062501 15 
8600250116 

8506250107 

8506250107 

6506250107 

8506250107 

8506250083 

85/05/17 

85/05/17 

85/05/17 

86/05/17 

85/03/27 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

50 320 t> 

66062501 18 
6506260110 
8506250124 
8506250125 
B5O6260I38 

8506250107 

0606250064 

8508260120 

8506260064 

8506250064 

85/06/17 

05/04/10 

06/04/22 

05/04/10 

05/04/10 

WASTE MGT 
FOIA 

60-416 P 

FOIA 

FOIA 

B506260140 

B508250146 

8506250162 

8508260163 

8508250166 

8606260134 

8506250064 

8508250064 

0506260149 

8506250064 

05/00/20 

05/04/10 

85/04/10 

05/04/23 

85/04/10 

60-346 Q 

FOIA 

FOIA 

50-277 Q 

50-259 P 

8506260182 

8506250171 

0508250180 

8508250186 

8506250180 

8506260160 

8506250064 

8506250064 

8600260064 

8506250179 

86/06/21 

86/04/10 

86/04/10 

05/04/10 

05/06/17 

50-361 P 

FOIA 

FOIA 

FOIA 

50 346 P 

8506250104 

8506250106 

8506260108 

8506260200 

0506260209 

65Q6260160 

8506260170 

8500260180 

6606250064 

0606250206 

85/05/31 

05/00/17 

85/05/31 

85/04/10 

86/06/18 

WASTE MGT 
50-346 p 

WASTE MQT 

50 206 P 

50 440 O 

0506260211 

0506250216 

&SO026O22O 

0500250223 

8508250228 

8506260105 

8500250064 

0506260186 

8506250004 

0600250212 

05/04/18 

85/04/10 

85/04/18 

85/04/10 

85/08/04 

50 329 O 

FOIA 

60 329 0 

60-259 P 

CONTRACT 

0 5 06250220 
8508260230 
8606260233 
8606260238 
8608260250 

0506260084 

0606260185 

B6Q6260227 

8506260064 

8606260105 

05/04/10 

06/04/18 

86/06/16 

85/04/10 

86/04/18 

FOIA 

60 329 0 

50-293 p 

FOIA 

60-320 A 

8506260251 

8606260255 

8606250268 

6506250262 

5506260265 

8506250241 

0606260234 

8S06250185 

8506260064 

8606250185 

86/06/18 

05/04/11 

85/04/18 

05/04/10 

85/04/18 

CONTRACT 

FOIA 

50-320 Q 

FOIA 

60-329 S 

8506260270 

05O62SO276 

.606250279 

506260202 

8506250286 

8606260166 

860626Q287 

0606260106 

0506260064 

8606260274 

85/04/18 

85/04/12 

85/04/18 

86/04/10 

86/06/28 

50-328 Q 

FOIA 

50-320 Q 

FOIA 

CONTRACT 

0506260207 

8606260280 

8506260294 

0606260206 

8506250296 

8506250280 

8508260185 

8606250064 

8506260269 

8606260186 

85/04/18 
85/04/18 
86/04/10 
86/04/1 1 
86/04/10 

FOIA 

60-329 S 

60 280 O 

60-382 Q 

50-329 S 

8506250303 

8508260306 

8506250307 

8506260316 

8506250316 

8606260185 

8506250269 

8506260064 

8508260186 

6606250201 

85/04/18 

05/04/11 

85/04/10 

85/04/18 

86/04/16 

60-929 Q 

60-982 Q 

FOIA 

60-929 Q 

60-322 P 

8506250316 

65^250320 

8506250064 

6506260269 

86/04/10 

86/04/11 

FOIA 

50-382 P 


accessjon number 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8506250321 

8506250323 

8500250325 

8506250331 

8506250332 

8508250185 

8506250291 

8506250084 

8506250064 

8506250185 

05/04718 
85/04/15 
85/04/ 10 
65/04/10 
85/04/18 

50 206 
50-322 
FOIA 

FOIA 

60-329 

P 

Q 

A 

0Soe2SC$36 

6506250339 

8606250344 

8506250351 

8506250355 

850626029 1 
8506250084 
8508250064 
8506250064 
8506250064 

85/04/15 

86/04/10 

85/04/10 

85/04/10 

65/04/10 

SO-322 

FOIA 

FOIA 

FOIA 

FOIA 

0 

8506250358 

8506250359 

6506250364 

6508250365 

8506250374 

8508250064 

8506250269 

8506250348 

8508250064 

8506250064 

85/04/10 

85/04/11 

85/06/20 

05/04/10 

05/04/10 

FOIA 

50 382 
50-354 

FOIA 

FOIA 

P 

Q 

8506250375 

8506250379 

8506250363 

8506250365 

8506250367 

QS062502S9 

8506250960 

8506250064 

8506250289 

8506250301 

05/04/11 

85/06/21 

85/04/10 

85/04/11 

85/06/21 

50-382 

50-272 

FOIA 

50-362 

40-6681 

P 

Q 

P 

0506250390 

8506250392 

8506250393 

8506250398 

8508250403 

8506250064 

6506250301 

8506250384 

6506250064 

0506250395 

85/04/10 

85/06/21 

85/06/21 

65/04/10 

85/06/10 

FOIA 

40 0661 

SO 450 

FOIA 

50-335 

Q 

a 

8506250404 

8506250407 

8500250411 

8506250482 

8506250435 

5506250402 

8508250397 

8508250408 

B506250064 

8506250260 

05/06/19 
85/06/20 
85/03/26 
85/04/10 
05/04/1 1 

50-400 

50-276 

50 247 

FOIA 

60-302 

o 

p 

F 

e 

8506250439 

8506250442 

8506250446 

8506250451 

8506250452 

0506250491 

6506250269 

8506250498 

8506250260 

8S06250447 

05/06/21 

65/04/11 

65/06/18 

85/04/11 

65/06/^0 

50-369 

50-382 

50 520 

60 382 

50 322 

o 

p 

Q 

P 

O 

8508250458 

8506250460 

8506250474 

6506250476 

6506250431 

8506250260 

8506250459 

8506250472 

0506250468 

8506250460 

85/04/1 1 
65/08/06 
05/06/21 
64/12/04 
05/06/10 

50-382 
WASTE MGT 
60-265 

FOIA 

60-302 

£ 

P 

P 

8506260482 

8508260403 

8506250484 

0506250485 

6506250466 

6506250291 

0506250291 

0506250201 

0500250291 

0500250291 

05/04/15 

65/04/15 

05/04/15 

85/04/16 

65/04/(6 

60-922 

60-322 

60-322 

60-322 

60-322 

H 

S 

F 

S 

O 

8506250480 

8506260400 

8506250494 

0506260501 

8S08280013 

8500250291 

6500250291 

8506250291 

8500250498 

6506260010 

85/04/15 

05/04/15 

85/04/16 

65/04/29 

05/06/14 

50 322 

60 322 

FOIA 

FOIA 

60 374 

O 

A 

P 

8506260025 

3500260039 

8506260059 

8506260067 

8506280099 

8506260021 

6506260034 

8506260050 

8506260062 

0506260094 

85/06/12 

86/06/13 

05/06/13 

05/00/05 

05/06/16 

60-312 

71-97 

60-424 
WASTE MQT 
CONTRACT 

S 

A 

6506260105 

8506260109 

8506260110 

8506260122 

8606260137 

8506260109 

0606280103 

8506260104 

8506260116 

6506280133 

05/06/17 
05/08/17 
05/00/1 a 
85/06/17 
05/06/21 

50 334 

50 334 

CONTRACT 

60260 

50-34 1 

P 

P 

P 

P 

8S06260139 

0m2&OI41 

0&00260144 

8608260152 

6500260169 

8508260113 

8500260132 

6506280113 

6506260291 

0506230163 

85/04/16 

osmno 

65/04/16 

66/04/15 

85/00/07 

FOfA 

68 423 

FOIA 

60 322 

60 276 

Q 

Q 

O 

8506260164 

0500260167 

0500260174 

3506260177 

8506260100 

8S0626O29I 

8506260153 

6506230113 

850'8260170 

8506260113 

85/04/16 

65/00/67 

86/04/16 

85/06/12 

05/04/10 

60-322 

60-276 

FOIA 

60-317 

40-8698 

A 

O 

Q 

0506260188 

0506260169 

8506260193 

0506260195 

8S06260r- 

8506260113 

8506260183 

85/04/16 

65708711 

40-1917 

71,0106 


85061 

8 sob; 

6506: 

85061 

86061 





86061 

86001 

8SC65 

65061 

05061 





35062 

85062 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8506260334 

8506260327 

85/06/13 

50-440 

Q 

8506260339 

8506260113 

85/04/16 

FOIA 


8506260358 

8506260351 

85/06/13 

50 331 

Q 

8506260367 

8506260113 

85/04/16 

FO/A 


8506260369 

6506260360 

85/06/14 

50-313 

Q 

8506260374 

8506260113 

85/04/16 

40 1917 


6506260361 

8506260377 

65/06/13 

50 397 

P 

8506260396 

8506260113 

85/04/16 

FOIA 


6506260405 

8506260399 

85/06/14 

50-296 

Q 

8506260432 

8506260413 

66/06/30 

REGQD 


6506260435 

8506260423 

05/06/10 

50 275 

E 

8506260472 

6506260467 

85/06/21 

50 327 

F 

8508280473 

8506260465 

85/06/17 

CONTRACT 


8506260476 

8506260468 

85/06/19 

50 267 

R 

8506260466 

6506260481 

85/06/04 

40 6659 


B506260503 

8506260 B02 

85/06/17 

50-538 

P 

8506260505 

8506260502 

85/06/17 

50 536 

P 

850626051 1 

8606260508 

85/06/11 

50-327 

P 

8506260514 

6506260508 

85/06/11 

60-327 

P 

8506260532 

8506260529 

85/06/12 

50-410 

0 

8506260534 

8506260529 

85/06/12 

50 410 

□ 

8506260541 

8506260538 

65/06/19 

50 322 

P 

8506260542 

8506260537 

85/06/13 

50-423 

Q 

8508260554 

8506260549 

05/06/07 

60-460 

0 

6506260572 

6506260568 

85/06/24 

60-354 

E 

8506260587 

6506260562 

65/06/19 

CONTRACT 


8506260598 

8506260592 

85/06/12 

SD-346 

R 

8506260603 

8506260592 

85/06/12 

60-346 

R 

8506260620 

8506260616 

85/05/29 

WASTE MGT 


8506260659 

6506260645 

85/06/13 

60-289 

0 

8506260677 

8506260666 

65/06/13 

50-333 

Q 

8506280722 

8506280713 

85/06/17 

50 410 

O 

8506260725 

8506260720 

85/06/14 

71-6272 


8506260745 

8508260739 

85/06/17 

60-237 

P 

8506260752 

8506260741 

65/06/21 

50 259 

P 

8506280765 

8506260759 

85/06/05 

50-400 

A 

8506260804 

8506260802 

85/06/07 

50-414 

M 

6506270069 

6506270063 

85/06/10 

60 267 

P 

6506270093 

6506270086 

85/06/21 

SO 461 

0 

8506270102 

8506270092 

85/06/14 

50-412 

A 

8506270134 

6506270116 

85/06/18 

MISC 


8506270160 

8506270153 

85/06/18 

50 301 

F 

8506270176 

8608270168 

85/08/18 

50-388 

F 

8506270192 

8508270179 

85/06/20 

50-483 

Q 

8506270203 

8508270191 

65/06/10 

SO 423 

Q 

6506270236 

8506270230 

05/06/21 

50-440 

Q 

6506270242 

8506270239 

85/06/21 

50-341 

Q 

0506270261 

8508270131 

85/08/14 

50 285 

Q 

8506270270 

8506270271 

85/08/14 

50-369 

P 

8506270310 

8506270293 

06/06/24 

50-156 

Q 

6506270356 

6506270342 

85/06/18 

60-346 

P 

8506270363 

8508270356 

85/08/19 

CONTRACT 


6506270366 

8506270376 

85/06/20 

CONTRACT 


8508270396 

8506270391 

85/06/20 

71-9039 


8506270400 

8508270392 

85/08/14 

60 498 

F 

8506270400 

8506270392 

85/06/14 

50-498 

F 

8606270476 

8506270470 

85/06/21 

60-438 

F 

8506270478 

8506270470 

85/06/21 

60-438 

F 

8506270489 

8508270482 

85/06/24 

50 424 

G 

8506270495 

8506270490 

65/06/24 

50-445 

T 

6506270505 

8506270500 

85/06/12 

50-458 

S 

6506270509 

8506270504 

85/06/24 

50 307 

P 

8506270511 

8506270507 

65/06/21 

50-316 

Q 

8506270614 

8506270504 

85/06/24 

60-387 

P 

8506270521 

8506270516 

85/06/21 

50-265 

Q 

8506270536 

8506270528 

05/06/21 

50 483 

Q 

8506270543 

650S270539 

85/05/16 

50-458 

S 

8506270561 

8506270656 

85/06/21 

50-468 

Q 

8506270562 

6506270555 

86/05/28 

60-280 

Q 

6506270569 

8506270564 

65/05/28 

50-321 

Q 

8506270585 

6506270560 

85/06/24 

50-388 

P 

8506270590 

6506270580 

65/06/24 

50-386 

P 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


document 

ISSUED 

CATEGORli 

8506270591 

6506270587 

85/05/23 

50 324 

8506270697 

8506270594 

85/06/05 

TOPREP 

8506270598 

8506270596 

85/03/22 

60-259 

8506270601 

0506270596 

85/03/22 

50-259 

8506270607 

8506270605 

85/Q5/Q8 

50 269 

6506270612 

8506270609 

85/06/11 

50-529 

8506270622 

8506270609 

05/06/11 

SO 529 

8506270624 

8506270609 

85/06/11 

50 629 

8506270630 

8506270628 

SS/OS/31 

50 438 

8506270631 

0506270629 

85/05/15 

50-369 

0506270632 

8506270620 

05/05/31 

50 430 

8606270836 

8506270633 

05/05/09 

60 416 

8606270648 

0506270643 

85/05/22 

50-338 

0506270650 

0506270629 

85/05/15 

SO 369 

8506270652 

8506270643 

85/05/22 

50 338 

8506270658 

0506270643 

85/05/22 

50-338 

8506270675 

8506270672 

85/05/17 

50 302 

8506270680 

8506270672 

85/05/17 

50-302 

8506270686 

8506270674 

05/05/22 

50-250 

8506270694 

8506270687 

85/05/16 

50-280 

0506270697 

8506270602 

85/05/22 

50 335 

8506270702 

8508270677 

85/05/13 

50 424 

8506270713 

8506270705 

05/05/21 

50-430 

8506270717 

8508270703 

SS/05/21 

SO 200 

8506270719 

8506270705 

85/05/21 

50 438 

8506270721 

0506270714 

85/05/28 

50-280 

8506270730 

8506270710 

85/05/10 

50 200 

0506270732 

6508270725 

85/05/23 

50 321 

8506270740 

8506270735 

85/05/21 

50-348 

8506270752 

8506270735 

85/05/21 

50-348 

8506270758 

8506270751 

85/05/30 

50 413 

8506270766 

8506270710 

85/05/10 

60-280 

8606270772 

8506270763 

85/05/28 

50-424 

8606270776 

0506270751 

85/05/30 

50 413 

8506270784 

8506270763 

85/05/28 

50 424 

8506270766 

0506270712 

85/05/13 

50 327 

8506270793 

0506270779 

85/03/29 

50 348 

8506270807 

8506270800 

85/05/13 

50-250 

8506270813 

6506270600 

85/05/13 

60-250 

6506270666 

8506270882 

85/05/07 

50 416 

8506270897 

8506270896 

05/04/11 

60-261 

6506280012 

6506280007 

85/06/25 

50-244 

6506260015 

8560280006 

86/06/24 

60313 

8506260016 

0506280007 

86/06/25 

50 244 

6506260023 

0506280011 

86/05/21 

60-261 

8506280029 

8506280013 

86/06/24 

50 237 

0506280034 

8506280013 

86/06/24 

50 237 

8506280035 

8506280025 

85/06/24 

50-205 

6506200045 

0506280026 

05/06/24 

60-285 

8506260049 

8506280041 

85/06/21 

50 29 

8506280050 

6506280046 

85/00/21 

60-283 

0506260052 

8606280046 

05/06/24 

50 261 

8506280060 

8506280057 

85/06/24 

60 322 

0SQ628QQ67 

8508280062 

86/06/27 

40-2061 

8506280070 

8506280065 

85/03/26 

50-424 

8606280074 

8506280065 

05/03/26 

60 424 

8506280075 

0506280062 

85/06/27 

40-2061 

8506280091 

8506280062 

85/06/25 

50-315 

8506280099 

8506280094 

85/06/10 

SO 266 

8506260104 

8506280098 

85/06/21 

50-369 

8506280110 

8506280103 

86/06/24 

50-S 

8506280116 

8508280117 

65/06/24 

50-213 

6506280120 

8506280116 

85/03/07 

50 346 

8506280122 

8506280117 

85/06/24 

50-213 

8506280138 

8500280128 

86/06/20 

71-9139 

8506280152 

8506280116 

05/03/07 

50-346 

8506280168 

8506280116 

85/03/07 

50-346 

8606280161 

8506260150 

86/06/19 

CONTRACT 

6506280162 

6506280155 

85/04/22 

FOIA 

8506260163 

6506280116 

05/03/07 

50-346 

0506280214 

6506260201 

05/06/09 

CONTRACT 

0506200225 

8606260219 

05/06/20 

71-6078 

0506200226 

8506280217 

05/05/09 

50-395 


OO-o OOO-ou O-oOtdO doooo ooodo odooo ooooo ooooo ooaoo 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are 

I Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amend me Ills and changes to items 1 and 2, 

4 NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.) 

9. Construction Permit, amendments, and correspondence relating to the construction permit, 

10. Scheduling of license application subniission or review, 

1 1 . Environmental review information. 

12. Appl’cation for operating license. 

13. General Information submitted with operating license application, 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higlilighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin 

17. Reports of site visits, 

18. Backup technical documents (e.g,, topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This uilcgory is strictly limited to the items listed below. All related correspondence is hied In 
Category A 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report ot Safely Analysis Report), 

2. Amendments and changes to the PSAR. 
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J TransniiUal and acknowledgemcnl letters. 

4. Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT fER). AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence arc Hied in Categories A, D. M, P or R 

1, Environmental Report (ER) submitted by the utility. 

2. Amcndinenls and supplements to the ER, 

3 Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6 Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER, 

8 Meeting ainiouncenients or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlus category is strictly limited to the items listed below. Otlier environmental documents and 
correspondence are in categories A, C, M, P or R, 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Coirespondence relating to the DES and FES. 

4. Comments froni otlier federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10 Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process, 
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Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing .availability of items 1 and 2, 

5. Information on scheduling of SER submittals and leview, 

6. Requests for additional information for use in preparing SER, responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER, 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of tire PSAR 
01 FSAR IS excluded. 

1. Fire Ha/,ard Protection Plan and surveys. 

2. Plant evacuation correspondence, 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program, 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans, 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-anlitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents, 

2. Federal register notices regarding hearings. 

3. Re quests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspotidencc filed by participants for 

hearingvS. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors, 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting fr 
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H. GENERAL CORRESPONDENCE 


Tlusi category includes dociunents witli little or no bearing on tlie status of the application or license 
Hems that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

1. Change of address notifications. 

2. Changes in structure of organisation 

3. Changes in service lists, 

4. NRC requests to applicant for additional copies of documents, 

5. Correspondence from the public requesting information about the facility and NRC responses, 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs). 

9, Prolessional qualification statements not pertaming to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

J. Company annual reports, 

2. Separately submitted financial Information and. related correspondence, 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies, 

3. Other correspondence regarding indemnity and insurance matters. 

K, UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below, All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items ) and 2, 

4. Transmittal and acknowledgement letters 

5. Certificates of service to the FSAR. 



L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit, 

L Limited Work Authorizations (LWA) and amendments, 

2 . Correspondence pertaining to work performed under LWA s 


M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

I Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”, 

2. Correspondence where the primary topic of discussion is antitrust matters 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transciipts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter leports relating to Advisory Committee on Reactor Safegiiiirds 
(ACRS) reviews, 

2. Correspondence from ACRS, 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters, 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Appllcation/Construetion Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence, 

2. Technical specifications and changes. 



3. Backup technical documents (e.g,, topical reports) subinitled in support of items I and 2. 

4. Federal register notices citing avaihibility of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, iiieetiiig announcements oi meeting summaries relating 
to lechntcal specifications, the operating license oi technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes fe.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8 . Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R) 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports 

12. Quality assurance information, 

13. Environmental matters {technical). 

14. Emergency coie cooling system documents. 

15. Radioactive waste information 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up lest reports 

18. Correspondence and document ation on generic technical matters higlilighted by an event at 
another facility winch may affect the subject facility; not covered by an IE Bulletin. 

19 Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Ciiculars and Information 
Notices. 

3. Responses by applicant to IE coirespondence. 

4. Applicant’s determination of propiietary nature of inspection reports. 

5 Letters concerning areas of noncompljance, 

b. Pre-service and in-service inspections and procedures. 

7, Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S, 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins category includes periodic reports of a routine nature 

1 Monthly > semiannual, or annual operating reports (other than fniancial), 

2 Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports 

4 Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Coro 
Plant Status Summary Sheets 

5 Correspondence or other documeiiis iclating to the above listed items 


S, REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

Tills category contains all materials i elating to abnormal, unusual, reportable or nonroutine occur- 
rences or events, This includes 

1. All 24-hoiir. lO-day, 30-day. interim and nnal Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence re|)orts and reportable 
occurrences). 

2. PolciilKil or possible reportable deficiency reports and lelated correspondence, 

3. Personnel exposure reports 

4. Construction dcncicncy reports submitted under 10 CFR 50 55e. 

5. Preliminary Notincation of Occurrence (PNOs) and Preliminary Notification of Safeguards 

Events (PN s). 

6. Ejivironmenta! Technical Specifications violation reports and Environmental Event reports 

7. Purl 21 Reports of defects and nonconipliaiice. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for anlitrusl mailers (category N), 
leslimony and briefings, and congressional matters (category U). 

I . Atomic Safely and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts, 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts 

4. NRC staff briefings to the Commission, 

5. Slulcments and written testimony submitted at Commission meeting or hearings. 

6- Transcripts of utility briefs to NRC staff, 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts 

8. Corrections to above items. 
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U CONCRESSJONAL/EXECUTIVE CORRESPONDENCE 


This category contains corresputidence on substantive matters. Routine responses to constituent 
inquiries arc filed in category H 

1. Statements and testimony before Congress or before bodies/comniittees appointed by the 
Executive or Legislative Branches. 

2 Preparatory and backup documents for item I 

3 Correspondence to and from NRC Office of Congressional Affairs, Congre,ss and the Executive 
Branch on other than consliliienl response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

I Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3 Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward 

1. Application for authority to voluntarily surrender license 

2. Application to dismantle the facility and dispose of component parks 

3. Technical documents submitted in support of items ) and 2, such as: Decommissioning Plan, 
Dismantling Plan. Environmental Repoit on Dismantling, Safely Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage Installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This cdieguiy con nuns Uociiinentation peuuiiiiiig lu open iiiut closed Coiinnission meciings. Ii 

includos’ 

1. Sunshine Acl Fedeiiil Regislei notices. 

d. Puli, wntion e\pliindtion o! closed meetings, 

Cei tillcation ol Genera! Counsel on closed tneeimgs. 

4 Commission Detei minaiion SiatemciUs icgaiding the public disclosuie of transcripts of 
Commission meetings 

5 Veihatim unoll'icial and ollicial iransciipts oi poilions ol tnnisciipts of open and closed 
Coiumission meetings made publicly available in accoi dance with provisions of lOCFH I’lirt y. 
the Sunshine Act, and Commission policies 

6, I nclosines to released tiaiisci ipis, including applicable viewgraphs, stall papers, and siafi 
coiiespondcnee. 

7. Stall letiuirements mcnioiatida loi open mccungs: memoranda to record, lecoid ol votes of 
Commibsioneis on items undei consideHilion at meetings. 


ACRS ~ Advisory Committee on Reactor Safeguards 


This eategoiy euntams dociimeniation pei taming to the lespoiisibilittes ol the Advisory Comniiltce 
on React Ol Safeguaids. ACRS scives as an nulcpendem advisory committee to the Commission in 
sarciy-ielaled aieas. The commit tec provides advice with respect to the lui/ards ol new or exist- 
mg nuclcai lacihties and the adequacy ol related salety standards. The dociiineiits m this category 
are* 

1. Verbatim transcnpls ol ACRS siibcommiliee and lull coinmiitce meetings relating to lacility 
license applications and safety-related matters. 

2. ACRS meeting annuiineeinents; description of meeting agendas. 

3 ACRS'generatcd icpoits, inemorantla anil coirespondence tliat are publicly available. 

4. ACRS consiiltaiil repoi is, comments and iclated coirespondence. 

5. ACRS and NRC technical conespondence pertaining to safely matters under review by the 
Advisory Committee on Reactor Satcgiiaids. 


ADVCM — NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all HRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 


1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 
5 Committee related correspondence. 


COMMISSION ~ NRC Commissioners 

This category cuniains duciimenialion pertaining to the daily conduct ol Commission business in 
die OriiLt* of llie Cummissioucis, including 

1. liKoming and oiim«)irig conespondeiice to and fioin tlie Cominissioneis relating to official 
NRC btisitiess. including loports niid olliei eiiclosines. 

2 , Travel vouchers, Icloplioiie logs and official appoint mem calendars of iiidiviclnal Comimssioner.s. 

3 Weekly inlormation Reports (SliCY scries number} prepared by the hxecuiive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest utuierlakcn by individual staff and program offices. 

NOTE. For tianscripls o( Coiiimission meettiigs. sec lOCFR category. For all other staff papers 
with a SECY scries designation prepared for Commission review, sec SECY category. 


CONTRACT - NRC Contracts and Modifications 

Tilts category contains docimieiitatioii pertaining to AFC and NRC contracts and Interagency 
Agreements, including 

1. Notirications of issuance of request lor proposal (RFE) and invlialioiis lor bid (IFB), 

2. Solicitations (RFP oi IFB) issued by ifie NRC. 

3. Notincaiiuns of tontraci execulioii. specifying coniiacl number, project title, contractor 
name, conttaci type, Juiuling, and period of pcifoiinance. 

4. Contractual documents .ind contract nuKlificatioiis, if any. 

DISCLOSURE ~ Financial Disclosure Information 

This category contains financial disclosure mrormatiun in accordance with the Ethics in Government 
Act of 1978. 


FOIA ~ Freedom of Information Act Requests and Releases 

This category contains requests for agency lecoids and recojds released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents iu this category include: 

1. Requests made by any meinbei of the public (assigned an identifying luimbei YY-NNN 
lor last (WO digits of the yeai numerical sequence) lor NRC records made in accordance 
with tlie piovisioiis ol the Fieedoin of Inroimalioii Act. 

2. Conespondence between (lie NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Rocoitls or pojtions ol records released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

Tins category contains records pei taming to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Dralt leports ol action plans to accomplish generic tasks in the regulatory program. 

2 . Coriespondence with industry and internal correspondence regarding the incthodoloBies, 
analyses, and ptogiaininatic and technical aspects of issues. 

3. Meeting notii'icatiuns and ininutcs. 

4 . Intcrini findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and inlormatioii notices that are issued by the Office ol 
Inspection and Hnfojcoment. These issuances desciibe particular events that occur at a facility 
thill may icqiiiie some lollow-up action on the part of licensees. Also included in tills category 
are preliminary notitlcations of events (PNOs). 

!. I&H Circulars, which dcsciibc an event at a heemsed facility and are inlonnaiional in nature. 

2. I&E Inlorinatioii Notices, which are similar to circiilais but are preliminary in nature and 

issued shoitly aftci an event has occuired 


3. I&b Bulletins, which describe an event at a licensed (acihty and requcsi all recipients to 
peiloim ccilam actions as a lesult of (his event. 

4. Pieliminaty Noiilicaiions ol hvenis (PNOs), winch piovide updated inlormation ot an event 
of safely oi puhhc iniciesi signilicance. 


NOTE’ For letters lorwarding the above issuances, utility responses to such issuances, and 
related coiicspoiuience, see Category Qof individual docket categories. 


MISC ~ Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
CiUegories, 

NUREG - NUREG Reports and Related Correspondence 

These documents aie (oimal reports issued by the U.S. Nuclear Regulatory Commission winch 
carry the NUREG senes code and correspondence pcitainmg to those reports, NUREG reports 
are iiccouiils of woik pci formed eiihei by the NRC stafl or by NRC contractors. 

1 . These leporls are normally final work pioducts and are characterized by the lollowing criteria ■ 

a. They are picdecisional tiocumeiiis which picsem informatioii to be coiisidcietl in 
Commission licensing and policy decisions, 

I), They piesent (he results of Coninnssion licensing and policy decisions. 

c. They present the lesults of technical lescaich conducted fut the Comniission. 

2. Coi respondence fioni industry, goveinment and interested members of (he public connneiiling 
on reports oi requesting clarification or inlerpreliilion. 

3. Internal NRC memoianda summaiizing meetings or discussions pertaining to the contenl oi 
the reports. 
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ORG - Correspondence witli Other Organizations 

This category contains correspondence with professiona] organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g,, EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Interna) memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants (0 withstand earthquakes 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see Llie REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission detei- 
mination that sufficient grounds exist for it to proceed with a petition for change m an NRC 
regulation (PRM) filed by an outside party or person, The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of (he subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other partie.s for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with tlie Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. CorrespoiiJeriLe between NRC and the petitioner regarding the status and substance of the 
petition 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE For staff recommendations to the Comtnissionerb on whether the PRM should be dented 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staif recommendations, see tlie lOCFR category, 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects (1 J commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review'. Both classes are identified with a “P" 
prefix, followed by a series of numbers. 

L "Pre-docketed” commercial nuclear power plants 

Tlus category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safely Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
Uie same categories as those used for the Docket 50 series, 

A. Apphcation/Construction Stage 

1. Application submitted by the utility. 

2 Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual 

4 Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits, 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

Submittals and related material pertaining to the antitrust review, 
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Q. Inspection Reports 


1 Inspection reports of the applicant’s quality assurance program 

2. Nonces of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
Sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of llie Code of Federal 
Regulations and include 

1. Reports by firms involved in the nuclear industry concerning noncomphance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2 . Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4 Correspondence specifying appropriate foUow-up actions taken by the Agency. 


QA999 ~ Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence, Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and I'oreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is pul in service. The controlling 
criteria are 10 CFR Fart 50, Appendix B. vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

]. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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cants. Included are: 

1. Federal Register notices announcing the issuance and availability ol a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide, 

5. Summary of meetings held m the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro* 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are; 

1. Project description documents, 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports, 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 


B-7 



uciiuea tectimcdl areas. Tliey review and coninietu on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researcl 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are 

1. Agendas for quarterly review group meetings. 

2 Summary minutes of review group meetings representing views expressed, including dissenting 
Views 

3 Research plans and predicted results of major experiments, presentations by research contractors 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents tn this category 
include’ 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings, 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report senes code. Included are- 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE; For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include; (I) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b, technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e. decomimssioning and facility siting. 

3. State Legislative Reports, 

4. Agreement State Licensing Statistics Reports 

NOTE. For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with sucli technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria 

NOTE For reports submitted by utilities that are wriiren by vendors on their behall and that 
relate to docketed cases, see the categories for the Docket 50 series 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management, Each topic has been assigned a number, with the senes designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and us future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are' 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program (u idoniily sues for nuclear waste repositories. 

2 . Briefings by DOE on research being conducied on spent fuel storage and nuclear waste 
management, 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes, 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES -- Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical que.stions or issues to 
be resolved. 


XPORTUC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public, 

6. Staff position papers (SECY series code) prepared for Commissioners review of unport or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 


NOTE; For uanscripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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